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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
( 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that w'e can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P . Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 
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A. 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 

IK 


12 . 


(T) P. operating license stage documents & correspondence 

0 

8203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 8205 10. 

MILLS, L.M. Q Tennessee Valley Authority. 82/03/04. VASSALLO, D.B. 
Operating Reactors Branch 2. Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. , ^ k ^ 
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NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividuai source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1 7 1 7 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO. ” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION -- NRC Commissioners 

CONTRACT NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 


ORG — Correspondence with Other Organizations 

PR “ Proposed Rule 

PRM — Petition for Rulemaking 

PROJ “ Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOP REP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

NUREG— NUREG Reports and Related Correspondence 

© O 


8203090207 NUREG/CR- 1672 V02 

' RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 

© IN GEOLOGIC MEDIA. Technical Review of Documents 

^ NUREG/CR- 1262, NUREG/CR- 1376, NUREG/CR- 1 377, NUREG/CR-1397 & 

^ NUREG/CR- 1608. 

(7)- STEVENS, C.A.. FULLWOOD, R.A., BASIN, S.L. Science ApplicationsTlnc. 

^-yFIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

123 p. Available at NRC.| $6.00. ^12176:217. I 

(u) di) 


1 . Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3 . NRC Report Number 

4. Title and description of information contained in the document 

5 . Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a sceondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

1 1 . Pages in document. 

12. All NU REG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NU REG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 



15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U-S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: ( I ) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $i .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94I-8018. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Eadwaste Disposal Sites — Docket 27 


40-8452 

Bear Creek Uranium Co., Casper, WY 

7 

27-039 

Sheffield, IL, U.S. Ecology, Inc. 

1 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

7 

27-048 

Richland, WA, U.S. Ecology, Inc. 

1 

40-8550 

Holmes & Narver, Inc., Anaheim, CA 

8 

Domestic Licensing of Source Material Docket 40 


40-8584 

Minerals Exploration Co., Los Angeles, CA 

8 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8602 

Silver King Mines, Inc., Casper, WY 

8 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 

40-8631 

Army, Dept, of, Rock Island, IL 

8 

40-1162 

Western Nuclear, Inc., Jeffrey City, WY 

2 

40-8645 

Kaman Sciences Corp., Salt Lake City, UT 

8 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 

40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 

8 

40-2061 

Kerr-McGee Chemical Corp., 

2 

40-8675 

Energy Fuels Nuclear, Inc., Denver, CO 

8 


Oklahoma City, OK 








40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

8 

40-3392 

Allied Chemical Corp., Morristown, NJ 

3 







40-8684 

Western Nuclear, Inc., Lakewood, CO 

8 

40-3453 

Atlas Minerals, Inc., Denver, CO 

3 







40-8697 

Rocky Mountain Energy Co., Denver, CO 

8 

40-4492 

Federal- American Partners, Riverton, WY 

3 







40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

9 

40-6500 

Energy, Dept, of, Canonsburg, PA 

4 







40-8700 

Army, Dept of. Rock Island, IL 

9 

40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 

4 







40-8714 

Cleveland-Cliffs Iron Co., Cleveland, OH 

9 

40-6659 

Getty Oil Co.-Petrotomics Co., 

4 





Shirley Basin, WY 


40-8721 

Rocky Mountain Energy Co. , Denver, CO 

9 

40-6940 

Kawecki Berylco Industries, Inc., 

4 

40-8728 

Teton Exploration Drilling Co., Inc., 

9 


Boyertown, PA 



Casper, WY 


40-7455 

Whittaker Metals, Los Angeles, CA 

4 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

9 

40-8003 

General Electric Co., Burlington, VT 

4 

40-8768 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

9 

40-8012 

Affiliated Hosps. Center, Inc., Boston, MA 

6 







40-8780 

Nuclear Assurance Corp., Atlanta, GA 

9 

40-8027 

Kerr-McGee Nuclear Corp., 

6 





Oklahoma City, OK 


40-8781 

Teton Exploration Drilling Co., Inc., 

9 





Casper, WY 


40-8035 

Cotter Corp., Roswell, NM 

6 







40-8801 

Radiation Management Corp., Northbrook, IL 

9 

40-8046 

West Bank Radiation Therapy Center, 

6 





Minneapolis, MN 


40-8820 

AM AX Environmental Services, Inc., 






Golden, CO 

9 

40-8064 

Exxon Minerals Co., USA, Houston, TX 

6 







40-8829 

Wyoming Fuel Co., Lakewood, CO 

9 

40-8084 

Rio Algom Corp., Moab, UT 

6 







40-8839 

Santa Fe Mining, Inc., Albuquerque, NM 

10 

40-8102 

Exxon Co., USA, Houston, TX 

7 







Domestic Licensing of Production and Utilization Facilities— 


40-8177 

Army, Dept, of. Corpus Christi, TX 

7 

Docket 50 



40-8361 

Mount Sinai Medical Center, Milwaukee, WI 

7 

50-2 

Univ. of Michigan Research Reactor 

10 

40-8380 

Rocky Mountain Energy Co., 

7 

50-3 

Indian Point Station, Unit 1 

10 


Broomfield, CO 







50-20 

Massachusetts Institute of Technology 
Research Reactor 

13 

50-225 

RPI Critical Experiment 

31 

50-22 

Westinghouse Test Reactor 

13 

50-237 

Dresden Nuclear Power Station, Unit 2 

31 

50-27 

Washington State Univ. Research Reactor 

13 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

34 

50-29 

Yankee-Rowe Nuclear Power Station 

13 

50-245 

Millstone Nuclear Power Station, Unit 1 

37 

50-57 

State Univ, of New York Research Reactor 

15 

50-247 

Indian Point Station, Unit 2 

40 

50-62 

Univ. of Virginia Research Reactor 

15 

50-249 

Dresden Nuclear Power Station, Unit 3 

42 

50-70 

General Electric Test Reactor 

15 

50-250 

Turkey Point Plant, Unit 3 

45 

50-72 

Univ. of Utah Research Reactor 

15 

50-251 

Turkey Point Plant, Unit 4 

49 

50-83 

Univ. of Florida Training Reactor 

16 

50-254 

Quad-Cities Station, Unit 1 

52 

50^89 

General Atomic Co. 

16 

50-255 

Palisades Nuclear Plant 

54 

50-97 

Cornell Univ. Zero Power Reactor 

16 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

56 

50-112 

Univ. of Oklahoma Research Reactor 

16 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

59 

50-113 

Univ. of Arizona Reasearch Reactor 

16 

50-261 

H. B. Robinson Plant, Unit 2 

62 

50-116 

Iowa State Univ. Research Reactor 

16 

50-262 

Brigham Young Univ. Research Reactor 

65 

50-123 

Univ. of Missouri Research Reactor 

16 

50-263 

Monticello Nuclear Generating Plant 

65 

50-128 

Texas A&M Univ. Research Reactor 

17 

50-264 

Dov^ Chemical Co. 

66 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 

50-265 

Quad-Cities Station, Unit 2 

66 

50-134 

Worcester Polytechnic Institute 

18 

50-266 

Point Beach Nuclear Plant, Unit 1 

68 


Research Reactor 


50-267 

Fort St. Vrain Nuclear Generating Station 

71 

50-139 

Univ. of Washington Research Reactor 

18 

50-269 

Oconee Nuclear Station, Unit 1 

74 

50-142 

UCLA Training Reactor 

18 

50-270 

Oconee Nuclear Station, Unit 2 

76 

50-148 

Univ. of Kansas Research Reactor 

18 

50-271 

Vermont Yankee Nuclear Power Station 

78 

50-155 

Big Rock Point Nuclear Plant 

19 

50-272 

Salem Nuclear Generating Station, Unit 1 

80 

50-157 

Cornell Univ. Research Reactor 

21 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

82 

50-163 

General Atomic Co. 

21 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

87 

50-166 

Univ. of Maryland Research Reactor 

21 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

90 

50-170 

National Naval Medical Center 

22 

50-280 

Surry Power Station, Unit 1 

93 

50-184 

National Bureau of Standards Reactor 

22 

50-281 

Sun 7 Power Station, Unit 2 

95 

50-186 

Univ. of Missouri Research Reactor 

22 

50-282 

Prairie Island Nuclear Station, Unit 1 

98 

50-199 

Manhattan College Research Reactor 

22 

50-284 

Idaho State Univ. Research Reactor 

99 

50-201 

West Valley Reprocessing Plant 

90 
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Svc list end. 

JORDANi E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co. of New 

YorICi Inc 114pp. 21513:253. 24)( Fiche: 50-000, 83/1 1/03, 8308310075, 


0311190157 Forwards IE Insp Rept 50-247/83-21 on 830901-1017 & notice 
of violation. Response should discuss actions taken or 
planned to improve nuclear safety committee review process. 
STAROSTECKIi R. Division of Project Resident Programs, 83/11/03, 
□ 'TOOLE. J.D. Consolidated Edison Co. of New York. Inc. 2pp, 
21223:139. 24X Fiche: 50-247. 83/1 1 /03. 831 1 1 80157. 


— 8311180191 Notice of violation from insp on 830901-1017. 

* Region 1> Office of Director. 83/11/03. 2pp. 21223:141. 24X 

Fiche: 50-247. 83/11/03. 831 1 180157. 


—8311180194 IE Insp Rept 50-247/83-21 on 830901-1017. None omp 1 iance 
noted : fai lure to perform safety evaluation, identify 
potential hazard & provide suitably documented procedures 
to assure (Quality of work on fan cooler 22. 

FOLEY. T., KQLTAY^P. Region 1. Office of Director. NQRRHDLM, L. 
Division of Project 8c Resident Programs. 83/10/26, 21pp. 

21223:143. 24X Fiche: 50-247. 83/11/03, 831 1 1801 57. 


8311170151 Responds to (Jeneric Ltr 93-28 “Required Actions Based on 
Generic Implications of Salem ATWS Events. “ Facility can be 
operated w/o undue risk to public, based on response to IE 
Bullatin 83-01. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. 83/11/04. 
EISENHUT, D. G. Division of Licensing. 40pp. 21215:202. 24X 

Fiche: 50-247, 93/11/04, 8311 170151. 


S311010015 IE Info Notice 83-77. "Air/Oas Entrainment Events Resulting 
in Sys Failures. *' Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/11/14. Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fiche: 50-000. 83/11/14. 831 1010015. 


8311010018 IE Info Notice 83-78. “Apparent Improper Mod of Component 
Affecting Plant Safety. '* Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York. Inc, li7pp. 21603:001. a4X Fiche; 50-000. 83/1 1/17, 8311010018. 


8311290261 Forwards response .t 9 .i,E Bi^yet in.. 83-06 "No.nconf or ming Matls 
Supplied by Tube-Line Corp, . , . " Svc 8t test results for 
10-inch flanges installed outside containment boundary 
justify continued plant operation. 

O'TOOLE. J.D. Consolidated Edison Co. of New York, Inc. S3/11/21. 
DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 7pp. 21305:359. 24X Fiche: 50-247. 83/1 1/21, 831 1290261 . 


R. Periodic operating reports Sk related correspondence 


8311170276 Monthly operating rept for Sept 19B3, W/83101S ltr, 

8LATT, M. . O'TOOLE, J, Consolidated Edison Co. of New York, Inc. 
03/09/30. MCDONALD, W. G. Office of Resource Management. Director- 
7pp. 21211:351. 24X Fic he ; 50-247. 83/09/30, 831 1 170276. 


B311220418 Monthly operating rept for Oct 1983. W/B31115 ltr. 

BLATT, M. , O'TOOLE. J.D. Consolidated Edison Co. of New York. Inc. 
B3/11/04. MCDONALD, W. Q. Office of Resource Management. Director. 
6pp. 21261:309. 24X Fiche: 50-247. 83/11/04, 8311220418. 


B311290272 "1983 Annual Milch Animal Survey." W/a3ll25 ltr. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 83/12/31. 
DENTON. H. R, Office of Nuclear Reactor Regulation, Director. 3pp. 
21305:346. 24X Fich e; 50-003, 83/12/31, 831 1290272. 


8. Reportable occurrences. LERs & related correspondence 


B311010246 RO: on 831013, Westinghouse identified calibr errors in 
environ qualification of Lot 4 Barton transmitters. Impact 


8311160114 LER S3-036/01T-0. on 831013. during cold shutdown. Weitlnyh:-' 
reported that vendor procured Barton pressure transmitters 
w/previously undefined errors at both abnormal & accident 
temp conditions. N/831027 ltr. 

MOONEY, J. D, , O'TOOLE, J.D. Consolidated Edison Co. of New York. 
83/10/27. HURLEY. T. E. Region 1, Office of Director. 3pp. 
21193:087. 24X Fiche; 50-247. 83/10/27. 831 1 1601 14. 


0311180133 LER 83-039/99X-0: on 831017, while in cold shutdown, pin ha!< 
leak identified in supply line to water box 21-2. Caused by 
internal corrosion. Pipe weld repaired & fan cooler 
satisfactorily retested. W/831031 ltr. 

O'TOOLE. J.D. Consolidated Edison Co. of New York, Inc. 03/10/31 
MURLEY. T. E. Region 1, Office of Director. 3pp. 21226:141. 24* 

Fiche; 50-247, 83/10/31 , 8311 180133. 


8311180128 LER 83-035/03L-0: on 831004, brief interruption in 6.9 kV 
power experienced. Caused by malfunctioning Westinghouse 
PMG-13 pilot wire monitor 8, transfer tripping relay & 
transfer trip section. Breakers r ec 1 osed , W/831 103 ltr. 

MQONEY. J. P. , O'TOOLE. J.D. Consolidated Edison Co. of New York, 
83/11/03. MURLEY. T.E. Region 1, Office of Director. 3pp. 
21226:211. 24X Fiche: 50-247. 83/1 1/03. 831 1 180128. 


B311280492 LER 03-O38/O3L-O: on 83101 1 , during refueling water ttor*Si 
tank level surveillance test, one of two level alarm set 
points found above max level. Cause by drift of Foxboro Model 
635-BROCHA level alarm b i stab le. Bi stab 1 e reset. W/8311 10 Ifcr. 
HINRICHS.G. , O'TOOLE, J.D. Consolidated Edison Co. of New York. K 
83/11/10. MURLEY. T.E. Region 1. Office of Director. 2pp. 
21284:247. 24X Fich e: 50-247. 83/ 1 1/10, 831 1280492. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F, Security, medical, emergency 8< fire protection plans 


8311070098 Partial response to FOIA request for 12 categories of 
documents re fire-related sub js. Forward s App B documents. App 
A documents available in PDR. Review of addl records sub j to 
request in progress. 

FELTON, J.M. Division of Rules and Records. 83/08/16. SO, D. H 
Public Citizen Litigation Group. 8pp. 21086:035, 24K 

Fiche: 50-000. 83/08/16. 831 1070098. 


— 8202160158 Discusses interaction betwejBn_f ire suppression it safe* 
as demonstrated by two recent events at Ginna 8< Dresden 3. 
FER(»USON, R, L. Chemical Engineering Branch. 82/01/13, 

VOLLMER.R. H. Division of Engineering. 2pp. 21086:170. 24X 

Fiche: 50-000, 83/08/16.8311070098. 


8310200362 Generic Ltr 83-33 to all licensees it applicants of tiuel) 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/19, Consolidate# 
Edison Co. of New York, Inc. 21pp. 21114:329. 24X 

Fiche; 50-000, 83/10/19, 8310200362. 


8311080343 Forwards corrections to listed security plan revs. 
Corrections withheld (ref 10CFR73. 21). 

FARRAR, D.L. Commonwealth Edison Co. 83/10/28, Office of 
Reactor Regulation, Director. Ip. 21078:329. 24X 

Fiche: 50-000, 83/10/28, 8311080343. 


8311080365 Forwards corrections to Rev 12 to security plan. 
Corrections withheld (ref 10CFR73. 21). 

FARRAR, D.L. Commonwealth Edison Co, 83/10/28. Office of Nuje 
R eactor Regulation, Director. Ip. 21078:073. 24X 

Fiche: 50-010. 83/10/28, 8311080365. 


8311040066 Advises that NRC reviewed util 830414 submittal re 
habitability & location of emergency operations facility. 

Facility complies w/NUREO-0737. Supp 1 1 requirements. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02. 

Commonwealth Edison Co. 2pp. 21050:145. 24X Fic he: 50-01 O, ©3/ s 

8311040066. 


50-288 

Reed College Research Reactor 

104 

50-335 

St. Lucie Plant, Unit 1 

197 

50-289 

Three Mile Island Nuclear Station, Unit 1 

104 

50-336 

Millstone Nuclear Power Station, Unit 2 

199 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

109 

50-338 

North Anna Power Station, Unit 1 

202 

50-294 

Michigan State Univ. Research Reactor 

112 

50-339 

North Anna Power Station, Unit 2 

206 

50-295 

Zion Nuclear Power Station, Unit 1 

112 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

208 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

116 

50-344 

Trojan Nuclear Plant 

210 

50-298 

Cooper Nuclear Station 

118 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

211 

50-301 

Point Beach Nuclear Plant, Unit 2 

120 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

214 

50-302 

Crystal River Nuclear Plant, Unit 3 

122 

50-352 

Limerick Generating Station, Unit 1 

218 

50-303 

Crystal River Nuclear Plant, Unit 4 

125 

50-353 

Limerick Generating Station, Unit 2 

222 

50-304 

Zion Nuclear Power Station, Unit 2 

125 

50-354 

Hope Creek Nuclear Station, Unit 1 

226 

50-305 

Kewaunee Nuclear Power Plant 

128 

50-355 

Hope Creek Nuclear Station, Unit 2 

228 

50-306 

Prairie Island Nuclear Station, Unit 2 

129 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

229 

50-309 

Maine Yankee Atomic Power Plant 

131 

50-361 

San Onofre Nuclear Station, Unit 2 

231 

50-311 

Salem Nuclear Generating Station, Unit 2 

133 

50-362 

San Onofre Nuclear Station, Unit 3 

234 

50-312 

Rancho Seco Nuclear Generating Station 

135 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

238 

50-313 

Arkansas Nuclear One, Unit 1 

137 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

241 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

140 

50-367 

Bailly Generating Station 

243 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

143 

50-368 

Arkansas Nuclear One, Unit 2 

243 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

145 

50-369 

William B . McGuire Nuclear Station, Unit 1 

246 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

148 

50-370 

William B . McGuire Nuclear Station, Unit 2 

250 

50-320 

Three Mile Island Nuclear Station, Unit 2 

150 

50-373 

LaSalle County Station, Unit 1 

253 

50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

154 

50-374 

LaSalle County Station, Unit 2 

257 

50-322 

Shoreham Nuclear Power Station 

156 

50-382 

Waterford Generating Station, Unit 3 

260 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

160 

50-387 

Susquehanna Steam Electric Station, Unit 1 

263 

50-324 

Brunswick Steam Electric Plant, Unit 2 

164 

50-388 

Susquehanna Steam Electric Station, Unit 2 

267 

50-325 

Brunswick Steam Electric Plant, Unit 1 

167 

50-389 

St. Lucie Plant, Unit 2 

269 

50-326 

Univ. of California at Irvine Research Reactor 

170 

50-390 

Watts Bar Nuclear Plant, Unit 1 

271 

50-327 

Sequoyah Nuclear Plant, Unit 1 

170 

50-391 

Watts Bar Nuclear Plant, Unit 2 

274 

50-328 

Sequoyah Nuclear Plant, Unit 2 

173 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

277 

50-329 

Midland Plant, Unit 1 

176 

50-396 

Univ. of Virginia Cavalier Reactor 

281 

50-330 

Midland Plant, Unit 2 

184 

50-397 

WPPSS Nuclear Project, Unit 2 

281 

50-331 

Duane Arnold Energy Center 

191 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

285 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

192 

50401 

Shearon Harris Nuclear Power Plant, Unit 2 

289 



50-407 

Univ. of Utah Research Reactor 

293 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

358 

50-409 

La Crosse Boiling Water Reactor 

293 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

358 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

294 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

358 

50-412 

Beaver Valley Power Station, Unit 2 

296 

50-496 

Montague Nuclear Power Station, Unit 1 

358 

50-413 

Catawba Nuclear Station, Unit 1 

298 

50-497 

Montague Nuclear Power Station, Unit 2 

359 

50-414 

Catawba Nuclear Station, Unit 2 

301 

STN-50-498 

South Texas Project, Unit 1 

359 

50-416 

Grand Gulf Nuclear Station, Unit 1 

305 

STN-50-499 

South Texas Project, Unit 2 

361 

50-417 

Grand Gulf Nuclear Station, Unit 2 

309 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

362 

50-423 

Millstone Nuclear Power Station, Unit 3 

310 

50-513 

WPPSS Nuclear Project, Unit 4 

363 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

312 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

363 

50-425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

313 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

364 

50-433 

UC-Santa Barbara Research Reactor 

314 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

364 

STN-50-437 

Floating Nuclear Plant 

315 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

364 

50-438 

Bellefonte Nuclear Plant, Unit 1 

315 

50-522 

Skagit Nuclear Power Project, Unit 1 

364 

50-439 

Bellefonte Nuclear Plant, Unit 2 

317 

50-523 

Skagit Nuclear Power Project, Unit 2 

365 

50-440 

Perry Nuclear Power Plant, Unit 1 

319 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

365 

50-441 

Perry Nuclear Power Plant, Unit 2 

321 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

368 

50-443 

Seabrook Nuclear Station, Unit 1 

323 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

371 

50-444 

Seabrook Nuclear Station, Unit 2 

328 

50-537 

Clinch River Breeder Reactor 

373 

50-445 

Comanche Peak Steam Electric Station, 

Unit 1 

334 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

374 

50-446 

Comanche Peak Steam Electric Station, 

336 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

376 


Unit 2 


STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

378 

STN-50-447 

GESSAR-238 

339 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

378 

STN-50-454 

Byron Station, Unit 1 

339 

STN-50-556 

Black Fox Station, Unit 1 

378 

STN-50-455 

Byron Station, Unit 2 

342 

STN-50-557 

Black Fox Station, Unit 2 

378 

STN-50-456 

Braidwood Station, Unit 1 

344 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

378 

STN-50-457 

Braidwood Station, Unit 2 

345 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

379 

50-458 

River Bend Station, Unit 1 

347 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

379 

50-459 

River Bend Station, Unit 2 

349 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

379 

50-460 

WPPSS Nuclear Project, Unit 1 

351 

Domestic Licensing of Special Nuclear Material — Docket 70 


50-461 

Clinton Power Station, Unit 1 

351 

70-0008 

Battelle Memorial Institute, Columbus, OH 

379 

STN-50-470 

CESSAR System 80 

353 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

379 

STN-50-482 

Wolf Creek Generating Station 

353 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

379 

STN-50-483 

Callaway Plant, Unit 1 

355 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

379 



70-0364 


380 


383 


Babcock & Wilcox Co., Apollo, PA 

70-0371 UNC Naval Products, Inc., Uncasville, CT 380 

70-0572 Monsanto Research Corp., Dayton, OH 380 

70-0687 Union Carbide Corp., Tuxedo, NY 380 

70-0698 Westinghouse Electric Corp., Pittsburgh, PA 380 

70-0734 GA Technologies, Inc., San Diego, CA 380 

70-0824 Babcock & Wilcox Co., Lynchburg, VA 381 

70-0925 Kerr-McGee Nuclear Corp., 381 

Oklahoma City, OK 

70-1100 Combustion Engineering, Inc., Windsor, CT 381 

70-1113 General Electric Co., Wilmington, NC 381 

70-1143 Westinghouse Electric Corp., Pittsburgh, PA 381 

70-1144 Ohmart Corp., Cincinnati, OH 381 

70-1151 Westinghouse Electric Corp,, Pittsburgh, PA 381 

70-0925 Kerr-McGee Nuclear Corp., 382 

Oklahoma City, OK 

70-1201 Babcock & Wilcox Co., Lynchburg, VA 382 

70-1257 Exxon Nuclear Co., Inc., Richland, WA 382 

70-1301 Florida Power Corp., St. Petersburg, FL 382 

70-1359 IRT Corp., San Diego, CA 382 

70-1377 Hanna Mining Co., Hibbing, MN 382 

70-1426 Transnuclear, Inc., Falls Church, VA 382 

70-1435 Luther Hospital, Eau Claire, WI 382 

70-1795 George Washington Univ., Washington, DC 383 

70-2077 Suburban General Hospital, Norristown, PA 383 

70-2362 Brockton Hospital, Brockton, MA 383 

70-2390 St. Francis Hospital, Hartford, CT 383 

70-2883 Hanna Mining Co., Keewatin, MN 383 

70-2887 Phelps County Memorial Hospital, Rolla, MO 383 

70-2941 Tennessee Valley Authority, Chattanooga, TN 383 

70-2950 Washington Public Power Supply System, 383 

Richland, WA 

70-2985 Duke Power Co., Charlotte, NC 383 

Packaging of Radioactive Material for Transport and 
Transportation of Radioactive Material Under Certain 
Conditions — Docket 71 


71-0265 Navy, Dept, of 

71-0273 Navy, Dept, of 383 

71-0336 Cleveland X-Ray Inspection 384 

71-0400 Navy, Dept, of 384 

71-0506 Babcock & Wilcox Co. 384 

71-0507 Mallinckrodt, Inc. 384 

71-0508 D&S Testing, Inc. 384 

71-4909 Model: GE-21PF-1, General Electric Co. 384 

71-5805 Model: CNS 3-55, Chem-Nuclear Systems, 

Inc. 384 

71-5939 Model: GE-1500, General Electric Co. 384 

71-5971 Model: GE-200, General Electric Co. 384 

71-6144 Model: B-2, U.S. Ecology, Inc. 384 

71-6346 Model: FSV-1, GA Technologies, Inc. 384 

71-6574 HN-200, Hittman Nuclear & 

Development Corp. 384 

71-6601 Model: CNS 8-120, Chem-Nuclear 

Systems, Inc. 384 

71-6679 Model: 6679, U.S. Ecology, Inc. 384 

71-6697 Model: GE-8500, General Electric Co. 384 

71-6717 Model: 6717-B, Gamma Industries 385 

71-6771 Model: SN-1, Metropolitan Edison Co. 385 

71-9001 Model: IF-300, General Electric Co. 385 

71-9006 Model: 500-SU, Automation Industries, Inc. 385 

71-9009 Model: FL 10-1, General Electric Co. 385 

71-9010 Model: NLI-1/2, NL Industries, Inc, 385 

71-9032 Model: 650, Technical Operations, Inc. 385 

71-9033 Model: 660 & 660E, Technical Operations, 

Inc. 385 

71-9035 Model: 680 & 680E, Technical Operations, 

Inc. 385 

71-9039 Model; 715, Technical Operations, Inc. 385 

71-9044 Model: GE-1600, General Electric Co. 385 

71-9070 Model: N-55, Energy, Dept, of 386 

71-9071 Model: AP-101, ANEFCO, Inc. 386 

71-9074 Model: AP-lOO, ANEFCO, Inc. 386 


71-0049 Navy, Dept, of 


383 




ucvciupmciiL 

JOU 


1,/cvciupiiicni v,.urp. 


71>9081 

Model: CNS 1-13C, Chem-Nuclear Systems, 


71-9152 

Model: CNS 1-13C H, Chem-Nuclear 


Inc. 

386 


Systems, Inc. 

387 

71-9096 

Model: CNS 21-300, Chem-Nuclear Systems, 


71-9156 

Model: IR-50, Industrial Nuclear Co. 

387 

Inc. 

386 

71-9157 

Model: IR-100, Industrial Nuclear Co. 

387 


71-9105 

Model; Rad-Waste CR.I, Chem-Nuclear 





Systems, Inc. 

386 

71-9161 

Model; R, Gulf Nuclear, Inc. 

387 

71-9108 

Model: CNS 6-75, Chem-Nuclear Systems, 


71-9174 

Model: F-147, Atomic Energy of Canada, 



Inc. 

386 


Ltd. 

387 

71-9111 

Model: CNS 6-80-2 & CNS 6-80-2A, Chem- 


71-9182 

Model: Busman Irradiator, Agriculture, 



Nuclear Systems, Inc. 

386 


Dept, of 

387 

71-9128 

Model: C-8, Gamma Industries 

386 

71-9185 

Model: OP-1 00, Industrial Nuclear Co. 

387 

71-9132 

Model: T-3, Energy, Dept, of 

386 

Licensing of Independent Spent Fuel Storage — Docket 72 


71-9135 

Model: Century S & SA, Cen. Univ, S & 


72-0001 

Morris Operations, General Electric Co. 

387 


SA, Gamma Industries 

386 

72-0002 

Virginia Electric & Power Co. 

388 

71-9150 

Model: PAT-2, Energy, Dept, of 

386 





ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


Kerr-McGee Nuclear Corp., 

40-8768 

9 




Oklahoma City, OK 



Richland, WA, U.S. Ecology, Inc. 

27-048 

1 







Minerals Exploration Co., Los Angeles, CA 

40-8584 

8 

Sheffield, IL, U.S Ecology, Inc. 

27-039 

1 







Mount Sinai Medical Center, Milwaukee, WI 

40-8361 

7 

Domestic Licensing of Source Material — 

Docket 40 








Nuclear Assurance Corp., Atlanta, GA 

40-8780 

9 

Affiliated Hosps. Center, Inc., Boston, MA 

40-8012 

6 







Nuclear Dynamics, Inc., Phoenix, AZ 

40-8663 

8 

Allied Chemical Corp., Morristown, NJ 

40-3392 

3 







Nuclear Metals, Inc., Concord, MA 

40-0672 

2 

AM AX Environmental Services, Inc., 

40-8820 

9 




Golden, CO 



Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 

Army, Dept, of. Corpus Christi, TX 

40-8177 

7 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

4 

Army, Dept, of, Rock Island, IL 

40-8631 

8 

Plateau Resources, Ltd., 

40-8698 

9 




Grand Junction, CO 



Army, Dept, of, Rock Island, IL 

40-8700 

9 







Radiation Management Corp. , Northbrook, IL 

40-8801 

9 

Atlas Minerals, Inc., Denver, CO 

40-3453 

3 







Rio Algom Corp., Moab, UT 

40-8084 

6 

Bear Creek Uranium Co., Casper, WY 

40-8452 

7 







Rocky Mountain Energy Co., 

40-8380 

7 

Cleveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

9 

Broomfield, CO 



Cotter Corp., Roswell, NM 

40-8035 

6 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

8 

Energy Fuels Nuclear, Inc., Denver, Co 

40-8675 

8 

Rocky Mountain Energy Co., Denver, Co 

40-8721 

9 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

8 

Santa Fe Mining, Inc., Albuquerque, NM 

40-8839 

10 

Energy, Dept, of, Canonsburg, PA 

40-6500 

4 

Silver King Mines, Inc., Casper, WY 

40-8602 

8 

Exxon Co., USA, Houston, TX 

40-8102 

7 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Exxon Minerals Co., USA, Houston, TX 

40-8064 

6 

Teton Exploration Drilling Co., Inc., 

40-8728 

9 




Casper, WY 



Federal-American Partners, Riverton, WY 

40-4492 

3 







Teton Exploration Drilling Co., Inc., 

40-8781 

9 

General Electric Co., Burlington, VT 

40-’8003 

4 

Casper, WY 



Getty Oil Co.-Petrotomics Co., 

40-6659 

4 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Shirley Basin, WY 









West Bank Radiation Therapy Center, 

40-8046 

6 

Holmes & Narver, Inc., Anaheim, CA 

40-8550 

8 

Minneapolis, MN 



Kaman Sciences Corp., Salt Lake City, UT 

40-8645 

8 

Western Nuclear, Inc., Jeffrey City, WY 

40-1162 

2 

Kawecki Berylco Industries, Inc., 

40-6940 

4 

Western Nuclear, Inc., Lakewood, CO 

40-8684 

8 

Boyertown, PA 









Whittaker Metals, Los Angeles, CA 

40-7455 

4 

Kerr-McGee Chemical Corp., 

40-2061 

2 




Oklahoma City, OK 



Wyoming Fuel Co., Lakewood, CO 

40-8829 

9 

Kerr-McGee Nuclear Corp., 

40-8027 

6 

Wyoming Mineral Corp., Lakewood, CO 

40-8502 

7 

Oklahoma City, OK 











Clinton Power Station, Unit 1 

50461 

351 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

312 

Comanche Peak Steam Electric Station, 

50-445 

334 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50425 

313 

Unit 1 



Arkansas Nuclear One, Unit 1 

50-313 

137 

Comanche Peak Steam Electric Station, 

50-446 

336 



Unit 2 



Arkansas Nuclear One, Unit 2 

50-368 

243 

Cooper Nuclear Station 

50-298 

118 

Babcock & Wilcox Co. Critical Facility 

50-13 

13 

Cornell Univ. Research Reactor 

50-157 

21 

Bailly Generating Station 

50-367 

243 

Cornell Univ. Zero Power Reactor 

50-97 

16 

Beaver Valley Power Station, Unit 1 

50-334 

195 

Crystal River Nuclear Plant, Unit 3 

50-302 

122 

Beaver Valley Power Station, Unit 2 

50-412 

296 

Crystal River Nuclear Plant, Unit 4 

50-303 

125 

Bellefonte Nuclear Plant, Unit 1 

50438 

315 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

211 

Bellefonte Nuclear Plant, Unit 2 

50439 

317 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

82 

Big Rock Point Nuclear Plant 

50-155 

19 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

160 

Black Fox Station, Unit 1 

STN-50-556 

378 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

140 

Black Fox Station, Unit 2 

STN-50-557 

378 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

143 

Braidwood Station, Unit 1 

STN-50456 

344 

Dow Chemical Co. 

50-264 

66 

Braidwood Station, Unit 2 

STN-50457 

345 

Dresden Nuclear Power Station, Unit 1 

50-10 

11 

Brigham Young Univ. Research Reactor 

50-262 

65 

Dresden Nuclear Power Station, Unit 2 

50-237 

31 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

56 

Dresden Nuclear Power Station, Unit 3 

50-249 

42 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

59 

Duane Arnold Energy Center 

50-331 

191 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

116 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

154 

Brunswick Steam Electric Plant, Unit 1 

50-325 

167 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

241 

Brunswick Steam Electric Plant, Unit 2 

50-324 

164 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

208 

Byron Station, Unit 1 

STN-50454 

339 

Floating Nuclear Plant 

STN-50-437 

315 

Byron Station, Unit 2 

STN-50455 

342 






Fort Calhoun Station, Unit 1 

50-285 

99 

Callaway Plant, Unit 1 

STN-50483 

355 

Fort St. Vrain Nuclear Generating Station 

50-267 

71 

Callaway Plant, Unit 2 

STN-50486 

358 






General Atomic Co. 

50-163 

21 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

145 

General Atomic Co. 

50-89 

16 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

148 

General Electric Test Reactor 

50-70 

15 

Catawba Nuclear Station, Unit 1 

50413 

298 

GESSAR-238 

STN-50447 

339 

Catawba Nuclear Station, Unit 2 

50414 

301 

Grand Gulf Nuclear Station, Unit 1 

50416 

305 

CESSAR System 80 

STN-50470 

353 

50-417 

309 

Grand Gulf Nuclear Station, Unit 2 

Cherokee Nuclear Station, Unit 1 

STN-50491 

358 

50-261 

62 

H. B. Robinson Plant, Unit 2 

Cherokee Nuclear Station, Unit 2 

STN-50492 

358 






Haddam Neck Plant 

50-213 

25 

Cherokee Nuclear Station, Unit 3 

STN-50493 

358 






Hartsville Nuclear Plant, Unit.l 

STN-50-518 

364 


Humboldt Bay Power Plant, Unit 3 

50-133 

17 

North Anna Power Station, Unit 1 

50-338 

202 

Idaho State Univ. Research Reactor 

50-284 

99 

North Anna Power Station, Unit 2 

50-339 

206 

Indian Point Station, Unit 1 

50-3 

10 

Oconee Nuclear Station, Unit 1 

50-269 

74 

Indian Point Station, Unit 2 

50-247 

40 

Oconee Nuclear Station, Unit 2 

50-270 

76 

Indian Point Station, Unit 3 

50-286 

101 

Oconee Nuclear Station, Unit 3 

50-287 

103 

Iowa State Univ. Research Reactor 

50-116 

16 

Oyster Creek Nuclear Power Plant 

50-219 

26 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

192 

Palisades Nuclear Plant 

50-255 

54 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

214 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

365 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

238 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

368 

Kewaunee Nuclear Power Plant 

50-305 

128 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

371 

La Crosse Boiling Water Reactor 

50-409 

293 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

379 

LaSalle County Station, Unit 1 

50-373 

253 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

379 

LaSalle County Station, Unit 2 

50-374 

257 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

87 

Limerick Generating Station, Unit 1 

50-352 

218 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

90 

Limerick Generating Station, Unit 2 

50-353 

222 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

363 

Lynchburg Pool Reactor 

50-12 

13 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

364 

Maine Yankee Atomic Power Plant 

50-309 

131 

Perry Nuclear Power Plant, Unit 1 

50-440 

319 

Manhattan College Research Reactor 

50-199 

22 

Perry Nuclear Power Plant, Unit 2 

50-441 

321 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

374 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

378 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

376 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

378 

Massachusetts Institute of Technology 

50-20 

13 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

109 

Research Reactor 



Point Beach Nuclear Plant, Unit 1 

50-266 

68 

Michigan State Univ. Research Reactor 

50-294 

112 

Point Beach Nuclear Plant, Unit 2 

50-301 

120 

Midland Plant, Unit 1 

50-329 

176 

Prairie Island Nuclear Station, Unit 1 

50-282 

98 

Midland Plant, Unit 2 

50-330 

184 

Prairie Island Nuclear Station, Unit 2 

50-306 

129 

Millstone Nuclear Power Station, Unit 1 

50-245 

37 

Quad-Cities Station, Unit 1 

50-254 

52 

Millstone Nuclear Power Station, Unit 2 

50-336 

199 

Quad-Cities Station, Unit 2 

50-265 

66 

Millstone Nuclear Power Station, Unit 3 

50-423 

310 

Rancho Seco Nuclear Generating Station 

50-312 

135 

Montague Nuclear Power Station, Unit 1 

50-496 

358 

Reed College Research Reactor 

50-288 

104 

Montague Nuclear Power Station, Unit 2 

50-497 

359 

River Bend Station, Unit 1 

50-458 

347 

Monticello Nuclear Generating Plant 

50-263 

65 

River Bend Station, Unit 2 

50-459 

349 

National Bureau of Standards Reactor 

50-184 

22 
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RPI Critical Experiment 

50-225 

31 

Univ. of Florida Training Reactor 

50-83 

16 

Salem Nuclear Generating Station, Unit 1 

50-272 

80 

Univ. of Kansas Research Reactor 

50-148 

18 

Salem Nuclear Generating Station, Unit 2 

50-311 

133 

Univ. of Maryland Research Reactor 

50-166 

21 

San Onofre Nuclear Station, Unit 1 

50-206 

22 

Univ. of Michigan Research Reactor 

50-2 

10 

San Onofre Nuclear Station, Unit 2 

50-361 

231 

Univ. of Missouri Research Reactor 

50-186 

22 

San Onofre Nuclear Station, Unit 3 

50-362 

234 

Univ. of Missouri Research Reactor 

50-123 

16 

Seabrook Nuclear Station, Unit 1 

50-443 

323 

Univ. of Oklahoma Research Reactor 

50-112 

16 

Seabrook Nuclear Station, Unit 2 

50-444 

328 

Univ. of Utah Research Reactor 

50407 

293 

Sequoyah Nuclear Plant, Unit 1 

50-327 

170 

Univ. of Utah Research Reactor 

50-72 

15 

Sequoyah Nuclear Plant, Unit 2 

50-328 

173 

Univ. of Virginia Cavalier Reactor 

50-396 

281 

Shearon Harris Nuclear Power Plant, Unit 1 

50400 

285 

Univ. of Virginia Research Reactor 

50-62 

15 

Shearon Harris Nuclear Power Plant, Unit 2 

50401 

289 

Univ. of Washington Research Reactor 

50-139 

18 

Shoreham Nuclear Power Station 

50-322 

156 

Vermont Yankee Nuclear Power Station 

50-271 

78 

Skagit Nuclear Power Project, Unit i 

50-522 

364 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

277 

Skagit Nuclear Power Project, Unit 2 

50-523 

365 

Washington State Univ. Research Reactor 

50-27 

13 

South Texas Project, Unit 1 

STN-50498 

359 

Waterford Generating Station, Unit 3 

50-382 

260 

South Texas Project, Unit 2 

STN-50499 

361 

Watts Bar Nuclear Plant, Unit 1 

50-390 

271 

St. Lucie Plant, Unit 1 

50-335 

197 

Watts Bar Nuclear Plant, Unit 2 

50-391 

274 

St. Lucie Plant, Unit 2 

50-389 

269 

West Valley Reprocessing Plant 

50-201 

22 

State Univ. of New York Research Reactor 

50-57 

15 

Westinghouse Test Reactor 

50-22 

13 

Surry Power Station, Unit 1 

50-280 

93 

William B. McGuire Nuclear Station, Unit 1 

50-369 

246 

Surry Power Station, Unit 2 

50-281 

95 

William B. McGuire Nuclear Station, Unit 2 

50-370 

250 

Susquehanna Steam Electric Station, Unit 1 

50-387 

263 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

229 

Susquehanna Steam Electric Station, Unit 2 

50-388 

267 

Wolf Creek Generating Station 

STN-50-482 

353 

Texas A&M Univ. Research Reactor 

50-128 

17 






Worcester Polytechnic Institute Research 

50-134 

18 

Three Mile Island Nuclear Station, Unit 1 

50-289 

104 

Reactor 



Three Mile Island Nuclear Station, Unit 2 

50-320 

150 

WPPSS Nuclear Project, Unit 1 

50460 

351 

Trojan Nuclear Plant 

50-344 

210 

WPPSS Nuclear Project, Unit 2 

50-397 

281 

Turkey Point Plant, Unit 3 

50-250 

45 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

362 

Turkey Point Plant, Unit 4 

50-251 

49 

WPPSS Nuclear Project, Unit 4 

50-513 

363 

Tuskegee Institute Research Reactor 

50406 

293 

Yankee-Rowe Nuclear Power Station 

50-29 

13 

UC'Santa Barbara Research Reactor 

50433 

314 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

378 

UCLA Training Reactor 

50-142 

18 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

379 

Univ. of Arizona Research Reactor 

50-113 

16 

Zion Nuclear Power Station, Unit 1 

50-295 

112 
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Babcock & Wilcox Co., Apollo, PA 

Babcock & Wilcox Co., Apollo, PA 

Babcock & Wilcox Co., Lynchburg, VA 

Babcock & Wilcox Co., Lynchburg, VA 

Babcock & Wilcox Co., Lynchburg, VA 

Battelle Memorial Institute, Columbus, OH 

Brockton Hospital, Brockton, MA 

Combustion Engineering, Inc., Windsor, CT 

Duke Power Co., Charlotte, NC 

Exxon Nuclear Co., Inc., Richland, WA 

Florida Power Corp., St. Petersburg, FL 

GA Technologies, Inc., San Diego, CA 

General Electric Co., Wilmington, NC 

George Washington Univ., Washington, DC 

Hanna Mining Co., Hibbing, MN 

Hanna Mining Co., Keewatin, MN 

IRT Corp., San Diego, CA 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

Luther Hospital, Eau Claire, WI 

Monsanto Research Corp., Dayton, OH 

New York, State Univ. of, Buffalo, NY 

Nuclear Fuel Services, Inc., Erwin, TN 

Ohmart Corp., Cincinnati, OH 

Phelps County Memorial Hospital, 

Rolla, MO 

St. Francis Hospital, Hartford, CT 
Suburban General Hospital, Norriston, PA 
Tennessee Valley Authority, Chattanooga, TN 
Transnuclear, Inc., Falls Church, VA 
UNC Naval Products, Inc., Uncasville, CT 
Union Carbide Corp. , Tuxedo, NY 




Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

381 

70-0364 

380 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

381 

70-0135 

379 

Westinghouse Electric Corp., Pittsburgh, PA 

70-0698 

380 

70-1201 

382 






Packaging of Radioactive Material for Transport and 


70-0824 

381 

Transportation of Radioactive Material Under Certain 




Conditions — Docket 71 



70-0027 

379 

Babcock & Wilcox Co. 

71-0506 

384 

70-0008 

379 

Cleveland X-Ray Inspection 

71-0336 

384 

70-2362 

383 

D&S Testing, Inc. 

71-0508 

384 

70-1100 

381 

Mallinckrodt, Inc. 

71-0507 

384 

70-2985 

383 

Model; 500-SU, Automation Industries, Inc. 

71-9006 

385 

70-1257 

382 

Model: 650, Technical Operations, Inc. 

71-9032 

385 

70-1301 

382 

Model: 660 & 660E, Technical 

71-9033 

385 

70-0734 

380 

Operations, Inc. 



70-1113 

381 

Model: 6679, U.S. Ecology, Inc. 

71-6679 

384 

70-1795 

383 

Model: 6717-B, Gamma Industries 

71-6717 

385 

70-1377 

382 

Model: 680 & 680E, Technical 

71-9035 

385 



Operations, Inc. 



70-2883 

383 

Model: 715, Technical Operations, Inc. 

71-9039 

385 

70-1359 

382 

Model: 9080, Hittman Nuclear & 

71-9080 

386 

70-1193 

382 

Development Corp. 





Model: AP-lOO, ANEFCO, Inc. 

71-9074 

386 

70-0925 

381 

Model: AP-101, ANEFCO, Inc. 

71-9071 

386 

70-1435 

382 

Model: B-2, U.S. Ecology, Inc. 

71-6144 

384 

70-0572 

380 

Model: C-8, Gamma Industries 

71-9128 

386 

70-0267 

380 

Model: Century S & SA, Cen Univ. S & 

71-9135 

386 



SA, Gamma Industries 



70-0143 

379 

Model: CNS 1-13C II, Chem-Nuclear 

71-9152 

387 

70-1144 

381 

Systems, Inc. 



70-2887 

383 

Model: CNS 1-13C, Chem-Nuclear 

71-9081 

386 



Systems, Inc. 



70-2390 

383 

Model: CNS 21-300, Chem-Nuclear 

Systems, Inc. 

71-9096 

386 

70-2077 

383 

Model: CNS 3-55, Chem-Nuclear 

71-5805 

384 

70-2941 

383 

Systems, Inc. 



70-1426 

382 

Model: CNS 6-75, Chem-Nuclear 

71-9108 

386 



Systems, Inc. 



70-0371 

380 

Model: CNS 6-80-2 & CNS 6-80-2A, 

71-9111 

386 

70-0687 

380 

Chem-Nuclear Systems, Inc. 





:5ysicim, ixiu. 


Model: F-147, Atomic Energy of Canada, 

Ltd. 

71-9174 

387 

Model: FL 10*1, General Electric Co. 

71-9009 

385 

Modei: FSV-1. GA Technologies, Inc. 

71-6346 

384 

Model: GE-I500, General Electric Co. 

71-5939 

384 

Model: GE-1600, General Electric Co. 

71-9044 

385 

Model: GE-200, General Electric Co. 

71-5971 

384 

Model: GE-21PF4, General Electric Co. 

71-4909 

384 

Model: GE-8500, General Electric Co. 

71-6697 

384 

Model: HN-100, Series 3, Hittman Nuclear & 
Development Corp. 

71-9151 

387 

Model: HN-2(X), Hittman Nuclear & 

Development Corp. 

71-6574 

384 

Model: Husman Irradiator, Agriculture, 

Dept, of 

71-9182 

387 

Model: IF-300, General Electric Co. 

71-9001 

385 

Model: IR-100, Industrial Nuclear Co. 

71-9157 

387 

Model: IR-50, Industrial Nuclear Co. 

71-9156 

387 


Model: NLI-I/2y NL Industries, Inc. 

71-9010 

385 

Model: OP- 100, Industrial Nuclear Co. 

71-9185 

387 

Model: PAT-2, Energy, Dept, of 

71-9150 

386 

Model: R, Gulf Nuclear, Inc. 

71-9161 

387 

Model: Rad- Waste CR. I, Chem-Nuclear 

Systems, Inc. 

71-9105 

386 

Model: SN-1, Metropolitan Edison Co. 

71-6771 

385 

Model: T-3, Energy, Dept, of 

71-9132 

386 

Navy, Dept, of 

71-0049 

383 

Navy, Dept, of 

71-0400 

384 

Navy, Dept, of 

71-0265 

383 

Navy, Dept, of 

71-0273 

383 

Pan American World Airways, Inc. 

71-0096 

383 

Licensing of Independent Spent Fuel Storage — - 
Docket 72 



Morris Operations, General Electric Co. 

72-0001 

387 

Virginia Electric & Power Co. 

72-0002 

388 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 SHEFFIELD, IL, U. S. ECOLOGY, INC. 


B311080260 Forwards minutes of 030026 meeting in Reston, VA re overview 
of U80S activities at Sheffield Low Level Waste Disposal 
facility, 

SHAFFNER, J. A. High Level Waste Licensing Management Branch. 

83/09/26. HIGGINBOTHAM, L. High Level Waste Licensing Management 
Branch. 3pp. 21113: 3S9. 


8311210128 Notifies of 831117 meeting ut/USOS, NRC, US Ecology & State of 
IL in Urbana, IL re Sheffield tritium migration study. 

LASH.T.R. Illinois, State of. 83/11/07. BROWNING, B. NRC - No 
Detailed Affiliation Given. Ip. 21241:252. 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOGY, INC. 


8311290161 PNO-V-83-055; on 831103. State of WA banned Interex Corp 
from use of Richland, WA burial site due to violations of DOT 
regulations Jfc state codes. No loose radioactive contamination 
associated w/shipment. 

THOMAS, R. D, Region 5, Office of Director. 83/11/22. Ip. 

21305: 222. 


8311290279 Forwards Waste Packaging Insp Rept 15000046/83-07 on 831031. 
Noncompliance noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 83/11/22. GRELLA, A 
Safeguards S< Materials Program Branch. Ip. 21302:067. 


—8311290289 Waste Packaging Insp Rept 15000046/83-07 on 831031. 
Noncompliance noted: loose radioactive matl present on floor 
of vehicle in violation of DOT/NRC regulations, Detai 1 s 
withheld (rpf ,10CFR2. 790). 

THOMAS, R. D. , WENSLAWSKI , F. A. Region 5, Office of Director. 
ELSEN, M. J. Washington, State of. 83/11/22. Ip. 21302:068. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0299 UNION CARBIDE CORP. , GRAND JUNCTION. CD 


8311100304 Requests review of embankment stability & freeboard 
requirements for proposed embankment. Forwards Reg Guide 
3.11 to assist in review. W/o end. 

SMITH, R.D, Uranium Recovery Field Office. 83/07/06. FERRITER.R. L 
Union Carbide Corp. Ip. 21153:272. 


8311140360 Application for amend to License SUA-64B, authori z ing 
installation of horizontal drains in inactive tailings area. 

Minor safety & environ fee will be forwarded. 

LYONS, P.J, Union Carbide Corp. 83/08/24. PETTENOILL, H. J. Uranium 
Recovery Field Office. 2pp. 21167:007. 


—8311140364 "Application for Installation of Horizontal Drains in 1974 
Inactive Tailings Area. '* W/two oversize maps. Aperture cards 
are available in PDR. 

WARDWELL, R. E. Water. Waste «< Land, Inc. 83/08/11. 41pp. 

21167: 009. 


8311100040 Requests final review of end Union Carbide Corp ALARA rept 
for First Half 1983. W/o end. 

PETTENOILL, H. J. Uranium Recovery Field Office. 83/09/15. 

BROWN, 0. D. Division of Vendor tt Technical Programs. Ip, 21149:321 


831 107Q3i8A irms discussions at 830921 meeting re verbal rept on 
rettjB^WA^ giR;! & notification of eight alleged license 
vi^fl^||£l^i^liPM^^Piii.ctlve actions & compliance dates stated. 
SRISmnBBflMPlF Union Carbide Corp. 83/09/26. COLLINS, J. T. Region 
4, Office of Director. 3pp. 21063:065. 


8311100323 Discusses recommendations for changes to license, in response 
to 830915 memo citing instances of lack of clarity in 
license. 

PETTENOILL, H. J. Uranium Recovery Field Office. 83/09/30. 

EVERETT. R.J. Uranium Recovery Field Office. Ip. 21153:255. 


8311140407 Responds to NRC 830923 Itr reviewing proposed inactive 
tailings area horizontal drains. No pumpback sys planned. 

W/one oversize map. Aperture card is available In PDR. 

WONG, T. Union Carbide Corp. 83/10/10. HERMANSKY, J. Wyoming. State 
of. 2pp. 21166:357. 


0311140399 Forwards application for permit to construct buried pipeline 
for A-9 seepage collection sys. Seepage would be pumped to 
mill through proposed pipeline for use as processed water. 

W/one oversize map. Aperture card is available in PDR. 

LYONS, P.J. L. Union Carbide Corp. 83/10/14. HERMANSKY, J. Wyoming. 
State of. 13pp. 21167:092. 


8311150446 Forwards "Drip Sys Mod to A-9 Groundwater Seepage Collection 
Sys. " Mod proposed to prevent precipitation of alum in 
pumpback sys & to improve efficiency of pumpback well. 

LYONS, P.J. Union Carbide Corp. 83/10/14. HERMANSKY, J. Wyoming, 
State of. Ip. 21188:241. 


— 8311150449 "Drip Sys Mod to A-9 Groundwater Seepage Collection Sys." 
HOFFMAN, O.L, Hydro-Engineering. 83/10/14. 21pp. 21188:243. 


B311140445 Issues Amend 21 to License SUA-648 adding License 
Condition 82 authorizing installation of horizontal drain 
sys in Inactive tailings area, 

SMITH, R.D Uranium Recovery Field Office. 83/10/18. Union 
Carbide Corp. 2pp. 21182:042. 


8311150433 Informs that review of Union Carbide Corp 820730 application 
for Amend. 19. to License SUA- ^48 > qjy ering elevated ra diation 
levels around inactive above-grade tailings ponds, exempt 
from fees. 

WOOLSEY, R. T. , PETTENOILL, H. J. Uranium Recovery Field Office. 
83/10/18. MILLER, W.O. License Fee Management Branch. Ip. 

21188: 266. 


8311160150 Approves Union Carbide Corp 830824 application for 
installation of horizontal drains. License Condition 82 
will be Issued. 

PETTENOILL, H. J. Uranium Recovery Field Office. 83/10/18. Uranium 
Recovery Field Office. 5pp. 21201:197. 


8311140304 Informs that NRC review of 830921 request for authorization 
to expand A-9 pit capacity will be completed by Apr 1984, 

PETTENOILL, H. J. Uranium Recovery Field Office. 83/10/20. Union 
Carbide Corp. Ip. 21164:353. 


8311300455 Submits recommendations re proposed license conditions for 
Union Carbide Corp Uravan Mill license renewal. All clay matl 
should be placed in layers 8t compacted to min density of 95% 
of max density. 

GREEN, F.M., LAWRENCE, R. W. National Wildlife Federation. 83/10/20. 
HAZLE, A.J. Colorado, State of. I9pp, 21325:199. 


B311140349 Comments on Union Carbide Hydro-Engineering proposal to 
install acid injection wells in vicinity of Guard Well 3B 
at south end of Union Carbide pit. Proposal theoretically 
feasible. 

WILLIAMS, R. E. R. E. Williams «< Associates, Inc. 83/10/24. 
PETTENOILL, H, Uranium Recovery Field Office. Ip. 21166:336. 


8311140393 Reviews Union Carbide response to License Condition 67. f, 
Amend 18 to License SUA-64B. Based on Inadequacy of response, 
licensee should be informed of deficiencies fit requested to 
submit second response. 

GILLEN. D.M., PETTENOILL, H. J. Uranium Recovery Field Office. 
83/10/24. WOOLSEY, R. Uranium Recovery Field Office. 2pp. 

21183: 104. 



8311140402 Comments on Union Carbide response to author 830727 
(Questions re const of dam raise at south end of A-9 pit. 

Addl drain proposed to minimiie lateral seepage along 
southiiiCst portion of pit uall. 

WILLIAMSi R. E. R. E. Williams & Associates, Inc. 83/10/28. 
WaOLSEV,R. Uranium Recoverg Field Office. 7pp. 21183:075. 


8311140413 Forwards request for addl info re 830921 suppl to 
application to authorize Increase in capacity of A--9 pit 
tailings area. Response requested within 30 days. 

PETTENOILL, H. J. Uranium Recovery Field Office, 83/11/01. LYONS 
Union Carbide Corp. 3pp. 21183:02&. 


DOCKET 40-0672 NUCLEAR METALS. INC. , CONCORD. MA 


8311070251 PN0-I~83-033A: foundry worker extremity dose averaged 123 
rents per quarter for Fourth Quarter 19a2/First Quarter 1903, 
exceeding NRC limit of 18.75 per quarter. No visible damage 
noted. Review continuing. 

KINNEMAN, J. . JOYNER, J. . MARTIN, T. Region 1. Office of Director. 
83/11/01. 2pp. 21062:301. 


8311100247 Ack receipt of 830912 Itr informing NRC of actions taken 
re exposure rept. Actions will be examined during future 
insp. 

MARTIN, T.T. Division of Engineering & Technical Programs. 83/11/08. 
TUFFIN.W.B. Nuclear Materials. Inc. Ip. 21134:218. 


DOCKET 40-1162 WESTERN NUCLEAR. INC., JEFFREY CITY, WY 


8311140434 Forwards “Technical Evaluation Insp & Surveillance of 
Embankment Retention Sys, " for June 1982 - May 1983 as 
required by License Condition 16. 

BOGDEN. 0. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
83/07/13. PETTENGILL.K J. Uranium Recovery Field Office. 5pp, 
21182:050. 


0311100022 Submits review of data provided in environ monitoring rept 
for Second Half 1962. Samp 1 ings 8t analyses performed 
according to License Condition 25 of License 8UA-00S6. 

GARCIA, P.J. Uranium Recovery Field Office. 83/08/25. Uranium 
Recovery Field Office. 5pp. 21149:189. 


6311100033 Forwards rept re semiannual audit/ALARA proceedings 
conducted on 830328-31 for review, per 821207 meeting 
agreement. 

PETTENOILL.H. Uranium Recovery Field Office. 83/08/25. BROWN. 0. D. 
Division of Vendor & Technical Programs. Ip. 21149: 161. 


83111404PO Forjeards renewed NPpEStP-eynut J4 YrQ0 2449.Q. per Condition 75 to 
License SUA-56. 

BOGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
83/10/10. PETTENOILL.H. J. Uranium Recovery Field Office. 15pp. 
21163: 082. 


8311280543 Application for amend to License SUA-56, author 1 z ing 
installation of card-key sys at restricted area gate for -use 
during day shift on designated working days. 

BOGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.), 
83/li/ll. PETTENGILL, H. J. Uranium Recovery Field Office. 2pp. 
21306: 359, 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8311140182 Forwards “Edgemont U Mill Decommissioning Environ Monitoring 
Program Semiannual Rept for Nov 1982 - Apr 1983. " 

MILLS, L.M. Tennessee Valley Authority, 83/06/28. SMITH, R.D. 

Uranium Recovery Field Office. 2pp. 21163:324. 


— 8311140186 “Edgemont U Mill Decommissioning Environ Monitoring Program 
Semiannual Rept Nov 1982 - Apr 1983, '• 

■» Tennessee Valley Authority. 83/06/28. 76pp. 21163:326. 


8311100037 Reviews TVA 830812 application to amend License BUA-816 to 
accept matl associated w/00£ cleanup of Edgemont vicinity 
properties. Approval recommended by addition of License 
Condition 29, 

HAWKINS, E. F. J LINEHAN. J. J. Uranium Recovery Field Office, 03/09/19. 
Uranium Recovery Field Office. 3pp. 21149:155. 


8311110322 Issues Amend 4 to License SUA~B16. Amend authorizes util to 
accept windblown tailings & residual radioactive matl from 
DDE cleanup of Edgemont, SD vicinity properties under UMTRAP 
for temporary storage (< eventual disposal. 

SMITH, R.D. Uranium Recovery Field Office. 83/09/19. 

Jalteu Aiithnir'4 4.1, In siias.oan 


8311100012 Advises of extent of TVA responsibilities re vicinity 
properties in Cottonwood Community area in Edgemont. SD per 
DDE 830825 request. TVA responsible for cleanup of any 
windblown tailings 8e contaminated soil. 

SMITH. R.D. Uranium Recovery Field Office. 03/09/21 
HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 2pp. 21149:317. 


8311020517 Forwards interagency agreement between DOE & TVA re disposal 
of residual radioactive matls in course of UMTRA for 
consideration (k r evi ew. Ag reement responds to all conditions 
stated in 830305 Itr. 

MORLEY, J. A. Energy. Dept. of. 83/10/03. DONOVAN, T. K. Tennessee 
Valley Authority. 12pp, 21048:226. 


0311100110 Summary of 830922 meeting w/TVA & Silver Mines. Inc in San 
Francisco. CA re decommissioning plans for Edgemont Mill. 

Agenda end. 

HAWKINS, E. F. Uranium Recovery Field Office. 83/10/07. Uranium 
Recovery Field Office. 4pp. 21150:006. 


8311140425 Forwards revised draft of proposed interagency agreement 
for providing assistance re disposal of residual radioactive 
matls removed from Edgemont vicinity properties. Comments 
requested prior to 831101 effective date. 

MARQUEZ. R. A, Energy. Dept. of. 83/10/21. LA ROCHE. W. Tennessee 
Valley Authority. 12pp. 21182:348. 


8311140416 Issues Amend 5 to License SUA-816 adding License Condition 
30 authorizing const of haul road crossing for Cottonwood 
Creek on mill site. 

SMITH. R.D. Uranium Recovery Field Office. 03/10/25, Tennessee 
Valley Authority. 2pp. 21103:014. 


— 8311140419 Reviews Cottonwood Creek crossing internal drainage trench 
designs & field scale matl placement trial for Edgemont U 
Mill recommissioning. Recommends License Condition 30 be 
added to existing license. 

HAWKINS, E. F. , LINEHAN. J, J. Uranium Recovery Field Office. 

03/10/25. Uranium Recovery Field Office, 5pp. 21183:016, 


8311140442 Summarizes 831013 visit to Edgemont Mill w/TVA» State of SD, 
DRNL tut Silver King Mines to familiarize staff w/site ?< to 
discuss proposed decommissioning plan. 

HAWKINS. E. F. . LINEHAN, J.J. Uranium Recovery Field Office. ,83/10/31. 
Uranium Recovery Field Office. 3pp. 21182:044. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP. . OKLAHOMA CITY. OK 


0311070018 Further response to FOIA request for four categories of 
records re U or thorium mill tailings & Kerr-McOee Chemical 
Corp, West Chicago Rare Earths Facll ity. Forwards documents 
1 istod,. on. ^pps.. A, B. C tt D. 

FELTON, J. M. Division of Rules and Records. 83/07/29. RAPKIN, A. 
Illinois, State of. 5pp. 21005:007. 


— 8001080084 Forwards State of IL Dept of Public Health IL EPA comment* 
on proposed stab llization plan. 

NIXON, W. A. Uranium Recovery Licensing Branch. 79/12/13. 

DENNY, I. L. Kerr-McQee Corp, Ip. 21085:049. 


— 8012160226 Provides interpretation of NRC 800331 legal note re 
West Chicago environ contamination (Reed-Keep ler Park 8« 
other locations). No legal basis exists for ordering Kerr 
McGee to clean up. 

HIGGINBOTHAM, L. Division of Fuel Facility it Materials Safety, 
80/09/15. CUNNINGHAM, G. H. Office of the Executive Legal Director, 
2pp. 21085:137, 


— S1092B0097 Summary of 810716 meeting w/util re advantages of EIA over 
EIS in preparing support licensing action. List of attendees 
end. 

NIXON, W. A, Uranium Recovery Licensing Branch. 01/09/14. 

Uranium Recovery Licensing Branch. 3pp. 21085:044. 


— 8205040109 Forwards list of officials receiving revised stabili zation 
plan per environ impact review process & FR notice re 
preparation of EIS, 

NIXON, W. A. Uranium Fuel Licensing Branch. 82/04/13. SHELLEY,W.J. 

Kerr-McOee Chemical Corp. (subs, of Kerr-McGee Corp. >. 5pp. 
21085:021. 


— 6302020222 Recounts conversation w/G Charnoff re FES on decommissioning 
of Kerr-McGee Rare Earths Facility. FES completion scheduled 
for end of Feb 1983, 

page. R. C. Uranium Fuel Licensing Branch. 83/01/13. Uranium 
Fuel Licensing Branch. Ip. 21085:015, 


T ennes5e( 


— S302160079 Advises that schedule for publishing FES will not be met due 
to delay in obtaining decision on whether U Mill Tailings 
Radiation Control Act of 1978 or Uaste Policy Act of 1902 
applies to site. 

NIXON. W. A. Uranium Fuel Licensing Branch. 83/02/02. CROW. W. T. 
Uranium Fuel Licensing Branch- Ip. 21085:014. 


— 8309160028 Requests views on whether radioactive matl at Kerr~McGee 
Corp West Chicago rare earths facility could be 
characterized as byproduct matl under Atomic Energy Act 
Section He. <2). 

FONNER.R, U. Regulations Division. 83/01/31. MILLER, S. Energy. 
Dept. of. Ip. 21085: 176, 


— 8311070024 Summarizes progress of Kerr-McOee. West Chicago, during 
821015-1 1 12. Schedule for completing final environ statement 
met except for possible delay of answers prepared by LASL. 

LASL dependent on Karr-McOee for input. 

NIXON. W. A. NRC - No Detailed Affiliation Given. 82/11/22. 

CROW. W. T. NRC - No Detailed Affiliation Given. 3pp, 21085:016. 


— 8311070029 Informs of 820326 meeting w/E St i 1 l , involved w/cleanup of 
contaminated sites for DOD, re Kerr-McGee, Kress Creek. 

J Chasnoff requests comments re proposal that EPA provide 
comments on draft EIS on West Chicago site. 

PAGE, R, G. NRC - No Detailed Affiliation Given. 82/03/12, 
CUNNINGHAM. R. E. NRC - No Detailed Affiliation Given. Ip. 
21085:026. 


— 8311070032 Forwards "Review of Proposed Above-Grade Onsite Disposal of 
Radwastes at West Chicago," per 810930 request. Kerr-McOe e 
will submit revised disposal plan, per 811030 meeting 
commitment. 

MARTIN. U.B. Division of Waste Management. 81/11/09. 

CUNNINGHAM. R. Division of Fuel Cycle & Material Safety, Ip. 
21085:027. 


— 8311070036 "Review of Proposed Ab ove-Qrade. 0ns ite Disposal of Radwastes 
at Kerr-McOee Facility in West Chicago. IL. " Cross-section 
diagrams end. 

SIEFKEN. D. L. Low Level Waste Licensing Branch. 81/11/05. 16pp. 

21085; 028. 


— 8311070074 Forwards responses to Comments on draft EIS for 
decommissioning rare earth facility. per 821109 requst. 

Response to applicability of UMTRAC to site will be 
developed separately due to association w/legal issue. 

FONNER.R. L. Regulations Division. 82/11/19. CROW, W. T. Uranium 
Fuel Licensing Branch. 7pp, 21085; 129. 


— 8311070082 Informs that DOE has no legal or programmatic objection w/ 
NRC characterization of radwaste matl as byproduct matl 
under Section He. (2) of Atomic Energy Act of 1954, as 
ame.nd.e,d 4 p^r. 830131 request .f o r. .■^commeft.^^ .... 

MILLER, S.R. Energy, Dept. of. 83/03/13. FONNER. R. L. Office of 
the Executive Legal Director. Ip. 21085:175. 


8311080504 Final response to FOIA request for four categories of 
records re disposal of U or thorium mill tailings at Kerr- 
hcOee Chemical Corp West Chicago facility. 

FELTON. J. M. Division of Rules and Records. 83/08/03. RAPKIN. A. 
Ullnois. State of. 2pp. 21112:298. 


— 8311080506 Solicits views on possible character i zation of radwaste at 
facility as byproduct matl under Section He. (2) of Atomic 
Energy Act, as amended. Final EIS scheduled for publication by 
end of Feb. 

FONNER.R. L. Office of the Executive Legal Director. 83/01/31, 
MILLER, S. Energy, Dept. of. Ip. 21112:302, 


8311010187 Forwards IE Insp Rept 40-2061/83-03 on 030907-12 U 29. No 
noncompliance noted. 

PAPERIELLO, C. J. Region 3. Office of Director. 83/10/18. 

SHELLY, W. J. Kerr-McGee Chemical Corp. (subs, of Kerr-McOee Corp.). 
app. 20976:243. 


— 8311010229 IE Insp Rept 40-2061/83-03 on 830907-12 «< 29. No 
noncompliance noted. Major areas Insected : ons ite health 
physics program & offsite environ monitoring program, 
including personal dosimetry air sampling. 

NICHOLSON, N. A. . JANU8KA, A. Q. . SCHUMACHER. M. C. Region 3. Office of 
Director. 83/10/18. app. 20976:245. 


8311040087 Notice of address change for Environ Control Div of IL Atty 
General Ofc. Svc list end. 

RAPKIN, A. Illinois. State of. 83/11/01. 2pp. 21051:289. 


8311100045 Transcript of 831103 a-f*f irmation/discussion St vote in 
Washington. DC re SECY-83-399 concerning decommissioning o*f 
West Chicago Rare Earth Facility SECY-83-a93 concerning 

ATUt:: Pn 1-^0 


B31H40378 Staff requirements memo re 93H03 aff irmation/discussion & 
vote in Wash ington, DC on SECY-03-399 SECY-83-293. 

Commission approved order for hearing on Kerr-McGee 
decommissioning plan. 

CHILK. S. J. Office of the Secretary of the Commission. 83/H/07. 
DIRCKS, W. U. Office of the Executive Director for Operations. Ip. 
21183: 189. 


0311210190 Memorandum it order directing petitioners to serve amends to 
petitions & contentions by B31216 & Kerr-McGee to respond to 
petitions by 840106. 

MORRIS, P. A., CARPENTER. J. H. , FRYE. J. H, Atomic Safety and Licensing 
Board Panel. 03/11/17, Kerr-McOee Chemical Corp. (subs, of 
Kerr-McGee Corp.). 3pp. 21235:112. 


DOCKET 40-3392 ALLIED CHEMICAL CORP. . MORRISTOWN. NJ 


6311160261 Forwards comments tk questions re revised section of 830930 
application for renewal of License SUB-526, Add 1 Info needed 
to complete evaluation should be provided by 831215. 

KOSLA. B.M. Uranium Fuel Licensing Branch, 83/11/07. CIPOLLA, A. J. 
Allied Chemical Corp. 3pp. 21201:075. 


DOCKET 40-3453 ATLAS MINERALS. INC. , DENVER. CO 


8311220207 Forwards IE Insp Rept 40-3453/83-01 830726-28 8t notice of 
violation, 

BROWN.O. D. Region 4, Office of Director. 83/08/25. WEAVER. R.R. 
Atlas Minerals. 2pp. 21254:279. 


— 8311220211 Notice of violation from insp on 830726-28. 

* Region 4. Office of Director. 83/08/25. 2pp. 21254:281. 


—8311220217 IE Insp Rept 40-3453/83-01 on 830726-28. None omp 1 iance noted: 
failure to properly calibr alpha survey instrument used to 
survey personnel leaving mill & combine nonroutine internal 
exposures w/routlne Internal exposures. 

SPITZBERG. D. B. , GARCIA, P. J. , EVERETT.R.J. Region 4, Office of 
Director, 83/08/23. 9pp. 21254:283. 


8311030280 Forwards final executive summary of ALARA audit rept of 
Atlas Minerals Corp environ & radiological monitoring 
program. 

BLUBAUOH. R. E. Atlas Minerals. 83/09/16, WEAVER. R. R. NRC - No 
Detailed Affiliation Given. 2pp. 21053:318. 


— B3110302B4 "Executive Summary . ALARA Audit Rept of Atlas Minerals Corp 
Environ 8« Radiological Monitoring Program. " 

SAVIGNAC. N. Savlgnac, N. 83/09/30. 3Bpp. 21053:320. 


6311140412 Responds to notice of violation from insp on 330726-28. 
Corrective actions: alpha survey meter properly cal ibr, survey 
results for nonroutine jobs will be incorporated in monthly 
rept embankment nearest Colorado River will be evaluated. 
BLUBAUOH. R. E. Atlas Minerals. 83/09/23. BROWN. 0. D. Region 4, 
Office of Director. 3pp. 21183:029. 


83H0B0437 Forwards "Evaluation of Existing Moab Wash Channel S( 
Preliminary Sizing of Channel at Retirement Near Moab.UT, " 
per Condition 16 of Amend 12 to License SUA-917. 

BLUBAUOH. R. e. Atlas Minerals. 83/10/13. SMITH, R, D. Uranium 
Recovery Field Office. 2pp. 21113:272. 


— 8311080440 "Evaluation of Existing Moab Wash Channel & Preliminary 
Sizing of Channel at Retirement Near Moab.UT." W/seven 
oversize figures. Aperture cards are available in PDR. 
e Woodward-Clyde Consultants. Inc. 83/08/31, 16pp. 21113:274. 


8311150432 Forwards "U Tailings Impoundment." annual insp 1983, Tailings 
impoundment in excellent condition & being maintained & 
operated in conformance w/License 8UA-917. 

BLUBAUOH. R. E. Atlas Minerals. 83/10/13. SMITH. R. D. Uranium 
Recovery Field Office. Ip. 21188:267. 


— 8311150434 "U Tailings Impoundment." annual insp 1983. 

BRODY, J.R. Dames Zt Moore. 03/10/11. 8pp. 21100:268. 


DOCKET 40-4492 FEDERAL-AMERICAN PARTNERS, RIVERTON. WY 


8311140174 Forwards analyses for addl soil samples. W/one oversize map. 
Aperture card is available in PDR. 

ANDRUS. N. J. Federal American Partners, 83/07/13. GILLEN, D. 

Uranium Recovery Field Office. 2pp. 21103:350. 



DOCKET 40-6500 ENERGY. DEPT. OF, CANONSBURO, PA 


8311210052 Trip rept of 830810 visit to Canansburg, PA remadlal action 
sit* re assessment of hydrologic & erosional conditions. No 
commitments made during discussions. 

JOHNSON. T. L. , PENNIFILL, R. A. Loiu-Level Waste It Uranium Recovery 
Projects Branch. SS/ll/OB. HIGGINBOTHAM, L. Low-Level Waste «t 
Uranium Recovery Projects Branch. 2pp. 21241:307. 


DOCKET 40-6622 PATHFINDER MINES CORP. . SHIRLEY BASIN, WY 


8311070352 Reviews dose calculations for Fourth Quarter 1782 8t 
compliance W/40CFR170. Compl iance achieved, 

SDLLEN8ERGER, D. , MARTIN, D. E. Low Level Waste Licensing Branch. 
83/05/20. HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 4pp. 
21144; 197. 


8311220221 Forwards IE Insp Rept 40-6622/83-01 on 830711-14 & notices 
of violation ?< deviation. 

BROWN, 0. D. Region 4, Office of Director. 83/09/02. RUSSELL, J. E. 
Pathfinder Mines Corp. 2pp. 21254:216. 


— 8311220222 Notice of violation from insp on 830711-14. 

* Region 4, Office of Director. 83/09/02. Ip. 21254:218. 


— 8311220227 Notice of deviation from insp on 830711-14. 

* Region 4, office of Director. 83/09/02. Ip. 21254:217. 


— 8311220231 IE Insp Rept 40-6622/83-01 on 83071 1-14. Noncomp 1 iance noted: 
failure to take weekly transit measurements of water levels 
in Impoundments 4 8< 5 i failure to include refs re 
radiation safety or ALARA. 

SHOPENN, N. M. , WOOLSEY. R. T. , EVERETT, R, J. Region 4, Office of 
Director. 83/08/24. 8pp. 21254:220, 


8311080603 Responds to 030505 request for clarif ication of 830331 
request for info re proposed revegetated slope, rock mulch 
cover 4( hydrologic inf o. Resp onse to info requested by 
830916. 

PETTENGILL, H. J, Uranium Recovery Field Office. 83/09/07. 
RUSSELL, J.E. Pathfinder Mines Corp. 2pp. 21113:333. 


8311100030 Reviews 820806 update of seepage study for Pathfinder 
Shirley Basin Mill. Issue remaining to be answered is whether 
seepage is moving in westerly direction into Area 2 pit as 
result of cone depression caused by dewatering of pit. 
OARCIAiP.J. , PETTENGILL, H. J. Uranium Recovery Field Office. 
83/09/14. Uranium Recovery Field Office. 2pp. 21149:186. 


8311100016 Provides conclusions drawn from' annual audit of environ 
monitoring program at Pathfinder Shirley Basin U Mill 
submitted in accordance w/License Condition 218 of License 
SUA-0442, Mo further action necessary. 

GARCIA, P.J. Uranium Recovery Field Office. 83/09/21. Uranium 
Recovery Field Office. 2pp. 21149:315. 


8311090326 Reviews dose calculations for First Quarter 1983 it 
compliance U/40CFR190. Compliance achieved. 

YOUNG, Y, A. , MARTIN, D.E. Low Level Waste Licensing Branch. 83/09/27, 
HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 6pp. 21144:003. 


8311180262 Informs of steps taken to correct violations noted IE Insp 
of License SUA-442. Correc tive actions; water level 
measurements of Impoundments 4 Ik 5 being made it recorded on 
weekly basis. 

RUSSELL, J.E. Pathfinder Mines Corp, 83/09/27. BROWN, G. D. Region 
4, Office of Director. Ip. 21227:215. 


8311180156 Ack receipt of 830927 Itr informing NRC of steps taken to 
correct violations noted in IE insp of License SUA-442, 

Corrective action will be reviewed during future insp. 

HALLiR.E. Region 4, Office of Director. 83/11/14. RUSSELL.J.E. 
Pathfinder Mines Corp. Ip, 21229:352. 


DOCKET 40-6659 GETTY OIL CO. - PETROTOMICS CO. , SHIRLEY BASIN, WY 


8309270051 Repts that no radionuclide liquid effluents released to 
unrestricted areas during 6-month period ending June 1983. 
Releases to unrestricted areas in form of stack gases 
enumerated. 

PFAFF, S. J. Getty/Petrotomics Co, 83/08/30. NRC - No Detailed 
Affiliation Given. 2pp. 21183:340. 


8311150457 Informs that corrective actions taken by Petrotomlcs re 
830516-19 insp of operations adequate to correct deviations. 

No licensing action presently necessary. 

GARCIA, P. J. , PETTENGILL, H. J. Uranium Recovery Field Office. 
83/10/11. Uranium Recovery Field Office. 2pp. 21188:223. 


DOCKET 40-6940 KAWECKI BERYLCO IND. * INC. , BOYERTOWN, PA 


8311020S06 Summary of 831018 meeting w/Applied Health Physics, Inc re 
status of several licensing actions for Cabot Berylco, Inc, 

KBI Div. 

COOL, D. A. Uranium Fuel Licensing Branch. 83/10/20. Uranium Fuel 
Licensing Branch. Ip. 21048:263. 


8311210S08 Provides ofc director w/update on listed items of interest. 
Items consist of 831103,04,07,08 & 09 meetings w/ 

Westinghouse, Cabot Corp, Whittaker Metals, UNC Naval Metals, 

Inc,D Mennerdahl, DOE, EG&O it Idaho Falls. 

PAGE, R. O. Uranium Fuel Licensing Branch. 83/11/09. DAVIS, J. 0. 
Office of Nuclear Material Safety & Safeguards, Director. 2pp, 

21241: 349. 


8311220997 Summary of 831104 meeting w/vendor in Silver Spring, MB re 
update on license renewal it release request for Reading, 

PA site. 

COOL, D, A. Uranium Fuel Licensing Branch. 83/11/15. Uranium Fuel 
Licensing Branch. Ip. 21272:292. 


8311300012 Discusses Region I comments on draft SER for renewal of 
License 3MB-920, Adequacy of groundwater monitoring program 
questioned. 

COOL, D. A. Uranium Fuel Licensing Branch. 83/11/17, Uranium Fuel 
Licensing Branch. Ip. 21325; 151. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 


B311180363 Summary of 831101 Sc 02 meetings w/llcensee In Greenville, PA 
re past history Sc current status of Whittaker Metals site. 

COOL, 0, A. Uranium Fuel Licensing Branch. 83/11/09. Uranium Fuel 
Licensing Branch. 2pp. 21230:353. 


S31121049B Provides ofc director w/update on listed items of interest. 
Items consist of 831103,04,07,08 Sc 09 meetings u/ 

Westinghouse, Cabot Corp, Whittaker Metals, UNC Naval Metals, 

Znc,D Menncrdah 1, DOE, EGScO Sc Idaho Falls. 

PAGE, R. G. Uranium Fuel Licensing Branch, 83/11/09. DAVIS, J.O. 
Office of Nuclear Material Safety Sc Saf eguards, Director. 2pp. 

21264: 361. 


831 1210468^ Summary of 83.1107 m eeting ^n Silve r Spring, MD w/Whittaker 
Metals Sc Air Products, Inc re presentation of^Vonsol^idation 
plana for waste mgt in Greenville, PA site. 

COOL, D. A. Uranium Fuel Licensing Branch. 83/11/15. Uranium Fuel 
Licensing Branch. 2pp. 21250:361. 


DOCKET 40-8003 GENERAL ELECTRIC CO. , BURLINGTON, VT 


8311150041 Responds to addl FOIA request re agreements between NRC Sc 
OE Sc effect of U upon environ. Forwards documents. No 
documents located on safety data sheets for all U-230 metis. 

Info partially withheld (ref FOIA Exemption 6>. 

FELTON, J.M. Division of Rules and Records. 83/08/18. HARVEY, P. W. 
Underhill Range Committee. 3pp. 21185:068. 


— 7909060087 Forwards application for renewal of Byproduc t/Matl License 
SUB-983. 

BROW, M. R. General Electric Co. 79/07/20. Licensing Management 
Branch. 2pp. 21185:224. 


— 7909060090 Application for renewal of Matl/Byproduct License SUB~903 
authorizing U for use in firing tests. 

KENFlELDi M. W. General Electric Co. 79/08/20, 15pp. 21185:113. 


— 7911300401 Ack receipt of 790720 application for renewal of Mail/ 
Byproduct Licnese SUB-983. Requests addl info re destructive 
testing of munitions, enclosure for test firings, environ 
monitoring of area & decontamination procedures. 

BABSIN, N. Licensing Management Branch. 79/10/16. BROW, M, R. 
General Electric Co. 2pp. 21185:226, 


— 8311150046 Forwards application for source matl license to authorize 
Armament Dept of vendor to receive Sc use depleted U 
projectiles for firing tests. 

KENFIELD, M. W. General Electric Co. 69/04/25. Atomic Energy 
Commission. Ip. 21185:161. 



— 8311150047 Req^uests source matl license application submitted w/69042a 
ltr>be held in abeyance until revised attachment St army 
special safety procedures submitted. Supp lemental data mill 
be submitted no later than 690507. 

KENFIELD, M. W. General Electric Co. 69/05/02. LAYFIELD.R. Atomic 
Energy Commission. 2pp. 21185.072. 


— 8311150049 Application for source matl license to authorize Armament 
Dept of vendor to receive 8t use depleted U projectiles for 
firing tests. 

■e General Electric Co. 69/04/15. 4pp. 21185:162. 


— 6311150050 Forwards Source Matl License SUB-9Q3. W/o end. 

HARMON. D.F. Atomic Energy Commission. 69/06/03. KENFIELD. M. W. 
General Electric Co. Ip. 21185:073. 


— 8311150054 Ack receipt of 730416 Itr informing AEC of steps taken to 
correct violations noted in IE insp on 730322. 

NELSON. P.R. Atomic Energy Commission. 73/04/26. KINDL.H. J. 
General Electric Co. Ip. 21185:074. 


— 8311150055 Forwards revised Page 3 attachment to application for source 
matl license submitted w/690425 Itr. Excerpt from US Army 
Weapons Command "Radiological Safety Procedures for 
Ammunition. ..." end. 

KENFIELD. M. W. General Electric Co 69/05/12. Atomic Energy 
Commission. 9pp. 21185:166. 


— 8311150059 Responds to NRC 730405 Itr re violations noted in IE insp 
on 730322. Correct ive actions: formal procedure being 
prepared. defining & assigning responsibilities to personnel 
involved in ordering, storing 8< handling depleted U. 

KINDL. H. J. General Electric Co. 73/04/16. NELSON. P. R. Atomic 
Energy Commission. 2pp. 21185:075. 


— 8311150060 Forwards IE Insp Rept 40-8003/73-01 on 730322 8< description 
of violations, 

NELSON. P.R. Atomic Energy Commission. 73/04/05. KINDL.H. J. 

General Electric Co, 2pp. 21185:174. 


— 8311150063 Description of violations from insp on 830322. Violation 
noted : records of receipt of 50 lbs source matl not 
maintained. 

* Region 1, Philadelphia. Office of the Director. 73/04/05. Ip. 
21185: 176. 


— 8311150065 Forwards check in amount of »150. OO.in payment of 
application fee to increase authorized possession limit for 
depleted U to 2.000 lbs. 

KENFIELD. M. W. General Electric Co. 73/10/10. MILLER. W. 0. Atomic 
Energy Commission. ip. 21185:077. 


— 0311150067 IE Insp Rept 40-8003/73-01 on 730322. Violation noted: failure 
to keep records showing receipt of approx 50 lbs of source 
matl 8< subsequent transfer of approx 3 lbs of source 
matl & failure to post current copy of 10CFR20, 

ALLEN. W.D. Region 1. Ph i ladelph ia. Office of the Director. 

73/03/13. 18pp, 21185:177. 


— 8311150069 Requests that Item 3 of 730926 application to amend source 
matl license. be revised to provide for burst-firing of up to 
200 rounds per burst in addition to single shot tests. 

KENFIELD. M. W. General Electric Co, 73/10/24. DAVIS. F. Atomic 
Energy Commission. 2pp. 21105:079. 


— 8311150073 Application for amend to License SUB-983 to provide for 
increase in max weight of individual projectiles to be test 
fired & increase in max quantity of source matl to be 
possessed at any one time. 

KENFIELD. M. W. General Electric Co. 73/09/26. DAVIS. F, Atomic 
Energy Commission. 2pp. 21185: 197. 


— B311150074 Ack receipt of 740211 Itr re fee for renewal of License 
SUB- 983. No fee required to accompany application for renewal 
of li cense. Invoice for annual license fee sent to OE on 
740221 end. 

MILLER. W.O. Atomic Energy Commission. 74/02/27. KENFIELD. M. W. 
General Electric Co. 2pp. 21185:080. 


— 8311150077 Requests fee for 730926 application for amend to Source Matl 
License SUB-983 to increase authorized possession limit to 
2.000 lbs. Next annual fee due on 740205. Amend request will 
be processed upon receipt of application fee. 

MILLER, W.O. Atomic Energy Commission. 73/10/05. KENFIELD, M. W. 
General Electric Co. Ip. 21185: 199. 


— 8311150079 Forwards Form AEC-2. application for renewal of .Source Matl 
License SUB-903 due to expire on 740531. Armament Sys Dept 
Instruction FOB. 05 dtd Jul 1973 also end. 


— 8311150082 Notifies of plan to submit application for renewal of Source 
Matl License SUB-983 which expires 740531 . with in next 30- 
45 days. Requests fee amount for processing application. 

KENFIELD, M. W. General Electric Co, 74/02/11. MILLER. W.O, Atomic 
Energy Commission. Ip. 21185:200. 


— 8311150085 Notifies that License BUB-983 will expire on 740531. 
Application for renewal of license should be filed w/NRC 
at least 30 days prior to expiration of existing license. 

Forms 314 & 2 and. 

# Atomic Energy Commission. Directorate of Licensing. 74/03/11. 
General Electric Co. Ip. 21185:201. 


— 8311150086 Application for renewal of Source Matl License 8UB-983 for 
use of penetrators encapsulated t* fired from gun mechanism. 
KENFIELD. M. W. General Electric Co. 74/04/29. 9pp. 21185:083. 


— 8311150090 Ack receipt of application for renewal of Source Matl 
License 8UB-983. License will not expire until final action 
taken by AEC. 

SINGER. B. Atomic Energy Commission, Directorate of Licensing. 
74/05/31. General Electric Co. Ip. 21185:202. 


— 8311150095 Forwards IE Insp Rept 40-8003/77-01 on 770609. No 
noncomp liancB noted. 

NELSON. P.R. NRC - No Detailed Affiliation Given. 77/06/24. 
WOLOINGTON. K. H. General Electric Co. 2pp. 21185:203. 


— 8311150097 Forwards fee for processing amend to Source Matl License 
SUB-983 per 780412 Itr. 

KENFIELD, H. W. General Electric Co. 78/04/21. WEISS, D. License 
Fee Management Branch. Ip. 21185:099, 


— 8311150100 Requests remittance of fee for 780412 application to amend 
License SUB-983. 

WEISS, D. License Fee Management Branch. 78/04/18. KENFIELD, M. W. 
General Electric Co. Ip. 21185:100. 


—8311150101 IE Insp Rept 40-8003/77-01 on 770609. No noncompliance 
noted. Major areas inspe c tod : mgt ’organl zat 1 on, rad iat ion 
protection organization, scope it frequency St mgt control of 
licensee internal audits. 

STEARNS, C. NRC - No Detailed Affiliation Given. 77/06/20. 9pp. 
21185: 205. 


— 8311150104 Application for amend to License SUB-983 to increase max 
quantity to be possessed at any one time to 10,000 rounds of 
ammunition. 

KENFIELD, M. W. General Electric Co. 78/04/12. WRIGHT, E. NRC - No 
Detailed Affiliation Given. 4pp. 21185:214. 


— j331ll501Q7 Process Instr uction-Depleted U. ^ 

* General Electric Co. Vb/OS/'oT Sp^ 21ia5ri05. 


--83111S0109 Submits addi data to support request for amend to Source 
Matl License 8UB-983 as set forth In 780412 Itr. per 780426 
telcon discussions. J Begin directly responsible for 
radiation safety. 

KENFIELD, M. W. General Electric Co, 78/04/27. WRIGHT, E. NRC - No 
Detailed Affiliation Given. 4pp. 21185:219. 


— 831115011? Submits info to clarify NRC questions re application for 
renewal of License 8UB-983, in response to 791016 Itr. Map, 
results of air samples taken during series of fire tests it 
outline of training procedure end, 

BROW, M. R, General Electric Co. 79/12/12. BA88IN, N. Division of 
Fuel Cycle a< Material Safety. 9pp. 21185:133. 


—8311150121 Forwards "Mfg Process Instruction-Depleted U, dtd 700501 
describing safety procedures to be followed during 
firing test of 8.000-10,000 rounds of 30MM ammunition 
w/depleted U penetrators. 

KENFIELD, M. W, General Electric Co. 78/05/02. WRIGHT, E. NRC - No 
Detailed Affiliation Given. Ip. 21185:223. 


— 8311150128 IE Insp Rept 40-8003/80-01 on 801027. No none omp 1 lance noted. 
Major areas inspected ; selective exams of procedures St 
representative records, Interviews w/personnel & observations 
by inspector. 

UERMAN, P, C., KINNER. J. NRC - No Detailed Affiliation Given. 

80/11/14, 7pp. 21185: 144. 


—8311150131 "Rept of Analysis, Aug 1978." 

■» Teledyne Isotopes. 78/08/30. 4pp. 21105:232. 


— 8311150133 Notifies that Dept of Army application for use of 0AU-8/A 
ammunition containing DU at Ethan Allen Firing Range held in 
abeyance due to lack of response to request for addl info. 


'8311150135 Notifies that Item 10 at license renewal application dtd 
Jul 1979 revised. Individual now responsible for radiation 
safety prograffl is MR Brow. 

BROWiM-R. General Electric Co. 80/08/27. BASSIN. N. Division of 
Fuel Cycle << Material Safety. Ip. 21185:238. 


—B311150138 Responds to 830531 Itr re License Condition 14 to permit 
transport of properly packaged licensed matls in vendor 
vehicles. Clarifies meaning of word "consolidated.*' 

OLENN< J. £. Division of Engineering it Technical Programs. 
03/0(6/09. BEGlNi J. General Electric Co. Ip. 21185:152. 


— 8311150142 Amend 3 to OE License 808-983* revising license in entirety 
to permit use of 910 kg depleted Ui f or use in test firing 
operations. 

WRIGHT. E.O. Division of Fuel Cycle & Material Safety. 78/05/03. 
3pp. 21105:153. 


— 8311150143 Amend 4 to GE License SUB-9S3 j revising license in entirety 
to permit use of 4.500 kg U* depleted in Staballoy* for use in 
test firing of munitions. 

OUINN. P.R, Division of Fuel Cycle & Material Safety. 82/09/29. 
2pp. 21105:302. 


— 8311150147 Amend 2 to GE License 808-983. revising license in entirety 
to permit use of 2.000 lbs depleted U in test firing U 
pcnetrators. 

Atomic Energy Commission. Directorate of Licensing. 74/08/05. 

Ip. 21185:304. 


— 8311150149 Amend 1 to OE License SUB-983, increasing max «iuantity of 
source matl to 2.000 lbs licensee may possess at any one 
time. Condition 8 amended to read as stated. 

DAVIS. F.C. Atomic Energy Commission. Directorate of Licensing. 
73/10/26. Ip. 21183:156. 


— 6311150150 Source Matl License SUE-9a3 for OE. authorizing use of 
100 lbs U at licensee facilities located at Underhill (t 
Wineeski. VT. 

HARMON. D. F. Atomic Energy Commission. 69/06/03. Ip. 21185:305. 


DOCKET 40-8035 COTTER CORP. . ROSWELL. NM 


8311010442 Responds to 831005 Itr re DOE R&D project at Latty Avenue 
site. In view of congressional legislative mandate. DOE should 
exercise regulatory authority over site & resolve issue of 
disposal of contaminated soil. 

PAGE. R. 0. Uranium Fuel Licensing Branch. 83/10/21. BAUBLITZ. J. E. 
Energy, Dept. of. 2pp. 21008:359. 


— 8311010443 Advises that contractor, Ah8». ind icated Parcel (Bldg 1) 
satisfactorily decontamina ted. A1 1 bldgs, except as noted, 
released for unrestricted use. Map depicting external gamma 
radiation onsite end. 

CROW, W. T. Uranium Fuel Licensing Branch. 79/08/22. UARBOE, E. D. 
Affiliation Unknown. 2pp. 21008:361. 


DOCKET 40-8046 WEST BANK RADIATION THERAPY CENTER, MINNEAPOLIS. MN 


8311090244 Discusses IE insp of License SUB-1032 on 831025 forwards 
notice of violation. 

WIEDEMAN. D. 0. Region 3. Office of Director. 83/11/07, MATTHEWS, J. 
West Bank Radiation Therapy Center. Minneapolis, MN. Ip. 21099:267. 


— 8311090246 Notice of violation from insp on 831025. Noncomp 1 lance noted 
byproduct matls not authorized for use routinely received 
Sc stared prior to transfer. 

WIEDEMAN. D. G. Region 3, Office of Director. 83/11/07. Ip, 

21099: 268. 


DOCKET 40-8064 EXXON MINERALS CO. . USA. HOUSTON. TX 


8311030218 Forwards revised "Quarterly Rept for Exxon Minerals Co - 
Highland Project. Apr-June 1983." Tables of draw down data 
will be simplified in final rept or will be eliminated 
entirely. 

WILLIAMS.R. E. Idaho, Univ. of. 83/09/09. STAUB, W. P. Oak Ridge 
National Laboratory. Ip. 21055: 174. 


— 8311150153 Notifies of intention to proceed w/shipment of depleted 
U waste to matl ctr in Colchester. VT 15 miles from ctr. 

BEGIN, J. General Electric Co. 83/05/31. UERMAN.P. C. NRC - No 
Detailed Affiliation Given. Ip. 21105:157. 


— 8311150157 Notifies that symbol XRN assigned as reporting 

identification symbol for activities under License 8UB-983. 

Symbol should be used in completing transfer forms 
(NRC/ERDA-741 ). Inventory repts other correspondence w/NRC. 

SPARKS. E. Test & Evaluation Branch. 78/05/25. General Electric 
Co, Ip. 21185:158. 


DOCKET 40-8012 AFFILIATED HOSPS. CENTER. INC. , BOSTON. MA 


8311300087 FOIA reyuest for radioactive matls application, license ti 
related matls re Brigham Womens Hosp in Boston. MA, 

MCDONALD. D. D. Nuclear Pharmacy. Inc. 83/05/17. Division of Rules 
and Records. Ip. 21322:001. 


— 8311030221 "Quarterly Rept for Exxon Minerals Co - Highland Project. 
Apr-June 19S3. " 

* Idaho. Univ. of. 83/06/30, 51pp. 21055:175. 


8311150456 Reviews Exxon Minerals Co (luarterly rept for Apr-June 1983, 
No followup actions necessary. 

WASTLER, 8. L. , LINEHAN. J. J. Uranium Recovery Field Office. 83/10/05. 
Uranium Recovery Field Office. 2pp. 21188:225. 


0311140303 Rot|j>onds to B30811 .^submittal re .revs to orga n^ i*it ional 
structure. Revs acceptable. Mod to’^Fc’ense not requiredT 
LINEHAN. J.J. Uranium Recovery Field Office. 83/10/12. PATTON, J. D, 
Exxon Corp. Ip. 21164:352. 


8311300408 Submits results of original pilot well water sample 
analyses. Quality of water in mined region of aquifer remains 
relatively stable. 

PATTON, J. D. Exxon Corp. 83/10/14. LINEHAN. J. J. Uranium Recovery 
Field Office. 2pp. 21333:100. 


8311300091 Responds to FOIA request for radioactive matls application, 
license & related matl re Brigham 8< Womens Hosp in Boston. 

MA. Forwards documents listed in App A. 

FELTON, J. M. Division of Rules and Records, 03/06/24, MCDONALD, D. 
Nuclear Pharmacy. Inc. 4pp. 21322:001. 


— 8311300189 Advises of expiration of License SUB-995 & discusses actions 
to be taken by licensee. 

* Licensing Management Branch. 79/05/31. Peter Bent Brigham 
Hasp. Boston. MA. Ip. 21322:265. 


— 8311300203 Informs that License SUB-993 terminated it License 
20-17131-01 amended to allow possession & use of depleted U. 
Separate licenses inconvenient for NRC, 

VACCA. P. C. Licensing Management Branch. 79/08/23. Affiliated 
Hosps. Center. Inc. Boston. MA, Ip. 21322:295. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP. . OKLAHOMA CITY, OK 


8311100094 Summary of 831018 meeting w/utll in Silver Spring. MD re 
waste disposal program 8< classif ication of raffinate 
s ludga. 

KOSLA. B.M. Uranium Fuel Licensing Branch. 83/11/04. Uranium Fuel 
Licensing Branch. 2pp. 21149:327. 


DOCKET 40-8084 RIO ALGOM CORP. . MOAB. UT 


8311160281 Application for amend to License SUA-1119 to shut off 
groundwater recovery sys north of piles for duration of 
pumping test to allow proper data collection, 

PATTISON. R. S. Rio Algom. Ltd. 83/10/18, PETTENGILL, H. Uranium 
Recovery Field Office. 2pp. 21200:293. 


8311140423 Ack receipt of 831018 Itr re plans for conducting 
long-term pumping test to collect data concerning hydraulics 
of groundwater sys in Lisbon Mill vicinity. Rept describing 
pumping test & presenting results requested. 

PETTENGILL, H. J. Uranium Recovery Field Office. 83/10/27, 
PATTISON. R. S. Rio Algom. Ltd, Ip. 211B2:360. 


8311140350 Issues Amend 19 to License SUA-lii9. per 830824 submittal. 
Amend revises License Condition 20 to authorize 
processing of waste matl from Mallinckrodt Co. 

SMITH, R.D. Uranium Recovery Field Office, 83/11/01, Rio Algom. 
Ltd. 2pp. 21166:339. 


8311160146 Recommends issuance of Amend 19 to License SUA-ll 19, allowing 
processing of Mallinckrodt waste matl. 

GARCIA. P. J. , PETTENGILL. H. J. Uranium Recovery Field Office. 

83/11/01. Uranium Recovery Field Office. 3pp- 21201:204. 



DOCKET 40-8102 EXXON CO . USA. HOUSTON. TX 


8311140390 Renuests submittal of proposal to Install addl groundwater 
monitoring wells between existing walls east of tailings 
basin & eastern property boundary. Number & location of wells 
should be indicated. 

SMITH. R.D. Uranium Recovery Field Office. 83/10/13. Exxon Corp. 
2pp. 21183:097. 


DOCKET 40-8177 ARMY. DEPT. OF. CORPUS CHRISTI. TX 


8311220180 Forwards IE Insp Rept 40-8177/83-01 on 830721-22 & notice 
of violation. 

BROWN. G. D. Region 4, Office of Director. 83/09/07. CLARK. N.C. 
Army. Dept, of, 2pp. 21234:317 


— 8311220189 Notice of violation from insp on 830721-22. 

* Region 4. Office of Director. 83/09/07 Ip. 21234:319. 


— 8311220192 IE Insp Rept 40-8177/83-01 on 830721-22. Noncomp liance noted; 
two shipments of matl physically transferred onsite to 
unauthorized recipient under authorization issued by DOD. 

SHOPENN, N. M, . EVERETT. R.J. Region 4. Office of Director. 

83/08/30. 3pp. 21254:320. 


8311220331 Responds to notice of violation from insp on 830721-22 of 
License STB-ll6a. Correct! ve actions; all unauthorized 
magnesium-thorium received from AARCO Co placed in Corpus 
Christ! Army Depot radioactive matl scrap yard. 

CLARK. N.C. Armyj Dept, of. 83/10/06. Region 4. Office of 
Director. 2pp. 21262:038. 


8311220147 Ack receipt of 831006 Itr informing NRC of steps taken to 
correct violations noted in IE insp rept. Corrective actions 
will be verified during future insp. 

HALL. R. E. Region 4. Office of Director. 83/11/16. CLARK. N. C. 
Army. Dept. of. Ip. 21255: 194. 


DOCKET 40-8361 MOUNT SINAI MEDICAL CENTER. MILWAUKEE. Wt 


8311170398 Forwards IE Insp Rept 40-8361/83-02 on 831004-05. No 
noncompliance noted. 

PAPERIELLO. C. J. Region 3. Office of Director, 83/11/03. 
REGISTER. B. Army. Dept. of. 2pp. 21208:323. 


—8311170406 IE Insp Rept 40-8361/83-02 on 831004-05. No noncompliance 
noted. Major areas inspected: health physics program during 
it sealing activitiAS-.. 

NICHOLSON. N. A. . SCHUMACHER. M. C. Region 3. Office of Director. 
83/H/03. 5pp. 21208:325. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO. . BROOMFIELD, CO 


8311140363 Forwards Nina Mile Lake decontamination & decommissioning 
plan. per Condition 15 of License SUA-1220. Review requested. 
NEUMANN. M.R, Rocky Mountain Energy Co. 83/08/11. SMITH. R. D. 
Uranium Recovery Field Office. Ip. 21166:341. 


— 8311140365 Nine Mile Lake decontamination decommissioning plan. 
* Rocky Mountain Energy Co. 83/08/09, 9pp. 21166:342. 


8311100368 Reviews Rocky Mountain Energy Co Nine Mile Lake RicD 
quarterly rept for Apr-Jone 1983. All concentrations within 
regulatory limits. 

ROSS, F. W. . LINEMAN, U.J. Uranium Recovery Field Office. 83/10/03. 
Uranium Recovery Field Office. 2pp. 21152:283. 


8311140371 Forwards payment to cover costs of processing minor amend 
to License SUA-I22a. Amend incorporates final decommissioning 
plan for site. 

IWANICKI. R. E. Rocky Mountain Energy Co. 83/10/11, LINEMAN, U. 
Uranium Recovery Field Office. Ip. 21103:196. 


DOCKET 40-0452 SEAR CREEK URANIUM CO. , CASPER, WY 


8311080386 "Semiannual Environ Monitoring Rept. Uan-June 1983." 

BLOSSOM. J.N. Bear Creek Uranium Co. 83/06/30. Region 4. Office 
of Director. 16pp. 21078: 104. 


8311100025 Forwards Bear Creek main dam addition it north wing dam const 
repts for review, per 821207 meeting agreement. W/o ends. 

PETTENGILL. H. J. Uranium Recovery Field Office. 03/08/25, 


8311220156 Forwards IE Insp Rept 40-8452/83-01 on 830822-25. No 
noncompliance noted. 

BROWN. O.D. Region 4, Office of Director, 83/09/16. BAUMANN, W. 
Bear Creek Uranium Co. 2pp. 21255:001. 


—8311220158 IE Insp Rept 40-8452/83-01 on 830022-25, No noncompliance 
noted. Major areas lnspected:U milling operations St radiation 
safety program. 1 nc lud ing mgt it training, facilities S< 
equipment 8< internal exposure control. 

SHOPENN. N. M. , EVERETT, R. J. Region 4, Office of Director. 

83/09/13. 6pp. 21255:003. 


8311080556 Forwards technical support rept. "Mine Waste Facility 
Invest! gatlon. Bear Creek Project U Tailings Disposal 
Basin. Mine Identif ication 48-010.” 

FERRITER. R. L. Labor, Dept, of. Mine Safety & Health Administration. 
83/09/19. GARDNER, W.C. Labor, Dept, of, Mine Safety St Health 
Administration. Ip. 21114:304. 


— 8311080558 "Mine Waste Facility Invest i gat ion. Bear Creek Project U 
Tailings Disposal Basin. Mine Identification 48-010." 

DMYTRIW. S. W. , WILSON. L. Labor, Dept. of. Mine Safety i< Health 
Administration. D4464-W1B31. 83/08/24. 17pp. 21114:305. 


8311140468 Reviews monitoring data required by Condition 51(a) of 
License SUA-1310, Conclusions re seepage control should be 
delayed until more comprehensive data base established. 

PANOBURN. G. C. , PETTENGILL, H, J. Uranium Recovery Field Office. 
83/10/13. Uranium Recovery Field Office. 3pp, 21167:360. 


8311300082 Notifies that fee exempt Amend 22 will be issued to License 
SUA-1310. correcting editorial oversights noted in Amend 21 
issued on 830930, 

PANOBURN, 0. C. . PETTENGILL. H. Uranium Recovery Field Office. 

83/11/04. MILLER. W. 0. License Fee Management Branch. Ip- 
21321:354. 


8311300084 Recommends Issuance of Amend 22 to License SUA-1310. 
incorporating listed changes re License Condition 51, 
PANGDURN, 0. C. , PETTENGILL. H. Uranium Recovery Field Office. 
83/11/04. Uranium Recovery Field Office. 2pp. 21321:338. 


8311300088 Approves licensee proposed surface water monitoring Station 
Locations SW 15 16. Station 3W 12 can be deleted from 

future monitoring. Rev to License Condition 19 recommended. 

PANOBURN, 0. C. , PETTENGILL. H. Uranium Recovery Field Office. 

83/11/04. Uranium Recovery Field Office. 4pp. 21321:360. 


B311300079 Notifies that fee exempt Amend 23 will be issued to 
License SUA-I310i revising surface water monitoring program. 
PANOBURN. Q. C. , PETTENGILL, H. Uranium Recovery Field Office. 
83/11/07. MILLER. W.O. License Fee Management Branch. Ip. 
21321:355. . 


DOCKET 40-8502 WYOMING MINERAL CORP. . LAKEWOOD. CO 


B311160260 Forwards 30“day rept on action plan for mitigation of 
chloride levels in Monitor Wells R8-79 & M-1. 

RUTLEDGE. C, Wyoming Mineral Corp. 83/07/06. SMITH. R.D. Uranium 
Recovery Field Office. 6pp, 21201:078. 


8311160144 Responds to 830707 comments on 830505 sampling «< insp rept 
re threat of grass it brush fires. Threat overstated, One-ft 
drawdown requirement will be maintained during reconst of 
leach solution control pumping sys. 

RUTLEDGE. C. Wyoming Mineral Corp. 83/07/14. MOONEY. 0. Wyoming, 
State of. 3pp. 21201:317. 


8311170001 Requests Instructions & guidelines for preparing & filing 
application to renew License BUA-1341. 

RUTLEDGE. C. Wyoming Mineral Corp. 83/07/19. ANASTASI.F, Uranium 
Recovery Field Office. Ip. 21222:322. 


— 8311170002 Requests instructions >i guidelines for renewal of License 
SUA-1341. 

RUTLEDGE. C. Wyoming Mineral Corp. 83/04/16. ROBS, F. Uranium 
Recovery Field Office. Ip. 21222:323. 


8311140418 Forwards rept on action plan for mitigation of excessive 
levels of chloride in Monitor Wells RS-79 U M-l on 830605 S* 

06. Wells pumped at increased rate. 

RUTLEDGE. C. Wyoming Mineral Corp, 83/09/06. SMITH, R. D. , UNEHAN. J. 
Uranium Recovery Field Office. 6pp. 21197:139. 


8311300448 Forwards monthly rept re analyses of samples taken from 
Wells 9T-a ** 9RS-25 for 830814-1018. 

RUTLEDGE. C. Wyoming Mineral Corp. 83/10/18. CHANCELLOR, R. 
Wyoming. State of. Ip. 21325:196, 


— S311300451 Monthly rept re analyses of samples taken from Wells 9T-S 
& 9RS-25 for 830814-1018. 

# Wyoming Mineral Carp. 83/10/18. 2pp. 21325: 197. 


DOCKET 40-8550 HOLMES it NARVERj INC . ANAHEIM, CA 


8311100020 Recommends License BUA-1307 be terminated based on results 
of addl decontamination it resurveys submitted by licensee. 

PANGBURN, G. C. , PETTENGIUL, H. J. Uranium Recovery Field Office. 
83/09/19. PETTENGILL. H. vl. Uranium Recovery Field Office. 2pp. 
21149: 194. 


8311110329 Notifies that License SUA-1307 terminated, in response to 
820421 request not to renew license. Closeout insp on 830603 
indicated residual contamination removed, 

SMITH, R.D, Uranium Recovery Field Office. 83/09/21. ALVV, R. R. 
Holmes 8e Narver, Inc. Ip. 21155:338. 


DOCKET 40-8584 MINERALS EXPLORATION CO. . LOS ANGELES, CA 


8311090357 Reviews environ monitoring data for Second Half 1982. High 
Po-210 values anomalous. Review of upward trend continues. 

GARCIA. P.J., PETTENOILL, H. J. Uranium Recovery Field Office. 
83/08/29. Uranium Recovery Field Office. 5pp, 21141:353. 


8311080225 Forwards summary of First it Second Quarter 1983 repts of 
environ monitoring it meteorological conditions, per 
10CFR40. 65 it License Conditions 34,43 it 48. 

KLEIN, T.J. Union 76 Minerals Exploration Co. 83/08/31. Region 4, 
Office of Director. Ip. 21080: 198. 


— 8311080229 Summary of First & Second Quarter 1983 repts of environ 
monitoring it meteorological conditions. 

* Union 76 Minerals Exploration Co. 83/06/30. 76pp. 21080:199. 


8311140487 Lists items still requiring addl info to complete review of 
modified mill tailings pond amend. Correspondence w/authors 
of 830404 review recommended. 

ENOELMANNiR. Wyoming, State of. 83/09/24. HILL.C.Z. Minerals 
Exploration Co. (subs, of Union Oil Co. of California). 2pp. 
21167:339, 


8311140457 Forwards Guideline 12 describing variables involved in 
estimating costs of reclamation per reques t. Se 1 f-Bond 
Agreement covering Permit 481 also end. 

BRYAN, V.U. Wyoming, State of. 83/10/07, KONWINSKI. G. Uranium 
Recovery Field Office. 9pp. 21182:001. 


831 11 50430^ Comments on annual re-view^qf jiond - covering 
decommissioning S< site reclamation. Amount allocated for 
reclamation of tailing area & mill site adequate for 
existing operations, 

KONWINSKI. C. R. , PETTENGlLL, H. J, Uranium Recovery Field Office. 
83/10/19. Uranium Recovery Field Office. 2pp. 21180:275. 


DOCKET 40-8602 SILVER KING MINES. INC. . CASPER, WY 


B3H140493 Reviews Silver King Mines, Inc 1982 land use rept required 
by Condition 33 of License SUA-1356 for Morton Ranch 
Project. No changes in environ impact occurred. No further 
action req,uired. 

WOOLSEY, R. T. , PETTENGlLL, H. J. Uranium Recovery Field Office. 
83/08/21. Uranium Recovery Field Office. 2pp. 21167:333, 


8311150423 Documents review of preoperational environ monitoring rept 
•for Uan-June 1983. Program being carried out in accordance 
^/License SUA-1356. 

PANOBURN, G. C. , PETTENOILL, H. J, Uranium Recovery Field Office. 
03/10/27. Uranium Recovery Field Office. 5pp. 21188:280. 


DOCKET 40-8631 ARMY, DEPT. OF, ROCK ISLAND, IL 


8311110288 Forwards Kansas City District, US Army Corps of Engineers 
S30930 response to notice of violation against sewage 
treatment facility at Weldon Springs, per 831005 request. 

BPALLO, A. V. Army, Dept, of, Corps of Engineers, 83/10/07. 

COOL, D. A. NRC - No Detailed Affiliation Given, Bpp. 21155:349. 


DOCKET 40-8645 KAMAN SCIENCES CORP, , SALT LAKE CITY, UT 


8311220089 Forwards IE Insp Repts 40-8645/83-01 «< 30-11305/83-01 on 
830715. No noncompliance noted. 

BROWN, G.D. Region 4, Office of Director, 83/09/07. DAMERON, D, 


—8311220094 IE Insp Repts 40-8645/83-01 it 30-11305/83-01 on 830715, No 
noncompliance noted. Major areas inspected : transfer & 
disposal of licensed matl. License SUB-1316 should be 
retired it License 43-16601-01 terminated. 

SHOPENN, N. M. , EVERETT. R. J. Region 4, Office of Director. 
83/08/30. 2pp. 21255: 171. 


— 0311220097 Forwards certificate of disposition of matls for retirement 
of License SUB-1316. 

DAMERON, D.C. Kaman Co. 03/01/26. BROWN, G. D. Region 4, Office of 
Director. Ip. 21235: 173. 


— 8311220099 Certificate of disposition of matls: matl transferred to 00E^< 
PUTNAM, C. Kaman Co. 83/01/26. Ip. 21255:174. 


DOCKET 40-8663 NUCLEAR DVNAMICS, INC. , PHOENIX, AZ 


8311080527 Responds to 830810 Itr re plans to relocate in situ leach 
plant it equipment to Keota, CO. Proposed transfer acceptable 
as long as recipient license valid. 

SMITH, R.D. Uranium Recovery Field Office. 83/09/21. KLEIN, T.J. 
Minerals Exploration Co. (subs, of Union Oil Co. of California), 
2pp. 21111:351. 


8311210496 Informs that because 830518 request for amend to License 
SUA-1331 abandoned & never processed, environ amend fee 
requested in NRC 831018 Itr not required. A1 ternative means 
of disposing pond water being considered. 

STOICK, A. F. ND Resources. Inc. 83/10/31. WEISS, D. License Fee 
Management Branch. Ip, 21265:023. 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8311300413 "Semiannual Monitoring Rept, Jan-June 1983." W/8309I4 Itr. 
ROBERTS, H.R. Energy Fuels Nuclear, Inc. 83/06/30. GILLEN, D. 
Uranium Recovery Field Office. 5pp. 21333: 102. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8311140403 Forwards one oversize drawing reflecting changes in 
reclamation cap for White Mesa U Mill tailings mg t sys. 
Aperture card is available in PDR. 

ROBERTS, H.R. Energy Fuels Nuclear, Inc. 83/07/13. GILLEN, D. 
Uranium Recovery Field Office. Ip. 21166:356. 


8311140490 Comments on review of Energy Fuels Nuclear annual land use 
survey & annual tailings insp rept. Land use survey will not 
re,quire_j.any addl review or licensii^g ac tion. Insp progfam 
found tailing sys operating as^designed. 

OILLEN, D. M. , LINEHAN, J. J. Uranium Recovery Field Office. 83/10/07. 
Uranium Recovery Field Office. 2pp. 21167:336. 


8311160026 Comments on licensee review of costs associated 
w/reclamation & decommissioning of White Mesa Mill, Check of 
financial criteria test ratios shows new totals do not 
affect review conclusion. 

GILLEN, D. M. . LINEHAN, J. J. Uranium Recovery Field Office. 83/10/07. 
Uranium Recovery Field Office. 3pp. 21201:320. 


DOCKET 40-8684 WESTERN NUCLEAR, INC. , LAKEWOOD, CO 


8311100396 Ack receipt of license renewal application for License 
SUA-1337. P Hildenbrand assigned to review. 

LINEHAN. J.J. Uranium Recovery Field Office. 83/09/26. BOGDEN, G. 
Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ). Ip. 21154:135. 


8311140482 Forwards list of comments & deficiencies compiled during 
joint review of Christensen Ranch Project R&D Site I in 
Willow Creek, WY. 

MOONEY, 0. Wyoming, State of. 83/10/18. BOGDEN, G. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.), I5pp. 21167:344. 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO. , DENVER, CO 


8311100364 Reviews Rocky Mountain Energy Co Reno Creek R8«D quarterly 
rept for Apr-June 1983. Monthly Ra-222 concentrations 
ranged from nondetectab le to less than 27. of 10CFR20 limits 
for restricted areas. 

ROSS, F. W, , LINEHAN, J.J. Uranium Recovery Field Office. 83/10/03, 
Uranium Recovery Field Office. 2pp. 21152:288. 



DOCKET 40-8745 OGLE PETROLEUM. INC. . CASPER. WY 


8311140448 Issues Amend 6 to License SUA-1338. extending expiration date 
to 840930. per 830830 request. Addl time granted to allow 
performance of decommissioning & decontamination procedures, 

SMITH. R. D. Uranium Recoverg Field Office. 83/10/17. Rocky 
Mountain Energy Co. Ip. 21182:031. 


DOCKET 40-8698 PLATEAU RESOURCES. LTD. , GRAND JUNCTION. CO 


8311140355 Forwards payment covering administrative amend fae re rev to 
surety for License SUA-1371 

GUPTA. U. K. Plateau Resources. Ltd. 83/10/14. SMITH. R. D. Uranium 
Recovery Field Office. Ip. 21166:337. 


— 8311140359 Application for amend to Condition 39 of License SUA-1371 to 
reduce amount of surety for decommissioning & reclamation. 

Application submitted per NRC 830927 Itr. 

GUPTA. U. K. Plateau Resources. Ltd. 83/10/05. SMITH. R.D, Uranium 
Recovery Field Office. Ip. 21166:338. 


0311160312 Advises that amount of surety suff ic ient, based on current 
status of shut down plant S< amount of tailings that would be 
reclaimed, B Brown should review amend to assure 
a c ceptab i 1 i ty . Amend & Itr of credit end. 

SMITH. R.D. Uranium Recovery Field Office. 83/10/17. COLLINS. J. T. 
Region 4. Office of Director. Ip. 21199:218. 


— 8311160320 Informs of amend to 820413 Ltr of Credit 45340. reduc ing 
total available amount & extending expiration date to 
850413. 

* Affiliation Unknown. 83/09/28. SMITH. R.D. Uranium Recovery 
Field Office. 2pp. 21199:220. 


— 8311160437 Establishes Ltr of Credit 45340. ef fee tive immediately U 
expiring 040413. 

*- Affiliation Unknown. 82/04/13. NRC - No Detailed Affiliation 
Given. 2pp. 21199:222. 


DOCKET 40-8700 ARMY. DEPT. OF. ROCK ISLAND, IL 


0311070381 IE Insp Findings & Licensee Ack dtd 831024 of Licenses 
12-00722-04 S< SUB-1340. Insp findings:no violations observed. 
Steps taken to correct violations identified during last 
insp verified. 

BHATTERLY. L. W, Region 3, Office of Director. 83/10/24. Ip. 
21063: 064, 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO. . CLEVELAND. OH 


8311090329 Discusses current status of groundwater restoration at 
C leveland-C 1 iff s Collins Draw R8<D site. Use of best 
pratlcable technology will be substantiated in formal 
submittal. 

ROSS. F. W. Uranium Recovery Field Office. 83/09/27. LINEMAN, J. J. 
Uranium Recovery Field Office. 2pp. 21144:001. 


8311100358 Reviews Cleveland-C 1 if f s quarterly rept for Apr-June 1983. 
U concentrations from excursion monitor wells show U 
concentrations slightly elevated. 

ROSS. F. W. . LINEMAN. J.J. Uranium Recovery Field Office. 83/10/03. 
Uranium Recovery Field Office. 2pp. 21151:357. 


8311150453 Forwards groundwater quality data for post-restoration- 
groundwater stabilization period {10 months) in B wellfleld 
at Collins Draw Pro ject. Authorization to complete addl 
groundwater restoration requested. 

LOUDERBACK. T. E, Cleveland-Cliff s Iron Co. 83/10/25. RANDEN, L. D. 
Wyoming. State of, 14pp. 21188:227. 


DOCKET 40-8721 ROCKY MOUNTAIN ENERGY CO. , DENVER, CO 


8311140433 Informs that suggested amends will be incorporated in Itr to 
Stuckenhoff & notice to be filed w/State of WY & that site 
closure activities will proceed per 830610 & 0715 Itrs. 

OLDHAM. K.R, Rocky Mountain Energy Co. 83/07/25. SUNDIN, R. 

Wyoming, State of. Ip, 21181:360. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO.. INC., CASPER. WY 


8311140125 Reviews Teton Exploration Leuenberger site R&D quarterly 
rept for Apr-June 1983. No leaks or damage to evaporation 
pond liners reported, 

ROSS, R. W. , LINEMAN. J.J. Uranium Recovery Field Office. 83/10/03. 


8311100052 Forwards Ogle Petroleum semiannual ALARA audit for Jan-June 
1983. W/o end. 

LINEMAN. J.J. Uranium Recovery Field Office. 83/09/19. BROWN, 0. D. 
Division of Vendor & Technical Programs. Ip. 21144:346. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP. . OKLAHOMA CITY, OK 


8311140345 “Q-Sand In Situ U Recovery Ri(D Project Quarterly Rept. 
Second Quarter 1983, " Rept submitted per Condition 58 of 
License SUA-1387. W/830913 ltr. 

SHELLEY. W.J. Kerr-McGee Corp. 83/06/30. SMITH, R.D. Uranium 
Recovery Field Office. 53pp. 21167:159. 


8311150420 Concludes that Kerr-McOee responded to 830704 discovery of 
water in leak detection sys sump for evaporation pond west 
cell. per license requirements. Corrective measures 
satisfactory. No further action necessary. 

GILLEN, D.M.. LINEMAN. J. J. Uranium Recovery Field Office. 83/10/07. 
Uranium Recovery Field Office. 2pp. 21188:286. 


8311150466 Advises of release from excursion status, Licensee placed in 
excursion status on 830728 due to total dissolved solids 
(TDS) exceeding upper control limit. Increase in TDS not due 
to excursion. Amend request will be submitted by 831014. 

GILLEN. D.M., LINEHAN, J. J. Uranium Recovery Field Office. 83/10/07. 
Uranium Recovery Field Office. 2pp. 21188:205, 


DOCKET 40-8780 NUCLEAR ASSURANCE CORP. . ATLANTA, QA 


8311070434 Ack receipt of 830928 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 40-8780/83-01 tt 
30-17873/83-01 on 830906. 

MARTIN, T. T, Division of Engineering & Technical Programs. 83/11/03, 
SCHUTT. P. Nuclear Assurance Corp. Ip. 21067:072. 


— 8311070448 Responds to NRC 830914 ltr re violations noted in IE Insp 
Repts 40-8780/83-01 8< 30-17873/83-01 on 830906. Correc tive 
actions; opening of shipping containers & repackaging 
stopped. Support gear packaging methods under evaluation. 

SCHUTT, P.F. Nuclear Assurance Corp. 83/09/28. MARTIN, T. T. 
Division of Engineering & Technical Programs. 2pp. 21067:073. 


DOCKET 40-0781 TETON EXPLORATION DRILLING CO.. INC., CASPER, WY 


B311110324 Notice of availability of FES {NUREQ-0925) for Teton 
project. 

SMITH, R.D. Uranium Recovery Field Office. 83/08/24. 2pp, 
21155:339, 


DOCKET 40-8801 RADIATION MANAGEMENT CORP. . NORTHBROOK. IL 


8311080509 Submits schedule for work on project to evaluate West Lake 
Landfill. Final rept expected by 840631. 

O'CONNOR, J. T. Michigan. Unlv, of, Ann Arbor. MI. 83/08/25. 

BERGER. J. Oak Ridge National Laboratory. 2pp. 21112:172. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES. INC. . GOLDEN, CO 


8311090116 Submits results of 831005 visit to stab i li zati on site 
in Washington. Wood County. WV to review well monitoring & 
physical condition of site. 

DEBORD. B. L. West Virginia, State of. 83/10/11. KERRIGAN. J. E. 
Environ-Services. Inc. 6pp. 21122:356. 


DOCKET 40-8829 WYOMING FUEL CO. . LAKEWOOD, CO 


6311160167 Restates NRC position re hydrology issue at proposed Crow 
Butte ISL Project & impact on application review. Info 
submitted does not adequately resolve issue. Review of 
application will not continue until response received. 

SMITH. R.D. Uranium Recovery Field Office. 83/07/06. JONES. P. 
Wyoming Fuel Co. 2pp. 21201:187. 


8311140375 Comments on 830706 site visit & meeting w/Wyomlng Fuels Corp 
in Crawford. NE re proposed licensing of Crow Butte In Situ 
Leach U Mining Project, No site topography problems 
apparent. 

WILLIAMS. R. E. R. E. Williams Associates. Inc. 83/07/08. 


Q31i0S0S&2 Forwards revised Section 4.2 re liquids & solids. W/three 
oversije maps. Aperture cards are available in PDR. 

STOUT, D.M. Wyomins Fuel Co. 83/07/12. LINEMAN. J. Urani om Recovery 
Field Office. lapp. 21113:310. 


83110B0601 Forwards NRC file on Crow Butte site, per 830825 commitment. 
Advertisement informing public of intention to establish 
Informal LPOR will be placed in local newspapers. W/a end. 

SMITH. R.D. Uranium Recovery Field Office. 83/09/09. HOFFMAN, T. E. 
Wyoming Fuel Co. Ip. 21 113; 335. 


8311110333 Forwards "Oroundwater Elements of In Situ Leach Mining of 
U, " in response to S3Q82S request. U/a end. 

LINEHAN, J. vl. Uranium Recovery Field Office. 83/09/09. 
OIROUARD.P.R. Affiliation Unknown, Ip. 21155:336. 


8311100047 Summary of 830825 meeting w/public interest groups in 
Chadron.NE re environ concerns. List of attendees end. 

WASTLER.S. L. . LINEHAN, J.U. Uranium Recovery Field Office. 83/09/19. 
Uranium Recovery Field Office. 4pp, 21144:357. 


8311110071 Submits response to 830828 request to obtain projections 
for future U requirements. Publicati ons containing requested 
info listed. 

LINEHAN, J.J. Uranium Recovery Field Office. 83/09/27. HOFFMAN, T. 
Western Nebraska Resources Council. Ip. 21159:357. 


8311090409 Requests preparation fc issuance of press release re 
establishment of NRC file for public use in Chadron,NE on 
Wyoming Fuel Co proposed Crow Butte RStD Solution Mining 
Pro ject. Recent news dippings end. 

LINEHAN, O.J. Uranium Recovery Field Office. 83/10/03. WISNEr.C.E. 
Region 4, Office of Director. 6pp. 21125:356. 


8311140461 Forwards correspondence to aid in NRC decisionmaking re 
Wyoming Fuel Co application for aquifer exemption from State 
of NE Underground Injection Control Program. 

HOFFMAN, T.E. Nebraska, State of. 83/10/05. WASLER, S, NRC - No 
Detailed Affiliation Given. 9pp. 21181:346. 


8311150464 Forwards two memos from State of NE hydrogeologist, 

J Atkinson re deficiencies in technical info presented by 
Wyoming Fuel Co in permit application & aquifer exemption 
petition documents. 

HABERMAN, C. Nebraska, State of. 83/10/11. LINEHAN, U. J. Uranium 
Recovery Field Office. 6pp, 21188:209. 


8311140394 Notifies of intent to hold public meeting on Wyoming Fuel Co 
proposed Crow Butte Project to discuss environ review & 
aspects. Date, time & location not determined at present, 

SMITH, R.D. Uranium Recovery Field Office, 83/10/12. HOFFMAN, T. 
Western Nebraska Resources Council. 2pp, 21163:102, 


8311140452 Forwards work plan for reanalyzing pumping test data & lab 
data from Crow Butte Project reflecting discussions, ini tial 
data exam by P'Appolor'* - ^ NRC commer'*''' 

COLLINOS, S. P, Wyoming Fuel Co. 83/10/18. LINEHAN, J. Uranium 
Recovery Field Office. 4pp. 21182:012. 


8311300407 Comments on proposed work plan for reanalyzing pumping test 
tt lab data. Plan more defensible than attempting to interpret 
hydrogeology of sys using two matches of Theis curve to 
observation well drawdown data. 

WILLIAMS, R. E. Williams St Associates. 83/10/24. WASTLER, S. Uranium 
Recovery Field Office. ip, 21333:099. 


8311140338 Forwards request for addl info re application for source 
matl license in response to B30B19 submittal. Info should be 
submitted by 831125. 

LINEHAN, J, J. Uranium Recovery Field Office. 83/10/27. STOUT, D, 
Wyoming Fuel Co. 4pp. 21166:329. 


DOCKET 40-8839 SANTA FE MINING, INC. , ALBUQUERQUE, NM 


8311110331 Forwards complete in situ leach package, per 830914 
discussion. W/o end. 

LINEHAN, J.J. Uranium Recovery Field Office. 83/09/16, BOKICH. J. C. 
Affiliation Unknown. Ip. 21155:337. 


9311140476 Summary of 830914 meeting w/State of WY Dept of Environ 
Qual ity, Santa Fe Coal Corp & Hydro-Engineering re proposed 
pump test for Ruby Ranch In Situ Leach Project, 

WASTLER, S.L. Uranium Recovery Field Office, 83/10/12. Uranium 
Recovery Field Office. 5pp. 21181:328, 


— 8311140480 Forwards summary of proposed pump test design for R' 
In Situ Leach Project, map showing location of former pump 
test, proposed pilot plant location by CONOCO proposed pump 
test location. W/o maps. 

BOKICH, J.C. Santa Fe Mining, Inc. 83/09/23. LINEHAN, J. Ul 
Recovery Field Office. 3pp. 21181:333. 


8311140395 Informs that changes to proposed pump test acceptabl** 
WASTLER, s. L. , LINEHAN, J. J. Uranium Recovery Field Office- S3/ 
Uranium Recovery Field Office. Ip. 21183:353. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FAClUTi 

DOCKET SO-2 UNIV. OF MICHIGAN RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8311030330 Forwards reissued Amend 28 to License R-28, Amend correc 
license number. 

THOMAS, C.O. Standardization & Special Projects Branch. 83/10/2^ 
KERR, W. F. Michigan, Univ. of, Ann Arbor, MI. 2pp. 21049:238- 
Fiche: 50-002, 83/10/27, 831 1030330. 


— 0311030332 Reissued Amend 28 to License R-2Q, rep lacing licensa ni 
THOMAS, C. 0. Standard! zation 8< Special Projects Branch. B3/iO/ 
2pp. 21049:290. 24X Fiche: 30-002, 83/10/27, 831 1030330, 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements. Sve list end. 

EISENHUT,D. 0. Division of Licensing. 83/11/02. Consolidatad 
Edison Co. of New York, Inc. 16pp. 21184:001. 24X 

Fiche: 50-000, 83/11/02, 831 1020051. 


F, Security, medical, emergency ^ fire protection plans 


8311070098 Partial response to FDIA request for 12 categories of 
documents re fire-related sub js. Forwards App B documents. App 
A documents available in PDR. Review of addl records subj to 
request in progress. 

FELTON, J, M. Division of Rules and Records. 83/08/16. SO, D. K. 
Public Citizen Litigation Group. Spp. 21086:035. 24X 

Fiche: 50-000.83/08/16. 8311070098, 


— 8210060002 Informs, Of provi_Bijpn_to barin g external probabil Istic rlsl 
assessment methodology to* parity w/internal events. 

Inclusion of external events w/std plant probab ilistic 
risk assessments not recommended. 

VOLLMER.R. H. Division of Engineering. 82/09/07. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 210B6r 173. 
24X Fiche: 30-000, 83/09/16, 8311070098. 


B310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR30. Sve list end. 

EISENHUT, D. G. Division of Licensing. 03/10/19. Consolidated 
Edison Co. of New York, Inc. 21pp. 21114:329, 24X 

Fiche; 50-000, 83/10/19,8310200362. 


6311020310 Releases public version of revised emergency plan 
implementing procedures. 

FELTON. J.M. Division of Rules and Records. 03/10/25. Document 
Management Branch. Ip. 21043:298. 24X Fiche: 50-003, 83/10/23' 

8311020310. 


— 8311020314 Forwards public version of emergency plan procedure 
documents App A, "Site Emergency Roster" 8* App B, "Con Ed 
Medical Dept, Consultant s tt Agencies." 

□ 'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 63/07/2S». 
HURLEY, T.E. Region 1. Office of Director. 3pp. 21043:300. 24X 

Fiche: 50-003, 83/10/25, 8311020310. 


— 0311020316 Public version of emergency plan procedure documents 
App A, "Site Area Emergency Roster" & App B, "Con Ed Medical 
Dept, Consultants it Agencies. " 

Consolidated Edison Co. of New York, Inc, 03/06/30. 19PP- 

21043:303. 24X Fiche: 50-003, 83/10/25. 8311020310. 



P. Operating license stage documents & correspondence 


S310310403 Generic Ltr 83-38 to all licensees of operating power 
reactor# & applicants for OL re NUREG“07A5 j “NRC Inventorg 
of Dams. " Forwards NURE0-09&5 "NRC Inventorg of Dams" for 
info only, W/o encl.Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York. Inc. 14pp. 21184:015. 24X 

Fiche: 50-000. 83/10/31,8310310403. 


8311010182 Generic Ltr 83-37 to all PWR licensees re NUREG-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
ui/guidance in NUREG-0737. Response required within 90 days 
of receipt of ltr. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York. Inc. 22pp. 21149:098. 24X 

Fiche: 50-000, 83/11/01. 031 1010182. 


— 8311100209 PWR model Tech Specs for NUREG-0737, "TMI-2 Lessons 
Learned. " 

♦ NRC - No Detailed Affiliation Given. 83/11/01. 24pp. 

21149:106. 24X Fiche: 50-000. 83/1 1/01. 831 1010182. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs ti holders of CPs re clarification of THI 
Action Plan Item 1 1. K. 3. 31. Submi tta 1 of bounding 
demonstration will satisfy requirements. Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York. Inc. 16pp, 21184:001. 24X 

Fiche: 50-000, 83/11/02, 8311020051. 


Q. Inspection reports, IE Bulletins & correspondence 


8311170024 Responds to FOIA request for documents re IE Insp Rept 
50-302/82-14 & initially proposed penalty to be levied 
against uti 1. Forwards App A documents. Documents also 
available in PDR LPDR. 

FELTON. J, M, Division of Rules and Records. 83/07/28, RIDENHOUR.R. 
Gambit. 5pp. 21230:070. 24X Fiche: 50-000. 83/07/28, 8311170024. 


— 8311170037 Forwards recent enforcement actions for review to determine 
whether board notification appropr late. Ul/o end. 

ROSANO, D. Director's Office, Office of Inspection and Enforcement. 

83/01/04, WILLIAHS. M. Director's Office, Office of Inspection 
and Enforcement, Ip. 21230:207. 24X Fiche; 50-000, 03/07/28, 

8311170024. 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants." Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. 137pp. 21114:351. 24X Fiche: 50-000, 83/10/21, 8308300797. 


6308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures." 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York. Inc. 117pp. 21057:219. 24X Fiche: 50-000. 83/10/25. 8308310030. 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Hiller, Inc. *' Svc list end. 

DEYOUNG. R.C. Director's Office, Office of Inspection and 
Enforcement. 03/10/26. Consolidated Edison Co. of New York. Inc. 
179pp. 21070:170. 24X Fiche: 50-000,03/10/26. 8308300799. 


S30S310034 IE Info Notice 03-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 030103). 83/10/27. Consolidated Edison Co. of New 

York, Inc. U5pp. 21057:357. 24X Fiche: 50-000. 83/10/27. 8308310034. 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of New 

York. Inc. 131pp. 21155:024. 24X Fiche: 50-000. 83/10/28. 8308310048. 


8308310057 IE Info Notice 03-73. "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products." Svc list end. 

PARTLOW, J. G. Division of QA. Safeguards Sc Inspection Programs (Post 
830103). 83/10/31, Conso 1 idated -Ed i son Co. of New York. Inc. 

Il6pp, 21154:248. 24X Fic h e: 50-000. 83/10/31 . 8308310057, 


8308310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers)." 

Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York. Inc. 115dd. 21514:024. 24X Fichu HO-flOO. nr?/i 1 /OD. 


8308310075 IE Info Notice 83-75, “Improper Control Rod Manipulation." 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co. of New 

York, Inc 114pp. 21513:253. 24X Fiche : 50-000, 83/1 1 /03. 8308310075. 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fiche: 50-000, 83/11/14. 8311010015. 


8311010018 IE Info Notice 03-78, "Apparent Improper Mod of Component 
Affecting Plant Safety." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York. Inc. 117pp. 21603:001. 24X Fiche : 50-000. 83/1 1 /17, 831 1010018. 


R. Periodic operating reports 8c related correspondence 


8311290272 "1983 Annual Milch Animal Survey." W/B31125 ltr. 

Q'TOQLE. J. D. Ccjnsol i dated Edison Co. of New York. Inc. 83/12/31, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp, 
21305:346. 24X Fich e : 50-003, 83/12/31, 831 1290272. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency 8c fire protection plans 


8311070098 Partial response to FOIA request for 12 categories of 
documents re fire-related sub ji. Forwards App B document*. App 
A documents available in PDR. Review of addl records subj to 
request in progress. 

FELTON, J.M. Division of Rules and Records. 83/09/16. SO.D. K. 
Public Citizen Litigation Group. 8pp. 21086:035. 24X 

Fiche: 50-000. 83/08/16, 0311070098. 


— 8202160156 Discusses interaction between fire suppression Sc safety sgs 
as demonstrated by two recent events at Ginna tc Dresden 3. 

FERGUSON. R. L. Chemical Engineering Branch. 82/01/13. 

VOLLMER.R.H. Division of Engineering. 2pp. 21086:178. 24X 

Fiche: 50-000.83/08/16, 8311070098. 


8310200362 Generic Ltr 83-33 to all licensees 8< applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT. D, G. Division of Licensing. 83/10/19. Consolidated 
Edison Co. of New York, Inc. 2lpp. 21114:329. 24X 

Fiche; 50-000, 83/10/19, 8310200362. 


8311000365 Forwards corrections t^Re^ 12 to secur ity ,plan. 

Corrections withheld (ref lbCFR73' 21 )"^~ 

FARRAR, D. L. Commonwealth Edison Co. 83/10/28. Office of Nuclear 
Reactor Regulation, Director, Ip. 21078:073. 24X 

Fiche; 50-010. 83/10/28, 831 1000365. 


8311040066 Advises that NRC reviewed util 830414 submittal re 
habitability location of emergency operations facility. 

Facility complies w/NUREQ-0737, Supp 1 1 requirements. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02. FARRAR, D.L. 

Commonwealth Edison Co. 2pp. 21050:145. 24X Fiche: 50-010. 83/11/02, 

8311040066. 


8311160436 Releases public version of revised emergency plan 
Implementing procedure, 

FELTON. J. M. Division of Rules and Records. 83/11/10. Document 
Management Branch. Ip. 21222:152. 24X Fiche; 50-010. 83/1 1/10, 

8311160436. 


— 8311160441 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 500-4, "Monthly Decontamination h. Medical 
Area Inventory (Primary Reponsibil ity - Rad-Chem Director)." 
W/831028 ltr, receipt form tt procedure history. 

SCOTT, D.J. Commonwealth Edison Co. 83/10/17. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 8pp. 21222:153. 24X 

Fiche: 50-010, 83/11/10. 8311160436. 


8311290021 Forwards revised first page of 831013 notice of violation. 
Rev corrects error in insp period referenced in notice. 

SHAFER. W. D. Region 3. Office of Director. 83/11/22. REED. C. 
Commonwealth Edison Co. Ip. 21306:215. 24X Fiche: 50-010, 03/11/29, 

8311290021. 


— B31129002B IE Insp Repts 50-010/83-16,50-237/83-21 & 50-249/83-19 on 
830720-0919. Noncompl lance noted : Inadequate corrective action 
for perforated bellows & inadequate procedure for draining 
water before valve manipulation. 

TnKimilP. T M . UPV. LI .1 . riAKlTPI PnKl. n M rt. njtJH nt 


0 Adjudicatory correspondence 


0311140049 Responds to 930930 Itr re shipment o-f irradiated fuel from 
West Valley f ac i 1 i ty. Quest! ons raised & relief requested 
addressed in Director's Decision DD-a3-14, 

CUNNINOHAMf R. E. Division of Fuel Cycle &c Material Safety S3/10/18 
MILLARiF. Environmental Policy Institute, 2pp 21163; 096. 24)( 

Fictie: 30-000. 83/10/10. 8311140049. 


0311100378 Informs of denial of 10CFR2. 206 petition re shipments of 
irradiated fuel from West Valley facility, as result of 
930930 Director's Decision, 

DAVIS. J, 0. Office of Nuclear Material Safety U Safeguards . Director 
83/10/28. MILLAR. F. Environmental Policy Institute 2pp. 

21131; 344. 24X FI c he; 30-000. 93/10/28, 831 1100378. 


8311280230 Order extending time until 831228 for Commission to act to 
revleuj 831029 Director's decision denying Environ Policy 
Inst 10CFR2. 206 petition re shipment of irradiated nuclear 
fuel from West Valley, NY. 

CHILK, S. J, Office of the Secretary of the Commission. 83/11/23. 
Commissioners. Ip. 21281:063. 24X Fiche : 50-000. 83/1 1 /23. 

8311280233. 


8311300231 Order extending time until B3122B for Commission to act to 
review Director's Decision DD-S3-14. 

CHILK, S, J. Office of the Secretary of the Commission. 83/11/28. 
Sierra Club. Ip. 21311.332. 24X Fiche: 50-000, 83/11/28. 831 1300231. 


P. Operating license stage documents it correspondence 


8310310403 Oenorlc Ltr 83-38 to all licensees of operating power 
reactors applicants for OL re NUREO-0965, “NRC Inventory 
of Dams. " Forwards NUREe-0963 "NRC Inventory of Dams" for 
info only,W/o end. Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21184:015. 24X 

Fiche; 50-000, 83/10/31. 8310310403. 


8311010180 Generic Ltr 03-36 to all BWR licensees re hWREQ-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
u/guidance in NUREO-0737. Response required within 90 days of 
receipt of ltr. Svc list end. 

EISENHUT. 0. 0. Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. 24X Fiche: 50-000, 83/11/01. 0311010180, 


— S311140166 BWR Model Tech Specs for NUREO-0737 TMI action plan 
requirements. 

e NRC - No Detailed Affiliation Given. 83/11/01. I7pp, 
21184:035. 24X Fiche ; 50-000, B3/1 1/01 , B3l 1010180, 


aail020Q5.1'. Generic Ltr ,S3ra5 ,tp_ai.l..J4.cjLEi.sjLe.S- of-oper.ating reactors, 
applicants for QLs it holders of CPs re clarification of TMI 
Action Plan Item 1 1 . K. 3. 31. Submi ttal of bounding 
demonstration will satisfy requirements, Svc list end, 

EISENHUT. D. G. Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York, Inc. 16pp. 21184:001. 24X 

Fiche; 50-000, 83/11/02, 83U020051. 


Q. Inspection reports, IE Bulletins it correspondence 


8308300797 IE Info Notice 03-69, "Improperly installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/21- Consolidated Edison Co. of New 

York, Inc. 137pp. 21114:351. 24X Fiche: 50-000, 03/10/21, 8308300797. 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. 117pp. 21057:219. 24X Fiche: 50-000, 83/10/25, 8308310030. 


8300300799 IE Bulletin 83-07, Suppl 1. "Apparently Fraudulent Products 
Sold By Ray Miller, Inc." Svc list end. 

DEYOUNO, R. C. Director's Office. Office of Inspection and 
fenforcement. 03/10/26. Consolidated Edison Co. of Now York, Inc. 
179pp. 21070:170, 24X Fiche; 50-000, 03/10/26, 830830079'?. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 030103). 03/10/27. Consolidated Edison Co. of New 

York, Inc. U5pp. 21057:357. 24X Fiche: 50-000, 83/10/27, 8308310034. 


8308310048 IE Info Ndtice 83-72. "Environ Qualification Testing 
Experience." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 


8308310057 IE Info Notice 83-73. "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. " Svc list end. 

PARTLOW. J. G. Division of QA, Safeguards & Inspection Programs (Post 
830103) 83/10/31. Consolidated Edison Co. of New York, Inc. 

il6pp. 21154.248. 24X F i ch e : 50-000, 83/10/31 . 83083 10057. 


8308310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
(UndervQltage Trip Devices on GE Type AK-2-25 Breakers)." 

Svc list end 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York, Inc 115pp 21514:024. 24X Fiche: 50-000, 03/1 1/02. 8308310076 


B30B310075 IE Info Notice 83-75. "Improper Control Rod Manipulation." 
Svc list end. 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co, of New 

York. Inc 114pp. 21513:253. 24X FI che : 50-000, 83/1 1 /03, 8308310075. 


8311200242 Forwards IE Mgt Meeting Repts 50-010/83-20,50-237/83-30, 
50-249/83-28, 50-254/83-29, 50-265/83-29. 50-295/83-23. 

50-304/83-24, 50-373/83-43. 50-374/83-47. 50-454/83-50. 
50-455/83-36.50-456/83-15 5. 50-457/83-14 on 831019. 

NORELIUS. C. E. Division of Project it Resident Programs. 83/11/07. 
REED.C. Commonwealth Edison Co. 2pp. 21281:100. 24X 

Fiche; 50-000, 83/11/07, 831 1280242. 


— 8311280259 IE Mgt Meeting Repts 50-010/83-20,50-237/83-30,50-249/83-28. 
50-254/83-29, 50-265/83-29, 50-295/83-23, 50-304/83-24, 

50-373/83-43. 50-374/83-47, 50-454/83-50, 50-455/83-36. 

50-456/83-15 St 50-457/83-14 on 831019. 

NORELIUS, C. E. Division of Project & Resident Programs. DAVIS, A. D. 

Region 3, Office of Director. 83/11/05. 5pp. 21281:102. 24X 

Fiche; 50-000, 83/11/07, 8311280242. 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
in Sys Failures." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fiche; 50-000, 83/11/14. 8311010015. 


8311010018 IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. It7pp. 21603:001. 24X Fi che ; 50-000. 83/1 1 / 17. 831 1010018. 


8311290176 Ack receipt of 831110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/83-16, 

50-237/83-21 8< 50-249/83-19. 

SHAFER, W.D. Region 3, Office of Director. 83/11/18. REED, C. 
Commonwealth Edison Co. Ip. 21305:203. 24X Fiche; 50-010, 83/ 1 1/18, 

831 12901 76, 


— 8311290178 Responds to NRC 831013 ltr re violations noted in IE Insp 
Repts 50-010/83-16,50-237/83-21 it 50-249/83-19. Correc tivo 
actions: hole on expansion bellows filled to original 
section thickness & surface buffed to remove stress risers. 

FARRAR. D.L. Commonwealth Edison Co. 83/11/10. KEPPLER, J. 0. 
Region 3, Office of Director. 7pp. 21305:204, 24X 

Fiche: 50-010, 03/11/18, 8311290176. 


8311290021 Forwards revised first page of 831013 notice of violation. 
Rev corrects error in insp period referenced in notice, 

SHAFER, W.D. Region 3. Office of Director, 83/11/22. REED.C. 
Commonwealth Edison Co. Ip. 21306:215. 24X Fiche: 50-010, 83/1 1/2P, 

0311290021. 


— B311290023 Revised notice of violation from insp on 830720-0919. 

* Region 3, Office of Director. 83/11/22. Ip, 21306:216. 24X 

Fiche: 50-010, 83/11/22, 8311290021. 


— 8311290024 Forwards IE Insp Repts 50-010/83-16,50-237/83-21 it 
50-249/83-19 on 830720-0919 notice of violation, 

SHAFER, W.D. Region 3i Office of Director. 83/10/13. REED, C. 
Commonwealth Edison Co. 2pp. 21306:217. 24X 

Fiche; 50-010. 83/11/22, 8311290021. 


— 9311290026 Notice of violation from insp on 830521-0719, 

SHAFER. W. D, Region 3, Office of Director. 83/10/13. 2pp, 
21306:219. a4X Fiche: 50-010, 83/1 1/22. 8311290021. 


—8311290028 IE Insp Repts 50-010/83-16,50-237/83-21 it 50-249/83-19 on 
830720-0919. Noncompliance noted: inadequate corrective action 
for perforated bellows & inadequate procedure for draining 
Water before valve manipulation. 

tongue. T. M. , STASEK, S. , WALKER, R. Region 3, Office of Director. 
83/10/11, 21 pp. 21306:221. 24X Fiche: 50-010> 83/1 1 /22, 831 1290021 . 


8311290257 Ac k receipt of S31101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30— OiO/S3“17< 

50-237/83-26 & 50-249/83-24, 

PAPERIELLO, C J. Region 3. Office of Director. 83/11/23. REEDi C 
Commoniuealth Edison Co. Ip. 21305:342. 24X Fiche: 50-010. 83/11/23- 

B31 1290257. 


— 8311290258 Responds to NRC B31007 Itr re violations noted in IE Insp 
Repts 50-010/83-17.50-237/83-26 & 50-249/83-24. Corrective 
actions: interim procedure developed to functionally test & 
verify detector linearity of Spring-4 monitor lom range. 

FARRAR. D L. Commonuieal th Edison Co. 83/11/01. PAPER lELLO. C. J. 
Region 3. Office of Director. 3pp. 21305:343. 24X 

Fiche: 50-010. 83/11/23. 8311290257. 


S. Reportable occurrences. LERs h. related correspondence 


0311090348 Supplemental Part 21 rept re short circuit bus bracing 
inadeq.uate for 10-cycle - 78. 000-amp here luithstand test. 

Equipment redesigned mod kits 8< instruction books 
prepared. Li sted customers advised to initiate mod. 

DWYER. P.W. General Electric Co. 83/10/28. DEYOUNG. R. Director's 
Office. Office of Inspection and Enforcement. 7pp. 21103:254. 24X 

Fiche; 50-000. 03/10/28,8311090348. 


DOCKET 50-12 LYNCHBURG POOL REACTOR 


S. Reportable occurrences. LERs & related correspondence 


8311150113 PNO-III-aa-llS: on 831 109, demonstrators blocked entrance to 
radiation lab conducting defense-related electromagnetic 
pulse research. No radioactive matl or ionixlng radiation 
involved. 

CREED. J. . SRENIAWSKI.D. Region 3. Office of Director. 83/11/09. 

Ip. 21174:295. 24X Fich e; 50-012, 83/1 1/09, 831 1 1 501 13. 


DOCKET 50-13 BABCOCK & WILCOX CO. CRITICAL FACILITY 


F. Security, medical, emergency S< fire protection plans 


8311010415 Ac k receipt of 830919 Rev 3 to physical security plan. Rev 
acceptable for inclusion into plan. 

LEWIB.R.C. Division of Project it Resident Programs. 83/10/26. 
OLSEN, A. F. Babcock & Wilcox Co. 2pp. 20973:032. 24X 

Fiche; 50-013, 83/10/26, 8311010415. 


P. Operating license stage documents & correspondence 


8311280430 Requests waiver of operator requalification program it 
10CFR55,i31<e,). requirement to >_Derm it.. o perators it set^ior 
operators to perform fuel handling functions. 

OLSEN, A. F. Babcock it Wilcox Co. 83/11/22. Standardization S( 
Special Projects Branch. Ip. 21285:326. 24X Fiche: 50-013, 83/11/22, 

8311280430. 


DOCKET 50-20 MASSACHUSETTS INST. OF TECH. RES. REACTOR 


O. Inspection reports, IE Bulletins 5, correspondence 


8311090207 Forwards IE Insp Rept 50-020/83-02 on 830815-17 it notice of 
violation. 

STAROSTECKI, R. Division of Project it Resident Programs, 83/10/25. 
CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 2pp. 
21099:010. 24X Fiche: 50-020, 83/10/25, 831 1090207. 


— 8311090210 Notice of violation from insp on 830815-17. 

* Region 1, Office of Director. 83/10/25. Ip. 21099:012. 24X 

Fiche: 50-020. 83/10/25, 8311090207. 


—8311090214 IE Insp Rept 50-020/83-02 on 830815-17. Noncompl lance noted; 
failure to post high radiation area it to control personnel 
access to high radiation area per 10CFR20. 203<c ) . 

KINNEY, W.W., ELSASSER, T. C. Region 1, Office of Director. 

83/10/18. 7ppp. 21099:013. 24X Fiche : 50-020, 83/10/25, 831 1090207, 


S. Reportable occurrences, LERs & related correspondence 


8311070593 RQ 50-20/1983-2: on 830906, fission product gas levels rise 
from 2,8*/. max permissible concentration in Jul 1983 to 4.57% 
in Aug noted. Caused by excessive outgassing of fuel element 
MIT-OS, El ement removed from core. 

BERNARD, J. A. , CLARK, L. Massac husetts Institute of Technology, 
Cambridge, MA. 83/09/15. HURLEY, T, E. . KINNEY, W. Region 1, Office 
of Director. 4pp. 21065:249. 24X Fiche: 50-020, 83/09/ 15, 8311070593. 


DOCKET 50-22 WESTINGHOUSE TEST REACTOR 


Q. Inspection reports, IE Bulletins it correspondence 


8311160218 Forwards rept of annual insp of retired License TR-2 for 
1983. 

NARDI.A. J Westinghouse Electric Corp. 83/11/09, Standardization 
it Special Projects Branch. 6pp. 21189:118. 24X 

Fiche: 50-022, 83/11/09,8311160218. 


R. Periodic operating reports it related correspondence 


0311160218 Forwards rept of annual insp of retired License TR-2 for 
1983. 

NARDI.A. J. Westinghouse Electric Corp. 83/11/09. Stan dard i zat ion 
it special Projects Branch. 6pp. 21109:118. 24X 

Fiche: 50-022,83/11/09, 8311160218. 


W. Decommissioning Stage Documents it Correspondence 


8311160218 Forwards rept of annual insp of retired License TR-2 for 
1983. 

NARDI, A. U. Westinghouse Electric Corp. 83/11/09. Standardization 
S( Special Projects Branch. 6pp. 21189: 118, 24X 

Fiche; 50-022,83/11/09. 8311160218. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency It fire protection plans 


8311010263 Requests copy of latest rev to Reg Guide 5. 59, Task BO 229-4 
it X0CFR73. 

WILSON, W. E. Washington State Univ. , Pullman, WA. 83/10/03. 

CARTER, R. Standardization it Special Projects Branch. ip. 

20992; 338. 24X Fiche; 50-027. 83/10/03. 8311010263. 


0311170418 Forwards revised physical security plan. Plan withheld 
<ref 10CFR73.21). 

SHEPPARD, J. C. Washington State Univ. , Pullman, WA. 83/11/09. 
THOMAS, C. 0. Standardization it Special Projects Branch. 2pp. 
21208:245. 24X Fiche: 50-027. 83/11/09, 8311170418. 


P, Operating license stage documents it correspondence 


8311100060 Forwards Reg Guide 5.59 St 10CFR73* in response to 831003 
request, W/o end. 

THOMAS. C. 0. Standardization it Special Projects Branch. 83/10/26. 
WILSON, W.E. Washington State Univ. . Pullman, WA. Ip. 21144:339. 
21X Fiche: 59-027,83/10/26. 8311100060. 


R, Periodic operating reports *< related correspondence 


8311280239 Forwards info indicating errors 8< providing correct data re 
annual rept for Uul 1982 - June 1983. 

WILSON Washington State Univ. , Pullman, WA. 83/11/21. Division 
of Licensing. Ip. 21280:286. 24X Fiche: 50-027. 83/11/21, 8311280239. 


— 8311280240 Corrections to annual rept for Jul 1982 - June 1983. 
a Washington State Univ., Pullman, WA. 83/11/21. 3pp. 
21280:287. 24X Fiche: 50-027, 83/11/21, B3112S0239. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency It fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees it applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/19. Consolidated 
Edison Co. of New York, Inc. 21pp. 21114:329. 24X 

Fiche: 50-000. 83/10/19,8310200362. 


8311010177 Lists revs to emergency procedures generation package 
submittal schedule, per Suppl 1 to NUREO-0737, Revs necessary 
to complete technical guidelines It provide sufficient time 
for internal review. 

KAY, J. A. Yankee Atomic Electric Co. 83/10/21. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 20977:228. 24X 

Fiche: 50-029, 83/10/21, 031 1010177, 


8311070370 Forwards IE Insp Rept 50-029/83-11 on 830801-05. No 
noncompliance noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 03/10/21. 

HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 21063:084. 24X 

Fiche; 50-029. 83/10/21, 831 1070370. 



— 8311070380 IE Insp Rept 50-029/83-11 on 830801-05. No noncomp 1 lance 
noted Major areas insp ected ; review of radiological practices 
during 830731-0805 outage resulting from primary coolant 
leak in vapor container QA in radioactive matls shipping. 
COLLINSi D. J. , SHANBAKYi M. N. Region 1. Office of Director. 
83/10/18. 7pp. 21063.006. 24X Fiche: 50-029, 83/10/21, 831 1070370 


B311170232 Discusses integrated SEP review re hot shutdown sys & App R 
alternate safe shutdown sys requirements. Resources should be 
shifted from immediate implementation of App R requirement 
to integrated external event shutdown sys approach. 

CRUTCfTlEU). D. Operating Reactors Branch 5. 83/11/14. RAY, J. A. 

Yankee Atomic Electric Co. 3pp. 21214:169. a4X 
Fiche: 50-029, 83/11/14, 8311170232. 


B3112B0215 Responds to 830614 Itr forwarding Rev 7 to security plan. 

Rev consistent w/10CFR50. 54(p) & acceptable. 

MARTIN, T.T. Division of Engineering it Technical Programs. 83/11/18. 

HEIDER,L. H. Yankee Atomic Electric Co. 3pp. 21281:090. 24X 

Fiche: 50-029,83/11/18, 8311280215. 


8311150226 Forwards "Structural & Mechanical Cons id erat ions ; New Uppef 
Tier Spent Fuel Storage Racks," per NRC 700414 Itr. Analyses 
performed by consultant GCA/PAR Sys.Corp h include design 
descriptions of racks & fabrication QA procedures, 

KAY, J. A. Yankee Atomic Electric Co. 83/11/07. CRUTCHF I ELD, D, 
Operating Reactors Branch 5. Ip- 21172:291 24X 

Fiche: 50-029, 83/ 1 1 /07, S3 1 1 1 50226 


— 8311150231 “Mechanical & Structural Considerations: New Upper Tier 8p 
Fuel Storage Racks. '' 

* Yankee Atomic Electric Co. 83/11/07. 52pp. 21172:292. 24X 

Fiche: 50-029, 83/11/07, 8311150226. 


8311220322 Forwards supplemental response to Generic Ltr B3~2S, 
"Clarification of Required Actions Based on Generic 
Implications of Salem ATWS Events. " Current procedure for 
plant restart after unscheduled shutdown detailed. 

KAY, J. A. Yankee Atomic Electric Co. 83/11/08. CRUTCHFIELD, D, 
Operating Reactors Branch 5. 2pp. 21262:043. 24X 

Fiche: 50-029. 83/11/08, 8311220322. 


P. Operating license stage documents ?< correspondence 


8311030159 Forwards "PMP in Upper Deerfield River Basin. " commenting on 
Natl Weather Svc Sept 1983 study, per NRC 830916 request. 

PRA should be prepared. 

HUNTER, D. Yankee Atomic Electric Co. 83/10/27. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 2pp. 21037: 187. 24X 

Fiche: 50-029.83/10/27, 8311030159. 


— 8311030162 "PMP in Upper Deerfield River Basin. " 

* Yankee Atomic Electric Co. 83/10/27. 26pp. 21037: 189. 24X 

Fiche; 50-029. 83/10/27. 8311030159. 


8310310403 Generic Ltr 83—38 to all licensees of operating power 
reactors it applicants for QL re NUREG-0965. "NRC Inventory 
of Dams. " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only.W/o end. Svc list end. 

EISENHUT. D. G, Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. I4pp. 21184:015. 24X 

Fiche: 50-000. 83/10/31, 8310310403. 


8311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guidance in NUREG-0737. Response required within 90 days 
of receipt of ltr. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York, Inc. 22pp. 21149:098. 24X 

Fiche: 50-000. 83/11/01, 831 10101B2. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TMI 
Action Plan Item .II. K. 3. 31. Submitta l...of bounding 
demonstration will satisfy requirenTents. Svc" list" end. 

EISENHUT. D. G. Division of Licensing. 83/11/02, Consolidated 
Edison Co. of New York, Inc. l6pp. 21184:001. 24X 

Fiche: 50-000, 83/11/02. 831 1020051. 


8311280121 Summary of 831110 meeting w/util re proposed request for 
exemption from Requirement l.A. 4 of App K to 10CFR50 re heat 
generation rates from radioactive decay of fission products 
in LOCA analysis. 

ER ICKSON, P. B. Operating Reactors Branch 5. 83/11/18, Operating 

Reactors Branch 5. 55pp. 21279:250. 24X Fich e : 50-029. 83/ 1 1 /1 0, 

8311280121. 


8311280139 Forwards updated schedule containing intermediate SEP 
milestones for analysis & mods discussed in integrated 
plant safety assessment rept. Schedule designed to complete 
analyses in Aug 1984. 

KAY, J. A. Yankee Atomic Electric Co. 83/11/18. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 5pp. 21280:021. 24X 

Fiche; 50-029, 83/11/18, 8311280139. 


Q, Inspection reports, IE Bulletins & correspondence 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of N®u 

York. Inc. 137pp. 21114:351. 24X Fiche- 30-000. 83/10/21 . 8300300797 


8311070370 Forwards IE Insp Rept 50-029/83-11 on 830001-05. No 
noncompliance noted. 

MARTIN, T.T. Division of Engineering «< Technical Programs. 83/10/2) 

HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 21063:084. 24X 

Fiche: 50-029, 83/10/21. 831 1070370. 


—0311070380 IE Insp Rept 50-029/83-11 on 830801-05. No none omp 1 lance 
noted, Maj.or areas inspected: revi ^^of rad.iolog ical practices 
during 830731-0805 outage resulting from primary coolant 
leak in vapor container Jk QA in radioactive matls shipping. 
COLLINS, D, J. , SHANBAKY, M. M. Region 1, Office of Director. 

83/10/18. 7pp. 21063:086. 24X Fic h o; 50-029, 83/10/21 , 831 1070370 


8311040096 Responds to 830930 request for approval of process control 
program. Program uses documented 8< approved methods it 
acceptable for use as required by Tech Spec 6. 14. Recommend s 
sketch or block diagram of program be included in next rev. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/02 KAY, J A 

Yankee Atomic Electric Co. 2pp. 21051:280. 24X 

Fiche: 50-029, 03/ 1 1 /02, 83 1 1 040096, 


8308310030 IE Info Notice 83-70, "Uibration Induced Valve Failures. 

Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of 

York, Inc. 117pp. 21057:219. 24X Fiche: 50-000, 83/10/25, 8300310030 


8311110059 Forwards response to questions it clarif ications requested 
Franklin Research Ctr 820818 draft technical evaluation rept 
re NUREG— 0612, “Control of Heavy Loads. " 

KAY, J. A. Yankee Atomic Electric Co. 83/11/04. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 33pp. 21148*196 24X 

Fiche: 50-029,83/11/04, 8311110059. 

Forwards response to Generic Ltr 83-28. "Required Actions 
Based on Generic Implications of Salem ATWS Events. " 
Responsibilities it authorities within post-trip review 
program delineated. 

HEIDER.L. H. Yankee Atomic Electric Co. 83/11/05. EISENHUT. D G. 
831109020^ 19pp. 21099:024. 24X Fiche: 50-029. 83/11/0 


8311090059 Notification of 831110 meeting w/util in Bethesda.MD to 
discuss request for exemption from App K to 10CFR50 

I. A. 4. "Fission Product Decay." Agenda end. 
o Reactors Branch 5. 83/11/07. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 4pp, 21100*236 24X 

Fiche: 50-029, 83/11/07,8311090059. 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc." Svc list end, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, Int; 
179pp, 21070:170. 24X Fiche: 50-000, 83/10/26, 8300300799. 


8308310034 IE Info Notice 03-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head it Internals." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of Nifu, 

York, Inc. 115pp. 21057:357. 24X Fiche: 50-000, 83/10/27, 8300310034 


8308310(148 IE Info Notice 83-72. "Environ Qualification Testing 
Experience. " Svc list end. 


JORDAN, E. L. Division of Emergency Preparedness St Engineerina 
Response (Post 030103). 83/10/20. Consolidated Edison Co of Now 

131pp. 21155:024. 24X Fiche: 50-000, 03/10/28, 83083100411 


York. Inc. 


8308310057 IE Info Notice 83-73. "Radiation Exposure From Gloves 
Contaminated U/U Daughter Products," Sve list end, 

830103 ^''^’ an/, Safeguards & Inspection Programs (Poa 
930103). 83/10/31. Consolidated Edison Co. of New York. 

116pp. 21154:248. 24X Fiche: 50-000. 83/10/31. 8308310057. 


Inc. 



B30B31007(b IE Info Notice a3-76i "Reactor Trip Breaker Malfunctions 
( Undervo 1 feage Trip Devices on GE Type AK-2-25 Breakers). '* 

Svc list end, 

JORDANi E. L Division of Emergency Preparedness i>. Engineering 
Response (Post 030103) 83/11/02, Consolidated Edison Co. of Neuj 

York. Inc. llSpp 31514 024. 24X Fich e ; 50-000. 83/1 1 /02, 0306310076 

830B310075 IE Info Notice 83-75. "Improper Control Rod Manipulation. " 
Svc list end, 

JORDAN. E. U. Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/11/03. Consolidated Edison Co of New 

York. Inc 114pp. 31513.253 24X Fiche 50-000,83/11/03,8308310075 


8311070410 Notifies that NRC has initiated special msp program to 
verify licensee commitments actions re TMI Action Items 
n. B. 3. II. F. 1-1, II. F 1-2, II F 1-3 8< III. D. 3. 3. Insps will be 
performed between Oct 1983 & Apr 1905. 

MURLEY, T. E. Region 1. Office of Director, 83/11/03, HE1DER,L. H. 
Yankee Atomic Electric Co 3pp. 21067.330. 24X 

Fiche: 50-029, 83/11/03, 031 1070410. 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fich e: 50-000. 83/1 1 /14. 831101001 5. 


8311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Safety." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York. Inc. Ii7pp. 21603:001. 24X Fiche 50-000. 83/11/17, 0311010018. 


R. Periodic operating reports & related correspondence 


8311170240 Monthly operating rept for Sept 1903. W/831 006 Itr. 

WHIPPLE, S.. HEIDER,L. H, Yankee Atomic Electric Co, 03/10/06. NRC 
- No Detailed Affiliation Given. 3pp. 21214:174. 24X 

Fiche: 50-029. 03/10/06,8311170240. 


S. Reportable occurrences, LERs related correspondence 


8311010350 RD 50-29/83-34: on 831005, fire main containing hydrants 14 «< 
15 isolated to reroute fire main due to bldg const. Flow path 
uj/sec t i onal i 2 ing control not aval lab le. Cause undetermined. 

Addl fire hoses placed in affected areas. 

ST LAURENT. N. N, Yankee Atomic Electric Co. 83/10/13. MURLEY. T. E. 
Region 1. Office of Director. Ip. 20973:070. 24X 

Fiche; 50-029. 33/10/13. 831 1010350. 


8311100326 LER 03-O35/O3L-O: on 831003, steam generator 4B blowdown 
mo.nitor fal led. Qaustd by bu.iJLrfJJP. S.f_4JL.rJ4tj.rDif h, gn 
electrical contacts of ratemeter card, Contacts cleaned. 

W/B31102 Itr. 

ELLIS, D. W. . ST LAURENT, N.N. Yankee Atomic Electric Co 03/11/02. 
MURLEY. T.E. Region 1, Office of Director. 2pp. 21228:126. 24X 

Fiche: 50-029, 83/11/02. 8311180326. 


8311180001 LER 83-036/03L-0: on 831004, control rod 11 primary position 
indicator channel became inoperab le. Caused by loose 
connection on coil stack. Insp & repair will be conducted at 
next refueling outage. W/831 103 Itr. 

FRENCH, L. D. . ST LAURENT, N. Yankee Atomic Electric Co. 83/11/03. 
MURLEY, T.E. Region 1, Office of Director. 2pp. 21225:203. 24X 

Fiche: 50-029, 83/11/03, 831 1180001. 


8311180002 Supplemental LER B3”033/03L-t : on 830918, primary vent stack 
noble gas monitor channel failed. Caused by improper 
reinstal lati on of drainage bottle. Design mod evaluation in 
progress, W/S31104 Itr. 

FRENCH.L. D. . ST LAURENT. N. Yankee Atomic Electric Co. 83/11/04. 
MURLEY. T. E. Region i. Office of Director. 3pp. 21225:205. 24X 

Fiche: 50-029, 83/11/04. 8311180002. 


8311180177 LER a3-037/03L-0: on 831005, transmission line 2-126 
deenergiied by automatic relay operation when high winds 
caused tree to fall on line of f si te. Caused by tree taking 
down one phase of line 2-126. W/831104 Itr. 

ELLIS, D. W. . ST LAURENT, N. Yankee Atomic Electric Co. 83/11/04. 
MURLEY, J.E. Region 1, Office of Director. 3pp. 21226:161. 24X 

Fiche: 50-029, 83/11/04,8311180177. 


8311180200 LER 83-038/03L-0; on 831006. vital bus transfer switch 
malfunctioned, resulting in approx 3 s loss of vital bus 1. 

Caused by improper assembly during mfg. Switch repaired, 
installed 8< tested. W/a3U04 Itr. 

MAY.E.L. , ST LAURENT, N. Yankee Atomic Electric Co. 83/11/04. 
MURLEY, T.E. Region 1. Office of Director. 2pp. 21225:329. 24X 

Fiche: 50-029, 83/11/04, 0311180200. 


8311210309 LER 83-039/03L-0- on 83101 1 , dur ing installation of design 
change, fire detection sys for cable tray house 8< nonreturn 
valve end deenergiied twice. Caused by removal of Zone 4 
fire detection sys from svc. Change comp leted. W/Q31 1 10 Itr. 

MAY, E. L. . ST LAURENT. N.N. Yankee Atomic Electric Co. 83/11/10. 
MURLEY. T E. Region 1, Office of Director. 2pp. 21234:270. 24X 

Fiche: 50-029, 83/11/10,0311210309. 


8311210340 LER 83-040/03L-0: on 831014, dur ing Mode 1 power operation, 
primary meteorological tower wind direction transmitter 
fai led. Caused by failure of switching potentiometer. 

Transmitter rep lac ed. W/831 1 1 0 Itr. 

RICE, D. A.. ST LAURENT, N. N. Yankee Atomic Electric Co. 83/11/10. 
MURLEY, T. E. Region 1. Office of Director. 2pp. 21234:120. 24X 

Fiche; 50-029, 83/11/10. 8311210340. 


DOCKET 50-57 STATE UNIU. OF NEW YORK RESEARCH REACTOR 


Q. Inspection reports. IE Bulletins & correspondence 


031 1280366 Forwards IE Insp Rept 50-057/83-03 on 830913-16 It notice 
of violation. 

STAROSTECKI. R. Division of Project & Resident Programs. 83/11/09. 
RENNIE, D. W. New York. State Uni v. of, Buffalo, NY. 2pp. 21285:046. 
24X Fiche: 50-057, 03/11/09, 831 1280366. 


— 8311200369 Notice of violation from insp on 830913-16, 

* Region 1, Office of Director. 03/11/09. 2pp. 21285:048. 24X 

Fiche; 50-057. 83/11/09, 8311280366. 


— 8311280377 IE Insp Rept 50-057/83-03 on 830913-16. Noncomp I iance noted, 
failure of nuclear safety committee to exist & function U, 
failure to post high radiation area 8< maintain control of 
personnel access to high radiation area. 

KINNEY, ELSASSER, T. C, Region 1. Office of Director. 83/10/24, 

7pp. 21285:050. 24X Fiche; 50-057, 83/1 1 /09, 8311280366. 


DOCKET 50-62 UNIV, OF VIRGINIA RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins & correspondence 


8311080408 Forwards response to notice of violation & proposed 
imposition of civil penalty EA 83-90. Corrective actions; 
procedures revised to require proper measurement of shutdown 
marg in, Disagrees w/ violat ion. Fee end. 

WILLIAMSON, T. G. , QRENIZER , J. S. Virginia, Univ. of, Charlottesville. 
VA. Q3/U/03. Director's Office- Office of Inspection and 
Enforcement. 6pp. 21078:279. 24X Fiche; 50-062. 83/11/03, 0311000400. 


0311210100 Ack receipt of 831103 Itr it check in amount of 91,000 in 
full payment of proposed civil issued^on 831006. 

AXELRAD, J. A. Enforcement Staff. 83/11/10. 0RENI ZER, J. S. Virginia, 
Univ. of, Charlottesville, VA. 2pp. 21241:270. 24X 

Fiche: 50-062,03/11/10,8311210100. 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


Q, Inspection reports, IE Bulletins correspondence 


0311160076 Forwards IE Insp Rept 50-070/83-03 on 830928-29. No 
noncompliance noted. 

WEN3LAWSKI,F. A. Region 5, Office of Director. 83/10/28. 
DARMITZEL. R. W. General Electric Co. 2pp, 21196:274. 24X 

Fiche; 50-070. 83/10/28, 8311160076. 


— 8311160080 IE Insp Rept 50-070/83-03 on 830928-29. No noncompliance 
noted. Major areas inspected: compliance w/regulatory 
requirements during long-term shutdown. 

GARCIA, E.M., WEN8LAW8KI, F. A. Region 5, Office of Director. 
83/10/28. 4pp. 21196:276. 24X Fiche; 50-070, 83/10/28, 8311160076 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8311100050 Concludes that emergency plan does not currently meet 
requirements or guidelines of App E to lOCFRSO, guidance 
criteria in Rev 1 to Reg Guide 2.6 or ANSI/ANB~15. 16-1982. 

Staff emergency plan review end. Info due by 831229. 

THOMAS. C. Q. Standardization it Special Projects Branch. 83/10/27. 
BROPHY, J. J. Utah, Univ. of, Salt Lake City, UT. 2pp. 21144:349. 
24X Fiche: 50-072, 83/10/27, 8311100050. 



0311100054 Emergency plan review of Licenses R-2S & R-126. Emergency 
plan unacceptable. Plan must address requirements of 
10CFR50, App E. 

Division Emergency Preparedness & Engineering Response (Post 
830103). 83/10/31. 4pp. 31144:351. 24X Fich e . 50-072i 33/ 10/27, 

8311100050 


S, Reportable occurrences, LERs & related correspondence 


8311070233 PNO~I V-B3-030- on 831028, earthquake of approx 6. 9 surface 
wave magnitude took place in Southern ID. All univ facilities 
in area shut douin. No apparent damage or problems 
experienc ed. 

MARTIN, L.E. Region 4, Office of Director, 83/10/23 Ip. 
21062:310. 24X Fi c he : 50-000, 03/10/28, 331 1070233 


DOCKET 50-03 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 


8311040135 Releases public version of revised emergency plan. 

FELTON, J. M. Division of Rules and Records 33/10/31. Document 
Management Branch. Ip. 21069:216. 24X Fich e : 50-083, 33/1 0/31, 

8311040185. 


3311040168 Public version of revised emergency plan. 

VERNETSQN, W. G. , DIAZ, N. J. Florida, Univ. of, Gainesville, FL. 
83/10/31. lOOpp. 21069:217. 24X Fich e : 50-083, 83/10/31 , 

8311040185. 


DOCKET 50-89 GENERAL ATOMIC CD. 


P. Operating license stage documents & correspondence 


8311150273 Resubmits 331013 request for statutory authority used as 
basis for NRC 830810 assertion that GA Co must request amend 
to Licenses R— 30 & R--67 to reflect name change before NRC 
will process other amend request. Response requested. 

HOGAN, J.P. GA Technologies, Inc. /General Atomic Co 83/11/11. 
THOMAS, C. 0. Standard i zat ion & Special Projects Branch. Ip. 
21180:353. 24X Fiche: 50-089, 83/11/11. 8311150273. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


F. Security, medical, emergency & fire protection plans 


B311140D19 Requests addl info by 840105, to conduct emergency plan 
review. Emergency plan.dtd 021023, does not meet lOCFRSO, App E 
requirements or Rev 1 to Reg Guid f 2. 6 & ANSl/ANS-i*. 

“Emergency Planning for Research Reactors. “ 

THOMAS, C.O. Standardization it Special Projects Branch 83/11/08. 
CLARKiD. D. Cornell Univ., Ithaca, NY. 5pp. 21162:305. 24X 

Fiche: 50-097. 03/11/08, 8311140019. 


P. Operating license stage documents & correspondence 


0311100335 Forwards Amend 3 to License R-89, safety evaluation 
(NUREG-lOiO) , notice of renewal & negative declaration & 

EIA, Amend renews OL for 20 yrs from date of issuance W/o 
NUREG. 

EISENHUT, D. G. Division of Licensing. 03/11/04. CLARK, D. D, Cornell 
Univ., Ithaca, NY. 4pp. 21153:186. 24X Fich e : 50-097, 03/ 1 1 /04, 

8311100335. 


— 8311100340 Amend 3 to License R-B9, renewing OL for 20 yrs from date 
of issuance. 

EISENHUT, D. G. Division of Licensing. 03/11/04. 33pp. 21153- 190 

24X Fiche: 50-097, 83/11/04, 8311100335. 


— B311100343 Notice of renewal of License R-B9 & negative declaration 
THOMAS, C. 0. Standardization 8t Special Projects Branch 03/11/04 

2 pp. 21153:223. 24X Fiche: 50-097, 83/11/04, 8311100335' 


— 0311100352 EIA supporting Amend 3 to License 8-39, 

* NRC - No Detailed Affiliation Given. 03/11/04 19pp 
21153:225. 24X Fiche : 50-097, 83/1 1 /04, 8311100335 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents it correspondence 


0311160258 Forwards Amend 10 to License R-53, safety eva 1 ua ti on, ns t i : 
of renewal & negative declaration & EIA. Amend renews OL for 
20 yrs from date of issuance & authorizes power increase 
from 15 to 100 kW 

EISENHUT, D. G. Division of Licensing 83/11/14. JENSEN, C. 
Oklahoma, Univ. of, Norman, OK. 2pp. 21201:084 . 24X 
Fiche: 50-112, 83/11/14, 8311160250. 


— 0311160271 Amend 10 to License R-53, renewing OL for 20 yrs frcis is 
of issuance & authorizing power increase from 15 to 100 kW, 
EISENHUT, D. G. Division of Licensing. 83/11/14. 23pp. 212C; I 

24X Fiche; 50-112, 83/11/14, 8311160258. 


— 8311160282 Notice of renewal of OL & negative declaration, reneairg 
License R-53 for 20 yrs from date of issuance it authorizing 
power increase from 15 to 100 kW. 

THOMAS, C.O. Standardization it Special Projects Branch. 83/11.- 1 
2pp. 21201:109. 24X Fi ch e: 50-1 12, 83/1 1 /14, 831 1 160258 . 


— 8311160291 EIA supporting Amend 10 to License R-53. 

* NRC - No Detailed Affiliation Given. 83/11/14. 6pp. 
21201 : 111 . 24X Fiche: 50-1 12, 83/ 1 1/14, 831 1 160258. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8311140014 Requests addl info by 840105, to conduct emergency plan 
review. Plan, dtd 821102, does not meet 10CFR50, App E 
requirements or Rev 1 to Reg Guide 2. 6 «< ANSI/ANS-15. 16-1982 
"Emergency Planning for Research Reactors. ” 

THOMAS, C. 0. Standardization & Special Projects Branch, 83/11/0'’- 
NELSON, G. W. Arizona, Univ. of, Tucson, AZ. 4pp, 21162:261. 24X 

Fiche: 50-113, 83/11/07. 8311140014. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


E, NRC Safety Evaluation Report (SER), suppls & correspondence 


8311230215 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT ' THE IOWA STATE 
UNIVERSITY. DOCKET NO. 50-116. 

# Division of Technical Information & Document Control. NUREG-lCl 
ERR. 03/09/30. 03pp. Available at NRC. 4.75. 21277:190. 24X 

Fiche: 50-116, 83/09/30,8311230215. 


P. Operating license stage documents & correspondence 


8311020497 Forwards Amend 7 to License R-59, EIA, SER S< notice of 
renewal /negative declaration. Amend renews OL for 20 yrs 
from date of issuance. W/o SER. 

EISENHUT, D. G. Division of Licensing. 83/10/21. HENDR ICKSON, R. 
Iowa State Univ., Ames, lA. 2pp. 21040:285. 24X 

Fiche: 50-116, 83/10/21 , 8311020497. 


— 8311020499 Amend 7 to License R-59, renewing OL for 20 yrs from date 
issuance. 

EISENHUT. D. G. Division of Licensing. 83/10/21. 53pp. 21043. 2S 

24X Fiche: 50-116,83/10/21,8311020497. 


— 8311020501 EIA supporting Amend 7 to License R-59. 

4 NRC - No Detailed Affiliation Given. 83/10/21. 5pp, 
21048:339. 24X Fi Che ; 50-1 16, 83/ 10/21 , 831 1020497. 


— 8311020503 Notice of renewal it negative declaration of Amend 7 to 
License R-59. 

MEYER, G.C. Standardization it Special Projects Branch. 83/10/21 
2pp. 21048:344. 24X Fich e: 50-1 16, 83/10/21 , 831 1020497. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8311220172 Ack receipt of 831026 Itr informing NRC of steps taken to 
correct violations noted in 030928 Itr. Licensee 831026 Itr 
Withheld (ref 10CFR2. 790), 

AXELSDN, W. L. Region 3, Office of Director. 83/11/18. WARNER, D. 
Missouri, Univ. of. Rolla, MO. Ip. 21255:089. 24 X 

Fiche: 50-123, 03/11/18, 831 1220172. 



Q. Inspection reports* IE Bulletins 8< correspondence 


8311150116 Ack receipt of 831103 Itrs informing NRC of steps taken to 
correct violations noted in IE Insp Rept SO- 123/ 83-02. 

NORELIUS. C. E. Division of Project 5t Resident Programs 83/11/09. 
WARNER. D. L. Hissouri. Univ. of. Rolla, MO Ip. 21172:279. 24X 
Fiche: 50-123. 83/11/09. 8311150116. 


— 0311150120 Responds to NRC 831007 Itr re violations noted in IE Insp 
Rept 50-123/83-02. Correc t ive actions: SOP will be revised by 
831231. 

WARNER. D.L. Missouri. Univ. of. Rolla. MO. 83/11/03. 

NORELIUS. C. E. Division of Project & Resident Programs. Ip. 
21172:280. 24X Fiche; 50-123. 83/1 1 /09. 831 1 1501 16. 


— 8311150174 Responds to NRC 831007 Itr re violations noted in IE Insp 
Rept 50-123/83-20. Corrective actions: reactor operating staff 
advised not to perform irradiation experiments until Form 
702 properly completed. 

WARNER. D. L. Missouri, Univ. of. Rolla. MO. 83/11/03. 

NORELIUS. C. E. Division of Project & Resident Programs. Ip, 
21172:281. 24X Fiche : 50-123. 83/1 1 /09. 831 1 1501 16. 


8311220172 Ack receipt of 831026 Itr informing NRC of steps taken to 
correct violations noted in 830928 Itr. Licensee 831026 Itr 
withheld (ref 10CFR2, 790). 

AXELSQN.W. L. Region 3, Office of Director, 83/11/18. WARNER. D. 
Missouri. Univ. of. Rolla, MO. Ip. 21255:089. 24X 

Fiche: 50-123, 83/11/18, 8311220172. 


DOCKET 50-128 TEXAS A«<M UNIV, RESEARCH REACTOR 


S. Reportable occurrences, LERs *< related correspondence 


8311030096 Forwards final rept of RO on 831004 re possible operation in 
excess of licensed power level. 

FELTZ. D. E. Texas A&M Univ. . College Station. TX. 83/10/28, 

BERNARD. H. Standardization & Special Projects Branch, Ip. 

21025.086. 24X Fiche: 50-128, 83/10/28. 8311030096. 


— 8311030099 Forwards final rept of RO on 831004 re possible operation in 
excess of licensed power level. 

FELTZiD. E. Texas A&M Univ,. College Station. TX. 83/10/28. 

MADSEN, G. L. Region 4. Office of Director. Ip. 21025:087. 24X 

Fiche: 50-128, 83/10/28. 8311030096, 


— 8311030100 RO: on 831004. high power scram received during initial 
reactor startup while banking shim safety control rods after 
reaching 1 MW power. Caused by operator manipulation of 
control rods. Procedures S< proper documentation emphasized, 

FELTZ.D. E. Texas A8(M Univ., College Station. TX. 83/10/28. 36pp. 

21025; 088. . 24X Fiche: 50-l2B..89/.10L/2a. 8311()30096. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT. UNIT 3 


F. Security, medical, emergency 8t fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain req.uirements of 
App R to lOCFRSO. Svc list end. 

EISENHUT, D. G. Division of Licensing, 83/10/19. Consolidated 
Edison Co. of New York, Inc. 21pp, 21114:329. 24X 

Fiche: 50-000. 83/10/19, 8310200362. 


P. Operating license stage documents 8< correspondence 


8308310072 Board Notification a3-001A: provides info re seismic risk to 
BWR plants, BWR absolute core melt probability & risk results 
developed in limited BNL study not meaningful. 

EISENHUT, D. G, Division of Licensing. 83/10/26. PALLADINO, N. J. . 
GILINSKY, V. . ROBERTS, T. Commissioners. 12pp. 21103:242. 24X 

Fiche: 50-000, 83/10/26, 8308310072, 


8311010360 Re(iuests NRC approval.per 10CFR20. 302 t* IE Info Notice 83-05 
recommendations. for planned disposal of 1,300 cubic ft of 
sludge from facility. Addl info re analysis of sludge S* 
evaluation of radiological hazard end. 

SCHUYLER. J, 0. Pacific Gas 8t Electric Co. 83/10/27. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. iSpp, 20973:176. 

24X Fiche: 50-133, 83/l0/27» 0311010360. 


8311100297 Trip rept of 831017 visit to Region V ofc tn of 831018 site 
visit re planned decommissioning. Agenda it suggested outline 
for decommissioning plan end. 

ERICKSON, P. B, Operating Reactors Branch 5. 03/10/27. 

CRUTCHFIELD. D. Operating Reactors Branch 5, llpp. 21154:001. 24X 

Fiche: 50-133,83/10/27, 8311100297. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for DL re NUREG-0965. "NRC Inventory 
of Dams. “ Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only.W/o end. Svc list end. 

EISENHUT, D. G, Division of Licensing, 83/10/31. Consolidated 
Edison Co. of New York. Inc. 14pp. 21184:015. 24X 

Fiche; 50-000, 83/10/31 , 8310310403. 


8311030001 Responds to Generic Ltr 83-28 re generic implication of 
Salem ATWS events. ATWS-re lated requirements inapplicable 
since facility shut down since Jul 1976. Decommissioning 
anticipated. 

SCHUYLER, J 0. Pacific Gas & Electric Co. 83/10/31. EISENHUT, G 
Division of Licensing. 2pp. 21029:253. 24X Fiche; 50-133, 83/10/31, 

8311030001. 


8311010180 Generic Ltr 83-36 to all BWR licensees re MJREG-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guidancB in NUREO-0737. Response required within 90 days of 
receipt of ltr. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. 24X Fiche; 50-000, 83/ 11 /01 , 831 1010180. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification of TMI 
Action Plan Item 1 1 . K. 3. 31 . Submittal of bounding 
demonstration will satisfy requirements, Svc list end. 

EISENHUT, D, G. Division of Licensing, 83/11/02. Consolidated 
Edison Co. of New York. Inc. 16pp. 21184:001. 24X 

Fiche: 50-000. 83/11/02, 831 1020051 . 


Q. Inspection reports, IE Bulletins St correspondence 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co, of New 

York, Inc. 137pp. 21114:351. 24X Fiche; 50-000, 83/10/21, 8308300797 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures, " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. I17pp. 21057:219. 24X Fiche: 50-000, 83/10/25, B308310030. 


8308300799 IE Bulletin 83-07, Sup pi 1, "Apparently Fraudulent Products 
Bold By Ray Miller, Inc." Svc list end. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, Inc. 

179pp. 21070:170. a4X Fich e: 50-000, 83/10/26, 8300300799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head ,8t^ Internals, Svc 1 ist end. 

JORDAN, E. L. Division of Emergency 'Preparedness' 8i Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of New 

York, Inc. 115pp. 21057:357. 24X Fi che : 50-000, 83/10/27, 8308310034. 


8311010360 Requests NRC approval.per 10CFR20. 302 & IE Info Notice 83-05 
recommendations, for planned disposal of 1,300 cubic ft of 
sludge from f ac 11 1 tg . Ad d 1 info re analysis of sludge St 
evaluation of radiological hazard end. 

SCHUYLER, J. 0. Pacific Gas St Electric Co. 83/10/27. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, ISpp. 20973:176. 

24X Fiche; 50-133, 83/10/27, 8311010360. 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience. " Svc list end. 

JORDANt E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/28, Consolidated Edison Co. of New 

York, Inc. 131pp. 21155:024. 24X Fiche: 50-000, 83/10/28, 8308310048. 


8308310057 IE Info Notice 83-73# "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. " Svc list end. 

PARTLOW,J. 0. Division of QA, Safeguards St Inspection Programs (Post 
830103). 83/10/31. Consolidated Edison Co. of New York. Inc. 

116pp. 21154:248. 24X Fiche: 50-000, 83/10/31, 8308310057. 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers). " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S*. Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York, Inc. U5pp, 21514:024. 24X Fiche; 50-000, 83/1 1/02, 8308310076, 


8308310075 IE Info Notice 83-75, "Improper Control Rod Manipulation. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co. of New 

York, Inc. 114pp. 21513:253. 24X Fiche; 50-000, 83/11 /03, 8308310075. 



3311010015 IE Info Notice 83-77( "Air/Gas Entrainment Events Resulting 
in Sys Failures. " Svc list end. 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response iPost 930103). 83/11/14. Consolidated Edison Co. of New 

York. Inc. 114pp. 24 X Fich e; 50-000. 83/1 1/ 14. 831 lOlOOl 5. 


831101001S IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Jc Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York. Inc. 117pp. 21603:001. 24X Fiche: 50-000. 83/1 1/17. 8311010018. 


8311280442 Responds to IE Bulletin 83-06 re Tube-Line Corp matls. No 
Tube-Line Corp matls used in saf ety-related sys. 

SCHUYLER. J. 0. Pacific Gas «< Electric Co. 83/11/22. MARTIN, J.B. 
Region 5, Office of Director. Ip. 21285:246. 24X 

Fiche; 50-133. 83/11/22. 831 1280442. 


R. Periodic operating reports 8< related correspondence 


8311170271 Monthly operating rept for Sept 1983. W/83 1004 Itr. 
DERKS.P.S.. WEEKS.E.D Pacific Gas «< Electric Co. 83/10/04. 
Office of Resource Management, Director. 5pp. 21213:006. 24X 

Fiche: 50-133. 83/10/04.8311170271. 


DOCKET 50-134 WORCESTER POLYTECH INST. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8311160463 Releases public version of revised emergency plan. 

FELTON, J. M. Division of Rules and Records, 33/11/10. Document 
Management Branch. Ip. 21199:001. 24X Fiche: 50-134, 83/1 1/10, 

8311160463. 


— 0311160464 Public version of revised emergency plan, 

* Worcester Polytechnic Inst. 83/10/31. 16pp. 21199:002. 24X 

Fiche: 50-134. 83/11/10.8311160463, 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins it correspondence 


8311290251 Ack receipt of 831109 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-139/33-01. 

WENSLAWSKI, F. A. Region 5. Office of Director. 83/11/21. BOWEN, J. R. 

Washington. Univ. of, Seattle, WA. Ip. 21306:020. 24X 

Fiche: 50-139,83/11/21,8311290251. 


— 8311290253 Responds to NRC 831013 ^tr v iolat-lons noted in IE Insp 
Rept 50-139/83-01. Corrective actions: procedures will be 
revised to re^ulYe that flow measuring devices be calibr on 
annual basis (within 14 months of last calibr). 

BOWEN, J, R. Washington, Univ. of, Beattie, WA. 83/11/09. 
WENSLAWSKI, F. A. Region 5, Office of Director. Ip. 21306:021. 

24X Fiche: 50-139, 83/11/21,8311290251. 


DOCKET 50-142 UCLA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 


6311160318 Forwards Amend 12 to License R-71. Amend adds approved 
physical security plan to license. Plan withheld 
(ref 10CFR2. 790). 

THOMAS, C.D. Standardization & Special Projects Branch. 83/11/09, 
WEGST, W. F. California. Univ. of. Los Angeles, CA. 3pp, 21199:258. 
24X Fiche: 50-142,83/11/09, 8311160318. 


— 8311160322 Amend 12 to License R-71, adding approved physical security 
plan to license. 

THOMAS, C.D, Standardization Special Projects Branch, 83/11/09. 
2pp. 21199:261. 24X Fiche: 50-142, 83/11/09, 8311160318. 


0. Adjudicatory correspondence 


6311010310 Requests clarif 1 cation of schedule ordered on last day of 
session re delivery of testimony & that requirements be made 
explicit re matl to be filed 831107, specif ically, 
calculations, measurements, or exhibits in testimony, 

HIRSCH, D. Committee to Bridge the Gap. 83/10/25, FRYE, J. H, , 
BRIGHT, G.O., LUEBKE, E. A. Atomic Safety and Licensing Board Panel. 
Ip. 20979:024, 24X Fich e: 50-142. 83/10/25, 8311010310. 


8311140157 Memorandum it order memorializing 831107 conference call ui/ 
Committee to Bridge the Gap (CBG) & UCLA, denying CDG 831025 
motion for round-table testimony Rebuttal testimony will be 
taken individually. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. 03/11/09. 2pp. 
21158:015. 24X Fic he : 50-142. 83/11 /09. 831 1 1 401 57. 


8311220499 Motion to strike proposed rebuttal testimony by util & NRC. 
Only small portion of proposed testimony qualifies as 
genuine, legitimate rebuttal. Declaration of Svc end. 

HIRSCH, D. Committee to Bridge the Gap. 83/11/16. Atomic Safety 
and Licensing Board Panel. 62pp. 21256-204. 24X 

F i c h e : 50- 1 42, 83/ 1 1 / 1 6, 831 1 220499. 


9311280219 Forwards listed remaining e xh i b i ts . Clar i f icat i on of BORAX 
tape it complete neutron escape calculations requested. W/o 
end. 

HIRSCH, D. Committee to Bridge the Gap. 83/11/18. CORMIER, W. 
California, Univ. of, Los Angeles, CA. 3pp. 21281:078, 24X 

Fiche: 50-142, 83/11/18, 831 1280219. 


8311280075 Memorandum it order memorializing 831121 conference call 
re UCLA rebuttal testimony & Contention XX. Parties must 
file analyses re remaining portions of Contention XX to be 
heard by 831213. 

LUEBKE, E. A. , BRIQHT.G. , FRYE.J. H. Atomic Safety and Licensing 
Board Panel. 83/11/23. 3pp. 21283:097. 24X Fiche: 50-142, 83/11 /23, 

8311280075. 


P. Operating license stage documents & correspondence 


S311040092 Forwards G Pollack brief rept re conversion of univ research 
reactors from high enriched U to lower enrichment. Effort to 
shift away from use of nuclear explosive fuels recommended. 

Comments requested. W/o end. 

GILINSKY, V. Commissioners. 83/10/07. CATTON, I. California, Untv. 
of, Los Angeles, CA. Ip. 21051:275. 24X Fiche: 50-142, 03/10/07, 

8311040092. 


B31116O310 Forwards Amend 12 to License R-71. Amend adds approved 
physical security plan to license. Plan withheld 
(ref 10CFR2. 790). 

THOMAS, C. 0, Standardization & Special Projects Branch. 83/11/09. 
WEGST, W.F. California, Univ. of, Los Angeles, CA. 3pp. 21199:299 
24X Fiche: 50-142, 83/11/09, 8311160318. 


— 0311160322 Amend 12 to License R-71, adding approved physical security 
plan to license. 

THOMAS, C. 0. Standardization it Special Projects Branch. 83/11/09. 
2pp. 21199:261. 24X Fich e: 50-142, 83/1 1 /09, 831 1 160318. 


T, Hearing transcripts on non-antitrust matters 


8311170204 Forwards rebuttal testimony re reactor shutdown mechanism 
of credibility of graphite fire & of Committee to Bridge the 
Gap (CBG) fission product release model Sc rebuttal to CBG 
Panel I rebuttal it to CBG energy it dispersion testimony. 

CORMIER, W.H. California, Univ. of, Los Angeles, CA. 83/11/07. 
FRYE, J. H, , BRIGHT, G.O., LUEBKE, E, A. Atomic Safety and Licensing 
Board Panel. Upp. 21214:191. 24X Fiche: 50-142, 83/11/07, 

8311170204. 


— 8311170210 Rebuttal testimony re reactor shutdown mechanism It of 
credibility of graphite fire It of Committee to Bridge the 
Gap (CBG) fission product release model It rebuttal to CBO 
Panel I rebuttal St to CBG energy St dispersion testimony, 

* California, Univ. of, Los Angeles, CA. 83/11/07. 335pp. 

21214:202, 24X Fi che: 50-142, 83/1 1 /07/ 831 1 170204. 


8311210207 Forwards corrected 831107 rebuttal testimony re shutdown 
mechanism. 

CORMIER, W. H, California, Univ. of, Los Angeles, CA. 83/11/17. 
FRYErJ. H. , BRIGHT, 0.0. , LUEBKE, E. A. Atomic Safety and Licensing 
Board Panel. Ip. 21235:125. 24X Fiche: 50-142, 83/11/17, 831 1210207. 


— 8311210209 Corrected 831107 rebuttal testimony re shutdown mechanism. 
•* California, Univ. of, Los Angeles, CA. 83/11/17 37pp. 

21235:126. 24X Fiche: 50-142, 83/1 1/17, 831 1210207. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


6311210077 Releases public version of addendum to emergency 
preparedness plan. 

FELTON, J. M, Division of Rules and Records, 83/11/10, Document 
Management Branch. Ip. 21241:293, 24X Fi che : 50-148, 83/1 1 / 10, 

8311210077. 



— 8311210082 Public version of addendum to nuclear reactor c tr emergency 
preparedness plan, W/a31027 Itr. 

MESLER.R, D. Kansas, Univ of. Lawrence, KS. 83/10/27. 

THOMASi C, 0. Standardization & Special Projects Branch. 2pp. 
21241:294. 24X Fiche: 50-140. 83/11 /lO, 831 1210077. 


DOCKET 50-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency 8< fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT. D. O. Division of Licensing. 83/10/19. Consolidated 
Edison Co. of New York, Inc. 2ipp 21114:329. 24X 

Fiche: 30-000, 83/10/19, 8310200362. 


8311090271 Forwards IE Insp Rept 50-155/83-16 on 830926-30. No 
noncompliance noted, 

PAPERIELLO, C. J. Region 3. Office of Director. 83/10/27. 
DEWITT. R. B. Consumers Power Co. 2pp. 21095:333. 24X 

Fiche: 50-155. 83/10/27,8311090271. 


— 0311090275 IE Insp Rept 50-155/03-16 on 830926-30. No noncompliance 
noted. Major areas inspected; licensee actions on previously 
identified items, implementation of emergency p Ian, emergency 
detection & classification 8< protective actions decisions. 
PATTERSON, J. P. , UICKUS. R. M. , PHILLIPS, M. P. Regions, Office of 
Director. 83/10/27, 17pp. 21095:335. 24X Fiche: 50-153. 83/10/27, 

9311090271. 


8311110272 Releases public version of revised emergency plan 
implementing procedures. 

FELTON. J. M, Division of Rules and Records, 83/11/08. Document 
Management Branch. Ip. 21160:215. 24X Fiche: 50-000, 83/1 1/08. 

8311110272. 


— 8311110274 Forwards public version of revised emergency plan 
implementing procedures, including Procedures OEN-2 re 
emergency telephone numbers & GOCC-2 re general ofc control 
ctr director. 

YAROER, Z. 0. Consumers Power Co, 83/05/19. NRC - No Detailed 
Affiliation Given. 4pp, 21160:216. 24X Fiche: 50-000, 83/11/08. 

8311110272. 


— 8311110276 Public version of revised emergency plan implementing 
procedures, Inc lud ing Procedures OEN-2 re emergency telephone 
numbers QDCC-2 re general ofc control ctr director. 

DEWITT, R.B. Consumers Power Co, 83/05/19. 100pp. 21160:220. 

24X Fiche: 50-000, 83/11/00. 8311110272. 


0311100236 Advises of review .of util .821203 830601 submittals re 

habitability & location of emergency operations facility, per 
Table 1 of Suppl 1 to NUREO-0737. Fac illty complies w/ 
requirements. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/09. 

UANDEWALLE, D. J. Consumers Power Co. 3pp, 21134:006. 24X 

Fiche: 50-155,83/11/09, 8311100236. 


8311160116 Forwards IE Safeguards Insp Rept 50-155/83-17 on 831101. No 
noncompliance noted. 

AXELSONiW. L. Region 3, Office of Director. 83/11/09. DEWITT, R. B. 
Consumers Power Co. 2pp. 21192:325. 24X Fiche: 50— 155, 83/1 1/09, 

8311160116. 


— 8311160118 IE Safeguards Insp Rept 50-155/83-17 on 831101. No 
noncompliance noted. Major areas inspected : security plan re 
security emergency conditions 8< contingency plans for guard 
strike expected on 831101. Details withheld (ref 10CFR73. 21). 
BELANGER, J. L. . CREED, J. R. Region 3, Office of Director. 83/11/10. 

Ip. 21192:327. 24X Fi ch e; 50-1 55, 83/ 1 1/09, 8311 1601 16. 


0311160427 Releases public version of revised general ofc control ctr & 
emergency operations facility procedures. 

FELTON. J. H. Division of Rules and Records. 83/11/10. Document 
Management Branch. Ip. 21221:004. 24X Fiche: 50-000, 83/1 1/10, 

8311160427. 


— 8311160482 Forwards public version of Rev 7 to General Ofc Control Ctr 
Procedure QDCC-*2i "General Ofc Control Ctr Director" & 

Rev 7 to Procedure EOF-2, "Emergency Operations Facility 
Director, " Receipt form end. 

CARLEY, A. Consumers Power Co. 83/10/26. Document Man«g»n»ent 
Branch, 2pp. 21221:037, 24X Fiche: 50-000, 83/1 1/10, 831 1160427. 


— 8311160430 Public Version of Rev 7 to General Ofc Control Otr Procedure 
GOCC-2, "General Ofc Control Ctr Director" tt Rev 7 to 
Procedure EOF-2, "Emergency Operations Facility Director." 

DEWITT, R.B. Consumers Power Co. 83/10/21. 23pp. 21221:009. 24X 


8311160452 Releases public version of revised general ofc control ctr 
emergency operations facility procedures. 

FELTON, J. M. Division of Rules and Records 83/11/10. Document 
Management Branch. ip. 21222:077. 24X Fiche: 50-000, 33/1 1/10. 

8311160452. 


— 8311160457 Forwards public version of Rev 8 to General Ofc Control Ctr 
Procedure GQCC-7. "Health Physics Support Team Leader" 

Rev 8 to Emergency Operations Facility Procedure EQF-7, 

"Health Physics Support Team Leader. " Receipt form end. 

CARLEY. A. Consumers Power Co. 83/10/27. Document Management 
Branch. 2pp. 21222:080 24X Fiche: 50-000, 83/1 1 /lO, 831 1 160452. 


— 8311160469 Public version of Rev 8 to General Ofc Control Ctr Procedure 
GOCC-7, "Health Physics Support Team Leader" Rev 8 to 
Emergency Operations Facility Procedure EOF-7, "Health 
Physics Support Team Leader. " 

DEWITT, R.B. Consumers Power Co. 83/10/21. 29pp. 21222:082. 24X 

Fiche: 50-000, 83/ 1 1 / 10, 83 11 1 60452. 


8311160460 Releases public version of revised emergency plan 
implementing procedure. 

FELTON, J. M. Division of Rules and Records. 83/11/10. Document 

Management Branch. Ip. 21198:352. 24X Fi c he: 50-155, 83/ 1 1 /lO, 

8311160460. 


— 8311160462 Public version of Rev 36 to Emergency Plan Implementing 
Procedure EPIP 4A, "Plant Superintendent. " W/831021 ltr & 
receipt form. 

* Consumers Power Co. 83/10/20. Office of Nuclear Reactor 
Regulation, Director, 4pp. 21198:353. 24X Fiche: 50-155, 83/11/10, 

8311160460. 


0. Adjudicatory correspondence 


8311180208 Advises that Charlevoix city manager RA Hunt should 
understand he was served w/real subpoena Sc not invitation, 

CHRISTA Christa-Maria. 83/11/09. BLOCH, P. Atomic Safety and 
Licensing Board Panel. 3pp. 21226:170. 24X Fiche: 50-155, 83/11/09. 

8311180208. 


H. General correspondence 


8311230060 Opposes proposed expansion of spent fuel storage. Plant 
should be shut down. 

WILLIAMS, C. Affiliation Unknown. 83/10/28. BLOCH, P. Atomic Safety 
and Licensing Board Panel. ip. 21271: 171. 24X 

Fiche; 50-155, 83/10/28. 8311230060. 


J. Insurance Sc indemnity information 


8311070266 Forwards Endorsement 97 to NELIA Policy NF-117. Endorsement 
reflects shutdown credit fqr 830514-0807 refueling outage. 
FROUNFELKER, R, Consumers Power Co. 83/11/03. SALTZMAN, J, Office 
of Nuclear Reactor Regulation, Director. 2pp. 21062:289. 24X 

Fiche: 50-155.83/11/03. B3U070266. 


P. Operating license stage documents Sc correspondence 


8309230303 Forwards final safety evaluation for SEP Topic Ill-l, 
"Classification of Structures, Components St Sys, " resolving 
all but one open item re piping St vessel fatigue analyses. 
Integrated assessment will address need for analyses. 
CRUTCHFIELD, D. Operating Reactors Branch 5, 83/09/19. 

VANDEWALLE, D. J. Consumers Power Co. lOpp. 20473:147. 24X 

Fiche: 50-155, 83/09/19, 8309230303. 


0310200413 INTEGRATED PLANT SAFETY ASSESSMENT REPORT, SYSTEMATIC 
EVALUATION PROGRAM - BIG ROCK POINT PLANT. Docket No. SO-155. 
(Consumers Power Company) 

* Division of Licensing. NUREO-082B DRFT. 83/09/30. 750pp, 

Available at NRC. *13.00. 20866:242. a4X Fiche: 50-1 55, 83/09/30. 

8310200413. 


8311010041 Requests release of CPC 810331 rept containing PRA info to 
PDR.As result of FOIA request. CPC withdrew withholding 
request on 830927. 

SMITH, H.L. Operating Reactors Branch 5. 83/10/25. BAILEY. 1. 

Records Management Branch. Ip. 21070: 166. 24X 

Fiche: 50-155,83/10/25, 8311010041. 


— 8311010286 Rev 0 to "CPC PRA," Vol III of VII, consisting of App II, 
"Fault Trees. " 

S' Consumers power Co. 81/03/31. 365pp. 20971:358. 24X 

Fiche: 50-155. 83/10/25, 8311010041. 



0308310072 Board Notification B3-001A: provi des info re seismic risk to 
BWR plants. BWR absolute core melt probability & risk results 
developed in limited BNL study not meaningful. 

EISENHUTj D. G. Division of Licensing. 83/10/26. PALLADIND. N. J. 
Commissioners. 12pp. 21103:242. 24X Fiche: 50-000. 83/10/26. 

8308310072. 


8311020353 Responds to NRC questions re design changes to spent fuel 
pool makeup line. All anchor bolts designed w/min safety 
factor of four. Analysis performed using ADLPIPE computer 
code. 

VANDEWALLE* D. Consumers Power Co. 83/10/27. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 2pp. 21010:091. 24X 

Fiche; 50-193. 83/10/27,8311020353. 


S310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors 3k applicants for OL re NUREG-0965. "NRC Inventory 
of Dams. " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only. W/o end, Svc list end. 

eiSENHUT. D. G. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York. Inc. 14pp. 21184:015. 24X 

Fiche: 50-000. 83/10/31, 8310310403. 


8311010180 Generic Ltr 83-36 to all BWR licensees re bWREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
ui/guldance in NUREG-0737. Response required within 90 days of 
receipt of Ur. Svc list end. 

EISENHUT. D. G. Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. 24X Fich e: 50-000. 83/ 1 1 /Ol. 831 lOlOlQO. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs tt holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements, Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York. Inc. 16pp. 21184:001. 24X 

Fiche: 50-000, 83/11/02, 8311020051. 


8311110053 Forwarrs response to Generic Ltr 83-28 re required actions 
based on generic implications of Salem ATWS events. 

Description of post-trip review program St procedures & 
equipment classification end. 

VANDEWALLE, D. J. Consumers Power Co. 83/11/07. EISENHUT, D. G. 
Division of LJrensing. 24pp, 21148:114. 24X Fiche; 50-155, B3/1 1/07, 

8311110053. 


8311110058 Notifies of completion of plant shielding, control room 
habitability, single channel reset It reactor cooling water 
sys study living schedule issues, per 830601 commitment St 
NUREO-O737i I terns Il.B. 1 8t III.D. 3. 4. 

VANDEWALLE, D. J. Consumers Power Co. 83/11/07. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 21148:229. 24X 

Fiche: 50-155. 83/11/07, 8311110058. 


8311110130 Informs that new living schedule will be developed to 
revise 830601 commitment dates for remaining integrated 
plant safety assessment rept open issues. Improved stack gas 
monitoring sye will be Installed by 831231. 

VANDEWALLE, D. J, Consumers Power Co. 83/11/07. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 2pp. 21145:344. 24X 

richer 50-155.83/11/07, 8311110130. 


8311160065 Forwards Amend 61 to License DPR-6 & safety evaluation. Amend 
changes Tech Specs to provide MAPLHOR limits for 
reconstituted assemblies 013 it 014. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/14. 

VANDEWALLE, D. Consumers Power Co. 4pp. 21195:155. 24X 

Fiche: 50-155, 83/11/14. 8311160065. 


— 8311160079 Amend 61 to License DPR-6 approving Tech Spec changes which 
provide MAPLHOR limits for reconstituted assemblies G-13 it 
0-14 op to burnup of 41. 4 OWD/STM. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 83/11/14. 5pp. 

21195:159. 24X Fiche; 50-155. 83/11/14, 8311160065, 


— 8311160078 Safety evaluation supporting Amend 61 to License DPR-6. 

♦ Office of Nuclear Reactor Regulation. Director. 83/11/14. 2pp. 
21195:164. 24X Fiche; 50-195. 83/11/14, 8311160065. 


8311170227 Forwards three sets of SERs per App E of NUREG-0B28. 
"Integrated Plant Safety Assessment Rept," for use in review 
of integrated plant assessment. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 83/11/14. RAY. J. ACRS 

- Advisory Committee on Reactor Safeguards. iBSSpp. 21202:001. 24X 

Fiche: 50-155. 83/11/14,8311170227. 


6311180309 Forwards suppl to 810515 safety evaluation re application 
for expansion of spent fuel pool capacity, Suppl reflects 
revs made during ASLB 831025-1104 hearings. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 83/11/17. 

VANDEWALLE, D. J Consumer# Power Co. 3do 31230- nflO 


— 8311180310 Supplemental safety evaluation re mod of spent fuel stoi 
pool. Makeup line design acceptab 1 e. Pool structural integrity 
will be maintained for temps up to 190 F. 

* Office of Nuclear Reactor Regulation, Director. 83/11/17. 
22pp. 21228:085. 24X Fi che: 50-1 55. S3/1 1 / 17, 831 1 180309. 


8311220480 Advises of no proprietary info in technical evaluation ra| 
for environ qua 1 if 1 ca t i on of saf ety-re lated electrical 
equipment. per NRC 830426 ltr. 

BORDINE, T. C, Consumers Power Co. 83/11/17. CRUTCHFIELD. D. 
Operating Reactors Branch 5. Ip. 21256:201. 24X 

Fiche: 50-155, 83/11/17. 8311220480. 


Q. Inspection reports. IE Bulletins & correspondence 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of N) 

York, Inc. 137pp. 21114:351. 24 X Fiche: 50 - 000 , 83/10/21. 83083007* 

8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures. ” 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of N, 

York. Inc. U7pp. 21057:219. 24 X Fiche: 50-000. 83/10/29. 83083100: 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Product^ 
Sold By Ray Miller. Inc. " Svc list end. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, In< 
179pp. 21070:170. 24X Fi ch e: 90-000. 83/10/26. 8308300799. 


8308310034 IE Info Notice 83-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end, 

JORDAN. E.L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of N^ 

York. Inc. 115pp. 21057:357. 24X Fic he; 90-000. 83/10/27. 83003100; 


8311090271 Forwards IE Insp Rept 50-155/83-16 on 830926-30. No 
noncamp liance noted. 

PAPERIELLO. C, J. Regions, Office of Director. 83/10/27. 
DEWITT. R.B. Consumers Power Co. 2pp. 21095:333. 24X 

Fiche: 50-155.83/10/27, 0311090271. 


— 8311090275 IE Insp Rept 50-155/83-16 on 830926-30. No noncompliance 
noted. Major areas inspected : 1 icensee actions on previously 
identified items, implementation of emergency p Ian. emergency 
detection it classification & protective actions decisions. 
PATTERSON, J. P. . LICKUS, R. M. . PHILLIPS. M. P. Region 3. Office of 
Director. 83/10/27. 17pp. 21095:335, 24X Fiche: 50-155. 83/10/5 

8311090271. 


8308310048 IE Info Notice 83-72. "Environ Qualif ication Testing 
Experience, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of 

York. Inc. 131pp. 21155:024. 24X Fiche: 50 - 000 . 83/10/28. 830S31OO-< 


8308310057 IE Info Notice 83-73. "Radiation Exposure From (Sieves 
Contaminated W/U Daughter Products. " Svc list end. 

PARTLQW, J. 0. Division of OA. Safeguards & Inspection Programs (Pos 
830103). 83/10/31. Consolidated Edison Co. of New York. Inc. 

116pp, 21154:248. 24X Fiche; 50-000. 83/10/31. 8308310097. 


8308310076 IE info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers). " 

Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 83/11/02. Consolidated Edison Co. of Me 

York, Inc. 115pp. 21514:024. 24X Fiche: 50-000. 83/1 1/02, 83083100 7 


8308310075 IE Info Notice 83-75, "Improper Control Rod Manip ulati on. " 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co. of M« 

York. Inc. 114pp. 21513:253. 24X Fiche : 50-000. 83/1 1 /03, 83083100? 


8311110293 Summary of 831021 meeting w/BWR licensees in Bethesda.MD r 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 it 83-02, 

Meeting notice Sc list of attendees end. 

ZWOLINSKI. J. A. Division of Licensing. 83/11/03. HOLAHAN. 0. M. 
Division of Licensing. 6pp. 21160:185. 24X Fiche: 50-000. 83/1 1/03 

8311110293. 


8311160116 Forwards IE Safeguards Insp Rept 50-155/83-17 on 831101. No 
noncompliance noted. 


04 V 


— 831116011B IE Safeguards Insp Rept ao-lD3/aa-l/ on fci3iioi.No 
noncompliance noted. Major areas inspected : security plan re 
security emergency conditions & contingency plans for guard 
strike expected on 831 lOl. Detai Is withheld (ref 1(JCFR73. 21 >. 
BELANGERi J, L. , CREEDi J. R. Region 3. Office of Director. 33/11/10 
ip. 21192:327. 24X Fi ch e : 30-1 95i 83/ 1 1 /09, 831 1 1601 16. 


8311010015 IE Info Notice 83-77. “Air/Gas Entrainment Events Resulting 
in Sya Failures." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York. Inc. 114pp. 24X Fiche: 50-000. 83/1 1/14. 8311010015. 


8311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Safety." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. 117pp. 21603:001. 24X Fiche: 50-000, 83/11/17. 8311010018 


R. Periodic operating reports & related correspondence 


8311170397 Monthly operating rept for Sept 1983. W/83 1006 Itr. 
AMSTUTZ.S. I HOFFMAN. D.P. Consumers Power Co. 83/09/30. 
Director's Office, Office of Inspection and Enforcement. 6pp. 
21208:179. 24X Fiche: 50-155. 83/09/30. 8311170397. 


S. Reportable occurrences. LERs 8t related correspondence 


8311070262 UER a3-014/03L-0: on 831004, one of four reactor 

depressurization loops rendered inoperable due to electronic 
fai lure. Caused by defective 15-volt dc power supply in 
Channel 4. Power supply replaced. W/831101 Itr. 

VANDEWALLEi D. J. Consumers Power Co. 83/11/01. KEPPLER. J. Q. Region 
3. Office of Director. 2pp. 21062:291. 24X Fiche; 50-155. 83/11/01, 

8311070262. 


8311280041 Updated LER a3-006/03X-l : on 830726. snubber PS-116 deemed 
inoperable due to failure to meet drag force criteria. Caus ed 
by Improper installation. Installation maint procedure 
insp criteria revised , W/B31 1 16 Itr. 

BORDINE. T. C. Consumers Power Co. 83/11/16. KEPPLER, J. 0. Region 3, 
Office of Director. 2pp. 21279:305. 24X Fiche: 50-155. 03/11/16, 

8311280041. 


T. Hearing transcripts on non-antitrust matters 


8311010186 Transcript of 831026 hearing in Petoskey, MI. Pp 2,977-3.344. 
Supporting documentation end, 

♦ Atomic Safety and Licensing Board Panel. 83/10/26. 469pp. 

20974:315. 24X Fiche: 50-155, 83/10/26, 831 1010106. 


8311020025 Transcript of 831027 hearing' iVPetosky , lil. pp 3. '345-3. 588. 
Supporting documentation end. 

Atomic Safety and Licensing Board Panel. 83/10/27. 245pp. 

21013:113. 24X Fiche: 50-155, 83/10/27, 8311020025. 


8311030028 Transcript of 831028 hearing in Petoskey, MI. Pp 3.589-3.891, 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/10/28. 3Slpp. 
21030:217. 24X Fiche: 50-155. 83/10/28, 8311030028. 


8311030003 Transcript of 831029 hearing in Petos k ey , MI. Pp 3,892-4,038. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/10/29. 204pp. 

21029:044. 24X Fiche: 50-155, 83/10/29. 0311030003. 


8311040004 Transcript of 831031 hearing in Petoskey, MI. Pp 4,039-4,238. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/10/31. 237pp, 

21051:304. 24X Fiche: 50-155, 83/10/31, 831 1040004. 


8311080012 Transcript of 831101 hearing in Petoskey , MI. Pp 4,239-4,441. 
Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/11/01. 231pp. 

21073:127. 24X Fiche; 50-155. 83/1 1/01, 8311080012. 


8311080009 Transcript of 831102 hearing In Petos key, MI. Pp 4,442-4,754. 
Supporting docmcntation end. 

■* Atomic Safety and Licensing Board Panel. 83/11/02. 481pp. 

21072:001. 24X Fiche; 50-155, 83/1 1/02, 03UO8OOO9. 


8311080376 Transcript of 831103 hearing in Petoskey, MI. Pp 4,755-5,090. 
Supporting documentation end. 

♦ Atomic Safety and Licensing Board Panel, 83/11/03. 551pp. 

21076:048. 24X Fiche: 50-155,83/11/03, 8311080376, 


8311090078 Transcript of 831104 hearing in Petoskey, MI re spent fuel 
pool mod. Pp 5, 091-5, 216. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 83/11/04. 147pp. 

21101:215 24X Fiche; 50-155, 83/11/04, 8311090078. 


8311090198 Transcript of ACRS Subcommittee on SEP 831107 hearing in 
Uashington, DC. Pp 1-290. Supporting documentation end. 

*■ ACRS - Advisory Committee on Reactor Safeguards. 03/11/07. 
372pp. 21097:001. 24X Fiche: 50-155. 83/11/07, 831 1090198. 


8311230057 Forwards hearing transcripts. W/o ends. 

OALLO.J. Isham, Lincoln & Beale. 83/11/17. O'NEILL, J. O'Neill, J. 
Ip. 21271:255. 24X Fiche; 50-155, 83/11/17, 8311230057. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8311140019 Requests addl info by 840105, to conduct emergency plan 
review. Emergency plan, dtd 821028, does not meet 10CFR50, App E 
requirements or Rev 1 to Reg Guide 2. 6 & ANSI /ANS-l 5. 16-1982 
"Emergency Planning for Research Reactors, " 

THOMAS, C. 0. Standardization Jk Special Projects Branch, 83/11/08. 
CLARK. D.D. Cornell Unlv. , Ithaca, NY. 5pp. 21162:305. 24X 

Fiche: 50-097, 83/11/08, 8311140019. 


P. Operating license stage documents & correspondence 


8311140432 Forwards Amend 8 to License R-80, safety evaluation, not ice of 
renewal it negative declaration EIA. Amend renews OL for 20 
yrs from date of issuance it authorizes power increase from 
100 to 500 kU. Ul/o safety evaluation. 

EI8ENHUT, D. 0. Division of Licensing. 83/11/09. CLARK, D, D, Cornell 
Univ. , Ithaca, NY. 2pp. 21184:268. 24X Fiche: 50-157, 83/11/09. 

8311140432. 


— 8311140436 Amend 8 to License R-SO, renewing OL for 20 yrs from date of 
issuance it authorizing power increase from 100 to 500 kW. 

EISENHUT, D. 0. Division of Licensing. 83/11/09. 34pp. 21184:270. 

24 X F i c h e : 50- 1 57 , 03/ 1 1 /09 , 831 1 1 40432. 


— 8311140440 Notice of renewal of OL it negative declaration, renewing 
License R-80 for 20 yrs from date of issuance & authoTizing 
power increase from 100 to 500 kW. 

THOMAS, C.O. Standardization 8, Special Projects Branch. 83/11/09. 
2pp. 21184:304. 24X Fiche: 50-157, 83/11/09, 831 1140432. 


— 8311140443 EIA supporting Amend 8 to License R-80. 

* NRC - No Detailed Affiliation Given. 83/11/09. 6pp. 
21184:306. 24X Fiche: 50-1 57, 83/1 1/09, 031 1 140432. 


DOCKET 50-163 GENERAL ATOMIC 'CO. 


P. Operating license stage documents it correspondence 


8311150273 Resubmits 831013 request for statutory authority used as 
basis for NRC 830810 assertion that OA Co must request amend 
to Licenses R-3B it R-67 to reflect name change before NRC 
will process other amend request. Response requested. 

HOOAN, J.P. QA Technologies, Inc. /General Atomic Co. 83/11/11. 
THOMAS, C. 0. Standardization it Special Projects Branch. Ip. 
21180:353. 24X Fiche: 50-089. 03/11/11. 8311130273. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8311210088 Releases public version of emergency preparedness plan, 
FELTON, J.M. Division of Rules and Records. 83/11/10. Document 
Management Branch. Ip. 21246:243. 24X Fiche: 50-166, 83/1 l/tO, 

8311210088. 


— 8311210093 Public version of Rev 0 to emergency preparedness plan. 
W/B31028 Itr. 

TOLL, J, 8. Maryland, Univ. of. College Park, MD. 83/10/28, 
THOMAS, C. 0. Standardization Special Projects Branch. 65pp. 
21246:244. 24X Fiche: 30-166, 83/1 1/10, 831 1210088. 


P. Operating license stage documents it correspondence 


8311090451 Forwards questions to complete review of application for OL 
renewal, Response within 40 days requested. 

THOMAS, C. 0. Standardization 8c Special Projects Branch. 83/10/31. 
TOLLiJ.S. Maryland, Univ. of. College Park, MD. 6pp. 21141:331. 
24X Fiche; 30-166, 83/10/31 . 8311090451. 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


R, Periodic operating reports related correspondence 


8311180347 "Annual Kept. Oct 1982 - Sept 1983 " M/831031 Itr. 

ADCDCRi B. R. Defense. Dept. of. Defense Nuclear Agency. 83/10/31. 
Director's Office. Office of Inspection and Enforcement. llpp. 
21227:139. 24X Fic he; 50-170. 83/10/31. 8311180347. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8310200384 SAFETY EVALUATION REPORT RELATED TO THE LICENSE RENEMAL AND 
POMER INCREASE FDR THE NATIONAL BUREAU OF STANDARDS REACTOR. 

Docket No. 50-184. 

BERNARD, H, Division of Licensing. NUREe-1007. 83/09/30. 116pp. 

Available at NRC. *5.00. 20863:118. 24X Fiche: 50-184. 83/09/30. 

8310200384. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8311090335 Forwards IE Insp Rept 50-186/83-03 on 830928-30. No 
noncompl iance noted. 

PAPERIELLO. C. u. Region 3, Office of Director. 83/10/27. 
BRUOOER.R. M. Missouri, Univ, of. Columbia, MO. 2pp. 21105:144. 
24X Fiche: 50-186. 83/10/27, 8311090335. . 


—8311090339 IE Insp Rept 50-186/83-03 on 830928-30, No noncompliance 
noted. Major areas insp acted : rad iatlon protection & radwaste 
mgt programs, including qualifications, audits. training, 
radiation protection procedures, exposure control Jt posting. 
LQVENDALE, P. C. . OREOER, L. R. Region 3. Office of Director. 
83/10/26. 7pp. 21105:146. 24X Fiche: 50-186, 83/10/27. 831 1090335, 


Q. Inspection reports. IE Bulletins & correspondence 


8311090335 Forwards IE Insp Rept 50-186/83-03 on 830928-30. No 
noncomp 1 iance noted. 

PAPER 1 ELLO. C. J. Region 3. Office of Director. 83/10/27. 
BRUOOER.R.M. Missouri. Univ. of. Columbia. MO. 2pp. 21105:144. 
24X Fiche: 50-1 86. 83/ 1 0/27, 83 1 1 090335. 


—8311090339 IE Insp Rept 50-186/83-03 on 830928-30. No noncompliance 
noted. Major areas inspected: radiation protection it radwaste 
mgt programs, including qualifications, audits. training. 

.radiation protection proc.edutesj,ejfaos.yr?, contrjjl. i« posting. 
LQVENDALE. P. C. . OREGER. L. R. Regions, Office of Director. 
83/10/26. 7pp. 21105:146. 24X Fich e: 50-186. 83/10/27. 831 1090335 


8. Reportable occurrences. LERs St related correspondence 


8311080292 RO: on 831003. dur ing full power. site electrical power lost 
It emergency generator operated in degraded state. Cause 
probably due to addition of STP gas treatment on 830923. 

Gas pumped from generator tank.Sys refilled. 

MCKIBBER. J. C. Missouri, Univ. of, Columbia, MO. ALGER. D. M. 
Missouri. Univ, of. Rolla. MO. 83/11/01. THOMAS, C. 0. 

Standard i zation & Special Projects Branch. 3pp. 21080:338. 24X 

Fiche: 50-186. 83/11/01,8311080292. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


F, Security, medical, emergency & fire protection plans 


8311030198 Forwards notarized application for renewal of License R-94. 
per 830919 Itr. 831003 telcon it 820311 Itr approving physical 
security plan. W/o 820311 Itr. 

KANE.R.S. Manhattan College. Riverdale. NY, 81/10/11. BERNARD, H. 
Standardization & Special Projects Branch. Ip. 21035:041. 24X 

Fiche; 30-199. 83/10/11,8311030198. 


S31130045S Grants 821102 request for extension to answer comments on 
operator requalification program. Previously approved 
physical security plan need not be resubmitted. 

THOMAS. C. 0. Standardization 8< Special Projects Branch, 83/11/16. 
KANE.B. S. Manhattan College, Riverdale, NY. 2pp. 21333:097. 24X 

Fiche: 50-199, 83/11/16, 8311300458. 


P. Operating license stage documents & correspondence 


8311030198 Forwards notarized application for renewal of License R-94, 
per 830919 Itr. 831003 telcon & 820311 Itr approving physical 
security plan. W/o 820311 Itr. 

KANE, R.S. Manhattan College, Riverdale, NY. 81/10/11. BERNARD. H 
Standardization & Special Projects Branch. Ip. 21035:041. 24X 

Fiche: 50-199. 83/10/11 , 831 1030198. 


0311020468 Informs that A Chu assigned as project manager for faclUty. 
THOMAS, C. 0. Standardization & Special Projects Branch. 83/10/26, 
KANE.R.S. Manhattan College. Riverdale, NY. 2pp. 21048:360. 24X 

Fiche: 50-199, 83/10/26. 831 1020468. 


V. Operator Examinations 


8311090426 Forwards comments it request for addl info re operator 
requalification program. Program submitted S30817 should be 
instituted immediately & response to comments in end 
received by 831205. 

THOMAS. C. 0. Standard i zation it Special Projects Branch. 83/10/31, 
KANE.R, S. Manhattan College. Riverdale. NY. 3pp. 21144:194. 24X 

Fiche: 50-199. 83/10/31. 831 1090426. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


0, Adjudicatory correspondence 


8311140049 Responds to 830930 Itr re shipment of irradiated fuel from 
West Valley facility. Questions raised relief requested 
addressed in Director's Decision DD-83-14. 

CUNNINGHAM. R. E, Division of Fuel Cycle & Material Safety, 83/10/10, 
MILLAR. F. Environmental Policy Institute. 2pp. 21163:026. 24X 

Fiche: 50-000, 83/10/18, 831 1140049. 


8311100378 Informs of denial of 10CFR2. 206 petition re shipments of 
irradiated fuel from West Valley facility, as result of 
830930 Director's Decision. 

DAVIS, J, G. Office of Nuclear Material Safety it Saf eguard s . Dir ec tor 
83/10/28. MILLAR. F. Environmental Policy Institute. 2pp. 
21151:344. 24X Fiche: 50-000, 83/10/28. 8311 100378. 


8311280250 Order extending time until 831220 for Commission to act to 
review 031029 Director's decision denying Environ Policy 
Inst 10CFR2. 206 petition re shipment of irradiated nuclear 
fuel from West Valley. NY. 

CHILK. S. J. Office of the Secretary of the Commission. 03/11/23. 
Commissioners. Ip. 21281:063. 24X Fiche: 50-000. 83/1 J/23. 

8311280250. 


8311300231 Order extending time until ^831228 for Commission to act to 
review Director's Decision DD-B3-14. 

CHILK. 6. U. Office of the Secretary of the Commission. 63/11/20. 
Sierra Club. Ip. 21311:332. 24 X Fiche: 50-000, 83/11/28, 8311300231 . 


P. Operating license stage documents it correspondence 


8310060437 Requests consideration of 2.206 petition directing NRC to 
determine whether license amend required for each util 
wishing to ship irradiated fuel from West Valley. NY. 

MILLAR. F. Environmental Policy Institute. 83/09/30, DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. DAVIS. J. Office of 
Nuclear Material Safety it Safeguards. Director. Ip. 20641:216. 24X 

Fiche: 50-201. 03/09/30. 8310060437. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees «t applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/19. Consolidated 
Edison Co. of New York, Inc. 21pp. 21114:329. 24X 

Fiche: 50-000. 83/10/19. 8310200362. 


8311010296 Forwards description of proposed change to physical security 
plan it safety analysis to complete 830211 & 0809 application 
for amend to Licenses DPR-J3, NPF-10 8c NPF-15. Fee for 
balance of Class III it two Class I amends end. 

MEDFORD, M.O. Southern California Edison Co. 83/10/27, 

KNIGHTON. 0. W. Licensing Branch 3. 5pp. 20979:182. a4X 
Fiche: 50-206, 83/10/27, 831 1010296. 



8311210278 Submit# info re as-built configuration of critical function 
monitoring sys. Ability to transmit info to emergency 
operations facility vie modem will remain as discussed in 
810701 Itr. 

MEDFORD. M. 0. Southern California Edison Co. 93/11/10. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 2pp. 31232:343. 24X 

Fiche: 50-206. 83/11/10. 831 1210278. 


8311230062 Foruiards schedules for all capital bachfit projects based 
on Uestinghouse analytical ranking process methodology. 

Submittal provided for early review in. comment. Upon 
r esolut i on. 1 ic ense amend will be submitted. 

BASKIN. K. P. Southern California Edison Co. 83/11/21. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 8pp. 21271:172. 
24X Fiche; 30-206.83/11/21,8311230062. 


P. Operating license stage documents & correspondence 


8311100174 Forwards util evaluation of SEP Topic III-3. A. "Effect# 
of High Water Level on Structures. " All seismic Category I 
structures meet current criteria, except for fuel storage &; 
ventilation equipment bldgs. 

KRIEOER.R. W. Southern California Edison Co. 83/10/20. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 4pp. 21137:338. 24X 

Fiche; 50-206, 83/10/20, 8311100174. 


8311010296 Forwards description of proposed change to physical security 
plan S< safety analysis to complete 830211 & 0809 application 
for amend to Licenses DPR-13. NPF-10 8c NPF-15. Fee for 
balance of Class III 8( two Class 1 amends end. 

MEDFORD. M.o. Southern California Edison Co. 83/10/27. 

KNIOHTON. 0. W. Licensing Branch 3. 5pp. 20979:182. 24X 

Fiche: 30-206, 83/10/27, 831 1010296. 


8311010390 Advises that 800827 Proposed Change 98 re auxiliary salt 
water cooling pump, unacceptable. Revised proposed Tech Spec 
change addressing both auxiliary salt water & screen wash 
pumps as backup sources of cooling requested. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 83/10/20. DIETCH. R. 

Southern California Edison Co. 2pp. 20973:057. 24X 

Fiche: 50-206. 83/10/28, 8311010390. 


— B311010394 Safety evaluation concluding that Proposed Change 98 re 
auxiliary salt water cooling pump unaccep tab le. Def id enc ies 
identified. Alternatives presented. 

* NRC - No Detailed Affiliation Given. 83/10/28. 4pp. 
20973:039. 24X Fiche: 50-206. 83/10/28. 831 1010390. 


8311020333 Forwards "Risk Based Categorization of San Onofre SEP 
Issues. " Comments requested within 43 days of Itr receipt. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 83/10/20. DIETCH, R. 

Southern California Edison Co. 2pp. 21009:233. 24X 

Flcbe: 30-206. 83/10/28, 831 1020333. 


— 8310270472 "Risk Based Categorization of San Onofre SEP Issues. " 
ATEFI.B. Science Applications, Inc. NRC -03-82-096. 
8Al-a3-131-WA. 83/10/24. NRC - No Detailed Affiliation Given. 

I64pp, 21009:233. 24X Fiche: 30-206, 83/10/28. 831 1020333. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors in applicants for OL re NURE0-096Si "NRC Inventory 
of Dams, " Forwards NUREO-0963 "NRC Inventory of Dams" for 
info only. W/o encl.Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21184:013. 24X 

Fiche: 30-000, 83/10/31. 8310310403. 


8311030032 Notification of 831108 meeting w/util in Bethesda.MD to 
discuss proposed facility restart. 

PAULSON, W. A. Operating Reactors Branch 3. 83/10/31, CRUTCHFIELD, D. 

Operating Reactor# Branch 3. 3pp. 21027:252. 24X 

Fiche: 30-206, 03/10/31,8311030032. 


8311080411 Forwards Addendum 1 to Order 82-13 re water quality 
conditions associated w/d ischarge. per 630311 request to be 
advised of any changes to NPDES discharge permit. 

MEDFORD, M.O. Southern California Edison Co. 83/10/31. MARTIN, J.B, 
Region 3, Office of Director. 33pp. 21077:241. 24X 

Fiche; 30-206, 83/10/31 , 831 1080411. 


8311090031 Responds to open items identified in 830303 final 
evaluation of SEP Topic II-l.C, "Potential Hazards Due to 
Nearby Transportation, Institutional, Industrial Military 
Facilities. " Explosion probability included conservatisms, 
KRIEGER.R.W. Southern California Edison Co. 03/10/31. 

CRUTCHFIELD, D, Operating Reactors Branch 3. 2pp. 21102:214. 24X 

Fiche: 30-206. 83/ 1 0/31 , 831 1 090051 . 


0311010182 Oeneric Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
ui/guidance in NUREO-0737. Response required within 90 days 
of receipt of ltr. Sve list end. 

EISENHUT. D. 0. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York, Inc. 22pp. 21149:098. 24X 

Fiche; 30-000, 03/1 1 /Ol . 831 1010182. 


8311070202 Forwards proprietary affidavit of JD McAdoo, identifying info 
sought to be withheld in 830901 submittal. Affidavit withheld 
(ref 10CFR2, 790). 

WIESEMANN. R. A. Westinghouse Electric Corp. 83/11/01. 

CRUTCHFIELD. D. Operating Reactors Branch 3. Ip. 21060:342. 24X 

Fiche; 50-206. 83/ 1 1 /0 1 . S3 11 070202. 


0311020051 Generic Ltr 83-33 to all licensees of operating reactors, 
applicants for OLs t, holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements. Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York. Inc. 16pp. 21184:001. 24X 

Fiche: 30-000. 03/11/02,8311020051. 


8311100076 Notification of 831130 it 1201 meetings w/util at site it in 
Rosemead. CA. respectively , to discuss SEP Integrated 
assessment issues. 

MCKENNA, E.M. Systematic Evaluation Program Branch. 83/11/02. 
GRIMES, C. I. Systematic Evaluation Program Branch. 3pp, 21149:329. 
24X Fiche: 30-206,83/11/02,8311100076. 


8311080238 Notification of 831220 meeting w/util in Bethesda.MD to 
discuss it resolve outstanding environ qualification issues. 

PAULSON, W, A. Operating Reactor# Branch 3. 83/11/07. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 21080: 171. 24X 

Fiche: 50-206, B3/11/07, 0311080238. 


8311160138 Provides addl info per NRC 790103 evaluation for SEP Topic 
V-10, A, "RHR HX Tube Failures." Sampling & chemistry control 
procedure for primary sys includes monthly sampling 
frequency of component cooling water for chlorides. 

KRIEOER,R.W. Southern California Edison Co. 83/11/07. 

CRUTCHFIELD, D. Operating Reactors Branch 3, 2pp. 21193:203. 24X 

Fiche: 30-206, 83/11/07,8311160138. 


8311100223 Forwards "Evaluation of RCS Thermal Sleeve Problems in 
Westinghouse Plants. " No further action required. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 83/11/08, DrETCH,R. 

Southern California Edison Co. 2lpp. 21126:138. 24X 

Fiche: 30-206, 83/11/08, 8311100223. 


8311130176 Notification of 831122 meeting w/utii in Betheeda,MD to 
discuss results of licensee prioritization of retrofit 
projects. 

PAULSON, W. A. Operating Reactors Bran ch 3. 83/11/10. CRUTCHFIELD. D. 

Operating Reactors Branch 3. 3pp. 21172’: 192. 24X 

Fiche: 30-206. 83/11/10, 8311130176. 


8311130391 Notification of 831129 mgt meeting w/util in Bothesda.MD to 
discuss restart. 

PAULSON, W. A. Operating Reactors Branch 3. 83/11/10. CRUTCHFIELD. D. 

Operating Reactors Branch 3. 3pp. 21176:306. 24X 

Fiche; 30-206, 83/11/10, 8311150391. 


8311160023 Notification of 831213 meeting w/utll in Bethesda.MD to 
discuss proposed restart plan. 

PAULSON, W. A, Operating Reactors Branch 3, 83/11/15. CRUTCHFIELD. D. 

Operating Reactors Branch 3. 3pp. 21188:359. 24X 

Fiche: 30-206. 83/11/13. 8311160023. 


8311290097 Request# payment of Class III license fee re 830909 
application far Tech Spec changes re containment Isolation 
valves S( containment sys. 

DIGGS, R, M. License Fee Management Branch. 83/11/13, DIETCH, R. 
Southern California Edison Co. Ip. 21309:316, 24X 

Fiche: 30-206. 83/11/15, 8311290097. 


B311230061 Advises that 830902 proposed methodology to be used to 
develop integrated living schedule for implementation of 
capital mod projects, acceptable w/two exceptions re 
integrated retrofit schedule it facility restart. 

EISENHUT, D. G. Division of Licensing. 83/11/16. BASKIN, K. Southern 
California Edison Co. 4pp, 21271:281. 24X Fiche; 30-206, 03/11/16, 

8311230061. 


8311180290 Summary of 831108 meeting w/util in Bethesda.MD re proposed 
approach to return to power operation. "Return to Sve Plan, 

San Onofre Unit 1" end, 

PAULSON, W. A. Operating Reactors Branch 5. 03/11/17. Operating 

Reactors Branch 5. 19pp. 21228:128, 24X Fiche : 30-206. B3/1 1/17, 

8311180290. 



3311280367 Forw.rd» R.v 2 to -PUR S.fetv 6 Rolief Valvo Test Projram, 
PORV Block Velvf ABe^oacy Rept Pot Soothern California 
EdisoniSan Onofre.ynit 1. “ 

MEDFORD.M-O, Southern California Edison Co. 83/U/17 

CRUTChFlELDf D. Operating Reactors Branch 5, 2pp. 21293.058. 
Fiche- 50-206.63/11/17,8311280367. 


8311160093 Forwards IE Insp Repts 30-206/03-20.50-361/83-31 8c 
50-362/83-29 on S30926-30 & 1011 8t notice of violation. Civi I 
penalty not proposed for Severity Level III violations. U/o 
notice of violation. 

MARTIN, J.B. Region 5, Office of Director. 83/10/27. MCCARTHy.C.a 
Southern California Edison Co. 3pp. 21193: 172. 24X 

Fiche: 50-206. 33/10/27. 8311160093. 


-6311280372 Rev 2 to “PWR Safety & Relief Valve Test Program PORV Block 
Valve Adequacy Rept for Southern California Edison, San 

Onofre Unit 1. " r-t ^ 

ORAYSON, R. M. . MATTY, T. J, . SEPP, H. WestinghQUse Electric Corp. 
83/09/30 12pp. 21285:060. 24X Fiche: 50-206. 83/11/17, 8311280367- 


6311230062 Fortaards schedules for all capital backfit projects based 
on Mestinghouse analytical ranking process methodology. 

Submittal provided for early review & comment. Upon 

resolution, license amend will be submitted. ^ „ 

BASKIN. K.P. Southern California Edison Co. 83/11/21. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 8pp. 

24X Fiche: 50-206,83/11/21. 8311230062. 


21271: 172. 


— 8311160098 IE Insp Repts 50-206/83-20,50-361/83-31 it 50-362/83-29 on 
830926-30 8e iOl 1, Noncomp 1 iance noted : fai 1 ure to dispose of 
licensed matl in authorized manner it failure to perform 
surveys. 

YUHAS.O. P. , WENSLAWSKI, F. A. Region 5, Office of Director. 

83/10/24 12pp. 21193:175. 24X Fiche: 50-206. 83/10/27, 8311160093. 


8308310048 IE Info Notice 83-72. "Environ Qualification Testing 
Experience. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of New 

York, Inc. 131pp. 21155:024. 24X Fiche: 50-000, 83/10/28. 8308310040. 


8311230083 Forwards responses to remaining items in NRC 821229 Itr re 
SEP Topic III-6. "Seismic Design Considerations." 

MEDFtWD. M. 0. Southern California Edison Co. 83/11/21. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 39pp. 21269:081. 24X 

Fiche: 50-206. 83/11/21. 8311230083. 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products." Svc list end. 

PARTLOW, J. 0. Division of QA. Safeguards & Inspection Programs (Post 
830103). 83/10/31. Consolidated Edison Co. of New York. Inc. 

H6pp. 21154:248. 24X Fiche: 50-000, 83/10/31. 8308310057. 


8311290413 Requests mod to Tech Spec 3.1.3. “Combined Heatup , Cooldown 
it Pressure Limitations," requiring license amend application 
to update figures providing limits for reactor pressure !< 
heatup/cooldown of RCS. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/22. BASKINS, K. 

Southern California Edison Co. 2pp. 21289:022. 24X 

Fiche: 50-206, 83/11/22. 8311280413. 


8311300131 Responds to Generic Ltr 83-37 re NUREG-0737 reactor coolant 
gas vent sys Tech Specs. Amend application re proposed change 
to response to Generic Ltrs 83-37 & 82-16 will be submitted 
60 days prior to return to power from current outage. 

MEDFORD, M.o Southern California Edison Co. 83/11/23. 

CRUTCl^IELD, D, Operating Reactors Branch 5. 2pp. 21316:253. 24X 

Fiche: 50-206, 83/11/23, 8311300131. 


8311300045 Forwards 120-day response to Generic Ltr 83-28. "Required 
Actions Based on Generic Implications of Salem ATWS Events. " 

Plans for proposed actions summarized. 

MEDFORD, rt. 0. Southern California Edison Co. 83/11/28. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 28pp. 21313:030. 24X 

Fiche: 50-206. 83/11/28, 831 1300045. 


8311300170 Forwards Addenda 3 to “Shear Modulus Values Used in Soil 
Structure Interaction Studies," per SEP Topic II. Addendum 
describes methodology for calculating shear modulus values. 

MEDFORD, M.. 0, Southern Calif pr ^V a gdispp Co^ ,_83/ll/28. 

CRUTCHFIELD. D, Operating Reactors Branch 5? ~21pp. 21312:312. 24X 

Fiche: 50-206. 83/11/28. 83 1 1300170. 


8311300188 Notification of 831214 meeting w/util in Bethesda,MD to 
discuss licensee proposed plan for facility restart & 
vertical ground motion. Meeting previously scheduled for 
831215. 

PAULOTN. W. A. Operating Reactors Branch 5, 83/11/28. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 21312:306. 24X 

Fiche: 50-206, 83/1 1 /28. 831 1300188. 


Q. Inspection reports, IE Bulletins correspondence 


8308300797 IE Info Notice 83-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants. “ Svc list end, 

JORDAN. E.L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. 137pp. 21114:351. 24X Fiche: 50-000, 83/10/21. 8308300797 


8308310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers)." 

Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York. Inc. 115pp. 21514:024. 24X Fiche: 50-000, 83/1 1/02, 8308310076. 


8308310075 IE Info Notice 83-75, "Improper Control Rod Manipulation. " 
Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co. of New 

York. Inc. 114pp. 21513:253, 24X Fiche: 50-000.83/11/03.8308310075- 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/14, Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fiche: 50-000,83/11/14. 8311010015. 


S31101001S IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. 117pp. 21603:001. 24X Fiche: 50-000, 83/11/ 17. 8311010018. 


R. Periodic operating reports 8< related correspondence 


8311170355 Monthly operating rept for Sept 1983. W/831017 ltr. 

MORRIS, C. A., HAYNES, J.G. Southern California Edison Co. 83/10/17. 

Office of Resource Management. Director. 6pp. 21211:297. 24X 

Fiche: 50-206. 83/10/17. 8311170355. 


8311140226 Forwards errata sheets correcting errors 8< omissions to 
"Annual Radiological Environ Monitoring Rept. 1982. " Rept 
additions include Table 16 re semiannual jackrabbit 
analysis. 

BASKIN, K.P. Southern California Edison Co. 83/11/01, MARTIN. J. B. 
Region 5. Office of Director. Ip. 21158:250. 24X 

Fiche: 50-206. 83/11/01,8311140226. 


— 8311140234 Errata to "Annual Radiological Environ Monitoring Rept, 
1982. " 

* Southern California Edison Co. 82/12/31. 4pp. 21158:251. 24X 

Fiche: 50-206, 83/11/01,8311140226. 


9308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures. " 
Svc list end. 


JORDAN, E.L. Division of Emergency Preparedness 8i EngineerinD 
Response (Post 830103). 83/10/25. 


Respi 

York, 


(Post 830103). 83/10/25. Consolidated Edison Co. of New 

Inc. 117pp. 21057:219, 24X Fiche; 50-000, 83/10/25. S 30 S 310030 , 


6311220224 Monthly operating rept for Oct 1983. W/83in4 ltr. 

MORRIS. C. A., HAYNES. J.G, Southern California Edison Co. 83/11/14. 

Management Information Branch. 6pp. 21254: 195. 24X 

Fiche: 50-206. 83/11/14.8311220224. 


Bulletin 83-07. Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc. “ Svc list end. 

DEYOUNC.R, C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, Inc 
179pp. 21070:170. 24X Fiche: 50-000. 83/10/26, 8308300799. 


"Defect in Load-Bearing Welds on 
( I Internals. " Svc list end. 

Di^iion of Emergency Preparedness it Engineering 

consolidated Edson io of N 
nc. 115pp. 21057:357. 24X Fiche: 50-000. 83/10/27, 83083100 


S. Reportable occurrences. LERs it related correspondence 


8311070223 Updated LER 82-021/99X-1 : on 820528. nitrogen leakage from 
accumulator tank bladder of hydraulic safety injection valve 
HV-8S4B actuator d iscovered. Caused by normal wear. Vendor 
failed to advise of replacement interval. W/B31021 ltr. 

HAYNES, J.G. Southern California Edison Co. 83/10/21. MARTIN, J, B. 
Region 5. Office of Director. 3pp. 21062:273. 24X 

Fiche: 50-206. 83/10/21,8311070223. 



8311100166 Rev 1 to RO 83-067: on 830720. semiannual channel ■Functional 
surveillance testing of all smoke S< fire detectors 
initiated Test completed on 830818. All detectors removed to 
permit troubleshooting & maint 

HAYNES. J. 0. Southern California Edison Co. 83/10/24. MARTIN. J. B. 
Region 5. Office of Director. 2pp. 21137:330. 24X 

Fiche: 50-206,83/10/24,8311100166. 


8311010440 PNS-V-B3-011A: on 831023, Los Angeles 8< San Francisco 
newspapers quoted allegations of widespread drug use at 
facil ities. Bechtel investigating, Evaluation rept expected 
bg 831109. 

SCHAEFER, D. W. , NORDERHAUO. L. R. Region 5, Office of Director. 
83/10/26. Ip. 20971:328 24X Fi ch e: 50-206, 83/ 10/26, 831 1 010440. 


8311280320 RQ: on 830928, containment fire protection spray header failed 
routine air flow surveillance test required by Tech Specs. 

Continuous fire watches established 8« will be maintained 
until spray header returned to svc. 

HAYNES, J. 0. Southern California Edison Co 83/11/08. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 21288:290. 24X 

Fiche; 50-206.83/11/08, 8311280320. 


8311220144 PNO-V-83-052: on 831110, ESF train B actuation experienced. 
Caused by failure to reset sequencer 2 after power supply 
reenerg i xed. Sy s walkdown in progress. 

ECKHARDT, J. H. Region 5, Office of Director. 83/11/10. Ip. 
21257:263. 24X Fiche: 50-206, 83/11/10, 8311220144. 


8311280317 RO 83-005: on 831110. during maint on safety injection 
sequencer 2, power supply to sequencer incorrectly energized, 
resulting in injection of borated water into RCS & 
increasing RCS pressure above 500 psig, 

HAyNES.J.Q. Southern California Edison Co, 83/11/14. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 21285:173. 24X 

Fiche; 50-206,83/11/14, 8311280317. 


8311220277 Part 21 rept re problem w/engine piston skirt of DSR DSRV 
standby diesel generator. Insp at Shoreham discovered 
linear indications exceeding 1/16 inch. Cause not known. 

Piston skirts to be replaced w/latest available design. 

BOYER, R.E. Transamerica Delaval, Inc. 83/11/16. Director's 
Office, Office of Inspection and Enforcement. 3pp. 21253:338. 24X 

Fiche: 50-000, 83/11/16, 831 1220277. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency !< fire protection plans 


9310200362 Generic Ltr 83-33 to all licensees tk applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT, D. G. Division of LicenA.inq. . 8:i/,10/l9. . p.onsol idated 
Edison Co. of New York, Inc. 21pp. 21114:329. 24X 

Fiche; 50-000, 83/10/19,8310200362. 


8311210179 Forwards matls presented to NRC at 831013 meet ing , comp lete 
discussion of proposed lOCFRSO.App R exemptions, mods bases 
to safe shutdown analysis for Fire Area 9-1 control room St 
addl info re operator presence in control room. 

CQUNSIL.W, G. Connecticut Yankee Atomic Power Co. 83/11/04. 
EISENHUT, D. 0, Division of Licensing. 32pp. 21231:283. 24X 

Fiche: 50-213, 83/11/04, 831 1210179. 


8311220425 Forwards listed revs to corporate organization for nuclear 
incidents (CONI) procedure manual. W/o end. 

COUNSIL.W, G. Connecticut Yankee Atomic Power Co. SEARS. C.F. 
Northeast Utilities. 83/11/14. EISENHUT, D. G. Division of 
Licensing. Ip. 21260:067, 24X Fiche: 50-000, 83/1 1/14. 831 1220425. 


U. Insurance 8< indemnity information 


8311070313 Forwards Endorsements 77 8t 68 to NELIA 8t MAELU Policies 
NF-151 8t MF-39, respectively. 

SINISI.J. M. Marsh 8, McLennan, Inc. 83/10/28. 8ALT2MAN, J. D. 
Assistant Director for State & Licensee Relations. 3pp. 21063: 114. 
24X Fiche; 50-213, 83/10/20, 8311070313. 


P. Operating license stage documents & correspondence 


8311010138 Advises that Millstone Unit 2 revised snubber Tech Specs 
will be incorporated into Haddam Neck STS, per 830623 meeting 
w/NRC 8t LLL. 

COUNSILi W. G. , SEARS, C. F. Connecticut Yankee Atomic Power Co. 
83/10/21. CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 
20977:361. 24X Fiche: 50-213, 83/10/21, 8311010138. 


8311010121 Application to amend License DPR-61, revising Section 6 of 
Tech Specs to comply w/final rule on licensed operator 
staff ing. Changes clarify intention to use qualified 
individuals in dual role License amend fee unwarranted. 

CQUNSIL.M. 0. Connecticut Yankee Atomic Power Co. 83/10/24, 
CRUTCHFIELD. D. Operating Reactors Branch S. 2pp, 20977:186. 24X 

Fiche; 50-213, 83/10/24. 831 1010121. 


— 8311010124 Proposed Tech Specs revising Section 6 of Tech Specs to 
comply w/final rule on licensing operator staffing to 
clarify intention to use senior reactor operator & shift 
technical advisor in dual role. 

* Connecticut Yankee Atomic Power Co. 83/10/31. 2pp. 20977:188. 
24X Fiche: 50-213. 83/10/24, 8311010121. 


8311030266 Responds to 830921 ltr re plant-specific backflttlng & 
comments on SECY-a3-321 "NRC Plan for Mgt of Plant-Specific 
Backf itting of Operating Power Reactors. " Qackfit procedures 
still under devel opment. Comments will be considered. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

83/10/25. COUNSIL.W. G. Northeast Utilities. 4pp. 21055:302. 24X 

Fiche: 50-000, 83/10/25, 831 1030266. 


—8311030271 Comments on SECY-a3-32l "NRC Plan for Mgt of Plant-Specific 
Backfitting of Operating Power Reactors. " Urges same degree 
of backfit protection be given to near-term OLs. 

CQUNSIL, W. G. , SEARS, C. F. Connecticut Yankee Atomic Power Co. 
COUNSIL.W. G. Northeast Utilities. 83/09/21. DIRCKS/W. J. Office 
of the Executive Director for Operations. 4pp. 21055:306. 24X 

Fiche; 50-000, 83/10/25, 8311030266. 


— 8311030275 Comments on staff requirements memo on back f i tt ing. Suggests 
need for explicit cost-benefit analysis St backfit 
justification# consideration of near-term OLs (k appeal 
process & plant reloads. 

COUNSIL.W. G. Connecticut Yankee Atomic Power Co. COUNSIL.W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W. 0. Northeast Utilities. 83/08/17. BOULDER# H. Office 
of Inspector ?k Auditor, 7pp. 21055:310. 24X 

Fiche: 50-000, 83/10/25, 8311030266, 


6311070373 Advises that design change instituted on piping connections 
for three-way solenoid valve, per 831024 commitment. Change 
made to conform to requirements of TMI Action Item II, B. 3 re 
post-accident sampling sys. 

COUNSIL.W. G, Connecticut Yankee Atomic Power Co. 83/10/25. 

HURLEY, T.E. Region 1. Office of Director. 3pp. 21063:059, 24X 

Fiche; 50-213, 83/10/25,8311070373. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors 8, applicants for OL re NUREQ-0965, "NRC Inventory 
of Dams. " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only. W/o end. Svc list end. 

EISENHUT. D. G. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. I4jjp. 21184:015. 24X 

Fiche: 50-000,83/10/31,8310310403. 


8311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guldance in NUREO-0737. Response required within 90 days 
of receipt of ltr. Svc list end. 

EISENHUT. D. G. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York, Inc. 22pp. 21149:090. 24X 

Fiche: 50-000, 83/1 l/Ol, 831 1010182. 


8311040084 Forwards evaluation of util response to issues raised in 
Section 4.33 of integrated plant SAR re ventilation sys 
(NUREO-0026). Proposed mods resolve issues satisfactorily. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/01, CQUNSIL, W. 0, 

Connecticut Yankee Atomic Power Co. 5pp, 21050:231. 24X 

Fiche: 50-213, 83/1 1/01 , 831 1040084. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors# 
applicants for OLs 8< holders of CPs re clarification of TMI 
Action Plan Item II, K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements, Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/11/02. Consolidated 
Edison Co, of New York# Inc. 16pp. 21184:001. 24X 

Fiche: 50-000,83/11/02.8311020051. 


8311280050 Forwards response to Generic Ltr 83-28 re generic 
implications of Salem ATW8 events. Nuclear util task action 
committee formed to develop practical approach to Item 2.2.2 
(vendor interf ace ) . Rep t due by 840201. 

COUNSIL.W. G. Connecticut Yankee Atomic Power Co. COUNSIL.W. 0. 
Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
COUNBIL.W.O. Northeast Utilities. 83/ll/OB. EISENHUT# D. O, 
Division of Licensing, 146pp. 21278:077. 24X Fiche: 50-000. 

83/11/08, 8311280050. 
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DOCKETED ITEMS 


8311150333 Foroi^riis SER advising thati pending verification that 
emergency procedures for flooding events can be implemented 
in timely manner* issues raised in Section 4.1.2 of 
NUREO-OeSi re Quabbin Reservoir dam resolved. 

CRUTCHFIELD. D Operating Reactors Branch 5. 83/11/09. COUhlSiL. W G 

Connecticut Yankee Atomic Power Co. 4pp 21178.226. 

Fiche. 50-213. 83/11/09. 8311150353 


24 X 


— 8311150371 SER supporting flooding protection measures as described 
in NUREG-0e26. Section 4.1.2 

* Operating Reactors Branch 5. 83/11/09. App. 21178:230. 24X 

Fiche. 50-213. 83/11/09, 8311150353. 


B311210322 Responds to request to evaluate alternate means for ensuring 
access to ultimate heat sink, per SEP Topic II-3, C & NUREO- 
0826. No mods necessary since svc water pumps will function 
at 2 1/2 ft below postulated water level. 

COUNSIL. W. 0. . SEARS. C F. Connecticut Yankee Atomic Power Co. 

83/11/14 CRUTCHFIELD. D. Operating Reactors Branch 5. 2pp. 
21234:309 24X Fiche; 50-213. 83/11/14, 8311210322. 


G30B310075 IE Info Notice 03-75, "Improper Control Rod Manipulation," 
Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S< Engineering 
Response <Post 830103). 83/11/03. Consolidated Edison Co. of New 

York, Inc. 114pp. 21513:253 24X Fiche: 50-000, 83/1 1/03, 9308310075- 


8311070416 Notifies that NRC has initiated special insp program to 
verify licensee commitments & actions re TMI Action Items 
ir. B. 3. II. F. 1-1, II. F. 1-2, II. F. 1-3 ?< III. D. 3 3. Insps will 
be performed between Oct 1983 ic Apr 1905. 

HURLEY, T. E. Region 1, Office of Director. 83/11/03. COUNSIL, W.O. 
Connecticut Yankee Atomic Power Co. 3pp. 21067:317. 24X 

Fiche; 50-213, 83/11/03, 8311070416. 


8311080589 Notification of Significant Licensee Meeting 83-98 on 
831129 in Berlin, CT to discuss SALP mpt. 

ELSASSER, T. C. Region 1, Office of Director. 83/11/03. Region 1, 
Office of Director. 2pp. 21113:336. 24X Fiche: 50-000, 83/ 11/03, 

8311080599. 


8311220425 Forwards listed revs to corporate organization for nuclear 
incidents (CONI) procedure manual. W/o end. 

COUNSIL, W. G. , SEARS, C F. Connecticut Yankee Atomic Power Co. 
COUNSIL, W G Northeast Utilities. 83/11/14. EISENHUT, D. 0. 

Division of Licensing. Ip. 21260:067. 24X Fiche: 50-000, 03/1 1/14, 

8311220425 


8311150414 Notification of 831114 enforcement conference w/licensec at 
Region I ofc to discuss results of special IE Insp Rept 
50—213/83-25 on S31024-2S re implementation of post-accident 
sampling & monitoring requirements in NUREG-0737. 

WHITE. J. R. Region 1, Office of Director. 83/11/04. Region 1, 
Office of Director. 2pp. 21180:294. 24X Fiche: 50-213, 03/1 1/04, 

8311150414. 


8311280511 Informs that TMI II. F. 1.6 considered effectively superseded 
by Reg Guide 1.97, Rev 2 re containment hydrogen monitors. 

Util plans no further action. 

COUNSIL, WO. Connecticut Yankee Atomic Power Co. COUNSIL, W.O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 83/11/17. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 2pp. 21283:239. 24X 

Fiche: 50-000. 83/11/17, 831 12805li. 


8311210350 Responds to IE Bulletin 83-06, "Nonconforming Matls Supplied 
by Tube-Line Corp. " No Tube-Line supplied matls used in 
saf ety-re lated sys. 

COUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of Northeast 

Utilities). COUNSIL, W. G. Connecticut Yankee Atomic Power Co, * 

COUNSIL.W.O. Northeast Utilities. 83/11/07. HURLEY, T. E. Region 1, 
Office of Director 2pp. 21234:115. 24X Fiche: 50-000, 83/H/07, 

0311210350. 


8311280314 Informs of program developed w/Thames Valley State Technical 
College to upgrade shift technical advisor knowledge to 
fulfill requirements of NUREG-0737, Item I. A. 1. 1. First 
session expected to begin on 831205. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL.W.O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.O. Northeast Utilities. 83/11/18. EISEbUUT, D, 0. 

Division of Licensing. 4pp. 21282:226. 24X Fiche: 50-000, 83/1 1/18, 

8311280314. 


8311280486 Forwards IE Insp Rept 50-213/83-25 on 831024-28. No 
noncomp liance noted. Enforcement actions being considered for 
conformance deficiencies re 830314 order confirming licensee 
commitments on post-TMI related issues. 

MARTIN. T.T. Region 1, Office of Director. 83/11/09. COUNSIL.W.O. 
Connecticut Yankee Atomic Power Co. 2pp. 21284:001 24X 

Fiche; 50-213, 83/11/09, 8311280486. 


8. Inspection reports, IE Bulletins & correspondence 


B30B300797 IE Info Notice 83-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. I37pp. 21114:351.. 2AX^Fijphe: 50-000, 8g/10/21 , 8308300797. 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co of New 

York, Inc. Il7pp. 21057:219. 24X Fiche: 50-000, 83/10/25, 8308310030. 


83083^799 IE Bulletin 83-07, Suppl I, “Apparently Fraudulent Products 
Sold By Ray Miller, Inc. “ Svc list end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, Inc. 
179pp. 21070:170. 24X Fiche: 50-000, 83/10/26, 8308300799. 


— 8311280491 IE Insp Rept 50-213/83-25 on 831024-28. No noncomp liance 
noted. Major areas inspected : post-acc ident sampling of 
reactor coolant 8, containment atmosphere ?< increased range 
of radiation monitors, per NUREO-0737 & NUREO-0578. 

WHITE, J.R. Region I, Office of Director. HULL, A. P. , KNOX, W. H. 
Brookhaven National Laboratory. 83/11/00. 21pp. 21284:003. 24X 

Fiche: 50-213, 83/11/09, 8311280486. 


0311010015 IE Info Notice 83-77, "Air /Q as Entrainment Events Resulting 
in Sys Failures." Svc list end. * ' 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co, of Now 

York, Inc. il4pp. 24X Fiche; 50-000, 83/1 1/14, 831 101001 5. 


6311010018 IE Info Notice 03—78, "Apparent Improper Mod of Component 
Affecting Plant Safety." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. 117pp. 21603:001. 24X Fiche: 50-000, 83/1 1/ 17, 831 1010019. 


R. Periodic operating reports 8, related correspondence 


S30S310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness ^ Engineering 
R.spon., tPost 8301031 83/10/27, Con.olii.t.J Co o, N. 

Yori, Inc. 115pp. 21057:357. 24X Flchn: 50-000. 83/10/27, 830831005 


8311170270 Monthly operating rept for Sept 1983. W/831014 Itr. 

ELEMS, A. , GRAVES, R.H, Connecticut Yankee Atomic Power Co. 83/09/30, 
Office of Resource Management, Director. 10pp. 21213:023. 24X 

Fiche; 50-213, 83/09/30, 8311170270, 


"Environ Qualification Testing 


8308310048 IE Info Notice 83-72, 

Experience. '* Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
R..pnn., (Po.t 830133,. 83/10/28. Cpn.nlu.t.J E^Jnn Co’ N, 

York, Inc, 131pp. 21155:024, 24X Fiche: 50-000,83/10/28,83083100“' 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. " Svc list enci 

83010^’ 83/ r i Inspection Programs (f 

830103). M/lO/31. Consolidated Edison Co. of New York, Inr 

ll6pp. 21154:248. 24X Fich e: 50-000, 83/10/31, 8308310057. 


S. Reportable occurrences, LERs Sc related correspondence 


8311210326 LER 83-01 a/03L-0: on 831019, charging pump B taken out of svc 
due to leakage on outboard pump seal, Outboard seal replaced 
8« pump returned to svc.W/S31110 Itr. 

FLEMING, S. T. , GRAVES, R.H. Connecticut Yankee Atomic Power Co. 
03/11/10. HURLEY, T.E. Region 1, Office of Director. 2pp. 

2123-4; 276. 24X Fiche; 50-213, 83/11/10, 8311210326, 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker 

VoM. Inc. I15pp. 21514:024. 24X Fiche: 50-000. 83 / 11 / 02 , 83083105 


F. Security, medical, emergency it fire protection plans 


0311010377 Forwards IE Insp Rept 50-219/83-22 on 830818-0921 . No 
noncompliance noted. 

STAROSTECKI, R. Division of Project it Resident Programs. 83/10/17, 
FIEDLER, P.B. General Public Utilities - GPU Service Coro Sod 
20973:227. 24X Fiche: 50-219, 83/10/17, 831 1010377 



— 8311010382 IE Insp Rept 50-219/83-22 on 830818-0921 . No noncompliance 
noted. Major areas inspected ; fol lowup of previous insp 
f ind ings. p lant operations. log & record & physical security 
revieiD Si maint surveillance observation. 

CQWGILL.C. . THOMAS, J., MCBREARTY, R. Region 1. Office of Director. 
83/10/06. 10pp. 20973:229. 24X Fic he : 50-219, 83/10/ 17, 831 1010377. 


8310200362 Generic Ltr 83-33 to all licensees 8< applicants of nuclear 
power reactors re NRC positions on certain req,uirements of 
App R to 10CFR50. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 83/10/19. Consolidated 
Edison Co, of New York, Inc. 21pp. 21114:329. 24X 

Fiche: 50-000, 83/10/19,8310200362. 


8311090305 Forwards IE Safeguards Insp Rept 50-219/83-16 on 830823-26 & 
notice of deviation. 

MARTIN. T. T. Division of Engineering S* Technical Programs. 83/10/25 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
21105:167. 24X Fiche: 30-219, 83/10/25, 8311090305. 


— 8311090307 Notice of deviation from insp on 830823-26. Safeguards info 
deleted (ref 10CFR73. 21). 

Region 1, Office of Director. 83/10/25. Ip. 21105: 169, 24X 

Fiche; 50-219, 83/10/25. 8311090305. 


—8311090309 IE Safeguards Insp Rept 50-219/83-16 on 830823-26. 
Noncompliance noted: fai lure to meet commitment to 
Commi ssion. Safeguards info deleted (ref 10CFR73, 21). 

BAILEY. R.J., GDDYiA, T. Region 1, Office of Director. 83/10/21. 
4pp. 21105:170. 24X Fich e; 50-219, 83/10/25, 831 1090305. 


8311080346 Forwards Rev 14 to physical security plan. Rev withheld 
(ref 10CFR2. 790). 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 83/10/31, 
Office of Nuclear Reactor Regulation, Director. Ip, 21078:328. 
24X Fiche; 50-219, 83/10/31 . 831 10B0346. 


8311100154 Discusses util 830416 ltr forwarding Rev 5 to security 
officer training «c qualification plan. Rev consistent w/ 

10CFR50. 54(p) & acceptable. 

MARTIN, T. T. Division of Engineering & Technical Programs. 83/11/09, 
FIEDLER, P.B. General Public Utilities - GPU Service Corp, 3pp. 
21229:353. 24X Fiche ; 50-219, 83/ 1 1 /09, 831 1 180154. 


P. Operating license stage documents & correspondence 


6309230486 Forwards safety evaluation of integrated plant safety 
assessment rept, NUREQ-0822, Section 4.19 re requirements for 
isolation of high & low pressure sys. Section determined to 
be complete. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 83/09/20. FIELDER, P.B. 

General Public Utilities - GPU Service Corp. 4pp. 20470:222. 24X 

Fiche: 50-219, 83/09/20. 8309239486. 


831 1030292 Summary of 830825 meeting w/OE (k Mark I Owners Group in 
Bethesda.MD re differing opinions between NRC St GE re 
acceptability of use of OE suppression pool temp analysis 
(Multi-plant Action D-Ol). 

SIEGEL, B. Operating Reactors Branch 2. 83/10/05. Operating 

Reactors Branch 2. 74pp. 21053:244. 24X Fiche: 50-000, 83/10/05. 

8311030292. 


8311080474 Forwards tornado wind evaluation for diesel generator bldg 
Diesel generator bldg roof can withstand max wind velocity 
of up to 300 miles per h. 

NAOAl, Y. General Public Utilities - GPU Service Corp. 83/10/25. 
MCKENNA, E. Systematic Evaluation Program Branch. 5pp, 21078:333. 
24X Fiche: 50-219.83/10/25, 8311080474. 


8311100268 Forwards Suppl 1 to Tech Spec Change Request 96, Amends 5 8< 6 
to NEDO 24195 it Amend BO to facility description it SAR. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/10/28. 

Office of Nuclear Reactor Regulation, Director. 2pp. 21126:222. 
24X Fiche: 50-219,83/10/20, 8311100268. 


— 8311100271 Application to amend License DPR-16 incorporating Suppl I to 
Tech Spec Change Request 96. Amend changes Tech Spec Sections 
2. 1. 2. 3, 3, 2, 3. 4 «< 3.10 re Cycle 10 reload. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 

83/10/28. 21pp. 21126:224. 24X Fiche: 50-219, 83/10/28, 831 1 100268. 


— 8311100272 Suppl 1 to Tech Spec Change Request 96 re Sections 2, 1,2. 3, 
3. 2,3.4 S< 3. 10 on Cycle 10 reload. 

* General Public Utilities - GPU Service Corp. 83/10/28. 18pp. 

21126:227. 24X Fiche; 50-219, 83/10/28, 831 1 100268. 


— -8311100274 Errata addenda for Amend 5 to “GE Reload Fuel Application 

for Oyster Creek. " 

* General Electric Co. NEDO-24195 A 03 ERR. 83/07/31. 23pp. 

21126:245. 24X Fiche: 50-219, 83/ 10/28, 031 1 100268. 


— 8311100275 Errata 5< addenda for Amend 6 to “GE Reload Fuel Application 
for Oyster Creek. •' 

» General Electric Co. NEDO-24195 A 06 ERR. 83/08/31. 23pp, 

21126:268. 24X Fic he: 50-219, 83/10/28, 831 1 100268. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors it applicants for QL re NUREG-0965. "NRC Inventory 
of Dams. “ Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only.H/o end. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21184:015. 24X 

Fiche; 50-000, 83/ 10/31 , 8310310403. 


8311010209 Forwards request for add! info needed to review util request 
for approval of proposed methods to decontaminate St dispose 
of contaminated concrete. Info due within 15 days of receipt 
of ltr. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/10/31. FIEDLER, P.B. 

General Public Utilities - GPU Service Corp. 3pp. 20993:206. 24X 

Fiche; 50-219, 83/10/31. 831 1010209. 


8311210434 ECOLOGICAL STUDIES OF WOOD-BORING BIVALVES IN THE VICINITY 
OF THE OYSTER CREEK NUCLEAR GENERATING STATION. Final Report: 
September 1,1976 - December 31,1982. 

HOAGLAND, K. E. Academy of Natural Sciences of Phlla. FIN B-8138. 
NUREO/CR-3446. 83/10/31. Division of Health. Siting it Waste 
Management. 109pp. Available at NRC. »6. 00. 21249:193. 24X 

Fiche: 50-219, 83/10/31, 8311210434. 


8311010180 Generic Ltr 83-36 to all BWR licensees re hWREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/ggidance in NUREO-0737. Response required within 90 days of 
receipt of ltr. Svc list end. 

EISENHUT, D. G, Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. 24X Fiche: 50-000. 03/11/01. 8311010180. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements. Svc list end. 

EISENHUT, D. Q. Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York, Inc. I6pp, 21184:001. 24X 

Fiche: 50-000, 03/11/02,8311020051. 


8311150196 Notification of 831207 meeting w/util in Bethesda.MD 
to discuss resolve all outstanding environ qualification 
issues for facility. 

LOMBARDO, J. J, Operating Reactors Branch 5. 83/11/10. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 21173:223. 24X 

Fiche: 50-219, 83/11/10, 8311150196. 


8311280529 Forwards response to Generic Ltr 83-28, per NRC 831026 ltr, 
Post-trip review program description & procedure end. One- 
hundred twenty days inadequate to pr ovi de plans schedules 
for ltr conformance. - 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/11/14. 

Division of Licensing, 28pp. 21284:039. 24X 

Fiche; 50-219,83/11/14,0311280529. 


8311180168 Summary of 831027 meeting w/util in Bethesda.MD re proposed 
expanded safety sys for facility. Viewgraphs end. 

LOMBARDO, J. U. Operating Reactors Branch 5. 83/11/17. Operating 

Reactors Branch 5, 10pp. 21223:114. 24X Fich e; 50-219, 83/1 1/17, 

8311180168. 


8311300267 Forwards final radiological effluent Tech Specs St Offsite 
Dose Calculation Manual, per 830902 ltr, ref lecting comments 
received it agreements reached after Franklin Research Ctr 
review of initial submittal on S20316, 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/11/25. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 21312:150. 24X 

Fiche: 50-219, 83/11/25, 831 1300267. 


— 8311300269 Offsite Dose Calculation Manual. 

(Seneral Public Utilities - GPU Service Corp. 83/10/01. 55pp. 

21312:152. 24X F i che: 50-219, 83/1 1 /25, 831 1300267. 


--8311300272 Proposed change to radiological effluent it ET8. 

* General Public Utilities - GPU Service Corp. 83/09/26. 85pp. 

21312:207. 24X Fiche : 50-219, 83/1 1/25, 831 1300267. 


0. Inspection reports, IE Bulletins it correspondence 


8311010377 Forwards IE Insp Rept 50-219/03-22 on B3081B-0921 , No 
noncompliance noted. 

STAROSTECKI, R. Division of Project 8t Resident Programs. 83/10/17. 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
20973:227. 24X FI c he : 50-219, 83/10/ 17. 831 1010377. 



— B3110103S2 IE Insp Rept 30-219/83-22 on 830818-0921. No noncomp liance 
noted, Major areas inspecte d : fo 1 1 owup of previous insp 
findings, plant operations, log & record It physical security 
review maint & surveillance observation. 

COWGILL.C , THOMAS, J.. MCBREARTY.R, Region 1. Office of Director. 
83/10/06. 10pp. 20973:229. 24X Fiche : 50-219, 83/10/ 17. 831 1010377 


B30S300797 IE Info Notice 83-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants." Svc list end. 

jaRDAN,E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. i37pp. 21114:351. 24 X Fiche: 50-000, 83/10/21, 8308300797. 


8308310030 IE Info Notice 83-70. “Vibration Induced Valve Failures. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. 117pp. 21057:219. 24X Fiche: 30 - 000 , 83/10/25. 8308310030. 


8311090305 Forwards IE Safeguards Insp Rept 50-219/83-16 on 830623-26 8t 
notice of deviation. 

MARTIN, T.T, Division of Engineering ic Technical Programs. 83/10/25. 

FIEDLER. P. B. Oeneral Public Utilities - GPU Service Corp. 2pp. 
21105: 167. 24X Fiche: SO-219, 83/10/25. 8311090305. 


— 8311090307 Notice of deviation from insp on 830823-26. Safeguards info 
deleted (ref 10CFR73. 21). 

* Region 1, Office of Director, 83/10/2S. Ip. 21103: 169. 24X 

Fiche: 50-219, 83/10/25, 8311090305. 


—8311090309 IE Safeguards Insp Rept 50-219/83-16 on 830823-26. 
Noncompliance noted: fai lure to meet commitment to 
Commission. Safeguards info deleted (ref 10CFR73. 21). 

BAILEY, R.J., GODY, A. T. Region 1. Office of Director. 83/10/21. 
4pp. 21105:170, 24X Fiche: 50-219,83/10/25, 8311090305. 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc. " Svc list end, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 

Enforcement. 83/10/26. Consolidated Edison Co, of New York, Inc 

179pp. 21070:170 . 24X Fich e: 50-000, 83/10/26, 8308300799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Wolds on 
Lifting Devices for Vessel Head & Internals." Bvc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 83/10/27, Consolidated Edison Co. of New 

York, Inc. llSpp, 21057:357. 24X Fiche: 50-000, 83/10/27, 8308310034. 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience. '' Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/28, Consolidated Edison Co. of New 

York, Inc. 131pjs. 21155:024. 24:!J_Fiche: 50-000, 83/10/28, 8308310048. 


8308310037 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. '* Svc list end. 

PARTLOW, J. 0. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 83/10/31. Consolidated Edison Co. of New York, Inc. 

H6pp. 21154:248. 24X Fi che: 50-000, 83/10/31, 8308310057. 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(UndervDitage Trip Devices on GE Type AK-2-2S Breakers)." 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York, Inc. 115pp. 21514:024. 24X Fiche: 50-000, 83/11/02, 8308310076. 


8311080382 Forwards reevaluation of masonry walls per IE Bulletin 
80-11, in response to NRC 830608 review. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/11/02, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 81pp. 21079:326. 24X 

Fiche: 50-219,83/11/02, 8311080382. 


8308310075 IE Info Notice 83-75, "Improper Control Rod Manipulation. " 
8vc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/11/03. Consolidated Edison Co. of New 

York, Inc. 114pp, 21513:253. 24X Fic he; 50-000, 83/1 1 /03, 8308310075. 


8311110293 Summary of 831021 meeting ui/BWR licensees in Bethesda, MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 & 83-02. 

Meeting notice tt list of attendees encl. 

ZWOLINSKI, J. A. Division of Licensing. 83/11/03, HOLAHAN,G. M. 
Division of Licensing, 6pp, 21160:185. 24X Fiche: 50-000, 83/1 1/03, 

8311110293. 


8311180281 Provides revised response to IE Bulletin 80-16, "Potential 
Misapplication of Rosemount, Inc Model 1151 8< 1152 Pressure 
Transmitters W/Elther A or D Output Codes. " Pressure 
transmitters w/A output code used in nonsafety-related sys. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 83/11/09 
MURLEY, T. E. Region I, Office of Director. 2pp. 21227:208. 24X 

Fiche; 50-219, 83/11/09, 831 1 180231. 


8311010015 IE Info Notice 83-77, “Air/Gas Entrainment Events Resulting 
in Sys Failures. " Svc list end- 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co, of New 

York, Inc. 114pp. 24X Fi c h e; 50-000, 83/ 11 / 14. 831 lOlOOl 5 


8311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Safety." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/11/17. Consolidated Edison Co, of New 

York, Inc. 117pp. 21603:001. 24X Fic h e : 50-000, 03/1 1 / 17, 831 1010018. 


R. Periodic operating reports 8< related correspondence 


8311170439 Monthly operating rept for Sept 1983. W/831014 Itr. 

BARAN.R. , FIEDLER. P.B, General Public Utilities - GPU Service Corp. 
83/09/30. Office of Resource Management, Director. Spp. 
21208:315. 24X Fi c h e : 50-219, 83/09/30. 831 1 170439. 


8311210379 Monthly operating rept for Oct 1983. W/831U5 Itr, 

BARAN.R., FIEDLER, P.B. General Public Utilities - GPU Service Corp. 
83/10/31. Office of Resource Management, Director. 0pp. 
21236:262. 24X Fiche; 50-219, 83/10/31, 831 1210379. 


S. Reportable occurrences, LERs St related correspondence 


8311010137 LER 83-020 /03L-0: on 830916, svc water pump 1-2 breaker failed 
to trip when undervoltage device deenerg i z ed. Caused by 
component failure due to burr on latch surface. Preventive 
maint done on breaker 8t burr removed. w/a31019 Itr. 

CUSTOOIO, D. B. . FIEDLER, P.B. General Public Utilities - GPU Service 
Corp. 83/10/19. MURLEY, T. E. Region 1. Office of Director. 4pp, 
20978:001. 24X Fich e : 50-219, 83/ 10/19, 831 1010137. 


8311160059 LER B3-O10/O3L submittal delayed doe to need for plant 
operations review committee investigation into cause 5St 
corrective actions. RO will be submitted by 831108. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp. 83/10/28. 

MURLEY, T.E. Region 1, Office of Director. Ip. 21189:338. 24X 

Fiche: 50-219. 83/10/28, 8311160059. 


8311210331 RD 83-01: on 831103, fire suppression water sys declared 
inoperable due to smoke emitting from under fire pump 1-2 
pumphead during post-maint inservic e te st 8< failed design 
rated curve for pump 1-1. Caused by misadjusted impeller. 

FIEDLER, P.B, General Public Utilities - GPU Service Corp. 83/11/04. 

MURLEY, T.E. Region 1. Office of Director, 3pp. 21234:255. 24X 

Fiche: 50-219, 83/11/04, 8311210331. 


8311180097 PND-I-83-1 12: on 931114, small transformer in switch yard 
adjacent to site exploded 5< caused loss of offsite power. 

Second offsite power source deenergized to clean insulators. 
Local fire company responded. Repairs will take up to 8 h. 

COWOILL, BAUNACK Region 1, Office of Director. 83/11/14. Ip. 
21223:091. 24X Fi che : 50-219, 83/ 1 1 / 14, 931 1 1 80097. 


9311290390 LER 83-022/03L-0: on 831014, while performing stroke tests on 
all installed mechanical snubbers, two snubbers discovered 
inoperab le. Cause may be attributed to improper instai lation. 

Snubbers rep laced , W/831 1 17 Itr. 

MATEER.R., FIEDLER. P.B. General Public Utilities - GPU Service Corp. 

83/11/17. MURLEY, T. E. Region 1, Office of Director. Spp. 
21285:099. 24X Fi che . 50-219, 83/ 1 1 / 17, 831 1280390. 


8311280396 PN0-I-B3-1 17: on 831 1 19, resident inspector informed that 
records in storage in bank vault since 1978 found 
contaminated. Records will be moved from vault to site for 
filming. Movement will be monitored. 

BAUNACK. CONNER Region 1, Office of Director. 83/11/21. Ip. 
21285:128. 24X Fi c he : 50-219, 83/ 1 1 /21, 8311280396. 


8311280399 PNO-I-83-1 17A: on 831 123, 1 icensee removed contaminated 
records stored in bank vaul t. Highest smear activity on 
individual records was 3,000 cpm. Bank survey Identified no 
contamination. 

BAUNACK, CONNER Region 1, Office of Director. 83/11/23. Ip. 
21285:136. 24X Fiche; 90-219, 83/11/23, 831 1280399. 



V, Operator Examinations 


8311280039 Notification of Significant Licensee Meeting 83-105 on 
831117 ui/util in King of Prussia, PA to discuss St review 
annual requalification exam for licensed operators. 

BERRYi J. A. Region 1. Office of Director. 83/11/16. Region 1, 
Office of Director. Ip 21307:030. 24X Fi c h e : 50-219, 83/ 1 1 /16, 

8311200039. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees St applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end, 

EISENHUTi D. G. Division of Licensing. 83/10/19. Consolidated 
Edison Co, of New York, Inc. 21pp. 21114' 329. 24X 

Fiche: 50-000,83/10/19, 8310200362. 


8311020307 Forwards IE Insp Rept 50-220/83-18 on 830906-30. No 
noncomp liance noted. 

STAROSTECKI , R. Division of Project & Resident Programs. 83/10/19. 
RHODE, 0. K. Niagara Mohawk Power Corp. 2pp. 21010:247. a4X 
Fiche; 50-220, 83/10/19, 8311020307. 


— 8311020308 IE Insp Rept 50-220/83-18 on 830906-30, No noncompliance 
noted, Major areas inspected: licensee action on previous insp 
findings, operational safety veri fication, observation of 
physical security «< plant tours. 

HUDSON, S. D. , GRAY, E. H. Region 1, Office of Director. LAZARUS, W. J. 

Division of Project & Resident Programs. 03/10/18. 12pp. 

21010:249. a4X Fiche; 50-220, 83/10/19, 831 1020307. 


B311210282 Forwards IE Insp Rept 50-220/83-22 on 830927-29. No 
noncomp liance noted. 

MARTIN, T, T. Division of Engineering 8< Technical Programs. 83/11/04 
RHODE, 0, K. Niagara Mohawk Power Corp. 2pp. 21234:287. 24X 

Fiche: 50-220. 83/11/04, 8311210282. 


—8311210206 IE Insp Rept 50-220/83-22 on 830927-29. No noncompliance 
noted. Major area inspected : observation of emergency 
full-scale exercise on 830927-29. 

WDJNAS. E. J. , CROCKER, H.W. Region I, Office of Director. 83/11/02. 
5pp. 21234:289, 24X Fiche: 50-220, 83/11/04, 831 1210282. 


8311280407 Forwards IE Insp Rept 50-220/83-24 on 831001-31 «. notice 
of violation. 

STAROSTECKI, R. Division of Project 8< Resident Programs. 83/11/09. 
RHODE, Q.K, Niagara Mohawk Power Corp, 2pp. 21285:184. 24X 

Fiche: 50-220, 83/11/09,8311280407. 


— 8311280410 Notice of violation from insp on 831001-31. 

* Region I, Office of Director. 83/11/09. Ip. 21285: 186. 24X 

Fiche: 50-220. 83/11/09, 8311280407. 


— B3112B0415 IE Insp Rept 50-220/83-24 on 831001-31 . Noncomp I lance noted: 
failure to establish continuous fire watch tk failure to 
maintain containment Isolation valves closed. 

HUDSON, 8, D. Region I, Office of Director. LAZARUS, W. J. Division 
of Project 8< Resident Programs. 83/11/09. Upp. 21285:187. 24X 
Fiche: 50-220, 83/11/09, 8311280407. 


8311150126 Advises that const security fence transversing drainage 
ditch will be relocated by 831201 to eliminate potential 
flooding. 

MANOAN, C. V, Niagara Mohawk Power Corp. 83/11/10. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 21174:272. 24X 

Fiche: 50-220, 33/11/10,8311150126. 


P. Operating license stage documents Sc correspondence 


8311030292 Summary of 830825 meeting w/OE & Mark X Owners Group In 
Bethesda,MD re differing opinions between NRC *c OE re 
acceptability of use of OE suppression pool temp analysis 
(Multi-plant Action D-01>. 

SIEGEL, B, Operating Reactors Branch 2. 83/10/05, Operating 

Reactors Branch 2. 74pp. 21053:244. 24X Fiche: 50-000, 03/10/05, 

8311030292. 


8311010452 Denies 830907 request for extension of 120-day response to 
Generic Ltr 83-28 re Salem ATWs events. Requested info should 
be submitted, to extent practical, by 831105. 

VABSALLO, D. B. Operating Reactors Branch 2, 83/10/19. RHODE, 0. K. 

Niagara Mohawk Power Corp. 2pp. 21008:347. 24X 

Fiche; 50-220, 83/10/19. 8311010452. 


8311010149 Forwards response to Questions 1,2,3,4,7,9,10.12 & 13, based 
on questions raised during NRC review of 830624 submittal on 
proposed spent fuel pool expansion. Response to remaining 
questions will be provided by 831118. 

MANGAN. C. V. Niagara Mohawk Power Corp. 83/10/26. VASSALLD, D. B. 
Operating Reactors Branch 2. 9pp. 20977:285. 24X 

Fiche: 50-220. 83/10/26, B3l 1010149. 


6311010164 Clarifies 8, suppls 760321 St 630502 applications for amend to 
License DPR-63 changing Tech Specs re reactor vessel matl. 

Max copper 8< phosphorus content of vessel plate fabricator 
0. 27X & 0. 021Z, respectively . 

MANGAN, C. V. Niagara Mohawk Power Corp 83/10/26. VASSaLLO, D. B. 
Operating Reactors Branch 2. 3pp. 20993:215. 24X 

Fiche; 50-220, 83/10/26. 8311010184. 


—8311010189 Proposed changes to Tech Specs re reactor vessel matl, 
replacing Pages 77-82. 

■* Niagara Mohawk Power Corp. 83/10/26, I7pp, 20993:218. 24X 

Fiche: 50-220, 83/10/26, 8311010184. 


8311010130 Advises that response to Questions 4 8, 6 8, addl info on util 
830722 ltr re MG set protective relaying will be submitted 
by 831215, per NRC 830908 ltr. 

MANGAN, C.V. Niagara Mohawk Power Corp. 83/10/27. VASSALLD, D. M. 
Operating Reactors Branch 2. Ip. 20977: 190. 24X 

Fiche: 50-220. 83/10/27. 831 1010130. 


8311150396 Requests 5-yr exemption from requirements of Section 50.44 
of 10CFR50. 44 re installation of internal recombiner or 
capability to install external recombiners due to lengthy 
lead time required to procure equipment, 

MANGAN, C.V. Niagara Mohawk Power Corp. 83/10/28. CHILK, S. J. 
Office of the Secretary of the Commission. 3pp. 21176:302. 24X 

Fiche: 50-220, 83/10/28, 8311150396. 


8310310403 Generic Ltr 03-38 to all licensees of operating power 
reactors 8< applicants for OL re NUREG-0965, "NRC Inventory 
of Dams. " Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only. W/o end. Svc list end. 

EISENHUT, D. G. Division of Licensing. 03/10/31. Consolidated 
Edison Co. of New York, Inc, 14pp. 21184:015. 24X 

Fiche: 50-000, 83/10/31 ,831031 0403- 


8311010180 Generic Ltr 83-36 to all BWR licensees re NUREG-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guldance in NUREG-0737. Response required within 90 days of 
receipt of ltr. Svc list end. 

EISENHUT. D. 0. Division of Licensing, 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. 24X Fiche: 50-000, 83/ 11 /01 , 831 1010180, 


8311080219 Forwards application to amend License DPR-63, changing Tech 
Specs to incorporate mods to containment leak test program. 

MANOAN, C.V. Niagara Mohawk Power C_orp^ 83/11/01. • DENTON, H. R. 

Office of Nuclear Reactor Regufationr Director. Ip. 2f075:274. 24X 

Fiche: 50-220, 03/11/01, 831 iqa0219. 


— 8311080222 Application for amend to License DPR-63, chang ing Tech Specs 
to incorporate mods to containment leak test program. 

MANOAN, C.V. Niagara Mohawk Power Corp. 83/11/01. Ip. 21075:275 
24X Fiche; 50-220, 83/1 1 /01 , 831 1080219. 


— 8311080227 Proposed Tech Specs, incorporating mods to containment leak 
test program. 

Niagara Mohawk Power Corp. 83/11/01. 48pp, 21075; 276. 24X 

Fiche: 50-220, 83/1 1 /01 , B31 1080219. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re clarification of TMI 
Action Plan Item II. K, 3. 31. Submittal of bounding 
demonstration will satisfy requirements. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/11/02, Consolidated 
Edison Co. of New York, Inc. 16pp. 21184:001. 24X 

Fiche: 50-000, 83/11/02, 0311020031. 


0311100002 Forwards application for amend to License DPR-63 consisting 
of proposed Tech Spec changes re inservice testing 8t insp. 

MANGAN, C. V. Niagara Mohawk Power Corp. S3/11/04. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 21137:031. 24X 

Fiche: 50-220, 83/11/04, 8311100002. 


— 8311100003 Application for amend to License DPR-63 consisting of 
proposed Tech Specs changes re inservice testing & insp. 

* Niagara Mohawk Power Corp. 83/11/04. 2pp. 21137:032, 24X 

Fiche: 50-220, 83/11/04, 0311100002. 


— 8311100005 Proposed Tech Specs re inservice testing tt insp. 

* Niagara Mohawk Power Corp. 83/11/04. 29pp. 21137:034. 24X 

Fiche: 50-220, 83/11/04, 8311100002. 


«rfvr 




a B 


8311150219 Forwards response to I'tfIC 831019 request for addl info re 
generic implications of ATWS events (Generic Ltr 83-28)/ 
describing scheduling status. Info should be considered 
preliminary. Util participating in industry-wide groups. 

LEHPGES/ T E. Niagara Mohawk Power Carp 83/11/08. VASSALLOi D. B. 
Operating Reactors Branch 2. 2app 21178:279. 24X 

Fiche: 50-220/83/11/08/831 1150219. 


—8311020308 IE insp Rept 50-220/83-18 on 830906-30. No noncomp 1 i anc« 
noted. Major areas inspected: licensee action on previous insp 
findings/ operational safety veri ficationi observation of 
physical security plant tours. 

HUDSON, S.D,, GRAY.E. H. Region 1. Office of Director, LAZARUB.HJ 
Division of Project & Resident Programs. 83/10/18. 12 pp. 

21010:249. 24X Fic he: 50-220, 83/ 1 0/19/ 831 1 020307. 


— 8311150223 Rev 2 to Procedure Nl-RAP -61 "Post-Reactor Scram Analysis h. 
Evaluation ■' Related info end. 

SMITH/ R. G / ROMAN. T. W. / PERKINS/ T.J. Niagara Mohawk Power Corp 

82/02/02. 33pp. 21178:307. 24X Fiche: 50-220/ 93/1 1/00/ 8311150219. 


8311150200 Forwards "Plant-Unique Analysis Rept of Torus Suppression 
Chamber, " analyzing torus shells for loads defined in 
Mark I containment program. 

MANGAN/ C. V. Niagara Mohawk Power Corp. 83/11/10. VASSALLO, D. B. 
Operating Reactors Branch 2. ip. 21169.243. 24X 

Fiche: 50-220, 83/11/10/ 8311150200. 


8308300797 IE Info Notice 83-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of 

York/ Inc. i37pp. 21114:331. 24X Fiche: 50-000, 83 / 10 / 21 , 8308300797 


S30S310030 IE Info Notice 83-70, "Vibration Induced Valve Failures" 
Svc list end, 

JORDAN/ E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of Noj 

York/ Inc. 117pp. 21057:219. 24X Fiche: 50-000, 83/10/25. S30S310030 


—8311150204 "Plant-Unique Analysis Rept of Torus Suppression Chamber " 
* Teledyne Engineering Services. TR-5320-1. 83/10/05. 130pp 

21169 244. 24X Fi che ; 50-220, 83/ 11 /lO, 831 1 150200. 


8311170390 Forwards “Operability Analysis of Purge & Vent Valves for 
Nine Mile Point Unit 1," in response to request in W?C 
830921 ltr. Results demonstrate that isolation valves capable 
of closure following LOCA. 

MANGAN/ C. V. Niagara Mohawk Power Corp. 83/11/14. VASSALLO, D B 
Operating Reactors Branch 2. Ip. 21208; 123. 24X 

Fiche: 30-220. 83/1 1 / 1 4 . 831 1 1 70390. 


Q308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc. " Svc list end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of New York, Inc 
179pp. 21070:170. 24X Fiche; 50-000, 83/10/26, 8300300799. 


8300310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head 8< Internals. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/10/27. Consolidated Edison Co. of Neu 

York, Inc. 115pp. 21057:357. 24X Fiche: 50-000. 83/10/27, 8308310034. 


B31ip0393 "Operability Analysis of Purge h Vent Valves for Nine Mile 
Point Unit l, " 


ANDZULIS, 0 . U. , ZEIDERS, R. H. All i s-Chalmers Corp, B3/11/08 
21208:124. 24X Fiche: 50-220, 83/11/14, 8311170390. 


5Spp 


B3111B0196 Forwards final response to Franklin Research Ctr draft 
technical evaluation rept providing recommendations to 
achieve compliance w/NUREG-0612. Sections 5.1.1 8< 5.3. 

LEMPGES. T. E. Niagara Mohawk Power Corp. 03/11/15. EISENHUT, D G 
Division of Licensing. 5pp. 21226:006. 24X Fiche: 50-220, 83/11/15, 

831 1 180176. 


S30S31004S IE Info Notice 83-72, "Environ Qualification Testing 
Experience. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of Neu 

York, Inc. I3lpp, 21155:024. 24X Fiche: 50-000, 83 / 10 / 28 , 8300310048 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated w/U Daughter Products." Svc list end. 

Division of QA, Safeguards & Inspection Programs (Post 
830103). 83/10/31. Consolidated Edison Co. of New York, Inc. 

116pp. 21154:248, 24X Fiche; 50-000, 83/10/31, 8308310057. 


8311100324 Provides info re test program at plant site to model 
responses to ground vibrations on cooling tower. Excerpts 
from ANCQ Engineers, Inc rept containing calculations 
performed for explosive charge of 2.100 lbs, end. 

MANGAN, C. V. Niagara Mohawk Power Corp. 83/11/16. VASSALLO, D B 
Operating Reactors Branch 2. 9pp. 21220 - 117 24X 

Fiche: 50-220, B3/U/16. 831 1180324. 


8311220162 Forwards completed owners data rept form for inservice insp, 
inadvertently omitted from 1982-83 reactor recirculation 
piping replacement preservice insp outage rept. 

ROMAN, T.W. Niagara Mohawk Power Corp. QS/lOXSl. MURLEY, T. E. 

Region 1, Office of Director. Ip. 21255:049, 24X 

Fiche: 50-220, 03/10/31, 8311220162, 


8311220160 Informs that evaluatjjxn.of^design of ll5-kY switchyard wil 
be completed 6 provided for review by 831230. 

MANGAN. C.V^ Niagara Mohawk Power Corp. 83/11/16. VASSALLO, D B 
Operating Reactors Branch 2. Ip. 21254:345 24X 

Fiche: 50-220, 83/11/16, 0311220160. 


0311220164 Completed owners data rept form for inservice insp for 190 
83 reactor recirculation piping replacement preservice insp 
outage rept. ' 

ROMAN, T.W. Niagara Mohawk power Corp. 83/10/31. 20pp. 

21255:050. 24X Fich e: 50-220, 83/ 10/31, 831 1220162. 


83UM0397 Forwards responses to remaining NRC questions re 
submittal on proposed spent fuel pool expansion. Diagrams & 
tables end. 


util 830624 


MANGAN, C.V Niagara Mohawk Power Corp. 83/11/18. VASSALLO, 
Operating Reactors Branch 2. 21pp. 21261 064 a4X 

Fiche; 50-220, 83/11/18, 8311220397. 


8308310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on G£ Type AK-2-25 Breakers) " 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/11/02. Consolidated Edison Co. of New 

York, Inc. Il5pp. 21514:024. 24x Fiche; 50-000, 83/11/02, 8308310076 


reports, lE Bulletins 8c correspondence 


f"'- documents r, alt.ration, of 
I piping subassemblies by ITT Grinnall 

Corp. Forwards documents listed on App A. Review of addl 
documents subj to request continuing, 

FELTON, J, M. Division of Rules and Records. 83/08/11 FUflUA D K 
Clayton, Calhoon 8c Forster. Ltd 3 pp 21092- Oi 

24X Fiche; 50-000. 83/08/11, B3iiC^0017. 


•nchoncom.nt of f.o.trao.t 

conf-itvm films. Film reviews completed to date 

p°JfJ™ell proareis InltlftoO & auCiti 

^sSroi^Offlll POTAPOVS, 

negion y Office of Director. 2pp. 21092- 039 24X 

Fiche: 50-000, 83/08/11, 83H08CX)17. ^ 


=0-SS0/83-.a on 830906-30. No 

RHODE^O^k*^^ ' N ■ of Project 8c Resident Programs. 83/10/ 

Niagara Mohawk Power Corp. 2pp 21010-247 24/ 

Fiche; 50-220, 83/10/19, 8311020307. 21010.247 . 24X 


830B310075 IE Info Notice 83-75. "Improper Control Rod Manipulation. " 
Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Rost B30103). 83/11/03. Consolidated Edison Co, of N«w 

York, Inc. Il4pp. 21513:253. 24X Fiche: 50-000, 93/1 1/03, B30831OO7S, 


8311110293 Summary of 831021 meeting w/BNR licensees in Bethesda,MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 8< 83-02. 

Meeting notice 8< list of attendees end. 

ZWOLINSKI, J. A. Division of Licensing, 83/11/03. HOLAHAN, G. M. 

21160:185. 24X Flch e; 50-000, 83/1 X /03. 

8311110293. 


8311100002 Forwards application for amend to License DPR~63 consisting 
changes re inservice testing 8c insp. 

MANGAN, C.V. Niagara Mohawk Power Corp. 83/11/04. DENTON, H. R. 

Reactor Regulation, Director. Ip. 21137:031. 24X 

Fiche: 50-220, 83/11/04, 8311100002. 


8311100003 Application for amend to License DPR-63 
proposed Tech Specs changes re inservice testing 
* Niagara Mohawk Power Corp. 83/11/04 2pp 
Fiche: 50-220, 83/11/04, 8311100002. 


consisting 

insp. 

21137: 032. 


of 
24 X 


-8311100005 Proposed Tech Specs re inservice testing U insp. 

* Niagara Mohawk Power Corp. 83/11/04. 29pp, 21137- 034 

Fiche: 50-220, 03/11/04, 0311100002 


24 X 


8311210282 Foriuards IE Insp Rept 50-220/83-22 on 830927-29. No 
none omp 1 lance noted. 

MARTINi T, T Division of Engineering & Technical Programs. 83/11/04, 
RHODE. 0. K. Niagara Mohawk Power Corp. 2pp. 21234:287. 24X 

Fiche: SO-220. 83/11/04. 831 1210282. 


— B31121028£> IE Insp Rept 50-220/83-22 on 830927-29. No noncompliance 
noted. Major area inspec ted : observation of emergency 
full-scale exercise on 830927-29. 

WOJNAS.E. J . CROCKER. H.W. Region 1, Office of Director. 83/11/02, 
5pp. 21234:209. 24X Fic he: 50-220. 83/1 1/04. 831 12102B2. 


8311100101 Notification of Significant Licensee Meeting 83-100 on 
831115 in King of Prussia. PA to conduct enforcement 
conference. 

HUDSON, S. Region 1. Office of Director 83/11/07. Region 1. 
Office of Director. Ip. 21 149- 326. 24X Fich e : 50-220. 83/ 1 1 /07, 

8311100101. 


8311180284 Responds to IE Bulletin 83-06 re nonconforming matls 
originating from Tube-Line Corp. No inservice items on 
saf ety-related sys mfg by Tube-Line during time frame 
concerned. 

LEMPGES. T. E. Niagara Mohawk Power Corp. 83/11/08. DEYOUNG. R. C. 
Region 1, Office of Director. Ip. 21227:204. 24X 

Fiche; 50-220, 83/ 1 1 /OB, 831 1 180284. 


8311280407 Forwards IE Insp Rept 50-220/83-24 on 831001-31 & notice 
of violation. 

STAROSTECKI. R. Division of Project 8< Resident Programs. 03/11/09. 

RHODE. O. K. Niagara Mohawk Power Corp. 2pp. 21285:184. 24X 

Fiche: 50-220.83/11/09. 8311280407. 


— B311280410 Notice of violation from insp on 831001-31, 

* Region 1, Office of Director. 83/11/09. Ip. 21285: 186. 24X 

Fiche: 50-220, 83/ 1 1 /09. 831 1 280407. 


— 8311280415 IE Insp Rept 50-220/83-24 on 831001-31. Noncomp 1 iance noted: 
failure to establish continuous fire watch & failure to 
maintain containment isolation valves closed 

HUDSON, S.D. Region 1. Office of Director. LAZARUS. W. J. Division 
of Project & Resident Programs. 83/11/09. 11pp. 21285: 187. 24X 
Fiche: 50-220 , 83/ 1 1 /09, 83 1 1 280407. 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
In Sys Failures. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York. Inc. 114pp. 24X Fi che; 50-000, 83/1 1/14, 031 101001 5. 


8311010018 IE Info Notice 03-78. "Apparent Improper Mod of Component 
Affecting Plant Safety." Sve list end. 

JORDAN, E, L, Division of Efnei'fl.'ST'.cy .P.T'eji aped ness Eng inee^ ing 

Response (Post 830103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. 117pp, 21603:001. 24X Fiche: 50-000. 83/1 1 / 17, 831 1010018, 


R. Periodic operating reports tt related correspondence 


8311220162 Forwards completed owners data rept form for inservice insp, 
inadvertently omitted from 1982-83 reactor recirculation 
piping replacement preservice insp outage rept. 

ROMAN, T.W. Niagara Mohawk Power Corp. 83/10/31. MURLEY, T. E. 

Region 1. Office of Director. Ip. 21255:049. 24X 

Fiche: 50-220. 83/10/31, 831 1220162. 


— 8311220164 Completed owners data rept form for inservice insp for 1982- 
83 reactor recirculation piping replacement preservice insp 
outage rept. 

ROMAN, T. W. Niagara Mohawk Power Corp. 83/10/31. 20pp, 

21255:050. 24X Fiche: 50-220, 03/10/31, 831 1220162. 


8311160213 Monthly operating rept for Oct 1983. W/831 108 Itr. 

ROMAN, T.W., LEMPGES, T.E. Niagara Mohawk Power Corp. 83/11/03. 
Director's Office, Office of Inspection and Enforcement. 5pp. 
21189:113. 24X Fiche:50-220, 83/11/03, 8311160213. 


S, Reportable occurrences, LERs tk related correspondence 


8311070190 LER 83-026/03L-0: on 830909, inputs indicated excessive drift 
across thermocouple B410. Cause unknown. Poor connection in 
terminal box suspected. Corrective action will be determined 
during next cold shutdown. W/B30930 Itr. 

DELORENZO, D. A. , LEMPGES, T. E, Niagara Mohawk Power Corp. 83/09/30, 
MURLEY, T.E. Region 1, Office of Director. 2pp. 21061:276, 24X 

Fiche: 50-220, 83/09/30,8311070190. 


8311210255 LER 83-027/03L-0. on 830923, during normal full power 
operations, two of three feedwater strings tripped cooler 
water entered reactor core. Caused by bad fuse holder in 
reactor trip bus 131 Fuse holder r ep laced. W/B31013 Itr. 

KESEL, D. T. , LEMPGES, T.E, Niagara Mohawk Power Corp. 83/09/30. 
MURLEY, T. E. Region 1, Office of Director 2pp. 21235:322. 24X 

Fiche; 50-220, 83/09/30. 031 1210255. 


8311210353 LER 83-029/04T-0: on 830929, analys is of shoreline sediment 
sample showed Cs-137 level exceeding ETS control sample 
level. Caused by decrease in control sample low level dose 
level during May 1983. W/a31024 Itr 

DELORENZO, D. A. , MANOAN.C.V. Niagara Mohawk Power Corp. 83/10/07. 
MURLEY. T.E. Region 1, Office of Director. 3pp. 21239:340. 24X 

Fiche: 50-220. 83/10/07. 831 1210353. 


8311070363 LER 83-030/0 lT-0: on 831003, while carbon dioxide fire 
suppression sys out of sve for surveillance testing, 
continuous fire watch changed to unapproved continuous fire 
patrol. Caused by manpower prob lem. U/B31017 Itr. 

DELORENZO, D. A. , MANGAN.C.V. Niagara Mohawk Power Corp. 83/10/13. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 21063:238. 24X 

Fiche: 50-220, 83/10/13, 8311070363. 


8311090348 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for 10-cycle - 78, 000-amphere withstand test. 

Equipment redesigned & mod kits instruction books 
prepared, Listed customers advised to initiate mod. 

DWYER, P,W. General Electric Co. 83/10/23. DEYOUNG. R. Director's 
Office. Office of Inspection and Enforcement. 7pp. 21103:254. 24X 

Fiche; 50-000, 83/10/28, 831 1090348. 


8311210288 LER 03-O32/O1T-O: on 031017, 3/4-inch test valve found opened, 
allowing free communication between torus liquid region &< 
secondary containment atmosphere through penetration XS-348. 

Cause undetermined. Procedures changed. W/831028 Itr. 

DELORENZO. D, A. , LEMPGES. T.E. Niagara Mohawk Power Corp. 83/10/28. 
MURLEY, T.E. Region 1, Office of Director. 3pp. 21234:296. 24X 

Fiche: 50-220, 83/10/28. 831 1210288. 


DOCKET 50-225 RPl CRITICAL EXPERIMENT 


F. Security, medical, emergency it fire protection plans 


8311140009 Requests addl info by 840105, to conduct emergency plan 
review. Plan, dtd 830105, does not meet 10CFR50, App E 
requirements or Rev 1 to Reg Guide 2. 6 & ANSI/ANS-15, 16-1902 
"Emergency Planning for Research Reactors. " 

THOMAS, C. 0. Standardization it Special Projects Branch. 03/11/07. 
HARRIS, D. R. Rensselaer Polytechnic Institute, Troy, NY. 4pp. 
21162:257. 24X Fiche . 50-225, 83/11/07. 831 1140009. 


DOCKET 50-237 DRESDEN NUCLEAR POWER SfAflON. UNIT 2 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8311220292 Forwards responses to questions on FES, in support of 
conversion of existing provisional OL to full-term OL. 

RYBAK, B. Commonwealth Edison Co. 03/11/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 21pp. 21253:350, 24X 

Fiche: 50-237, 03/11/10, 831 1220292, 


F. Security, medical, emergency it fire protection plans 


8311070098 Partial response to FOIA request for 12 categories of 
documents re fire-related sub js. Forwards App B documents, App 
A documents available in PDR. Review of addl records subj to 
request in progress. 

FELTON, J.M. Division of Rules and Records. 83/08/16. SO, D. K. 
Public Citizen Litigation Group. Bpp, 21086:035. 24X 

Fiche: 50-000, 83/08/16. 831 1070098. 


— 8202160158 Discusses interaction between fire suppression it safety sys 
as demonstrated by two recent events at Ginna S< Dresden 3. 

FERGUSON, R. L. Chemical Engineering Branch. 82/01/13. 

VOLLMERiR. H. Division of Engineering. 2pp. 21086:178 . 24X 

Fiche; 50-000, 83/08/16, 831107009B. 


8310200362 Generic Ltr 83-33 to all licensees 8( applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Sve list end. 

EISENHUT, D, 0, Division of Licensing. 83/10/19. Consolidated 
Edison Co, of New York, Inc. 21pp. 21114:329. 24X 

Fiche: 50-000, 83/10/19. 8310200362. 


8311080343 Forwards corrections to listed security plan revs. 
Corrections withheld (ref 10CFR73. 21). 

FARRAR, D. L. Commonwealth Edison Co, 83/10/20. Office of Nuclear 
Reactor Regulation, Director. Ip. 21078:329. 24X 

Fiche; 50-000, 83/10/28. 831 1000343. 
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8331080365 Forwards corrections to Rev 12 to security plan. 

Corrections withheld (ref I0CFR73, 21). 

FARRARi D. L Cofli/nonweal th Edison Co 03/10/28 Office of Nuclear 
Reactor Regulationi Director Ip. 21078 073. 24X 

Fiche: 50-010^83/10/28, 8311080365- 


8311040066 Advises that NRC reviewed util 830414 submittal re 
habitability & location of emergency operations facility 
Facility complies ik/NUREG- 0737, Suppl 1 requirements. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02, FARRAR, D.L- 

Commonwealth Edison Co. 2pp. 21050-145. 24X Fi che; 50-01 0, 83/1 1 /02, 

831 1040066, 


S311160436 Releases public version of revised emergency plan 
implementing procedure. 

FELT0NiU.f1- Division of Rules and Records, 83/11/10. Document 
Management Branch. Ip 21222:152. 24X Fi che; 50-010, 83/1 1/10, 

8311160436. 


— 8311160441 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 500-4, "Monthly Decontami nati on 4< Medical 
Area Inventory (Primary Repons ib il ity - Rad-Chem Director)." 
W/031O2Q Itr, receipt form S, procedure history. 

SCOTT, D.J Commonwealth Edison Co, 83/10/17. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 8pp. 21222:153, 24X 

Fiche; 50-0 10, 83/1 1/IO. 9311 i 60436. 


8311380359 Forwards final revised Section 9 schedule required by 
Oeneric Ltr 02-33 re commitment to Suppl 1 of NUREG-0737. 

REED, C. Commonwealth Edison Co. 83/11/15. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 8pp. 21285: 155. 24X 

Fiche: 50-000,83/11/15, 8311280359. 


8311220349 Ack receipt of S3102S ltr transmitting correction to Rev 12 
to security plan dtd 830831. Correction consistent 
W/10CFR50. 54Cp ) requirements !, acceptable. 

AXELSON, W. L. Region 3, Office of Director. 83/11/17. FARRAR, D. L. 
Commonwealth Edison Co, 2pp, 21262:067. 24X Fich e: 50-237, 83/11/17, 

8311220349, 


8311290166 Forwards Revs 13,16,13 & 11 to security plans. Revs change 
commitment re storage of second pair of eyeglasses of 
security officers. Revs withheld (ref 10CFR73, 21). 

FARRAR, D.L. Commonwealth Edison Co. 83/11/17. Region 3, Office 
of Director. Ip, 21305:229. 24X Fiche: 50-000, 83/11/17, 031 1290166 


8311290021 Forwards revised first page of S31013 notice of violation. 
Rev corrects error in insp period referenced in notice. 

SHAFER, W. D. Region 3, Office of Director. 83/11/22, REED, C, 
Commonwealth Edison Co. Ip. 21306:215. 24X Fich e: 50-010, 03/ 1 1 /22, 

8311290021. 


—8311290028 IE Insp Repts 50j::pi0/B3-:X^, 50^237/83-21 5« 50-249/03-19 on 
830720-0919. Noncompliance noted : i nadequate corrective action 
for perforated bellows & inadequate procedure for draining 
water before valve manipulation. 

TONGUE, T.M., KEY, Ul. J. , DANIELSON, D. H. Region 3, Office of 
Director. 33/10/11. 21pp. 21306:221. 24X Fiche; 50-01 0, 83/11/22, 

8311290021. 


0. Adjudicatory correspondence 


8311140049 Responds to 830930 ltr re shipment of irradiated fuel from 
West Valley fac ility. Questions raised 8t relief requested 
addressed in Director's Decision DD-83-14. 

CUNNINGHAM, R. E, Division of Fuel Cycle ?< Material Safety, 83 / 10/10 
MILLAR, F. Environmental Policy Institute. 2pp. 21163:026. 24X 

Fiche: 50-000, 83/10/ 1 8, S3 11 140049. 


6311100378 Informs of denial of 10CFR2. 206 petition re shipments of 
irradiated fuel from West Valley facility, as result of 
830930 Director's Decision. 

DAVIS, J. G. Office of Nuclear Material Safety S: Saf eguards , Director. 
83/10/28, MILLAR, F, Environmental Policy Institute. 2pp. 

21151:344. 24X Fiche; 50-000, 03/10/28, 831 1 100378. 


0311280253 Order extending time until 831228 for Commission to act to 
review 831029 Director's decision denying Environ Policy 
Inst iOCFR2, 206 petition re shipment of irradiated nuclear 
fuel from West Valley, NY. 

CHIUK, S. J, Office of the Secretary of the Commission. 03/11/23. 
Commissioners. ip. 21281:063. 24X Fiche: 50-000, 83/11/23, 

831 1280258. 


8311300231 Order extending time until 831228 for Commission to act to 
review Director's Decision 00-83-14. 

CHILK.B.U, Office of the Secretary of the Commission. 83/11/28. 
Sierra Club. ip. 21311:332. 24X Fiche: 50-000, 03/11/20, 83H300231 


P. Operating license stage documents correspondence 


0311030292 Summary of S30S25 meeting w/OE & Mark I Owners Group In 
Qethesda,MD re differing opinions between NRC GE re 
acceptabi I ity of use of GE suppression pool temp analysis 
(Multi-plant Action D-01). 

SIEGEl, Q, Operating Reactors Branch 2. 83/10/05. Operating 

Reactors Branch 2. 74pp. 21053:244, 24X Fiche; 50-000, 03/10/05, 

8311030292- 


8311030107 Requests extension of completion dates for NUREG-0737, 1 ten i 
II. F. 1. 2, "Iodine Monitoring, " II F, 1, 6, "Hydrogen 
Monitoring" & III.D 3 4, "Control Room Habitability," 
committed to in response to Generic Ltrs 82-05 8( 82-10. 

RYBAK, 0. Commonwealth Edison Co. 83/10/28, DENTON, H. R, Office 
Nuclear Reactor Regulation, Director. 5pp. 21039:019. B4X 
Fiche: 50-000, 83/10/28, 831 1030107. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for OL re NUREG-0965, "NRC Inventory 
of Dams. " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only.W/o end. Svc list end. 

EISENHUT, D, G, Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21184:015. 24X 

Fiche; 50-000, 83/10/31, 8310310403. 


0311010180 Generic Ltr 03-36 to all BWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guidance in NUREO-0737. Response required within 90 days of 
receipt of ltr. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025. a 4 X Fiche; 50-000, 83/1 1/01- 0311010160 


831 1040059 Forwards SER documenting staff review of feedwater 

nozzle & control rod drive return line nozzle cracking based 
on NUREG-0619 8t recommendations of NEDE— 21821—A. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/01, FARRARj'D-1. 

Commonwealth Edison Co. 2pp. 21050:133. 24X Fiche: 50-237, 03/11/01- 

8311040059. 


— B311040071 SER documenting staff review of BWR feedwater nozzle 
control rod drive return line nozzle cracking based on 
NUnEG-0619 & recommendations of NEDE~21821-A. Present air 
operated low-flow control in 0-20% range acceptable 
* Office of Nuclear Reactor Regulation, Director. 83/11/01. 2pp 
21050:135. 24X Fiche: 50-237, 83/1 1/01. 8311040059. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for QLs Zt holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submi ttal of bounding 
demonstration will satisfy requirements. Svc list end 
EISENHUT, D. G. Division of Licensing, 83/11/02. Consolidated 
Edison Co. oF New York, Inc. 16pp, 21184:001. 24X 

Fiche: 50-000, 83/11/02, 8311020051. 


8311110150 Forwards analysis of automatic depressurization sys logic 
change in response to NUREG-0737. Item 1 1 . K. 3, 18. Enc 1 
bypass timer setting justified. 

RYBAK, B. Commonwealth Edison Co. 83/11/02. DENTON, H. R- Office of 
Nuclear Reactor Regulation, Director. 6pp. 21145:325. 24X 

Fiche; 50-000, 83/11/02, 8311110150, 


8311070207 Forwards Amends 77 8c 68 to Licenses DPR-i9 & DPR-2S, 
respectively Sc safety evaluation. Amend changes Tech Specs to 
verify nuclear response to control rod drive (CRD) motion 
for CRDs experiencing coupling. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/03. FARRAR, O, L 

Commonwealth Edison Co. 3pp. 21063:013, 24X Fiche: 50-237, 83/1 1 /O.T- 

Q3H070287. 


— 8311070290 Amends 77 & 68 to Licenses DPR-19 DPR-2S, rasp ective ly , 
authorizing changes to Tech Specs limiting requirement to 
verify nuclear response to control rod drive (CRD) motion 
for CRDs w/previous uncoupling. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/03. Bpp- 

21063:016, 24X Fiche; 50-237, 83/1 1/03, 831 1070287. 


— 8311070291 Safety evaluation supporting Amends 77 tt 68 to Licenses 
OPR-19 & DPR-aS. respectively, 

* Office of Nuclear Reactor Regulation, Director. 03/11/03. 3pp 
21063:024. 24X Fiche: 50-237, 83/1 1/03, 831 1070287. 


8311170357 Addresses concerns of SEP Topic 1 1 1-IO, A, Sec ti on 4.12.1 re 
thermal overload protection for motors of motor operated 
valve as expressed in integrated plant safety assessment 
rept- 

RYBAK. B. Commonwealth Edison Co. 83/11/03. GILBERT, R. Assistant 
Director for Operating Reactors. 9pp, 21211:318. 24X 

Fiche: 50-237, 83/11/03, 8311170357. 



9311080223 Forwards safety evaluation of demonstration of containment 
purge & vent valve operab i 1 i ty . Va 1 ves failed to demonstrate 
ability to close against buildup of containment pressure in 
event of DBA/LOCA. Valves should be sealed. 

CRUTCHFIELDi D, Operating Reactors Branch 5. 83/11/04 FARRAR# D. L 

Commonwealth Edison Co. 3pp. 21080:190. 24X Fiche: 50-000, 83/11/04, 

8311080223. 


— 63110B0233 Safety evaluation of demonstration of containment purge Si 
vent valve operab i 1 ity . Va Ives did not demonstrate ability 
to close against pressure buildup in event of DBA/LOCA. 

WRIGHT, R.J. Office of Nuclear Reactor Regulation, Director. 
83/11/04. 5pp. 21080:193 24X Fic he • 50-000. 83/ 1 1 /04. 831 1030223 


8311090218 Forwards 120-day response to Generic Ltr 83-28 re required 
actions based on generic implications of Salem ATWS events. 

BARNES, P. L. Commonwealth Edison Co 83/11/05. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 21103.261. 24X 

Fiche: 50-000, 83/11/05. 831 1090218. 


8311280334 Forwards outline showing util position on remaining open 
topics summarized in Chapter 4 of SEP integrated safety 
assessment rept (NUREG-04a5> . 

RYBAK. B, Commonwealth Edison Co. 83/11/16, GILBERT, R. Operating 
Reactors Branch 5. 4pp. 21283:001. 24X Fiche: 50-237, 83/ 1 1/16, 

831 1280334. 


Q, Inspection reports, IE Bulletins & correspondence 


8308300797 IE Info Notice 83-69. "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. 137pp. 21114:351. 24X Fiche: 30-000, 83/10/21, 8308300797 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures." 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Jk Engineering 
Response <Po&t 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. 117pp. 21057:219. 24X Fiche: 50-000. 83/10/25, 8308310030. 


0308300799 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc." Svc list end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26, Consolidated Edison Co. of New York, Inc 
179pp. 21070:170. 24X Fi ch e; 50-000, 03/ 10/26, 8308300799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head 8c Internals." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8? Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of New 

York. Inc. 115pp. 21057:357. 24X Fiche: 50-000, 83/10/27. 8308310034. 


8311040028 Forwards response to IE Performance Appraisal Insp Repts 
50-237/83-16 8c 50-249/83-15 on 830509-0603 re onsite 8c 
offsite review 8c investigative functions 8c plant operations. 

Findings re operator awareness disputed. 

REED.C. Commonwealth Edison Co. 83/10/27, KEPPLER. J. G. Region 3. 
Office of Director. 13pp. 21052:271. 24X Fiche: 50-237. 83/10/27, 

8311040028. 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of New 

York, Inc. 131pp. 21155:024. 24X Fiche: 50-000, 83/10/28, 8308310048. 


8300310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. " Svc list end. 

PARTLOW, J. G. Division of QA, Safeguards 8c Inspection Programs (Post 
830103), 83/10/31. Consolidated Edison Co. of New York, Inc. 

116pp. 21154:248. 24X Fiche: 50-000, 83/10/31, 8308310057. 


8308310076 lE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers)." 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 83/11/02, Consolidated Edison Co. of New 

York, Inc. 115pp. 21514:024. 24X Fiche: 50-000, 83/1 1/02. 8308310076 


8308310075 IE Info Notice 83-75. "Improper Control Rod Manipulation." 
Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 83/11/03. Consolidated Edison Co, of New 

York, Inc. 114pp. 21513:253, 24X Fiche: 50-000, 83/1 1/03. 8308310075. 


8311110293 Summary of 831021 meeting w/BWR licensees in Bethesda.MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 8c 83-02. 

Meeting notice 8c list of attendees encl. 

ZWOLINSKI.J A. Division of Licensing. 83/11/03 HOLAHAN, G. M. 
Division of Licensing 6pp. 21160 185. 24X Fi che 50-000, 83/1 1/03, 

8311110293. 


8311280242 Forwards IE Mgt Meeting Repts 50-010/83-20,50-237/83-30, 
50-249/83-28, 50-254/83-29, 50-265/83-29, 50-295 /83-23, 

50-304/83-24, 50-373/83-43, 50-374/83-47, 50-454/ 83-50, 
50-455/83-36,50-456/83-15 & 50-457/83-14 on 031019. 

NORELIUS, C E, Division of Project 8c Resident Programs. 33/11/07. 
REED, C. Commonwealth Edison Co. 2pp. 21281:100. 24X 

Fiche: 50-000.83/11/07, 8311280242. 


— 8311280259 IE Mgt Meeting Repts 50-010/83-20, 50-237/83-30, 50-249/83-28, 
50-254/83-29, 50-265/83-29, 50-295/83-23, 50-304/83-24, 

50-373/83-43, 50-374/83-47, 50-454/83-50. 50-455/83-36, 

50-456/83-15 8c 50-457/83-14 on 831019, 

NORELIUS. C. E. Division of Project 8c Resident Programs, DAVIS, A. B. 

Region 3, Office of Director. 83/11/05, 5pp. 21201:102. 24X 

Fiche: 50-000, 83/11/07, 0311280242. 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103J. 83/11/14. Consolidated Edison Co. of New 

York. Inc. 114pp. 24X Fiche: 50-000, 83/11/14, 831 lOlOOlS. 


8311170120 EN-83-076: on 831 1 18, noti ce of violation 8< proposed 
imposition of civil penalty in amiount of $50,000 will be 
issued. Action based an failure to classify torus-to-dry wel 1 
vacuum breaker actuation arm shaft seals. 

KLINOLER.G. . AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 83/11/15. Ip. 21216:176. 24X Fiche: 50-237. 83/11/15, 

8311170120. 


8311010018 IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ii Engineering 
Response (Post 830103), 03/11/17. Consolidated Edison Co. of New 

York. Inc. 117pp. 21603:001. 24X Fiche; 50-000. 83/11/17, 8311010010. 


8311280116 Forwards 120-dag response to IE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Corp.No Tube-Line 
matls received by Dresden or La Salle. 

BARNES, P.L. Commonwealth Edison Co. 83/11/17. KEPPLER, J. 0. Region 
3, Office of Director. lOpp, 21279:056 24X Fiche 50-000,83/11/17, 

8311280116. 


8311290176 Ack receipt of 831110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/83-16, 

50-t237/B3-21 8< 50-249/83-19. 

SHAFER, W, D. Region 3, Office of Director, 83/11/10. REED.C, 
Commonwealth Edison Co, Ip. 21305:203. 24X Fiche; 50-010, 93/11/18, 

8311290176. 


—8311290178 Responds to NRC 831013 ltr re violations noted in IE Insp 
Repts 50-010/83-16,50-237/83-21 & 50-249/83-19. Correc tive 
actions:hole on expansion bellows filled to original 
section thickness surface buffed to remove stress risers. 

FARRAR, D. L. Commonwealth Edison Co. 83/11/10. KEPPLER, J. 6. 
Region 3, Office of Director. 7pp. 21305:204. 24X 

Fiche: 50-010, 83/11/18,8311290176. 


8311290021 Forwards revised first page of 831013 notice of violation. 
Rev corrects error in insp period referenced in notice, 

SHAFER, W.D. Region 3, Office of Director. 83/11/22. REED.C. 
Commonwealth Edison Co, Ip. 21306:215. 24X Fiche; 50-010, B3/11/2P, 

8311290021. 


— 8311290023 Revised notice of violation from insp on 830720-0919. 

* Region 3, Office of Director. 83/11/22. Ip. 21306:216, 24X 

Fiche; 50-010. 83/11/22, 8311290021. 


—8311290024 Forwards IE Insp Repts 50-010/83-16,50-237/83-21 
50-249/83-19 on 830720-0919 & notice of violation, 

SHAFER, W.D. Region 3, Office of Director. 83/10/13. REED.C. 
Commonwealth Edison Co. 2pp, 21306:217. 24X 

Fiche; 50-010, 33/11/22,8311290021. 


—8311290026 Notice of violation from insp on 830521-0719. 

SHAFER, W.D. Region 3, Office of Director. B3/10/13. 2pp. 
21306:219. a4X Fiche; 50-010, S3/11/22, 831 1290021. 


—8311290028 IE Insp Repts 50-010/83-16,50-237/83-21 & 50-249/83-19 on 
830720-0919. Noncotnpliance noted : inadequate corrective action 
for perforated bellows Zt inadequate procedure for draining 
water before valve manipulation, 

TONGUE, T.M., STASEK, S. , WALKER. R, Region 3, Office of Director. 
83/10/11. 21pp. 21306:221. 24X Fiche: 50-010, 83/11/22, 8311290021 
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e3n2902&S Ack receipt of 831101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/83-23. 
50-249/83-20.50-254/83-22 50-265/83-21. 

SPESSARD. R L Division of Engineering. 83/11/22. REED.C. 
Commonuiealth Edison Co. Ip. 21302:102. 24X Fiche : 50-000. 83/11/22. 

8311290265 


— 8311290284 Forwards Blume criteria support evaluati on. per 830901 
commitment (ref IE Insp Repts 50-237/83-23. 50-249/83-20. 
50-254/B3-22 tt 50-265/83-2 1 ). Ex isting hanger configurations 
do not significantlg reduce safe plant operation. 

RYBAK. B. Commonwealth Edison Co. 83/11/01 SPESSARD. R. L. 
Division of Engineering 13pp. 21302: 103. 24X 

Fiche; 50-000, 83/ 1 1 /22, 8311 290265 . 


8311290257 Ack receipt of 831101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/83-17, 

50-237/83-26 & 50-249/83-24. 

PAPERIELLO. C J. Region 3, Office of Director. 83/11/23. REED.C. 
Commonwealth Edison Co Ip. 21305:342 24X Fiche: 50-010. 83/11/23, 

8311290257. 


— 8311290258 Responds to NRC 831007 Itr re violations noted in IE Insp 
Repts 50-010/83-17,50-237/83-26 & 50-249/83-24. Correc tive 
actions- interim procedure developed to functionally test & 
verify detector linearity of Spring-4 monitor loui range. 

FARRAR. D.L Commonwealth Edison Co. 83/11/01. PAPERIELLQ. C. J. 
Region 3. Office of Director. 3pp. 21305:343. 24X 

Fiche; 50-010.83/11/23.8311290257, 


R. Periodic operating reports & related correspondence 


8311160022 Monthly operating rept for Oct 1983. W/831101 Itr. 
SCHROEDER. a. A. . SCOTT. D.J. Commonwealth Edison Co. 83/11/01. 
Director'^s Office. Office of Inspection and Enforcement. 12pp. 
21188-347. 24X Fiche; 50-237. 83/11/01. 8311160022. 


V. Operator Examinations 


8311020009 Forwards request for addl info re revised licensed operator 
requalif ication rept re NUREG-0737, Item I. A. 3.1. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/10/31. FARRAR, DL 

Commonuiealth Edison Co. 11pp. 21012 208 24X Fiche ■ 50-000, 

83/10/31.8311020009 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT. UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls St correspondence 


8310310109 SAFETY EVALUATION REPORT RELATED TO A FULL-TERM OPERATING 
LICENSE FOR THE R. E. GINNA NUCLEAR POWER PLANT Docket No, 

50-244. (Rochester Gas And Electric Company) 

* Division of Licensing NUREG-0944 83/10/31. I60pp. Available 
at NRC. *6.00. 20998-343 24X F i c h e : 50-244, 83/ 10/3 1 , 831 0310109 


F. Security, medical, emergency St fire protection plans 


8311070098 Partial response to FOIA request for 12 categories of 
documents re fire-related sub j s. Forward s App D documents. App 
A documents available in PDR. Review of addl records subj to 
request in progress 

FELTON. J, M. Division of Rules and Records. 83/08/16. SO, D, R. 
Public Citizen Litigation Group. 8pp. 21086:035. a4X 
Fiche; 50-000, 83/08/16, 831 1070098. 


■8202160158 Discusses interaction between fire suppression 8* safety t 
as demonstrated by two recent events at Oinna Dresden 3. 
FERGUSON. R. L. Chemical Engineering Branch. 82/01/13. 

VOLLMER.R. H. Division of Engineering. 2pp. 21086- 178, 24X 

Fiche; 50-000, 83/08/16. 8311070098 


S. Reportable occurrences. LERs & related correspondence 


8310120106 LER 83-063 /03L-0; on 830830, while performing MSIV 1090 
closure Test Procedure DOS-250-1. double indication occurred 
on MSIV 2-203-lB when test button released. Caused by ground 
on limit switch IB, Circuit will be corrected. W/830927 Itr. 

MAXWELL. D. , SCOTT, D.J. Commonwealth Edison Co. 83/09/27. 
KEPPLER.J. G. Region 3. Office of Director. 3pp. 20696.177. 24X 

Fiche: 50-237, 83/09/27. 8310120106. 


8311040069 LER 83-069 /03L-0. on 831002. during LPCI sys valve operability 
test. pump suction valve MO 2-1501-5C failed to close. Caused 
by faulty auxiliary breaker contact GE CR 105X in valve 
control circuitry. Auxiliary contacts replaced. W/831021 Itr. 

CHRISTEL. B. , SCOTT. D J. Commonwealth Edison Co. 83/10/21. 
KEPPLER.J.G, Region 3. Office^of Director. 3pp. 21051:105 24X 

Fiche: 50-237. 83/10/21, 8311040069. 


8311070490 LER S3-067/03L-0: on B30927. all UPRMs in levels B D 
bypassed on front panel. Rod block monitor 8 placed in 
bypass. Caused by blown fuse in power supply. Fuse replaced 
i monitor 8 returned to svc. W/831021 Itr. 

BERG^W, G. W. , SCOTT, D. J. Commonwealth Edison Co. 83/10/21. 
KEPPLER.J. G. Region 3. Office of Director. 3pp. 21064-212 24X 

Fiche: 50-237. 83/10/21, 831 1070490. 


8311090348 Supplemental Part 21 rept re short circuit bus braclno 
inadequate for 10-cycle - 78. 000-amp here withstand test. 

Equipment redesigned St mod kits & instruction books 
prepared. Listed customers advised to initiate mod. 

DW^.P.W^ General Electric Co. 83/10/28. DEYOUNG. R. Director's 
Office, Office of Inspection and Enforcement. 7pp. 21103*254 24X 

Fiche: 50-000. 83/10/28. 8311090348. 


8311170149 LER B3-070/03L-0: on 831006. 24/48-vol t 2A negative battery 
charger tripped & declared inoperable. Caused by bad solder ^ 

joint & badly tarnished edge connectors resulting in failed 
voltage regulator board. W/831 102 Itr. 

ATA, H. . SCOTT, D. J. Commonwealth Edison Co. 83/11/02 KEPPLER. J o 
Region 3. Office of Director. 3pp. 21215171 24 X 

Fich.:50-237,83/lt/0Z, 8311170149 24X 


8310200362 Generic Ltr 83-33 to all licensees U applicants of nucleai 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EI9ENHUT, D. G. Division of Licensing. 83/10/19. Consolidated 
Edison Co. of New York. Inc, 21pp. 21114:329, 24X 

Fiche: 50-000. 83/10/19, 8310200362. 


8311070298 Summary of 831027 meeting w/util & EPM, Inc re alternate 
safe shutdown plan proposal, per lOCFRSO.App R. SEP completed 
w/o need for extensive mods. Util will submit exemption 
request. 

DICK, G, F. Operating Reactors Branch 5. 83/11/03. Operating 

Reactors Branch 5. 20pp. 21062:134, 24X Fiche: 50-244. 83/1 1/03. 

8311070298. 


8311170321 Forwards "Post-Exercise Assessment: 830622 Exercise of 
Radiological Emergency Preparedness Plans of State of 
NY, Monroe County & Wayne County for ' r'E Ginna Nuclear 
Power Station. " 

KRIMM, R. W. Federal Emergency Management Agency. 83/11/03. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). Ip. 21212:020. 24X Fiche: 50-244, 83/1 l/OU. 

8311170321. 


S311170332 "Post-Exercise Assessment: 930622 Exercise of Radiological 
Emergency Preparedness Plans of State of NY. Monroe County 
& Wayne County for RE Ginna Nuclear Power Station. " 

PETRONE, F. P. Federal Emergency Management Agency. 83/10/12 
79pp. 21212:021. 24X Fic h e; 50-244. 83/ 1 1 /03, 831 1 170321. 


8311210324 Forwards IE Safeguards Insp 
No noncompliance noted. 

MARTIN, T.T. Division of Engineering 
MAIER. J, E. Rochester Gas & Electric 
Fiche: 30-244. 83/11/14. 831 1210324. 


Rept 50-244/83-21 on B31003-0f., 

Technical Programs. 83/11/14 
Corp. 2pp. 21233:357. 24X 


■8311210327 IE Safeguards Insp Rept 50-244/83-21 on 831003-06, No 
noncompliance noted. Major areas inspected : security plan & 
implementing procedures, security organization 5k program 
audit, records 55< repts. test ing 8< maint. 

MADDEN, W. . GDDY.A. T. Region 1. Office of Director, 83/11/02. 
5pp. 21233:359. 24X Fic h e ; 50-244. 83/1 1 / 14, 831 1210324. 


8311170143 I^R B3-07i/03L-0:on 831013, level switch LIS-2-263-72C 
tripped at 111 inches water dp. exceeding Tech Specs^LstJ 
by Instrument setpoint drift. Setpoint adjusted. No further 
action required. W/831 104 ltr. tui'cner 

KEPPL^^J Commonwealth Edison Co. 83/11/04. 

KAPLER, J^ Rtgion 3, Office of Director. 3pp 21215 * lai 
Fiche: 50-237,83/11/04,8311170143. 2^2^^* 181* 


0. Adjudicatory correspondence 


8311080081 Memorandum Ik Order LBP-B3-73. d irec ting NRC Ik any other Pdr 
that so desires, to draft proposed notice of opportunity for 
hearing by 831123. All further requests made in intervenor 
830715 status rept denied. 

OROSSMAN.H, . CQLE.R.F., LUEBKE, E. A. Atomic Safety and Licensing 
Board Panel. Q3/11/07. Office of the Executive Legal Director 
15pp. 21071:333. 24X Fiche : 50-244, 83/ 11 /07, 831 1080081 . 


B311160041 Order substituting end corrected pages to ASLB B31107 
order. 

OROSSMANi H. Atomic Safety and Licensing Board Panel. 93/11/14. Ip. 
21193; 196. 24X Fich e : 50-244, 83/ 1 1/14. 831 1 160041. 


— 8311160104 Corrected Pages 8 & 14 to ASLB 831107 Order LBP-e3-73. 
* Atomic Safety and Licensing Board Panel. 83/11/14. 2pp. 
21193:197 24X Fiche : 50-244, 83/ 1 1 /14, 831 1 160041 . 


8311290241 Requests that ASLB defer consideration of proposed notice 
re util application for full-term DL until ACRS Itr or last 
NRC licensing document issued 

VOIGT, H.H. LeBoeuf, Lamb, Leiby & MacRae. VOIGT, H H. Rochester Gas 
St Electric Corp. 83/11/23. GROSSMAN. H. , LUEBKE, E. A. , COLE. R. F. 
Atomic Safety and Licensing Board Panel. 2pp. 21306:024. 24X 

Fiche: 50-244, 83/11/23. 831 1290241. 


J. Insurance & indemnity information 


0311070260 Forwards Endorsement 77 to MAELU Policy MF-47 & Endorsement 
91 to NELIA Policy NF-i70. 

SINISI.J. M. Marsh & McLennan, Inc. 83/11/02. SALTZMAN, J. D. Office 
of State Programs, Director. 3pp. 21062:325 24X 

Fiche: 50-244, 83/11/02, 831 1070260 


P. Operating license stage documents 8< correspondence 


8309230301 Notification of 831005 meeting ui/INPO. ANL %i util in 
Atlanta, GA re INPO analysis of steam generator tube rupture 
computer simulation. 

DICK, 0. F. Operating Reactors Branch 5. 83/09/21. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 20473:302. 24X 

Fiche: 50-244, 83/09/21 , 8309230301. 


8311020207 Notification of 831110 meeting w/util, Franklin Research Ctr, 
Gilbert Assoc 8< Stevenson Assoc in Bethesda.MD to discuss 
alternative acceptance criteria utilized in util structural 
upgrade program. 

PERSINKD, D. Systematic Evaluation Program Branch. 83/10/24. 

GRIMES, C. I. Systematic Evaluation Program Branch. 2pp. 21023:329 
24X Fiche; 50-244, 83/10/24, 8311020207. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of TMI 
Action Plan Item 1 1 . K. 3. 31 . Submi ttal of bounding 
demonstration will satisfy requirements. 8vc list end. 

EISENHUT, D. G Division of Licensing. 83/11/02. Consolidated 
Edison Co. of New York. Inc. 16pp 21184:001. 24X 

Fiche: 50-000, 83/11/02, 8311020051. 


0311100091 Forwards Amend 58 to License DPR-iB Sc safety evaluation. 
Amend reflects revised organization structure. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/02. MAIER, J. E. 

Rochester Gas 8. Electric Corp. 3pp. 21137:297. 24X 

Fiche: 50-244, 83/11/02, 8311100091. 


— 8311100096 Amend 58 to License DPR-IS, chang ing Tech Specs to reflect 
revised organizational structure. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02. 10pp. 

21137:300. 24X Fiche: 50-244, 83/1 1/02, 8311 100091. 


— 8311100097 Safety evaluation supporting Amend 58 to License DPR-18. 
ALLANSPACH, F. Office of Nuclear Reactor Regulation, Director. 
83/11/02. 3pp. 21137:310. 24X Fiche: 50-244, 83/11/02, B311100091 


B31 1150366 Forwards response to Generic Ltr 83-28, "Required Actions 
Based on Generic Implications of Salem ATWS Events." 

MAIER, U. E. Rochester Gas & Electric Corp. 83/11/04. CRUTCHFIELD, D. 

Operating Reactors Branch 5. Ip. 21177:133. 24X 

Fiche: 50-244, 83/11/04, 8311150366. 


— 8311150370 Rev 1 to Procedure A-25. 4, "Reactor Post-Trip Review." 
* Rochester Gas & Electric Corp. 83/09/01, 17pp. 21177:136. 

24X Fiche: 50-244. 83/11/04, 8311150366, 


— 8311150372 Rev 3 to QA manual: App A. quality & safety-related listing 
& diagrams. 

* Rochester Gas 8< Electric Corp. 80/07/22. 8pp. 21177:153. 24X 

Fiche: 50-244, 83/H/04, 8311150366. 


— 8311150373 Rev 0 to Procedure A-101, "Ginna QA Program Implementation 
* Rochester Gas 8< Electric Corp. 81/12/02. 3pp. 21177:161. 24X 

Fiche: 50-244, 83/11/04, 8311150366 


8311020083 Suppls 811213 response to Generic Ltr 81-21 re natural 
circulation cooldown. Licensed operator training programs 
include St Lucie event, signs that voiding is occurring & 
procedures to prevent & mitigate voiding. 

MAIER, J.E. Rochester Gas Electric Corp, 83/10/26, CRUTCHFIELD, D 
Operating Reactors Branch 5. Ip. 21014:350. 24X 

Fiche; 50-244, 83/10/26, 8311020083. 


8311080352 Submits proposal to modify 830801 request for mod to Tech 
Spec 4. 6. 2. e re SEP Topic VI I i.-3. A. ._lBatter y Testing." Each 
battery will be subj to discharge test at least once per 60 
months to show battery capacity at least 80%. 

MAIER, J.E. Rochester Gas & Electric Corp. 83/10/26. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 2pp. 21078:320. 24X 

Fiche; 50-244, 83/10/26, 8311080352. 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for OL re NUREG-0965, "NRC Inventory 
of Dams. " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info anly.W/o end. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21184:015. 24X 

Fiche: 50-000. 83/10/31, 8310310403. 


8311020142 Forwards SER re stagnant flow scenarios & pressurized 
thermal shock based on info submitted w/a21122 ltr. Potential 
stagnant flow conditions adequately addressed. Commitment to 
implement Westinghouse Owners Group procedures acceptable. 
CRUTCHFIELD. D. Operating Reactors Branch 5. 83/10/31. MAIER, J. E. 

Rochester Gas & Electric Corp. 2pp. 21010:264. a4X 
Fiche; 50-244, 83/10/31. 8311020142. 


— 8311020149 SER re stagnant flow scenarios 8< pressurized thermal shock 
based on info submitted W/S21122 ltr. Risk associated 
w/pressurlzed thermal shock acceptable based on involvement 
w/Westinghouse Owners Group. 

* Office of Nuclear Reactor Regulation, Director. 83/10/31. 3pp. 
21010:266. 24X Fiche: 50-244. 83/10/31, 8311020142. 


8311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guidance in NUREO-0737. Response required within 90 days 
of receipt of ltr. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York, Inc. 22pp. 21149:098. 24X 

Fiche: 50-000. 83/11/01,8311010182. 


— 8311150377 Rev 9 to Procedure A-401, "Control of Procurement Documents 
Prepared at Ginna Station. " 

* Rochester Gas 8, Electric Corp. 83/07/19. 16pp. 21177:164. 

24X Fiche: 50-244, 83/11/04, 8311150366. 


—8311150379 Rev 3 to Procedure M-32. 2. "DB-50 Reactor Trip Circuit 
Breaker Insp.Malnt Test." 

* Rochester Gas & Electric Corp. 83/10/05. 16pp. 21177:180. 

24X Fiche: 50-244. 83/11/04, 8311150366. 


8311160033 Forwards safety evaluation re util response to long-term 
restart Items 14, "Modified Letdown Sys Isolation" & 15 
"Wide-Range Pressuriier Transmitter." Commitments 
acceptable. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/09. MAIER, J.E. 

Rochester Gas 8. Electric Corp. 3pp. 21109:018. 24X 

Fiche: 50-244, 83/11/09, 8311160033. 


— 8311160034 Safety evaluation re long-term restart Items 14 15 

concerning letdown sys isolation & wide-range pressurizer 
transmitter, respectively. 

* Office of Nuclear Reactor Regulation, Director. 83/11/09, 6pp. 
21189:021. 24X Fiche: 50-244. 83/11/09, 8311 160033. 


8311160097 Forwards application to amend License DPR-18, revising Tech 
Specs to include addl clarification of term "operable" & to 
provide consistency between limiting conditions for 
operation tk associated action statements. 

MAIER. J.E. Rochester Gas 8, Electric Corp. 03/11/10. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 21193:111. 24X 

Fiche: 50-244, 83/11/10,8311160097. 


— 8311160100 Application to amend License DPR-18, revl sing Tech Specs to 
include addl clarification of term "operable" 8{ to provide 
consistency between limiting conditions for operation & 
associated action statements. 

MAIER, J.E. Rochester Gas & Electric Corp. 83/11/10. 2pp. 
21193:112. 24X Fic he; 50-244, 83/ 1 1 /lO, 831 1 160097. 


— 8311160105 Proposed Tech Specs re definitions, safety limits 8t limiting 
safety sys settings 8( limiting conditions for operation. 

Safety evaluation re no significant hazards finding end. 

* Rochester Gas «< Electric Corp. 83/11/10. 54pp, 21193:114. 

24X Fiche; 50-244, 83/11/10. 8311160097. 
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8311280170 Advises that requir events of NUREG-0737* Item II. B. 2 re plant 
shielding design review fulfilled. Const continuing on 
subseiioent phases of radwaste control panel mods. 

MAIERjJ S Rochester Gas S< Electric Corp. 83/11/21. CRUTCHFIELD^ D 
Operating Reactors Branch 5. 2pp. 21283: 150. 24)( 

Fiche; 50-244. 83/1 1/21 .8311230170- 


8311200175 Forwards preliminary rept of -Jul 1983 tendon surveillance, 
in response to 830303 Itr. Repair program for tendon 75 & 
procurement of replacement stressing components initiated. 

Testing expected to fee completed by 831201 

MAIER.U E Rochester Gas fe Electric Corp 83/11/21, CRUTCHFIELD. 0 
Operating Reactors Branch 5 &pp 21283: 164, 24X 

Fiche- 50-244. 83/11/21. 831 1280175, 


8311230096 Forwards 5£R re thermal sleeve problems in Westinghouse 
plants No further action required. 

CRUTCHFIELD. D Operating Reactors Branch 5. 83/11/22 MAIER.J. E 

Rochester Gas 6 Electric Corp. Ip. 21269; 120. 24X 

Fiche; 50-244 , 83/ 1 1 / 22 . 83 1 1 230096 


— 8311230099 SER re thermal sleeve problems in Westinghouse plants. 
Viewgraphs end. 

♦ Office of Nuclear Reactor Regulation. Director. 83/11/22. 
I9pp 21269:121. 24X Fi che: 50-244, 83/11/22. 831 1230096. 


8311280343 Forwards safety evaluation supporting util 811113 ^ 831026 
responses to Generic Ltr Sl-21 re natural circulation 
cooldown (THl Item I C. 1). 

CRUTCHFIELD.D Operating Reactors Branch 5. 83/11/22. MAIER. J. E. 

Rochester Gas 6 Electric Corp. 2pp. 21289:006. 24X 

Fiche; 50-244,83/11/22.8311280342 


— 8311280349 Safety evaluation supporting util 811113 & 031026 responses 
to Generic Ltr 81-21 re natural circulation cooldown. 

* Office of Nuclear Reactor Regulation. Director. 03/11/22. 5pp 
21289. 008. 24X Fiche; 50-244. 03/11/22. 8311280342. 


Q. Inspection reports, IE Bulletins *e correspondence 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. “ Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York, Inc. 137pp. 21114:351. 24X Fjche: 50-000. 83/10/21, 8308300797 


B308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures. " 
Svc list encl. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. 117pp. 21057:219. 24X Fiche: 50-000. 83/10/25, 8308310030. 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller. Inc. " Svc list end. 

DEYO/NG.R.C. Director's Office. Office of Inspection and 
Enforcement, 83/10/26. Consolidated Edison Co. of New York, Inc 
179pp. 21070-170. 24X Fiche: 50-000,83/10/26. 8308300799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co of New 

York, Inc, ll3pp. 21057.357. 24X Fiche: 50-000. 83/10/27. 8308310034. 


8311150366 Forwards response to Generic Ltr 83-28. "Required Action' 
Based on Generic Implications of Salem ATWS Events. " 

MAIER.J. E. Rochester Gas & Electric Corp. 83/11/04, CRUTCHFIEL3 
Operating Reactors Branch 5. Ip. 21177:133, 24X 

Fiche; 50-244. 83/11/04. 8311150366. 


— 83111S0379 Rev 3 to Procedure M-32. 2, "DB-SO Reactor Trip Circuit 
Breaker Insp.Maint & Test. " 

* Rochester Gas & Electric Corp 83/10/05. I6pp 21177:100 
24X Fiche; 50-244, 83/11/04, 8311150366. 


8311180317 Ack receipt of 831031 ltr informing NRC of steps taken ti 
correct violations noted in IE Insp Rept 50-244/83-19. 

STARDSTECKI, R. Division of Project Resident Programs. 03/11/0^ 
MAIER. J. E. Rochester Gas & Electric Corp. Ip. 21228; 172 . 24X 

Fiche: 50-244, 83/11/09, 8311180317. 


— 8311180321 Responds to NRC 831005 ltr re violations noted in IE le 
Rept 50-244/83-19. Corrective actions: procedures & inservice 
insp up dated. Computer tracking sys in place. 

MAIER.J. E. Rochester Gas & Electric Corp. 83/10/31. MURLEY, T. 
Region I, Office of Director. 2pp. 21228: 173. 24X 

Fiche: 50-244. 83/11/09. 8311180317. 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Result! 
in Sys Failures." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of N 

York, Inc. Il4pp. 24X Fiche; 50-000. 83/1 1/14, B31101001 5. 


8311210324 Forwards IE Safeguards Insp Rept 50-244/83-21 on B31003-Q 
No noncompliance noted. 

martin, T. T. Division of Engineering & Technical Programs. 83/11/ 
MAIER, J. E. Rochester Gas & Electric Corp. 2pp. 21233:357. 24X 

Fiche: 50-244. 83/11/14, 83i 1210324. 


— B31 1210327 IE Safeguards Insp Rept 50-244/83-21 on 831003-06. No 
noncompliance noted. Major areas inspected : security plan & 
implementing procedures* security organization ii program 
aud it, records & repts. testing & maint. 

MADDEN. W., GQDY. A. T. Region I, Office of Director. 93/11/02. 
5pp. 21233:359. 24X Fich e: 50-244, 83/1 1/14, 931 1210324. 


8311010018 IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post Q30103). 83/11/17. Consolidated Edison Co, of 

York, Inc. 117pp. 21603:001. 24X Fiche: 50-000, 03/11/17, 93110100: 


8311280200 Responds to IE Bulletin 83-06 re nonconforming matls 
supplied by Tube-Line Corp. No Tube-Line Corp matl 
Installed in safety-related sys. Matls in stock will be 
returned to supplier. 

MAIER. J.E. Rochester Gas & Electric Corp. 83/11/18, DEYDUNG/R.C. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
21280:240. 24X Fiche: 50-244, 83/1 1/18, 831 12Q0200. 


8311280159 Advises that addl technical evaluation required for respor 
to 830921 request for addl info re IE Bulletin 80-11, 

"Masonry Wall Design," Response will be completed by 840402, 

MAIER. J.E, Rochester Gas St Electric Corp. 83/11/21, CRUTCHFIELD, 
Operating Reactors Branch 5. Ip. 21283:018, 24X 

Fiche: 50-244, 83/11/21. 8311230159. 


8308310^8 IE Info Notice 83-72, "Environ Qualification Testing 
Experience, *' Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness $t Engineering 
Response (Post 830103) 83/10/28. Consolidated Edison Co of Ne 

York, Inc. 23ipp. 21155:024. 24X Fiche: 50-000. 83/10/28, 830831004 

S3083I0057 IE Info Notice 83-73, “Radiation Exposure From Gloves 
Daughter Products." Svc list encl. 

830103 ? ' 03/1 Safeguards 4, Inspection Programs (Pos 

30103). 03/10/31. Consolidated Edison Co. of New York, Inc. 

ii6pp. 21154:248. 24X Fiche; 50-000, 83/10/31, 8308310057. 


» rc. U5pp. 21514:024, 24X Fiche: 50-000, 83/11/02. 83083100 

8308310075 IE Info Notice 83-75, 

Svc list encl. 

York. Inc. 11410 21513 ®? 5 V^^ 3 ay Edison Co. of h 

PP. 21513.253. 24X Pi che: 50-000, 83/11/03, 830B31OC 


"Improper Control Rod Manipulation. 


R. Periodic operating reports 8< related correspondence 


8311170277 Monthly operating rept for Sept 1983, W/B31006 ltr. 

MCNAMARA, A. E. . SNOW, B. A. Rochester Gas S, Electric Corp. 83/10/06. 

Office of Resource Management, Director, 6pp, 21212:212. 24X 

Fiche: 50-244, 83/10/06, 8311170276. 


S. Reportable occurrences, LERs & related correspondence 


8311030193 Responds to 830831 ltr re util practice of confirming out 
spec chemistry sample results by analyzing second sample 
prior to taking action per Tech Specs. Concurrence not 
g iven. 

STAROSTECKI, R. Division of Project Jk Resident Programs. 83/10/07, 
MAIER.J. Rochester Gas & Electric Corp. 3pp. 21034:328. 24X 

Fiche; 50-244, 83/10/07, 831 1030195. 


8311070379 RO; on 031007, sei smic event occurred in upstate area Of NY. 
Movement not noted by control room operators. Unusual event 
declared £c earthquake emergency plan initiated. Plant tour 
indicated no damage. 

SNOW, B. A. Rochester Gas Sc Electric Corp, 83/10/07. HURLEY, T. E. 
Region 1, Office of Director. 2pp. 21063:062. 24X 

Fiche: 50-244, 83/10/07, 8311070379. 
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8311010333 LER 83-028/03L~0; on 830916i small leak discovered in uield on 
outlet side of boric acid to FCV-llOA manual shutoff valve 
V-3S4. Caused by lack of fusion in meld at point where weld 
pass over lapped . Area ground out & rewelded W/8310i4 Itr. 

SCHULER* T.R . MAIER, J, E. Rochester Gas 8t Electric Corp. 83/10/14. 
MURLEY. T. E. Region 1. Office of Director. 2pp. 20992:361. 24X 

Fiche: 50-244. 83/10/14, 831 1010233 


8311070555 Part 21 rept re potential defect in replacement RIA rubber 
valve seat for 48-inch RIA containment purge valve. Init ial ly 
reported on 831025. Supplier. Buffalo Weaving & Belting, will 
produce anvil seats using extruded preform. 

WILSON, A. K. Henry Pratt Co. 83/10/28. KEPPLER. J. G. Region 3, 
Office of Director. 4pp 21065:267. 24X Fiche: 50-000, 83/10/28, 

8311070555. 


8311080406 Advises that responses re cooldown following steam generator 
tube rupture (SGTR) , procedures for SGTR w/failed open safety 
valve 8< criteria for isolation of condenser acceptable, per 
830715 telcon & 821122 Itr. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/03. MAIER. J.E. 

Rochester Gas & Electric Corp. 3pp. 21077:294. 24X 

Fiche: 50-244. 83/11/03, 8311080406. 


— 8311080421 Safety evaluation supporting licensee response re cooldown 
following steam generator tube rupture (SGTR)»SOTR w/failed 
open safety valve 8< criteria for isolation of condenser. 

BRYAN, S. Office of Nuclear Reactor Regulation, Director. 

83/11/03. 4pp. 21077:297. 24X Fiche; 50-244. 83/11/03. 8311080406. 


8311210153 Responds to questions re simulator training for steam 
generator tube rupture, per request. Training program 
addressing instruction differences in plant responses, 
procedures & control room design discussed. 

MAIER, J. E. Rochester Gas S< Electric Corp. 83/11/15. CRUTCHFIELD, D. 

Operating Reactors Branch 5, 3pp. 21232:307. 24X 

Fiche; 50-244, 83/11/15, 8311210153. 


T. Hearing transcripts on non-antitrust matters 


8311180038 Transcript of ACRS Subcommittee on RE Oinna Nuclear Power 
Plant, Unit 1 831116 meeting in Wash Ington, DC. Pp 1-108. 

Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 83/11/16. 
150pp. 21229:091. 24X Fiche: 50-244, 83/ 1 1 /16, 831 1 180038. 
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F. Security, medical, emergency & fire protection plans 


8311010216 Forwards IE Insp Repts 50-245/83-15 50-336/83-21 on 

830807-0903. No noncompliance noted. 

STARQSTECKI, R. Division of Project «c Resident Programs. 83/10/17. 
COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 20993:016. 24X Fiche: 50-245, 83/10/17, 8311010216. 


—8311010223 IE Insp Repts 50-245/83-15 8< 50-336/83-21 on 030807-0903. No 
noncomp 1 iance noted. Major areas inspected : evaluations of 
plant operations, equipment alignments & read iness, rad iat Ion 
protection, physical security & fire protection. 

SHEDLOSKY, J, T. , LIP INSKI, D. R. , KERCH, H. W. Region 1, Office of 
Director. 83/10/13. 16pp. 20993:018. 24X Fiche: 50-245, 83/10/17, 

8311010216. 


8310200362 Generic Ltr 83-33 to all licensees St applicants of nuclear 
pouter reactors re NRC positions on certain requirements of 
App R to 10CFR50. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/19. Consolidated 
Edison Co, of New York, Inc. 21pp. 21114:329. 24X 

Fiche: 30-000,83/10/19, 8310200362. 


8311070471 Forwards IE Insp Repts 50-245/83-14 St 50-336/83-18 on 
830703-0806. No noncomp! iance noted. 

STARDBTECKI, R. Division of Project S( Resident Programs. 83/10/21. 
COUNSIL. W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 21066:299. 24X Fiche: 50-245, 83/10/21, 8311070471. 


— B3H070477 IE Insp Repts 50-245/83-14 8t 50-336/83-18 on 830703-0806. No 
noncompliance noted. Major areas inspected : plant operations, 
equipment alignments & readiness, radiation protection, 
physical security & fire protection, 

SHEDLOSKY, J. T. . LIPINSKI, D. R. , KINNEY, W. W. Region 1, Office of 
Director. 83/09/27. 17pp. 21066:301. 24X Fiche: 50-245, 83/10/21. 

8311070471. 


8311010368 Forwards listed emergency plan implementing procedures, 
(EPIP) per Section Y of App E to IOCFR50. EPIP Forms 4203-1, 
4204-1 Sic 4205-1 canceled as of 830920. Also comments on 
petition for rulemaking PRM-50-36. W/o ends, 

COUNSIL, W.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 83/10/24. 
EISENHUT, D. G. Division of Licensing 6pp. 20973:212. 24X 

Fiche: 50-245. 83/10/24. 8311010368. 


0311080085 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J. M. Division of Rules and Records. 83/11/02. Document 
Management Branch. Ip. 21094:265 24X Fiche: 50-245, 83/1 1/02. 

8311080085. 


— 8311080089 Forwards public version of Rev 2 to Emergency Plan 
Implementing Procedure EPIP 4215. "Unit 1 Stack 8c 
Containment Air Post-Accident Sampling" 8c Rev 12 to 
Procedure EPIP 2502, "Emergency Shutdown (Reactor Trip). " 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Northeast Utilities 83/10/24, 
EISENHUT, D. G. Division of Licensing. 2pp. 21094-266. 24X 

Fiche: 50-245, 83/ 11 /02, 83 1 1 080085 


— 8311080097 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 4215, "Unit 1 Stack 8c Containment Air 
Post-Accident Sampling" 8< Rev 12 to Procedure EPIP 2502, 
"Emergency Shutdown (Reactor Trip)." 

MROCZKA, E. J. , KEENAN, J.S., WILKENS, D. L. Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). 83/09/01. 22pp. 21094:269. 

24X Fiche: 50-245. 83/11/02, 8311080085. 


8311100185 Forwards Amend 93 to License DPR-21 8t safety evaluation. 
Amend changes Tech Specs to allow standardized testing on 
carbon dioxide Sc Halon 1301 fire control sys. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02. COUNSIL, W.G 

Connecticut Yankee Atomic Power Co. COUNSIL.W.G. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities), 3pp. 21137:231. 24X 

Fiche: 50-245, 83/11/02,8311100185. 


— 8311100187 Amend 93 to License DPR-21, chang ing Tech Spec to allow 
standardized testing on carbon dioxide 8< Halon 1301 fire 
control sys & to correct typographical error. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 83/11/02. 2pp. 

21137:234. 24X Fiche: 50-245, 83/ 11/02, 831i 100185, 


— 8311100190 Safety evaluation supporting Amend 93 to License DPR-2t. 

* Office of Nuclear Reactor Regulation, Director, 83/11/02. 2pp 
21137:239. 24X Fiche; 50-245, 83/11/02, 8311100185. 


8311210293 Forwards IE Safeguards Insp Repts 50-245/83-16 8< 
50-336/83-23 on 830926-30 8« notice of violation, 

MARTIN, T. T. Division of Engineering 8< Technical Programs. 83/11/07, 
COUNSIL.W.G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). ‘2pp. 21234:011. 24)( ' Fiche: 50-245, 83/11/07, 031 1210293. 


— 8311210301 Notice of violation from insp on 830926-30. Saf eg uard a info 
deleted (ref 10CFR73. 21). 

* Region 1. Office of Director. 83/11/07. Ip, 21234:013. 24X 

Fiche: 50-245, 83/11/07. 8311210293. 


“8311210318 IE Insp Repts 50-245/83-16 & 50-336/83-23 on 830926-30. 
Noncompliance noted : fai lure to display all alarms per 
physical security plan St to secure emergency protected/vital 
area keys. Saf eguards info deleted (ref 10CFR73. 21). 

DUNLAP, J.M., SMITH, O.C., GODY, A. T. Region 1, Office of Director. 
83/11/04. 5pp. 21234:014. 24X Fiche; 50-245, 83/1 1/07, 8311210293. 


B311160484 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J, M. Division of Rules and Records, 83/11/10, Document 
Management Branch. Ip. 21219:310. 24X Fiche; 50-245, 83/1 1/ 10, 

8311160484. 


— 8311160486 Forwards public version of revised emergency plan 
implementing procedures, including Procedures EPIP 4001 re 
director of station emergency operations, EP IP 4008 re 
manager of security 8, EPIP 4012 re duty officer, 

COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Northeast Utilities. 93/10/24. 
EISENHUT. D. 0. Division of Licensing. 6pp, 21219:311. SAX 
Fiche: 50-245, 83/ 1 1 / 10, 83 1 1 1 60404. 


— 8311160489 Public version of revised emergency plan implementing 
procedures. Including Procedures EPIP 4001 re director of 
station emergency operations, EPIP 4008 re manager of 
security EPIP 4012 re duty officer. 

a Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/10/04. 500pp. 21219:317. 24X Fiche: 50-245, 83/11/10, 

8311160484, 
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S311ie009& Advises that certain portions of Revs 16 & 17 to security 
plan unaccep tab le. To make portions acceptab le/ p Ian must 
revert to previously approved tuording. Revs reQuested in 30 
days. Enel uiithheld (ref 10CFR73. 21) 

THOMASj T. T. Division of Engineering & Technical Programs. S3/11/10 
CDUNSIL»W. e. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 21228:245. 24X Fiche; 83/ll/l0i 8311190096 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors* 
applicants for OLs & holders of CPs re clar if ication of TMI 
Action Plan Item 11. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements. Sve list end. 

EISENHUT. D. G, Division of Licensing. 83/11/02. Consolidated 

Edison Co. of New York* Inc. 16pp. 21184:001. 24)( 

Fiche: 50-000* 83/11/02* 8311020051. 


8311220425 Forwards listed revs to corporate organization for nuclear 
incidents (CONI) procedure manual. U/o end 

COUNSIL* W. G. Connecticut Yan)<ee Atomic Power Co. SEARS* C.F, 
Northeast Utilities. 83/11/14. EISENHUT* D. G, Division of 
Licensing. Ip. 21260:067, 24X Fi che: 30-000. 83/ 1 1 /14. S31 1220425. 


8311200517 Responds to util 830624 Rev 1 to sui tabi 1 i ty , tra i ni ng 8< 
qualification plan. Portions consistent w/provisions of 
10CFR50. 54(p). For unacceptable portions, correc ted pages 
due within 30 days. Plan withheld (ref 10CFR73. 21). 

MARTIN. T. T. Division of Engineering £« Technical Programs. 83/11/19. 

COUNSIL* W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 4pp. 21284:209. 24X Fiche: 50-245* 83/11/18* 831 1280517 


P. Operating license stage documents & correspondence 


8311040095 Documents position & answers questions arising from 031021 
meeting w/NRC & utils re intergranular stress corrosion 
cracking in BWR piping. Viewgraphs end. 

caUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL* W. 0, Northeast Utilities. 83/11/02. DENT^.f 
Office of Nuclear Reactor Regulation* Director. 30pp. 21031:229 

24X Fiche: 50-245* 83/11/02*8311040095. 


0311100185 Forwards Amend 93 to License DPR-21 & safety evaluation. 
Amend changes Tech Specs to allow standardized testing on 
carbon dioxide Halon 1301 fire control sys. 

CRUTCHFIELD*0. Operating Reactors Branch 5. 83/11/02. CQUNBIL* W. 

Connecticut Yankee Atomic Power Co. COUNSIL* W. G. Northeast 
Energy Co. (subs, of Northeast Utilities). 3pp. 21137:231. 24X 

Fiche; 50-245, 83/11/02. 8311100185. 


8311030292 Summary of 830825 meeting m/GE it Mark I Owners Group in 
Bethesda.MD re differing opinions between NRC & GE re 
acceptability of use of GE suppression pool temp analysis 
(Multi-plant Action D-01). 

SIEGEL* D. Operating Reactors Branch 2. 83/10/05. Operating 

Reactors Branch 2. 74pp. 21053:244. 24X Fiche: 50-000* 83/10/05. 

8311030292. 


8311030266 Responds to 830921 ltr re plant-specific backfitting 8« 
comments on SECY-83-321 "NRC Plan for Mgt of Plant-Specific 
Backfitting of Operating Power Reactors, " Backfit procedures 
still under development. Comments will be considered. 

DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 

83/10/25. COUNSlLiW.G, Northeast Utilities. 4pp. 21055:302. 24X 

Fiche; 50-000, 83/10/25, 831 1030266. 


— 8311030271 Comments on SECY-a3-321 "NRC Plan for Mgt of PI an t-Spec i f i c 
Backfitting of Operating Power Reactors. " Urges same degree 
of backfit protection be given to near-term DLs. 

COUNSIL, N. G. , SEARS, C.F- Connecticut Yankee Atomic Power Co. 

COUNSIL, W.G. Northeast Utilities. 83/09/21. DIRCKS* W. J. Office 
of the Executive Director for Operations. 4pp. 21055: 306. 24X 

Fiche; 50-000* 83/10/25, 8311030266. 


— 8311030275 Comments on staff requirements memo on backfitting. Suggests 
need for explicit cost-benefit analysis it backfit 
justification* consideration of near-term OLs & appeal 
process it plant reloads. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL* 14, G. 
Northeast Nuclear Energy Co. (subs., o.f Northeast Utilities). 

CQUNSIL,«. G. Northeast Utilities. 83/08/17. ‘ BOULDER. H. Office 

of Inspector & Auditor. 7pp. 21055:310. 24X 

Fiche: 50-000, 83/10/25,8311030266. 


— 8311100187 Amend 93 to License DPR-21. chang ing Tech Spec to allow 
standardized testing on carbon dioxide it Halon 1301 fire 
control sys & to correct typographical error. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/02. 2pp. 

21137:234. 24X Fiche: 50-245* 83/1 1/02* 8311100185. 


— 8311100190 Safety evaluation supporting Amend 93 to License 

* Office of Nuclear Reactor Regulation* Director. 83/11/02. <ifv 
21137:239, 24X Fiche: 50-245* 83/1 1/02* 8311100105. 


B311280050 Forwards response to Generic Ltr 83-28 re generic 
implications of Salem ATMS events. Nuclear util task action 
committee formed to develop practical approach to Item 2.2.2 
(vendor interface) . Rept doe by 840201. 

COUNSIL* W. G. Connecticut Yankee Atomic Power Co. COUNSIL* w.O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
COUNSIL.W.G. Northeast Utilities. 83/11/08. EISENHUT* D. 0. 
Division of Licensing. 146pp. 21278:077. 24X Fiche; 50-000. 

83/11/Oe* 0311280050. 


8311160412 Informs that Class I St II fees due for review of util 
830216 request for deletion of nonradiolog ical water quality 
& terrestrial monitoring programs. ^ 

MILLER. W.O. License Fee Management Branch. .83/11/10. COUNSIL. W.O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
21241:065. 24X Fiche: 50-245. 83/11/10* 831 1 160412. 


831 1220425 Forwards listed revs to corporate organization for nuclear 
incidents (CONI) procedure manual.W/o end. 

COUNSIL. W. G. , SEARS. C.F. Connecticut Yankee Atomic Power Co. 
COUNSIL, W.G. Northeast Utilities. 83/11/14. EISENHUT, D. O. 
Division of Licensing. Ip. 21260:067. 24X Fiche: 50 - 000 * 83/11/14* 

031 1220425. 


8311070347 Verifies operability of post-accident sampling sys CTMI 
Item II. B. 3), Actual reactor coolant sample will be drawn 
from Unit 2 when plant condition permits. 

C0UN8IL*W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILiW.G. Northeast Utilities. 83/10/27. 

HURLEY* T. E. Region 1* Office of Director. 2pp. 21062:115, 24X 

Fiche: 50-245, 83/10/27* 031 1070347. 


8310310403 Generic Ltr 83-30 to all licensees of operating power 
reactors applicants for OL re NUREG-0765i "NRC Inventory 
of Dams, “ Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only.W/o end, Sve list end. 

EISENHUT, D. 0. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 21104:015. 24X 

Fiche; 50-000.83/10/31. 0310310403. 


0311010180 Generic Ltr 83-36 to all SWR licensees re fWR£G~0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
w/guidance in NUREO-0737. Response required within 90 days of 
receipt of ltr. Bve list end. 

EISENHUT, D. G. Division of Licensing. 83/11/01. Commonwealth 
Edison Co. 22pp. 21184:025, 24X Fiche; 50-000* 83/11 /Ol, 8311010180. 


3311220190 Application for amend to License DPR-21 to specify actions 
to be taken in event of loss of leakage detection 
capability. 

COUNSIL* W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 83/11/01. 
CRUTCHFIELD* D. Operating Reactors Branch 5, 3pp, 21254:313. 24X 

Fiche: 50-245, 83/11/01,0311220190. 


-3311220193 Proposed changes to Tech Spec specifying actions to be taken 
in event of loss of leakage detection capability, 

♦ Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/11/01. Ip, 21254:316. 24X Fiche: 50-245, 83/1 1/01* 8311220190. 


8311280497 Accepts GE recommended reactor protective monitoring sy* 

4 s time delay. Undervoltag# setpoint of 103 volts & l32-VGlt 
overvoltage setpoint required. Time delay it setpoints should 
be included in Tech Specs. 

COUNSIL. W. G. . COUNSIL* W.G. Northeast Nuclear Energy Co. (sobs, of 
Northeast Utilities). 83/11/17. CRUTCHFIELD, D. Operating Reactors 
Branch 5. 2pp. 21284:280. 24X FI che; 50-245* 83/1 1/17* 831 1280497. 


S3112S0511 Informs that TMI II. F. 1. 6 considered effectively superseded 
by Reg Guide 1.97* Rev 2 re containment hydrogen monitors. 

Util plans no further action. 

COUNSIL* W.G. Connecticut Yankee Atomic Power Co. COUNSIL* W. ©. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities. 83/11/17. CRUTCHFIELD* D. 
Operating Reactors Branch 5. 2pp. 21283:239. 24X 

Fiche: 50-000* 83/11/17, 8311280511. 


8311280314 Informs of program developed w/Thames Valley State Technical 
College to upgrade shift technical advisor knowledge to 
fulfill requirements of NUREG-0737, Item I. A. 1. 1. First 
session expected to begin on 831205. 

COUNSIL.W.G, Connecticut Yankee Atomic Power Co. COUNSIL.W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
COUNSIL.W.G. Northeast Utilities. 83/11/18. EISENHUT, D. ©, 

Division of Licensing. 4pp. 21282:226. 24X Fich e: 50 - 000 * 83/1 1/lS* 

8311280314. 


8311260487 Forwards notice of consideration of issuance of amends to 
Licenses DPR-21 it DPR-65 it proposed NSHC determination it 
opportunity for hearing re operator staffing requiremen ts. 

CRUTCHFIELD* D, Operating Reactors Branch 5. 83/11/18, COUNSIL.W.G. 

Union Electric Co, 2pp. 21284:257. 24X Fiche: 50-245* 83/1 1/IB* 

831 1280487. 



— S3112B0490 Notice of consideration of issuance of amend to Licenses 
DPR-21 & DPR-65 & proposed NSHC determination & opportunity 
for hearing. 

CRUTCHFIELD, D. Operating Reactors Branch 5. B3/11/17. 6pp. 

21284:259. 24X Fiche 50-245,83/11/18,8311280487. 


Q. Inspection reports, IE Bulletins correspondence 


8311010216 Forwards IE Insp Repts 50-245/83-15 & 50-336/83-21 on 
830807-0903. No noncompliance noted. 

STAROSTECKIi R. Division of Project Sk Resident Programs. 83/10/17. 
COUNBIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 20993:016. 24X Fiche: 50-245. 83/10/17, 831 1010216 


— 8311010223 IE Insp Repts 50-245/83-15 & 30-336/83-21 on 830807-0903. No 
noncompl iance noted. Major areas inspected : evaluations of 
plant operations, equipment alignments & read iness, rad iat ion 
protection, physical security & fire protection. 

SHEDLOSKY, J, T. . LIPINSKI, D, R. . KERCH, H. W. Region 1, Office of 
Director. 83/10/13. 16pp. 20993:018. 24X Fiche: 50-245. 83/10/17, 

8311010216. 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 83/10/21. Consolidated Edison Co. of New 

York. Inc, 137pp. 21114:351. 24X Fiche: 50-000. 83/10/21. 8308300797. 


831 1070471 Forwards IE Insp Repts 50-245/83-14 & 50-336/83-18 on 
830703-0806. No noncompliance noted. 

STAROSTECKI, R. Division of Project & Resident Programs. 83/10/21. 
COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 21066:299. 24X Fiche; 50-245. 83/10/21. 831 1070471. 


—8311070477 IE Insp Repts 50-245/83-14 50-336/83-18 on 830703-0806. No 

noncompliance noted. Major areas inspected: plant operations, 
equipment alignments 8t readiness, radiation protection, 
physical security & fire protection. 

SHEDLOSKY. J. T. , LIPINSKI , D, R. . KINNEY. W.W. Region 1, Office of 
Director. 83/09/27. 17pp. 21066:301. 24X Fiche: 50-245, 83/10/21, 

8311070471, 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures. " 
Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc, 117pp. 21057:219. 24X Fiche: 50-000, 83/10/25, 8308310030. 


8308300799 IE Bulletin 83-07, Suppl 1, “Apparently Fraudulent Products 
Sold By Ray Miller, Inc. " Svc list end. 

DEYGUNC}, R. C. Director's Office, Office of Inspection and 
Enforcement. 83/10/26. Consolidated Edison Co. of Now York, Inc. 
179pp. 21070:170. 24X Fiche: 90-pOQ, 8308300.799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of Neo/ 

York, Inc. 115pp. 21057:357. 24X Fiche: 50-000, 83/10/27, 8308310034. 


8308310048 IE Info Notice 83-72, "Environ Qua 1 if icat i on Testing 
Experience." Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of New 

York, Inc. 131pp. 21155:024. 24X Fiche: 50-000, 03/10/28, 8308310048. 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products. " Svc list end. 

PARTLOW, J.O. Division of QA, Safeguards S< Inspection Programs (Post 
830103). 83/10/31. Consolidated Edison Co. of New York, Inc. 

116pp. 21134:248, 24X Fi ch e : 50-000. 83/10/31, 8308310037. 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on OE Type AK-2-25 Breakers)." 

Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/11/02. Consolidated Edison Co. of New 

York, Inc. liSpp. 21314:024. 24X Fiche: 50-000, 83/11/02, 8308310076. 


8311040095 Documents position & answers questions arising from 831021 
meeting w/NRC S< utils re intergranular stress corrosion 
cracking in BWR pip ing. Viewgraphs end. 

COUNSIL, W, 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Northeast Utilities. 93/11/02. DENTON, H. 

Office of Nuclear Reactor Regulation, Director. 30pp. 21051:229. 

24X Fiche: 50-245, 83/11/02, 8311040095. 


8308310075 IE Info Notice 83-75, "Improper Control Rod Manipulation. " 
Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/11/03, Consolidated Edison Co. of New 

York, Inc. 114pp. 21513:253, 24X Fiche: 50-000, 83/11/03, 8308310075. 


0311080589 Notification of Significant Licensee Meeting 83-98 on 
831129 in Berlin, CT to discuss SALP mgt, 

ELSA8SER, T. C. Region 1, Office of Director. 83/11/03. Region 1, 
Office of Director. 2pp. 21113:336. 24X Fiche: 50-000, 83/11/03, 

8311080589. 


8311110293 Summary of 831021 meeting w/DWR licensees in Bethesda,MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 & 83-02. 

Meeting notice 8, list of attendees end. 

ZWOLINSKI, J. A. Division of Licensing. 03/11/03. HOLAHAN, 0. M. 
Division of Licensing. 6pp. 21160:105. 24X Fiche: 50-000, 83/11/03, 

8311110293. 


8311210293 Forwards IE Safeguards Insp Repts 50-245/83-16 8, 
50-336/83-23 on 830926-30 Sc notice of violation. 

MARTIN, T. T. Division of Engineering 8, Technical Programs. 83/11/07. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 21234:011. 24X Fiche; 50-245, 83/1 1 /07, 831 1210293. 


— 8311210301 Notice of violation from insp on 030926-30. Safeguards info 
deleted (ref 10CFR73. 21). 

* Region 1, Office of Director. 83/11/07. Ip. 21234:013. 24X 

Fiche: 50-245, 83/11/07. 8311210293. 


— 8311210318 IE Insp Repts 50-245/83-16 8. 50-336/83-23 on 830926-30. 
Noncompliance noted: failure to display all alarms per 
physical security plan Sc to secure emergency protected/vital 
area keys. Safeguards info deleted (ref 10CFR73. 21). 

DUNLAP, J.M., SMITH, G.C., OODY, A. T. Region 1, Office of Director. 
03/11/04. 5pp. 21234:014. 24X Fiche: 50-245, 83/11/07, 8311210293, 


8311210350 Responds to IE Bulletin 83-06, "Nonconforming Metis Supplied 
by Tube-Line Corp. " No Tube-Line supplied matls used in 
saf aty-related sys. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 
COUNSIL, W.G. Northeast Utilities. 83/11/07. MURLEY, T. E. Region I, 
Office of Director. 2pp. 21234:115. 24X Fich e: 50-000. 83/1 1/07, 

8311210350. 


8311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 83/11/14. Consolidated Edison Co. of New 

York, Inc. 114pp. 24X Fiche: 50-000, 83/11/14, 831 1010015. 


8311010018 IE Info Notice 83-78, “Apparent Improper Mod of Component 
Affecting Plant Safety. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post B30103). 83/11/17. Consolidated Edison Co. of New 

York, Inc. I17pp. 21603:001. 24X Fiche: 50-000, 83/1 1/17. 831 1010018. 


R. Periodic operating reports it related' correspondence 


8311170354 Monthly operating rapt for Sept 1983. W/031Oi4 Itr. 
HARRAN.O. , MROCZKA.E. J. Northeast Utilities. MROCZKA, E. J. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
83/10/02. Office of Resource Management, Director. 7pp. 
21211:327, 24X Fiche: 50-245, 83/10/02, 0311170354. 


B. Reportable occurrences, LERs St related correspondence 


8311010345 RO; on 83081 1, 1 isted anomalous levels of radioactivity 
observed in sample of oysters from within 500 ft of plant 
d ischarge, Caused by higher than routine releases of Ca-60 
from Unit 2 during refueling outage. 

MROCZKA, E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). MROCZKA, E.J. Northeast Utilities. 83/10/03. 

MURLEY, T.E. Region 1, Office of Director. 3pp. 20973:063. 24X 

Fiche: 50-245, 83/10/03, 8311010345. 


8311030147 LER 03-028 /03L-0: on 830930, of fgas radiation monitor channel 
2 failed downscale S< declared Inop erable. Caused by shorted 
resistor R142. Resistor replaced 8« monitor recalibr. Resistor 
in similar power supplies will be checked, U/331026 Itr. 

THULL.T.S., MROCZKA, E.J, Northeast Utilities. MROCZKA.E. J. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
83/10/26. MURLEY, T.E. Region 1, Office of Director, 3pp. 
21036:319. 24X Fiche: 50-245, 83/10/26. 8311030147, 


8311070555 Part 21 rept re potential defect in replacement RIA rubber 
valve seat for 48-lnch RIA containment purge valve. Initial ly 
reported on 831025. Supplier, Buffalo Weaving 8< Belting, will 
produce anvil seats using extruded preform, 

WILSON, A. K. Henry Pratt Co. 83/10/28. KEPPLER.J, 0. Regions, 
Office of Director. 4pp. 21065:267. 24X Fiche: 50-000, 83/10/28, 

8311070555. 
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DOCKETED ITEMS 


8311.0*70358 RO- on 830827^ neu tra 1 wire for master scram contactor burnt 
off» causing loss of continuity Contactor 5SO-i08C 
deenergiied resulting in half scram on Channel A of reactor 
protection sys. Caused by poor connection. 

KRQCZKA.E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities) MROCZKAi E. J Northeast Utilities. 83/10/28. 

MURLEY) T. E. Region 1* Office of Director. 2pp. 21099:001. 24)( 

Fiche: 50-24S, 83/10/28- 831 1090258. 


B311Q90348 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for 10~cycle - 78. 000-amphere withstand test. 

Equipment redesigned & mod kits & instruction books 
prepared. Uisted customers advised to initiate mod. 

DWYER' P W. Oenerai Electric Co. 83/10/28. DEYQUN(?' R. Directory’s 
Office, Office of Inspection and Enforcement. 7pp. 21103:254. 24.'C 

Fiche: 50-000. 83/10/28. 8311090348. 


8311210305 RO ETS-NR/S3-05: on 831012i activi ty levels observed in 
samples of aquatic flora from within 500 ft of discharge 
exceeded control station average activity by greater than 
factor of 10. Caused by addl processing of liquid raduiaste. 
MROCZKA'E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), WROCZKA.E. J. Northeast Utilities. 83/11/10. 

HURLEY. T.E. Region 1. Office of Director. 3pp- 21234.106. 24X 

Fiche: 50-245, 83/11/10. 8311210305. 


831 1210308 RO: on 8311 10. whi le troubleshooting post-acc ident sampling 
sys for plugged line in shutdown cooling sample point flush 
1 ine. discovered that flush line & sample line 
cross-connected. Line reconnected in proper orientation. 

HROCZKAi E. J. I ROMBERO. W. D. Northeast Nuclear Energy Co. (Subs, of 
Northeast Utilities) MRCCZKA.E. J. Northeast Utilities. 83/11/10. 
HURLEY. T. E. Region 1, Office of Director. 2pp. 21234:268. 24X 

Fiche: 50-245.83/11/10. 8311210308. 


S3112S0481 Part 21 rept forwarding list of HYAC units supplied to 
facilities. All units built in Winston-Salem, NC facility. 

BROWN.U. T. Bahnson Co.. Inc. (subs, of Hillman Coal St Coke Co. ). 
83/11/lS. DEYOUNO, R. C, Director's Office. Office of Inspection and 
Enforcement. 2pp. 21283:357. 24X Fiche; 50-000. 83/11/lB, 8311280481. 


— '8311020334 Forwards public version of emergency plan procedure 
documents App A, "Site Emergency Roster" St App B. “Con Ed 
Medical Dept, Consultants S< Agencies." 

□ 'TOOLE. J.D. Consolidated Edison Co, of New York, Inc. B3/07/2R 
HURLEY, T. E. Region 1, Office of Director. 3pp. 21043:300. 24X 

Fiche: 50-003. 83/10/25. 831 1020310. 


—8311020316 Public version of emergency plan procedure documents 
App A. "Site Area Emergency Roster" & App B. "Con Ed Medical 
Dept. Consul tants & Agencies. " 

* Consolidated Edison Co. of New York, Inc. 83/06/30. I5pp. 
21043:303. 24X Fiche: 50-003. 83/10/25. 831 1020310. 


8311080209 Forwards SER on util 791231 lU 800630 responses to 
NUREO-0737. Item II.B.2. 2. "Design Review of Plant Shielding 
- Corrective Actions for Access to Vital Areas." 

Requirements met. Review complete. 

VARGA. S. A. Operating Reactors Branch 1. 83/10/26. Q'TOOLE. J. D. 

Consolidated Edison Co. of New York, Inc. 5pp. 21092:359. 24X 

Fiche: 50-247. 03/10/26, 031 1080209. 


8311180157 Forwards IE Insp Rept 50-247/83-21 on 830901-1017 & notice 
of violation. Response should discuss actions taken or 
planned to improve nuclear safety committee review process. 
STAROSTECKI, R. Division of Project S< Resident Programs. 83/11/03. 
O'TQDLE, J. D. Consolidated Edison Co. of New York, Inc, 2pp. 
21223:139. 24X Fiche: 50-247, 83/11/03. 8311 180157. 


—8311180191 Notice of violation from insp on 830901-1017. 

♦ Region 1, Office of Director. 83/11/03. 2pp. 21223:141. a4X 
Fiche: 50-247. 83/11/03. 8311 180157. 


— 8311180194 IE Insp Rept 50-247/83-21 on 830901-1017. Noncomp liance 
noted; failure to perform safety evaluation. identify 
potential hazard & provide suitably documented procedures 
to assure quality of work on fan cooler 22. 

FOLEY, T. . KOLTAY. P, Region X. Office of Director. NORRHOLM.L. 
Division of Project te Resident Programs. 03/10/26. 21pp. 

21223:143. 24X Fiche: 50-247. 83/11/03. 8311180157. 


DOCKET 50-247 INDIAN POINT STATIt3N. UNIT 2 

F, Security, medical, emergency & fire protection plans 


83H070098 Partial response to FOIA request for 12 categories of 
documents re fire-related sub js. Forwards App B documents. App 
A documents available in PDR. Review of addl records subj to 
request in progress. 

FELTON. U.M, Division of Rules and Records. 83/08/16. SO. D. K, 
Public Citizen Litigation Group. 8pp. 21086.035. 24X 

Fiche; 50-000. 83/08/16, 831 107009S. 


6210060002 Informs of provision to bring external probabilistic risk 
assessment methodology to parity w/internal events. 

Inclusion of external events ui/std plant probabi 1 is ti c 
risk assessments not recommended. 

VOLLMER.R. H. Division of Engineering. 82/09/07. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp 21086- 173 
24X Fiche; 50-000, 83/08/16. 8311070098. 


8311010372 Forwards IE Enforcement Conference Rept 50-247/83-20 on 
030913 Sc notice of violation. 

martin, T. T. Division of Engineering & Technical Programs. 83/10/11, 
0 'TOOLE, v). D. Consolidated Edison Co. of New York, Inc. 2pp. 
20971:312. 24X Fiche: 50-247. 83/10/11. B3H010372. 


'-8311010376 Notice of violation from 
* Region 1. Office of Director. 
Fiche; SO-247, 83/10/11, 8311010372. 


insp on 830815-19. 

83/10/11. 3pp, 20971:314. 24X 


8311290145 Notifies that 810807 Sc 830214 applications for amend to 
License DPR-26 re alternate shutdown St definition of 
operability will not be processed for listed reasons. 

Corrected applications requested. 

VAR(3A, S. A, Operating Reactors Branch 1. 83/11/15. O'TOOLE, J.D, 

Consolidated Edison Co. of New York, Inc. 3pp. 21309:200 . 24X 
Fiche; 50-247. 83/11/15. 831 1290145. 


0311220391 Clarifies conclusions of NRC 830822 SER re safe shutdown 
capability in event of fi re. Concurrence requested. 

Q 'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 83/11/16. 

EISENHUT, D. G. Division of Licensing. 6pp. 21261:139. 24X 
Fiche; 50-247, 83/11/16, 831 1220391. 


8311230078 Informs of delay encountered in implementing safety 
assessment sys/safety parameter display sys as committed to 
in 830415 response to NUREG-0737. Supp I 1. due to contractor 
delays in delivery of sys software package Si hardware. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. 83/11/18. 

EISENHUT, D. G. Division of Licensing. 2pp, 21270:169. 24X 

Fiche: 50-247. 83/11/18, 831 123007S. 


G. Adjudicatory correspondence 


8311090112 Order directing comments for special proceeding to be no 
longer than 60 double-spaced typed pages. 

CHILK, S. J. Office of the Secretary of the Commission. 83/11/07. 
Public Interest Research Group, New York. 2pp. 21102:193. 24X 
Fiche: 50-247. 83/11/07, 831 1090112. 


-8311010378 IE Enforcement Conference Rept 50-247/03-20 on 830913. Majt 
areas discussed: fire protection program & violations re 
Inadequate fire protection plan. 

* ANDERSON, C. J. Region 1, Office of Director. 

83/10/05- 3pp. 20971:317. 24X Fiche: 50-247. 83/10/ 1 1. 831 1010372. 


8310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
llTl P°=iticns on certain requirements of 

App R to 10CFR50. Svc list end. 

Licensing. 83/10/19. Consolidated 
Edison Co^ of New York. Inc. 21pp. 21114:329. 24X 

Fiche; 50-000, 83/10/19. 8310200362. 


version of revised emergency plan 

imp Itmcnting procedures. 

Records. 83/10/25. Document 
031102031^ 21043:290. 24X Fiche: 50-003, 83/10/25. 


8311100277 Errata to A5LB 831024 opinion & recommendations to 
Commission on societal value of risk estimates. 

GLEASON, J. P. Atomic Safety and Licensing Board Panel. 83/11/08. 
3pp. 21126:122. 24X Fiche: 50-247, 83/11/08. 0311100277. 


Q. Advisory Committee on Reactor Safeguards reports & correspondence 


8311140231 Summary of Joint Indian Point it Reliability & Probabilistic 
Assessment Subcommittee 830706 meeting in Wash ington, DC re 
safety goal evaluation plan & plan to resolve Unresolved 
Safety Issue A-17. 

* ACR6 - Advisory Committee on Reactor Safeguards. 83/07/29, 

ACRS - Advisory Committee on Reactor Safeguards. 22pp. 21164:123. 

24X Fiche: 50-000, 03/07/29, 8311140231. 



P. Operating license stage documents & correspondence 


B31 1030227 Denies S3090& request for extension to respond to Generic 
Ltr 83-28 “Clarification of Required Actions Based on 
Generic Implications of Salem ATWS Events.*' Response, to 
extent practical, requested by 831105. 

VARGA, S. A. Operating Reactors Branch 1. 83/10/20. O'TOOLE, J.D. 

Consolidated Edison Co. of Neiu York, Inc. 2pp. 21049:309. 24X 

Fiche: 50-247, 83/10/20, B31 1030227 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors tt applicants for OL re NUREG-0965, "NRC Inventory 
of Dams. '' Forwards NUREO-0965 “NRC Inventory of Dams" for 
info only.W/o end. Svc list end. 

EISENHUT, D. G. Division of Licensing. 83/10/31. Consolidated 
Edison Co. of New York, Inc. I4pp. 21184:015. 24X 

Fiche: 50-000, 83/10/31, 8310310403. 


0311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs. Requests review of Tech Specs to determine consistency 
Ll/guidance in NUREG-0737. Response required within 90 days 
of receipt of ltr. Svc list end. 

EISENHUT, D. O. Division of Licensing. 83/11/01. Consolidated 
Edison Co. of New York, Inc. 22pp. 21149:098. 24X 

Fiche: 50-000, 83/1 1/01, 831 1010182. 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs holders of CPs re clarification of TMI 
Action Plan Item II. K. 3. 31. Submittal of bounding 
demonstration will satisfy requirements, Svc list end. 

EISENHUT, D. G, Division of Licensing. B3/11/02. Consolidated 
Edison Co. of New York, Inc. 16pp. 21184:001. 24X 

Fiche: 50-000, 83/11/02. 8311020051. 


8311170151 Responds to Generic Ltr 83-28 "Required Actions Based on 
Generic Implications of Salem ATWS Events." Facility can be 
operated w/o undue risk to public, based on response to IE 
Bulletin 83-01. 

□ 'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 83/11/04. 
EISENHUT, D. 0. Division of Licensing. 40pp. 21213:202. 24X 

Fiche: 50-247. 63/11/04, 8311 1701 51. 


— 8311170154 Rev 0 to Procedure COL-IA "Electrical Relay Positions 
Following Trip & Prior to Startup , Chec k Off List," 

4 Consolidated Edison Co. of New York, Inc. 82/05/25, 9pp. 
21215:243. 24X Fiche: 50-247, 83/1 1/04, 831 1 170151. 


— 8311170156 Rev 16 to Procedure COL-46, "Plant Startup Check Off List. 
^ Consolidated Edison Co. of New York, Inc. 83/05/24. 12pp. 

21215:252, 24X Fiche: 50-247, 83/ 1 1 /04, 831 1 170151. 


— 8311170160 Rev 1 to Station Administrative Order 121, "Nuclear Power 
Station QA Record Mgt Projr^jn.. 

WALLACE, N. Consolidated Edison Co. of New York, Inc. 83/10/27. 
25pp, 21215:264. 24X Fi C he ; 50-247, 83/1 1 /04, 8311 1701 51, 


— 8311170163 Rev 13 to Station Administrative Order 124, "Reporting of 
Anomalous Conditions, Emerg ency Plan Implementation, Change of 
Status of Plant Operations Items of Interest. " 
e Consolidated Edison Co. of New York, Inc. 82/11/19. 21pp. 

21215:290. 24X Fi c he: 50-247. 83/ 1 1 /04, 831 1 170151, 


— 8311170166 Rev 3 to Station Administrative Order 131, "Station Nuclear 
Safety Committee. " 

WHITE, E.N. Consolidated Edison Co, of New York, Inc. 81/04/24. 

7pp. 21215:311. 24X Fi ch e; 50-247, 83/1 1/04, 831 1170151, 


8311210003 Grants 831004 request for one-time only extension to B40506 
to reporting requirements in App H to 10CFR50 re reactor 
vessel matl surveillance program. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

83/11/07. O'TGOLE, J. D. Consolidated Edison Co. of New York, Inc. 
4pp. 21240:323. 24X Fiche: 50-247, 83/1 1/07, 8311210003. 


8311290123 Forwards addl info re NUREQ-0737, Item II. B. 3, "Post-Accident 
Sampling Sys, " Info consists of response to each criterion 
delineated in NRC June 1983 ltr 8< interim procedure for 
assessment of core damage following postulated accident. 

O'TOOLE, J.D. Consolidated Edison Co, of New York, Inc, 83/11/15. 
VARGA, S. A, Operating Reactors Branch 1. 71pp. 21304:178. 24X 

Fiche: 50-247, 83/11/15, 8311290123. 


8311290145 Notifies that 810807 & 830214 applications for amend to 
License DPR-26 re alternate shutdown 8< definition of 
operability will not be processed for listed reasons. 

Corrected applications requested. 

VARGA, S.A. Operating Reactors Branch 1. 83/11/15. O'TOOLEiJ.D, 

Consolidated Edison Co, of New York/ Inc, 3pp. 21309:280 . 24X 
Fiche: 50-247, 83/11/15, 8311290145. 


Q. Inspection reports, IE Bulletins & correspondence 


0311170024 Responds to FOIA request for documents re IE Insp Rept 
50-382/82-14 S< initially proposed penalty to be levied 
against uti 1 . Forwards App A documents. Documents also 
available in PDR LPDR 

FELTON, J. M. Division of Rules and Records. 83/07/28. RIDENHOUR-R. 
Gambit. 5pp. 21230:071. 24X Fi che : 50-000, 03/07/28, S3 1 1 1 70024, 


— 0311170037 Forwards recent enforcement actions for review to determine 
whether board notification appropr iate. W/o end. 

ROSANO, D. Director's Office, Office of Inspection and Enforcement. 

83/01/04. WILLIAMS. M. Director's Office, Office of Inspection 
and Enforcement. Ip. 21230:207. 24X Fi che : 50-000. 83/07/28, 

8311170024. 


8311010372 Forwards IE Enforcement Conference Rept 50-247/83-20 on 
830913 S( notice of violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 83/10/11. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 2pp. 
20971:312. 24X Fiche; 50-247. 83/lO/U, 831 1010372. 


— 8311010376 Notice of violation from insp on 830815-19. 

# Region 1, office of Director. 83/10/11. 3pp. 20971:314. 24X 

Fiche: 50-247, 83/10/11, 831 1010372. 


— 8311010378 IE Enforcement Conference Rept 50-247/83-20 on 830913. Major 
areas discussed: fire protection program 8« violations re 
inadequate fire protection plan. 

PLISCO.L.R., ANDERSON. C. J. Region 1, Office of Director. 

83/10/05. 3pp. 20971:317. 24X Fiche: 50-247, 83/10/1 1, 831 1010372 


8311020509 Forwards SER & Franklin Research Ctr technical evaluation 
rept re IE Bulletin 80-11, "Masonry Wall Design. " Response 
complete. 

VARGA, S.A. Operating Reactors Branch 1. 83/10/19. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 21024:001. Q4X 
Fiche: 50-247, 83/10/19, 831 1020509, 


— 8311020512 Safety evaluation supporting licensee response to IE 
Bulletin 80-11, "Masonry Wall Design." 

* Safety Program Evaluation Branch. 83/10/19. 2pp. 21024:003. 
24X Fiche: 50-247. 83/10/19, 8311020509. 


— 8309120466 "Masonry Wall Design <B-59> , Ind ian Point Unit 2," technical 
evaluation rept. 

CON, V. N. Franklin Institute/Franklin Research Center. 

NRC-03-81-130. ter -C 5506- 160. 83/09/08. CHQKSHI, N. NRC - No 

Detailed Affiliation Given. 22pp. 21024:005. 24X 

Fiche: 50-247, 03/10/19, 8311020509. 


8308300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 030103). 81^/10/21. Consolidated Edison Co. of New 

York, Inc. I37pp. 21114:351. 24X Fi che; 50-000, 63/10/21 , 9308300797, 


0308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures." 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 83/10/25. Consolidated Edison Co. of New 

York, Inc. U7pp. 21057:219. 24X Fiche; 50-000, 03/10/25, 8308310030. 


8308300799 IE Bulletin 83-07, Suppl i< "Apparently Fraudulent Products 
Sold By Ray Miller, Inc." Svc list end. 

Deyoung, R.C. Director's Office, Office of Inspection and 

Enforcement. 83/10/26. Consolidated Edison Co. of New York, Inc. 

179pp. 21070:170. 24X Fiche: 50-000, 83/10/26, 8308300799. 


8308310034 IE Info Notice 83-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 83/10/27. Consolidated Edison Co. of New 

York, Inc. USpp. 21057:357. 24X Fiche; 50-000, 83/10/27, 8308310034, 


8300310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/10/28. Consolidated Edison Co. of New 

York, Inc. I31pp. 21155:024. 24X Fiche: 50-000, 03/10/28, 8308310048, 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated w/U Daughter Products. " Svc list end. 

PARTLOW, J. 0. Division of QA, Safeguards 8t Inspection Programs (Post 
830103). 03/10/31. Consolidated Edison Co. of New York, Inc. 

116pp. 21154:248. 24X Fiche: 50-000, 83/10/31. 8308310057. 


Implication* of Salam aTHS fcvont* " Facmtij can t^a 
opffratad u/o utidua rltk to put 1 i on rtipon** to IE 
BtiLlatin 03-01. 

O'TDOLEjJ 0 Coniatldatfd GdliOnCp of N«m York. Inc 03/11/04 
ElSENHUTrO 0 Division of LIctTidlng ^Opp 21215 202 24X 

Flch# 50-247.83/11/04*0311170151 


B311010015 IE Info Notlca 03-77* *'Air/Oa* Entrainmant Evant* R#*oltltip 
In Byt Fallura* ■’ ffvc list end 

00 IT 0 AN. E L Division of emergency PreparedneH << Enjinetrlfig 

Rispanee (Post 6301031 63/11/14 Consolidated Edison CO of New 

Yortr Inc lUpp 24X Flcl^e 50-000,83/11/14,6311010015 


0311010016 IE Info Notice 03-70, ►‘Apparent Improper Mod of Component 
Affecting Plant Gafeti# " Sve lift end 

JORDAN, E L Division of Emergenev Preparedness ^ Engineering 
Response iPoit 030103) 83/11/17 ConsoUdeted Edison Co of New 

Yorli Inc 117pp 21t03 001 34X Fiche 50-000 . 03/1 1/ 17, B31 lOlOOlB 


03112902^1 Forwards response ,lp JE 83-06 ‘’None conforming Matls 

Supplied by Tube-Line Carp. " Bve & test results for 
10-indi flanges installed outside containment boundary 
justify contlnired plant operation 

Q'TOOLEiJ D Consolidated Edison Co of Neu Vorlit inc 03/11/21 
DEyOOKO, R C Director's Office, Dffics of Inspection and 


points found above max level Cause by drift of Foxboro Model 
ASS-BROCHA level alarm bistable Bistable reset W/03ltlO Itr 
HINRICHB, 0 , Q'TOOLE. J 0 Consolidated Edison Co of Nau Vork» 
03/11/10 HURLEY, T B Region I, Office of Director Hpp 
21284 247 24X FUhe 50-247,03/11/10*8311280492 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 
F Security, medical, emergency tc fire protection plan* 


8311070090 Partial response to FOIA request for 12 categories of 
documents re f Ire-r elated subjs Forwards App B document* App 
A document* available in PDR Review of addl record* sub | to 
request in progress 

FELTON, J 11 Division of Rules and Record* 03/08/16 SOi D K 
Public CitlifTi Litigation Group Bpp 21006 035 24X 

Flche 50-000.03/00/16.0311070098 


—8202160150 Discusses interaction petwean^flre syppreselan sef 
as demonstrated by two recent event* at Olnna U Drceden 3. 
FEROUBDNrR L Chemical Engineering Branch 02/01/13. 
VOLLMER.R H Division of Engineering 2pp 21006; 178 24* 

Flche 50-000. 03/00/16, 0311 070098 


iropruh*' nuu «r ■■ 


830a3(?0797 IE Info Notiei 03'67i "itnprcJPBrlg InitaUed Fir# 5a<T(p#r» 

#t HL^Clfar Pourt* PUnli '* Sve li^t tr^cl 

JDRl>AN.E L. Olvliion of E'ntrjfticv Pf^por »dno»» ^ Eitglntiring 
p««^onit <poit 8qoi03> 03/10/21 Con*oUd»t td Edliop Co of N#«k 

Yorli Inc I37pp 21114 391 24X Pich* 30-000. B3/10/21' QSOQSOO?*?? 


8303310030 IE Info Notio B3-70, ’‘VlDratlon Ipductf'd Valv# Failure# " 
Svc li>t »ncl 

JOSpAffiE L Djvliion Of E«arg«ncg Pripar»dPe»« *» Ensino#*' lug 
pttpomi (Ppft 330103> 63/10/23 Consolidated Ediso;) Co of 

Yorh Inc 117PP 21037 219 24 )( rich#* 30-000. B3/1 0/29* 0303310030 


830030079? IE Btillttln 63''07 j Supp 1 1. *'Appar«ntlg Ffaudurltnt Product^ 
Hold 0y R*V Inc " Sve list snPl 

DEYCKINQ.r c Oi»'tctQr"i Offic»> Offic* of Jnspoction and 

Enfnfctmcnt a:?/I0/2^ CnniolNatsd Edison Co of Ntu Yorii. Inc 

l79pp 21070 170 24X FUh« 50-000. 83/1 0/2*. 8308300799 


8311030124 Porwarrfi list of wtlds whUK uij 1 not b» Inspected for 
intmranoinr corrosion craeVinj p#r e30B2S ord#r 

con#lr4in^ thutdoun Justification provlrfad, 

RYBAK.a convsoTiweaith Edison Co 83/itl/24i DENTdN. H R Offlc# of 
Nucisii' Riactor RsgvUtiortJ Director .6pi»* 21037 313 24X 

Flche SO-249; 03/10/26. 6311030124 


0300310034 IE Info Notice 03-71, “Defect in Loi4-9«ering Welds flr> 
Lifting Dsy-icei for YisseJ Mead «. Internal* “ Skt JJet #n<rJ 
jOHOANiE L Division of Ewsrgeneg Pr#per#dnf s« & ^nginsering 
Responie (Post 03oio3) 03/10/27 Consolidated Edison Co of Neij 

YOrtr inc ll3pp 21097 357 24K Fjche 90-000.83/10/27,0306310034 


A w\/ i w Ak. A|ira asucAvv 0s^^/c9f x 

Affecting Plant flefety '* Sve H*t enc 1 
JORDAN. E L Divlslan of Emergency Prep^’'edneie Enginesrlnj 
Response (Post 830l08> 03/11/17 Consoliddtej Edison Co c# M- 

Yorlc. rnc lJ7pp 2IA03 oOl a4X Fiche 50-000.03/11/17.0311^10:111 


&31 12001 til Forwards 120-dag response to IE Gullet in 83-06 fe 
nanconf Arming metis 4uppliad by Tube-Line Corp Mq Tube-Line 
metis received by Dresden or L« Sells 

DARNES. P U Commonwpaltli Edison Co 83/U/I7 KEPPLER.vP 0 Rsjl'' 
3 . Office Of Director lOpp 2 t »79 096 24 X Flc 6 * 90 - 000 , 03 / 11 / 1 ^ 

B 3 ti; 280 il 6 


8311290176 Act receipt of 931110 Itr InfArminp NRC of stepi Ijte^ 
correetr violations noted in IB Insp Repts 90 -OIO/ 83 -I 6 . 
30 - 237 / 03-21 it 50‘'S49/B3^i9 

SHAFER. W D Region 3. Office of Director 03/11/18 RECD.C 
CommonuFelth Edison Co Ip 81309 203 24X ficb# 50 -OIO. p3/| i/lO 

0PIJS90176 


— 0311370176 Responds to NrtC 031013 Itr re vioUtione noted An lE lM( 
Repts 90-010/83-16,90-237/03-21 6 90-S49/83-19 Corrective 
actions hole on eipansion bellouis filled to original 
section thicirness & surface buffed to remove str*«i risers 
FARRAR' Dt Commoniuea 1 th Edison Co 83/11/10 KEPPLEfttJ 0 

Region 3i Office of Director 7pp 21003 204 24X 

Ficha 30-010. 03/11/10,8311290176 " ' 


83H2900ai Forwards revised first page qf 031013 notice p# vlpiatien 
Rev corrects error in in»p period referenced in nqtico 
gHAFEp. U D Region 3, Office of Director 03/11/3:2 REED. C 
Commoouealth Edison Co Ip 21306 Sit? 24X Fieflo 90-010,83/11/27' 

aaits^oo^i 


B3l 1280359 ForuaMii final rBvl**d 8»ctlDti 9 schaduU raquirad bq 
Q«n«ric ttT* S2^'33 re commitment to Suppl I of NUREO-0737 
REEDt C Commonujeal th Edison Co B3/11/19 DENTON. H R Office of 
huclear Reacton Reijulatlcin. Director Bpp 21203 135 24X 

Fiih* 50-000.03/11/13,0311200339 


031 1220349 Acb receipt of 031020 I tr transmitting correction to Rev 12 
to securltg plan dtd 830031 Correction consistent 
W/10CFR30 54(p> requirements & acceptable 

AXEL0ONiN U Region 3. Office of Director 83/11/17 FARRAR. 0 L 
C nmmonuiea 1 th Edison Co 2pp 81262 067 24X Plche 30'237, B3/tt/l7, 

8311220349 


031 1290166 For^iiards Revs 13.16.13 U 11 to security plan* Revs change 
tommltment re storage of second pair of eyeglastoi of 
security officers Revs withheld iref tOCFB73 21) 

FARRAR. D U Commonwealth Edison Co 83/11/17 Region 3. Office 
of Director Ip 21305 229 a4X Fich# 30-000. aa/ll/l7, 031 1290166 


8311290021 Forwards revised first page of 031013 notice ol* vitiation 
Rev corrects error in InsP period referenced In notice 
SHAFER. VI 0 Raglon 3. Office of Director 83/11/22 REED. C 
C emmortu eal th Edison Co ip 21306 215 24X Flche 30-010*83/11/82. 

G31 1290021 


—0311290028 IE tnsp Repfcs 90-010/03-16,50-837/03-21 I, S0“*249/83-l9 on 
030720-0919 None omp I lance noted Inadequate corrective action 
far perforatftd bellows Inadequate procedure for draining 
water pefore valve maul P9i*tlftn 

T0N<5UE*T N Region 3. Office of Director 83/10/11 2lpp 
21306 221 aqx Flche 90-010.83/11/82,0311290021 


0 Ad jud lcatori| correspondence 


8311140049 Respotidt to 030930 Itr re shipment of Irradiated fuel from 
Visit Valley facility Questiont raised %i relief requested 
addresied In Director's Decision DD-83-14 

CUNNiNOHAli' R E Division of Fuel Cycle & Material 3afety 83/10/18 
MILLAR. F Environmental Policy Institute 2pp 21163026 24X 

Ficha 50-000.03/10/10.0311140049 


0311100370 Infornt of denial of 10CFR2 206 petition re shipments of 
Irradlatsil fuel from Uett Valley facilityiss result of 
330930 Director's Decision 

DAVIS. J 0 Office of Nuclear Naterlal^^^f ety & Safeguards • Director 
03/10/29 MILLAR. F Environmental Policy Institute 2pp 
31151 344 24X Flche 50-000' 83^ iD''20* 831 1 100370 


□3118G0259 Order extending time until 031228 for Commission to act to 
revieu 901029 Director's decision denying Environ Policy 
Inst 10CFR2 206 petition re shipment of irradiated nuclear 
fuel from West Valley. NY 

CHILKjB, Office of the Secretary of the Commlislan 83/11/23 
commlsslpners Ip 21201 063 24X Plche 50-000. 83/ 1 1/23* 

0311280258 


8311300231 Order extending time until 031220 fo^ Commission to act to 
review Director's Decision DD-B3-14 

CHILH. S, J Office of the Secretary of the Commission 03/U/2B 
Sierra ci^b Ip aiau 332 24X Flche 90-000.03/11/20.0311300231 


P Operating license stage documents 6 correspondence 


0311030295 Summary of 830029 meeting u/OE 6 Hart I Owners OrOUp In 
□ ethesda.MD re differing opinions between NRC 6 D£ re 
acceptability Of use of OE suppression pool temp analysis 
<Multl-piant Action D-Oi) 

SIEGEL. 0 Operating Reactors Drench 2 03/10/05 Operating 

Reactor* DrancH 2 74pp 21053 244 24X Flche 50-000.83/10/09. 

8311030292 


031 1030107 Requests extension of completion dates for NUREO-0737. Items 


8311010100 Generic Ltr 83-36 to all DWR licensees r* nurEO- 0737 Tech 
3peci Requests review of tech Specs to determine consistency 
w/guidanci in NUREO-0737 Rsiponse required within 90 days of 
receipt of ltr 8vc lift end 

EISeNHUTiD D Division of Licensing 03/11/01 Commoniijeal th 

Edison Co 22pp 21104 025 24X Flche 50-000.93/11/01.0311010180 


8311040099 Forwards BER documenting staff review of BUR feedwater 
noxxle 6 control rod drive return line noizle cracking based 
on NURBO-0619 & recommendations of NEDE-2l82l“A 

CRUTCHFIELD. 0 Operating Reactors Drench 9 83/11/01 FARRAR. D L 

Commonwealth Edison Co Spp 2109O 133 24X Flche 90-237, 83/ 1 1/0 i . 

8311040099 


— 8311040071 SER documenting staff review of DHR faedwater noiil* 6 
control rod drive return line noxile cracking based on 
NUREO-0619 & recommendations of NEDE-2ia21-A Present air 
operated lou-flow control in 0-SoX range acceptable 
* Office of Nuclear Reactor Regulation. Director 03/11/01 2pp 
21090 139 24X Flche 50-237.03/11/01,8311040059 


8311040003 Forwards request for addi info ra use of eight ABEA-ATOM 
control rod drive blades |n Cycle 9 reload core 

CRUTCHFIELD. D Operating Reactor* flranch 3 B3/ti/oi FARRAR* D L 
Commonwealth Edison Co 4pp 21051 042 24X Flche 90-249.83/11/01, 

8311040003 


0311020051 Generic Ltr Od-'OS to all Ucensects of operating reactors, 
applicants for OUs 6 holders of CPs re clarlficotign pf TMI 
Action Plan Item II K 3 3i Submittal of boundlRB 
demonstration will satisfy requirements Bve list «ncl 
EI8ENHUT. 0 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of New Yaric. Inc lApp 21184 oOl 24X 
Flche 90-000. 83/ 11/02. 03 11 020091 


8311110190 Forwards analysis of automatic dopressur l lafc 1 on sy* logic 
change In response to NUREO-0737. item 11 K 3 iB End 
bypass timer setting justified 

RYBAK. 0 Commonwealth EdUon Co 03/11/02 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 6pp 21145 325 24X 

Fiche 90-000.83/11/02.0311110190 


03UO7O2B7 Forwards Amends 77 6 60 to Licenses DPR-19 6 DPR-25. 
respectively L safety evaluation Amend changes Tech Specs to 
verify nuclear response to control rod drive iCRD) motion 
for CRDt experiencing coupling 

CRUTCHFICUO. 0 Operating Reactors Branch 5 83/11/03 PARRARiDL 

Commonwealth Edison Co 3pp 21063 013 24X Flche 9(5-237. 03/ 11/03. 

8311070287 


— 0311070290 Amends 77 6 60 to Licenses DPR~19 6 DPr- 25, rasp ectl valy . 
authoriilng changes to Tech Specs limiting requirement to 
verify nuclear response to control rod drive (CrD) motion 
for CRDs w/prevlou* uncoupling 

CRUTCHFIELD. D Operating Reactors Drench 9 B3/11/03 8pp 

21063 016 24X Flche 50-237.03/11/03.8311070207 


— 8311070291 safety evaluation supporting Amends 77 6 68 to Licenses 
DPR-19 6 DFR-25. respectively 

a Office of Nuclear Reactor Regulation, Director 03/11/03 3pp 
21063.024 24X Fich* 90-237*83/11/03.0311070207 


8311070322 Ac k receipt of 030817 ltr addrsselng NRC concern raleed at 
meeting re ECC8 header snubber removal Calculations 
substantiate that allowable stresses not exceeded for 
no-inubber ca*e during safe shutdown earthquaK* 

SHAFERiW D Region 3, Office of Director 03/H/O3 REED.C 
Communwealih Edlion Co Ip 21062 179 24X Flche 90-249.83/11/03. 

8311070322 


— 8311070320 FOTuarili assessment of analysit for nq-tnubber cave, in 
reiponse to NRC concern re safe shutdown earthquak# load 
condition for ECC9 suction header snubber removal Qnubbars 
not needed during lelemic event 



83J10BO223 For-tDard* SiSfetg evaJyatiQti of d^mon strati on af containment 
purge & vent valve op er-ab 1 1 1 tg Valvei failed to damonatrate 
abJUtv to cioie agalmt buildup of cotitainment pressure in 
event of DBA/LOCA Valvei should be sealed 

CRUTCHFieuD/D Operating Reactors Oranch 5 63/11/04 FARRAR* D L 

CommoniiTealth Edison Co 3pp ^lOBO l^O 34X Fiche 90-000.63/11/04* 
3311060223 


—‘9311080233 Safetg evaluation of df^enstra tlon of contalnnent purge t> 
vent valve opcrabilltg Valvee did not demonetrate abilitg 
to close against pressure buildup In event of D6A/L0CA 
URiQKTiR vl Office of Nuclear Reactor Regulation* Director 
33/11/04 app 21090 193 24X Fiche SD-OOO* 83/ 1 1 /04< 031 1090223 


3311090216 Forwards tSO-dag response to Generic Ltr 63-29 re required 
actloni based on generic implications of Salem AT14S event* 

BARNESiP L Conwsonuealth Edison Co 83/11/03 DE^^^O^J* H R Office 

of Nuclaar Reactor Regulation* director 3pp 2L103 SAl 24X 
Fiche' 30-000*63/1 1/09* 8311090216 


6311210281 Suppl to 630716 application to amend License OFR-25 re 
proposed Installation of A6EA-AT0H contra] blades during 
upcpwlng cycle Rept on A8EA-AT0M BWR control blade cracking 
identified at Ostar shan)n'-2 ervcl 

RYBAXi B ComADnuealth Edison Cd 63/11/10 OENTPR* H Ft Office of 
Kuclaer Reactor Regulation. Director 7pp S1234 OOI S4X 
Flcfie. 30-249*63/1 1/10. 831 1210291 


Q Inspection repnrtsi IE Bulletins b correspondence 


6309300797 IE Tnfa Notice 63-A9* ** Imp roper Ig Installed Fire Dampers 
at Muclear Power Plants '• Svc list end 

JORDAW* E. L Division nf Emergency Preparedness Enginearlng 
Ritponse (Post 630103) 83/10/21 Consolidated Edison Co of Nfu 

York* Inc I37pp 21114 331 24X Fiche SD-OOOi 63/10/21* 8306300797 


8308310030 IE Info Notice 83-70* ’Vibration Induced Valve Failures 
Svc list sncl 

JORDAN* E L Division of EffiergsTicv Preparedness tc Etig Itieer tng 
Reipenie (Post 6301031 63/10/23 Consolidated Edison Cp of New 

York* Inc 117pp 21037 219 2 4X Fiche 30-000* 63/10/25. 6306310030 


8308300799 IE Bulletin 83-07* Suppl 1* "Apparently Fraudulent Products 
Sold By Pay Miller* Inc " Svc list end 

DEYOUNOjR. C Director's Office* Office of Inspection and 

Enforcement 93/10/26 Coneolldated Edison Co of hleu York* Inc 

a79pp 21070 170 24X Flebe 50-000*63/10/86*0308300799 


8311030184 Farufards list of uelds which will not be inspected for 
Intergranular stress corrosion cracking per a3062b order 
confirming shutdown Justification provided 

RYBAK. B, Coflimonwealtrh Edison CO 83/10/24 DEWTON, H R Office of 
Nuclear Rsactor Regulation*. Director 6pjij 21037 315 SAX 
Fiche 50-849* 93/10/84* 9311030124 


0306310034 IE Info Notice 63-71* "Defect in Load-Sear ing Nelds on 
Lifting Devices for Vsssel Head L Internals " Svc list end 
JORDAN* E L OlYliion of Emergency Preparedness & Engineering 
Response CPost 630103) 63/10/37 Consolidated Edison -Co of Meu 

York, Inc lJ5pP 21057 357 24X Fiche 50-000. 63/10/27, 6309310034 


3311040028 Forwards response to IE Performance Appraisal Insp Repts 
50-237/83-JA Si 50-249/83-15 on 830509-0&03 r# onsite a. 
offsite review b Inveetigatl ve functions & plant operations 
Findings re operator awareness disputed 

RHED. C Commonwaalth Edison Co 63/10/27 KEPPLEfi, J 0 Region 3* 
Office of Director. I3pp. 21092.271 24)( Fiche 50-237.03/10/87* 

6311040029 


BBD&DtOOSa IE Info Notice 83-72, "Environ Ouali f Icatlon Testing 
Eeperience " avc list enci 

JORDAN* E L Division of Emergency Preparsdneis & Engineering 
Response (Post 0301031 03/10/26 Consolidated Edison Ca of New 

York* Jnc l31lJp. 21155 <>24 24X Fiche 50-000*03/10/28*8300310048 


0300310057 IE Info Notice 63-73* "Radiation Espoeura From Gloves 
Contaninated H/U Daughter Products " Svc list end 

PARTLOW, J.O Division of OA* Safeguards «< Inipection Programs IPost 
BOO 103) 03/10/31 Consol 1 da tad Edit on Co of New York* Inc 

llApp 21154 240. 84X Fiche SO-DOO^ 63/10/31. 6300310057 


03O031DO7& IE Info Notice G3-7A* "Reactor Trip Breaker Ma 1 fun-c tione 
CUndirvolfcaga Trip Devices art 0£ Type AK-2-85 Breakers)*" 

Bvc lilt end 

JORDAN, E L Divtilan of Emergency Preparedness I. Engineering 
Response (Post 03OJO31 63/11/02 CansoUd'atid Edison Co of Nau 

York* Int llSpp 21514,024 24X Fiche 90-000* 03/ 1 1/02* 830B3J007A 


0300310073 re Info Notice 83-75* "Improper Control Rod Man 1 pu] atic n * 
Svc list encl 

JORDAN* E L Division of Emergency Preparedness 8< Enginaactng 
Response (Post 03O1O3) 03/11/03 Consolidated Edison Co of 

York, Inc lJ4pp 21513 253 24X Fiche 90-000, 63/1 1/03, 930831 ^5n 


8311280242 Forwards IE Mgt Meeting Repts 90-0 1 0/63-20, SO-237/Bi-30* 
gO-249/03-2&. 50-294/03-89* 90-269/83-29, 90-299/83-23* 

50-304/03-24, 50-373/03-43, 90-374/03-47, 30-494/03-50, 

90-455/83-36,30-496/03-15 «* 90-457/83-14 on 031019 

NDRELIUS. C E Division of Project Resident Programs 63/ll/QH 

REED, C Commonuieal th Edison Co 2pp 21201 100 24X 

Fiche 90-000,03/11/07,0311280242 


—8311260259 IE Hgt Meeting Repts 30-010/83-20, 90-237/03-30* 30-24 9/0T-:a 
90-234/83-29 , 90-265/83-29. 90-295/63-23, 30-304/63-24, 

90-373/03-43* 50-374/03-47* 90-494/83-90, 30-493/63-36, 

90-496/03-19 6 30-437/83-14 on 831019 

NORELIUS, C E Division of Project & Resident Program# DAVIfl* A * 
Region 3, Office of Director 03/11/03 9pp 21281 102 24i 

Fiche 90-000,83/11/07.8311280242 


8311010013 16 Info Notice 63-77, "Alr/Oas Entrainment Event# Rtsultl^l 
in 8ys Failures ’’ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 03/11/14 Consolidated Edison Co of N*s 

York, Inc lJ4pp 24X Fiche 90-000,03/11/14,0311010019 


8311010010 16 Info Notice 03-78, "Apparent Improper Had of Ccmponmi 
Affecting Plant Safety " Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Etig 1 ni#»' Ing 
Response (Post 630103) 83/11/17 Consolidated Edison Co of Ns* 

York, Jnc n7pp 21603 001 24X Fiche 90-000, 83/1 1 /i7* ilStSOlOClB 


8311200116 Forwards 120-day response to IE Bulletin 03-06 ra 
nonconforming mails suppl isd by Tube-Line Cprp No Tube-Llna 
natls received bg Dresden or La Salle 

BARNES, P L Co/nmonwealth Edison Co 83/11/17 KEPPLEft* J 0 Refllf' 
3, Office of Director lOpp 21279 056 24X Fiche 50-00 0. 03/ I 

0311280116 


8311290176 Ack receipt of 631110 Ur Informing NRC of steps baksn td 
correct violations noted in IE tnsp Repts 90-010/03-16, 

50-237/03-21 i( 50-249/63-19 

SHAFER, M 0 Heqlon 3* Office of Director 03/11/10 REED. C 
Commonwealth Edison Co Ip 21309 203 24X Fiche 90-0i0i 03/1 l/i 6 

8311290176 


—0311270170 Responds to NRC 031013 ltr r* violations noted in IE triiP 
Repts 50-010/83-16,90-237/03-81 8. 90-249/03-19 Corrective 
actions hole on expansion bellows filled to original 
section thickness & surface buffed to remove stress risers 
FARRAR, D L Commonwealth Edison Co 83/11/10 K£PPLER, J 0 
Region 3, Office of Director 7fp 21305 204 24X 

Fiche 50-010,03/11/18,8311290176 


8311290021 Forwards revtsed first page of 831013 notice of violatlnm 
Rev corrects error in imp period referenced In notice 
SHAFER, H D Region 3* Office of Director 03/11/22 REED*C 
Commanwealth Ed Ison Co Ip 21306 213 24X Fiche SO-OlO* 03/U 

0311290021 


—8311290024 Forwards IE Insp Repts 90-010/03-16*30-237/63-21 6 
90-249/03-19 on 830720-0919 i< notice of violation 
BHAFER.WD Region 3, Office of Director 63/10/13 REED. C 
Commonwealth Edison Co 2pp 21306 217 24X 

Fiche 90-010*83/11/22*0311290021 


— 0311870026 IE Insp Repts 90-010/03-16,30-837/03-21 << 90-249/83-19 on 
630720-0919 Noncompliance noted Inadequate corrective action 
for perforated bellows t* inadequate procedure for draining 
water before valve manipulation 

TONGUE, T M , STABEK.fi . WALKER. R Region 3, Office of Director 
83/10/11 2lpp 81306 221 24X Fiche 90-010, 03/1 1 /23, 031 1290021- 


8311290269 Ack receipt of 831101 ltr Informing NRC qf stape taken to 
correct violations noted In IE Insp Repts 50-237/83-23* 

30-249/03-20, 50-294/83-22 L 50-265/03-31 

aFESSARD.R L Division of Engineering 03 / 11/22 REED* C 
Commanwealth Edison Co Ip 21302 102 24X Fiche 50-000,03/11/2^* 

6311290265 


— 6311890284 Forwards Otume criteria support evaluation, per B309D1 
commitment (raf IE Imp Repts 30-237/63-23,90-249/83-80. 
30-254/03-32 1. 50-265/83-81) Eitsting hanger configuration* 
do not significantly reduce safe plant operation 
RVBAK.D Commonwealth Edison Co 83/11/01 apESSARD, R L 
Division of Engineering 13pp 21302 103 24X 

Ftche 50-000.63/11/28,8311290265 



torract violations notod in IE Imp Repts 50'010/83-l7. 

S0-237/G13-26 h 30-24^/03-24 

PAPERIELLO. C J Region 3, Office of Dlrecton 83/11/23 REED. C 
CDwnmnwe-alth Edison Co Ip 21303 342 24X Fiche SO-OlO, S3/1 l/a3< 

5311290237 


— 0311290239 Responds to NRC 031007 Itr rs vloUtions noted In IE Imp 
Rtpt* 30-010/83-17. 30-237 /03“2i & 50-249/03-24 Corrective 
actions interim procedure developed to funttlonel 1\} test 
verifij detector linearity of Sprlng-4 monitor lotii range 
FARRAR. D L Commonuea 1 th Edison Co 03/U/Ol FAPERIGLLO.C J 
Region 3. Office of Director 3pp 21305 343 24X 

Flcho 50-010,03/11/23.0311290237 


9 Reportable occurrences, LERi St related correspondence 


931 1070*01 LER 93-033/03L-0 on 03092*. reac tor bldg ventilation Inlet 
isolation, valve AO 3A-5741 yould not close on auto or manual 
signal Caused by accumulated dirt In valve Internals 
Solenoid valve S4 coil replaced lnl/031029 Itr 

gOJTULEWlCZ. T , SCOTT. D J Cofumonwea I th Edison Co 83/10/23 
KEPPLER. J Q Region 3. Office of Director 3pp 21065 2*2 24X 

Fiche 50-249,03/10/23.0311070*01 


0311040005 UER 03-O36/O3L-O on 030930. APRKs 2.3.4 & 5 gain adjustment 
factor exceeded Tech Spec requirements Caused by failure to 
follou shutdpun procedures Personnel involved reinstructed 
re adherence to procedure W/831027 Itr 

SERQAN. 0 U . SCOTT. D J Commonuealth Edison Co 03/10/27 

KEPPLER. J 0 Region 3. Office of Director 3pp 21032 209 24X 

Fiche 30-249. 03/10/27.831 1040003 


031117013* B3-037/03L-0 on 031005. during daily battery surveillance. 
250-volt battery charger float voltage Indicated improper 
float voltage Caused by defective amplifier board Defective 
board replaced g/63n02 Itr 

ATA. H • GCQTT. D J Commonuealth Edison Co 83/11/02 KEPPLER. J Q 
Region 3. Office of Director 3pp 21216 109 24X 

Fiche* 50-249, 03/ J 1/02. 831 117013* 


8311070330 PN0-III-e3-ni on 831 102, evaluation Identified three cracks 
in reactor uiater cleanup sys piping Inside drguell 
Preliminary results identified addi 17 locations UT insp 
continuing 

ORDDE.J . MALKER.R . DANIEL8QN.0 Region 3, Office of Director 
83/11/03 ip 21063 206 24X Fiche 50-249.03/11/03,0311070330 


8311210340 Part 21 deficiency rept re Pacific Scientific Co mechanical 
shock arrestors iModels P8A-1 I. P8A-3) Problem involves 
failure of tangs on capstan spring Snubbors stroke testad 
RV8AK. B Commonwealth Edison Co 83/11/09 KEPPLER. J 0 Region 3. 
Office of Director 3pp 21234 112 24X Fiche 50-000.03/11/09. 

Q31121034D 


8311200110 UER a3-038/03L-0 on 831020. during refueling surveillances. 
IIPCI temp suitchet TS3-23371A tripped at 203 9 F Caused by 
setpoint dr i ft, Setpoint adjusted Repeatab 1 1 1 ty verlfiad 
W/a3lll7 Ur 

COVLE. L M 4 SCOTT. D J Commonwealth Edison Co 03/11/10 
KEPPLEft. J O Region 3. Office of Director 3pp 21279 245 24X 

Ficha 50-549.03/11/10.0311200110 


0311230008 LER B3-039/OiT-0 on 031 101 . dur 1 ng Inservlce Intp. ul traionlc 
test shnwad three rejectable indications In uield 0-K46 on 
cleanup line 1201-0 I. three axial indications on safe-end to 
elbow ueld 20-1 In recirculation sys (.1/031114 Itr 
COEN.n U , SCOTT. D J Commonwealth Edison Co 83/11/14 
KEPPLER. J O Region 3. Office of Director 5pp 21271.206, 24X 

Fiche 50-549.03/11/14.0311230000 


V Operator Examinations 


0311020009 Pnrwards request far addl Info re revised licensed operator 
r equal 1 f Ication rept re HUREO-0737. Item I A 3 1 , 

CRUTCHFIELD. D Operating Reactors Branch 5. 03/10/31 FARRAR. D L 

Commonuealth Edison Co Upp 2i012>208 24X Fiche 50-000. 

93/10/31. 0311020009 


DOCKET 50-250 TURKEV POINT PLANT. UNIT 3 


F Security, medical, emergency 6 fire protection plans 


0311070102 Responds to FOIA request for documents ra emergency 
operation facilities (EOF) being located between tO L 20 
miles from nuclear plant & records approving or denying 
location of EOF at distance greater than 20 miles 

FELTON. J, M Division of Rules and Records 03/08/10 O'NEILL. J M 


of util request for exception to emergency operation 
facility Location criteria of NUREO-0737 Proposed itr end 
for consideration 

JORDAN. E L Division of Emergency Freparednesi 6 Engineering 
Response (Post 030103) 03/04/21 EI8ENHUT. D O Division Of 

Licensing 3pp 21005 294 24x Fiche 50-000. 83/08/ 18. 031 1070103 


0310200362 Generic Ltr 83-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Svc List end 

eiSENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

Fiche 50-000,03/10/19,03102003*2 


0311070400 Ack receipt of 831004 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-230/83-27 Sc 
50-251/03-27 

DANCE.H C Division of Project 6 Resident Programs 03/10/26 
UILLIAN9. J U Florida Power 6 Light Co Ip 210*4 057 24X 

Fiche 50-250. 03/10/2*. 0311070408 


— 8311070494 Responds to NRC B309O1 itr re violations noted In IE Insp 
Repts 50-250/83-27 &< 50-251/03-27 Corrective actions weldlofl 
St cutting operatloni stopped until proper permit obtained 
Fire protection requirements reviewed 

UHRIO. R E Florida Power St Light Co 03/10/04 0 'REILLY. J P 

Region 2. Office of Director 4pp 210*4 058 24X 

Fiche 50-250.03/10/26.8311070400 


— 8311070510 Notice of violation from insp on 030002-05 

• Region 2. Office of Director 03/09/01 2pp 21064 064 24X 

Fiche 50-250.03/10/26,9311070400 


—0311070521 IE insp Repts 50-250/03-27 Sc 50-251/03-27 on 030802-05 
Noncomp lienee noted failure to implement fire prevention 
procedures for welding 6 cutting operations Procedure A8P-17 
failed to meet NRC guidelines for Ignition source control 
0IDB0N9. T D . HILLER, N K Region 2. Office of Director 
CONLON.T E Division of Engineering k Operational Programs 
03/00/29 9pp 21064 06* 24X Fiche 50-250.83/10/2*10311070400 


8311070467 Informs that util has modified EOP 20001 re LOCA NRC should 
finallte review 6 Issue suppl to safety evaluation ra ECCB 
valves k single failure concerns 

UILLIAH8.J N Florida Power k Light Co 83/10/31 VARGA. 8 A 
Operating Reactors Branch 1 Ip 21067 333 24X 

Fiche 50-250.83/10/31. 031 1070467 


0311000311 Forwards "Summary Rept on Detailed Control Room Design 
Review of Turkey Point Units 3 & 4 Nuclear Power Station. " 
in TBsponsa to NUnEO-0737. Item I D I 6 Suppl 1 to 
NUREO-0737 

HILUIAHS.J U Florida Powar k Light Co 83/11/01 EISENNUT^D 0 
Division of Licensing Ip 21002 'l 35 24X Fiche '5b-2S0« 83/1 1/01. 

0311080311 


—8311080322 *'8ummary Rept on Detailed Control Room Daslgn Review of 
Turkey Point Units 364 Nuclear Power Station." prepared 
in response to NURE0-0737> I tarn t D 1 6 Suppl 1 to 
NUREO-0737 

e Floride Power k Light Co B3/10/3t SOOpp 21082 136 24X 

Fiche 30-230. 83/11/01.9311000311 


0311100328 Ack receipt of 931013 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-230/83-31 & 
30-251/03-31 

DANCE.H C Division of Project k ncsident Prograrot 03/11/02 
WILLIAMS. J U Florida Power k Light Co Ip 21227 120 24X 

Flcho 50-250.03/11/02.0311100323 


— B3UIG0340 IE Insp Repts 30-250/03-31 k 50-251/03-31 on B3OGO0-12 
Non comp I lance noted failure to package low-specific activity 
matl In puncture-proof package 

HOBEY.C H Region 2. Office of Director BARR.KP Division of 
Engineering 6 Operational Progratse 03/09/12 I3pp 21227*126 
24X Fiche 50-230.03/11/02.0311100329 


0311100251 Forwards comments on regulatory effectiveness review re 
safeguards program. as discussed at joint NFIR/NM88 meeting on 
831027, Vital area assumptions will be discussed garierlcally 
at 831116 meeting Ends withheld 

EISENHUT.D 0 Division of Licensing 03/11/00 BURNETT. R F 
Division of Safeguards 2pp 21134 111 24X FUhe 5D**2S0i 93/1 1/08, 

83111Q0251 


0311210069 Releases public version of revised emergency plan 
Implementing procedure 

FELTON. J M Division of Rules and Records 83/U/io, Document 
Hanaoement Branch U 21241*329 S4X Fiche 50-250.03/11/10. 


'-8311310074 Public version of revised Emorgencg Plan Imp Ument itig 
Procedure aOtSS^ ■■Onsite E(nepjencg Organ* lation U/931028 
1 tr 

WILL! AH S, J W Florida Power U Light Co 83/09/09 O'REILLY, J P 

Region Si Office of Director 9pp 21241 330 24X 

Fiche 50-a50i S3/1 ly 10, 831 1210069 


0 Adjudlcetorg correspondence 


8311100278 Foruerds comments on proposed license amends £< request for 
hearing & petitloni for leave to intervene Notice -of 
appearance encl 

HODOERiH H Madder, H H MQDOER, H H Center for Nuclear 
Reipo-ns iti 1 1 tg 83/11/04 Docketing 6 Services Branch 2pp 
21126 916 24X Flcha 30-250,83711/04.8311100278 


'-Q31 1100280 Camraents on Issuance of amends re higher fuel temp Full 
review bg ASLB 6 Cammlsiien prior to Issuance requested 
HDDDER>H H Center for MuClear Responsibi 1 1 tg MDDDERi M H 
Hodder^H H 03/11/04 6pp 21126 319 24X Flche 30-250, 

B3/1 i/04, 831 1100278 


8310310403 Generic Ltr B3-*30 to all licensees of operating pouer 
reactors & applicants for OL ro NURHO-O963i "NRC Inventafg 
of Dams " Forwards NUREC-0963 "NRC Inventory of Dams" for 
info only M/o ancl Sve list end 

E18ENHUT, 0 G Division of Licensing 83/10/31 ConsdUdJtrd 

Edison Co of New Yorlt, Inc I4pp 21184 015 24X 

Flche 30-000,83/10/31.8310310403 


8311070527 Withdraws 830715 amend request 6 accompanying 8AR r« 
fuel storage facility expansion Complete rept will be 
submitted bg 840331 

WILLIAMS. J W Florida Power 6 Light Co 83/10/31 EISFHMUT.DO 
Division of Licensing Ip 21064 050 24X Ficbe 50-S 50, 03/10/31 • 

831 1070527 


83UOIO102 Generic Ltr 83-37 to all PWR licensees re hWRE<3-0737 T«h 
Specs Requests review of Tech Specs to determine consistdOCy 
w/guidance in NUREG-0737 Response required within 90 dag* 
of receipt of Ltr 8vc list end 

EISENMUT.O G Division of Licensing 83/11/01 Consdlidatid 
Edison Co of New York, Inc 22pp 21149 090 24X 

Fiche 50-000.03/11/01,8311010182 


— B31110G2B2 Petition of ctr for Nuclear Respons lb 1 1 i by, Inc 6 J Larlon 
for leave to Intervene L request for hearing in license 
amend proc ea tf ins i 

IHODDER. M H Center for Nuclter Responi ibi I i tg KIDDER. M K 
HodderiMK 83/11/04 Office of the Secretary of the 

Commission 20pp 21126 324 24X Pichc 30-250,83/11/04, 

8311100278 


8311280212 Answer opposing Ctr for Nuclear Respons 1 bl li tg# Inc 831104 
request far hearing ta petition to Intervene re proposed 
amend for hot ctiannel factor limit No litigable contention 
submitted Certificate of Sve end 

BAUSERjM A Louenstein, Newman, Reis, Aietrad tc Toll 83/11/21 
Atomic Safety and Licensing Board Panel I3pp 21280 265 24X 

Fiche: 50-250.83711/21, 9311280212 


K Utility Final Safety Analysis Report CFSARl 6 amends 


8311300210 Forwards Rev 1 to updated FSAR for turkey point, Units 3 6 4 
WILLIAMS, J U Florida Power 6 Light Co 63/11/22 DENTON. H R 
Office of Nuclear Raector Regulation, Director 2pp 2l3i4 245 
24X Fiche 50-250,83/1 1/22,0311300210 


— 8311300512 Rev 1 tp updated FSAR for Turkey Point, Units 3 6 4 

e Florida Poutr 6 Light Co 83/11730 333pp 21314 249 24X 

Fiche 5D-2S0. 83/11/22, 0311300210 


B31129033B Forwards safety evaluation of licensee 830315,0815 it 
1007 responses to NUREO-0612, "Control of Heavy Loads " 

Licensee responses acceptable 

MCDONALD. D O Operating Reactors Branch i B3/11/01 UHftSO.RE 
Florida Power le Light Co 2pp 2130? 001 24X 

Fiche 50-250,03/11/01,0311290358 


—8311290360 Safety evaluation accepting licensee responses to 
NUREO-0612, "Control of Heavy Loads " 

» NRC - No Detailed Affiliation Given B3/ll/0i 2pp 
21309 003 34X Fiche 50-250,83/11/01,9311290358 


— 8310130238 "Control of Heavy Loads (C-IO), Turkey Point Units 3 4 4,- 
technical evaluation rapt 

BOMBERCER, C Franklin Insti tute/Frank I in Research Center 
NnC-03-8l-l30 TER-C5S06-399/400 83/10/10 0INOM, A NRC - Mj 

Detailed Affiliation Oiven 27pp 21309 003 24x 

Fiche 30-250,83/11/01,8311290358 


0311020051 Generic Ltr 83-35 to all licensees of operating rtaciort. 
applicants for QLi 6 holders of CPs re c lar 1 f icatlon of TH I 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENKUT.D 0 Division of Licensing 83/11/02 ConfolldalH 
Edison Co of New York. Inc 16pp 21184 001 24X 

Fiche 30-000,03/11/02,8311020051 


P Operating license stage documents 6 correspondence 


6311020418 Submit! addl info re App 6 ETS deletion request Requirement 
to comply u/consent final judgement contalnad In NPDEB 
p ermlt 

WILLIAMS. J W Florida Power 6 Light Co 83/10/26 EISENHUT, 0 0 
Division of Licensing. 2pp 21014 299 24X Fiche 50-250,83/10/26, 

8311020418 


8311140238 Forwards Amends 97 6 92 to Licenses OPR-31 6 DPR-4li 
respectively 6 safeig evaluation Amend Incorporates add! 
requirement for monthly walkdown of accessible safety- 
related floupaths 

MCDONALD. D G QpiratiAg Reactors Dranch 1 63/10/26 UHRIG.R E 

Florida Power U Light Co 2pp 21164: 146 24X 

Fiche 30-250.03/10/26.6311140230 


—0311140242 Amends 97 6 92 to Licenses DPR-31 6 DPR-4t, reipectively. 
Incorporating addl requirement for monthly walkdown of 
accessible safety-related flowpaths 

VAROA, a A Opsrating Reactors Branch 1 03/10/26 9pp 

21164 148. 24X Fiche 30-230,83/10726.8311140239 


— 8311140244 Safety evaluation supporting Amends 97 6 92 to Licenses 
DPR-31 it DPR-41. respectively 

* Office of Nuclear Reactor Regulation. Direttur 03/10/26 2pp 
21164.157. 24X Fiche 50-250,03/10/26.0311140238 


8311040094 Forwards Class I 6 Clan II license amend fees re 830905 
request far deletion of App S ETS 

WILLIAMS, J W Florida Power 6 Light Co 83/10/20 MILLER, W D 
License Fee lianagenent Branch Ip 21051 261 24X 

Fiche 50-230. 83/10/20. 8311040094, 


8311090423 Informs that NRC will refund payments far review of 810S14 L 
020610 applications for license amends to change 
requirements for visual insp Aperiodic testing of 
mechanical snubbers Review involved single safety issue 


6311070360 Forwards Class I b lit fees in payment of 830912 propoiid 
amend to Licenses DPR-31 6 DPR-41, delet ing ET8 re 
groundwater monitoring 

WILLIAMS, JW Florida Power 6 Light Co 03/11/03 EIBENHUT,D0 
Division of Licensing ip 21063'030 * 24X Fiche 30-290. 03/ 1 1 /OJ 

8311070360 


—8311070365 Application for amend to Licenses OPR-31 & DPR-4t. dele! Ir | 
ET6 re groundwater monitoring No significant haiards 
determination end 

UHRIO.R E Florida Power 6 Light Co 83/09/12 ETBENHUT. D 0 
Division of Licensing 2pp 21063 031 24X Fiche 50-230. 

83/ 11/03. 8311070360 


831108034? Forwards response to 830902 ltr re NUREO-0737, 

Item in D 3 4i "Control Room Habitability " Two outstanding 
concerins re lack of redundancy for isolation damper 6 
emergency supply fan addressed 

WILLIAMS, J W Florida Power 6 Light Co 83/11/03 VARGA, Q A 
Operating Reactors Qranch l 2pp 21078 304 24X 

Fiche 30-950,83/11/03,8311080349 


8311160147 Forwards response to Generic Ltr 83-28. "Required Ariiorl 
Based on Oenoric Implications of Salem ATW8 Events " 

WILLIAMS. J W Florida Power 6 Light Co 83/11/00 EISENHJT.D 0 
Division of Licensing 9pp 21193 205 24X Fiche 50-230.03/11/00 

031 1160147 


— 0311i6OlS2 Off-Normal Operating Procedure 0200 1, "Shutdown Resulting 
From Reactor Trip or Turbine Trip " 

« Florida Power 6 Light Co 03/08/03 9pp 21193 S14 24X 

Fiche 30-350,83/11/08, 83111601 47 


— 8311160156 Administrative Procedure 0103 16, "Duties 6 Res ;P ons 1 b 1 1 1 1 1 e 
of Shift Technical Advisor " 

* Florida Power 6 Light Co 82/07/29 71pp 21193 223 94X 

Fiche 50-250,83/11/08,8311160147 


-• I 1 1 AD 1 AO 




a nA 


amply w/NirnEO-0737 , Iterr tl B 3 re post-acc i rfonfc sampling 
js Final procedures should discuss radioactive indicators 
Dr clad fai lur e< Fu e I overheating te core melt 

<\ROA, 8 A Operating Reactors Branch I 03/11/00 UHRIO.R E 
lorltfa Power |» Light Co app 31300 343 24X 

iche 50-230.03/11/06*8311290324 


1210413 Foruards revised Amend 91 to License DPR-Al.TBCh Specs ^or 
icenses DPR-31 b DPn-41 i. safety evaluation Amend 9l 
nacfvart ently Issued on B31026 as Amend 92 

CD-ONALDi D O Operating Reactors Branch 1 03/1 i/l3 UHRlOiR E 

larlda Power & Light Co 2pp at2^>2 344 24X 

Iche 30"230*a3/l I /I5*a31 1210413 


311210493 Revised Amend 9i to License DPR-41 , correcting Amend 92 
Issued 031026 

y^AROAi Q A Operating Reactors Branch 1 03/10/26 7pp 

21262 346 a4X Friche 50-290,83/11/13,0311210413 


3L121030L Safety evaluation supporting Amends 97 6 91 to Licenses 
DPH-31 l< DPn-4l, r Bspectivelij 

-t* Office of Nuclear Reactor Regulation, Director B3/10/26 2pp 
31262 333 24X Fiche 50-230,83/11/13,0311210413 


1S30473 Provides addl info ro optlmlied fuel assembly Tech Bpecs 
Ian analysis of guide tube uiear applicable to facilities 
ILLIAMS. J W Florida Power t* Light Co 03/11/16 EI9ENHUT. D 0 
ivlslon of Licensing 3pp 21297 022 24X Fiche 30-230.03/11/16. 

31 12204 73 


Iriapec tlDO reports. IE Qullotlns & correspondence 


'B300797 IE Info Matico 83-69, "Improperly Installed Fire Dampers 
t Nuclear Power FI ants “ 8vc list end 

IORDAN. G L Division of Emergency Preparedness & Engineering 
• sponee iPost 0301031 03/10/21 Consolidated Edison Co of New 

'ork. Inc I37pp 21114 331 24X Flcho 30-000,03/10/21.0308300797 


1070133 Ack receipt of 830709 & 0019 Itrs Informing NRC of steps 
aken to correct violations noted ih IE Insp Ropts 
10-250/03-14 & 30-2 51/03-14 

PANCGr H C Division of Project fc Resident Programs 03/10/24 
IILLIAHS, J M FloTida Power it Light Co Ip 21061 347 24X 

Iche 30-290.03/10/24.8311070193 


1311070158 Responds to NRC 030603 Hr re violations noted tn IE Insp 
Repts 90-290/03-14 6 90-291/03-14 Corrective actions 
enginosrlng quality instructions will bo clarified to 
require that ieismic loading of cable trays be considered 
UHRIO.R E Florida Power t, Light Co 03/07/09 O'REILLV, J P 
Region 2. Office of Director 2pp 21061 340 24X 

Fiche 90-290.03/10/24,0311070193 


»3tlC70162 Forwards IE Insp Repts 90-250/03-14 it 90-291/03-14 on 
030303-06 it notice of violation 

DANCE, H C Division of Project 6 Resident Programs 03/06/03 
UHRIOpR E Florida Power b Light Co 2pp 21061 330 24X 

Fiche 90-290,03/10/24.8311070153 


3311070166 Notice of violation from Insp on 030903-06 

• Region 2. Office of Director 83/06/03 ip 21061 392 24K 

Fiche 30-290.03/10/24.0311070193 


3311070172 IE Insp Repts 90-290/03-14 b 50-291/03-14 on 830303-06 
Noncomp 1 iance noted failure to establish procedures to 
require seiimlc evaluation of cable tray supports as 
result of new cahle pulling 

RUFFiA 0 . GONLON, T E Region 2. Office of Director 03/06/02 
6pp 21061 393 24X Ficho 90-290.83/10/24.0311070193 


30310030 IE Info Notice 83-70. "Vibration Induced Valve Failures " 
3vc list end 

JCRDANiE L Division of Emergency Preparedness b Engineering 
lasponse CPost 830103) 83/10/23 Consolidated Edison Co of New 

Vork. Inc 117pp 21097 217 24X Ficho* 30-000. 03/10/29. 0300310030 


D03OO777 IG Bulletin 83-07. auppl i. "Apparently Fraudulent Products 
Bold Dy Ray Mille-r. Inc " Svc list end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co af New York. InC 

177pp 31070 i70 24X Fiche 30-000.83/10/26.0300300799 


11070400 Ack receipt of 031004 Hr informing NRC of steps taken to 
correct vlolatiana noted In IE Insp Repts 90-290/03-27 & 
30-231/83-27 

DANC^tH C Division of Project b Resident Programs 83/10/26 
NILDAHS. J U Florida Power 8< Light Co tp 21064 037 24X 


iiv^poTiqs lo iMNu ojuvui in' Tt vioiocions noted in IE Insp 
Repts 90-290/83-27 b 90-291/03-27 Corrective actions welding 
In cutting operations stopped until proper permit obtained 
Fire protection requirements reviewed 

UHRIO.R e Florida Power b Light Co 03/10/04 0 'REILLY, J P 

Region 2* Office of Director 4pp 21064 030 24X 

Flcbe 90-290.83/10/26.0311070400 


—0311070902 Forwards IE Insp Repts 90-250/83-27 b 90-291/03-27 op 
030002-03 b notice of violation 

DANCE. H C Division of Project b Resident Programs 03/09/01 
UHRtG.R £ Florida Power & Light Co 2pp 21064 062 S4X 
Fiche 90-290.83/10/26.0311070400 


— 8311070910 Notice of violation from insp an 030802-03 

* Region 2, office of Director 83/09/01 2pp 21064 064 S4X 
Fiche 30-250,03/10/26.0311070480 


—0311070321 IE Insp Repts 30-230/03-27 b 90-291/03-27 on 030802-05 
Noncompliance noted failure to implement fire prevontlon 
procedures for welding b cutting operations Procedure ASP-17 
failed to meet NRC guidelines for ignition source control 
OIQBONS.T 0 . HILLER. W H Region 2. Office of Director 
CDNLDN.T £ Division of Engineering b Operational Programs 
63/00/29 9pp 21064 066 24X Fiche 50-290,03/10/26.8311070408 


B30B310034 IE Info Notice 03-71. "Defect in Load-Bearing Helds on 
Lifting Device* for Vessel Head b Internals " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/10/27 Consolidated Edison Co of New 

York. Inc Il9pp 21097 397 24X Fiche SO-OOO. 03/10/27, 9300310034 


8308310048 IE Info Notice 83-72. "Environ Ouallflcation Testing 
Experience “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineer ing 
Response (Post 830103) 83/10/20 Consolidated Edison Co of New 

York. Inc i31pp 21135024 24X Fiche 90-000. 03/10/20, 0300310040 


0311090423 Informs that NRC will refund payments for review of BI0914 8. 
820610 applications for license amends to change 
requirements for visual Insp b periodic testing of 
mechanical snubbers Review involved single safety issue 
MILLER. N Q License Fee Management Branch 83/10/20 UHRIO.R E 
Florida Power b Light Co Ip 21144 190 24X Fiche 90-290, 

03/10/20, 8311090423 


8308310097 IE Info Notice 03-73, "Radiation Exposure From Olovei 
Contaminated m/U Daughter Products ” Bvc list end 
PARTLOW. J 0 Division of OA, 0afeguards b Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York. Inc 

n6pp 21194 24B 24X Fiche 90-000. 03/10/31, 8300310097 


8300310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(UndervoHage Trip Devices on OE Type''Ai^-2-29 Breakers) " 

Bvc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Poet 630103) 03/11/02 Consalldated Edison Co of New 

York. Inc il9pp 21914 024 24X Fiche 90-000.83/11/02,0306310076 


03111GO32B Ack receipt of 831013 Hr Informing HRC of steps taken to 
correct violations noted in IE Insp Repts 90-290/03-31 b 
90-291/03-31 

DANCE.H C Division of Project b Resident Programs 03/H/O2 
U1LL1AM3.J M Florida Power h Light Co Ip 21227 IBO 24X 
Fiche 90-290,83/11/02,0311180320 


— 0311100332 Responds to NRC 030913 Hr re violations noted in IE Insp 
Repts 30-250/03-31 I, 30-231/03-31 Corrective actions 
tie-downs Will not be allowed to penetrate outer packaging 
NILLIAMB, J U Florida Power b Light Co 03/10/13 O'REILLY. J P 
Region 2. Office of Director 2pP 21227 121 24X 

Fiche 50-290,03/11/02.0311100320 


— 0311180339 Forwards IE Insp Repts 50-250/83-31 6 50-231/03-31 on 
03OBOB-12 6 notice of violation 

DANCE.H C Division of Project b Resident Programs 03/09/13 
UHRIQ.R, E Florida Power *, Light Co 2pp 21227 123 24X 

Fiche 50-250,83/11/02.8311180320 


—0311100337 Notice of violation from Insp on B30B08-12 

e Region 2. Office of Director 83/09/13 Ip 21227 125 24X 

Fiche 50-250,63/11/02.8311100328 


—0311100340 IE Insp Repts 90-230/83-31 b 90-291/83-31 on 030808-12 
Noncompliancs noted failure to package low-specific activity 
mail In puncture-proof package 

HOSEYiC M Region 2, office of Director BARR.K P Division o# 
Engineering 6 Operational Programs 83/09/12 I3pp 21227 126 
24X Fiche 30-290.83/11/02,8311100328 


Svc list sncl 03OB31 Itr 

JORDAN.E L Division of Emerg«ncy PT«parednD»S << EnQinee^ring UMRIO* R E Florid^ Pouer & Light Co 83/06/3) U 'Hi lit V. ft 

RasDonse tPoit B30103J 83/11/03 Consolidated Edison C*! Qf Ma- RogloTt 2t Office of Director 34pp 21038 230 SdX 

Vor!* iTic 31513 253 a4X Piche 30-000, 83/1 1/03, 9309310075 Fiche 50-390.82/09/3118311030056 


■B3111B0171 Confirms 931107 enforcement conference in Hcng of Prossle.FA 
to discuss personnel enfcrij Into reactor covlt<| high 
radiation, area at facility Proposed agenda end 
O'RElLLViJ P Region 2, Office of Director 03/11/04 
WILLlftHS, J M Florida Pauer t< Light Co 2pp 21226 081 24X 

Ficha 30-230.03/11/04.8311)80171 


8311170071 Forwards rsponses to B30702 request for addl info re t£ 
Bulletin 80-11 ''Masonry Wa)l Design ” W/o encls 

j ^ Florida Power Ir Light Co 63/1J/07 </AR0A>8 A 

□pirating Raa-ctan Drench 1 Ip 21216 075 24X 

Fich# 30-230. 03/11/07. 931 1170071 


031H0DO9O AcV receipt of 830720 I tr informing NRC of steps taken to 
correct violations mated in SE ln»p Repts 30-250/83-16 & 
SO“25l/03“ie Violation re failure to make changes in 
operating procedures, stands as written 
Q'REILLy, J p Region 2, Office of Director 63/11/06 
WILLIAMS, JW Florida Power Light Co 2pp 21230 047 24K 

Flche 301-250.03/11/08.9311180090 


— 8311180093 Responds to NRC 030818 Itr re violations noted in IE Ihip 
Repts 50-250/93-18 tr 50-231/83-18 Corrective actions new 
gas calibn begun in Aug Draft 030913 Itr reopo-ndlng to 
violations mistakenly transmitted should b« disregarded 
UhWIO. R E Florida Power h Light Co 83/09/20 O'REILLY, >1 P 
Region 2. Office of Director 3pp 31230 049 24X 

Fiche 30-250,83/11/08,8311180090 


—0311100098 Ack receipt of 030913 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-230/83-18 & 
30-251/63-18 Response under evaluation Util will be 
Informed of acceptability at later date 

LEWIS, R C Division of Project t* Resident Programs 83/10/18 

UHSIO.R E Florida Power L Light Co ip 21230 032 24X 

Fiche 50-230. 03/11/08. 0311180090 


— B3111&0102 Responds to NRC 930812 Ur re violations noted in IE InsP 
Repts 50-230/ea-ID f< 50-251/03-10 Corrective actions gas 
callbr results will be compared more clcsei^ -w/previt>us 
results 

UHRIO.R E Florida Power It Light Co 93/09/13 O'REILLY, J P 
Region 2. Office of Director 3pp 21230 053 24X 

Fiche 50-250,83/11/08,8311100090 


—0311180105 Forwards lE Insp Repts 50-230/03-10 30-291/03-18 on 

030517-20 Ic notice of violation W/o notice of violation 
LEWIS, R C Division of Project 6^n^id.ent Programs 83/00/12 
LWRIO, R £ Florida Power U Light Co 2pp 21230 056 24X 

Fiche 30-250.63/11/08.8311180090 


—8311100110 IE Insp Repts 90-250/83-18 «. 30-231 /B3-)B on 030517-20 
NoncompUance noted failure to i<hplement appropriate 
procedure changes for modified furvelUance equipment S* 

Inadequate surveys of radionuclides 

KUZO. 0 B Region 2. Office of Director HONTOGMERY’, D « Division 
of Engineering & Operational Programs B3/C6/09 llpp 
21230 050 24X Fiche S0-2S0. 83/ 1 1 /08, 931 UBD090 


8311010013 IE Info Notice 63-77, "Air/Oas Entrainment Events Resulting 
In Sys Failures Svc list end 

OOR0AN. E L Division of Emergency Preparedness t* Engineering 
Response (Post a301O3> 83/11/14 Consolidated Edison Co of New 

York. Inc ll4pp 24X Fiche 30-000.83/11/14.8311010013 


6311010018 IE Infg Notice 83-78. "Apparent Improper Mod uf Component 
Affecting Plant Safety ” Svc list end 

JORDAN. E L Division rnf Emorgoncy Preparedness 6 Engineering 
Risponse (Pest 0301031 83/l)/17 Consolidated Edison CP of New 

Yort. Inc ll7pp 31603 001 24X Fiche 50-000. B3/i 1/17. 9311010010 


R Periodic operating reports 6 related correspondence 


6311030066 "Environ Radiological Monitoring Program Summary fpr 
Jan-June 1981 * 11/810828 Ur 

UHRIO.R E Florida Power L Light Co 91/00/21 O'REILLY, J P 
Region 2, Atlanta, Office of the Director {81/03/0)1 33p p 

31033 20 1 24X Fiche 50-250. 01 /Oa/Bl. 6311030006 


8311170289 Monthly operating rept* foT* Sept 1903 W/03101/ Ur 
GRANT, N W , PACE, P L , WILLIAMS' J W Florida Power 6 LigM Cq 
63/09/30 Office of Resource Management, Directcir lOpp 

a 1209 02i 24X Fiche 50-000.03/09/30,0311170289 


6 Reportable occun ences, UERs << related correspondence 


8311010104 LER B3-019/01T-0 on 831 007, dur Ing cold shuldoun. 
unanticipated temp increase observed in RHR syi Caused ty 
flow restriction through valve 3-740B Valve scheduled for 
mechanical insp during present outage W/B31021 Itr 
ARIAS. J , WILLIAMS. J W Florida Power Ic Light Co 0 J/ lO^Jl 
O'REll^LY, J P Region 2. Office of Director Dpp 20V7U OVJ 
Fiche 30-250.83/10/21.8311010104 


8311020387 LER 83 - 01 7/03L-0 on 030926, personnel B3050H fjUuTf 
grab samples of inoperable PRMS iu/ 1 nd 1 ca t i on of se-condafi 
activity) discovered Caused by lab personnel error P«riuiiht| 
awareness increased W/B31026 Ur 

AftlAB, J . WlLLIAMDiJ W Florida Power 8c Light Co Dl/iO/j^h 
O'REILLY, J p Region 2, Office uf Director 2pp iMOU O?* j 
Fiche 30-230.63/10/26,8311020307 


0311070553 Part 21 rept re potential defect in replocsnanl fllA 
valve seat fnr 48-lncb RIA containment purge valve InltMlly 
reported on 631025 Suppl i er. Duf felo Weaving 8 i Belt I ng. wl 1 1- 
produce anvil seats using extruded preform 

MILBON. A K Henry Pratt Co 03/10/28 KEPPLEtt, Q 3 , 

Office of Director 4pp 21065 267 24X Fiche OO-OOfli 0 I'' jf 

6311070355 


8311090348 Supplemental Part 21 rept re short circuit bu« bri(ir| 
inadequate for 10-cycle - 78, OOO-amphere withstand test 
Equipment redesigned 8 ( mod kits 6 instruction baoks 
prepared Listed customers advised to initiate mod 
DWYER. P W General Electric Co 83/10/28 DCYOUNO, H 
Office. Office of Inspection and Enforcement /pp JilClJ 
FI Che 30-000, 63/10/29. 831 1090348 


0311070222 LER 83-016/03L-0 on 031002, dur Ing Initiation of «flU 
shutdown for ref uel ing. letdown isolation valve CV~:i ,204 
failed* to close Caused by f a 1 1 ed solenoid vaWo Oolinold 
valve replaced W/031031 Itr 

BERRY, Z E , WILLIAMS, J W Florida Power 8 . Light Co (iJ/ll/iJl 
a'PElULY, J P Region 2. Office of Director app ^1062 
Fiche 90-250.03/11/01,0311070222 


B3110BO141 PNO-n-03-DBB on 63 1 i02, b 0 1 1 ermar k er working iiiSUi 
containment bldg during refueling outage fell 30 ft inlo 
reactor coolant pump cubicle Caused by scaffolding tipping 
over Total levels of contamination unknown 

WRAY, J R , OinSONiA F Region 2. Office of Director iMUl k J 
21074 358 24X Fiche 30<^230. 03/ 1 1 /02. 031 lOBO 1 1 1 


03ll2iO21O LER 03-O19/O3L-O on 831009, RHR flow isolated due to p » n 
transmitter PT-3-405 exposure to hydrostatic test pressuPi 
of 3,100 pslg Caused by unclear drawing configuration, of 
loop A Sample line Transmitter replaced W/03110/ Ur 
ARIAS, J , WILLIAMS. J W Florida Power I. Light Co IM/ll"*' 
O'REILLY, JP Region 2, Office of Director 3pp WUH • 

Fiche 90-250,83/11/07,8311210210 


03112 103B9 LER B3-oaO/03L-0 on 031011, while revl owing of f - no » 04 1 
p rocfldure, def iciency identified which could lead operators 
to incorrectly align seal cooling water to RHR cont e I ^ 
spray pumps while swapping headers U/B31J10 Ur 
ARIA9. J , WILLIAMS, J W Florida Power Light Cu 
□ 'REILLY, JP Region 2, Office of Director 2pp 'JlSJf'i 
Fiche 50-230,83/11/10,0311210309 


03112BO4I8 Updated LER 01-OU/O3X-1 on Bi IU2, l29-vo It dc bdtK'* 
failed to hold charge Root cause not Identified Catta^y 
replaced, tested Ir returned to svc Recommendetl ons received 
from manufacturer M/831117 Itr 

BERRY, Z E , WILLIAMS, J W Florida Power «< Light Co iy\flX/y 
□ 'REILLY, JP Region 2. Office of Director 3pp ,}1JII5 • Jl ' 
Fiche 50-290,83/11/17,8311280410 


8311030059 *'RadiDac tl ve Effluent Release Data,Jul-Dec 1991 " W/020302 
Ur 

UHRIO.R E Florida Power L Light Co 81/12/31 O'REILLY, J P 
Region 2, AtUnte, Office of the Director (01/03/01) 34pp 


F SBCUTityi ntedicali omergBiicy h fira protection plans 


0311070103 Responds to FOIA request for documents re emergency 
operation faculties (EOF) being located betuieen 10 (i 20 
miles from nuclear plant St records approving or denying 
location of EOF at distance greater than 20 miles 

FELTOM* J II Division of Rules and Records 63/00/18 O'NEILL. J H 
Shaufi Pittman. Potts t- Trowbridge 3pp 210B9 3*6 24X 

Fiche 50-000.83/08/18,0311070102 


— 830*270461 Requests that licensee be informed of Commission approval 
of util request for exception to emergency operation 
facility location criteria of N\jnE0-0737 Proposed Itr end 
for consideration 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response iPost 830103) 83/04/21 EISENHUT, D 0 Division of 

Llconslrtg 3pp 21083 294 24X Fiche 30-000, 83/08/ IB. 03UO7O1OP 


8310200362 Qenerlc Ltr 83-33 to all licensees & applicants of nuclear 
pouer reactors re NRC positions on certain requirements of 
App R to 1DCFR90 8vc list end 

EISENHUT, D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of Neu) York. Inc 21pp 21114 329 24X 

Fiche 50-000.83/10/19,8310200362 


B31 1070488 AcX receipt of 831004 ltr informing NRC of steps taken to 
correct violations noted In IE Imp Ropts 50-290/B3-27 
90-251/03-27 

DANCE. H C Division qf Project & Resident Programs 83/10/2* 
NILLIAHS. J U Florida Pouer & Light Co Ip 210*4 097 24X 

Flcbe- 9(5-290.83/10/2*. 8311070488 


— 8311070494 Responds to NRC 830901 ltr re violations noted in IE Insp 
Repts 50-290/83-27 * 90-291/03-27 Corrective actions welding 
t. cutting operations stopped until proper permit obtained 
Fire protection requirements reviewed 

UHRIO. R E Floi^ida Power (< Light, Co 83/10/04 O'REILLY. J P 
Region 2, Office of Director 4pp 210*4 098 SAX 
Fiche 50-290,83/10/26,8311070488 


—8311070910 Notice of violation from imp on 830802-09 

* Region 2, Offico of Director 83/09/01 2pp 210*4 0*4 24)( 

Fiche 50-290,83/10/2*. 8311070488 


--0311070521 IE Insp Repts 90-290/03-27 * 90-291/83-27 on 030802-09 
Noncompliance noted failure to implement firs prevention 
procedures for welding U cutting operations Procedure AdP-l7 
failed to meet NRC guidelines for ignition source control 
OID0ON8.T D Region 2< Office of Director 83/00/29 9pp 
21064 0*6 24X Fiche 90-290. 83/10/2*. 831 1070488 


0311070467 Informs that util has modified EOP 20001 re LQCA NRC should 
finalize review %t Iseue supp 1 to sefett; evaluation re ECC8 
valves It single failure conrarns 

tllLLIAMB, j N Florida Power tr Light Co 83/10/31 VARGA. 8 A 
Operating Reactors Branch 1 Ip 2i067 333 24X 

Fiche 90-290.83/10/31.6311070467 


8311080311 Forwards "Bummary Rept on Detailed Control Room Design 
Review of Turkey Point Units 3*4 Nuclear Power Station.'* 

1-n response to NUREO-0737, I tern 1 D 1 & Buppl 1 to 
NUREO-0737 

NILLIAKS. J Vi Florida Power Light Co 83/11/01 EISENHUT. 0 O 
Division of Licensing Ip 21082 139 24X Fiche 90-290.03/11/01. 

8311080311 


— 6311000322 "Bummary Rept on Detailed Control Room Design Review of 
Turkey Point Units 3 4 Nuclear Power Station," prepared 

In response to NUftEO-0737, Item I D. 1 & Suppl 1 to 
NURE<i-0737 

• Florida Power & Light Co S3/10/31 9Q0pp 21032U3* 24X 

Fiche 90-290.83/11/01,8311000311 


8311180328 Act receipt of B31013 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-200/03-31 It 
30-291/83-31 

DANCE. H C Division of Project * Resident Programs 83/11/02 
NILLIAMB, J Vi Florida Power «. Light Co Ip 21227 120 IZ4X 
FtchB 00-250.83/11/02.8311180320 


--0311100340 IE Insp Rapts 50-290/03-31 ?< 30-291/83-31 on 830000-12 
Noncomp 1 ianct noted failure to package low-specific activity 
matl In puncture-proof package 

H05EY. G M Region 2. Office of Director, 03/09/12 I3pp 
21327 12* 24X Fiche, 90-290. 83/1 1/02, 8311 180320 


safeguards program, as discussed at joint NRR/NM3S meeting on 
831027 Vital area assumptions will be discussed generlcally 
at BSili* meeting Ends withheld 

EISENHUT. D 0 Division of Licensing 83/11/00 BURNETT. R F 
Division of Safeguards 2pp 21134 lit 24X Fiche 50-290.83/11/08, 
6311100231 


83112100*9 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 83/11/10 Document 

Management Branch ip 21241 329 24X Fiche 90-290.83/11/10. 

83112100*9 


—8311210074 Public version qf revised Emergency Plan Imp 1 ament ing 
Procedure 20123. "Onsite Emergency Organiiation " N/e3l02Q 
1 tr 

WILLIAMS. J N Florida Power * Light Co 83/09/08 O'REILLY. J P 
Region 2, Offlca of Director 9pp 21241 330 24X 

Fiche 90-290.83/11/10.83112100*9 


0 Adjudicatory correspondence 


8311100278 Forwards comments on proposed license amends rsqutst for 
hearing l« petition for leave to intervene Notice of 
appearance end 

HQDDER.h H Kodder.M H HODDER.N H Center for Nuclear 
Responsibility 03/11/04 Docketing & Services Branch 2pp 

2112* 31* 24X Fiche 90-290.83/11/04.8311100270 


—0311100280 Cammihts on issuance of amends re higher fuel temp Full 
review by ASLD 8. Commission prior to issuance requested 
HQDDER. M H Center for Nuclear Responsibility HOODER. M H 
Hodder.M H 83/11/04 *pp 2112 * 318 24X Fiche 90-290, 

83/11/04.8311100278 


—0311100282 Petition of Ctr for Nuclear Responsibility. Inc h J torion 
for leave to intervene t, request for hearing in license 
amend proceedings 

HODDER.M H Center for Nuclear Responsibility HODDER, M M 
Hodder.M H 83/11/04 Office of the Secretary of the 

Commission 20pp 21126 324 24X Ficht 90-290. 83/1 i /04. 

8311100278 


8311280212 Answer opposing Ctr for Nuclear Responslbi 11 ky . 1 nc B31104 
request for heerlng 1. petition to intervene re proposed 
amend for hot channel factor limit No lltigable contention 
submitted Certificate of Bve end 

DAUSER. M A Lowensteln. Newman, Reis. Aielrad it Tall 83/11/21 
Atomic Safety and Licensing Board Panel I3pp 21280 2*5 24X 

Fiche> 90-290, 03/1 1/21. 031 1280212 


K, Utility Final Safety Anqlyi i s Report <F8AR) * emends 


8311300210 Forwards Rev 1 to updated F8AR for Turkey Fointr Unlit 3 6 4 
NILLIAMB, J N Florida Power it Light Co 83/11/22 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21314 249 
24X Fiche 90-290.83/11/22.0311300210 


— 8311300212 Rev t to updated FSAR for Turkey Point. Units 3 & 4 

e Florida Power it Light Co 83/11/30 3Q9pp 31314 249 24X 

Fiche 90-290.83/11/82. Q3113D02 10 


P Dperaiing license stage documents it correspondence 


8311020416 Submits addl info re App D ETB deletion request Requirement 
to comply w/conient final judgement contained in NPDE8 
permit 

UILLIAha. J U Florida Power Ic Light Co 83/10/2* EISENHUT. D O 
Division of Licensing 2pp 21014 2?9 24X Fiche 90-850.83/10/2*. 

8311020418 


8311140230 Forwards Amends 97 * 92 to Licenses DPR-31 U DrR-4l, 
respectively it safety evaluation Amend Incorporates addl 
requirement for monthly walkdown of accessible isfety- 
releted flo-wpaths 

MCDONALd.DO Operating Reactors Branch 1 83/10/2* UHRIG.RE 

Florida Power it Light Co 2pp 211*4 14* 24X 

Fiche, 80-290,03/10/26.8311140238 


—0311140242 Amends 97 it 92 to Licenses DPR-31 it DPR-41. rasp ectlvi ly. 
Incorporating addl requirement for monthly walkdnun of 
accessible saf ety-related flowpaths 

VARGA. 8 A Operating Reactors Branch 1 83/10/3* 9pp 

211*4 148 24X Fiche 30-290,03/10/26,8311140238 


— B311140244 Safety evaluation supporting Amends 97 L 92 to Licenses 


B31 1040094 Forward* Clasi I it Clais II license amend fee* te B30305 
rBnuest -for deletion of ^pp B ETS 

WILLIAMS. J W Florida Power U Light Co B3/I0/2B MILLER. W D 
License Fee Managemenb Branch ip 21031 261 84X 

Flcha 90-250. 83/10/29. a3lJ040094 


8311090423 Informs that nrC will refund payments for review of 010514 t 
020610 applications for iicense amends to change 
reqtiireiwent^ for visual insp periodic testing- of 
mechanical snubbers Review involved single safety Issue 
MILLER# M 0- License Pee Management Branch 03/10/20 UHAfOrR E 
Florida Power U Light Co Ip 21144 198 24X Flche 90-250* 

83/10/20* 0311090423 


0310310403 Generic Ltr 03-30 to all licensees of operating poiiiOr 
reactors & applicants for OL re Ri;REG-096S, "NRC Inve-ntory 
of Dens " Forward* NUReO- 0963 "NRC inventory of Dams*' for 
info only 14/0 end Svc nit end 

EIBERMOT'0 0 Division of Licensing 83/10/31 Consolidated 
EdlsQ-n Co of Kew Vork. Inc i4pp 21104 019 24X 

FichB 30-000,03/10/31* 0310310403 


0311070527 Withdraw* 030715 amend requ-est & accompangirtg CAR re spent 
fuel storage facility iipanslon Complete rept will be 
submitted by 040331 

WILLIAMS**/ W Florida Power Cr Light Ca 03/10/31 EieCNHUT. 0 0 
Division of Licensing ip 21064 090 24X Ftche 90-290.83/10/31. 

0311070927 


0311010182 Generic Ltr 03-37 to all PUR licensees re NUREO-0737 Tech 
0peci RfldSits review of Tech Specs to determine consistency 
la/guldance In NUR£D-0737 Response required within 90 days 
of receipt of ltr Bvc lift end 

EIBENHUTrD 0 Division of Licensing 03/11/01 Confolldatetf 
Edison CO of Neu York, |nc 22pp 21149 090 24X 

F lefts 5Q''COO,B3/liy<>tte3LlOtOiB2 


83 1 1 070343 Adv 1 * e* that pressure vessel matl fracture to-ughnesa 
analysis# per KUREO-0744* ui 1 1 be lubmltted 040901* due to lack 
of plant-*psc 1 f 1< Info 

WILLIAMS#*/ W Florida Pourer & Light Co 03/11/01 ElSENHUTiD 0 
Division of Licensing ip 2ID63 142 24X Fiche 90-291# 83/ 1 1/01 . 

0311070343 


8311290390 Forwards tafety evaluation of licensee 830319*0815 & 

1007 responses to MURE0-0612* “Control of Heavy Loads " 

Ll-ceneef responses acceptable 

MCDORALDiD 0 Operating Keacters Branch 1 03/11/01 UHRt8#R B 

Florida Power h Light Co 2 pp 21309 001 24X 

Ftche 90-290,03/11/01.8311290398 


— 0311&9O36l> Safety ivaliration accepting licensee responies to 
NUREO-061?, ^’Control of Heavy Loads "• 

* NRC - Wo Detailed Af f U if tUn.OJ ven 03/11/01 2pp 

21309 003 S4X Flch« 90-290*03/11/01*8311290338 


-‘‘0310130230 "Control of Heavy Loads (C-10>, Turkey Point Unit* 3 It 4* “ 
technUAl evaluation rept 

BOMBEROE8#C Frantlln Ins tl tute/Frankl In Research Center 
rJ«C-03-fll-l30 TER- C 9906-399/400 03/10/10 81N0H, A NRC - No 

Detailed Affiliation oivan a7pp 21309 009. 24X 

Flchs 90-230.83/11/014 8311290358 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicant* for OLs it holders of CPs re clarlf icat l on of TMI 
Action Plan Uen II K 3 31 Submittal of bounding 
demonstration ul 1 1 satisfy raqulraments Bvc list encl 
EI8EKHUT. D 0. Division of Licensing 83/11/02 Consolidated 
Edison Cc af New York. Inc I6pp 21164*001 24X 

FUh* 90-000, 03/11/02, 83 1 1020051 


0311070360 Forwards Glass t & III fees In payment of 030912 proposed 
amend to Llcenif* DPft-31 & DPR-41, delft Ing ETS re 
grounriu-ater monltarlng 

WILLIAMS.*; H Florida Rouer Ic Light Co B3/I1/03 EISENHUT. D 0 
Division of Licensing ip 21063 030 24X Flche* 90-290, 03/ 1 1/03. 

8311070360 


—8311070369 Application for amend to Llcensss DFR-31 & dFR'- 41# deleting 
£76 re groundwater mofiitorlng No significant hazards 
■determination end. 

LIHRIO.H E F Ur Ida Rower I# Light Co 83/09/12 exaENHUT, D 0 
Division Of Lltan-S"- =«-" 21063 031 24X Flche* 30-230, 


ltr re NUREO-0737, 
llity ” Two ogtstaiiding 
latUn damper L 

o. 03/11/03 VARGA* 8 A 

n-70 


0311160147 Forwards response to Generic Ltr 03-28* “Required Acilc-l 
Daeed on Generic Implications of Salem ATVJ5 Event* " 
williams, j U Florida Power U Light Co 83/11/08 ElBeWI(Ur#D G 
Division of Licensing 9pp 21193 205 24X Flche 5O-2S0# 03/U/'^ 

031 1160147 


— 0311160152 Off-Normal Operating Procedure 0208 1> "Shutdaun RliuUL'i 
From Reactor Trip or Turbine Trip " 

a Florida Power 6 Light Co 03/00/03 9pp 21193 214 S4K 
Fiche 30-250/03/11/00,0311160147 


— 8311160156 Admlnletratlve Procedure 0103 16* "Duties L Res p oni I S I U" 
of Shift Technical Advisor " 

a Florida Power & Light Co 82/07/29 71pp S1193 223 24* 

Ftche 30-250.03/11/08.8311160147 


— 8311160162 Rev 14 to OA Manual Procedure QP 4 1, "Control ef 
NSRUl s i bi one 6 Issuance of Purchase Orders for 8pare Paris. 
Replacement Items tt Svc s " 

a Florida Power C. Light Co 03/09/19 29pp 21193 294 241 

Flche 30-250*03/11/08*8311160147 


0311290324 Requests submi btal, wi th in 30 day** of final procsdurii tksi' 
comply iii/NUREG-0737* Item II B 3 re post-accident sampling 
syB*Flndl procedures should discuss radioactive indicators 
for clad failure* fuel overheating 6 core melt 
VAROAi 9 A Operating Reactors Branch 1 03/11/08 VHRIO.RE 

Florida Pouer b Light Co 2pp 21300 343 24X 

Flche 50-230*03/11/00,0311290324 


0311210413 Forwards revised Amend 91 to License DPn-41, Tech Dries fs^ 
Licensee 0PR-3t S# DPR-41 & safety evaluation Amend 91 
inadvartentl y Issued on 831026 as Amend 92 

MCDONALD* D 0 Operating Reactors Branch 1 B3/lt/lS UHRIG.A C 
Florida Power b Light Co 2pp 2126S 344 24X 

Fiche 50-250*03/11/13*8311210413 


--0311210493 Revised Amend 91 to License DPR-41, correctl ng Amini 92 
iSSiftKi 831036 

VAROA,S A Operating Reactors Branch l 03/10/26 7pp 
21262 346 24X Flche 30-230* 83/ 1 1/1 3, 831 I2l04l8 


—0311210501 Safety evaluation supporting Amends 97 b 91 to LUsniis 
DPR-3t U DPR-'4l, respectively 

9 Office of Nuclear Reactor Regulation* Director 03/10/26 mff 
21262:353, 24X FiChe S0»230* S37U/15, 831 12 I04l 3 


83112204-73 Provides eddl Info re optimized fuel aeeanblg Tech Of id 
Zion analysis of guide tube wear applicable to facilities 
WILUIAMS,J.M Florida Power 8( Light Co 03/11/16 EI8CNHUT*D0 
Division of Licensing 3pp 21237 022 24X Flche 50-250, 83/1 J/ 1 1 

0311220473 


Q Inspection reports* IE Bulletin* & correspondence 


B30B300799 IE Bulletin 03-07* Buppl 1* “Apparently Ffaudulint Produiti 
Bold Qy Ray Miller. Inc " Qvc lift end 

DEYOUNG. R C Director's Office* Office of Inspection and 

Enfaresrnent 03/10/26 Consolidated Edison Co of H«u Yerl, Ire 

179pp 21070 170 24X Fiche SO'OOO* 83/10/26* 0300300799 


8300300797 IE Info Notice 03-69* "Improperly Installed Fin Daapirs 
at Nuclear Power Plants " Bvc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/10/21 Gonsolldabod Edison Go Hof 

York* Inc l37pp 2)114 331 24X Flche 50-000, 03/10/21 » 030433007^'^ 


0311070153 Ack receipt of 030705 A 0019 itrs Informing NRC of st«|fS 
taken to correct violations noted In lE Insp ReptS 
90-250/03-1 4 it 50-251 ^B3-l 4 

DANCE* H C Division of Project 8« Resident Program* 03/10/34 
WILLIAMS, J W. Florida Power it Light Co Ip 21^61 347 a4X 
Flche 50-250# 03/10/24* 831 1070153 


— 8311070198 Responds to NRC 030603 ltr re vioiatlor^s noted In IE rnij 
Repts 90-250/83-14 «, 50-231 /b 3-'14 Corrective actions* 
engineering quality instructions will be clarified to 
require that seismic loading of cabu trays be donsldere-d 
UHRIOjR E Florida Power k Llflht Cp 03/07/05 □■'REILLT. J P 
Region 2, Office of Director 2pp 21061 340 24X 

Fi«ha 50-250,83/10/24,8311070153 


—0311070162 Fowards IE Insp Repts 50-230/83-14 & ^0-251/03-1* 
B30503-06 b notice of violation 

DANCE, H C Division of Project A Resident Frqgfamt 03/06/03 

UHRIQ#R E Florida Power U Light Co 2pp 210*1 330 a*X 

F i c h e < 90-250 * 03/ 1 0/24, 03 1 1 070 1 93 



-8311070 172 IE Insp HeptS S0-230/OJ~l^ H 30-231/^83-14 oh 030303-06 
Nancornp H lanc e noted failure to establish procedures to 
require seismic evaluation of cable trag supports as 
result uf neu cable pulling 

RUFF. A D . CONLDN.T E Region 2. Office of Director 03/06/02 
6pp 21061 333 247 Flche 90-250,03/10/24-0311070133 


30S310030 IE Info Notice 03-70, "Vibration Induced Valve Failures " 
Bvc list encl 

vJORDAN, E L Division of Emergencg Preparedness & Engineering 
Response <Po*t B30103> 83/10/23 Consolidated Edison Co of New 

York# Inc 1 I7pp S1037 219 247 Flche 50-000,83/10/25,0308310030 


311O704Q8 Ac k receipt of 031004 1 tr Inforniing NRC of stops taken to 
correct violations noted In IE Insp Repts 50-230/03-27 & 
30-231/83^37 

DANCE, H C Division of Project 8< nsiltfent Programs 03/10/26 
WILLJAM8, J U Florida Power 8« Light Co Ip 21064 037 24X 

Flche 30-230,03/10/26,0311070488 


-0311070494 Responds to NRC 030901 Itr re violations noted In IE Imp 
Flepti 90-350/03-27 8c S0-2S1/B3-27 Corrective actions welding 
& cutting operations stopped until proper permit obtained 
F1 t» protection requirements reviewed 

UllfllO.R E Florida Power & Light Co 03/10/04 O'REILLY, J R 
Region 3, Office of Directar 4pp 21064 098 24X 

Flche 50-330,03/10/26,0311070400 


“8311070302 Foruards IE Insp Repts 90-250/83-27 8, SO-231/83-27 on 
830802-03 & notice of violation 

DANCE, H C Division of Project 8< Resident Programs 03/09/01 

UHRIO, R E Florida Power t< Light Co 2pp 21Q64 062 24X 

Flche 90-250,83/10/26,8311070400 


-0311070310 Notice of violation from insp on 830002-03 

* Region 2# afflce of Director 03/09/01 2pp 21064 064 24X 

Fiche 90-S90, 03/10/26, 0311070488 


-831107058! IE I nap Repts 50-890/03-87 8, 30-231/03-27 on 030002-05 
Noncomp 1 i anc e noted failure to implement fire prevention 
procedures for welding 6 cutting operations Procedure A8P-17 
failed to meet NRC guidelines for ignition source control 
OIBDDNS.T D , MILLER, U H Region 8, Office of Director 
CONLONi T E Division of Engineering 8< Operational Programs 
03/00/29 9pp 21064 066 24X Fiche 90-290. 03/10/26, 031 1070400 


308310034 IE Info Notice 03-71, "Defect in Load-Dearlng Ueldt on 
Lifting Devices for Vessel Head 8( Internals " Sve list end 
JORDAN, E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/10/27 Consol Idated Edison Co of New 

York, Inc liSpp SI097 397 24X Flche 90-000, 83 /1 0/27, 03OQ3 10034 


300310040 IE Infq Notice 03-72, "ERVi^rgii Dual i f icatlon Testing 
Espertance " Sve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 03/10/20 Consolidated Edison Co of New 

York, Inc 131 pp 21199 024 84X Flche 50-000.03/10/80,0300310040 


311090423 Informs that NRC Will refund payments for review of B10914 t 
820610 applications for license amends to change 
requirements for visual insp 8. periodic testing of 
inschanlcal snubbers Review involved tingle safety issue 
hlLLERiU 0 License Fee Management Dranch 03/10/20 UHRIO,r e 
Florida Power 8, Light Co ip 21144 190 84X Fiche 30-290, 

83/10/20. 8311090423 


300310057 IE Info Netice 03-73, "Radiation Exposure From Olovet 
Contaminated N/J Daughter Products " Sve list end 

PARTLDW,J 0 Division of OA, Safeguards 8< Inspection Programs (Past 
830103) 03/10/31. Consolidated Edison Co of New York, Inc 

116pp 21194 240 a4X Fiche 90-000103/10/31.8308310097, 


300310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undarvoltage Trip Devices on GE Type AK-2-25 Breakers) " 

8vc list and 

JORDAN, £ L Division af Emergency Preparedness 8c Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of New 

York, Inc 115pp. 21914.024 24X Flche 30-000,03/11/02,0300310076 


311180329 Act receipt of 031013 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 30-290/03-31 
50-251/03-31 

DANCEiH C Division of Project & Resident Programs 83/11/08 
klLLIAhSi J N Florida Power 8< Light Co Ip 21227 120 24X 

Flche 50-250,83/11/02,0311100328 


■0311180332 Responds to NRC 030913 Itr re violations noted In IE Insp 
Repts 50-2SO/B3-31 8, 90-291/03-31 Corrective actions 


—0311180339 Forwards IE Insp Repts 30-290/03-31 h 50-231/03-31 on 
030808-12 8. notice of violation 

DANCE, H C Division of Project 6 Resident Programs 83/09/13 

UHRIO.R E Florida Power 6 Light Co 2pp 21257 123 24X 

Flche 50-290.83/11/02,0311180320 


-0311100337 Notice of violation from Insp on 030308-12 

* Region 2, Office of Director 03/09/13 Ip 21227 125 24X 

Flche 30-290,03/11/02,0311100320 


—0311180340 IE insp Repts 90-230/83-31 8. 30-291/83-31 an 830008-12 
None ompl lance noted failure to package low-specific activity 
matl In puncture-proof package 

HO0EY,C M Region 2, Office of Director BARR, K P Dlvisldh of 
Engineering 8. Operational Programs 83/09/12 13pp 21227 126 
24X Flche 90-290,83/11/02,8311100328 


03OB31OO79 IE Info Notice 03-79. "Improper Control Rod Man i pulat ion " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc ll4pp 21913 293 24X Flche 50-000,03/11/03,8309310075 


8311170091 Forwards reponses to 930902 request for addl info re IE 
Bulletin 00-11 "Masonry Nall Design " W/o ends 
UILL1AH8, J U Florida Power 6 Light Co 03/11/07 VAROA, 8 A 
Operating Reactors Dranch t Ip 21216 079 24X 

Flche 90-290.03/11/07,0311170091 


0311100090 Act receipt of 630920 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-250/03-18 fc 
90-251/83-10 Violation re failure to make changes in 
operating procedures, stands as written 
O'REILLY, j p Region 2, Office of Director 03/ll/OB 
NILL1AH8, J W Florida Power 8. Light Co 2pp 21330 047 24X 

Flche 90-290,03/11/08.0311100090 


—8311100099 Responds to NRC 03OB1B Itr re violations noted In IE Insp 
Repts 90-290/83-10 6 50-291/83-10 Corrective actions new 
gas calibrs begun in Aug Draft 030913 Itr responding to 
violations mistakenly transmitted 8. should be disregarded 
VHniO,R E Florida Power 6 Light Co 63/09/20 □ 'REILLY, J P 

Region 2, Office of Director 3pp 21230 049 24X 

Flche 90-290.03/11/06,0311100090 


—0311100090 Ack receipt of 030913 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-290/03-10 8. 
90-291/03-10 Response under evaluation Util will be 
Informed of acceptability at later date 

LEWIS, R C Division of Project & Resident Programs 03/10/10 
UHRIO,R E Florida Power 8. Light Co ip 21230 092 24X 

Fiche 90-290,03/11/00.0311180090 


— 0311180102 Responds to NRC 03QB12 Itr re violations noted in IE Insp 
Repts 90-290/03-18 8, 90-291/03-10 Corrective actions gas 
calihr results will 6e compared more closely w/prevlous 
results 

UHRIO.R E Florida Power 6 Light Co 83/09/13 O'REILLY. J P 
Region 2, Office of Director 3pp 21230 053 S4X 
Flche 90-290,83/11/00,0311180090 


— 8311100109 Forwards IE Insp Repts 50-290/03-10 ki 90-291/83-10 on 
a309l7-*20 8. notice of violation W/o notice of violation 
LEWIB, R C Division of Project 8. Resident Programs 03/08/12 
UHRIO.R E Florida Power 8. Light Co 2pp 21230 096 S4X 
Flche 90-290. 03/11/00,031 1180090 


— 0311180110 IE Insp Repts 50-250/03-18 8. 50-291/03-10 on 030917-20 
Noncompllance noted failure to implement appropriate 
procedure changes for modified surveillance equipment 8, 
inadequate surveys of radionuclides 

KUZ0, 0 B Region 2. Office of Director MQNTGdMERVr 0 M Division 
of Engineering 8, Operational Programs 03/00/09 llpp 
21230 090 24X Flche 90-230.83/11/00,0311100090 


8311010019 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
In Byi Failure* " Sve Ust end 

JORDAN. E, L Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) 83/11/14 ConsDlldated Edison Co of New 

York, Inc ll4pp 24X Fiche 50-000, B3/1 1/14, B31 1010019 


0311010016 IE Info Notice 83-76. "Apparent Improper Mod of Component 
Affecting Plant Safety " Qvc list end 

JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Now 

York, Inc I17pp 21603 001 24X Flche 50-000.83/11/17^8311010010 


R PsTitMiic operattrxfi report's It related correspondence 


aSllOSODSb "Environ Radiological Monitoring Program Summary for 
Jan-Jona 19S1 “ W/eiO02B Itr 

UHRlOiR E Florida Power t Light Co 81/08/21 O'RElLLYi J P 
Region 2. Atlanta. 0^^iCB of the Director tBl/OS/OU 33p p 
21033 201 24)C Flche 50-250,91/00/21.8311030066 


8311030059 "Radioactive Effluent Release Data,Jul-Dec 1981 " W/820302 
Itr 

UHRIO,ft E Florida Power h Light Co ai/la/31 O'REILLY, J P 
Region 2, Atlanta, Office of the Director (81/03/011 34p p 

21020 237 24X Fiche 50-250,81/12/31.8311030059 


0311030056 "Radi ologtca I Environ Monitoring Rept* Jan-v^une 1982 " W/ 
820031 Itr 

UURJOjR E Fl&rlda Power & Light Co 82/00/31 O'REILLY, J P 

Region 2. Office of Director 34pp 2I0SB 220 24X 

F i c h B , 3 0-250. 82/08/3 1 . 93 1 1 03 £>036 


B3111702B9 Monthly operating rept* for Sept 1983 W/B3I017 Itr 
ORANT. N W , PACE. P L . tllLLIAMB, J M Florida Power & Light Co 
83/09/30 Office of Resource Management, Director iBpp 
21209 021 24X FI Che 30 - 000 , 83/09/30. B3J 1 170209 


B Reportable occurrences, LERs it related correspondence 


8311070445 Conflrmi 631012 telcon re 831021 enforcement conference to 
be held in Miami, FL to diecuss inadvertent Isolation of 
contaftimint spray sys Proposed meeting agenda end 
O'REILLY. J P Region 2. Office of Director 83/10/14 UKRIO.R E 
Florida Power & Light Co 8pp 2J067 2&0 24X 

Flche 50 -251 <03/ 1 0/1 4. 631 1070445 


6311070955 Part 21 rept re potential defect in replacement R lA rubber 
valve test for 4B-tnch AlA containment purge valve Initially 
reported on Supp H er, Buffalo Weaving it Beltingiuill 

produce anvil serts using extruded preform 

WILSOH.A K Henry Pratt Co 83/10/28 KEPPLER*^; 0 Rep Ion 3. 
Office of Director 4pp 21069 267 SAX Fiche 50-000,03/10/28. 
8311070555 


8311090348 Suppiemshtal Part 21 rept re short circuit bus bracing 
inadequate for lO-c<jcle - 76i. 000-amphere withstand test 
Equipment redesigned & mod llti 6 Instruction booki 
prepared Listed customers advised to initiate mod 

DUVER. P H Oeneral Electric Co 83/10/28 DEVOUNO.R Director's 
Office. Office of Inspection and Enforcement 7pp 21103 254 24X 

Flche 90-000,83/10/28.8311090348 


8311090343 LER 83-01 7/03L-0- on 831004. dur Ing routine surveillance test, 
pump shaft brake 6 rendered pujnp .4B_in.oj>Brabl e Caussd by 
oiisalignnent 6 ov«r stress ing due to piping mods Containment 
spray pump replaced W/831103 Itr 

BERRY, Z E , WILLIAMS. J U Florida Power Light Co 83/11/03 
O'REtLLV.^; p Region 2. Office of Director 2pp 21105 125 24X 

Fiche 90-251.83/11/03.8311090343 


831 1 L70Q45 LER a3-018/03L-0 on 831011. while performing routine 
surveillance test of RHR pump 4B, 416-volt leads to motor 
failed Caused by water in motor Lead connection bov Source 
of water eliminated U/B31110 Ltr 

BERRY, Z E . WILLIAMS, J W Florida Power L Light Co 03/11/10 
a'BEILLY.J P Raglan 2, Office of Director 4pp 21214 062 24X 

Flche 50-251,83/11/10,8311170049 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 


F Security, medical, emergency 6 fire protection plans 


8310200362 Generic Ltr 03-33 to all licensees 6 applicants of nuclear 
power reactapi r* NRC positions on certain requirements of 
App R to 10CFR90 Bvc list end 

ElBENHUTiD O Division of Licensing 83/10/19 Consolidated 
Edison Co. of New York. Inc 21pp 21114 329 24X 

Flche 50-000,83/10/19.8310200362 


8311020341 Releasas public version of revlsad emergency plan 
implementing procedures 

FELTON, vl M Division of Rules and Records 83/10/26 Docu-ment 
Manageieent Branch Ip 21043 271 24X Fiche SO-254, 63/10/26, 

8311020341 


— 8311020359 Forwards public version of revised Emergency Plan 
teip Lent nt i ng Procedures OEP 200-71 re emergency action 
levels 6 QEP 310-T3 re prloritlied notiflcetlon listing 
Receipt farni encl 


— 0311020363 Public version of revised Emergency Pl^n l^p k ea inlir | 
Procedures QEP 200-71 re emergency action levels & OEP 
310-T3 re prioritized notification listing 

s Commonwealth Edison Co 03/09/24 22pp 21043 276 24* 

Flche 50-294, B3/ 10/26, 8311020341 


8311000343 Forwards corrections to listed security plan revs 
Corrections withheld (ref 10CFH73 21) 

FARRAR, D L Commonwaalth Edison Co 83/10/20 Office ofWucls*' 

Reactor Regulation, Director Ip 21078 329 24X 

Flche 90-000,83/10/28,8311080343 


8311100176 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/11/07 Dflcizn^i 

Management Branch Jp 21149 143 24X Fiche 90-294. 03/ 1 fc /0J( 

0311100170 


—6311100160 Forwards public version of Rev 14 to Emorgency Plin 
Implementing Procedures OEP 3l0~0. "Notification, of 
Responsible Authorities'' 6 Rev 0 to OEP 310-73, "Pr J or 1 1 1 (id 
Notification Listing " 

KOVACK. T J , GERNEB.L Commonwealth Edison Co D3/06/07 
DEN7aN,H R NRC - No Detailed Affiliation Oivati Spp 21149 
24X Fiche 50-254,03/11/07,8311100178 


— 8311100101 Public version of Rev 14 to Emergency Plan 1mpleairUr| 
Procedures QEP 310-0, "Notification of Responsible 
Authorities" 6 Rev 8 to OEP 310 -T 3 , "Priorltlied 
Notification Listing " 

« Commonwealth Edison Co 83/06/07 9pp 21149 146 24X 

Flche 50-254,83/11/07,0311100178 


8311110109 Ack receipt of 831020 ltr Informing NRC of steps Laltn to 
correct violations noted In IE Insp Repts 90-254/63-26 ^ 
90-269/83-29 

PAPERIELLO, C J Region 3, DfflCE of Director 03/11/00 nilR.C 
Commonwealth Edison Co Ip 21145 331 24X Fiche 90-254. 01/ 1 1 /I’D 

031111018? 


— 8311110193 Responds to NRC 830929 ltr re vlolatLoni noted In it Int 
Repts 50-254/03-26 it 50-265/63-25 Corrective actions 
Emergency Procedures EOF-6 Rev 2 t EOF-15 Revs 0 tc I 
distributed to users 

FARRAR, D L Commonwealth Edison Co 03/10/20 MIND. J A 
3, Office of Director 3pp 21145 332 24X Fiche 90-294. 

03/ 11 /OB. 0311110189 


8311160467 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 03/11/10 Docefeni 
Management Branch ip 21201 343 24X Fiche 50-294. 03/1 1/ 10^ 

0311160467 


—8311160471 Forwards public version of revised Emerfleney Plan 
Implementing Procedures QEP 310-1, "Initial Notification'" 

6 OEP 340-4. "Action to be Taken in Event of Oil Bp 1 L h l« 
Mleslstlppl River " 

OERNER.L Commonwealth Edison Co 03/10/13 NRC - No 
Affiliation Given Ip 21201 344 24X Fiche 90-254,83/11/10 

0311160467 


— 8311160476 Public version of revised Emergency Plan Itnplemenllhi 
Procedures QEP 310-1. "Initial Notification" 6 QEP 340-4, 
"Action to be Taken in Event of Dll Spill to Mlstlaslppl 
River " 

OERNERiL Commonwealth Edison Co 03/10/13 17pp 21801 349 
24X Flche 50-254,83/11/10,8311160467 


0311200359 Forwards final revised Section 9 schedule required by 
Generic Ltr 02-33 re commitment to Suppl 1 of NURE0-07J7 
REEDrC Commonwealth Edison Co 83/11/15 DENTON. H R Office or 
Nuclear Reactor Regulation, Director Spp 212B9 199 24X 

Flche 90-000,83/11/19,0311200339 


8311290166 Forwards Revs 13,16,13 11 to security plans Revs 

commitment re storege of second pair of eyeglasses of 
security officers Revs withheld (ref 10CFR73 21) 

FARRAR, D L Commonwealth Edison Co 03/11/17 Region 3. Qffite 

of Director Ip 213D9 229 24X Flche 90-000, 83/1 }/ 1 7. 831 IC90I 


P Dperating license stage documents & correspondence 


6311030292 Summary of 830025 meeting w/OE 6 Hark I Owners Oroup In 
BethesdaiMD re differing opinions between NRC 8, OE ra 
acceptability of use of OE suppression pool temp analysis 
(Multi-plant Action D-Ol ) 

filEGEL, B Operating Reactors Branch 2 03/10/09 Operating 


uen>ric HT nj'-rfa TB rwquirsa attiuMs Iia*»u on yvnwT'ig 
imp Hca tlo-ns of Salem ATUiS events Info reque«ted> to extent 
practicalfby 831109 

VASeALL0< D 8 Gparatlnj Raactore Branch 2 83/10/19 FARRAR^ D L 

CommOTiuoal tfi Edison Co 2pp 21111 333 24X Fithe 30-234,03/10/19- 

0311080457 


B31103Q107 Requests extension pf completion dates fov N\JREQ-0737, Items 
11 P 1 2i "Iodine HonltPrinQ, " II F 1 6. ''Hydrogen 
{lonltorlng" & III 0 3 4, "Control Room Habitability," 
committed to In response to Generic Ltrs 02-05 8* 03-10 
RYBAHi 0 Commonuealth Edison Co 63/10/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 21039 019 24X 

FUhe 50-000.83/10/28,8311030107 


8310310403 Generic Ltr 03-38 to all licensees of operating power 
reactors St applicants for DL re NURE0-09i>3, "NRC Inventory 
of Dams. " Forwards NUftE0-09i3 "NRC Inventory of Dams" for 
info only W/o end Svc list end 

EISENKUTiO 0 Division of Licensing 83/10/31 Consolidated 
Edison Co of New Vorki Inc Hpp 21184 019 24X 

Fiche 50-000.83/10/31,0310310403 


83110-10180 Generic Ltr 83-36 to all DWR llcenseei re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUREO-0737 Response required within 90 days of 
receipt of ltr 8vc list end 

E18ENHUT, D 0 Division of Licensing 83/11/01 CommonuealtK 
Edison to 28pp 21184 025 24X Fiche 50-000,33/11/01,8311010180 


8311080051 Generic Ltr 83-35 to all llcenseee of operating reactors, 
applicants for OLs fc holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bvc list end 
EIBENHUT, 0 0 Division of Licensing 83/11/02 Consolidated 
Edison Co, of New York, Inc l6pp 21184 OOl 24X 
Fiche 50-000,83/11/02,8311020091 


8311110150 Forwards analysis of automatic depressurt fatlon lys logic 
change In response to NUnEO-0737, 1 tom II K 3 18 End 
bypass timer setting justified 

RYBAK, 8 Commonwealth Edison Co 83/11/02. DENTON. K R Office of 
Nuclear Reactor Regulation, Director 6pp 21145 329 24X 

Fiche 90-000,03/11/02.8311110150 


6311080131 Forwards supplemental info re resolution of NUREO-0612 
''Contral of Heavy Loads at Nuclear Power Plants " Rotor 
refurbishment will be initiated on Unit 2 during Nov 1983 & 
will be done on site 

8ARNEB, P L Commonwealth Edison Co 03/11/03 DENTON, H R Office 
Of Nuclear Reactor Regulation, Director tOpp 81075 341 24X 

Fiche 50-854,83/11/03,0311080131 


8311080223 Forwards safety evaluation of demonstration of containment 
purge & vent valve operability Valves failed to demonstrate 
ability to close against buildup of containment pressure in 
event of DOA/LOCA Valves should be sealed 

CRUTCHFIELD, D Operating Reactors Branch 9 83/11/04 FARRAR, D L 

Commonuealth Edison Co 3pp 21080,190 24X Fithe 90-000,03/11/04, 

8311000223 


— 8311080233 6afety evaluation of demonstration of containment purge t. 
vent valve operability Valves did not demonstrate ability 
to close against pressure buildup in event of DIJA/LOCA 
WRIGHT, R J Office of Nuclear Reactor Regulation, Director 
63/11/04 9pp. 21000 193 24X Fiche 30-000,03/11/04,0311000223 


6311090218 Forwards 120-day response to Oenerlc Ltr 63-28 re required 
actions based on generic implications of Salem ATN9 events 
DARNE9, P L Commonwealth Edison Co 03/11/09 DENTON, H B Office 
of Nuclear Reactor Regulation, Director 3pp 21103 2hl 24X 
Fiche 50-000,83/11/05,8311090218 


8 Inspection reports, IE Oulletlni & correspondence 


8308300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " 8yc list end 

■JORDAN, E U Division of Emergency Preparedness U Engineering 
Response (Post 0301031 03/10/21 Consolidated Edison Co of Naw 

Van, Inc. i37pp 21114 351 24X Fiche- 50-000, 83/10/21, 8300300797 


0300310030 IE Info Notice 83-70, "Vibration Induced Valve Failures," 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Reaponie (Post 030103) 03/10/25 Consolidated Edison Co of New 

York* Inc. U7pp 21097 219 24X Fiche 90-000,03/10/29,8300310030 


8300300799 IE Bulletin 83-07, Quppl t, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " 6vc list and 


U.irsing uevicea For Vessel Hoad E, internals " Svc list tnc 1 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co Of New 

York, Inc 119pp 21097 397 24X Fiche 90-000, 03/10/27, 8300310034 


0300310040 IE Info Notice 83-72, ''Environ Qualification Testing 
Experience " 8vc list enc 1 

JORDAN, E L DivisiD-n of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/20 Consolidated Edison Co of New 

York, Inc 13lpp 21159 024 24X Fiche 90-000. 03/10/28, B30B3I0048 


B30B3ID097 IE Info Notice 03-73. "Radiation Exposure From Gloves 
Contaminated U/U Daughter Products " Svc list end 

PARTLOM, J G Olvliian of QA, Bafeguards 8, Inspection Programs <Post 
830103) 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21194 240 24X Plcho 90-000,03/10/31.8300310097 


0308310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
lUndarvoltage Trip Devices on GG Type AK-2-29 Breakers) " 

Svc Hat end 

JORDAN. E L Division of Emergency Preparedness I, Engineering 
Raeponte (Post 030103) 83/11/02 Consolidated Edison Co of New 

York, Inc 119pp 21514 024 24X Fiche 90'<OOD. 03/1 1/D3, 0308310076 


6308310075 IE Info Notice 03-79, “Improper Control Rod Manipulation " 
Svc lift end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/11/03 Consolidated Edison Co «f New 

York, Inc 114pp 21913 253 24X Fiche 50-000, 83/11 /03* 8300310079 


0311110293 Summary of 831021 meeting w/BHR licensees in Betheida, MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 62-03 8, 83-02 
Meeting notice & list of attendees end 

ZWOLINBKI.J A Division of Licensing 83/11/03 HQLAHAN, O M 
Division of Licensing 6pp 21160 189 24X Fiche 50-000.63/11/03, 

0311110293 


0311200242 Farwards lE Mgt Meeting Repts 90-010/03-20,90-237 /83-30, 
90-249/83-28, 90-294/03-29, 50-269/83-29, 90-295/83-23, 

90-304/83-24, 90-3/3/83-43, 90-374/83-47, 50-494/03-90, 

50-459/83-36,90-496/83-19 b 90-457/83-14 on 031019 

NORELIua, C E Division of Project Ic Resident Programs 03/11/07 

REED, C Commonwealth Edison Co 2pp 21281 100 24X 

Fiche 90-000,03/11/07,0311280242 


— 0311280259 IE Mgt Meeting Repts 90-010/83-20.90-237/03-30,90-249/83-26. 
90-294/03-29, 90-269/03-29, 50-299/83-23, 50-304/83-24, 

50-373/83-43, 90-374/83-47, 50-494/83-90. 90-499/03-36, 

90-496/03-19 U 50-497/83-14 on 031019 

NORELIUB.C E Division of Project & Resident Progrems 83/11/05 
9pp 21201 102 24X Flche 50-000,03/11/07,0311200242 


0311110109 Ack receipt of 031020 ltr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 90-254/83-26 6 
90-265/03-25 

PAPERIELLO, C J Region 3, Office of Director 83/lS/OB REED, C 
Commonwealth Edison Co ip 31145 331 24X Fiche 90-294,83/11/00. 

0311110109 


—8311110193 Responds to NRC 830939 Ur re violations noted In IE Intp 
Repts 90-294/03-26 6 50-265/83-29 Corrective actions 
Emergency Procedures EOF-6 Rev 2 &< EOF-19 Revs 0 1, 1 
distributed to users 

Farrar. D L commonwealth Edison Co 83/10/20 HTND, J A Region 
3, Offlcs of Director 3pp 21149 332 24X Fiche 90-254, 

83/11 /OB, 0311110189 


8311010019 IE Info Notice 83-77, "Alr/Oas Entrainment Events Resulting 
in Bye Failures " Svc list end 

JORDAN, E, L Division of Emtrgency Preparedness 6 Engineering 
Response iPost 030103) 03/11/14 Consoildatsd Edison Co of New 

York, Inc U4pp 24X Fiche 90-000,83/11/14,8311010019 


8311010010 IE Info Notice 83-76, "Apparent Improper Mad of Component 
Affecting Plant Safety " Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 030103) 03/11/17 Consolidated Edison Co. of Ntw 

York, Inc ll7pp 21603 001 24X Fiche 90-000, 83/11/17, 031 lOlOOlR 


0311280116 Forwards 120-day response to IE Bulletin 03-06 re 
nonconforming metis supplied by Tube-Line Corp No Tube-Line 
matls received by Dresden or La Balls 

DARNEB.P L Commonwealth Edison Co 03/11/17 KEPPLEft, J 0 Region 
3, Office of Director 10pp. 21279 096 24X Fiche 50-000, B3/11 /17, 

0311200116 


eorr*ct violdttani noted In JE Imp Rc-pti 50-a3?/03"'23< 

50-249/63-20- 50-234/03-22 tc 50-265/63-31 

SfESSARO.R t Division 0 # Enalns^rlng 03/J1/23 REED, C 
Ccm»on«ea^t^ Edison Co Ip 21302 102 Fiche 50-D00, 03/H/2?, 

@311290269 


Afflond rei^Ulres gu-ard training & qualification pldn bo fullg 
Imp I omonttfd & maintained per ioCPRSO 54(p) 

CRUTCHFIELD, D Dp orating Reactors Branch 5 83/11/07 

VANDEHALtE,D Conujmsrs Potnor Co 4pp 21163 264 S4X 
Flchf 30-233/O3/1J/07. B3I 1 140143 


— 0311290284 Foruords fllume crltorla support evalfjat t on, per 630701 
coBUSltflfht (ref IE Insp Ropts 30-237/03^23, 30- 247/63 -20. 
50-294/63-22 4 50-269/S3-21 1 Eil sting hanger configurations 
d 9 net clgnif Karttlf/ reduce safe plant operation 
RYSAX, B Cormonuealth Edison Co B3/11/01 BPE&3ARD,R L 
Division of Engineering 13pp 21302 103 24x 

Flche 90-000,83/11/2210311270263 


j? Periodic operating report* & related correipondence 


9311170229 Monttilg operating repts for Oct 1903 H/B3J101 Itr 
RIBAM.A , AAUlVlARhl^lS/R Conn.-nonueaitfi Ed i sort Co 63/10/31 
Direttof'i Office, Office of Inspection and Enforcement 24pp 
21214 130 24X Flche SO-234,- 63/ 10/31, 0311 1 70227 


8311170399 Forward* ll*tlng of change*, tests g, experiments cenrpleted 
during Qct 1963 Sirnnarg of safety evaluation being reported 
In coaplianci u/lOCFRSO 59 

KALJVIARAKIS,N Cqmfflonuaa 1 th Edison Co 03/9 1/01 CASE, 0 0 
Office of Ruclear Reactor RegulatlDni Director 2pp 2120B 334 
24X Flche 30-254.63/11/01.0311170393 


—0311140147 Amend 70 to License DPR-20 amending s ec ur i tg . ta f tgu erdi * 
guard training & qualification plans 

CRUTCHFIELD, D Operating Reactors Branch 5 83/11/07 2fp 

aU*3 268 a4X Fiche 30-259,83/11/07,8311140143 


— 8311140150 Safety evaluation supporting Amend 78 to- Lictnte DFfl-20 
» Office nf Nuclear Reactor Regulation, Director 8G/1I/D7 3|P 

21163 270 g4X Fiche 30-295.03/11/07,0311140143 


6311140374 Request* publication of FR notice of issuance Of Amerid 70 ii 
License DPR-2C) re changes to guard training & qualification 
plan 

CRUTCHFIELD. D Operating Reactors Branch 9 63/11/07 HILLER. JR 

Operating Reactors Branch 3 3pp 21183 193 SAX 
Flche: 90-2S5, 33/11/07- 3311 140374 


0311110272 Releases public version of revised emergency plan 
ioipltmentlng procedures 

FELTON. J N Division of Rules and Records 03/11/03 Documarit 

Management Branch Ip 21160 219 24X Flche 50-000, 03/ 1 1/00, 

6311110272 


3 Reportable occurrences, LERs fc related correspondence 


8311070407 LER 83-039/03U-0 on 031009, durCng monthly »uppr*m»lan 
chaaber to drgwell vacuua breaker exerc ls«, vacuum breaker 
1-]6'01'‘32F would not indicate full open position Cause 
unInown Vacuua breaker repaired M/031OS7 Itr 
eagle, J, KALlVlAf<AK|8, N Coamo-nuiialth Edison Co 83/10/27 
KEPPLBB, J Region 3. Office of Director 2pp 21067 170 24X 

Flche 90-294,03/10/27,8311070407 


6311090348 Euppisaental Part 21 rapt re short circuit 6us bracing 
inadequatf for lO-egcU - 70, OOO-atnphere withstand test 
Equipaant redesigned & mod kits & instruction books 
prepared Listed customer* advised to initiate mod 
DWYEB.P W general Electric Co 83/10/20 OEVaUNQ, R, Director's 
□ fflce, Office of Inspection and Enforcement 7pp 211-03 254 24x 

FUhe 90-000,83/10/29,8311040349 


6311170341 LER 63-O30/O3L-O on 63 1-0D6, while per farming HPCl month lu 
valve eperabllltg test, QOS 2300-3. HPCf turbine steam supplg 
valve MO 1-2301-3 failed to open 6gs declared inoperable 
**'' emerging torque characteristics H/e31103 Itr 
KAEPFEL, F , KALIVIAMAKIS, N Cqmflisnweaith Edison Co 93/11/03 
KEPFLER.JG, Region 3, Qffice,of Director Ago 21212'321 24X 

Fleh* 90-254,83/11/03,0311170341 


51 deficiency rept re Pacific Scientific C« nechanical 
shock arrestors iModeie PSA-l 4, PSA-Sl Problem involves 

capstan spring SnubbeT* strota t«%ted 
Dff^?l^f 33/11/09 KEPFLEF, J 0 Region 3 

25 2!o348 ’’ ^ 50-000,63/11/09, 


•— B31I110274 Foruiards public version of revised emergency plan 
Implementing procedures. Including Procedures DEN-2 re 
emergentg telephone numbers I, DaCC-2 re general ofc control 
•ctr director 

VARQER, Z D Consumers Power Co 83/03/19 NRC - No DiialUd 
Affiliation Divan 4pp 21160 216 24X Flche 50-000,03/11/00, 

B31U1D272 


—9311110276 Public version of revised emergency plan implement Inj 
procedures, Inc lud ing Procedures DEN-2 re emergency telaphana 
numbers t« CDCC-3 re general ofc control ctr director 
DEWITT, R 6 Consumers Power Co 03/09/19 lOOpp 21160 820 
SAX FUh a- 50-000,63/11/08, 8311110272 


6311160427 Releases public version Of revised general ofc tonbrol C tr 1 
emergency operations facility procedures 

FELTOW, J ft Division of Rules and Records 03/11/10 Doeununl 

Management Branch ip 21221 084 24X Flche 90-000,83/11/10, 

6311160427 


—6311160402 Forward* public version of Rev 7 to General Ofc C■onl^<^^ tlr 
Procedure DOCC-2, "Deneral Ofc Control Ctr Director*' ti 
Rev 7 to Procedure BOF-2, ’’Emergency Operations Facility 
Director *' Receipt form encl 

CARLEV, A Conaumers Power Co 03*/lO/S6 Document Manefl#*#.r»t 
Branch 2pp 21221 0Q7 2-4X Fiche 90-000,83/11/10,8311160427 


— 0311160430 Public version of Rev 7 to Deneral Ofc Control Ctr Preireii.r# 
ODCC-2, ’'General Dfc Control Ctr Director" & Rev 7 to 
Procedure EoF-2, "Emergency Operations Facility Director ” 

DEWITT, R 6 C-onsumers Power Co B3/10/21 23pp 21221 009 24* 

Flche' 50-000, 83/11/10, 6311 160427 


V Operator Eiamlnatlon* 


revietd Ueaivssd operabi 
RUREO-0737, Item J A 3 I 

C A. i ^ ® ^ 03/10/31 FARRAR, D < 

F„*. so-ooo. 


^XET 50-299 PALISADES NIA:LEAR PLANT 

U fire protection plans 


8311160452 Releaees public version of revised general ofc control <it *- 
entergency operations facility procedures 

FeL70N,J M Dlvleldn of Rules and Records 83/11/10 Docunsnt 

Management Branch Ip 21222 077 24X Flche 50-000,83/11/10. 

83111 60452 


— 8311160497 Forwards public version of Rev 8 to General Qfc Control Cir 
Procedure OQCC-7, "Health Physics Support Team Leader" 6 
Rev 8 to Emergency Operations Facility Procedure EOF-7, 

"Health Physics Support Team Leader " Receipt form end 
CARLEV, A Consumers Power Co 83/10/27 Document Manegem*nt 
Dranch 2pp S1222 080 24X Fiche SO-000, 03/1 1 / 10 , B31 1 1 604&S 


« to IOCFmS s« 

‘■''*1*"’’ CooioKil.t,, 


--8311I6046? Public version of Rev 0 to Oeneral Ofc Control Ctr Proeii^jt* 
OOCC-7, "Health Physics Support Team Leader" & Rev 0 to 
Emergenev Operations Facility Procedure EOF-7, "Health 
Physics Support Team Leader " 

DEWITT, R,B Consumers Power Co 83/10/21 29gp 31222,002 
Flche 50-000,83/11/10,0311160452 


□pir^lnni'^faJliu!!*' 621203 suimlttsl re permanint primary emery 
habuablllty 6 location 
CRUTCHFIELD, D ^ of Swppl I to NUREO-0737 

VANDEWALLE, 0 j R sac tors Branch fl 83/11/03 


P Operating license stage documents f< correspondence 


0311020309 Advises that submittal date for corrective meaiurei for two 
high energy line breaks being negotiated for 631219 Add 1 
time required due to currant rafueling outage A Increased 
work load. 

JOHNSON, B D Coniuitiers Power Co 03/10/20 CRUTCHFIELD, D 
Operating Reactors Branch 5. Ip 2lOjO 263 24X 

Flche: 50-295, 83/10/20, 831 1020309, 


1 9 rui ui- i « iMnu 4Tiven%prv 

ol* Dams " ToruardB NUREO-0965 "NRC Inventory of Dam*" for 
Info nnly W/n end Sve list end 

EIQENHUT. D 0 Dlvlvion of Licon«irig 83/10/31 Conftol Idated 
Ediion Co of Neu York< Inc Mpp 21184 DIS 24X 
FlChe 50-000,83/10/31,8310310403 


re c 109 kiF 1 cation of reactor trip ey* la f oty-re 1 at ed 

components (k malnt for breaker! based on Sa 1 am ATUS avents 
Bcliedule for remaining issues end 

VANDEWALLE.D J Consumers Power Co 83/11/07 EIEENHUTi D 0 
Division of Licensing 20pp 21149 003 24X Fiche 30'205. 03/ 1 1 /07. 

D311U01S1 


8311020179 Requests final submission of radiological effluent Tech 
Specs, using as guidance end Draft 7 of Rev 3 to NUnEO-0472, 

”8td Radiological Effluent Tech Specs for PHRt " Revised 
offsite dose calculation manual also requested 
CRUTCHFIELD, D Operating Reactors Branch 5 83/10/31 

VANDEHALLE, D J Consumers Power Co 252pp 21009 001 24X 

Flche 30-255,83/10/31,8311020179 


8311010182 Generic Ltr 03-37 to all PHR licensees re MJREO-0737 Tech 
Specs Requests review of Tech Bpacs to determine consistency 
u/guidance In NUREO-0737 Response required within 90 days 
of receipt of ltr 8vc list end 

EI8ENHUT,D Q Division of Licensing 83/11/01 Consolidated 
Edison Co of New York. Inc 22pp 21149 098 24X 

Flche 30-000, 83/1 1/Dl, 831 1010182 


8311030008 Oltcussee current status of PDRV & safety valve position 
indication sgs per THI Action Item II D 3 Bys still not 
fully qualified DScVf sys will be replaced, if required 
JOHNSON, D D Consumers Power Co 63/11/01 CRUTCIFIELD, D 
Operating Reactors Branch 5 Ip 21031 322 24X 

Flche 30-233,83/11/01,8311030088 


8311140143 Forwards Amend 78 to License DPR-20 & safety evaluation 
Amend requires guard training L qual 1 f icatlon plan be fully 
Implemented 4t maintained per 10CFR3D 34(p} 

CRUTCHFIELD. D Operating Reactors Branch 3 83/11/07 

VANDEUALLE, D Consumers Power Co 4pp 211A3 264 24X 

Flche 50-233. 03/11/07.0311140143 


— 8311140147 Amend 78 to License DPR-20 amending security , ta feguards ir 
guard training & qualification plans 

CRUTCHFIELD, D Operating Reactors Dranch 3 63/11/07 2pp 

21163 268 24X Flche 30-235, 83/1 1/07, 831 1 1 40143 


—8311140130 Safety evaluation supporting Amend 78 to License Df'R-20 
» Office Df Nuclear Reactor Regulation, Director 03/11/07 3pp 
21163 270 24X Flche 50-295.83/11/07.8311140143 


0311140374 Requests publication of FR notice of Issuance of Amend 78 to 
License DPn-20 re changes to guard training 8e qual I f icatlon 
plan 

CRUTCHFIELD. D Operating Reactors Branch 5 83/11/07 HILLER, J R 

Operating Reactors Branch 3 3pp 21 183 193 24X 

Flche 30-233.63/11/07,031 1140374 


8311040116 Forwards '^Review of Licensee Response to Design Codes, 
Design Criteria, 6 Loading Combinations (SEP,III-7 B), 

Palisades Plant,*' draft supplementary technical evaluation 
rapt 

CRUTCHFIELD, D Operating Reactors Dranch 5 63/tl/Ol 
VANDEHALLEj D J Consumers Power Go 6pp 21090 227 24X 

Fiche 30-255.03/11/01,8311040116 


—8311040120 "Review of Licensee Response to Design Codes. Design Criteria 
t( Loading Combination 18EP. III-7 6). Palisades Plant," draft 
supplementary technical evaluation rept 

BTILHELL.T C . DARWISH, M . MALLO, E N Franklin fnstl tute/Frank 1 In 
Research Center NRC-03-ai-l30 TER-C3506-422 DRFT 83/10/10 

PERBINKO, D NRC - No Detailed Affiliation Given 41pp 
21090 233 24X Flche 50-255,83/11/01,0311040116 


B31 1080207 Forwards Rev 0 to XN-NF-709i "Justification of XND 
Correlation for Palisades," per 831021 telcon Affidavit 
end Rept withheld (ref lOCFRE 790) 

JQHN0DN, D D Consumers Power Co 03/11/01 CRUTCIFIELD, D 
Operating Reactors Dranch 3 4pp 21074 359 24X 

Flche 50-295,03/11/01,8311080207 


6311020051 Generic Ltr Q3-33 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TH! 

Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy r equirementi , Bve Hit end 
EI6ENHUT, 0 0 Division of Licensing 63/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21184 001 24X 

Flche 50-000,83/11/02.8311020051 


8311000356 Forwards application for proposed provisional OL DPR-20 
chango request to delete requirements of 791109 order based 
on results of regulatory performance Improvement program 
Class II amend fee end 

VANDEHALLEiD J Consumers Power Co 83/11/02 CRUTCHFIELD, D 
Operating Reactors Branch 3 Ip 21078 306 24X 

Flche 90-255,83/11/02,8311080356 


— 831 1080366 Application for proposed change to provisional OL DPR-20 to 
delete requirements of 791109 order based on results of 
regulatory performance Improvement program 
e Consumers Power Co 83/11/02 2pp 21078 307 24X 

Flche 50-259,83/11/02,8311080356 


8311090203 Forwards 8ER based on technical evaluation rept re RC8 
vents NUREO-0737# Item II B 1 actions completed based on 
requirements of iOCFRSO 44<c ) (3) ( 11 1 >. 

CRUTCHFIELD, D Operating Reactors Dranch 5 83/11/07 

UANDEMALLE. D J Consumers Power Co 7pp. 21105 077 24X 

Flche' 50-295, 83/11/07,831 1090203 


— D306020927 "Selected Operating Reactors Issues Program II.RCS Vents 
<NUREO-O737i Item II D 1>," final technical evaluation rept 
HELD, J T Energy, Inc. * Lawrence Livermore Laboratory FIN 
A-0290 TF-394/oai2A 83/03/02 ALDERTMALrO Division of 
Licensing, 6pp 21105 004 24 X Flche 90-299, 03/1 1/07, B31 1090203 


0311170070 Forwards corrected pages re equipment claaslf icatlon b 
vendor interface (reactor trip sys components) to 831107 
reeponss to Oeneric Ltr 03-28, "Required Actions Based on 
Generic Implications of Balem ATUB Events " 

VANDCWALLE, D J Consumers Power Co 63/11/09 EIBENHUT, D 0 
Division of Licensing 9pp 21216 070 24X Flche 50-299,83/11/09, 

0311170070 


8311220022 Forwards safety evaluation b "Control of Heavy Loads 
(C-10)." technical evaluation rept Phase 1 of NUREa-0612 
complete 

CRUTCHFIELD. D Operating Reactors Dranch 5 03/11/09 

VANDEUALLE, D Consumers Power Co 3pp 21274 001 24X 

Flche 50-299,63/11/09.0311220022 


— 8311220029 Safety evaluation of control of heavy loads - Phase 1 
(NUREO-0612} Phase 1 acceptable 

a Office of Nuclear Reactor Regulat ion, Director 03/11/09 Ip 
21274 004 24X Fiche 90-295,03/11/09,0311220022 


—8310190076 "Cijntrpl of Heavy Loads (C-10),CPC Palisades Plant, " 
technical evaluation rapt 

DOMBEROER.C Frenklln Institute/Franklin Research Center 
NRC-03-ei-130 TER-C9906-376 83/10/14 8IN0H. A NRC - No 

Detailed Affiliation Olvdn 2Spp 21274 0 05 24X 

Flche 90-295. 83/11/09, &31 1220022 


8311290244 Requests eitenston to complete SEP Topic V[-4i Section 4 20 3 
until ntit scheduled refueling outage Resolving 
nonconfornance Items will make automatic valve unavailable 
for installation during 1903 refueling outage 
JOHNSON. 8 D Consumers Power Co 03/11/17 CflUTO-FIELD. D 
Operating Reactors Branch 5 Ip 21305 309 24X 

Flchi 90-299.03/11/17.031 1290244 


0311290347 Bubmlte addl Info re Generic Ltr 81-21, "Natural Circulation 
CoQldown " Util Operetlng Procedure □NP-21 covers Items 1-3 
Item 4 documents!] in training records Items 9 modeled In 
simulator 

JOHNaON. D D Consumers power Co 83/11/17 CRUTOFIELD, D 
Operating Reactors Branch 5 2pp 21302 116 24X 

Flche 90-259.03/11/17,0311290347 


Q Inspectlen reports, IE Bulletins 6 cerrespondence 


0311020373 Forwards IE Insp Rapt 90-299/63-24 on 830901-1001 No 
nnneomp 1 lance noted 

SHAFER, H D Region 3. Office of Director 63/10/20 DEWITT, R B 
Coneumeri Power Cq 2pp. 21014.011, 24X Fiche 90-299,83/10/20, 

8311020373 


—8311020386 I£ Insp Rept 50-299/B3-24 on 030901-1001 No noncompt lance 
noted Major areas inspected previously identified Items, 
cold shutdown plant ac t Ivl ties, ref uel Ing b spent fuel pool 
activities, lurvel 1 lane e malnt 6 design changes 
JORGENSEN, B L . HELLER, J K , BOYD, D C. Region 3, Office of 
Director. 63/10/20 6pp 21014 013 24X FU h a . S0-29S, 03/10/20, 

8311020373 


8300300777 |E Info Notice 33-67. ’Irnproperiy inacaneo i-ire ujmpora 
at Nuclear Pouer Planti " Svc li»t tticl 

L DlvlUan of Energency Prepa rerfne* a U Engineering 
Reisonee (Poet 03OIO3J 83/10/21 Conjol t<#a terf Efltlton Co of Now 
Vorl. Ire 137pp 211J4 3M 24X FI eh » 30-000. 93/10/21 . B30B300797 


0308310030 ae Info Notice 03-70. "Vibration Induced Valve Fallurai " 
Svc list anc] 

JORDAN. E u Divliion. of Emerfiancy Preparadneit & Eng Inaer ir>9 
Rfseonie (Poet 630103) 83/10/23 Con*ol 1 dated Ed 1 9 on Co of New 

VctL Inc tl7pp 21037 219 24X Ficha 30-000, a3/10/a». 6309310030 


0300300779 IE Bwllettn 03-07. Suppl 1. ''Apparentlv Ffauduiant Product* 
Sold By Rail Miller. Inc " Svc M*t end 

DEVOUNO.R C. Diractor'e Dfflcei Office of Inspection and 
Enforcement 03/10/26 Conioli dated Edison Co of Neu rorJk^ Inc 
179pp 21070 170 24)C Fiche OO'-OOO, 03/10/26, 8300300799 


830031003+ IE Info Notice 03-71.- "Defect In Load-Daarlng Uslds on 
Lifting Oevlcii for Veisel Need 8< Internal! " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Ergineerinj 
Risponee {Poet a30!03J 63/10/27 Consolidated Edltdn Co of Neu 

Vortr Inc liSpP 21057 337 34 X Fic he 50-000. 03/10/27. 6308310034 


03HO1O353 Pocuminti 831024 teUen to arrange 031109 mgt meeting In 
Olen Eltyn. IL re util 331010 response to IE Insp Kept 
30-235/03-30 

HIND.J A Region 3. Office of Director 03/10/27 DEW1TT..R B 
CcniUffiffi Paurar Co Ip 20973 073 24X Fiche 50-233,63/10/27. 

S3IJ010333 


0300310040 IE Infft Notice 03-72, "Environ Qualification Testing 
Eipirlinci " Svc )l«t end. 

JORDAN. E L Diviilon of Emergency Preparedness & Engineering 
Rpiponie (Post 030103) 03/10/20 Consolidated Edieon Co of Neu 

York, me lOlpf 21155 024 24X FI c he 50-Q0Q. 63/10/26. 9300310040 


0300310057 IE Info Notice 63-73, "Radiation Eiposure From Olove* 
Centfflinated U/U Daughter Products '* Svc list end 

PARTLON.JO Division of QA. Safeguards 6 Inspection Program* (Post 
030103) 03/JO/3K Consolidated Edison Co of New York* Inc 

U6pp 21154 246 24X Piehff 50-000,63/10/31.0303310057 


0300310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
lUntftfvoItaje Trip Daviess on OE Tup* AK-2-23 Breakers! " 

6vc list tncl 

JORDAN, E L Divliion of Emergency Preparedness 6 Enginaerlng 
Rrsponst (Pest 0301031 03/11/02 Consolidated Edison Co of Net; 

Vorfci Inc nSpp 21514 024 24X FUlic 30-000.63/11/02,6300310076 


8 Reportable occurrences, LER* I, related correspondence 


6311070397 Telecopy RO during A£ analy si s. design deficiency in iuppo>'1 
configuration for 1-inch diameter fill 4, drain piping to 
T-B2D (safety Injection tank D) discovered Supports will be 
redesigned & installed during current outage 

kRZCH.R M Consumers Power Co 83/10/25 Region 3, Office pf 
Director ip 2i067 »13 24X Ficho 50-359, 83/10/25, a3l I 070397, 


6311170019 LEA B3-066/03U-0 on 031005, total leakage from penstratlcnf k 
Isalatinn valves exceeded Tech Spec limit Caused by 
degradation of teals (, gaskets on boundaries Sealing 
surfaces & personnel air lock seal replaced W/031103 Itr 
J0HN90M. 0 D Consumers Power Co 03/11/03 KEPPLER, J 0 Rejldn 3 
Office of Director 2pp 21216 084 24X Fiche 90-295.03/11/03. 

6311170019 


6311170310 LER e3-O60/O3L-O on 831003, on two occas ions, fir# Insp tours 
of engineering safeguards rooms not completed within 
rei^ulred hourly period U on B31025, hour ly fire Ingp tour 
of cable penetration room not completed W/831103 Itr 
JOHNSON. D D Consumers Power Co 03/11/03 KEPPLER, J 0 Region 3. 
Office of Director 3pp 21209 040 24X Fiche 90-299,83/11/03, 

8311170310 


6311170394 LER 83-067/017-0 on 031024, Dech te 1 analysis discovered 
design deficiency in support cenf ifluration for 1-inch 
diameter fill 6 drain piping to T-62D Caused by original 
plant design deficiency Piping redesigned kr/031103 Itr 
JOHNSON. 8 D Consumers Power Co 03/11/03 KEPPUER, J 0 Btjien 3. 
Office of Director 2pp 2tSo6, 121 24X Fiche 50-299, 63/1 1/03. 

6311170394 


0311200106 LER 63-069/017-0 on S3l 101, inoperab le fire barrier 
penetrations discovered In safety-related areas Cause 
under l nvestlgatlon Hourly fire insp tours initiated i, 
continue to be performed W/03lil3 Itr 

JOHNSON, D D Consumers Power CO 83/11/19 KEPPL6R, J 0. Refll»r> 1. 
Office of Director 2pp 21279 123 24X Fiche 50-299,03/11/19, 

8311260106 


OaCHET 50-297 BROWNS FERRY Nl/CLEAR POWER STATION. UNIT 1 


F Becurlty, medical, emergency & fire protection plans 


0311010206 Forwards Rev 6 to generic security personnel trelnlng I, 
qualification plan Rev withheld 

HILLS. L h Tennessee Valley Authority 63/10/10 O'REILLY, J P 
Region 2. Office of Director Ip 20976 242 24X 

Fiche* 50-000,03/10/18, 031 1010206 


6311060356 Forwards application for proposed provitianal OL DPR-20 
Chang# request to delete requirements of 791109 order based 
on reevlti of regulatory perf propane e, J^npr^oyement program 
Cleii 11 amend fee end 

VANDEVALLE. D J Consumers Power Co 63/1 J/D2 CRITTCHFIELO. 6 
Operatinj Reactors Branch S ip 21070 306 24X 

Fiche 90-259,83/11/02.0311060356 


8311070112 Forwards IE Insp Rept* 50-:299/8^,36r 90-260/83-3* it 
9O-296/-03-36 on 630826-0925 No noncomp 1 1 an'c e noted 
VERRELL1,D M Division of Project & Resident Programs 03/10/10 
PARRIS, H 0 Tennessee Valley Authority 8pp 21059 3i2 24X 

Fiche 50-239* B3/10/iB, 8311070112 


— BOHOBOOih Application for proposed change to provisional OL OPn-20 to 
delete requirements of 791109 order based on results of 
regulatory performance improvement program 
s Consuaers Power Co 03/11/02 2pp 21076 307 24)C 

Fiche 50-255, 63/11/02,631 1000396 


0306310075 IE Info Notice 63-79. '‘Improper Control Rod Manipolatian " 
Bve list end 

JORDAN, E L Division of Emergency Freparadnete & Engineering 
Response (Post 630103) 03/11/03 Consolidated Edison Co of New 

York, Inc iHpp 2I5J3 253 24X Fiche 50-000,03/11/03*6308310075 


8311010015 IE Info Notice 83-77, "Alr/Ga# Entrainment Events Resulting 
In Byi Failures," Svc Hit encl 

JORDAW/E L Division of Emergency Fraparrdness 6 Engineering 
Rtsponse tPost B301D3) B3/n/14 Consolidated Edlion Co of New 

York* Inc 114pp 2+X Fiche 50-000,83/11/14.6311010015 


BStlOlOOlB IE Info Notice 83-70. "Apparent improper Mod of Component 
Affseting Plant Safety “ Svt list end 

JDRDAN.E L Division of Emergency Praparednees & Engineering 
Rsaponi* IPost 030103) 63/11/17 Consolidated Edison Co of New 

York, Inc, n7pp 21603 001 BAX Fiche 50-000, 83/i 1 /17. 0311010016 


—6311070113 IE Insp Rept* 50-259/83-36, 90-260/63-36 & 90-296/03-36 on 
030026-0925 No none odip 1 lance noted Major areas inspected 
operatlo-nal safety, mod s* physical protactl on, surveillance* 
flialnt.RDs 8c Independent verlf Icatlon program 
PAWLKi 0 L Region 2* Office of Director 03/10/17 lOpp 
21099 314 24X Fiche 90-299,03/10/10,6311070112 


8310200362 Generic Ltf 63-33 to all Mcenseai U applicants of nuclear 
poiiiar reactors r# NRC positions on certain requirements of 
App R t» 10CFR5O Bvt list ensl 

EISENHUT.DO Dlvlslafi of Licensing 03/10/19 Consolldatad 
Edison Co of New York, Inc Slpp 21114 329 24X 

Fiche 90 -ODD. 03/10/19, 03102003^ 


F Operating license stage documents 6 correspondence 


0311030292 Summary of B30BB5 meeting w/OE & (lark I Owner* Group in 
Bethesda.HO re differing opinions between NRC (< GE re 
acceptability of use of G£ suppression pool temp analysis 
(flutt 1-plant Action 0-01) 

SIEGEL, 0 Operating Reactors Branch 2 83/10/05 Dperatlnj 

Reactors Branch 2 74pp 21093:244 24X Fiche 50-000,83/10/09, 

0311030292 


R Pirlodlc operatinj reports Sc related correspondence 


Monthly operating rept for Oct 1983 W/e3UOO Itr 
piEWES, A F, ( VANDEmBERO, D, Consumer* Power Co 93/1 i/G0 
NO Detailed Affiliation Given 4pp 21172 180. 24X 

Fiche 50-255.03/11/08,9311130179 


NRC - 


93110-20462 Denies 830906 request for extension of time for laO-day 
response to Generic Ltr 03-20 re Salem ATHS event Info 
requested by 831105 

VASSALLO, D D Operating Reactors Branch 2 03/10/19 FARRIS, H 0 

TennesaeB Valley Authority 2pp 21049 078 24X 

Ficha 50-259,63/10/19,8311020462 


DOCKETED ITEMS 
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B31 1030281 Informs manual sufitchover accoptable as intarlm action 

but does not satvsfv intent of NURE6''0737, Itam It K 3 32. 

"Automatic Suiltchover of RCIC Gys Suction “ Plans it 

schedulos for modifying sys requested within 30 days 

LAINAS. G C Assistant Director for Operating Reactors B3/10/S0 

PARRIS. K 0 Tennessee Valley Authority 3pp 21049 209 24X 

Fiche 90-299,03/10/20.8311030301 


0311100161 Forwards notice of consideration of Issuance of amend to 
License 0PR~33 & Initial MSHC determination St noticing 
action re util 830713 S< 21 requests concerning Cycle 6 core 
reload St Tech Spec changes reflecting plant mods 
CLARK. R J Operating Reactors Branch 3 03/10/24 PARRIS, M 0 

Tennessee Valley Authority 2pp 21149 196 24X 

Fiche 30-359.03/10/24,0311100161 


— 0311100163 Notice of consideration of issuance of amend to License 
DPR-33 Sc proposed NSHC determination 8, opportunity for 
hearing 

VASSALLO, 0 D Operating Reactors Branch 3 03/10/24 20pp 

21149 190 24X Fiche 90-259.03/10/24.0311100161 


6311140370 Forwards notice of consi derat ion of issuance of amend to 
Licenses DPR-33, DPn-92 S< DPR-60 St proposed NBHC 
determination Sr opportunity for hearing re 630325 
application on restrictions on unidentified leakage 
CLARK. R vJ Operating Reactors Drench 2 03/10/29 PARRIS, H 0 

Tennessee Valley Authority 2pp 21103 340 24X 

Plche 50-299.03/10/23.0311140370 


—0311140373 Notice of consideration of Issuance of amend to Licenses 
DPR-33. DPR-52 S< DPR-6B S< proposed NSHC determination & 
opportunity for hearing 

VASSALLO, D B Operating Reactors Branch 2 03/10/25 6pp 

21103 342 24X Fiche 90-299,03/10/29.8311140370 


6311080323 Application for amend to Licenses DPR-33. DPR-52 S< DPR-6B, 
changing Tech Specs to Incorporate new requirements for 
radiological effluent monitoring, record Ing St reporting per 
ni;reo-0473 

MILLS. L M Tennessee Valley Authority 03/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 21001 229 
24X Fiche 90-299.83/10/27.0311000323 


—0311000327 Proposed Tech Spec revs, incorporating new requirements for 
radiological effluent monl toring. record Ing (< reporting In 
eceordance w/NUREO-0473 Description Sc justification for 
changes S< ilgnlfitant hazards consideration end 

« Tennessee Valley Authority 03/10/37 iSSpp 21001 231 24X 

Fiche 90-299.03/10/27.0311000323 


— 0311000332 Technical Instruction 47. "Offsite Dose Calculation Manual " 
a Tennessee Valley Authority 03/01/04 BOpp 21002 099 24X 

Plche 90-299,03/10/27.8311000323 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors t* applicants for OL re NURE0-0969i "NRC Inventory 
of Dams " Forwards NUREO-0969 "NRC Inventory of Dams" for 
info only N/o end 8vc list end 

EIBENHIIT,D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York. Inc I4pp 21104 019 24X 

Fiche 90-000.03/10/31.0310310403 


0311090082 SBLOCA OUTSIDE CONTAIWENT AT DROWNS FERRY UNIT ONE Volume 
2 lod Int, Cesium. And Noble Gas Distribution And Release 
WICHNERiR P . WEBER, C F , WRIGHT, A L OaX Ridge National Laboratory 
FIN E-0492 NUREO/CR-2673 V02 03/10/31 Division of Accident 

Evaluation 290pp 21120 136 24X Fiche 90-299,03/10/31. 

8311090002 


0311090094 THE EFFECT OF SMALL-CAPACITY, HIGH-PRESSURE INJECTION BYSTtfiS 
ON TQUV BE0UENCE8 AT DROWNS FERRY UNIT DNH 

HARRINGTON. R M . OTT, L J Oak Ridge National Laboratory FIN 
D-0492 NURE0/CR'*3i79 03/10/31 Division of Accident 
Evaluation 116pp 21110 249 24X Fiche 90-299,03/10/31, 

8311090094 


0311140478 Forwards request for addl Info to complete review of 
analog trip sys 

VASSALLO, D B Operating Reactors Branch 2 03/10/31 PARRIS, HG 

Tennessee Valleu Authority 6pp 21181 322 24X 

Fiche 90-299,83/10/31,0311140478 


B311O1O10O Generic Utr 03-36 to all DWR licensees re MjREO-0737 Tech 
Specs, Requests review of Tech Specs to determine consistency 
w/guldancB in NUREO-0737 Response required within 90 days of 
receipt of ltr Sve list end 

E16ENHUT,D 0 Division of Licensing 03/11/01 Commonwealth 
Edison Co 22pp 21 1B4 029 24X Fiche 90-000,83/11/01.6311010180 


8311020091 Ooneric Ltr BD~39 to all licensees of operating reactors, 
applicants for DUa S, holders of CPs re clarification of TM 1 
Action plan Item II K 3 31 Submittal of bounding 
domonstra t ion will satisfy requirements Sve Hit and 
EIBENHUT.D O Division of Licensing 03/1 1/02 Conao 1 i dated 

Edison Co of New York. Inc l6pp 21104 DOl 24X 
Flcho 90-000.03/11/02.8311020091 


0311000373 Provides justl f ica k loti for delay in submittal of review of 
integrated reliability evaluation program <IREP> 

Configuration analyzed in IREP contains less redundancy & 1*^ 
less reliable than actual configuration 

MILLS. L h Tennessee Valley Authority 03/11/02 DENTON. H R 
Office of Nuclear Roactor Regulation. Director 2pp 21070 314 
24X Fiche 30-259,83/11/02,8311000373 


8311110164 Forwards response to Generic Ltr 83-20, "Required Actions 
Based an Oeneric Implications of Salem ATW8 Events 
Continued ogeratlan of facllitiai justified GE 4020 process 
computers will be replaced w/Dlgltal VAX 11/750 computers 
MILLB, L fi Tennessee Valley Authority 03/11/07 DENTON, N R 
Office of Nuclear Reactor Regulation. Director 33pp 21149 242 
24X Fiche 90-299,63/11/07.8311110164 


B3l 1190304 Application for amend to Licenses DPR-33. DPR-92 & DPR-6a, 
changing Tech Spec 3 10 ti 4 10 to allow loading of four 
Irradiated fuel Assemblies around each source range monitor 
as initial step tn fuel tore reload 

MILLB, U M Tennessee Valley Authority 03/11/07 DENTON. M R 
Office of Nuclear Reactor Regulation. Director 2pp 21179 319 
24X Fiche 90-259.03/11/07,8311190304 


— 0311190306 Proposed changes to Tech Bpecs 3 10 & 4 10 to allow loading 
of four Irradiated fuel assemblies around each source range 
monitor as initial step in fuel core reload 

e Tennessee Valley Authority 63/11/07 16pp 21J79 317 24X 

Fiche 90-239,03/11/07.0311150304 


0311160103 Forwards first page of response to Generic Ltr 63-20, Item 
2 I re equipment classification ^ vendor Interface (reactor 
trip ays components! missing from 031107 submittal due to 
document reproduction error 

MILLS, L M TennessE* Valley Authority 03/11/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21193 107 
24X Fiche 90-299.83/11/09,0311160103 


0311220465 Forwards response to !4IC 831031 request for addl info re 
analog reactor protection sys instrumentation being 
Installed at facility 

MILLS, L M Tennessee Valley Authority 63/11/17 DENTON, H ft 
□ fflcB of Nuclear Reactor Regulation, Director 9pp 21296 339 
24X Fiche 9Q-299. 63/1 1/17, 8311220403 


0311280397 Requests removal of two conditions placed on acceptance of 
TVA TR01-O1, “BWR Transient Analysis Hodtl Utilizing RETRAN 
Progrom, " re methods for generating values of gap 
conductance L generic review of RETRAN 

MILLQ.L M Tennessee Valley Authority 03/11/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 21265 009 
a4X Fiche 90-259,03/11/21,6311200357 


—0311280360 "Validation of CDMETHE U I-J for Gap Conductance 
Calculations " 

LEE.J K . BURROW. J F Tennestee Valley Authority EA8-1D0 
03/10/25 26pp 212B9 007 84X Fiche 50-299. 03/1 1/2 1 < 63 1 1 260397 


0311280479 Forwards justification for not Implementing mod recommended 
In NUREO-0737, Item II K 3 22 re RCIC Coste asioclated w/mad 
cannot be justified since safety benefit can only be 
classified as fnarginsl 

MILLS, L h Tennessee Valley Authority 03/11/23 DENTON, H R 
Office of Nuclear fteoctor Regulation, Director 4pp 21284.024 
24X Fiche 30-239,03/11/23,0311280479 


Q Inspection reports, IE Dulletini 8. correspondence 


0311070297 Confirms 031017 enforcement conference in Region 11 bfc re 
Insp flniflngi of eipasure control potential for 
overexposure during pipe crack mpalr progracn, per 031007 
telcon Proposed meeting agenda end 

O'REILLY, J P Region 2, Office of Director 83/ID/ll PARRIB.H G 
Tennessee Valley Authority 2pP 21062 213 24X 

Fiche, SO-259. 83/ 10/ 1 1 , 631 1 070297 


8311070112 Forwards IE Insp Repts 50-299/03-36,90-260/63-36 6 
90-296/63-36 on 630026-0925 No noncompliance noted 
VERRELLI.D M Division of Project U Resident Programs 03/lO/lB 
PARRIS, !l 0 Tennesses Valley Authority 2pp 21099 312 24X 

riche 56-299, 03/10/18, 831 1070Ua 
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— 8311070113 lE Insp Repts S0-25?/B3-36r 3O-26O/03'3& 8« 50-296/83-3A on 
83002i-C935 No nOnc Qrap 1 lant 9 noted Major ar«a« Inopected 
operational safety- nod** pTotec felon* aupvpil lancB. 

maknt^HOi t* independent v#t 1 f'lcatlcjn prograre 

PAUUKi G L Region 2-1 Office of Director CAMTRELL*F S Division 
of Project k Resident Pragrams 03/10/17 lOpp 21039 314 24X 

Flche 30-2 39. 03/10/ le. S3U070U a 


B3 1 1070414 PoTvards IE Imp Repti 50-259/83-33, 30-2^»0/B3~35 & 
50-296/03-35 on 030906-16 No noncompl lane e noted 

VERRELUIpD M Division of Project S< Resident Programs 83 / 10/10 
PARRIS, H C Tennessee VaUeg Authority 2 pp 21067 320 24 X: 

Ficfie 30 - 239 * 83 / 10 / 18.8311070414 


— B3110-7O419 IE Insp Repts 30-239/83-33,30-260/83-35 & S0-296/B3-33 on 
830906-16 Ne> noncomp 1 i ance noted tiaior areas inspected 
followup on licensee actions on previous enforcement 
matters 

PRICE, D B , OARfiSR.L 0 Region 2, Office of Director MATMis, J L 
Biviilon of Project 6 Resident Programs 83/10/17 Spp, 

21067 322 24X Fiche 90-239,03/10/18.0311070414 


03OB3OO797 IE Info Notice 83-69, "Improperly Initalled Fire Dampers 
at Nirclear Poieer Plants ^ Sve list encl 

JORDAN) E L Division of Emergency Preparedness & Engineering 
Response tPost G30lO3> 83/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 331 24X Flche 90-000)03/10/21*0308300797 


0311070149 Fprurardfi IE Enf arcement Conference Rept* 30-339/03-42. 
30-260/03-42 6 38-296/03-43 on 031017 

O'REILLY, J P Region 2, Office of Director 03/10/31 PARRISjM 0 
Tennessee Valley Authority 2pP 2J060 346 24X 

Flche 90-239,03/10/31)0311070149 


— 0311070196 IE Enforcement Conference Repts 90-239/83-42)90-260/83-42 I, 
30-296/83-40 on 831017 Major areas discussed exposure 
control projjram. par tlcular ly potential overexposure of 
Unit 1 recirculation pipe workers 

CANTRELL, F 0 Division of Project 6 Resident Program* 03/10/36 
4pp 21060348 24X Ficho 90-259,03/10/31.8311070149 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker MalfwnctJors 
(Undervol tag e Trip Devices on CE Type AK-2-25 Breakers) " 

Bve list enc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of Neur 

York, Inc ii9pp 21314 024 24X Piche 90-000,83/11/02,0308310076 


B3111O0316 Forwards rev to control rod drive sys scram solenoid valva 
seal roplacement program implemented per IE Bulletin 70-14 
Rev based on updated G£ recommendations It operating 
esg erlenCB 

MILL9, L M Tennessee Valley Authority 83/11/02 O'REILLY* J P 
Region 8, Office of Director 4pp 21228 175 24X 

Flcbe 50-299.03/11/02,0311100316 


8300310030 tE Info Notice 83-70, ”V1 brat Ion Induced Valve Failures " 
Sve list end 

JORDAN. E L Division of Emergency Fr«paredn*ss Engineering 
Response iPost £130103) B3/J0/25 Contoli 1 da ted Edison Co of New 

York, inc Il7pp 21057 219 24X FUhe SO-OOD, 83/10/23# 0308310030 


0308310079 IE Info Notice 83-75, "Improper Control Rod Manipulation " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Pust 030103) 03/11/03 Consolidated Edison Co of New 

York* Inc 114pp 21513 253 24X Flche 50-000, 03/11/03# Q30G3I 0075 


0311070498 Ad receipt of 831006 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 50-299/ 63-32* 
90-260/03-32 k 50-296/03-32 

LERIS. R C Division of Project 6 Resids-nt Programs 83/10/25 
PARRI&.H 0 Tennessse Valley Authority tp 21070 079 24X 

Pichs 50-S99#83/10/2S. 031 1070450 


6311110293 Suaimary of 631021 meeting u/DWR licensees in Batheida, iHi> r* 
future Insps for Intergranular stress corrosion cracking 
previously Inspected under IE Bulletins 82-03 6 83-02 
fleeting notice list of attendees end 

2U0U1NSKI#J A Division of Licensing 83/11/03 HQLAMAN.O H 
Division of Licensing 6pp 21160 105 24X Flche 50-000,63/11/03. 

6311110293 


— 0311070463 Responds to NRC 030912 itr re violations noted in IE Insp 
Repts 50-259/83-32# 90-260/83-32 6 50-296/83-32 Corrective 
actions daily Insp for intergranular stress corrosion 
cracking coti-ducted until all insps complete 

HILLS. L M Tennessse Valley Authority 83/10/06 O'REILUV.J P 
Region 2* Office of Director 3pp 21070 OSO 24X 
Fiche 50-299, 03/10/25. 03110704 36 


8311180063 Forwards revised response to IE Bulletin 83-03 Tt cRatt 
valve failures in raw water cooling sys of diesel 
generators Cheek valves will be (podlfied to req,ulre backflow 
testing of diesel generator check valves by 840101 
MJLL3,L H Tennessee Valley Authority 03/11/07 O'REILLYi^/ P 
Region 2, Office of Director 2pp 2122? 256 24X 

Flche 90-259,03/11/07,8311100063 


— 831 1070469 Forwards IE Irsp Repts 90-299/83-32,90-260/33-32 Si 
90-296/S3-32 on 83081 5- 13 1. ndtice of violation 
LEHIB, R C Division of Project 6 Resident Programs 83/07/12 
PARRIS, H G Tennessee Val ley Author! ty 2pp 21070.083 24X 

Flche 50-259,83/10/25,031 1070458. 


—0311070474 Notice of violation from insp on 030819-18 

* Region 2, Office of Director 83/09/12 Ip 2i070 005 24K 

Flche 90-259. 83/ 1 0/25. 03 J 1 070498, 


—8311070479 1£ Insp Repts 50-259/03-32*90-260/03-32 &c 90-296/83-32 on 
830BIS-ta Noncoflip I lance noted failure to promptly rept U 
confirm core spray lys piping intergranular stress corrosion 
crack irig 

OIRARD. E H Region 2, Office of Director BLAKE, J J Division of 
Engineering 1. Operatlanal Programs 63/09/06 9pp 21070 086 
24X Flche 50-259,03/10/23.0311070493 


8358300799 IE Bulletin 03-07# Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc ■ Sve list end 
OEYOUNO.R C Director's Off lee* Office of UspetUon and 

Enforcement 33/10/26 Consolideted Edison Co of New York, Inc 

177PP 21070 170 24X FUh* 50-000, 03/10/26# 0308300797 


0300310034 IE tnfe Notice 83-71# "Defect in Load-Searlno Uslds en 
Lifting Devices for Vessel Head 6 Intemali * &vc list end 
JORDAN. E U Division of Emergency Preparedness k Enginterino 
Response IPost 930103* 03/10/27. Consolidated Edison Co of New 

York, Inc 1i9pp 21057 357 24X Flche 50-000, 93/10/27# 0300310034 


8300310040 IE Info Notice 03-72, “Environ OuaMfication Tee ting 
Eiperience " Sve list tncl 

JORDAN, E L Division of Emergency Preparsdnet* & engineering 
Response IPoit 830103> 83/10/28 Coniolldated Etfi,cn Co of New 

York# Inc laipp 21J59 024 24X Flche 50-000.03/10/2018300310040 


8300310057 IE Info Notice 63-73, "Radiation Exposure From Oloves 
Daughter Products " Bve list end 

03010^’'^ Safeguards & Inspection Programs iPost 

ConioUdatid Edison Co of Naw York, Inc 
tUpp 21154 248 J4X Flche 50-000,83/10/31,8308310097 


6311160-276 Ack receipt of 831102 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/83-30# 
90-260/83-30 & 30-296/03-30 

VERRELLl.DM Division of Project & Resident Programs 03/11/10 
FARRIS, H 0 Tennessee Valley Author Tty' Ip 21226 040 24X 

Flche 30-299, 03/t 1 / 1 0# 031 1 180278 


—0311160286 Responds to NRC 831003 Itr re violations noted in IE Intp 
Repts 90-239/03-30.30-260/03-30 k 90-296/63-30 Corrective 
actions RCl-i revised to clearly indicate that markings on 
floor drain U valve ends do not need special work permit 
MILLS. L H Tennessee Valley Authority 03/11/02 O'REILLY, JP 
Region 2# Office of Director 3pp 21220 041 24X 

FiChe 90-259,03/11/10,8311180278 


— 0311180292 Forwards IE Insp Repts 50-259/03-30, 50-860/83-20 L 
90-296/83-30 on 830729-67 k notice of violation 

VERHELLl.D N Division of Project k Resident Programs 83/10/03 
PARRIS# H 0 Tennessee Valley Authority 2pp 21226 044 Z4X 
Flche. 90-259, 83/11/10, 831 UBO270 


— 6311160294 Notice of violation from insp on 830729-27 

e Region 2, Office of Director 83/10/03 Ip 21220 046 24X 

Flche 30-299,03/11/10,8311180278 


— 8311160300 IE Insp Repts 50-259/83-30,50-260/83-30 k 50-296/03-30 Oh 
830729-27 Noncomp 1 lance neted failure to follow radiation 
controls/procedures# inc lading worker wearing pocket chamber 
dosimeter inside coveralls 

DEB6, S T Region 2, Office of Director DARR, K P, Division of 
Engineering & Operational Programs 03/09/09 9pp 21226 047 
24X Flche 50-239,63/11/10,8311180278 


B31 1010015 IG Info Notice 83-77, "Air/Oas Entrainment Event* Retvltlnj 
in Bys Failures " Qvc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response iPost 830103) 83/11/14 Consolidated Edison Co of New 

York, Inc llApp 24X Flcb* 50-000, 83/1 1/I4, 031 iOlOOl 9 
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asllOlOOia IE info Notice 83-70, “Apparent Improper Mild of Component 
Affecting Plant Safety " 8vc list end 

JORDAN, E L Dlvialon of Emergency Preparedness & Engineering 
Response (Post B30103) 03/11/17 Consolidated Edison Co of Now 

York. Inc li7pp 21603 001 34X Flche 30-000,03/11/17,0311010010 


03112BD177 Forufardi matl presented at 031113 meeting re procedures 
used for ultrasonic exams , qua 1 if Icat Ion of personnel, crac k 
growth analyses & details of wold overlay repairs performed 
per IE Qulletln 03-02 Insp 

MILLB.L M Tennessee Valley Authority 03/11/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 70pp 21200 290 
24X Fiche 30-23?, 03/1 1/17, 031 1280177 


--B31 1280307 “Design Analysis of Recirculation Sueepolet Overlay 
Repairs for Browns Ferry Nuclear Plant, Unit 1 “ 

riCCARDELLA, P Structural Integrity Associates 03/11/13 SOpp 
21200 360 24X Fiche 50-239,03/11/17.8311200177 


R Periodic operating reports t, related correspondence 


0311030033 "Effluent & Waste Disposal Semiannual Rept, Jan-Junc 1981 " 
M/010730 Itr 

AOERCROMDlEr H Tennessee Valley Authority 01/06/30 Region 2, 
Atlanta, Office of the Director (01/03/01) 17pp 21027 213 24X 
Fiche' 30-239,01/06/30, 031 1030033 


0311030034 Suppl to "Effluent U Masts Disposal Semiannual Rept,Jul-Dec 
1981 " W/020203 Ur 

JQNE8, <? T Tennessee Valley Authority 81/12/31 Region 2, 
Atlanta, Office of the Director (01/03/01) I7pp 21026 295 24X 

Fiche 30-239,81/12/31.8311030034 


0311030103 Forwards "Effluent & Waste Disposal Semiannual Rapt, 
Supplemental Info, First Half 1902 " "Radioing leal Impact 
on Man" will be forwarded by radiological hygiene branch 
JONES, 0 T Tennessee Valley Authority 02/00/17 Region 2, 
Office of Director 2pp 21030 234 24X Fiche 30-259,82/00/17, 

0311030103 


—0311030103 "Effluent ic Waste Disposal Semiannual Rept, Supp lemental 
Info, First Half 1902 " 

« Tonnesaee Valley Authority 82/06/30 16pp 21030 236 24X 

Fiche SO-239, 02/00/ 1 7, 03 1 1 0301 03 


831 1070250 LER G3-056/03L-0 on 031003, rad iochemica 1 lab personnel 
diacovared inlet saatple hose CAM 0-90-232 (common) 
dlmconnec ted Caused by personnel moving hose far unknown 
reasons Bample hose reconnected W/B31101 Itr 

NQRMQaD.D W , GREEN. M J Tennessee Valley Authority 83/11/01 
□ 'REILUV. J P Region 2^ Office of Director 3pp 21062 S95 24X 

Fiche 90-239.83/11/01,0311070250 


8311000404 NPDES nanconpl iance notification on 031012, sewage treatment 
plant effluent exceeded max limit Caused by high flows 
washing solids over clarifier weir into chlorine contact 
tank Plans to replace sewage treatment in FY04 underway 
BRUCH, A Tennessee Valley Authority 03/11/01 MARLARi J 
Environmental Protection Agency 2pp 21078 190 24X 

Fiche 90-259.03/11/01.0311000404 


0311090317 LER e3-O30/O3L-O on 831007, during emergency cooling water 
p Ipe rep lac ement, chec k valve 1-67-660, Den 1 e Is 0erles 1600, 
discovered Installed backwards 0ys modified w/new piping & 
valves W/B31103 Itr 

AARON, J H , GREEN, H J Tennessee Valley Authority 83/11/03 
O'REILLY, J P Region 2, Office of Director 2pp 21109 070 24X 

Fiche 90-259.83/11/03,8311090317 


0311170389 LER 03-O99/O3U-O on 831013, while performing SI 4 0 D 2-lb 1 
4 8 B 2-2a. d iscavered broken vacuum pump drive bait on 
1— RK-70-291 Caused by normal wear due to continuous 
operation Oelt Model 329 replaced M/831110 Itr 

SHARPE, T J , OREEN, H J Tennessee Valley Authority 83/1 1/tO 
Q'REILLV, J P Region 2, Office of Director 3pp 21208 118 24X 

FI the 90-299.83/11/10,0311170385 


0311220203 Updated LER 83-02D/03X-1 an 030602, stack gat radiation 
monitors RM 90-147 5, RM 90-148 inoperable due to failure of 
sample pumps A & D Caused by broken glass oil filter bowl on 
pump A Ic buildup of dirt l« grit In pump D W/B31119 Itr 
OUR TON. J W . GREEN, H J Tennessee Valley Authority 83/11/19 
□ 'REILLY, J P Raglon 2. Office of Director 3pp 21260 216 24X 

Fiche 90-299,03/11/19,0311220283 


8311200304 LER 83-060/03L-0 on a31DlB< containment atmosphere dilution 
tank A nltrogan level decreased to below 7AK, full Caused by 
leaks in Velan valves Vendor requested to replenish lost 
nitrogen voj on 831017 W/Q31116 Itr 

POPPELL.F 0 , OflEEN, H J Tennessee Valley Authority 03/11/16 
0 'REILLY, J P Region 2. Office of Director 3pp 21282 218 S4X 
Fiche 90-299,03/11/16.031128(5304 


6311030195 "Effluent L Matte Disposal Remiannual Rept, Vul-Dec 1902 " 
M/e30202 Itr 

JQNE8, 0 T Tennessee Valley Authority 02/12/31 Region 2. 
Office of Director i6pp 21(X39 336 24X Fiche 90-299, 02/12/31, 

0311030199 


0311170290 Monthly operating repts for^Sppt .1903, U/B3 101 1 Itr 

THOM, T I JONCB, 0 T Tennessee Valley Authority 83/09/30 NRC - 
No Detailed Affiliation Olven 42pp 21209 094 24X 

FUhe 50-299,03/09/30,8311170290 


0311200473 NP0E8 noncompl I anc e notification on BSllOl.max permit 
limitations exceeded Caused by high flows overloading sewage 
treatment capacity of sewage treatment plant Plant to be 
replaced in Fye4 

MARLAR.U Tennessee Valley Authority 03/11/21 BRUCH. A 

Environmental Protection Agency 2pp 21204’ 103 24X 

Fiche 90-299. 63/11/21, 031 1200473 


DOCKET 90-26(5 DRDMN0 FERRY NUCLEAR POMCR STATION, UNIT 2 


0311100232 "NPDE8 Discharge Monitoring Rept for Jul 1903 " 

BRUCH, A Tsnnetses Valley Authority 03/10/20 94pp 21134 015 
24X Fiche 50-299,83/1(5/20,0311100232 


B Reportable occurrences, LCRs L related correspondence 


0311090390 LER 01-037/01-3 on 010629, tnd Ication observed on vessel side 
of valve weld during leactor water cleanup sys Inboard 
primary containment isolation valve 69-1 ultrasonic insp on 
B10621 

HOLDER, 0 . GREEN, H J Tennessee Valley Authority 83/t0/14 
O'REILLY, J P Region 2. Office of Director Itpp 21109 100 24X 

Fiche 90-299. 03/10/14. B3U090390 


F Security, medical, emergency & fire protection plans 


8311010206 Forwards Rev 6 to generic securltii personnel training L 
qualification plan Rev ulthheld 

riILL0,L M Tennessee Valley Authority 83/10/10 O'REILLY, 0 P 
Region 2, Office of Director Ip 20976 242 24X 

Fiche 90-000, 03 / 10 / 1 8, 03 1 101 0206 


0311070112 Forwards IE Insp Repts 90-299/03-36,90-260/03-36 tt 
50-296/03-36 on 030026-0929 No noncompliance noted 
VERRELLIiD M Division of Project & Resident Programs B3/1O/10. 
PARRIS. H O Tennessee Valley Authority 2pp. 21059 312 24X 

Fiche 50-259,83/10/10,6311070112 


B311O2O203 LER 83-099/03L-0 on G30901 , d i scovered core spray test bypass 
valves FCV-75-22 L 30 not tested during Aug Caused by 
missing test when core spray sys slow test frequency changed 
to quarterly Operability test revised M/B31026 Itr 
PQPPELLrF B , GREEN, H J Tennessee Valley Authority 83/10/26 
O'REILLYiJ P Region 2, Office of Director 3pp 21010 352 24X 

Fiche 90-299.03/10/26,0311020283 


0311020297 LER B3~094/03L-0 on 830927 , review of records Indicated that 
during 7 months prior to shutdown, addl samples required by 
Tech Bpoc 4 6 Q 6 not taken Caused by Uck of administrative 
controls W/83i026 Itr 

CLARK, J R I GREEN, H J Tennessee Valley Authority 83/10/26 
O'REILLY. J P Region 2i Office of Director, 3pp 2 iOlI 098 24X 

Fiche 90-299,03/10/26,8311020207 


— 031107(5119 IE Insp Rept* 90-259/03-36.90-260/83-36 L 50-276/03-36 on 
830026-0939 No noncomp 1 lane e noted Major areas inspected 
operational safety, mods , phyt leal protection, survei 1 1 anc », 
mainti ROs & independent verification program 
PAULK, OU Region 2, Office of Director B3/10/17 lOpp 
2109? 314 24X Fiche 90-299,03/10/10,6311070112 


8310200362 Generic Ltr 83-33 to all licensees it applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR30 Svc list end 

E18ENHUT. 0 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, Inc 2lpp 21114 329 24X 

Fiche 50-000,83/10/19,0310200362 
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? Hc«n*t itdgj docuraftit* & ' 


9311030292 af 030835 nedtlng w/0£: 1 Hark I Own^r^ Group tn 

Btthoida^flD rw ijiffarin^ opinion* botwean NRC & OE re 
*cce?k«611itV 0 ^ u*e of OE juppreailon poo) temp anailysla 

»r..cK * B,n0,03 Op„«.4n, 

Hiictari g^a^£^ 2 74pp 21-0-53 244 
8311030292 


B3/'i0/O3 
24)( rich* 30-000. B3/ 10/05- 


03110204^3 Dtnlei 03O9C6 requeit for extension of time fo-r 120-dag 
responaa to Generic Ltr 93-20 r» Saleffi ATHB event Info 
reoutited bu 031103 

VASSALLOpO B nperatlnj Reactor* Branch S 03/10/19 PARRIS. H 0 
Tennii*** VaMeg Authority 2pP 21049 070 24)C 

Ffche 30-239.83/10/19.031 1020462 


53M 0302e£ inforffi that manual »ieltchover acceptable a* interlnj action 
but 4oe* not aatiify intent of tJVftEO-0737g I tem IJ K 3 22. 

-Autoeetlc Switchover of RCIC By » Suction ^ Plan* tt 
tchidulii for (Uodifqlng *g* r«qud*ta<i within 30 day* 

LAINAS.O C Aeilftant Director for Operating Reactors 83/10/20 

PARflJS.H G Tenneise* Valleyi Authority 3pp 21049 209 SAX 

Fich* 30-239.03/10/20.0311030201 


B31 1140370 Foruirdi notice of contlderatl on of itiuance of amend to 
Licenstt DPR-33.0PR-3a pPfl-6a Si proposed N8HC 
deteralratlon I? opportutiitg for hearlnj re Q30325 
application on reitrlctlon* on unidentified leakage 
CiAflKiH J Operating Peactori Branch 2 03/10/29 PARRIS. H 0 

Tinndim Valleg Authofitg 2pf 2HG3 340 24)C 

F 1 ch » 90-259. 03/1 0/23 . e 31 1 1 40370 


—0311140373 notice of cdn* Iderfltion of issuance of amend to Ulcrnie* 
DPR -33. DPR -52 I. DPR-*e Sc proposed MSHC d aterminatlon t 
oppartunitv for hearing 

VAS9ALU0. 0 B Operating Reactor* Branch 2 63/10/25 dipp 

21183 342 24)C Flch* 30-239.83/10/23.0311140370 


3311130304 Application for amend to License* DPR-33. 13PR-52 {< OPfl-tB. 
changing- Tech Spec 3 10 S< 4 10 to allow loading of four 
irradiated fuel asaomblle* around each source range monitor 
as initial step in fuel core reload 

HILLS. L H Tennessee \/alleg Authority 83/U/07 pENTOM.Hn 
Office of Nuclear Reactor Regulation. Director 2pp 21179 315 
34X Fiche 50-239.03/11/07.0311130304 


— 8311190306 Proposed changes to Tech Specs 3 10 & 4 10 to allow loadlrj 
of four irradiated fuel assemblies around each source range 
monttpr as Initial step in fuel core reload 

e Tennessee Valley Authority 03/11/07 lApp 21179 317 24/ 

Fiche 30-259.83/11/07.0311190304 


B31 1160103 Forward* first page of response to Generic Ltr 03-gB. tie* 
2 1 re equipment c laasl f Icati on 6 vendor interface (reactor 
trip sys components! missing from 031107 submittal due to 
document reproduction error 

MILL9.L M Tennessee Valley Authority 83/11/09 DENTOff. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21193 107 
24X Ftche 50-259.83/11/09,8311160103 


0311280357 Request* removal of two conditions placed on acceptaraci of 
TVA T2ai-0i. "0KR Transient Analysis Model Utilizing RETRAM 
Program.'^ re methods for generating value* of gap 
■conductance & generic review of RETRAN 

HILL8.L li Tennessee Val 1 «y Authorl ty 83/11/21 DENTON. H R 
Office Qf Nuclear Reactor Regulation. Director 2pp 212B3’009 
24X Fiche 30-299.83/11/21.0311200357 


B3112B0479 Forwards ju&ti f 1 cat lort for not Implementing mod recoeimind* J 
In NUHE0--0737. Item II K 3 22 re RCIC Costs associated w/mad 
cannot be justified since safety benefit can only be 
classified at marqlnal 

HILLS. L H Tennessee Valley Authority 03/11/23 DENTON. I- 1 R 
Office of Nuclear Reactor Regulation. Director 4pp 21804 024 
243( Fiche 50-259.83/11/23.0311200479 


Q Inspection reports. IE Dulletins I. correspondence 


B3il(»0323 AppHcalion for aaend to Licenses DPR-33. DPR-52 St PPR^60. 
changing Tech Bptci to Incarporatt new- requlreifents for 
rjfloJoglcal effluent monitoring, record ing tt reporting per 
RVnEa-0473 

HILLaiL H Tennesidf Valley Authority 03/10/27 DENTON. H R 
Office of Nuclear Reector Regulation. Director 2pp 21001 229 
24X FiChe 50-259.03/10/27.0311090323 


□311070297 Confirms 031017 enforcement conference in Region 11 ofc r« 
inep findings of e/posure control U potential for 
overexposure during pipe crack repair program, per B31O07 
telcon Proposed moating agenda enc 1 

O'REILLY. J P Region 2. Office of Director 03/10/11 PARRIB.HO 
Tennessee Valley Authority 2pp 21062 213 24X 

Fiche: 50-259. 83/10/11.031 1070297 


—0311060337 Proposed Tech Spec rev*, incorporating new requirements for 
radiological effluent nonltorlng. record 1 ng & reporting in 
aceordenci u/NVR£6-0473 Description t. justification for 
changes it significant hazards consideration end 

a Tannasiee Valley Authority 83/10/27 163pp siogl 231 24X 

Flch* 50-259.83/10/27,0311000323 


0311070112 Forttfards IE tnsp Reft* 90-259/83-36.50-260/03-36 b 
90-276/03-36 on 830026-0929. No noncomp llanc* noted 
VERRSLLI.O H Division of Project 6 Resident Programs 83/10/10 
PARRIB. H Q Tennessee Valley Authority 2pp 21099 3l2 24X 

Fiche 90-259. B3/1O/10. 031 10701 12 


—8311080338 Technical Instruction 47. "Offsite Dose Calculation Manual 
* Tennessee Val ley Authority 83/01/04 BOpp 21082 095 24X 

Fiche 30-259, 03/ 10/27. 83 1 1 000323 


8310310403 Oeniric Ltr 83-38 to all Uctnsecs of operating power 
reactori 6 applicants for OU re NunEO-0969. '*NRC Inventory 
of Dans ■ Forwards NUREO-0969 -HRC Inventory of Dams" for 
info only W/o end Sve list end 

EIsEHhUT.DO Dlviiion of Licensing 83/10/31 Consolidated 
Edison Co of New York. Inc t4pp. 21104 019 24X 

Fiche 90-000103/10/31.8310310403 


S31 1010180 Generic Ltr 83-36 to all BWR licensees re NtJReO-0737 Tech 
Specs Requests reviiw of Tech Specs to determine consistency 
w/guid*ncc In NlflEO-0737 Response required within 90 days of 
receipt ef ltr Bve lljt end 

EISEWWT. DO Division of Licsnslng 83/11/01 Commonwealth 
Edison Co 22pp 21104 025 24X Fiche 50-000. 83/11/01, 031 lOlOIBO 


03I1Q2005I Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for OL* & holders of CPs re clarification of 7MI 
Action Plifl Item II K 3 31 Submittal of bounding 
deaanetrstlen will satisfy r*qolr*nent» 8v< list end 
EtSENHUT.D 0 Division of Ucaniinff 83/11/02 Consolidated 
Ldlson Co el New York. Inc I6pp 21 104' -001 24)f 

Fiche: 50-000. 03/ 1 1 /02. 8311 020091 


8311110164 Forvertfs responss to Generic Ltr 83-28, "Required Actions 
Based on OenirIc Implications of Salem ATH8 Events " 

Continued opiTation of facilities juitif i ed. OE 4020 procese 
KtM w/Olgltal VAX 11/790 computers 

w ^•*^^*''** Valley Authority 93/11/07 DENTON. H R 
V firector Regulation. Director 33pp 21145 242 

34X Flch* 90-259.83/11/07,8311110164 


— 8311070119 IC Insp Rapt* 30-299/83-36.90-260/83-36 6 90-296/03-36 on 
830926-0929 No noncompl ience noted Major areas lnspec,ted 
operational laf e ty. mods. p hy sical protect i on. survell lance. 
malntrROs S< Independent verification program 

PAULK. 0 L Region 2, Office of Director CANTRELL. F 8 DlvLtJoh 
of Project & Resident Programs. 03/10/17 lOpp 21099 314 2+* 

Fiche 50-259,83/10/18.0311070112 


8311070414 Forward# IE Insp Ropts 90-297/83-39.90-260/03-39 6 
50-296/83-39 on 030906-16 No noncompliance noted 
VERRELLI.D M Division of Project 6 Resident Programs 03/10/10 
PARR18.« 0 Tennessee Valley Authority Spp 21067 320 24X 

Fiche' 50-259. 83/10/18. 031 1070414 


— 0311070419 IE Insp Rept* 90-299/83-39.90-260/83-39 «< 90-296/03-03 or 
830906-16 No none omp 1 fane e noted Major areas Inspected 
followup on licensee actions on previous enforcement 
matter* 

PRICE.D & . OARNER.L N Region 2. Office of Director MATH 1 8, J L 

Division of Project l« Resident Programs 03/10/17 9pp 
21067 322 24X Fiche, 50-29?. 83/10/10. 8311070414 


0300300797 IE Info Notice 83-69. "Improperly Installed Fire Damper* 
at Nuclear Power Plants " 8vc list end 

JORDAN. E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103! 03/10/21 Consolidated Edison Co of N|v 

Vorkr Inc I37pp 21114 351 24X Flch* 30-000. 83/10/21. 030830079? 


0308310030 X£ Info Notice 03-70. "Vibration Induced Valve FalJurei " 
Bve List »T>cl 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Pott 030103! 83/10/25 Consolidated Edison Co of Hsu 

VoTk. Inc n7pp 21097 ai9 24X Fiche 90-000.03/10/29.8300310030 
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€311070439 Ac k receipt: of 83100^ Itr* iofarming NRC of steps taken to 
correct violations noted in IE Insp Repts SO~Z99/03“3a. 
30-260/83-32 (. 30-296/83-32 

LEWIS# R C Division of Project U Resident Programs 83/10/23 
PARRiSiH 0 Tennessee Valleg Authority Ip S1070 079 24X 

Fiche 50-259# 83/10/23. 031 1070438 


—8311070463 Responds to NRC 830912 Itr ra violations noted In IE Insp 
Repts 50-259/03-32# 30-260/03-32 6 30-296/83-32 Corrective 
actions daily Insp for intergranular stress corrosion 
cracking conducted until all Insps complete 

M1LLR#L M Tennessee Valley Authority 03/10/06 0'REILLY#JP 
Region 2i Office of Director 3pp 21070 OQO 24X 
Fiche 50-259. 03/10/25# 8311070458 


—8311070469 Forwards IE Insp Repts 30-259/83-32. 50-260/83-32 «< 
50-296/03-32 on 830815-10 8# notice of violation 
LEWIS# R u Division of Project U Resident Programs 83/09/12 
PARRlSrH 0 Tennessee Valley Authority 2pp 21070 003 24X 

Fiche 30-259,03/10/25.0311070450 


—0311070479 IE Insp Repts 50-259/03-32.50-260/03-32 «< 50-296/83-32 on 
030815-10 Noncomp 1 lance noted failure to promptly rapt 
confirm core spray sgs piping intergranular stress corrosion 
cracking 

OIRARD#E H Region 2# Office of Director DLAKE.J J Division of 
Engineering & Operational Programs 03/09/06 9pp 21070 086 
84X Fiche 50-259.03/10/25,8311070450 


8300300799 IE aulletifi 03-07. Buppl 1, '“Apparently Fraudulent Products 
Bold By Ray Miller, Inc " Sve lift end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

t79pp 21070 170 24X Fiche 50-000# 83/10/26# 0308300799 


0300310034 IE Info Notice 83-71# ''Defect in Load-Bearing Melds on 
Lifting Devices for Vessel Head S< Internals " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 03/10/27 Consolidated Edison Co of New 

York# Inc llSpp 21057 357 24X Fiche 50-000,03/10/27,0300310034 


0300310040 IE Info Notice 83-72, “'Environ Oual 1 f Icetion Testing 
Experience " Bve list end 

JORDAN# E L Division of Emergency Preparedness it Engineering 
Response {Post 030103) 83/10/20 Consolidated Edison Co of New 

York# Inc 13lpp 21155 024 24X Fiche 5O-00D# 03/10/20# 030D3I0040 


0300310057 IE Info Notice 83-73# "Radiation Exposure From Gloves 
Contaminated M/U Daughter Products " 8vc list encl 

PARTLONrJ 0 Division of QA, Safeguards & Inspection Programs (Post 
8301031 83/10/31 Consolidated Edison Co of New York. Inc 

116pp 21154 240 24X Fiche 50-000. 03/10/31# 0300310057 


0311070149 Forwards IE Enforcement Conference Repts 50-259/03-42# 
30-260/03-42 & 50-296/03-48 nn 031017 

O'REILLY# J P Region 2# Office of Director 83/10/31 PARRIS.H 0 
Tennessee Valley Authority 2pp 21060 346 24X 

Fiche 50-259, 03/10/31# 831 1070149 


—0311070156 IE Enforcement Conference Repts 50-259/03-42# 30-260/03-48 <( 
30-296/83-48 on 031017 Major areas d Iscussed ' exposure 
control program, par tlcu ler ly potential overexposure of 
Unit 1 recirculation pipe workers 

CANTRELL, F 8 Division of Project & Resident Programs 83/10/26 
4pp 21060 348 24X Fiche 50-259,03/10/31,0311070149# 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(UnderVoltage Trip Devices on CE Type AK-2-25 Breakers) " 

8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New 

York, Inc USpp 21314 024 24X Fiche 30-000, 03/1 1/02, 0300310076 


8311100316 Forwards rev to control rod drive sys scram solenoid valve 
seal replacement program Implementsd per IE Bulletin 78-14 
Rev based on updated QE recommendations e< operating 
experience 

MILLS, L M Tennessee Valley Authority 03/11/02 0'REILLY#JP 
Region 2, Office of Director 4pp 21220 173 a4X 
Fiche 30-239,83/11/02.8311180316 


8308310075 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/11/03 Consolidated Edison Co. of New 

York# tnc 114pp 21513 253 24X Fiche 50-000# 03/1 1 /03, 03OB31OO75 


8311110293 Summary o-f 831021 meeting w/0WR licensees In DethesdaiMD re 
future insps for i ntergrartular stress corrosion cracking 
previously Inspected under IE Bulletins 82-03 it 03-02 
heeting notice tt list of attendees encl 

ZWaLTNSKI.J A Division of Licensing 83/11/03 HDLAHAN# 0 II 
Division of Licensing 6pp 21160 195 24X Fiche SQ-DOO# 63/ 1 1/03. 

8311110293 


0311100063 Foruards revised response to IE Bulletin 83-03 re check 
valve failures in raw water cooling sys of diesel 
ganerators Check valves will be modified to re(}ulre backflow 
testing of diesel generator check valves by 840101 
mills# U M Tennessee Valley Authority 03/11/07 O'nElLLV, J P 
Region 2# Office of Director 2pp 21229 256 24X 

Fiche 5O*-259.a3/ll/O7>031 1100063 


0311180270 Ack receipt uf 831102 Itr informing NRC of steps talan to 
correct violations noted In lE insp Repts 50-259/83-30# 
30-260/83-30 & 50-296/03-30 

VERRELUl.D M Division af Project & Resident Programs. 83/11/10 
PARRIS, H O Tennessee Valley Autharity Ip 21228 040 24X 

Fiche 30-259,83/11/10,8311180278 


—8311106206 Responds to hCRC B310O3 Ltr re violations noted in IE Insp 
Repts 50-259/83-30.50-260/03-30 U 50-296/03-30 Carre ctl VS 
actions RCI-1 revised to clearly indicate that markings on 
floor drain Sc valve encls do not need special work permit 
MILLB.L M Tennessee Valley Authority 03/11/02 O'REILLY, J P 
Region 2# Office of Director app 21220 041 24X 

Fiche 50 -259,03/11/10.0311180270 


—0311180292 Forwards lE Insp Repts 50-209/83-30# 5D-260/B3-20 *c 
50-296/83-30 on B3072S-27 Sc notice of violation 

VERRELLI# D M Division of Project Ic Resident Programs 03/10/03 
PARAI8. K O Tennessee Valley Authority 2pp 21220 044 24X 

Flch 0 50-259,03/11/10,8311100270 


—8311100294 Notice of violation Prom insp on B30725-27 

e Region 2, Office of Director 83/10/03 Ip 21220*046 24X 

Fiche 50-259,83/11/10,8311180270 


—0311180300 IE Insp Repts 50-259/03-30,50-260/93-30 it 50-296/03-30 on 
630725-27 Noncompliance noted failure to follow radiation 
controls/proc edures# Inc 1 ud Ing worker wearing pocket chambfr 
doalmeter inside coveralls 

DE0S. D T Region 2. Offlcs of Director DARR.K P DLvielon of 
Engineering & Operational Programs 83/09/09 5pp 21228 047 
24X Fiche 30-239,83/11/10,0311180276 


B31 1010015 IE Info Notice 03-77, "Alr/Oas Entrainment Events Resulting 
in Sys Failures *’ Bve list encl 

JORDAN, E L Division of Cmergsncy Preparedness it Engineering 
Response (Post 030103 ) 63/11/14 Consolidated Edison Co of New 

York. Inc lk4pp 24X Fiche 50-000.03/11/14,0311010015 


6311010018 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list encl 

JORDAN, E L Division of Emergency Prepartdnei> i Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Co of New 

York, Inc li7pp 21603 001 SAX Fiche SO-ODO# 03/1 1 / 17. 0311010018 


R Periodic operating reports & related correspondence 


0311030055 "Effluent & Maste Disposal Semiannual Rept, Jen-June 19B1 " 
W/810730 ltr 

ADERCROriDIEtH Tennessee Valley Authority 81/06/30 Region 2, 
Atlanta, Office of the Director (01/03/01) I7pp 21027 213 24X 
Fiche 50-259# 81/06/30,031 1030035 


8311030054 Buppl to '’Fffluent 8< Mast* Disposal Bemiannual Rapt.Jul-Dsc 
1981 " W/020203 ltr 

JQNE8, 0#T Tennessee Valley Authority 01/12/31 Region 2# 
Atlanta, Office of the Director (81/03/01) l7pp 21 026 295 24X 

Fiche 50-259,61/12/31,0311030034 


8311030103 Forwards "Effluent L Maste Disposal Semiannual Rept* 
Supplemental info,First Half 19fl3 " "Radiologi tal Impact 
on Man" will be forwarded by radiological hygiene branch 
JONES. 0,T, Tennessee Valley Authority 02/08/17 Region 2, 
Office of Director 2pp 21030 234 24X Flch* 30-259*02/00/17. 

0311030103 


— 0311030103 "Effluent it Masti Disposal Semiannual Rept, 8upp 1 emental 
Info, First Half 1982. " 

« Tennessee Valley Authority B2/06/30 |6pp 21030:236 24X 

Fiche: 50-25^, 82/08/17, 8311030103 


0311030155 "Effluent it Waste Disposal Semiannual fispt,Jul-Dic 1902 " 
H/B30202 ltr 

JONES, 0,T Tannessee Valley Authority 82/12/31 Region 2. 

Office of Director 16pp 21035 336 24X Fiche SD>259, 02/12/31, 

0311030135 
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B3U170350- Monkhlii oparatjng repts -for S^pt 1933 W/8310SI Itr 

rHOM--T j JQI^ES#© T Tenn^UPP ValUg /^utHoritg 83/09 >'30 MRO 

Mfl Detail*!* Affiliation Given ASpp 21309 03^ 24X 

rich* 30-259.83/09/30.3311170250 


3311100332 “WPDES DHtharge Monitorlnsj Rept for Otil 1983 

iJll/CH»A Tennessee Valley Authority 83/10/S3 21134 013 

24 X riche 50-259.33/10/23.8311100232 


S Reportable o c c utrence* # LERs & i-elatBid correspondence 


331I01014S LER B3-061/01T-0 on B31004, hyijrog e n analgren A *< D removed 
fropi ivc to r«plece pumj) assembly after natlficetion from- 
jeanufac turar that assenbiles uou ] d not perform per Tech 
Spsc Caused by flffl deficlincij W/S310S7 Hr 

CARTER. S D . fiREEN. H J Tennessee V'alley Authority 33/10/17 
O'REIH.Tj J P Region 2, Office of Director 3pp 20977 294 24X 

riChi SO-260. 33/10/17. 031 1010148 


3311010099 Updated LER 02-O28/O3lC-a on 820921 . t urb Ine-t o-rea c t or bldg 
Doors 237 Ir 238 opened sienul tarteousl g. braacMng seconda>rg 
containment Caused by failed Folger Adans Interlac* sgs due 
to laase door latch tcrei^/s Evaluation pending 17/331019 Ur 
CARTER. 8 , OREEN. H J Tennesiee Valley Authority 83/10/19 

0'REfLLY,J P Region 2. Office of Director 3pp 30978 1S5 24X 

Fiche 30-260.03/10/19.0311010099 


3311010073 LER B3-037/03L-0 on 330923. while performing 3 1 4 9 A 4 b. 
undefveltage start of diesel gineratar. dl ete-1 generator lA 
oversped V tripped Caused by electronic governor Inhibited 
bg logic breaker malfunttlon H/831D20 itr 
VAILrH . OREEN-H J Tennessee Valley Authority 63/10/20 
O'REILLY. JP Region S, Office of Director 3pp 20973 DSO 24X 
Fiche 90-260. 83/10/20. 031 1010073 


8311010234 LER e3-036/03L-0 on B30920,whlle performing SI 4 2 0-37. 
discovered that RHR pump £C cooler fan would not operate 
Caused by CE CR124C028 overload relay tripping Overload 
relay replaced H/e3l020 Itr 

CHRISTOPHER. U . OREEH. H J tennesee* Valley Authority 63/10/20 
0'REILLV«J R Region 2. Office of Director 3pp 20992 393 S4X 
Fiche 90-260.83/10/20.8311010254 


0311010200 LER 83-053/03L-D on BD0927. operator observed diesel 
generator 1C trouble alarm Caused by failed control power 
transformer for Imnerslcn water hsaters & lube oil 
circulating pump Transforner replaced H/831021 Itr 
CHRlBTOPHERrkl . QREER.H J Tennessee Valley Authority 83/10/21. 

0 'REILLY. J P Region 2« Office of Director 3pp 20976 232 24 X 

FUhej 90-260. B3/I0/21, 031 1010200 


031 1090342 LER a3-062/03U-0 on 831004, wh 1 1 o performing Surveinancs 
Instruction 4 9 A Halisecond starter an diesel generator C 
engaged w/diesel while operating at 900 rpm Caueed 6y air 
leak In solenoid valve Hew valve installed W/a3ll02 Itr 
AAROM. J R . GREEN. H J Tennessee Valley Authority 83/11/02 
O'REIULY. JP Region 2, Office of Director 3pp 2M03 133 JlX 
Fiche 30-260.03/11/02.8311090342 


G31 1170337 LER fl3-064/03L-0 on 831 0 16. dur ing nor^nal opera t ion. flp er*(i- 
observed RHR loop If flow instrumentation pegged upscale 
Caused by defective slldewire in recorder FR-74-64 Recorder 
replaced H/B3ilt0 Hr 

OOODWIM. D C > OREEN, H J Tennessee Valley Authority 03/ll/JO 
0 'REILLY, V P Region 2. Office of Director 3pp 21200 334 ifJ 
Fiche 30-260.33/11/10.0311170307 


0311220595 Telecopy RO an e311lO.KPCt isolated due to failuTt Of 
exhaust rupture disc Cause unknown Naint request issued id 
replace disc Investigation continuing 

JONES.G T Tennessee Valley Authoiity 83/11/J4 Regifih 2. 
Office of Director Ip 21254 011 24X Flcbo 50 -260-83/11/14, 

831 1220295 


6311280274 LER B3-068/03L-0 on 831021. during normal operat kon, flUfl 
Loop n flow instrumentation pegged upscale Caused by short 
In OE Type 931 recorder which drove FR-74-64 & FI-74-64 
upscale causing fuse to blow Fuse replaced H/83111B Hr 
CHAMQERS.O T , GREEN. H J Tennessee Valley Authority D3/n/lB 
O'REILLY. J P Region. 2. Office of Director 3p p 21200 090 7*t 

Fiche 50-260.93/11/18.9311230274 


0311290473 NPDE8 none amp 1 1 and e notification on eSltOHmax permil 
limitations exceeded Caused by high flows overloading sewage 
treatment capacity of sewage treatment plant Plant to be 
replaced in FYa4 

MARLAR. J Tennessee Valley Authority 33/11/21 ORUCILA 
Envlronmarvtal Protection Agency Spp 21234 103 S4X 
Fiche SO-239, 63/11/21.631 1200473 


3311280402 LER 03-074 /OlT-0 on 031110. during scram.HPCI sye Initlalll 
but immediately became inoperable Caused by ruptured turbine 
exhaust rupture disc Disc replaced it HPCi tested 
satiefactor 1 iy W/S31122 Hr 

UIDICK. R . GREEhliH J Tennessee Valley Authority 63/11/22 
□ 'REILLY. V P Region 2. Office of Director 3pp 81205 139 241 

Fiche 50-260,03/11/22.8311230402 
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F Security, medical, emergency it fire protection plans 


3311020419 LER 33-063/ 01 T-O on 031007. trammi tier 2-LT-89-4SA did not 
trip when Bpiv level exceeded 50-gal.lon^ setpoi nt Cause 
unknown Replacement iranimHter calibr^ tested it placed In 
tve Followup rept uiil be issued N/331026 Itr 

CHAlIBHRSiO T . CREEN. H J Tennessee Valley Authority 83/10/26 
O'REILLY.J P Region 2. Office of Director 3pp 2J0I4 374 24X 

Fiche 90-260. 03/10/26. 031 10204 i 9 


6311020379 LER B3-0&D/D3L-D on 030930. test bypass valva FCV- 79-50 
■icetded closure limit Caused by close tolerance of valve 
limit switch it tight valve packing Switch adjusted 
H/e3l02a Hr 

POPPELL. F 3 , OREEN.H J Tennessee Valley Authority 83/10/20 
O'REILLY. VP Region 2. Office of Director 3pp 21D11'077 24X 

Fich* 5D-260,B3/ 1 0/20. 8311020279 


B3i ID20349 LER 03-O59/OOL-O on B309S9. drywell equipment drain sump pump 
excessive operation annunciation, discovered alar^slng 
frequently Caused by failure of Cycl-flei 60-minute timer 
Timer replaced 6 calibr W/031028 Hr 

FLAGO. J A . GREEN. H J Tennesitt Valley Authority 83/18/28 
C'nElLUV. p Region 2. Office of Director 3pp 21010 230 Z4X 
Fiche 50-260,83/10/28,8311020343 


0311070597 Updated LgR B3-031/03X-1 on 830609* dr yuel 1 air sampling syt 
after drywelJ leak detection radiation monitor 
Rfl-^D-SSb sample pomp tripped Caused by fuse failure due to 
addl laad on outlet Use of outlet restricted H-/031O31 Itr 
CARTER. 5 * OREEN. H J Tennessee Valley Author itu 03/10/31 
Q'RElL-LY. J P Region 2. Office of Director 3pp 21069 255 247 

Fiche 50-260.63/10/31.0311070597 


8311000404 ^DES noncompliance notification on 031012. sewage treatmai 
plant effluent eicteded max Unit Caused by high flows 
washing solids over clarifier weir into chlortne contact 
rsplace sewage treatment in FYB4 underway 

Q3/I1/01 HARLAR.J 

Envtronnent al Protect f.on Agency 2pp S1O70 £90 24X 

Fiche 50-259,03/11/01.6311030404 


8311070339 Forwarirs l£ Insp Rept 50-261/03-31 on 830920-23 No 
nancamp 1 Ian ce noted 

VERRELLriiD M Division of Project 6 Reeidant Program* 03/lO/lQ 
ilTLEY.E e Carolina Power 6 Light Co 2pp 21066*206 84S 

Fiche 50-261,83/10/10,8311070339 


—3311070342 IE Insp Rapt 50-261/63-31 on 8309SO-23 No noncompUdr: i 
noted Major areas inspected emergency preparedness exercitf 
CLIME, W E . KREH. J L Region 2. Office of Director jeNKlNS-O R 
Division of Emergency Preparedness Materials Safety 03/10/13 
ilpp 21066 290 24 X Fiche 30-261. 03/10/10. 831 1 070339 


3310200362 Generic Ltr 63-33 to all licensees & applicants Of nueldar 
power reactors re NRC poeitlnns on certain requirements of 
App R to IOCFRSO Svc list and 

eiBENHUT. D G Division of Licensing 33/10/19 Conao I idaktf 
Edison Co of New York, Inc 21pp 21114 329 24X 

Fiche 90-000. 83/10/19. 0310200362 


3311070265 Advises that review of Rev 13 to radlol t>g £ca 1 emarglncy 
plan complete Plan continues to mast planning stds of 
1DCFR50 47 & requirements of lOCFRSO. App E 

VERRELLI.D M Division of Project it Resident Programa 03/10/21 

UTLEY, e E Carolina Power it Light Co ip 2i062 280 24X 

Fiche 90-261,83/10/21.031 1070265 


03tlQ2'OO3O Requests exemption from requirements of 10CFR73 93 T* Ilia* 
generator repair program to permit relaxation of security 
requirements Safeguards info withheld iref tOCFR73 211 
UTLEY, E E Carolina Poi/er it Light Co 03/10/25 VAROA. 0 A 
Operating Reactors Branch 1 3pp 21012 083 24X 

Fiche 50-261,83/10/29.8311020030 


0311100164 Forwards response to 830915 request for addl info re cortr^l 
room tiabitablllty per NVREG-0737. Item III 0 3 4 «( Buppl J to 
NUPe0-O737 

ZiMMERMANrS R Carolina Power it Light Co 03/11/04 VAROA. 0 A 
Operating Reactors Branch 1 Bpp 21137 023 24X 

Flchc 50-261,03/11/04.8311100164 
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3311290197 Forwards *'HB Robinson Nuclear Power Plant Eiorclte on 
030921-22.” final r«pt 

KRIMM.R N Federal Eirergency Management Agency 03/11/17 
JORDAN. E 1- Division of Emergency Preparedness ^ Engineering 
Response iPest 830103) app 21303 2lA aAX Fiche 30-2*1.83/11/17, 
8311290197 


— B3112902D0 "HD Robinson Nuclear Power Plant Eierclse on 030921-22,” 
final rept 

« Federal Emergency Management Agency 03/09/30 44pp 
21303 21* 24X Ficha 30-261,03/11/17,0311290197 


P Operating license stage documents & correspondence 


B311020D99 Application to amend License DPR‘-23 revising Tech Bpect re 
A8ME Section XI surveillance requirements for Inservice 
Insp fc testing activities 

MCDUFFIE. M A Carolina Power & Light Co 03/10/24 VAROA. S A 
Operating Reactors Branch I 3pp 21012 097 24X 

Flche 50-2*1, 03/10/24, 03UO2OO99 


— >0311020102 Proposed Tech Spec changes re A8ME section XI inservice insp 
S( testing surveillance requirements 

tt Carolina Power 8, Light Co 03/10/24 20pp 21012 1 00 24X 

Flche 30-2*1,03/10/24,0311020099 


8311020072 Comments on NUREO-1003 (DEO) re safety Impacts nf steam 
generator repair Section on emergency response planning 
should be added & porson-remi annual doso corrected 
VILLFORTH, J C Health 8, Human Oervices. Dept of, 83/10/27 
VAROA, 6 A Operating Reactors Branch 1 2pp 21014 340 24X 

Flche 50-2*1,03/10/27,0311020072 


0310310403 Oanerlc Ltr 83-38 to all licensees of operating power 
reactors applicants for PL re NURE0-0963i “NRC Inventory 
of Dams *' Forwards NUneO-0963 ”NRC Inventory of Dams” for 
info only H/o end Sve list encl 

E18ENHUT. D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc 14pp 21184 OI 5 24X 
Fiche 30-000,03/10/31.0310310403 


031102027* Comments on NUREO-10D3r ”D£8 re Steam Generator Repair 
et HB Robinson Steam Electric Plant, Unit 2 “ Marked-up pages 
encl 

CUTTER, A D Carolina Power * Light Co 03/10/31 UARQA, 0 A 
Operating Reactors Branch 1 lOpp 21010 359 24X 

Flche 30-2*1,03/10/31,631102027* 


8311040123 Application for amend to License DPR-23, reflec ting 
reorgani xat ion of power supply t* engineering & const 
groups 

MCDUFFIE, M A Carolina Power 1, Light Co 03/10/31 VAROA, 0 A 
Operating Reactors Branch 1 2pj) SIIO 90 , OQl 24X 
riche 90-261.83/10/31,0311040123 


—831104012* Proposed Tech Bpecs reflecting reorgani zation of power 
supply ^ engineering 4, const groups 

a Carolina Power «< Light Co 03/10/31 9pp 21090 003 24X 

Fiche 30-261,03/10/31,8311040123 


0311010102 Generic Ltr 83-37 to all PHR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
u/guldance in NunEO-0737 Response required within 90 days 
of receipt of ltr Bve list encl 

EI8ENHUT, D 0 Division of Licensing 83/11/01 Consolidated 
Edison Co of New York, Inc 22pp 21149 090 24X 

Fiche 90-000183/11/01,8311010182 


83110B03D3 Submits iddl Info re two licensee commitments made in 
830713 ltr concerning final steam generator repair rept 
Contract for purchase requisition for tool ft, vquipment 
decontamination facility not yet awarded 

ZlMHERMANiS R Carolina Power U Light Co 03/11/01 VAROA, 8 A 
Operating Reactors Branch 1 2pp 21000 283 24X 

Flche 90-261.83/11/01,8311000303 


8311020091 Oeneric Ltr 03-39 to all licensees of operating reactors, 
applicants for OLs * holders of CPs re clarification of ThI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Ovc list end. 

EI 8 ENHUT 1 D 0. Division of Licensing 63/11/02 Consolidated 
Edison GO. of New York, Inc l*pp 21164 001 24X 

Flche. 50-000, 83/1 1 /02, 831 1 020091 


0311070*02 Comments on PE8 re steam generator repair Impacts to 
wildlife habitat Fishery resources will not be 
significant, provided mitigation measures implemented 
BLANCHARD, B Interior, Dept of 03/11/03 VAR0A,8A Operating 
Reactors Branch 1 Ip 210*3339 24X Flche 50-2*1,83/11/03. 

0311070*02 


03111001*4 Forwards response to B30915 request for addl info re control 
room habitability per NUREC-0737, Item 1 1 1 D 3 4 8. Suppl 1 to 
NURE0-07a7 

ZIMMERMAN, S R Carolina Power * Light Co 83/11/04 VAROA, 8 A 
Operating Reactors Branch 1 8pp 21137 023 24X 

Flche 50-2*1,03/11/04.831 11001*4 


8311100116 Forwards "HD Robinson Unit 2 Pressuriiad Thermal Shock 
Risk Study ” Risk considerably lower than generic case 
used to set screening criteria 

CUTTER. A D Carolina Power * Light Co 03/11/07 DENTON, H ft 
Office of Nuclear Reactor Regulation. Director 2pp 21133 118 
24X Fiche 50-2*1.03/11/07,8311100116 


— Q31L100120 “HD Robinson Unit 2PreSiuriied Thermal Shock Risk Study 
MEYER, T A . SERO. R J Meetinghouse Electric Corp NCAP-1031Q 
B3/10/21 IQOPP 21133 121 24X Flche 50-2*1.03/11/07, 

8311 10011 * 


83111501*9 Forwards response to Oeneric Ltr 83-28 re required actions 
based on generic implications of Salem ATU8 events Util 
participating In NUTAC re Section 2 2 2 on vendor 
Interface 

CUTTERj A B Carolina Power * Light Co 83/11/07 CIOENHUT.D 0 
Division of Licensing 39pp 21172 239 24X Flche 90-2*1,03/11/07, 

031 1 1501*9 


63111*034* Notification of 031110 meeting w/utll in 0ath.esda,MD to 
discuss status of multi-plant action Items, TMl items * 
plant-specific Items 

REQUA, 0 Operating Reactors Branch I 03/11/10 VAROA, 8 A 
Operating Reactors Branch 1 2pp 21822 1 ** 24X 

Fiche 50-861.83/11/10.03111*0346 


03112QO129 Forwards ”Oeta Dosimetry Study of HD Robinson Steam 
OeneratdT," per 830426 request Rept Includes TLD data agreed 
to in 030531 ltr 

ZIMMERMAN, S R Carolina Power * Light Co 03/11/16 VAROA. 8 A 
□peratffig Reactors Branch 1 Ip 21279 071 24X 

Ficha 50-2*1. 03/1 1/16, 831 1200125 


— 0311360120 "Beta Dasimetry Study of HB Rnbinsen Steam Oeneratar 
BROWNE, S A Carolina Power S< Light Co 83/04/30 SSpp 
21279 072 2qx Flche 90-261, 03/1 1/1*. 0311200123 


8311200417 Informs that debris screens for containment vent * purge syt 
hiilL be installed during Jul 1984 steam generator 
replacement outage Until completion of investigation re need 
for debris screens, venting will continue, per 011221 8ER 
CUTTER, A 0 Carolina Power Ic Light Co 03/11/18 VAROA, 8 A 
□peratlng Reactors Branch 1 2pp 21205 14 * 24X 

FicJte 50-2*l«a3/|l/ia,e31 1200417 


0 Inspection reports, IE Bulletins * correspondence 


8311070339 Forwards IE Insp Rept 50-2*1/83-31 on 030920-23 No 
nencoflip 1 lance noted 

VERRELLI.D M Division of Project 1< Resident Programs B3/l0/t6 
UTLEY, E E Carolina Power & Light Co 2pp 210*6 28* 24X 

Fiche 50-261.03/10/10,0311070339 


— B3L 1070342 IE Insp Ropt 50-2*1/83-31 on 830920-23 No none omp I lane e 
noted Major areas inspected emergency preparedness exercise 
CLINE. U E , KREH, J L Region 2, Office of Director JENKINS, 0 R 
Division of Emergency Preparedness 6 Materials Safety 83/10/13 
llpp 2106* 388 24X Flche 90-2*1, 83/10/ IB, 0311070339 


0306300797 IE Info Notice 03-69, "Improperly Installed Fire Dampen 
at Nuclear Power Plants ” Sve list encl 

jaROArf, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/10/21 Consolidated Edison Co of New 

Yorl, Inc I37pp 21114 351 24X Flche 50-000* 63/10/21, Q30a30079‘' 


031UGO244 Forwards IE Insp Rapt 50-261/83-28 pn Q30926-30 No 
noncpmp Hence noted 

VERRElLi.D N Division of Project It Resident Programs 83/10/21 
UTLEY, e E Carelina Power 5c Light Co app 21228 330 24X 

Flche 50-261,83/10/21.8311100244 


—031110024* IE Insp Rept 90-2*1/03-28 on 030926-30 No noncompliance 
noted Major areas intpacted 8A program revl rw, tra Ining# 
requal If Icatlon training, preplanning -of complex const 
activities * licensee actions on previous insp findings 
DELIBLEpO a Region 2, Office of Director, UFRKSHT. C M Division 
of Engineering * Operational Programs 03/10/20 lOpp 
2L228 340, 24X Fiche 50-2*1 1 83/10/21 , 031 1 100244 
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DOCKETED ITEMS 


031)05009? A|.pl.c.ti<.n to oittoi Uic.nto BPn-33 r.vlsioj Tech Spec, re 
ftSME e*ctior\ XI 6urvetManc» requirements ifor inservice 

MCDUFFlEr«^A^^ Carolina Pauer U Light Co B3/ 10/24 VAROA/ S A 
Operating Reacton Branch I 3pp 21012 097 24X 

Flche 50-261 i 83/ 10/24, 031 1020099 


B3lt0100i5 IE Info Notice 03-77» "Alr/Oas Entrainment Events Re«iiltlti;i 
in S^s Failuri^s ” Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post B30lO3> 03/11/14 Consolidated Edison Co of N». 

York. Itic IIApp 24X Flche 30-000.03/11/14,831101001 3 


—83U02O102 Proposed Tech Spec Changes re ASME Section XI inservlce insp 
fr testina mrv# i 1 1 a nc e requirements 

« CsTclina Pqvjot V Light Co 03/10/24 2app 21012 100 24X 

Fiche 50-261,03/10/24,0311020099 


0311010010 JE Info Notice 03-78. “Apparent Improper rtod of Component 
Affecting Plant Safety " 8vc list end 

JORDAN, E L Division of Emergency Preparedness t>. Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of NSii 

York. Inc ll7pp 21603 001 24X Fiche 30-000,83/11/17.83110100111 


0300310030 IE info Notice 83 - 70 . “Vibration Induced Valve Fani/res " 

Svc list end . - . . 

JORDAN, £ L Divlildn of Enargencg Preparedness e Engineering 
Response (Post 030103 ) 03 / 10/25 Consolidated Edison Cp of Nfu. 

Yod. Inc ll7pp 21057 319 24 X FI the 30 - 000 . 83 / 10 / 25 . 830031003 .^ 


0311100058 Forward* IE Insp Rept 50-261/03-30 on 831003-06 No 
noncomp lianca noted 

VERRELLI. D H Division of Project t Resident Programs 93/10/25 
UTLEY, E E Carolina Pot/er 8, Light Co 2pp 21239 236 24X 

Fiche 50-261,83/10/23.0311100050 


—B31I10OO6S IE Imp Rept S 0-261 /B3-30 on 031003-06 No non comp I Jane o 
noted Major areas inspected steam generator replacement 
project, welding program. NOE program, spent fuel storage 
racks L LERs 

KUEINSORGE.H P Region 2. Office of Director BLAKE. J J 
DJvliion of Engineering 1« Qperationai Pregrams 83/10/21 llpp 
21229 238 24X Fiche 30-261.83/10/25.8311180030 


R Periodic operating reports 6 related correspondence 


0311030083 ''Effluent Naste Disposal Semiannual Rep t, Jan-June 1981 ** 
(4/010028 Ltr 

STARKEY. R D Carolina Poiuer & Light Co 81/06/30 O 'REILLY. J P 
Region 2, Atlanta, Office of the Director (01/03/01) 74pp 
21033 234 24 )C Fiche 50-261.01/06/30,8311030003 


0311030108 “Effluent tc Uaste Disposal Semiannual Rept,Jul-Oic 1901 " 
(1/820224 ltr 

STARKEY, f? 0 Carolina Power L Light Cp 01/12/31 O'REILLY, JP 
Region 3. Office of Director Blpp 21037 220 24X 

Fiche 50-261, Bl/ia/3i> 831 8030108 


031 L03010L "effluent & Naste Disposal Bemiannual Rep t, Sup p 1 tme n tal 
info. Jan-June 1992 “ W/020909 ltr 

STARHEV, R B Carolina Power 6 Light Co 82/06/30 O'REILLY, J P 
Regtan 2, Office of Director 0Opp 21025 006 24X 

Fiche 50-261.02/06/30.0311030101 


S30B30079 9 IE Bulletin! 53-07. Suppl 1, "Apparently Fraudulent Products 
Sold By Re^ Miller, Inc " Svc |i»t end 

DEVDUNO.R c DiTSCtor's Office* Office of Inspection and 
Enfarcement 03/10/26 Consolidated Edison Co of New York, Inc 

8 79pp 21070 170 24X Fiche 50-000.03/10/36,8300300779 


8300310034 IE Info Notice 03-71, -Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head t Internals ■* Svc list end 
JORDAN.E L OiviSlcn of Emergencg Preparedness & Engineering 
Response (Post 03O1D3) 83/10/27 Consolidated Edison Co of Nes. 

York, Inc llSpp 21057 357 24X Fiche 50-000.03/(0/27,8308310034 


0311030018 "Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1982 " 
U/ 830221 ltr 

STARKEY, f? D Carolina Power 6 Light Co 02/12/31 O'REILLY. J P 
Region 2, Office of Director 82pp 2102/ 094 24X 

Fiche S0*’261. 92/12/31. 831 1030010 


6311170350 Month Ig operating rept for Sept 1983 W/831007 Ur 
NORRIS, H R . ri ORGAN, R E Carolina Power U Light Co 03/09/30 
OEYOU'NQ.R C Director's Office, Office of Inspection and 
Enforcement 4pp 21211 303 24X Fiche 50-261. 03/09/30. 0311 l7035fl 


8309310040 IE Info Notice 83-72, -Environ Qualification Testing 
Experience " Svc list end 

JORDAN, E L Division of Emirgencg Preparedness tc Engineering 
Response (Post 830103 ) 83/10/20 Consolidated Edison Co of Nsu^ 

York* Inc I31pp 21159 024 Z4X Fiche 90-000, 03/10/28, 63003 1004N 


6308310057 IE Info Notice 03-73, "Radiation Eiposure From Olove* 
Contaalnated H/U Daughter Products " 8ve list end 

PARtLOW, J 0 Division of QA, Sa.feguards 6 Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

iUpp 21134 240 24X Fiche 50-000.83/10/31,0308310057 


8308310076 IE Info Notice B3-76. '’Reactor Trip Breaker Malfunctions 
(Undervoltaga Trip Devices on C£ Type AK-Z-25 Breakers) " 

Svc list end 

JORDAN. E L Division of Emcrginciy Preparedness U Englnaarlng 
Response (post 030103) 83/fl/02 Consolidated Edison Co of Wen 

York, Inc llSpp 215)4 024 24X Fiche 50-000.03/11/02,0300310076 


8 Reportatle occurrences, LERs & related correspondence 


0311040021 RO on 830704, svc water leak discovered on containment fan 
cooler HVil— 2 Operability testing of containment spray pumps 
•completed Event considered degradation of containment 
boundarg per 10 Oulletln 80-24 

STARKEY, R 0 Carolina Power & Light Co 83/07/09 D'RElLLV, JP 

Region S, Office of Director Ip 21052 286 24X 

Fiche 50-261.03/07/05.8311040021 


8311040009 RQ on 030905. fac i 1 1 ty shut down due to secondary leak in 
steam generator A Two tubes exhibited through-wall 
indications which should have been plugged Tubes plugged St 
tested satisfactorily 

BTARKEY.R 0 Carolina Power b Light Co 03/09/12 O'REILLY, J P 
Region S, Office of Director 2pp 21052 297 24X 

Flcha 50-261,83/09/12,0311040009 


0300310075 IE Info Notice 83-75, "Improper Control Rod Manipulation " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Englnaarlng 
Response (Post 830103) 03/11/03 Consolidated Edison Co of Ne', 

York. Inc ll4pp 21513 233 24X FJche 50-000.03/11/03.8300310075 


9311150010 EN-03-075 on 931115, notice of violation & proposed 
lapgsitlon of clvJJ penalty in amount of 420,000 ulll b* 
issued Action based on licensee failure to control accoas to 
vital area Response due in 30 days 

RD8AN0,R , AXELRAD, J Director's Office. Office of Inspection and 
Enfpreenent 03/11/09 Ip 21172 350 24X Fiche 50-261 , 03/ 1 1/09. 

93111500 lO 


8311100170 Ack receipt of 030304 6 (102 Urs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-261/02-42 Eitcnsion of response to Violation A re callbr 
sheet review te 840131 granted 

Division of Project & Resident Programs 
UTLEY, E E Carolina Power Light Co tp 
rich* S0-261.83/H/10.831 1180170 


83/11/10 
21226 149 2 4X 


NRC 030304 ItT re violations noted In IE I 
Rept 50-261/82-42 Corrective actions callbr sheet review for 
04Ol3l''^* instruments scheduled for completion by 

MOfiDAM.R £ Carolina Power 6 Light Co 83/11/02 O'^REILLV, J 
f!! Ip 2,S?6 ISO L "^ILLY, J 

Fiche 50-261,03/11/10,0311180170 


0311020372 LER B3-026/01T-0 on 031012, svc water leak discovered on 
containment fan cooler KVH-3 Caused by corros lon/eroslon of 
tube Tube repaired w/ceramic sealant matl Replacement of 
cooler w/statnleas steel alloy tubing planned N/B31026 ltr 
NRJOHT, C L . MdROANiR E Carolina Power S< Light Co 03/10/26 
O'REILLY. J P Region 2, Office of Director 3pp aiOlO 179 241 

Fiche 50-261103/10/26.6311020372 


6311170071 flO 02-009 specific procedures to teat motor operated valve 
torque switch settings not In place by 830930 Caused by 
conunlttlng resources to other recent regulatory 
requlrememts Procedures will be established 

WOROAM. R e Carolina Power 6 Light Co 03/11/09 O'nElLLV. J P 
Region 5. Office of Director 2pp 21216 000 24X 

Fiche 50-261,03/11/09,8311170071 


831122051? LER 63-087/OlT-O or 031 103. wh 1 le In hot shutdown, cool In? 
coil leak* discovered on containment Pan copiers HYH-1 8, 

HVH-3 Cause not stated Coolers being repaired u/coramlc 
ssalant matl V4/03llt6 ltr 

(dRlOHTjC u, . riOROAN.R E Carolina Power 8c Light Co 03/11/16 
□ 'REILLY, JP Region 2, Office of Director 3pp 21256 155 S4X 

Fiche: 50-261, 03/1 1/36, 0311920519 


9311280401 part 21 rept forwarding list of HYAC units supplied to 
fecLlities All units built in Wins ton-Sa 1 em, NC facility 
BRCMJMi-J T Bahnaun Co , Inc (subs of Hillman Coal 8, Coke Co > 
83/11/18 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 2pp 21283 357 Z4X Fiche 50-000,03/11/10,8311290491 



DOCKETED ITEMS 


DOCKET 50'-262 DRIOHAM YOUNG UNIV RESEARCH REACTOR 


5 Reportable oc c urrenc es < LERs tf related correspondence 


8311070200 PNO-JV-03'’O3O on BO 103a< ear thq.ua Ire of approi 6 9 surface 
uave magnitude toot place in Southern ID All univ facilities 
In area shut doun No apparent d^n^age or problems 
experienced 

MARTIN. L E Region A, Office of Director 80/l0/sa Ip 
210&2 310 24X PUhe 90-000.63/10/20.0311070233 


DOCKET 50-263 MQNTICELLO NUCLEAR GENERATING PLANT 


F Securltij. medical, emergency & fire protection plans 


8310200362 Generic Ltr G3-33 to all licensees «< applicants Of nuclear 
pouer reactors re NRC positions on certain rei^uirements of 
App R to JOCFRgo Gvc list end 

EISENHUT.DO Division of Licensing 83/10/19 Consolidated 
Edison Co of Neu York. Inc 2lpp 21114 32? 24X 

Flche 90-000,03/10/19.8310200362 


0311110202 Poruards IE Insp Rept 50-263/B3-18 on 830902-1001 No 
none ortp 1 i ante noted 

SHAFER. W D Region 3, Office of Director 83/10/26 LARSON, C E 
Northern States Pouier Co 2pp 21149 073 24X 

Flche 30-263.03/10/26,8311110202 


—0311110203 IE Insp Rept 50-263/03-18 on 830902-1001 No noncompliance 
noted Major areas inspected matnt, survel I lance, organ! zat Ion 
& administration, onsite revleui comml ttee. f Ire protection/ 
prevention & modified fire doors 

ORDWN, C H , UALKER.R D Region 3, Office of Director 83/10/25 
9pp 21149 079 24X Flche 50-263,03/10/26.0311110802 


6311100406 Responds to 610600 & 620126 Itrs re primary & bacVup 
emergency operations facilities Location acceptable Approval 
of other features emergency response facilities uilll be 
determined during post-imp lomentat ion appraisal 
eiBENHUT.DO Division of Licensing 03/10/27 MUSOLF, D H 
Northern States Pouier Co 3pp 21154 047 24X 

Flche 90-000.03/10/27.0311100406 


0311170214 Requests exemption from requirements of 10CFR90, App E, 
Section IV F re scheduling of annual emergency plan 
exercise Outage scheduled for 840203-0919 Approval of 041209 
exercise date requested 

MUSOLFrD Northern States Power Co 83/11/07 Office of Nuclear 
Reactor Regulation, Director 3pp 21214 109 24X 

Flche 90-263,03/11/07,0311170814 


0311280390 Informs that program plan for control room design review 
will be submitted by 031231 U procedures generation package 
for emergency operating procedure will be sent by 030731 per 
Generic Ltr 02-33 «. Suppl 1 to NUREO-0737 

MUBOLF. D M Northern States Power Co 83/il/ll Office of 
Nuclear Reactor Regulation, Director Ip 21861 126 24X 

Flche 50-263,03/11/11,0311820398 


P Operating license stage documents 8c correspondence 


0311030892 Summary of 830085 meeting w/OE 8( Mark 1 Owners Group in 
Bethesda.MD re differing opinions between NRC 8< GE re 
acceptability of use of GE suppression pool temp analysis 
(Multi-plant Action D-Ol) 

SIEGELc D Operating Reactors Drench 2 03/10/05 Operating 

Reactors Drench 2 74pp 21093 244 24X Flche 50-000,83/10/09, 

0311030892 


8311010446 Denies 830906 request for extension of 120-day response to 
Generic Ltr 63-80 re Salem ATW8 events. Requested info 
should be subml tted. to extent practicality 031105 

VASBALLQiO n Operating Reactors Branch 2 83/10/20 MU80LF, D M 

Northern States Power Co 2pp 21000 352 24X 

Flche 90-863,03/10/20.0311010446 


8311030071 Forwards response to Items Sa S< 2b of 08 Vassallo 830728 ltr 
re control of heavy loads Gear durability rating does not 
meet CMAA-70 requirements Existing procedures satisfactory, 

MUSOLF, D Northern 8tate« Power Co 83/10/25 Office of Nuclear 
Reactor Regulation, Director Spp 2102? 009 24X 

F 1 c h e . 50-263. 03/ 1 0/25, 03 1 1 03007 1 , 


B311140336 Forwards notice of consideration of issuance of amend to 
License DPR-82 1< proposed NSHC determination & opportunity 
for hearing, In partial response to 080924 application re 
expanded radiation protection program 

NICOLARASiH Operating Reactors Branch 2 83/10/29 HUaOLFrDM 

Northern States Power Co. 2pp 21103 331 24X 

Fiche 50-263,03/10/25,0311140336 


— 0311140340 Notice of consideration of issuance of amend to License 
DPFI-22 & proposed NSHC determination «< opportunity for 
hearing 

VA66ALUQ, D D Operating Reactors Branch 8 B3/ 10/89 7pp 

21103 333 a4X Flche 50-263,03/10/29.8311140336 


0310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for OL re NUREG-0963. "NRC Inventory 
of Dams " Forwards NUflE0-0965 "NRC Inventory of Dams" for 
info onlg l4/a enc 1 Sve liet end 

EISENHlft, D G Division of Licensing 83/10/31 Consolidated 

Edison Co of Nfixu York, Inc I4pp 21104 019 a4X 
FithB 90-000,03/10/31.0310310403 


9311010100 Generic Ltr 63-36 to all DWR licensees re fAJREO-0737 Tech 
8pecs Requests r<view of Tech Epees to determine consistency 
w/guidance in NUnEO-0737 Response required within 90 days of 
receipt of ltr Sve list enc I 

EI8ENHUT, D G Dlvielan of Licensing 03/11/01 Commonwealth 

Ed Ivon Cp 82pp 21164 029 24X Flche 50-000,83/11/01.8311010160 


8311020091 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs S< holders of GPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bve list end 
EIBENHUT, D Q Division of Licensing 03/11/02 Consolidated 

Ediean Co of New York. Inc 16pp 81104 DDl 24X 
FtChff 90-000,03/11/02,6311020051 


8311110134 Forwards response to 030927 request for addl info re 630930 
license amend request re source range monitor count rate 
Info describes unloading t* loading pattern 6 discusses 
shutdown margin 

MUSOLF, D Northern States Power Co 83/1 1/04 Office of Nuclear 

Riactor Regulation, Director I3pp 21147 199 24X 

riche 90-263.03/11/04.0311110134 


B3U190S96 Forwards “Plant-Unique Analysis Rept for Torus Attached 
Piping & Suppression Chamber Penetration Analytes " All 
current coflimltments t. open items for Mark I containment 
long'-term program fulfilled 

MUBOLF, D Northern State* Power Co 03/11/04 Office of Nuclear 

Reactor Regulation, Director Ip 21179 340 24X 

Fiche 90-263, 03/1 1/04.031 1 190'296 


— 0311150302 Rov O to "Plant-Unique Analysis Rept for Torus Attached 
Piping 2c Buppresslon Chamber Penetration Analyses " 

MAHADEVAN, A , ATTWOOD.J C . BTEFFEV, H U NUTECM Engineers, Inc 
NSP-96-121-6 ROO 83/09/30 200pp 21170 341 24X 

Flche 50-263,03/11/04,8311190296 


6311320260 Forwards response to Generic Ltr 63-80 re generic 
impl i catliona of Salem ATN9 events Program description & 
procedure t data b info capab 1 1 ity ,for post-trip review 
end 

MUSOLF, D Northern States Pdwer Co 83/11/14 Office of Nuclear 
Reactor Regulation, Director 3app 21894 09D S4X 
Flche 90-263,83/11/14,8311220266 


8311260207 Advises that addl info necessary before Revs 3-8 to 
operational QA plan accop tab 1 e, per lOCFRSO, App 0 NorklnS 
review meetlisg scheduled for 831205 Agenda transmitted under 
separate cover 

NORELIUB, C E Division of project h Residont Programs 83/11/21 
LARBDN.C E Northern States Power Co Spp 21200 038 24X 

Flch* 50-000,83/11/81*8311260287 


O Inspection repotrts, IE Dulletins & correspondence 


63003007*77 IE Info Notice B3-69i “Improperly InsteHeid Fire Dampers 
at Nuclear Power Plant* " 0vc list end 

JORDAN, e L Division o-f Eeiorgency Preparedness U Engineering 
Response CPdst 630103) 63/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 331 a4X Flche 50-000, 03 / 10 / 21 , 830830079? 


8308310030 IE Info Notice B3-70i “Vibration Induced Valve Failures 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post BDO-IOS) 63/10/25 Consdideted Edison Co of New 
York, Jnc 117pp 21057-219 24X Fiche 50-000, 83/ 10/29, 8306310030 


0308300799 IE Bulletin 83-07. Suppl 1, "Apparently Fraudulent Products 
field By -Ray Miller, Inc " five list end 

DEYOUNG, ft C Director's Office, DFPlce of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Flche 50-000,03/10/26,030030079? 


6311110202 Forwards IE Insp Rept 90-263/03-16 on 030902-1001 No 
noncamp 1 lance noted 

SHAFER, U D Region 3, Office of Director 83/10/26 LARaDN,C E 
Northern States power Co 8pp 81149 073 24X 

Flche 90-263,63/10/26.0311 Jt 0202 
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DOCKETED ITEMS 


0311110203 IE In*P R«Pt 30-263/63-18 aii 830902-1001 No mo-nconp 1 iancr 

natBd MAjof arvas infptctsd ina Inti «urv« 1 1 lance, organ! lafcion 
h adffliniitrafclon. onsl te review c < f ire protection/ 
prevention & madified fire doort 

enOWN. C M . WAUKER, R D Region 3. Office of Director 83/10/2-3 
3pp 21145 075 24X Fiche 50-263, 83/10/26. 8311 H0202 


0308310034 IE Info Netfce G3-71, "Defect trv Load-Dear 1 rig Nelde on 
Lifting Device* for Vessel Head & Internals ” 8vc ll*t end 
JORDAN. E t Dlvl>Un of Efliergeocy Preparedne*4 6 Engineering 
Responie fPoit 830103> 03/10/27 Coneolfdated Edieon Ce of Net 

Varl. Inc llSpp 21057 357 24X Fifhe 50-000.03/10/27.9308310034 


9300310040 IE Info Notice 03-72. "‘Environ Oua 1 if 1 cation Teitinj 
Eiperltnce " Svc lift end 

JORDAN. E L Division of Ereergencg Preparedness L Engineering 
Response iRost 830103) 83/10/28 Consol id-oted Edison Co of Neu 

^ork. Inc i31pp 2119S 024 24X Flche 50-000.93/10/28.8308310040 


0311030099 Respond* to Item 11 of 630031 confirmatory actlan Itr 
Tftiuettlng reeveluatlon of response to IE Dcrlletln 79-27 In 
light of 830801 failure of UPS motor generator iNO) set 
Exlfting HO set to be replaced u/static inverter 

HUSOtFi D Northern States Poiuer Co 03/10/23 Office of Nuclear 
Reactor Regulation. Director 3fp 21025 124 24X 

FlchB'S0-Z63. 83/10/20. 831 1030095 


0300310097 IE Info Notice 83-73, "Radiation Exposure From Oloves 
Comtanineted H/U Daughter Products *' Svc list end 

PARTLOW.J 0 Division of QA. Safeguards L Inspection Pragrajns fPost 
030103) 83/10/31 Contdldated Edison Co of Neu York. )nc 

116PP 21i34 248 S4X Flche 50-000.83/10/31.8308310057 


B3O031OO76 IS Info Notice 03-76. "Rsactor Trip Breaker Malfunction* 
(Dntfervoltasf Trip Device* on 0£ Tgpe AK-Z-25 Drealcers) " 

Bvc list encl 

JORPANi E i. Division of Emergency Preparedness & Engineering 
Response fPost 03O1D3J 93/ll/OS Consolidated Edison Co of Neu. 
York. Inc llSpp 21914.024 S4X Flche 50-000.03/11/02.8308310076 


8300310075 IE Info Notice 03-75. ''Improper Centro) Red Manipulation " 
Bvc Jilt end 

JORDAN. E L Division of Efflergenqg Preparedness & Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Ne.. 

York. Inc I14PP 21513 S53 24X Flche 90-000. 83/11 / 03, 630031007') 


031111OS93 Summary o-f 831021 neeting u/ENR iiceniee* In Btthesda.MO re 
future insps far Intergranular stress corrosion cracking 
previously Inspected under IE 6u>lletfnt 82-03 L 03-02 
dieting notice tr list of attendee* encl 

ZWOLINBKI.J A Division of Licensing 83/11/03 MOLAHAM; O M 
Division of Licensing 6pp 21160 105 24X Flche 90-000.83/11/03, 

8311110293 


0311O1OO1S IE Infp Notice 03-77. "Alr/Oas Entrainment Events Resulting 
in Byi Failures " Bvc list end 

JORDAN.E L Division of Emergency Friparednes* S* Engineering 
Response CPost 830103J 83/11/14 Consolidated Edison Co of New 

Yorli. Inc U4pp 24X Flche 50-000.63/11/14.03110)0019 


0311010018 16 Info Notice 83-70, "Apparent Improper Mod of Component 
Affsetlnp Plant Bafety " Svc lUt encl 

JORDANiE L Oiviiion of Emergency Preparedness 8c Engineering 
Reiponsi (Post 830103) 03/11/17 Consolidated Edison Co of Neu 

York, In< U7pp 21603 001 24X Flche 50-000. 03/11/17, 831 JO 1 0010 


0311210237 EH-03-077 on 031 123. not! ce of violation «. proposed 
imposition of clvH penalty in amount of §2.000 to be 
issued Action based cn licensee failure to properly package 
reilQictlve metl 

FLACK, E , A X EL RAD. J Director's Office, Off ice of Inspection and 
Enforcement 83/11/10 ip 21239 229 24X Flche 50-263.83/11/10. 

0311210297 


ft Periodic operating reporte L related correspondence 


6311170338 Monthly operating rept for Bept 1983 W/83l(X)7 Itr 
hVftABDi A U . MDBOLFrP Northern States Poorer Co 03/10/03 
Office of Resource Management. Director 5pp 21Zia 300 24X 

Flche 50-263.03/10/03.8311170336 


B Reportable otcurrenees, LERs 6 mated correspondence 


8311070292 RO on 031024. trip coll for reactor r ec irculatl on motor 
generator let 11 drive breaker failed to trip automatically 
*f’^****8*tion ongoing Trip coll rapla-csd 

BKAMLA, H A Northern 0tatts Power Co 83/10/35 MEPFLERf J 8 
Riglan 3, Office of Director Ip 21062 324 24X 

Flche 90-263, ga/ 10/25. 031 107D232 


B31 1170322 LER 63-032/01T-0 on Q31 034, reactor recirculation motor 
generator set drive breakur trip coil failed Cause unknown 
Component replaced U/031107 Itr 

WIERODE. C , MUBOLF.D Northern States Power Co 83/11/07 

3. Office of Director 2pp 21212 260 24X Flche 90-263 , 03/ 1) / 0 7 

8311170322 


03(1220297 Forwards comments on 03O9OB evaluation re 030801 dcgrjrifd 
voltage event Utlt should have recogniied iDO-volt reset 
deadband & transformer 11 should have been considered in 
810130 voltage adeq,Udcy analysis 

HUSOLF.D Northern States Power Co 03/11/15 Office of Nuclef’ 

Reactor Regulation, Director 4pp 21250 124 24X 

Flche 50-263*03/11/15,8311220257 


DOCKET 90-264 DOW CHEMICAL CO 


F Security, nedleal. emergency % fire protection plans 


BSllllOi^S Forwards '’Emergency plan Review " Licensor plan fails to 
meet requirement* of lOCFRSO.App £, Rev 1 to Reg Guide 2 6 
it Bid AMSl/ANS-19 16-1982 Add} info Identified In ravleu 
requested by BA0103 

TH8MA0. C 0 Standard! lat ion fit Special Projects Branch 03/11/01 
KOCHER, C U Dow Chemical Co 2pp 21159 301 24X 

Flche 90-264.03/11/01.6311110195 


— 031111O19'7 "Eatergency Plan Review " 

« Division of Emergency Preparedness fi< Engineering Rssponsa lP4*t 
030103) 83/10/31 app 21159 303 24X Flche 50-264,03/11/01' 

P311110199 


DOCKET 50-265 QUAD CITIES STATION, UNIT 2 


F Security, medical, emergency t< fire protection plans 


0310200362 Oenerlc Ltr 03-33 to all licensee* 6 applicant* of riuclra' 
power reactors re NRC position* on certain requirements of 
App ft to 10CFR3O Svc list encl 

EISENHUT, D 0 Division of Licensing 83/10/19 Coma] Idalfd 
Edison Co of New York, Inc 2lpp 31114 329 24X 

Flche 90-000,63/10/19,0310200362 


631 10S0341 Releases public version of rovised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Record* 83/10/26 Poeumin-k 

Managecient Branch Ip 31043 271 24X Flche 50-294. 03/10/26. 

0311020341. 


— 83IJ080399 Forward* public version of revised Emergency Plan 
Implement Ing Procedure* QEP 200-Tl re emergency action 
levels 6 6EP 310-T3 re prlorltiled notification listing 
Receipt form encl 

OERNEft, L F . KO^ACK.T J , TIETZ.O Commonwealth Edison Co 
S3/0S/24 DENTON. H ft NRC - No Detailed Affiliation Given Bpp 
21043.273 24X Flche 50-254.03/10/26.8311020341 


— 8311020363 Public version of revised Emergency Plan Implementing 
Procedures OEP 200-Tl re emergency action level* & QEP 
310-T3 re prloritited notification listing 

« Contmonueal th Edison Co 83/05/24 22pp 21043 276 24X 

FUh* 50-294. 83/ 10/26, 8311020341 


831)000343 Forwards correction* to listed security plan revs 
Carrectlons withheld <ref I0CFn73 si) 

FARRAR, D L Commonwealth Edison Co 83/10/20 Office af Nuelisf 
Reactor ftegolatlom Director Ip 21073 329 24X 

Flche 90-000.83/10/26.8311000343 


631110017Q Release* public version of revised emergency plan 
implementing procedure* 

FELTON. J M Division of Rules and Records 83/11/07 Docgjsrni 

Management Oranch Ip 21149 143 24/ Flche 90-294.83/11/07. 

0311100178 


— 6311100100 Forwards public version of Rev 14 to Emergency Plan 
Implementing Procedures QEP 310-0, "Notification of 
Responeibla Authorities" & Rev 0 to OEP 310-T3, "Pr 1 or 1 ti *ad 
Notification Listing " 

KOVACK, T J ♦ QERNER.L Commonwealth Edison Co 03/06/07 
DENTON, H R NRC - No Detailed Affiliation Given 2pp. 21L49 H + 
24X Flche 30-254.03/11/07.0311100170 


— B3111OO101 Public version of Rev 14 to Emergency Plan Implementing 
Procedures QEP 310-0, "Notification of Responsible 
Authorities" S, Rev 6 to QEP 310-T3, "Prioritiied 
Motif Ic at iOTv Listing " 

• Commanwealth Edison Co 03/06/07 9pp 21149 146 Z4X 
Flche 90-254, 03/1 1/07, B3H 1001 78 
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B3111l0iB9 Ac k receipt of 331028 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50~254/83-^6 f< 
50 - 2 ^ 5 / 33-25 

PAPERIELLO^C J Region 3, Office of pirector 33/U/OB REED. C 
Commonuealth Edison Co ip 21143 331 24X Fiche 30-234,83/11/00 

8311110189 


— 8311110193 Responds to NRC 03092? Itr re violations noted In IE Insp 
Repts 30-234/83-26 V 50-263/03-23 Corrective actions 
Emergency Procedures EOF-^6 Rev 2 le EOF-13 Revs 0 & 1 
distributed to users 

FARRAR, D L Coffimonwoal th Edison Co 83/10/20 HIND, J A Region 
3, Office of Director Jpp 21143 332 24X Flche 30-234. 

83/11/00. 0311110189 


8311160467 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J h Division of Rules and Records 83/11/10 Document 

Management Branch Ip 21201 343 24X Flche 30-234.83/11/10. 

8311160467 


— ’8311160471 Forwards public version of revised Etnorgencg Plan 
Implementing Procedures OEP 310-1. “Initial Notification" 
t( OEP 340-4, “Action to be Taken in Event of Oil Spill to 
Mlfslstippi River “ 

OERNER.L Contmonweal th Edison Co 83/10/13 NRC - No Detailed 
Affiliation Oiven ip 21201 344 24X Flche 30-254.03/11/10. 

0311160467 


—0311160476 Public version of revised Emergency Plan Implementing 
Procedures QEP 310-1, "Initial Notification" U OEP 340-4. 
“Action to be Taken in Event of Oil Spill to Mississippi 
River " 

OERNER.L Commonwealth Edison Co 83/10/13 I7pp 21201 343 
24X Flche 30-234,83/11/10.0311160467 


8311SB0339 Forwards final revised Bectlon 9 schedule required by 
Oeneric Ltr 82-33 re commitment to Sup pi 1 of NUREO-0737 
REED. C Commonwealth Edison Co 83/11/13 DENTON.H R Office of 
Nuclear Reactor Regulation. Director 0pp 21205 135 24X 

Flche 30-000,83/11/13,0311200339 


8311290166 Forward* Revs 13,16,13 & 11 to security plans Revs change 
commitment re storage of second pair of eyeglasses of 
security officers Revs withheld (ref 10CFR73 21) 

FARRAR, D L Commonwealth Edison Co 83/11/17 Region 3. Office 
of Director tp 21305 229 24X Flche 30-000.83/11/17,8311290166 


P Operating license stage documents correspondence 


6311030292 Bummary of 030823 meeting w/OE It Mark I Owners Croup In 
Dethesda.MD re differing opinions between NRC 6 OE ro 
acceptability of use of OE suppression^ pool temp analysis 
(Multi-plant Action D-Ol) 

SIEOEU, 0 Operating Reactors Branch 2 83/10/05 Operating 

Reactors Branch 2 74pp 21033 244 24X Flche 30-000. 83/10/03, 

8311030292 


8311080437 Denies 830902 request for extension of time to respond to 
Oeneric Ltr 03-28 re required actions based on generic 
implications of Salem ATUB events Info requested. to extent 
practical, by 031105 

VABBALLQ.DB Operating Reactors Branch 2 83/10/19 FARRAR, 0 L 

Commonwealth Edison Co 2pp 21111 333 24X Flche 30-234,83/10/19. 

8311000437 


8311030107 Requests extension of completion dotes for NUREO-0737, Items 
11 F 1 2, “Iodine Monitoring," 11 F 1 6, "Hydrogen 
Monitoring" 6 nl 0 3 4, "Control Room Hab (tab 1 Uty, “ 
committed to in response to Oeneric Ltri 82-03 k 02-10 
RYBAK, B Commonwealth Edison Co 83/10/20 DENTON, K R Office of 
Nuclear Reactor Regulation, Director 3pp 21039 019 24X 

Flche 30-000,03/10/20,0311030107 


0310310403 Oeneric Ltr 03-30 to all licensees of operating power 
reactors & applicants for QL re NUREG-0965, "NRC Inventory 
of Dams " Forwards NURE0-O96S “NRC Inventory of Dams" for 
info only W/o end Sve list and 

EI8ENHUT, D G Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc 14pp 21184 015 24X 

Flche 30-000,83/10/31,0310310403 


0311010100 Generic Ltr 03-36 to all BUR licensees re fAJREO-0737 Tech 
3pecs, Requests review of Tech Specs to determine consistency 
w/guldance in NUREO-0737 Response required within 90 days of 
receipt of ltr 8vc list end 

E18ENHUT, D 0 Division of Licensing 03/U/Ol Commonwealth 
Edison Co 22pp 21104 025 24X Flche 30-000.63/11/01,8311010180 


8311020031 Oeneric Ltr 03-33 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of Till 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration tui 1 1 satisfy requirements 8vc list end 
EIBENHUT.DO Division of Licensing 83/11/02 Consolidated 

Edison Co of New York, Inc (6pp 21184 OOl a4X 
Flche 90-000,03/11/02.6311020051 


8311110130 Forwardm analysis of automatic depressurization sys logic 
change In response tp Nl;RE0-0737, I tern II K 3 18 End 
bypass timer setting justified 

RYDAK.D Commonuiea 1th Edison Co 03/11/02 DENTON.MR Office of 
Nuclear Reactor Regulatlpn, Director 6pp 21143 325 S4X 
Flche 50-000,83/11/02.0311110150 


0311080131 Forwards supplemental info re resolution of NUREO-0612 
“Control of Heavy Loads at Nuclear Power Plants '* Rotor 
refurbishment will be initiated on Unit 2 during Nov 1983 
will be done on site 

D ARNES. P L Conunonweal th Edison Co 03/11/03 DENTON.H R Office 
of Nuclear Reactor Regulation, Director iOpp 21073 341 24X 

Flche 30-254. 63/11/03,831 1000131 


0311OBO223 Forwards safety evaluation of demonstration of containment 
purge & vent valve operability Valves failed to demonstrate 
ability to close against buildup of containment pressure in 
event of ODA/LOCA Valves should be sealed 

CRUTCHFIELD, D Operating Reactors Branch 5 83/11/04 FARRAR, 0 L 

Comtnonuealth Edison Co 3pp SlOBO 190 24X Flche 50-000,03/11/04. 

631 1080223 


— 8311080233 Safety evaluatlen of demonstration of containment purge k 
vent valve operability Valves did not demonstrate ability 
to close against pressure buildup in event of OSA/LQCA 
HRIOHT, R J Office of Nuclear Reactor Regulation, Director 
83/11/04 Spp 21030 193 24X Flche 30-000.03/11/04.3311060223 


3311090218 Forward* ISO-day response to Generic Ltr 83-26 re required 
actions based on generic implications of Balcm ATN6 events 
BARNES, P L commonweal th Edison Co 63/11/05 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 3pp 21103 361 24X 

Flche 50-000,03/1 1/05,031 1090210 


0311220306 Submits addl info on Cycle 6 OE barrier fuel demonstration 
re effgas activity 6 leakers No leakers or offgas activity 
increase observed 

RYBAK. B Commonwealth Edison Co 83/11/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 21261 093 24X 

Flche 30-269,63/11/14.8311220386 


Q Inspection reports, (E Bulletins (r correspondence 


8300300797 IE Info Notice 63-69, "Improjierly Installed Fire Damper* 
at Nuclear Power Plants “ Bve list end 

JORDAN, E L Division of Emergency Preparedness k Enginaerlng 
Response (Post 630103) 03/10/21 Consolidated Edison Co of New 

Yorti Inc 137pp 21114 391 34X Flche 90-000.93/10/21.8308300797 


8311070103 Responds to IE Bulletin 83-03. Action Item 9 re diesel 
generator cooling water pump Disk k valve body appeared In 
satisfactory condition Hinge pin will be replaced 

BARNES, F L Commonwealth Edison Co 83/10/24 KEPPLER.J 0 Region 
a, Office of Director 2pp 21039 310 24X Flche 30-269,03/10/24. 

0311070105 


8308310030 IE Info Notice 83-70. "Vibration Induced \/aIvi Failures " 
Qvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/23 Consolidated Edison Co of Naw 

York, Inc llTfP 21057 219 24X Flche 90-000, 83/10/29, 0306310 030 


8308300799 IE Bulletin 83-07, Buppl 1. “Apparently Fraudulent Products 
B-old Dy Hay Miller^ Inc '* Bve list end 

DEYOUNG, R C Director's Office, Office of inippetion and 

Enforcement 63/10/26 Consolidated Edison Co of Niu York, Inc 

179pp. 21070 170 24X Flche 30-000,83/10/2610300300799 


0308310034 IE Info Notice B3-71, "Defect In Load-Bearing Helds on 
Lifting Devices for Vessel Head 6 Internals “ 9vc list end 
JOftDAN«E L Division of Emergency Preparedneii k Engineering 
Response (Post 630103) 83/10/27 Consolidated Edison Co nf New 

York, Inc USpp 21057^357 24X Flche 50-000.03/10/27,0309310034 


0306310048 IE Info Notice 63-72, “Environ Ouallficatlon Testing 
Experience " Sve list end 

JORDAN, E L Division of Em-ergency Preparedness k Engineering 
Response (Post 630103 ) 63/10/20 Consolidated Edison Co of New 

York, Inc I31pp 21155 024 24X Flche 50-000.83/10/28.8308310048 



68 


DOCKETED ITEMS 


0306310057 JE fn#o Notlc* 33-73^ "fla d lat loJi E*po«ur» Fram Olcv«f 
Cont«olniirpd W7U DavBlitrr Prodvc^i “ Svt Mifc and 

PARTLOW^ J 0 Diviiion of OAr S^fegi^ards & Inipectldn PTOjrams fPo-st 
830103) 8-3/10/31 Consol I eJi*t i i Edison Co of Mg-u VotIi Inc 

UA^p 21154 248 a43( flche 50-000*83/10/31,630631003? 


8308110076 IE ln#o Notic# 63-76* "R»dct(ir Trip ^rsalar Ma 1 f U nc t Ion i 
(Undrr^^ol tffj* Trip Dsvlce^ on <?E Typie AK^2“25 Breaftersl " 

6vc list sncl 

JlWOAil, E L OivUlon t>P enurgMcy Pr#parBdn>s< 6 Eng 1 ri««r 1 ng 
Risponir CPost 630103) 03/11/02 ConsoUdated Edison Cq o4 Kp j 

Tori, inc llSpp 21»14 024 a4X Fjche 50-000,03/11/02,6308310076 


8308310075 IE InPo Notic* aS-VS* "Jmpropar Carttrdl Rod Manlpuia-tion ” 
Bvc Hit «ncl 

JORDAN,? L Division of Ewrrgtiicv Propar* lines * 8r Engineering 
Rtipunsr IPoit 030103) 03/11/03 Consol Idatsrf Edison Co of New 

yorl. Inc ll4pp 21513 253 24X Ficha 50-000,03/11/03.6300310073 


0311290242 Foruards IE Ngt Mrs ting Rspts 50-010/63-20, so -237/83“ 30, 
50-249/03-20,50-254/03-29, 50-265/63-29. 50-295/03-23, 
50-304/03-24.50-373/93-43,50-374/83-47150-454/83-50, 
50-455/83-36,50-4 56/03-16 4c 50-457/63-14 on 031019 
NOReLlOS.C E Division of Project 6 Resident Programs 63/11/07 
6EED,C Cojiwnanui^U)! Edison Co 2pp 21281 100 24X 

FI c h i 50-000, 03/ H /07, 031 12 B0242 


—8311290259 IE Mgt Meeting Rep is 50-010/63-20,50-237/63-30, 90-249/03-30^ 
50-254 ; 03-29, 50-265/03-29, 50-295/03-23 , 50-304 f 03-24 . 

50-373/83-43, 50-374/B3-47, 50-454/93-90, 90-499/83-36, 

50-456/83-15 Si 50-457/03-14 on 83101^ 

NOflEUlUS, C E Division of Project 6 Reeldent Programs 83/11/03 
5pp 21201 lOS 34X FIclie 50-000.03/11/0718311260242 


03U11O1B9 Act receipt of 631028 Hr Informing NRC of steps taken to 
correct violations noted in lE imp 0epk* 50-294/B3-26 t 
90-865/63-25 

PAPER 1 ELLO, C 0 Region 3. Of Hie of Olrector 93/U/DB REEDrC 
CoMonuealtA Edison Co ip 81145,331 24X Flche 90-894,63/11/08, 

83llUOt0^ 


— 0311290264 Forwards Qlume criteria support evaluation, p er 630^01 
commitment (ref IE In&p Repts 50-237/03-83, 50-249/83-80. 
50-294/63-22 8t 90-265/03-21) Existing danger configurations 
do not significant 1 14 reduce safe plant operation 
R/OAKiO Commonwealth Edison Co 03/lJ/Ol 8PEQSARD, R L 
Division pf Engineering I3pp 21302 103 24X 

Fiche SO-000, 83/1 t/22, 031 1290265 


R Periodic operating reports & related correspondence 


0311170229 Monthly operating repts for Oct 1903 N/B311(>1 Hr 
M18AK, A , KALlVlANAKie, N Commonwealth Edison Co 03/10/31 
Directory's Office. Offiee Of Inspection and Enforcement a4pf 
2lai4 130 24X Fiche 90-234, 83/10/31, 831 1 1 70229 


031 J 170395 Forwards listing of changes, tests & experiments cofli-plelid 
during Oct 1903 Bummary of safety evaluation being reported 
in compliance w/l0CFR50 59 

KALIVIANAKIS. N Commonwealth Edison CO 83/11/01 CAGE. C Q 
Office of Nuclear Reactor Regulation. Director 2pp 21800 334 
a4X Fiche 50-254,03/11/01,0311170399 


B Reportable occurrences, LERs & related correspondence 


9311070631 LER 83-Oi0/oiT-O on 831011, during Insp of plpinj) wildl, 
i-^l/4-lnch SOY. through-wall Indication found on reactor 
cleanup sgs piping weld 128-827 Caused by possible 
intergranular stress corrosion cracking W/B31019 Hr 
CLARK, D , KALIVIANAKIS, N C ommonufea 1 tb Edison Co 83/10/19 
KEPPLER.J 0 Region 3. Office of Director 2pp 21069 S94 24X 

Fiche 50-263.03/10/19,8311070631 


6311090348 Bupplemental Part 21 rapt re short circuit bus bracing 
inadeqLuate for lO-cyele - 78, 000-amp here withstand test 
Hguipimcnt redesigned 6. mod kits ti instruction books 
prepared Listed customers advised to initiate mod 
DWVER, P N General Electric Co 03/10/26 DEYOUNO. R. Director ’S 
Office, Office of Inspection and Enforcement 7pp 21103 894 24* 

Fiche 50-000,03/10/20,931 1090343 


—0311110193 Reipoads to KRC 630789 Hr re violations noted in l£ Imp 
Repts 5a-294/£3-S6 & 50-269/B3-25 Corrective actions 
Easeatticy Protsdwrsi eOF-6 ftav 2 h eOF-15 Rav% O L l 
dtsiributsd to users 

FARfiAH, D L CcaAonweat th Etflson Co 03/10/23 HIND, vl A Region 
3, 04 rice ftf OlTSctOT 3fp 21145 332 24X fl che* 50-254. 

83/11/00, 031111018? 


B311210159 LER 03-O21/OIT-O on 831020, linear Indication identified 
in weld on recirculation pump A suction piping Caused bg 
Intergranular stress corrosion in fteat-af f acted lone Further 
• nalgsei performed using weld overlay N/631 107 Hr 
CLARK, D , KAUIVIANAKI0, N Commonwealth Edison Co 03/11/07 
KEFFL6R.-J 0 Region 3, Office Of Director 2pp 21831 317 84X 

Fiche 50-269.83/11/07,6311210159 


83U0100I5 IE Info Ndtlci 83-77. "Alr/Oas Entrainment Events Resulting 
in ays Failures ” Bvc list tncl 

JORDAN, E L Division of Emerofney Preparedness 8< Engineering 
Riiponis iPost 030103 ) 03/11/14 Consolidated Edison Co of Neu 

York, Inc ii4pp 84X Fiche^ 90-0aD* S3/| I/I4, 631 iQiaoiS 


8311890196 Forward* IE insp Rept 50-265/03-28 on 931023-86 No 
nontoepllance noted 

PAPER lELLO. C J Region 3, Office of Director 03/1 J/l 9 REED.C 
Comaanuealth Edison Co 899 81306 094 SAX Fiche 5^-265,63/11/15. 

8311290198 


— 8311290202 IE ln«P Pept 50-265/03-26 on 831033-89, No none amp 1 lance 
notid Kijer areas inspected refueling radiation protection 
actlvH 1 es, j nclud i ng staf f ing, procedure, e Kposure control, 
surviyi. posting i, access control 

® f OREC£R,L R Region 3« Office -of Director 
83/IJ/J5 6pp 21306 096 a4X Fiche 50-265.63/11/15. 0311890190 


8311010010 IE Info Notice 83-79. “AgpSTsnt lapTfrpir of Oftmponent 
Affecting Plant Safety " Svt list end. 

JOTDAN.E L Division of EairgtnCH Preparedness L Eivoimtring 
Resjcnii fPoit 6301031 B3/it/i7 CorssoUdated Edison Co of New 
Tprk, Ine I17pp 21603 001 84X Fiche SO-OOO, 63/1 J/ 17, 031 JOIODIB 


B3USI0344 Le« e3-020/01T-0* on 031087. test data revealed sJs 12 li 28- 
Inch uelds on resctoi r ec irculation sys 4. one 2D-inch weld 
on RHR shutdown cooling had circumferential indications 
Caused by intergranular stress corrosion W/83il07 Hr 
CLARK. D , KALIVIANAKIS. N Commonwealth Edison Co, 03/11/07 
KEPPLER.J 0 Region 3, Office of Director 4pp 27235 2A3 2*1 

Fiche 30-26^1,63/11/07.0311210244 


0311810348 Part 3I deficiency rept re Pacific Scientific Co mechenitll 
shock arrestors (Models PBA-1 8, PSA-3) Problem Involves 
failure of tangs on capstan spring Snubbers stroke tested 
RYDAK, 6 Commonwealth Edison Co 03/11/09 KEPPLER, J 0 ftkJIPn 3 
Office of Director, 3pp 21234 112 84X Fiche 50-000,03/11/09. 

6311810348 


V Operator E laminations 


831102000? Forwards re<ioeBt for addl info re revised llcenied opsrato' 
reitual 1 ficatlon rept re NUREO-0737, Item 1 A 3 t 

CRDTCHFIEUD, D Operating Reactors Branch 5 03/10/31 FARRAR.DL 

Comnonuaalth Edison Co llpp 21012 200 SAX Fiche 50-000. 
83/10/31, 831 1020009 


0311200116 Forwards J20-iiay response to lE Sullstin 03-06 rt 
nonconforming isatH supplitd by Tube-Line Corp No Tube-Line 
ivetf by Ores dm or La SaHe 

Commonwealth Edison Co 03/11/J7 KEPPLER. J 0 Region 
lOpp 21279 036 24X FIcbi 90-000, 83/ 1 1 /t 7. 


BARNES, P L 
a, flfHte of ikirsctor' 
B3 11280116 


npted In IE Insp Reptt 50-837/03-23, 

^ SO-265/63-21 

Engineering, 63/11/22 reED.C, 

8311890269^^ Edison Co Ig 21302 102 24X Fich* SO-000, 03/ U/2; 


DOCKET 50-266 POINT BEACH Nt/CLEAR PLANT, UNIT 1 
F, Security, medical, emergency 8 fire protection plans 


0311140026 Forwards schedule for continuing shipment of spent fuel 
iVest Valley to facility W/o end 

DANE0E. F L Nuclear Assurance Corp 03/10/07 CRDDY, A Region I 
Office of Director Ip 2J 162 392 24X Fiche 50-866,03/10/07. 

0311140026 


8311010155 Forwards 1£ Insp Repts 50-266/83-iB & 50-301/03-17 on 
a30?l?-2l No noncompliance noted 

PAPER! ELUO, C. j Region 3. Office of Director 83/10/10 
DURSTEilN. S Wisconsin Electric Power Co 2pp, 20977 261 24)( 

Fiche 50-266,03/10/10,8311010159 
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— asuoioise IE In^p Rapt* 50-26i>/B3-lB It 50-301/03-17 on 830919-21 Nti 
noncomp U an ce noted Major areaa inspected etnargencg 
preparedness ojcercise 

SNELL* W G . PLDSHI/T J . KERS, L L Region 3, Office of Director 
93/10/10 lapp 20977 263 24X Flche 50-266< 03/10/10. 8311010131 


8310200362 Generic Utr 03-33 to all licflnsees 4 applicants of nuclear 
pouer reactors re MRC positions on certain re<iulre(nent s Of 
App R to 10CFR30 Svc list end 

EISENHUT. D G Division of Licensing 03/10/19 Cansol 1 dated 

Edison Co of New York* Inc 21pp 31114 329 24JC 
Flche 50-000,03/10/19.8310200362 


0311O7OS43 Forwards IE Mg t Meeting Ropts 50-266/03-19 it 30-301/83-18 on 
030920 

HIND* J A Division Of Radiological Sc Materials Safety Programs 
03/10/21 DURstein.S Wisconsin Electric PoueT Co 2pp 
21064 033 24X Flche 50-266* 03/lO/21i 031 1070S43 


—0311070549 IE Hgt Meeting Repts 50-266/03-19 it 50-301/83-10 on 030928 
Major areas discussed recent Insp findings & overall 
emergencg preparedness program 

SNELL; W 0 * PHILLIPS. M P * PAPERIELLO*C J Region 3. Office of 
Director 83/10/21 4pp 21064 035 24X Flthe 50-266« 03/10/21. 

031 1070343 


6311020093 Forwards “Final Rep t* Response to I0CFR50 App R 'Alternate 
Shutdown Capab 1 1 i tg* supporting requests for App R 
exemptions Rept Includes responses to Generic Ltr 81-12 b 
evaluation of component spurious operation 

FAY.C U Wisconsin Electric Power Co 03/10/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director HILLER.J R 
Operating Reactors Qranch 3 3pp 21015 048 84}( 

Flche 30-266.83/10/26.8311020093 


— 0311OSOO97 "Final Rept. Response to lOCPRSO App R 'Altarnata Shutdown 
Capability 

« Wisconsin Electric Power Co 03/10/31 265pp 21019 051 24X 

Flche 50-266,83/10/26.0311020093 


0311220529 Disc-usses plans for establishing new emargoneg operations 
facility at site boundary control ctr. in response to NRC 
630914 ltr denying request to relocate facility functions to 
corporate headquarters 

FAYiC W Wisconsin Electric Power Co 03/11/18 DENTON, hf R 
Office of Nuclear Reactor Regulation. Director 4pp 2125S 240 
24X Flche 50-266.83/11/16.8311220529 


0 Adjudicatory correspandence 


0311140042 Responds to 030909 ltr re return of spent fuel from West 
Valley to Point Daach Nuclear Power Plant Director's 
Decision DD-83-14 under 10CFR2 2jD6^ end whlp)^ adequately 
addraaset points raised 

CUNNIN6HAM.R E Division of Fuel Cycle it Material Safety 63/10/13 
ANDERSQN. P Wisconsin's Environmental Decade ip 21163 OOl 24X 
Flche 30-266.83/10/13.8311140042 


6311140049 Responds to 030930 ltr re shipment of irradiated fuel from 
West Valley facility Ouestions raised & relief requested 
addressed in Director's Decision DD-83~14 

CUNNINGKAM, R E Division of Fuel Cycle 6 Material Safety 83/10/18 
MILLAR. F Environmental Policy Institute 2pp 21163 026 24X 

Flche 50-000.83/10/10,8311140049 


0311100370 Informs of denial of 10CFR2 206 petition re ehlpments of 
irridiated furl from West Valley facility. as result of 
830930 Director's Decision 

DAVI8, J G Office of Nuclear Material Safety Ct Safeguard s, Dlrec tor 
03/10/20 MILLAR. F Environmental Policy Institute 2pp 
21151 344 24X Flche 50-000.83/10/28.0311100378 


8311090136 Advises that time for Commission to revldw Director's 
Decision 63-13 eiirplred Commission declined review Decision 
btcame final agency action on B31101 

CHILKj 8 J Office of the Secretary of the Commiision 83/11/04 
ANDERSON.P Wisconsin's Environmental Decade Ip 81102 190 24X 

Flche- 50-266.83/11/04.8311090136 


0311230142 Order CLI-a3-29 denying Wisconsin Environ Decade petition 
for review of ALAB-719 Time for Commission to act eicpired 
Dissenting views of Commissioners AsselstJne & Oilinsty 
and 

CHlLKr8 J Office of the Secretary of the Commission 63/11/82 
7pp 21260 336 24X Flche 50-266.83/11/22.0311230142 


8311260083 Order extending time until 831209 for Commission ^to act to 
review ALAD-739 

CHILKi 8 J Office of the Secretary of the Commission 63/11/23 
Commissioners Ip 21279 027 24X Flche* 50-266, 03/t I /23* 

6311 280083 


B3I130O25B Order extending time until 63132Q for Cammlssion to act to 
review 031029 Director's decision denying Environ PplUy 
Inst lOCFRa 206 petition re shipment of irradlatod nuclear 
fuel from West Vallcy'^Y 

CHILKiS J Office of the Secretary of the Comflulsalon 03/11/23 
Commissioners Ip 212H1 063 24X Flche 50-000.03/11/23. 

831 1380256 


0311300231 Order extending time utitlj □31226 for Corntnlsslon to act to 
review Director's Decision Dn-D3-L4 

CHlLKi 0 J Office of the Secretary of the Commission 03/11/20 
Sierra Club ip 21311 332 ^4X Flche 30-000,03/11/20.8311300231 


J Insurance & Indemnity information 


6311010196 Forwards Endorsements 73 l< 60 to NEUlA Sc MATLU Policies 
NF-I7Q it MF-53. ruspec fc 1 vely 

DUNDA3.M J Wisconsin Electric Power Co 03/10/^6 NRC - No 

Detailed Affiliation Given 3pp 20976 237 24X 

Flche 90-266.83/10/26.8311010196 


P Operating license stage dacuments C< correspondence 


B310270618 Forwards "Selected Operating Reactor leiues PraBram II 
nca Vents 1NUREO-O7a7, Item 11 D 1> Point Death Units I «. a*” 
technical evaluation rept Ltr dtd 030922 Inadver ten fcl y 
transmitted rapt for Turley Paint 

HILLER, J R Operating Reactors Branch 3 G3/E0/12 FAV. C U 

WiscOTisln Electric Power Co 2pp 20920 345 24X 

Fiche 90-266.83/10/12,3310270618 


-830608000Q "Selected Operating Reector Issues Program II RCO Gys Vents 
CNUR £<9-0737, Item 11 R !>,"* final technical evaluation rep I 
HELD. JT Energy. Inc F Iff 6-0290 TF-34I/00O9A 03/02/23 

ALBEltTHAL. O Division of Licensing 6pp 20920 347 24X 

Flche 50-266.03/10/12,0310270610 


8311010136 Application to amend Llcinies DPn-24 U DPR- 27 . chang Ing 
Tech Spec 15 3 1 A to eliminate provisions beyand basis for 
required operational components of RC8 Class II fee enc 1 
FAY.C V Wisconsin Electric Power Co 83/10/25 OENTOM. H R 
Office of Nuclear Reactor Regulation. Director HlLLCRi J R 
Operating Reactors Liranch 3 2p p 20977 179 24X 

Fiche 50-266,83/10/25.8311010136 


""-031 1010140 Proposed changes to Tech Spec 15 3 1 A ellrntnatlng 
provisions beyond basis for required operational RCO 
components 

s Wisconsin Electric Pounr Co 83/10/25 Ip 20977 181 a4X 
Flche 50-266.03/10/25,0311010136 


0311010913 Application for amends to LUenset DnR-24 I*. 8PR-S7, 
consisting of Tech Spec Change Request 94. Incorporating 
lOCFRDO.App J, leali test requirements 

FAY.C W Wisconslti Electric Power Co 83/10/25 DCNTON. H FI 
Office of Nuclear Reactor Regulation. Director 4-pp 20993 034 
24X riche 50-266. 83/10/35. 831 1010213 


— 0311010215 Proposed Tech Qpect re lOCFRSO.App J loaV tist requirement* 
tt Wisconsin Electric Power Co 83/10/25 I3pp 20993 030 24X 

Flche 50-266.83/10/23.8311010213 


8311140504 Denies 030907 request for t20-day extension fur reiponss to 
Generic Ltr 83-28. "Clarification of Required Actlo-ni Based 
on Generic Imp 1 1 cat Ions of Balem ATJB Events." Response 
requested, to extent practical. by 011105 

MILLER, J R Operating Reactors Branch 3 83/10/27 FAV* C U 

Wisconsin Electric Power Co 2pp 21167 263 24X 

Flche* 30-266. 83/10/ 27. 83 1 1 1 40504 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors it applicants for OL re NUftEO-0769. "KRC Inventory 
of Dams ” Forwards NUREO-0965 "HRC Inventory of Dams" for 
info only W/o end five list encl 

ElSENHt^T. D 0 Division of Licensing 03/10/31 Consol t da ted 
Edison Co of New York. Inc I4pp 21104 015 24X 

Fiche. 50-000, 03/ 1 0/3 1 . 83 1 0310403 


031 1080290 Comments on final EI8 for steam gonerstor repair at 
facility Environ Impacts minor No objection stated for 
Imp lamentatl on of pro fact 

B ACKLEY. 0 T Envi roll manta I Frotectlon Agency 03/10/31 

EIBENHUT.D Q Division of Licensing Ip 21000 337 24X 

Fiche 30-266.83/10/3110311060295 


8311140389 Forwards Amends 78 6 82 to Licenses DPR-24 Sc DrR~27, 
respectively 6 safety evaluation Amend revises Tech Specs 
ra loss of voltage relay setpoints -fc asso-clatsd time delays, 
CQLDURN, T 0 Operating Reactors Drench 3 B3/10/3(, FAV#C W 

Wisconsin Electric Powsr Co 3pp 21183 106 24X 

Flche 50-266.83/10/31.0311140309 
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—03J 1140400 Aflienrf* 78 i 6? to DPR-24 tc DPR-37. ravi urifl Tach 

Sf>*c* T* la** oP voliiffa raUy ialpointi h d*Bocidtad time 

KILLER. JR Operating R*actors Branch 3 03710/31 7p p 

S11B3 109 24X ritfhe 50~Z66i S3/10/3L 931 1 140339 


^-0311140435 Safttv *v^»luatlcr supporting Amend* 7© U 02 to Licen#o* 

DPR“a4 It DPR“27r TBipecti -/e ly 

'* OfAlce of Muclaar Reactor Rejulation. Director 03/10/31 3pp 
SI 103 I1& 247 Flche 50-2Ati 03710/01 » 031 1 140399 


031 1010162 OiTiirlc Utr 03-37 to all llcen*ee» re MjREO-0737 Tech 
Spfrc* R«<iu«tti review of Tech Spet* to determine conslstencg 
U/gLiidani:i In MUflEO-0737 Be*pon»e required within 90 dav* 
of racfrlpt of Itr Svc Hat end 

Ef&EKHur.DG Division of Ltcenflng 03/11/01 C onto I I dated 

Etflvon Co of New York. Inc 22pp 31149 093 S4X 
Fifhe 30-000,03/11/01. 031 1010IB2 


0311020051 Generic Ltr 33-35 to all Ucaniee* of operating feacfcor*. 
applicant* fop OLi i holder* of CP* r* clarification of TMI 
Action Flan Itam IJ K 3 31 Submittal of bounding 
dicaonstr^iiDn will aatiafg requirements 8vc list end 
ElEENHUTi D 0 Division of Licensing 03/11/02 Consolidated 
Edison Co of Meu yorJt. Inc 16pp 21184 001 94X 

FlcKa 30-000.33/11/02.0311020051 


a3lll40SCa Forwards 8ER fo NUREO-0737. Item II 9 2 2. "Plant Shielding 
Hods to Vital Area Access ” Review complete 

HlULEFr J H Operating Reactors Branch 3 S3/11/03 FAY. C W 

Iflscansi-n Electric Power Co 4pp 2lt&7 25? 24X 

Flch«. 50-365,03/11/03,8311140500 


6311160336 rnlQrms of completion of review of THI Item tl. B 2# 
"P{^« t-^Acc f dent Senpllng Eys," based on 030221.0503 t. 0712 
subnit-^als Final nethodologg for istinatlng core damage 
Bipactad b-g Dec 1993 Safety evaluetlon end Item closed 
HlLLERjJ, fi Operating Reactor* Drench 3 S3/11/03 FAY. C W 

Hlfconsin Electric Power Co 7pp 21199 240 24X 

FUh B • S0*‘265, 03/1 1/03. 8311 160326 


831117Q332 Forwards response to Generic Ltr 63-28. “Required Actions 
Basvdl on Centric Inplleatlons of Salem ATUS Events “ 

RcsponsB Address** status af current conformance w/posltlons 
in ganeric ltr 

FAY»C W Wisconsin Electric power Co 03/11/07 DENTON, W R 
□ fflcB of Nuclear Reactor Regulation. Director E16ENH0T. D O 
DlvtBion of Licensing 2Spp 21214 005 24X Flche 50-266.03/11/07, 

63111 70SSS. 


6311160326 DiterAine* that 020527 U 030703 applications re steam 
gener^ator repair* 6 replacement required Claes V fee sine# 
revl-eiif involved Issuance of ElS 

KILLER. Id □ License Fit Munag fAtrst^Branc h ^03/1 {/lO, FAV.C Id 
HlBCOnsin Electric Power Co ip 21190 362 84X 

FUhB* 90-266103/11/10,8311160320 


S311180S01 Advises that aui Illary feedwater sys operabilltg mods 
ccmplBtvd per Tech 8pec revs proposed tn 020427,0509 6 0630 
I tr* 

FAY. C. W Hisconslri Electric Power Co 03/ll/H DENTON. H R 
C7ffie» ef Nuclear Reactor Regulation. Director KILLER, J R 
□ pBrAting Reactfirs Branch 3 ip 21226 066 84X 

FlchBi 50-266. 03/1 1/tl. B31 1100201 


831 120OA5? Forwards proposed resolution for specific equipment environ 
qual 1 f ica-t 1 on de# Ic i tncies. p ir 83|013 meting Master list 
of sa-P B leg -T elated electrical equipment te methodojogg to 
Identify oqulpoent per tOCFRSO 49CbM2) also end 
FAY, C U Wisconsin Electric Power Co B3/11/23 DENTON, H R 
□ fflcft of Nuclear Reactor Regulation. Dlrictor MILLER. J R, 

Dperaltlng Reactor* Branch 3 57pp 21283 290 24X 

Ficha 90-266.03/11/23.8311280459 


Q Inspection rtports, IE Bulletin* U correspondence 


0311010195 Forwards IE Insp Rept* 30-266/83-18 U 50-301/83-17 on 
a309j'9-2l No nonconpHanc 1 noted 

PAPERICLLO, C J Region 3. Office of Director B3/IO/IB. 
BURBTE^rrv, S Nitconsin Electric Pouar Co 2pp 20977 261 24X 

FJche 50-266. 03/ 10/ 10. 0311010195 


— 0311010190 IE Imp Repts 50-266/83-10 i 50-301/83-17 pn 030919-21 No 
nancofepl i ant* noted Hajnr areas inspected energeneg 
prepar atfftas* eiercise 

8NELL^,W t> ► PLOBKli T J , KERB. L L Region 3, Office of Director 
83/lO/lS I2pp, 20977 263 24X Fichi 50-266.03/10/1010311010105 


0309300797 l£ Infa Notice 03-69, "Inpropcrlg Installed Fire Oarspers 
At Nuclear Power Plant* " Sve Hit end 

JORDAN, e L Division of Emergency Preparedness & Engineering 
Response tPost 03OIO3L 03/10/21 Consolidated Edison Co. of Now 
York, lot l3Tpp 21114 351 24X Flche. 50-000. 83/10/21 . 0308300797 


8311070343 Forwards IE Mgt Meeting Repts 50-266/83-19 b 50-301/83*10 on 
830928 

MINS, J A Division of Radiological V Hatertal* Safety Programs 
03/10/21 BURSTEIN. 8 Wisconsin Electric Power Co 2pp 
21064 033 24X Flche 30-266.83/10/21,0311070543 


— 8311070S49 IE Mgt Meeting Rept* 50-266/83-19 6 50-301/03-10 on 03OVSe 
Major areas discussed recent Insp findings 6 overall 
emergency preparedness program 

SNELL. W O . PHILLIPS. M P . PAPERIELLO. C J Region 3. Office of 
Director 03/10/21 4pp 21064 033 24X Flche 50-266.03/10/21. 

8311070543 


8300310030 IE Info Notice 03-70, “Vibration Induced Valve Failures ** 
Sve list end 

JORDAN.E L Olvltion of Emergency Preparedness & Engineering 
Rasponse <Post 030103) 83/10/25 Consolidated Edison Co of Nu 

York. Inc 117pp 21037 219 24X Flche 30-000. 93/10/25. 8308310030 


0311110171 Forward* IE Insp Rept* 50-266/03-19 6 SO-301/03-15 on 
830001-0930 it notice of violation 

SHAFER. W D Region 3, Office of Director 03/10/25 DUfiaTEIN.ff 
Wisconsin Electric Power Co 3pp 21149 335 24X 

Flche 30-266,03/10/29,0311110171 


— 8311110173 Notice of violation from insp on 030801-0930 

SHAFCRrW D Region 3. Office of Director 03/10/25 Ip 
21149 337 24X Fiche 50-266.03/10/25.0311110171 


— 8311110175 IE Insp Repts 90-266/83-15 6 90-301/03-15 on 030801-0930 
None nmpl lance noted failure to log bomb threat received on 
030003 

JACK I W. I N . HAOWE.R L . FITZPATRICK. B Region 3. Office of 
Director B3/10/24 6pp 21149 330 24X Fiche 50-266.83/10/29. 

8311110171 


0308300799 IE Bulletin 63-07. Suppl 1. “Apparently Fraudulent Producki 
Bold Bg Ray Killer. Inc " Bve list end 

DEYDUNO.R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Coniolidated Edison Co of New York. Inc 

t79pp 21070 170 24X Fiche 50-000.83/10/26.0300300799 


S311O1O3S0 Responds to IE Bulletin 83-06 re nonconforming matli 
supplied 6q Tube-Line Corp Eight i-inch flanges identified 
No flanges purchased per A0HE Section III No replacement or 
further action anticipated 

FAY. C U Wisconsin Electric Power Co 03/10/26 HEPPLBR.J 0 
Region 3. Office of Director 2pp 20979 357 24X 

Flche 90-266.03/10/26.6311010328 


0306310034 IE Info Notice 03-71, “Defect in Load-Bear ing Wilds on 
Lifting Device* for Vessel Head 6 Internals *' 8vc list end 
JORDAN.E L Division of Emergency Preparedness EnglnetrirtQ 
Response fPost 830103) 83/10/27 Consolidated Edison Co of Nlw 

York. Inc llSpp 21057 357 24X Flche ' 90-000. 83/10/27, 0300310031 


830e310>04Q IE Info Notice 03-72, "Environ Qua 1 i f ication Testing 
Eiperlence “ Sve list end 

JORDAN.E t Division of Emergency Preparedness |c Engineering 
Response (Post 8301031 83/10/28 Consolidated Edison Co of N*u 

York, Inc 131 pp 21155 024 24X Flche 50-000. 83/10/20. 03003 lOOIR 


8308310057 IE Info Notice 03-73, “Radiation Exposure From Oloves 
Contaminated W/U Daughter Fi oducts " 8vc list end 

PARTLOW, J 0 Division of QA. Safeguards & Inspection Programs fPoit 
830103) 83/10/31 Consolidated Edison Co of New York. Inc 

Ii6pp 21154 240 24X Flche 90-000,83/10/31.8309310097 


0300310076 IE InPo Notice 03-76. "Reactor Trip Breaker Malfunctions 
fUndervol tage Trip Devices on OE Type AK-a-25 Breakers) " 

Bve list end 

JORDAN.E L Division of Emergency Preparednee* 8. Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of Kiu 

York. Ifiic tlSpp 21914 024 24X Flche 90-000. 83/1 1/02. 0300310076 


8300310075 IE Info Notice 03-79, "Improper Control Rod Manipulation " 
8vc 11*1 end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 83/11/03 Consolidated Edison Co of NfV 

York, Irtc U4pp 21513.293 24X Fiche 90-000, 03/H/O3, D3O-03IOO79 


0311010015 IE Info Notice 93-77, "Air/Oas Entrainment Event* R*4uHkiU 
in Bgs Failures " Sve list end 

JORDAN.E L Divlitoi) of Emergency Preparedness l< Engineering 
Response (Post 030103) 03/11/14 Consoltdatid Edison Co of Nev 

yprk, Inc 114PP 24X Flche 90-000. B3/i 1/14, 031 lOlOOl 9 


83l|0i00i6 IE Info Notice 83-70. “Apparent Improper Mod of Gomponint 
Affecting Plant Safety “ Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 03/11/17, Consolidated Edison Co oi Nsu 

York. Inc H7pp* 21603 OOt 24X Fiche 90-000.03/11/17.0311010010 
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R Periodic tiperating reports & rotated correspondence 


0311070111 “Annual Results li D^ta Rept 1982 “ W/030239 Ur 

FAYiC U Wisconsin Electric Poujer Co 82/12/31 KEPPLER,J 0 
Region 3# Office of Director 3&pp 21060 268 24X 

Fichc 50-266*02/12/31.0311070111 


031 1160004 Monthliil operating rept* for Oct 1903 W/B31109 Itr 
fay* C W Wisconsin Electric PoLjer Co 83/11/04 Office of 
Nuclear Reactor Regulation. Director 9pp 21196 2S0 24X 

F I c he 50-266* 03/1 1 /04. 03 1 1 160004 


S Reportable occurrences* LERs & related correspondence 


0311110023 Responds to FOIA re 4 UBst for five categories of records re 
proposed revs to 10CFR20 & evaluation of occupational 
exposure to radiation at nuclear pouer plants during CY02 
Foruardf documents 

FELTON. J H Division of Rules and Records 03/07/29 MAYBERRY* 3 
Critical Mass Energy Project Spp 21160 329 24X 

FI Che 50-000*03/07/29,8311110023 


□311110061 Comment* on three unresolved criteria re NlfnEO-0737* 1 tem 
II 0 3* '*Poftt-Acc id ent Sampling Siys*“ per 830922 Itr 
Procedure to estlniate estent of core damage based on 
radionuclide concentrations will be completed by 840601 
DOflSTiF J Public Service Co of Colorado 03/10/28 MADSEN* 0 L 
Region Aj Office of Director 2pp 2]!48 336 24X 

Fiche SO“267. 83/10/20. 831 11 10061 


831031<1403 Generic Ltr 03-38 to all licensees of operatlnO p ausr 
reactors & applicants Pot DL re NURE0-0965 p “NRC Inventory 
of Dams ” Fortuards NU/tE0-O?69 “NRC Inventory of Dams*' fOr 
Info only U/o end Svc list end 

EtSENHUT.D & Division of Licensing 03/10/31 Con<Olldated 
Edison Co of New York. Inc I4pp 21184 013 24X 

Flche 50-000*03/10/31*0310310403 


8311110127 Dehlea 830919 request for extension to iwbmit formal 
120-dag response to Oeneric Ltr 03-20 re implications of 
Salem ATWS event* Response should be submi ttid* to extent 
practlcal*bg 031103. 

JDHNaON.EH Region 4* Office of Director 03/10/31 LEE*QR 
Public Service Co of Colorado 3pp 21147 2S0 24X 

Fiche 30-267*83/10/31*0311110127 


—0311110080 "Items of Interest for Uk Ending 021217 *’ 

« NRC - No Detailed Affiliation Olven 02/12/17 Ip 21162 237 
24X Flche 50-000,03/07/29*0311110023 


0310270347 Responds to FOIA request for release of 23 LERs to PDR 
Foruards IS LERs to be released Documents also avalUbel in 
PDR One LER canceled Eight LERs not received 

FELTON. J M Division of Rules and Records 03/09/29 GRADER, L D 
KU8 Corp Ip 20930 060 24X Flcho 50-000* 03/09/29, 8310270347 


8311040000 LER B3-010/03L-0 on 830929* acceptance test of fire detection 
syt found remote alarm function disabled for fire detectors 
in auxiliary feedwater pump* vital switchgear 6 cable 
spreading rooms Caused by wiring work W/B31O20 ltr 
FAY*C N Wisconsin Electric Power Co 03/10/20 KEPPL€R*J 0 
Region 3* Office of Director 4pp 21031 091 24X 

Fiche 50-266*03/10/20*8311040000 


0311130257 Forwards Tssub 1 to Procedures RPAP-3* ''Process Control 
Program'" 6 RPAP-?^ ’’Offsite Dose Calculation. Manual " 

Procedures incorporate NRC 831007 recommendations 

D0RBT«F J Public Service Co of Colorado 03/10/31 WAONER* p. 

Region 4* Office of Director Ip 21170 144 24X 

Fiche 50-267.03/10/31*0311150237 


— 0311130261 Issue I to Procedure RPAP-3. "Process Control Program," 
BORBT.F J . MCORIDEiL M * FULLER. M J Public Service Co of 
Colorado 03/10/31 2pp 21170 145 24X FUhe 30- 267 « 83/10/31 * 

8311130257 


—0311130262 issue 1 to Procedure RPAP-2* '"Offsite Dose Calculation 
Manual " 

0OR6T«F J Public Service Co of Colorado 03/10/31 S5pp 
21170 147 24X Flcha 50-267,83/10/31*031 1150257 


V Operator Examinations 


0311220379 Informs that operator licensing exam ref matl received from 
licensee in response to NRC 030921 ltr falls to include 
Indexes* annunc iator proc edures. operating Instructions & 
lesson plans Missing matl requested 

STREETER* J F Region 3, Office of Director. 03/11/15 FAY.C W 
Wisconsin Electric Pduer Co 2pp 21261,127 24X 

Flche. 50-266* 03/11/15* 0311220399 


ODCKET 50-267 FORT ST VRAIN NUCLEAR OENERATINO STATION 


831106O2B1 Forwards request far addl info re neutron detestor decalibr 
Including loss of power to floating trip point circuitry 
Response requested tLtithfn 30 dayt 

J>OHNSON, E H Region 4. Office of Director 03/11/01 LEE* 0 R 
Public Service Co of Colorado 2pp 2 1 00 1 095 24X 

Flcha 50-267* 83/ 11/Dl. 83 11 08028 1 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OL% U holders of GPi re clarification of TMI 
Action Plan Item fl K 3 31 Submittal of bounding 
demonstration util satisfy requirements Bvc list end 
EI8ENHUT*D0 Division of Licensing 83/11/02 ConaoUdated 
Edison Co of N*u York* Inc 16pp 21JBA 001 S4X 
Flche 50-000.03/11/02*0311020051 


F Security* medical, emergency & fire protection plans 


0310300362 Generic Ltr B3-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requiremanti of 
App R to 10CFR50 Bvc list end 

E10ENHOT, D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, !nc 21pp 21114 329 24X 

Fiche 50-000.03/10/19*0310200362 


8311000122 Ack receipt of B30923 Ur informing NRC of steps taken to 
correct violations noted In IE Imp Rept 50-267/03-20 
JOHNSON, E H Region 4. Office of Director 03/10/20 LEE, Q R 
Public Service Co of Colorado Ip 21075 324 24X 

Fiche 50-267* 03/10/20, 831 1000122 


— 0311000134 Responds to NRC B30906 Ur re violations noted In IE Intp 
Rept 50-267/83-20 Corrective actions security program audit 
distribution matrix developed 6 utlllied 

OAHM, J W Public Service Co of Colorado 03/09/23 COLLINB, J T 
Region 4* Office of Director 3pp 21075*325 24X 

Fiche- 50-267. B3/ 10/20, 031 1000122 


r. Operating license stage documents & correspondence 


8311040135 Requests balance of Class III fee due for review of 030928 
application to amend License dFR- 34 to add higher range 
sources for calibr 

DlOOa.n M License Fee Management Branch 83/10/24 LEE* 0 R, 
Public Service Co of Colorado Ip 21050,104 24X 

Fiche* 50-267, 03/10/24. 031 1040135 


□311150173 Forwards add Info to Segment 9 reload of H-451 graphite* par 
OL Madsen 830002 request Fuel element performance not 
adversely Impacted by new creep formulation 

DREY.H L Public Service Co of Colorado 83/10/27 COLL1N0*J T 
Region 4* Office of Director I6pp 21173 087 24X 

Flche 50-267,03/10/27*0311150173 


0311150337 Forwards Amend 1 to Topical Rept OLF-5500, “BAR Use of K-4S1 
Graphite In Fort St Vraln Fuel Clements." iti response to NWC 
raquaat for addl info 

FISHER. C R QA Technolog la s, lAc /General Atomic Co 63/11/02 
□ fflCB of Nuclear Reactor Regiilatlonj Director 3pp 21178 190 

24X Flche 50-267*83/11/02*0311150337 


—6311150343 Amend 1 to "8AR Use of Hr451 Graphite In Fort at Vraln Fuel 
Elements " 

# OA Technolog i esi Inc /General Atomic Co, OLP-550a A 01, 

03/11/02 20pp 21178 193 24X FUho 50-267,83/11/02*8311150337 


B3ttls0251 Summary of B31027 meeting u/utll I, OA Technologies In 
Denver* CD re Inatrument setpoints described in Tech Specs 
List of attendees meeting agenda end 

UAONER«F C Region 4* Office of Director 03/11/03 JOHNSON, E H 
Region 4, Office of Director 20pp 21160 107 24X 

Flche, 90-267, 83/U/Q3i 0311190291 


□311090032 Forwards response to Oenerlc Ltr B3-2B re required actions 
based on generic implications of Salem ATW8 events MIC has 
Txat yet evaluated need for protection against ATU5 for 
HTGRt 

LEE,0. R Public Service Co of Colorado 63/11/04 £ISENHUT,D 0. 
Division of Licenelng 267pp. 21106 001 24X Fiche 50-267. 

03/ 1 1 /04. B3i 1090032 


6311210162 Requests revieu of Generic Ltri 63-36 I* 03-37 rs evaluetlon 
of NOAEO-0737 Tech Specs Revs to Tech Specs required within 
90 daye of receipt of ltr 

JOHNBON.E.H Region i* Office of Director 03/U/lO UEE*OR 
Public Service Co of Colorado 2pp 21232 312 24X 

Fiche* 90-267, 63/ti/lOr 6311210162 
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Concuri. u/conc of end LASL rrpt* “Thet'w^l Streis 

Anflviti of S#jpcfe»d Fort St Vra Hot Spot% lv« 

tirtlit* lafB No concrete failure will occur 

lenJllf- Siwlti Subj closed 

j-OKNSON- E H NRC - No Oet*lle«S Affiliation aiven 83^il/18 

R Foil ic Service Co of Colorado 2|>|» S131J335 24X 

Fit he 50-267.83^11/10-8311300234 


--0311300246 “Therdial Sire** Analysis of Selected Fort 9t Vralti Mot 

fUOELSO, E » b£MWETT,0 Los Alamos Scientific Laboratory PIW 
A-7259 03/10/26 Division of Liconsinj 47pp 21311 357 
24X Flche 3o-?67, 03/ 1 1/ 18, 831 1300534 


0311300153 Foruard* eescutiv* euwnary of LASL revteu of util plateout 
Dtphs evaluation Concentrations uitbln Teed Spec limits 
JOMWSOM. E K Rijlon 4i Office of Director 83/11/23 LE-E. O R 
Put lie Service Co of Colorado Dpp 21312 349 SAX 
Ficbt 10-267.83/11/25^8311300133 


— B3111S0256 Notice of violation from insp on B30?0l~30 

* Region 4, Office of Director 83/10/26 ip 21|6 q 079 24X 

Plche 90-267, 83/ 10/26# 8311 190234 


— 031 1190242 IE Insp Rept 50-267/83-29 on 030901-30 NqncpffpUinci notli 
failure to perform Tech Spec action statement uhen diesel 
generator set becene inoperable 6 other generator 
operatltity not demonstrated as required 

PLUMLEE,o L , HUNNICUTT. D h fiegion 4# Office of Dtreclor 

83 / 10/89 I 6 fp 21168 080 24 X Fi c h e 50 - 267 . 93/ 10 / 26 . G 3 M L 903 H 


8311190391 FoTUiards excorpt front minutes of Plant Opetaiiont Rtvibkf 
CoAi/nittee Meeting 950. per 031012 IE enforcement Conference 
comfiitments, Operab i 1 1 ty test criteria per Operations Order 
83-19 acceptabla Contaii tments satisfied 

WAREMBOURo# D W Public Service Co of Colorado G3/10/C6 
CDLurNS. *J T Region 4, Office of Director 7pp 21176 309, 54X 

Flcbe 90-267* 03/10/26,851 1 190301 


0 Inspection repcrti# IE Bulletins h correspondence 


0311070306 Forwards IE ln»p Rept 50-867/83-21 on 030901-09 & notice 
of violation 

MADSEN# 0 L Region 4- Office of Director 03/00/19 LEE.Q R 
Public Service Co of Colorado 2pp 21063 077 243( 

FichS 90-267# 03/OB/ 19. B3t 1070386 


-“8311070309 Motied o# violation from intp on 030801-09 

a Region 4, Office of Director 03/00/19 Ip 21065 079 24X 

Flche 80-267,05/00/19, 0311070386 


— 83itQ?Q3'99 lE Insp Rept 50-267 /a3“21 on a3O0Oi-'O9 Noncompl iBnce noted 
failure to classify control room access door as Claes I tf 
safe shutdown 

MURPHY. M E , HW^NlCOTTrO M . JOHNSON. W D Region 4. Office of 
Director 83/09/10 4pp 21063 080 HAX Fiche 90-267. 03/00/19# 
0311070386 


B3t lOiOOOa Forwards IE insp Rept 50''267/03-24 on 030001-51 Sc notices 
Of violation 6 deviation 

HAOSEKtG L Region 4# Office of Oirector 03/10/12 LEE. 0 R 
Public Service CC of Colorado 3pp 209-78 023 24X 

Flche 50-267*03/10/12.9311010003 


— 0311010004 Notice of violation from insp on 830801-31 

» Region 4, Office of Director 63/10/12 3pp 20978 029 24K 

Flche 90-267# 03/10/12. 8311010003 


—0311010009 Notice of deviation from Insp on 830001-31 

» Region 4# Office of Director 03/lO/i2 2pp 20978 028 24X 

F i t he 9D-267 . 93/ 10/ 12 # 031 1010003 


—8311010006 IE Insp Rept 50-267/B3-24 no 630B01-31 NuncompI 1 ante noted 
failure tq folLoui design control requirements & to fallow 
Teth Spec re administrative controls Oaviatlon noted 
Insuf f icient lighting for concrete placement 

PLlRtLEE.O L , JOHNSON. C E . HJNNKllTr, D M Region 4, Office Of 
Director S3/I0/06 iRpp 20978 030 84X Fich* 50-267*83/10/18. 

0311010005 


830fl3-00'797 IE Info Notice 83-69, ''Improperly Installed Fjre pAdipers 
at Nuclear Power Planta " Bve lilt enc 1 

JOfiDAHrE L Division of Emergency Preparedness 6 Engineering 
Resgonii iPost 0301031 83/10/21 Consolidated Edison Co of New 

VoTk# Inc I57pp 2I1I4 351 24X Flche 90-000,83/10/21.0300300797 


SDOaOlCOSO IE Info Nottco B3-70( "Uibration induced Valve Failures " 
Bve list encl. 

JORDAN* E L Division of Bmirgency Preparedness i Engineering 
Response CPoit eSOiDSf 63/10/29 Consalldated Edison Co of New 
Yorir Inc ll7pp 21097 219 &4X Flche 90-000*83/10/2.5*0300310030 


0311010204 Ack receipt ef 830926 Ur Informlnj NRC of steps taken to 
correct violations noted in IE Ihsp Rept 90'267/83-16 
Corrictlve actions will be revlsued during future insps 
JOHNSON* E H Region 4* Office of Director 03/10/25 LEE# 0 R 
Public aervici Co ol Colorado Ip 20973 194 24X 

Flche 50-267,03/10/25*8311010204 


Bulletin 83-07. Suppl I, "Apparently Fraudulent Products 
Miller. Inc " Sve Hit encl 

DEVOONO.R C Director's offici. Office of Inspection and 

Enforcimsnt 03/10/26 Con son dated Edison Co, of Neu York. Inc 

I79pp. 21070 170 24X Flche 50-000, 03/10/26. 0300300799 


90-267/83-25 oti 030901-30 «. notice 

o • V j o 1 a I i e n 

««g*on 4. Office of Dine tor 03/10/26 LEE*0 R 
Colorado 3pp 21160 076 24x 

Flche 50-267.83/10/26*0311150234, 


0300010034 IE Info NoCice 83-71. "Defect in Load-Beartng VIekdt on 
Lifting Devices for Vessel Head & Internals " 8vc list encl 
JORDAN* E U Division of Emergency Preparedness l< Englaeirlnj 
Response (Post 830103) 03/10/27 Consolidated Edlsbn Co OP Miu 

VorS. Inc U3pp 21097 397 24X Fiche 90-000*03/10/27*0300310031 


0300310040 IE Info Notice B3-7?* "Environ Qualification Testing 
Esperlencfr " sve list end 

JORDAN* E L Division of Emergency Preparedness I# Engineering 
Retiponse (Post 830103) 63/10/20 Consolidated Edison Co or Ni#r 

York. Inc 131 PP 21159 024 SAX Fiche 90-000*03/10/20*0300310048 


0311080122 Act receipt of S307S3 itr informing NRC of steps telfrt Ip 
corrett violations noted in lE Insp Rept 90-267/93-80 
JOHNSON* e H Region 4, Office of Director 83/10/28 LEE.OR 
Public Service Co of Colorado Ip 21079 324 24X 

Fiche^ 50-267# 83/1 0 /sa. 8311080122 


— 03ltOBOl34 Responds tq NRC 630906 Itr re violations noted In It Inif 
Rept 90-267/83-20 Corrective actions security program audu 
distribution matrix developed 6 utiliied 

OAHH* J N Public aarvlce Co of Colorado 83/09/23 CDLLIN0,J T 
Region 4* Office of Director 3pp 21079 325 24X 

Flche 90-267*03/10/58. 83 11080 1 22 


8311000321 Ack receipt Of B30819 Itr informing NRC of steps kelth is 
correct Violations noted In IE Insp Rept 90-267/63-19 Oedohd 
part of notice of violation re verification methods 
rescinded 

JOHNSON# E H Region 4* Office of Director 83/10/20 LEE.O R 
Public Service Co of Colorado Ip 21070 074 24)( 

Flche SO-267 . 03/ 1 0/20. 83 1 1 0BO32 1 


0300310097 IE Info Notice 03-73* "Radiation Exposure ^From Olovfi 
Cqiitaminated M/u Daughter Products*'" Sve list end 
PARTLON.J 0 Division of QA* Safeguards & inspectlort Projreai (fell 
030103) 83/10/31 Consolidated Edison Co of New Yorki Int 

U6pp 21194 24B 24X Flche 90-000. 83/10/31# 0300310097 


0311000133 Forwarda reeponae to B30930 memo re input to RAUP ftft 
Getegary 3 assigned to resolution of technical issues 
NAONER* P. C Region 4, Office of Director. 03/11/01 PLUHLie.& L 

Region 3* Office of Director Bpp 21079 245 24X 

Flche 90-267. 03/1 1/01# 031 1080133 


0300310076 IE Info Notice 03-76# "Reactor Trip Breaker Melfuncllant 
( l/nderval taga Trip Devices on GE Type AK-2-29 Breakers) " 

8vc list end 

JORDAN* E L Division of Emergency Preparedness Engltiesring 
Response (Post 830103) 03/11/02 Consolidated Edison Co of Mtv 

York. Inc. il9pp 21914 034 24X Flche 90-000,83/11/03.0300310076 


8308310079 IE Info Notice 83-79# "Improper Control Rod Manipulation " 
0vc list end 

JORDAN* E L Dlvlsiort of Emergency Preparedness & Engineering 
Response (Post 830103} 83/11/03 Consolidated Edison Co bt N4* 

York, Inc Il4pp 21513 253 24X Fiche 90-000, 83/1 1/03. B30d3lMTJ 


8311110144 Ack receipt of 830919 Itr informing NRC of steps taken t» 
correct violations noted in IE Insp Rept 90-267/03-21 
JDHNBOri, E H Region 4. Office of Director 83/11/03 LEE. 0 R 
Public Eervlce Ce of Colorado Ip 21145 096 24X 

F 1 cli B ' 90-267* 03/ 1 1 /03, 0311110144 


0311220199 ForiJardi IE Insp Rept 90-267/83-26 on 031003-09 t nbU<i 
nf visplatlon 

JOHNSON, E H Region 4* Office of Director 03/11/04 LEE.O R 
Public Service Co of Colorado 2pp 21261‘297 S4K 
Riche 90-267*83/11/04*0311220199 


—8311220204 Notice of violation from Imp on 031003-05 

» Region 4* Office of Director 03/U/O4 ip 21261' 879 31* 

Flche 90-267, 83/11/04* 031 1 2201 99. 
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■8311220209 IE Insp Rept 50-267/03-26 on 831003-05 NoncqnipUance natoP 
NRMCA certlficatB nut available & certificate for betch 
plant not NRMCA approved 

JOHNBQN^C E , MARTINiL , HUNNlCUTT.D H Region 4, Of fief of 
Director 83/tl/03 4pp 21261 300 24X Fiche 50-267,83/11/04, 

8311220199 


8311280144 Retponds to notice of deviation noted In IE Insp on 
830801-31 Corrective actions concrete samplec taken at end 
of concrete pump discharge line, add! lighting installed h 
number of concrete vibrators increased 

BREYiH U Public Service Co of Colorado 03/11/09 MADSEN, 0 L 
Region 4, Office of Director 4pp 21283 023 24X 

Fiche 30-267,83/11/09.0311280144 


8311220092 Responds to NRC 831012 1 tr re violations noted in IE Insp 
Rept 50-267/83-24 Corrective actions controlled work 
procedures completed 6 administrative procedures wilt be 
revised as necessary 

WAREMBQURO. D W Public Service Co of Colorado 03/11/10 
COLLINS. J T Region 4, Office of Director 7pp 21253 162 a4X 
Fiche 30-267.03/11/10,0311220092 


6311010013 IE Info Notice 83-77. “Alr/Oas Entrainment Events Resulting 
in Bgs Failures " Sve list end 

JORDAN, E L Division of Emergency Preparedness 1. Engineering 
Response <Post 830103) 03/11/14 Consolidated Edison Co of New 

York, Inc 114pp 24X Fiche 30-000,03/11/14.8311010015 


8311290290 Discusses mechanism for providing Vendor Program Qranch insp 
repts vendor repts will be forwarded to corporate ofet Rept 
form Itr to bo signed << returned to Region IV end 
COLLINS, J T Region 4, Office of Director 83/11/15 LEE, Q R 
Public Service Co of Colorado 3pp 21302 132 24X 

Fiche 50-267.83/11/15.0311290290 


8311010018 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety “ 6vc list end 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of New 

York, Inc U7pp 21603 001 24X Fiche 50-000, 83/11/17, 831 1010018 


R Periodic operating reports related correspondence 


8311150365 Monthly operating rept for Oct 1903 N/831110 Ur 

FULLER. C , NAREMDOURO.D Public Service Co of Colorado 63/11/04 
Director's Office, Office of Inspection and Enforcement 8pp 
21170 260 24X Fiche 30-267. 83/ 1 1/04, 831 1 150365 


8 Reportable occurrences, LERs Ic related correspondence 


0311170039 AO 30-267/74-21D on, 741 13 1 ' h ij b jiresture In gas waste vacuum 
tank lifted relief valve allowing release of 700 scf 
uncontaminated gas Caused by operator error Inlet valve 
seats will be replaced w/tofi seats 

HILLVARD. H U . DREY, H L , fiNART, F E Public Service Co of Colorado 
75/09/26 4pp 23069 093 24X Fiche 50-267,76/09/03,8311170047 


0310060300 Forwards LERs 79-035/01 X- 1, 81-OO0/O3X-2, 01 -030/03X-2 it 
ai-053/03X-l 

WAREMDOURO. 0 Public Service Co of Colorado 03/09/27 
CGLLINB, J T Region 4, Office of Director 5pp 20754 163 24X 

Fiche 30-267,03/09/27,8310060388 


—8310060403 LER 79-035/01X-J on 790B31, f iel d audit & preliminary 
engineering analysis of random sample of as-bullt 
safety-related piping drawings showed several hangers 
w/lnconsl sienc les Caused by design inconsistencies 
FRYE, D, L , NOVACHEK, r J , HCORIDE, L M Public Service Co of 
Colorado 83/09/27 Region 4, Office of Director 5pp 
20754 168 24X Fiche 50-267,83/09/27,8310060300 


— 8310060445 LER al-OO0/O3X-2 on 010120, during primary coolant pressure 
fcramicalibr found voltage outputs of three pressure 
transmitters high Caused by instrument drift Pressure 
transmitters callbr 

FRYE, D L , NOVACHEK.F J , MCQRIDE.L M Public Service Co of 
Colorado 03/09/27 Region 4, Office Of Director 0pp 
20754 176 24X Fiche 50-267, 83/09/27, 8310060388 


— 0310060456 LER 01-O33/O3X-1 on 010821, during primary coolant pressui e 
scram, cal Ibr check found voltage outputs of one pressure 
transmitter low Caused by instrument drift Pressure 
transmitter callhr 

FRYE, D L I NOVACHEK.F J , MCBRIDE, L M Public Service Co of 
Colorado 83/09/27 Region 4, Office of Director 7pp 
20754 190 24X Fiche 50-267,83/09/27,8310060300 


831 1070399 Forwards LERs 83-034/03L-0 03-O35/O3L-O 

NAREMBOURO, D Public Service Co of Colorado 83/10/21. 

COLLINS, U T Region 4, Office of Director Ip 21067 202 24X 

Fiche. 50-267,83/10/21,831 1070399 


—0311070402 LER 83-034/03L-0 on 830921, prob 1 ems experienced w/diftsel 
generator set lA during weekly surveillance test Caused by 
diesel engine lA overheating due to failure of cooling water 
temp control valve to open Generator shut down 

NOVACHEK.F J Public Service Co of Colorado 03/10/21 Region 

4, Office of Director 4pp 21067 203 24X Fiche 30-267. 

83/10/21, H31L070399 


—0311070409 LER a3-'035/03L-0 an 030922, emergency feedwater to loop I 
helium circulator water turbine drives isolated to allow 
repair of leaking relief valve & callbr of two associated 
praeeure control valves Valve repaired 

NOVACHEK.F J Public Service Co of Colorado 03/10/21 Region 

4, Office of Director 6pp 21067 207 24X Fiche 30-267, 

83/ 1 0/ 2 i, 03 11070399 


8311070305 LER 83-043/017-0 on 0310 1 1 , dur ing Spec LCD 4 1 9 review, 
aitunptl-ons supporting analysis discovered nonconservat ive, 
obviating basis for spec Interim conservative guidelines 
folluiUBd until analysis completed M/831023 Itr 
NOVACHEK, F J , UAREHBQURO.D Public Service Co of Colorado 
03/10/25 COLLINS, J T Region 4. Office d# Director Bpp 
21070 051 24X Fiche 50-267, 03/10/25,8311070285 


8311150313 Forward* LERs 90-047 /03X-1 , a3-03a/03L-0 & carr acted LER 
03-00 0/ 03 X -a 

UAREM8OUR0.D Public Service Co of Colorado 83/10/27 
COLLINS.J r Region 4, Office of Director Ip 21179 232 24X 

Fiche 30-867^B3/10/27, 931 1150313 


—0311150319 LER eo-047/03X-l on 800825, dur i PQ scheduled surveillance, 
several hydraulic snubbers found inoperable Caused by 
improperly adjusted spring hangers Snubbers repaired, 
readjusted & replaced 

NOVACHEK.F J , FRYE, D L , MCERIDCiL M Public Qervic* Co of 
Colorado 83/10/27 Region 4, Office of Director 7pp 

21179 233 a4X Fiche 50-267,33/10/27,8311150313 


— 03111SO326 LER S3-036/03L-0 on 030927, dor t n9 scheduled surveillance 
testing on circulator 1C circuitry, A logic CT-2A2 module 
found inoperable Caused by loose connection in logic module 
Module replaced 

NOVACHEK.F J , OANAOAS, L 8 , MCDR 1 DE. L M Public Service Co of 
Colorado 03/10/27 Region 4, Office of Director 4pp 

21179 240 24X Fiche 50-267,33/10/27,8311150313 


—8311150330 Corrected LER g3-008/03X-2 on 030222. during valve maint 
w/sacondary covers & missile shields removed.PCRV helium 
pressure exceeded Tech Spec limits Caused by operator irror 
Operator reminded to comply w/Tech Specs 

NOVACHEK.F J r FRYE, D L . MCDRIDE.L M Public SeWicO Co of 
Colorado 03/10/27 Region 4, Office of Director 4pp 
21179 244 34X Fiche 50 - 267.83/10/27,0311150313 


8311180236 Forwards LERs 03-O36/O3lr-O.'C3-O37/O3L-O. 03-039/03L-0 6 
03-040/03L-0 

NAREHeOUROrD Public Service Co of Colorado 03/10/20 
COLLINB.J T Region 4| Office of Director tp 21227 SS7 24X 
Fiche 50-267,03/10/20.8311160236 


— 8311180241 LER e3-036/03L-0 on 830928, emery <ncy feedwatdr supply header 
to loop I helium circulator water turbine drives Isolated 
twice to perform maint on two leaking header safety valves & 
one pressure control valve Valves repaired 

s Public Service Co of Colorado, 03/10/28 Region 4, Office 
of Director 4pp 21227 2SB 24X fiche 50-267,83/10/28. 

0311180236 


— 8311180245 LER B3-O37/03L-0 on 030928, one bearing water mat tup pump 
taken out of sve while reactor at 65X power Caused by 
leaking mechanical seal due to normal operation 6 wear Seal 
replaced Pump returned to svc 

« Public Service Co of Colorado 83/10/28 Region 4. Office 
Of Director 4pp 21227 262 24X Fiche 50-267.83/10/28. 

831L10D236 


— 0311180247 LER B3-039/03L-0 on 030929, w/rsa c tor operating at 655i pawer, 
problems ekperiencad u/diesel generator IB set during 
performance of weekly surveillance test caused by failed 
engine trip circuit due to heat-brlttlemant of Insulation 
a Public Service Co of Colorado 03/10/20 Region 4, Office 
of Director 4pp 21227 266 24X Fiche 50-267,83/10/20, 

8311180236 


—8311180252 LER D3-04O/O3L-0 on 03O9SB,whllB operating at 65K power, one 
of three loop tl plant pratoctive syi dewpoint mo isture 
monitors discovered Inoperable due to overheating of mirror 
Caused by slight pressure decrease In monitor 

s Public Service Go of Colorado 83/10/28 Region 4, Office 
of Director 4pp 21227 270 24X Fiche 50-267, 83/1 D/2B, 

8311100236 



74 


DOCKETED ITEMS 


Q3L 1310027 Foruards L6R» 63-04 l/OOL-O 4i 83-043/03L-0 

l><AFtEKBDURO. □ Public Strvlcs Co of Colorado 63711/04 
COLLINS. J T Rigiort 4i Office of Director Ip 21233 S71 S4X 
Fifth* 50-2d7,&3/ll/04,a3nai0027 


’■-6311210034 LER a3-G41/03L-O on 63 lOOS, energ ency dleiel ong in* 16 of 
«(n«rgencij Qenorator set IB taken out of eve to repair 
air leak In filter Caused by blouin out petcock drain in 
filter Polycarbonate boul replaced ii teeted 

NOVACHEKiF j PobVlc Service Co of Colorado. B3/il/04 Refllon 
A, Office of Director 4pp. 21232 272 24K Flcho SO-267. 

B3/1 1/04. 6311210027 


—6311210041 LER e3“042/03U-0 on a3l00&, bol lar feedpump lA removed from 
ivc to recolve ipeed oecfllatian probltme uihils boiler feed 
pu-Qp 1C out of ivc far repalrt. Cauied by loo-se/warn governor 
linkage Linkage remachlned ^ fitted u/neu buihlngt 

MOVACHEKi F -J Public Service Co of Colorado 03/11/04 Region 
A, Office of Dlrrctor 9pp 21232 27& 24X Flche S0-2A7» 

63/11/04. 0311210027 


03inB03&9 RO 63-43 on S310U.util notified NRC of varlout 
nonconcervat ive arrora made In original analytes which 
CD-n«titute basla of Tech Spec 4 1 9 OA Technologies provided 
iTtiirlm curves uhlch corrected deficiencies 
’WAREnBGLPRG.D W Public Service Go of Colorado 83/11/07 
UAONER.P negl<>n 4. Office of Director 7pp. 21SS8 272 24X 

Flche SO-aATj 63/1 1/07. 031 1130269 


6311260195 LER 63-O44/O3L-0 on 63101 1 » bearing water makeup pump P-2109 
riAoved from sve w/reactor operating at 6SX pouer Caused by 
two leaking valves & two leaking filters In need of repair 
Punp returned to tve within 24 h U/B3ltI0 1 tr 
NQVACHEK. F J . UAREMBDUROi D Public Service Co of Colorado 
63/11/10 COLLINS. J T Region 4 j Office of Director 9pp 
21283 140 24X Fiche 90'267e83/n/lO. 631 12601 99 


0311300196 Forurards results of revleu of RO 62-049 Based on Info 
provided In reptiNRC cannot concur w/conclutton that steam 
genarator tube leal random in nature Cammltnent to perform 
NOE on future leaks due in 60 days 

JQHNSON.E H Region 4. Office of Director 83/11/16 LEEiOR 
Public Service Co. of Colorado 2pp 21312 339 24X 

Flche 9D-267i 83/11/16. 831 1300156 


--8311300160 ''Revlftw of OA Co Rept OA-C 17042. 'Hetallurg leal Evan of 
Tubes Removed From Fort St Vrain Steam Cenerator B-a-3 
e Materials Engineering Branch 83/11/18 5pp 21312 34t 24X 

Flche 50-267.63/11/18.8311300196 


docket so - 269 OCONEE HiKLEAR 8 TATI ON. UNIT 1 


A Appl icatlon/constructlon Stage dq^msnts te correspendgnea 


B308310076 IE Info Notice 63-76. "Reactor Trip Breaktr Malfunctions 
(Undervottage Trip Devices -on OE Type AK‘’2-2S Breakers) " 

Sve list end 

JORDAN. E L Division of Emergency Prepar edness fc Engineering 
Response (Pest 6301031. 63/11/02 Consolidated Edison Co of Neu 

York. Inc. iiOpp 21914' 024 24X FKhe 30-000.63/11/02.8308310076 


F Security, medical, emergency (. fire protection plans 


0311070399 Advises that Revs 6 6 7 to radiological emergency plan It 
Rev 9 to crisis mgt plan met planning stds of tOCFRSO 4716) 
h rei|ulr aments of lOCFRSO. App £. 

DANCE. H C Division of PToject 1< Resident Pregrant 83/10/13 
TUCHERrH B Duke Power Co 2pp 21063 217 24X 

Flche. 30-269, 83/10/13.631 1070359 


8310200362 Generic Ltr 63-33 to alt licensees 1. applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to iOCFR90 &vc list end 

EIEENHUT.DO Division of Licensing 63/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329. 24X 

Flche 50-000.83/10/19.6310200362 


0311040199 Releases pulUc version of revised emergency pUn 
Implementing procedurif 

FELTON, J M Division of Rules and Records 63/11/02, Document 
Management Branch. }p 21069 067 24X Flche' 90-269, 03 / 11 / 02 . 

031 1040199 


— 631 1040206 Public version of revised emergency plan imp Itnertl'Pl 
procedures, includ ing Procedures AP/O/Q/ 1000/02 re 
notification procedure - notification of unusual events i 
AP/O/D/ 1000/03 ro notification procedure - alert 
SMITH. JE Duke Pouior Co 03/00/19 I30pp 21069 070 g4i 
Fiche 90-269.83/11/02.8311040199 


8311160091 Fbrinards four addl exemption requests frojn 10CFR90. Ap| p. 
Section III 0 2 requirements per 031084 initial request No 
add! license fees necessary 

TUCKER. H B Duke Power Co 03/11/11 DENTON. H R OffUg of 
Nuclear Reactor Regulation, Director 8T0LZ. J F Oporattng Riaiti'i. 
nranch 4 4pp 21193 199 24X Flche 90-269, 03/ 1 1 /| | , QGt 1160093 


F Operating license stage documents !< correspondence 


0311090429 Denies 830906 request for extension to respond 16 Ointrtt 
Ltr B3-S8 re generic Implications of Saleni ATW8 event 
□wners group participation acceptable only for issues 
requiring long-range planning Info due by 831109 
BTOLZ.J F Operating Reactors Branch 4 83/10/23 TUCKED. H B 

Duke Potu-er Co 3pp 81144 100 24X Fiche 90-269,03/10/29. 

831 1090429 


6310310403 Oonerlc Ltr 03-30 to all licensees of operating pbwsr 
raaefcors 6 applicants for dl re NUREO-0965. "NRC Inventory 
of Dams ’■ Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only H/o end Sve list end 

E!6ENHUr,D0 Dl vl s Ion Qf Llcens Ing 83/10/31 Cantolldattl 

Edison Co of New York. Inc I4pp 21104 019 24X 

Flche 90-000,03/10/31,8310310403 


8311140112 Forwards notice of consideration of issuance of astnf 1i 
Llcanatt DPfi- 3 a. DPR-47 6 DPR-99 6 proposed N8HC 
determination 6 opportunity for hearing re 830209,206 0480 
applications re radiological effluent Tech Specs 
8UERMANN, J Operating Reactors Oranch 4 83/10/31 TUCKER. M B 

Duke Power Co 4pp 21163 197 24X Fiche 90-269.83/10/31, 

0311140112 


— 8311140116 Notice of consideration of Issuance of amend to Licinisi. 
DPR-08, DPR-47i DPR-99 6 proposed N8HC determination & 
opportunity for hearing 

SUERMANNrJ Operating Reactors Branch 4 03/10/24 7pp 

21163 201 24X Flche 90-269,03/10/31.8311140112 


8311160024 Addresses items re facility Inservlce insp program. Inc IhII'^ 
Insarvice testing program Submittal of exemption request. 

Including Class 1 6 11 feet in support of program itartiirg 
dates, requested 

STDLZ.J F Operating Reactors Branch 4 83/10/31 TUCKER. II I 

Duke Power Co 4pp 21201 323 24X Flche 90-269.03/10/31. 

6311160024 


B3110101B2 Generic Ltr B3-37 to all PNR licensees re NUREQ-0737 Tltk 
Bpecs Requests review of Tech Specs to determine consistency 
u/guldaisce in NUREO-0737 Response required within 90 days 
of receipt of ltr Sve list end 

ElSENHUr. DO Division of Licensing 83/11/01 Con lo 1 idiiad 
Edison Co of New York. Inc 22pp 21149 098 24X 

Fiche 90-000. B3/il/Ol,03iiOlOlB2 


8311020091 Generic Ltr 03-39 to all licensees of operafelni ttacksri 
applicants for OLs 6 holders of CPs re clarification of THJ 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bve list encL 
EIBENHUTfO 0 Division of Licensing 63/11/02 Coniollf^lfl 
Edison Co of New York, tnc I6pp 21104 001 24X 

Flche 90-000.03/11/02.0311020091 


8311140386 Forwards SER based on util submittals It LUL technical 
evaluatign ropt re NURE0-07a7, Item II D 1. "RCa Vents " 

Vent sys acceptable 

arOLZ.J F Operating Reactors Branch 4 83/11/02 TUCKER, H I 

Duka Power Co lOpp 2U67 143 24X Flche 90-269.83/11/02. 

8311140360 


— 8306130206 "Selected Operating Reactor Issues Progrem 1 1. RCS i " 
<|itUR£o-0737, I tom 11 B 1)." final technical evaluation rept 
HELD. J. T Energy, Inc » Lawrence Livermore Laboratory FIS 
A-0290 TF-3a4/0a23A 03 / 04/06 ALBERTHAL. 0 WIC - No D•llU<^ 

Affiliation Given 6pp 21167 193 24X Flche. 90-269. 03/11 /W 

B3111403BB 


0311040203 Forward I public version of Tavlied emergency plan 
Inpleninting procedurii. including Ppoceiruree AP/Q/B/t 000/02 
procedure - notification pf unusual events k 
AP/O/B/ 1000/03 re notification procedure - alert. 

TUCKER, H B , MCiNTO'SH. vf T Duke Power Co, 63/09/14 
O'BpLLY.U P, Region 2. Office of Director 2pp 21069 060 
Flche 30-269. 83/ 1 1/02, 6311040199. 


8311110137 Forwards response to Generic Ltr 03-28. "Required Actlr< 
Based on Generic Implications of Salem ATMS Events " Reader 
trip investigation program Includes post-trip review, 
restart decision l( Independent review 

TUCKER. H,B Duke Power Co 03/11/04 DENTON. H R Qf flee el 
Nuclear Reactor Regulation, Director 8 Tol2j J F Operating IijlIk 
B ranch 4. 44pp 21147 RsO 24X Flche 90-269. B3/U/04. 9311 UCtl* 
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9311300434 Inform* thdt Class III *f two Class II fees due for’ &30317 
application re startup transformers 8< degraded conditions 
DIOOSiR M Office of Nuclear Reactor Rogulatlonr Director 
B3/11/15 TUCKER* H B Duke Power Co Ip 21333 09* a4X 
Flche aO'269. B3/tl/l3i 031 1300434 


9311290096 Notifies that updated submittal of progress of control room 
habltabiiltg mods re NUREa-0737i I tem III D 3 4<tjiU be 
delaged to Q3l2t5*due to continuing studies & Investigation 
TUCKER, H D Duke Power Co B 3 /Il/ia DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOUZ, J F Oper*tln(j Reactors 
Branch 4 Ip 21306 ISO 24X Fiche 50-269, 93/1 1/10, 0311 290096 


9311230163 Forwards Chem-Ngclear Bgs. Inc procedures which constitute 
facilltg process control program Program used to verlfg 
solidification of wet radwaste Ends withheld 

TUCKER, H B Duke Power Co 03/11/21 DENTON. H R Office of 
Nuclear Reactor Regulation, Director BTQUZiJ F Operating Raactors 
Branch 4 Ip 212B1 159 24X Flche 50-269.03/11/21,0311280163 


9 Inspection reports, TE Bulletins ic correspondence 


9311070199 Forwards response to Items 2 & 4 of IE Bulletin BS’-Oa, 
"Degradation of Threaded Fasteners in RCPD of PWR Plants " 
Components inspected during last refueling outage include 
once-thTQUgh steam generator upper lower manwags 
TUCKER, H D Duke Power Co 63/10/11 Q'REILUY.J P Region 2, 
Office of Director 3pp 21061 270 a4X Flche 30-269,03/10/11, 
B31 1070 199 


331107019S Forwards response to 630310 IE Bulletin 03-03 re results of 
check valve failures in diesel generator cooling syt Check 
valve CCU~2S4 forward flow test completed 03OSS9 Backflow 
test completed 030917 

TUCKER, H D Duke Power Co 03/10/20 Q 'REILLY, J P Region 2. 
Office of Director 2pp 21061 359 24X Flche 90-269,03/10/20. 

0311070192 


9300300797 FE Info Notice 63-69, ''Improperlg Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of New 

York, Inc 137pp 21114 351 24X Fic he 50-000, 83/10/21 , B300300797 


330B310030 IE Info Notice 03-70. "Vibration Induced Valve Failures " 
Bve list end 

JORDAN, E L Division of Emergencg Preparedness i, Engineering 
Response (Post 030103) 03/10/25 Consolidated Edison Co of New 

York, Inc il7pp 21057 219 24X Flche 90-000.03/10/29,0306310030 


3306300799 IE Bulletin 83-07, Buppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " Sve Hit end 
DEYOUNO.R C Director's Officer Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, tn« 

179pp 21070 170 24 X Fiche 50-000, 03/ 1 0/26. 8308300799 


3308310034 IE Info Notice 63-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head It Internals," Bve list end 
JORDAN, £ L Division of Emergency Prsparedfiess Engineering 
Response (Post 630103) 63/10/27 Consolidated Edison Co of New 

York, Inc llSpp 21057 397 24X Flche 90-000, 83/10/27. 6306310034 


3308310040 IE Info Notice 03-72, "Environ Quallf Icatlon Testing 
Experience " Sve list end 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 630103) 63/10/26 Consolidated Edison Co of New 

York, Inc I31pp 21159 024 24X Flche 50-000, 03/10/28, 8300310046 


331110O2B9 Forwards IE Imp Repts 90-269/63-31,90-270/63-31 4, 
90-287/03-31 on 030911-1010 No none omp I ianc e noted 
DANCE, H C Division of Project 8< Resident Programs 03/10/26 
TUCKER, H B Duke Power Co 2pp. 21220< 147 24X 

Flche 50-269.03/10/20,0311160209, 


-03111BO296 IE Insp Repts 90-269/03-31,90-270/83-31 It 90-207/63-31 on 
830911-1010 No noncompliance noted Major areas Inspected, 
operat ions, malntr survB 1 1 lance, training & independent 
verification 

BRYANT. J , FALCONER, 0 Region 2, Office of Director 

BROWNLEE. V L Division of Project & Resident Programs 63/10/20 

lOpp 21288 149 24X Flche 90-269,03/10/28,8311100209 


1300310057 IE Info Notice 83-73, "Radiation Exposure From 01 ova i 
Contaminated W/U Daughter Products " Sve list end 

PARTLOW, J (7 Division of OA, Safeguards 4, inspection Programs (Post 
030103) 83/10/31 Consolidated Edison Go of New York, Inc 

lt6pp 31154240 24X Flche- 90-000,03/10/31,8308310057. 


8311160024 Addresses items re facility Inservlra Insp pr o gra;n, Inc 1 ud 1 ng 
Inaervlce testing program Submittal of eiemption request. 

Including Class I fc II fee* in support of program starting 
dates, requested 

ST0L7, J F Operating Reactors Drench 4 63/10/31 TUCKER, M D 

Duke pouiQr Co 4pp 2l20f 323 24X Flche 50-269,03/10/31, 

B3L 1160024 


B3O03tOO-75 IE Info Notice 83-79, "Iffiproper Control Rod Ma nip u I e t icjn " 
Bve list end 

JORDAN, E L Dlvleion of Emergency Proparedness 4* Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc ll4pp 21913 293 24K Flche 90-000,03/11/03.6306310075 


0311150314 Bubmits addl info on results of inspi of reactor vessel 
intirnal bolting at facilities No unusua 1 /unexpected 
observations identified during visual Insp Ultrasonic 
testing indicated bolts do not contain defects 

TUCKERi H 0 Duke Power Co 63/11/06 DENTON, H R Office df 
Nuclear Reactor Regulation, Director 8T0LZ.J F Operating Reactors 
□ranch 4 2pp 21179 256 24X Flche 90-269,03/11/00,6311190314 


0311010015 IB Info Notice 63-77. "Alr/Oai Entrainment Events Resulting 
in 8i|s Failures Sve list end 

JORDAN# E L Division of Emergency Preparedness 1< Engineering 
Response (Post 030103) 63/11/14 Consolidated Edison Co of New 

York. Inc 114pp 24X Flche 50-000,03/11/14,8311010015 


0311010016 IE Info Notice 63-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " 6vc list end 

JORDANrE L Division of Emergency Preparedness U Engineering 
Reeponse (Post 630103) 63/11/17 Consolidated Edison Co of New 

York, Inc H/pp 21603 001 24X Fiche 90-000, 63/11 /17# 6311010016 


6311260246 Forwards addl Info re 630615 request for relief from 
inservice Insp requirements (hydrostatic! of A6ME Dollar 6 
Pressure Vessel Code Section XI 

TUCKER, H B Duke Power Co 63/11/16 DENTON# H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J F Operating Reactors 
Branch 4 9pp 21261 090 24X FUhe 90-26?, 63/ 1 L /16, 631 1260246 


R Periodic operating reports & related corre spond snet 


631122026? Monthly operating rspts for Oct 1963 N/83tLig Ur 

REAVIS, J A , TUCKER, H Q Duke Power Co 63/11/19 Director's 

□ffice, Office ef Inspection and Enforcement l?fp 21294 OlV 24X 
Flche 90-26?, 03/ 1 1/ 15. 031 122026? 


6 Reporimble occurrences. LERs 8( related correspondence 


631101023? LER 63-0-17/OIT-0 oh 631004 , d 1 sc over td equl pmen t/cat) I e 
interfaces using Crouse-Hlnd* conduit at sealing method nay 
be susceptible to moisture seepage" Caused by design 
deficiency Bealant applied to fittings N/a31016 Itr 
PETTY# J C . TUCKER, H D Dube Power Co 03/10/16 O^REILLY. J P 
Region 2, Office of Director 6pp 20976 212 24X 

Flche 90-269,03/10/10.6311010339 


B311D70995 Part 21 rept re potential defect in replacement RIA rubber 
valve seat for 49-lneh RIA containment purge valve Initially 
reported on 031025 6upp 1 1 er, Duf f alo Weaving 6 Belting, will 
produce anvil seats using extruded preform 

WILSON# A K Henry Pratt Co 63/1^/20 KEPPLER, J O Region 3, 
Office of Director 4pp 21065 267 24X Flche OD-000# 63/10/20, 

6311070539 


B3t 109025? BO on 631026. w/un 1 1 out of ivc for malnt,Lee steam station 
gas turbine trl pped, deensrg i t Ing both standby buses Cause 
not determined Redundant buses available 

TUCKER, H 8 Duke Power Co 03/10/31 0 'REILLY, J P Region 2, 

Office of Director 3pp 21096 329 24X Flche 50-269.03/10/31, 

631109025? 


63U0?02S2 RQ on 63101 5-) 6. w/i/ni t I out df sve, standby bus 2 
deenergliei) to allow operability verification of underground 
emergency power path in accordance u/Tsch Specs On 631015, 

CT-3 underwent lockout Caused by bad Insulators 
TUCKER, H D Duke Power Co 63/11/01 D'RE1LLV,JP Region 2. 
Office Pf Director, 2pp 21099 237 24X Flche 30-26?, 63/1 I/O I , 

831 1090292 


03110903?4 no on 831026, while unit out of sve, Lee 60 gas turbine 
tripped S( deenargixed both 4,160-vqlt standby buses Cause 
unknown Lee 5C turbine placed on-line to sys grid 
Investigation continuing 

TITCKER, H B Duke Power Co 63/11/02 O'REILLY, J P Region 2. 
Office of Director 3pp 21099 274 24X Flch S‘ 90-269, □□/ H/02, 

031 1090294 



78 


DOCKETED ITEMS 


fllllO70472 Follfluup to Part Zl rapt Te potential failure of 

Tvp! aA~t relay* HB ln#a Notice 93~A3) Addl 

fifitiitui probU4>i discussed In end Itp re tantalum 

cHuWcr leafing ilectrolyte Not reportable per Part 21 

DUVALL. D D Srovn Bovpri Carp <«ub» of Broun Bover I tc Co . Ltd 1 

fl^/ti/03 oevour«>iR c otrrctar's OfFUe, Office of Inapectlon and 

inforcea.nt 15pp 210&7 347 247 F i che 30-000. 83/ 11 /03, 

B3 11070472 


B311I704Z5 LES e3-OlB/OlT-0 on 831 024. d I it over ed that pcttentJally 
defective relays could cause KeowBu hydro- unit to trip off 
tine during ««era*ntq operaticns Caused by irfg dfficiancg 
New cipjcltori to be installed W/a3ll07 Itr 

fiUILL P F I TUCKEB.H B Duka Pouer Co BS/lJ/f)? Q-'REILLV.J P 
ReaUtt 2r Qfflc* of Olrectar 4p? 21209 237 24X 

FI Che 30-269.03/11/07.8311170425 


P Operating license stage docuntents h correspondence 


BJl 1020464 Forwards notice of const doration of Issuance nf amend t? 
License DPR''47 6 proposed NShC determination fc opportunity 
for hearing r© 830901 amend application re Tech Spec changes 
for C-yclo 7 operation 

61;eRMANN>J F operating Reactors Branch 4 93/10/12 TliCKFR.H 9 

Duke Pouer Co Qpp 21049 042 24X Fiche 50-270. 93/1 0/1 2r 

Q31 1020464 


— ^6311020467 Notice of consideration of Issuance of amsml to Llcenir 
DPR-47 01 proposed NSHC deterralnat ion ^ opportunity for 
hearing Amend involves changes for Cycle 7 operation 
STOLZ. J F Operating ffeac tors Branch 4 03/10/12 Qpp 

21049 04S 24X Fiche 30-270.83/10/13,9311020464 


B3t!2lOSl9 Rsvlsed LER 0a-Ol6/O3L-l on 830902. hy dr OQ en purge unit 
declared indperabl* due to discharge flaw initrument FT-100 
dsAsgt Caused by personnel error FUu Instrument repaired U 
connictioni uill be relocated W/93tJ07 Ur 

PETTY, J C r TUCKER. H 0 Duke Power Co 93/11/07 a*ReiLLVrJ 
Region 2. Office if Director 4pp 21233 178 24X 

Fiche 50-269.93/11/07.0311210219 


P 


8311090429 Denies 030906 request for extension to reipond to BinerlC 
Ltr 03-28 re generic implications of Salem ATW3 event 
Owners group participation acceptable only for issues 
requiring long-range planning Info due by 031109 
9T0LZ. J F Operating Reactors Branch 4 03/10/29 TUCKERillS 

Duke Pouer Co 3pp 21144 100 24X Fiche 30-S6?. B3/ 1 0/23. 

0311090429 


831 1 220149 LER 83-019/017-0 on 931036. potent ia 1 deficiency of capstan 
jprlngs in Pacific Bclintlfic mechanical snubbers identified 
during revieu Caused by nfg deficiency due to improper aging 
of spring* Snubbers returned to manufacturer 41/931109 ltr 
PETTY. J c . tucker. H 8 Dutt Power Co 83/11/09 O 'REILLY. U P 
Region 2. Office af Director 4pp 21234 358 24X 

FI CM 30-269.93/11/09.8311220149 


9310310403 Oenoric Ltr 93-39 to all licensees of operating powir 
reactars 6 applicants for OL re NUREO-0965. "NRC Inventory 
af Oams ” Forwards NUREO-0965 “NRC Inventory of Daais” for 
info only W/o end Svc list end 

EIBENHUT. D 0 Division of Licensing 93/10/31 ConSolldatfl 

Edison Co of New York. Ipc I4pp 21184 019 24X 

Fiche 30-000.83/10/31.8310310403 


8311820151 RO Pii 831109, while Units out of svc -for planned malnt.Lee 6C 
ges turbine trlppfd of f-1 Ine . deenerg ij ing standby buses 6 
placing units in degraded aodi beyond Tech Spec limit Cause 
unditirminitf Next rept by 831119 

TUCKER. H 8 Duie Pouer Co 03/U/J4 O'REILLY. J P Region 2, 

Office of Director 3pp S1S53 185 24X Fiche 90-269.93/11/14. 

8311220191 


9311140112 Forwards notice of consideration of issuance of aeirni to 
Licenses DPR-sa. DPR-47 & DPn-59 6 proposed NSHC 
dei arm 1 net ion g. opportunity for hearing re 83020-?, 8 6 0428 
app 1 Icat Ions re radiological effluent Tech Gpecs 
aUERMANN.J Oporating Reactors Branch 4 83/10/31 TUCKFR.N 9 

Duke power Co 4pp 21163 197 24X Fiche 30-269.03/10/31. 

03111401 ta 


6311260481 Part 2} rept foruardlny list of HYAC unit* supplied to 
facllltie* All units built in Winiton-SsUn. NC fadLitg 
BROWN, J T Bahnson Co . Inc (lubs of Klllman Coa! L Coke Co 1 
63/11/18 DEVOUNO. R C Oirictor's Office. Office of inspection and 
Enforcearnt 2pp 21293 337 24X Fiche 50-000. 83/11/18, 0311280481 


--0311140118 Notice of consideration of Issuance of amend to Littrias 
DPR-38,DPR-47(0PR-99 6 proposed NBHC determlna tion h 
opportunity for hearing 

SUERMANN, J Operating Reactors Branch 4 03/10/24 7pp 

51163 201 34X Fiche 50-269. 83/10/31. 8311 1401 IS 


OOCKSr 50-270 OCONEE NUCLEAR STATION. LWIT 2 


F Security, medical, emirgency fire protection plan* 


8311070399 Advises that Ravs 6 l< 7 to radiological emergency plan 6 
Rev 9 to crlili mgt plan meet p1iinni,ng ftds of lOCFRSO 47ib) 

1) riquireatnti of I0CFR90. App E 

DANCE. H C Division of Project t< Resident Programs 83/10/13 
TUCKER. N B Duke Power Co 2pp 21063 217. 24X 

FUhf 90-269.83/10/13,8311070359 


B310200362 Centric Ltr 83-33 to all iicansees 6 applicant* of nuclear 
ppwir reactor* rf NRC poiitlons on certain requirements of 
App R to lOCFRSO Svc lift and 

EISENHUT.D 0 Division of Licensing 03/10/19 Confolldated 
Eflion Cp of Niw York. Inc 2lpp 21114 329 24X 

Fiefii 90-000,83/10/19,8310200362 


8311040199 Riiiass* public veriion of reviled emergency plan 
laplementing procidurii 

FELTON, J H Division of Rule* and Records 03/1 i/Oa Document 
Hanagtaant Branch Ip 21069 067 24X Fiche 50-269, 83/ 1 1 /02r 

8311040199 


0311160024 Addresses items re facility Inservice insp proQtafli, indludlN 
insarvlce testing program Submittal of exemption roqueit, 
including Class I b II fees in support of program starting 
dates, requested 

&TOLZ.J F Operating Reactors Branch 4 83/10/31 TUCKER. R B 

Duke Power Co 4pp 21201 323 24X Fiche 50-269.83/10/31. 

83U1600S4 


0311010102 Oeneric Ltr 83-37 to all PHR licensee* re NUREO-0737 Tfih 
Specs Requests review of Tech Specs to determine consistency 
w/guidance in NUREO-0737 Response required within 9i0 days 
of receipt of ltr Svc list end 

EISENHUT. 0 O Division of Licensing 03/11/01 Consol Idatei 
Edison Co of New York. Inc 22pp 2U4? 098 24X 

Fiche 90-000.03/11/01.8311010102 


931)020091 Ooneric Ltr 93-35 to all licensees of operating reaciari. 
applicant* for OLs 6 holders of CPs re c larlf icat lop of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstTatlon will satisfy requirements svc list end 
EI&EMHUT. DO Division of Licensing 03/11/02 ConsoUdetif 
Edison Co of New York. Inc 16pp 21184 001 24X 

Fiche 90-000.83/11/02,0311020051 


—0311040203 Forward* public version of rtvfsad emergency plan 
lapleeentitig procedures, includ Ing Procedure* AP/O/B/ 1 000/02 
Id procetfura - notification of unusual events 6 
f*otl f tcation procedure - alert 
tinker, H B , MCINTOSH, J T Dule Power Co 03/09/14 
O RElLLV.vlp Region 2. Office of Director 2pp 21069 060 
Fiche 90-269.83/11/02,9311040199. 


revised teergency plan implementing 
protedurei, Including Precedures AF/O/B/ 1000/02 re 
^/A '^otlfleatian of unusual events & 

W/^8/1^/03 ne notlfUatUn prptedure - alert 
^tTK.d E Duke Powir Co 03/08/19 I50pp 21069*070 24X 

FicK* 50-269,03/11/02,0311040199 


^slcturiire*!*** *xi«Ptlcn riquisti from 10CFR50, App 

,J.i lirll . / 831084 imn.i r.au..t.w<> 

Tiiclinu n * n-»c*»*»rV 

63/11/11 DENTDN.H B Office of 
KJnch / L*; STOLZ, J F Operating Rea 

4fp 21193 199 24X FI chp 50-269, 03/11/11, 03 1 116009 


0311140388 Forward* 8ER based on util submittals & LLL tBChnlcal 
evaluation rept re NUREO-0737. Item II 0 I, "RCS Vents “ 

Vent sys acceptable 

STOLZ, J F Operating Reactors Branch 4 03/11/03 tOCKER. H P 

Duke Power Co lOpp 21167 143 24X Fiche 50-269. B3/1 1/03. 

83£i 140388 


— 8306130286 "Selected Operating Reactor Issues Program II.RCB By* Wi-t* 
<NURE0-0737, 1 tern II 0 i),“ final technical evaluation T*pt 
HELD, J T Energy, Inc * Lawrence Livermore Latoratary TIN 
A-025O TF-3B4/0823A 83/04/06 ALBERTHAL. 0 NRC - No 

Affiliation Given App 21167 193 24X Fiche 50-269, 83/ 1 1 fO?' 

0311140380 


8311110137 Forwards response to Generic Ltr 83-20i "Required Aetkeni 
Based on Generic Implications of Salem ATUI8 Events '* Reactor 
trip Investigation program Includes post-trip review, 
rostart decision 8< Independent review 

TUCKER, H B Duke Power Co 83/11/04 DENTON, H R. Office Of 
Nuclear Reactor Regulation. Director STOLZ, J F Operating RrecIflfJ- 
Branch 4 44pp 2 U 47 230 24X Fiche 90-269, 83/ 1 1/04. 031 U 10137 



DOCKETED ITEMS 


77 


0311300434 Informs that Class III tuo Class tt fees due for 930317 
application re startup transformers degraded conditions 
DIOOSpR M Office of Nuclear Fteactur Regulation, Director 
03/11/15 TUCKER, H D Duke Ppuier Co Ip 21333 076 24X 

Fiche 30-269,83/11/15,0311300434 


031 1290036 Notifies that updated submittal of progress of control roam 
habitabl liti/ mods re NUREQ-0737, Item in D 3 4,(ulll be 
delaged to 831215, due to continuing studies investigation 
TUCKER, H D Duka Power Co 03/11/10 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 8TOLZ, J F Operating Reactors 
Dranch 4 Ip 21306 100 24X Fiche 50-269,83/11/10.0311290096 


Q31 1200163 Forwards Chem-Nuclear Bgs. Inc procedures which constitute 
facility process control program Program used to verify 
solidification of uiet raduaste Encls withheld 

TUCKERi H 0 Duke Power Co 03/11/21 DENTON- H R Office of 
Nuclear Reactor Regulation, Director 0TDLZ, J F Operating Reactors 
Branch 4 Ip 21281 155 24X Fiche 50-269.83/11/21.8311200163 


Q Inspection reports, IE Bulletins & correspondence 


0311070152 Foriifards response to 830310 IE DuUetln 83-03 re results of 
check valve failures In diesel generator cooling sys Check 
valve CCU-2B4 forward flow test completed 830525 Dackfloui 
test completed 030917 

TUCKER*HB Duke Power Co 03/10/20 Q'ReiLLV, JP Region 2. 
Office of Director 2pp 21061 339 24X Fiche 50-269*03/10/20. 

0311070152 


0300300797 IE Info Notice 83-69, "Improperly Installed Flra Dampers 
at Nuclear Power Plants " 8vc list oncl 

JORD/SNi E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/21 Consolidated Edison Co of New 

York, Inc 137pp 21114 351 84X Fiche 30-000, 03/10/21, 030830079/ 


0300310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
gvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/25 Conso 1 1 dated Edison Co of New 

York, Inc 117pp 210S7 219 24X Fiche 50-000,03/10/29,8308310030 


0306300799 IE Bulletin 83-0/, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc '■ 0vc list end 

DEYOVNO, R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Contalldated Edison Co of New York, Inc 

I79pp 21070 170 34X Flthe 50-000,03/10/26,0300300799 


0308310034 IE Info Notice 03-71, "Defect in Load-Bearing Nelds on 
Lifting Devices for Vessel Head St Internals " Svc list end 
JORDAN, 6 L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of New 

York, Inc llSpp 21057 357 24X Fiche 50-000,03/10/27,6300310034 


0300310048 IE Info Notice 03-72. "Environ Qualification Testing 
Experience " 0vc list end 

JORDAN, E, U Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/10/SB Consolidated Edison Co of New 

York, Inc 13lpp 21195 024 24X Fiche 90-000,03/10/28,0300310040 


0311100209 Forwards IE Insp Repts 50-269/83-31,50-270/03-31 Sc 
90-207/83-31 on 830911-1010 No none omp 1 1 anc e noted 
DANCE, H C Division of Project & Resident Programe 83/10/28 
TUCKER, H B Duke Power Co 2pp 21228 147 24X 

Fiche 90-269,83/10/28,0311100289 


--D31110O296 IE Insp Repts 90-269/83-31,50-270/83-31 Sc 90-207/03-31 on 
030911-1010 No noncamp 1 iance noted Major areas inspected 
aperatlons, maint, survel 1 lance, training it independent 
verification 

DRYANT,J I FALCONER, D Region 2, Office of Director 

BROWNLEE, V L Division of Project U Resident Programs 03/10/28 

lOpp 21228 149 24X Fiche 90-269,03/10/28,8311100209 


Q306310D97 IE Info Notice 83-73, "Radiation Exposure From Oloves 
Contaminated W/U Daughter Products " Svc list end 

PARTLQN, J 0 Division of OA, Safeguards it Inspection Programs (Post 
030103) 03/10/31, Consolidated Edison Co of New York, Inc 

116pp 21194 240 24X Fiche 50-000, 83/10/31 • 8300310097. 


6311160D24 Addresses items re facility Inservlce insp program, Including 
Inservlce testing program Submittal of exemption request, 
including Class 1 it II feet in support tsf program starting 
dates, requested 

STOLZ, J, F Operating Reactors Dranch 4 03/10/31 TUCKER, HB 

Duke Power Co 4pp 21201 323 S4X Fiche 50-269,03/10/31, 
0311160024 


8308310076 IE Info Notice 03-76, "(teactor Trip Breaker Malfunctions 
(Und ervnl kage Trip Devices on CE Type AK-2-25 Dreakers) ” 

Svc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of New 

York. Inc ll5pp 21514 024 24X Fiche 90-000,03/11/02,8308310076 


□308310075 IE Info Notice 03-79, "Improper Control Rod Manipulation " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/11/03 Consolidated Edison Co uf New 

York. Inc lJ4pp 21513 253 24X Fiche 50-000, 03/1 1 /03, B30B310079 


8311150314 Submits addl info on results of Insps of reactor venal 
internal bolting at facilities No unusual/unexpec ted 
Ob SBi*va tions Identified during visual insp Ultrasonic 
testing Indicated bolts do not contain defects 
TUCKER. HD Duke Power Co 03/11/00 DENTON, H R Office of 
Nuclear Reactor Regulation-' Director STOLZ, J F Operating Reactors 
Dranch 4 2pp 21179 256 24X Flthe 50-269,03/11/00.8311150314 


0311010015 IE Info Notlca 83-77, "Alr/Oas Entrainment Events Resulting 
In Sue FallureB " 9vc list en-cl 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of New 

York, Inc ll4pp 24X Fiche 50-000,03/11/14.8311010019 


0311010018 IE Info Notice 03-70. "Apparent Improper Mod of Component 
Affecting Plant Safety ” Sve Hit end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/11/17 Consal 1 deted Edison Co of Niu 

York. Inc ll7pp 21603 001 24X Flthe 50-000, 83/11 / 17, 031 1(910018 


6311280246 Forwards addl info re 830615 request far relief from 
inservlce insp requirements (hydrostatic) of ASME Boiler b 
Pressure Vessel Code Section XI 

TUCKER. H B Duke Power Co 83/11/10 DENTQN. H R Office of 
Nuclear Reactor Regulation. Director 0TDLZ.J F Operating Reactors 
Branch 4 5pp 21281 050 24X Fiche 50-269.83/11/18.0311200246 


n Periodic operating reports 6 related correspondence 


8311220269 Monthly operating repts for Oct 1983 W/a3lll5 I kf 

REAVia. J A , tucker. H B Puke Power Co 03/11/15 Director's 
Offlca, Office of Inspection and Enforcement i7pp 21254 017 24X 

Fiche 90-269.63/11/19.8311220269 


9 Reportable occurrences. lERs & related correepondenc e 


9311070599 Part 21 rapt r« potential defect In repiacamenl RIA rubber 
valve seat for 48-lnch RlA containment purge valve Initially 
reported on 931029 9upp 1 1 er. Buf fa 1 a Nfaving bt Bel tijng, wl 11 
produce anvil seats using extruded preform 

WILSON, A K Henry Pratt Co 93/10/20 KEPPLER, J O Region 3, 
Office of Director 4pp 21069 267 24X Fiche 50-000,03/10/28, 

03UO709S9 


0311090292 RO on 83101 5-16. w/Unit 1 out of svc, standby bus 2 
deenerglied to allow operability verification of underground 
emergency powar path in accordance w/Tech Specs On 831015, 

07-3 underwent lockout Caused by bad insulators 
tucker, H B Duke Power Co 03/11/01 O'REILLY. J P Region 2. 
Office of Director 2pp 21099 237 24X Fiche 50-269,83/11/01, 

831 1090252 


0311070472 Follpuiup to Part 21 rapt re potential failure of 
Weetinghouse Typ* 8A-1 relays CIE Info Notice 83-63) Addl 
potential problems discussed in end Itr r« tantalum 
capacitor leaking electrolyte Not reportable per Pert 21 
DUVALL, D D Broun Dover 1 Carp (subs df Broun Doverl t< Co , Ltd > 
03/11/03 DEVOUNQ, R C Director's Office, Office of inspection and 
Enforcement I5pp 21067 347 24X Fiche 50-000,63/11/03, 

831 1070472 


B311220191 RO on 831109, while units out of svc for planned malnt.Lse 6C 
gas turbine tripped off-1 Ine# d eenar git ing standby buses it 
placing units in degraded mode beyond Tech Opcc limit Cause 
undetermined Next rept by 031110 

TUCKER, N B Duke Power Co 83/11/14 O'REILLY. J P Region 2, 
Office of Director 3pp 21255 199 24X Ftcha 50-269,93/11/14. 

8311220151 


9311280461 Part 2t rept feruarding list of HVAC units supplied to 
facilities Alt units built in N1 ns ton-0al em,NC facility 
BROMNi J T Dahnson Go , Inc (subs of iilllman Coal tt Coke Co 1 
B3/il/lB DEYQUNO, R C Director's Office. Office of Inspection and 
Enforce/hent 2pp 21203 357 24X Flchtf 90-000,83/11/10,0311280401 
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DQCHET 50-371 VER^MT YAWI^EE RlJiCLEAR POKER STATION 


F StcuTlty/ ifiBdlcflli vArrg«hiCV ^ fire pTO^ectton plans 


83102003^2 Oe-nBric Ltr 03-33 to all Kcansees & applLcanfci of nu>cl^ar 
;>cuar raactors rv HRC poiitio'nt on certain raqulremanls of 
App R \o lOCFRSD 5vc list end 

EI5ENHUT. D 0 Division of Licensing S3/10/19 Consolidated 
Edison Co of Ncu York. Inc ^IpP ?M14 329 24K 

Fiche 30-000.83/10/19, 031 oa003A2 


S31 1020343 Forwards IE Imp Rept 30-271/03-25 on S30B15-19 No 
nonconp Hanca noted 

martin, T 7 Division oF Engineering (. Tecitnlcal Frograns 03/10/20 

HI/RPHV, W P Vsraiont Yankee Ns/clsar Power Corp 2pp 21010 iOQ 
a4X Flcne 30-271,03/10/20.0311020343 


— 0311230249 A/nend SO to License OPR-71 deleting requirenient fcr 
annual emergency plan exercise 

VASSALUO. O a Operating Reactor* Branch 2 B3/il/i0 7pp 
atl277 171 a4X Fiche 50-271 , 83/1 !/ 10- B3U230343 


— 031123O2D2 Safety evaluation supporting Amend BO to License [IPR‘70 
* Office of Nuclear Reactor Regulation, Director 03/lt/iO Sp; 
21277 176 24X Fiche 30-271.03/11/10,8311230245 


Q3112S032B Informs that primary emergency operating facility ul|l be 
located at corporate oFc site m Dattleboro. VT, 8 75 miles 
from plant, per NUREG-0737t Supp I 1 Plans do not Include 
baciup or alternate facility 

KURPHY. P Vermont Yankee Nodftar Pouflr Corp 03/11/16 
VASSALLO. D B Operating Reactors Branch 2 2pp 21261 330 2AX 
Fiche 30-271-93/11/16.8311220320 


—0311020347 iE Insp Rept 50-271/83-25 on 830015-19 Ne none oisp 1 1 ante 
•noted Maior areas Inapectarf followup of emsrgsncy 
preparedness -From 020316-24 IE Emergency Freparednsss 
Appraisal Bept S0-27J/B2-O5 

KOU^AS. E J , SMITH, R H , CRDCAER.N M Region i. Office of 
OiTBctor 83/10/14 i4pp aioio 1?0 24X Fiche 50-271*03/10/20. 

63 i 1020343 


0311070396 Forward 1 JE Insp Rept 50-271/03-23 on S3091D-I2 Mo 
noncenp 1 lance npted 

martin, T T Oivislem of ErglnBerlng & Technical Prograns 03/l'O/2O 
MURPHY, W P Vermont Yaniec Muclaar Power Corp 2pp 21067 230 
24X Fiche 50-271,83/10/20.8311070396 


—0311070400 IE Insp Rapt 30-271/83-23 on 830310-12 No noneompl lance 
noted Major areas inipected licensee emergancy operations 
facility during emergency aTercise perforned on 630311 
TERCi N M , CROCKER. H M Division of Engineering it Technical 
programs S3/10/07 0pp 21067 240 24X Fiche 50-271 , 03/10/20, 

8311070396 


GSIIO^OSS^ Advises that plans 6 details of facility 1963 emergency 
opeTaiions facility-emergency plan exercises contained in 
030706.20,0023 6 0906 1 tr i nO longer ulthhald from public 
dlsclosura Exarclsaa completad 

B Vermont Vankea Nuclear Power Corp 83/10/31 
hurley, T E Region 1. Office af Director ip 2t098 338 24X 

Fiche 50-271*83/10/31.6311090256 


—0311090257 Forwards Rev 0 to ‘"19S3 Vermont Vantee Emergency Operations 
Fac 1 1 ity-fn Esercise Scenario Outline * Stated withholding 
front public disclosure p«r iaCFR2 790 Inapplicable 
SINCLAIR. D Venmont Vankee Nuclear Fewer Corp 83/07/06 

HURLEY. T e Region 1. Office of Director 2pp 21096 339 24X 

Fiche 50-271*63/10/31, 0311090256 


— 8311090260 Rev 0 to ’'1983 Vermont Yankee Eitergency Operations 
Faciiity-in Eiapcisa Scenario Outline ■' 

e Vermont Yankee N-uclear Pousr Corp 83/06/20 2lpp 21090 341 
24K Fiche 5Q-27l.e3MO/31.fi3U090256 


O Adjudicatory correspondence 


0311300436 Advises that 031025 10CPR2 206 petition re^uasting 
Commission order requiring util to show good cause why 
license should not Do suspended. pend Ing resolution of pipe 
cracks issues, under evaluation 

BENTON.H R Office of Nuclear Reactor Regulation, Dlroclor 
Q3/11/D8 RiCHARDSONiC Vermont Public Interest Research Orpup 
2pp 21334 314 24X Fiche 50-271. 83/11 /O0i 831 1300436 


—0311300430 Notice of receipt of 831025 I0CFR2 206 request for 
Commission order requiring uti) to show cause why license 
should not be suspended 

DEMTON.HR Office of Nuclear Roactor Regulation* Director 
03/11/08 Ip 21334 316 24}( fiche 50-271. 03/1 1/08. 03 11300 <34 


>--8311170023 Forwards petition for order to show caufe uhV OL ihoull f 
be suspended due to discovery of intergranular stress 
corrosion cracking at facility 

RICHARDSON, c Vermont public Interest Research <3rqup 03/10/35 
DENTQN.H R Office of Nuclear Reactor Regulation. Director |p 
21334 317 24 X Fiche 50-271, 83 /U/Oa, 831 1300436 


— 0311170027 Petltibn for ofder to show cause why OL shoul<J nat te 
suspended due to discovery of intergranular stress corrosion 
cracking at facility 

e Vermont Public Interfst Research Group 83/10/23 OMica of 
Nuclear Reactor Regulation. Director 3Spp 21334 310 
Fiche 90-271, 03/11/08, 0311300436 


P Operating license stage documents 6 correspondence 


0311030398 Summary of 830825 meeting w/GE & Mark 1 Owners Group In 
Oetheoda, MD differing opinions between NRC 6 G£ re 
acceptability of use of og suppression pool temp analysis 
<Mu 1 1 l-p 1 ant Action 0-01) 

91EGEL. B Operating Reactors Branch 2 03/10/05 Operating 

Reactors Branch S 74pp 21053 244 24X Fiche 50-000. 03/LO/0S, 

0311030292 


8311170109 Foruards IE Imp Rept 50-271/83-26 an 830029-0902 

MARTIN. 7 T Division of Engineering 6 Technical Prograins 83/(1/02 

HURFHY*W P Varnont Yankee Nuclear Power Corp 2pp 81812 267 
24X Fiche 50-271.83/11/02.8311170109 


— B311170192 IE Insp Rept 50-271/83-26 on 830829-0902 V*p1 at ion noted 
failure to provide firs protection features required b-y 
lOCFR.ApP R. Sectiori HI 0 2 

RICHARDS. 8 . PULLANI.S . ANPERSON, C Region 1. Office of Director 
83/ to/31. I3pp 212 ia 24X fl chi 50-271,03/11/02. 

fi3lll7t»S9 


8311160362 Releases public version of revised emergency plan 

FELTON, J H Division of Rules and Records 03/11/10 Document 
Hanagemsnt Branch Ip 21196 336 24X Fi che 50-27! , 03/1 1 /lO, 

6311160362 


8311080490 Dentes 830902 request for 120-day extension to submit farai 
response to Generic Ltr 03-20. “Clarification of Requlrid 
Actions Based on Generic Implications of Salem ATMS Events " 

Info should be submitted, to extant practlcal.by 831105 
VASSALLOi D B operating Reactors Branch 2 83/10/19 SINCLAIR. J 9 

Vermont Yankee Nuclear Power Carp 2pp 21034 360 24X 

Fiche 50-871.83/10/19.0311020490 


03ll>3lO4O3 Generic Ltr 03-30 to all licensees of operating power 
reactors 5< applicants for OL re NUREG-0969. "NRC Inventory 
of Dams “ Forwards NUREo-0965 "NRC Inventory of Dam*'' for 
info only U/o enic 1 Sve list end 

EISENHUT.D G Division of Licensing 83/10/31 ConsPl l^atsf 
Edison Cp Of Nett’ York, Inc I4pp 2ll04iO13 24X 

FI Che 50-000,03/10/31.8310310403 


—8311160370 Public vgrsian of Change b to emergency plan, eonsl sting bf 
Rev 5 to App H. "Public Notification Sys •• M/e3liOi itr 
receipt form 

HARKT. D I Vermont Yankee Nuclear Power CorP 03/10/17 NRC - 
No Detailed Affiliation Given iOpf 21198 337 aay 
Fiche 50-271,83/11/10.8311160362 


8311010100 Generic Ltr 03-36 to ell BMR licensees re hfJnEG-0737 Titb 
Specs Requests review of Tech Bpecs to determine consistency 
w/guidance in NUREO-0737 Response required within 90 day* of 
receipt of Ttr sve list end 

eiBENHUT. D 0 Division of Licensing 03/11/01 Commonwealth 

Edison Co 22pp 21104 035 84X Fiche sO-OOO. 03/H /Ol , 83MOiOlM 


0311230245 Forwards Amend 80 to License DPR-2a 6 safety evaluation 
Amend deletes requirement for annual emergencii plan 
exercise ^ 

ROONEViVL Operating Reactors Branch 2 83/11/10 

Vermont Vanke* Nuclear Power Corp 2pp 2187? 169 
Fiche 50-871.83/11/10*8311230245 


SINCLAIR. J 
a4X 


63llQ2005t Generic Ltr 03-33 to all licensee* of operating reactori. 
applicants for 0L» 6 holders of CPs re clarification of THI 
Action Plan Item II K 3 31 Submittal Of bounding 
d eisonstrdt 1 on will satisfy requirements ByC list encl 
EISENHUT. D G Division of Licensing B3/lt/02 Consolidated 

Edison Co of Ncid York. Inc I6pp 21184 001 84X 

Flrhe 50-000.03/11/02,0311020051 
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0311OBO137 Distuas&s proposed changes to Tech Specs for NUnEO-0737* 
Items I A 1 3i “Limiting} Overtime- '* & 1 1 K 3 3> "ReportinQ 
of Safety it Relief VaLve failures & Challenges 
SINCLAIR- J D Vermont Yanlteo Nuclear Power Corp 83/11/02 

VASSALLO- D B Operatlnj} Reactors Branch 2 gpp 21074 353 24X 

FiChe 30-271,03/11/02,0311080137 


Q311tlOl2Q Forwards response to Generic Utr B3-20* “Required Actions 
Based on Generic Implications of Salem ATWS Events Addl 
Info will be provided for items not folly addressed 
murphy, W P Vermont Yantee Nuclear Power Corp 03/11/07 
VASSALLO, D P Office of Nuclear Reactor Regulation, Director 19pp 
21147 ISO 24X Fiche 30-271-83/11/07,8311110120 


8311230243 Forwards Amend 00 to License DPR-28 & safety evaluation 
Amend deletes requirement for annual emergency plan 
exercise 

RQtlNEYj V L Operating Reactors Qrancn 2 83/11/10 SINCLAIR, J B 

Vermont YanXte Nuclear Power Corp 2pp 21277 169 24X 

Fiche 30-271,83/11/10,8311230243 


-’-’0311830249 Amend 80 to License DPR'-7l deleting requirement for 
annual emergency plan exercise 

VAS5ALL0, D B Operating Reactors Branch 2 03/li/|O 7pp 

21377 171 24X Fiche 50-271,03/11/10,0311230845 


— B311230232 Safety evaluation supporting Amend 00 to License DPR-8B 
# Dfflce of Nuclear Reactor Regulation- Director 83/11/10 2pp 
21277 176 24X Fiche 30-271,03/11/10,0311230243 


8311220291 Informs of intent to submit final radiological ET6 no later 
than 031216 it final offsite dose calculation manual no later 
than 840116 

SINCLAIR, U D Vermont Yankee Nuclear Power Corp B3/it/L3 

VA88ALL0. 0 B Operating Reactors Branch 2 Ip 21253 349 24)C 

Fiche 30-271,03/11/13,0311220291 


0 Inspection reports- IE Bulletins 6 correspondence 


B31 1110073 Discusses salient conclusions from IE Insp Rept 30-27l/fl3fP2 
on 830711-13 it 18-20 re OA program 

OQLDSEROi S Operating Reactors Program Branch B3/09/13 
MCKEE- P F Operating Reactors Program Branch 3lpp 21160 134 
24X Fiche S0**27|i 03/09/13, 0311110073 


0311020343 Forwards lE Insp Ropt 30-271/03-25 on 830015-19 No 
noncampUance noted 

MARTIN, T T Division of Engineering & Technical Programs B3/10/SO 

MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 21010 10B 

24X Fiche 30-271,03/10/20,0311020343 


—0311020347 IE Insp Rept 30-271/03-23 ,or» 030013-19 No noncompliance 
noted Major areas inspected followup of emergency 
preparedness from 0S0316-24 IE Emergency Preparedness 
Appraisal Rapt 30-871/02-05 

W0JNA8,E J , SMITH, R H , CROCKER.M N Region 1, Office of 
Director 03/10/14 t4pp 21010 190 24X Fiche 30 - 871 , 03 / 10 / 80 , 

0311020343 


6311070396 Forwards IE Insp Rept 30-271/03-23 on 030010-12 No 
noncompliance noted 

MARTIN, T T Division of Engineering it Technical Progreme 83/10/80 
HURPHY,WP Vermont Yankeo Nuclear Power Corp 2pp 21067 238 
24X Fiche 30-271,03/10/20,8311070396 


—0311070400 IE Insp Rept 30-271/03-23 on 830010-18 No noncomp 1 lane* 
noted Major areas inspected licensee emergency operations 
facility during emergency oxerclso performed on 030811 
T£RC,N M , CROCKER. H W Division of Engineering it Technical 
Programs 03/10/07 Spp 21067 240 24X Fiche 30-271,03/10/80- 

03i 1070396 


B3O03OO797 IE Info Notlco 03-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants “ Sve list end 

UORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/21 Cnnsolldated Edison Co of New 

York, Inc I37pp 21114 331 24 X Fiche 30-000. 03/10/21, 830030079/ 


8308310030 IE Info Notice 03-70. “Vibration Induced Valve Failures 
Sve list end, 

JORDAN, E L Division of Fmergency Preparedness Engineering 
Response (Post 030103) 83/10/23 Consolidated Edison Co, of N<w 

York, Inc I17pp 21037 219 24X Fiche 30-000, 83/10/23, 0300310030 


0300300799 IE Bulletin 03-07, Buppl I, "Apparently Fraudulent Product* 
Sold By Ray Miller, Inc " Sve list end 

□EYQUND, R C Director's Office, Office of Inspection and 

Enforcement 83/10/26. Coniolidaled Edison Co of New York, Inc 

I79pp 21070 170 24X Fiche 30-000,03/10/26,0300300799 


8311090240 Forwards IG Insp Rept 30-271/S3-27 on 830706-1003 Si notice 
Of violation 

BTARDSTECKI, R Division ij f Project S< Resident Programs 83/10/26 
MURPHY* W P Vermont Yankee Nuclear Power Corp 2pp 21099 242 
24X Fiche 30-271.63/18/26,0311090240 


— B31 1090250 Notice oP vi elation from insp on 8309-06-1003 

» Region I, Office of Director B3/10/26 2pp 21099 244 24X 

Fiche 30-271,03/10/26.0311090240 


— 0311O9OS31 IE Insp Rept 50-271/93-27 on 030906-1003 Nonconpl lane c 
noted failure to position valve lineup control & plant 
operational status main steam line radiation trip setpoints 
IsBS than 3k normal background not established 
RAVHONO/M J , JOHNSON*J R , GALLO, R M Region i, Qfflci of 
Director 03/10/20 20pp 21099 246 24X Fiche 30-271, 03/10/26, 

0311090249 


0300310034 IE Info Notice B3-71, "Defect in Load-Bearing Nelds on 
Lifting Bavlcai for Vessel Head & Internals “ Sve list end 
JORDAN, E U Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/10/27 Consolidated Edison Co of Naw 

York. Inc lL3pp 21057 357 S4X Flcha 50-000,03/10/37,0300310034 


0300310040 IE Info Notice 03-73, "Environ Qua! if icatldn Testing 
Ex parts nee " 8vc list end 

JORDAN* E L Division of Emergency Preparedness 1. Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co of New 

York. Inc I31pp SilSS 024 24)( Fiche 50-000, 03/1 0/28, 030631004^ 


8300310097 IE Info Notice 93-73, "Radiation Exposure From Gloves 
Contaminated If/U Daughter Products " Sve list end 

PARTLON,J 0 Division of DA, Safeguards tt Inspection Programs (Post 
930103) 03/10/31 Consolidated Edison Co of New York, Inc 

ll6pp 21194 240 24X Fiche 50-000,83/10/31,8300310057 


0300310076 l£ Info Notice 93-76, "Reactor Trip Breaker Malfunctions 
( l/ndervoltage Trip Devices on GE Type AK-2-29 Breakers) " 

Sve list end 

•JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 930103) 93/11/02 Consolidated Edison Co of New 

York, Inc U9pp 21914 024 24X Fiche 90-000,83/11/02,0300310076 


0311140246 Summary of 931021 meeting w/DNR reactor llcanseas to discifts 
future Imps for intergranular stress corrosion cracking 
ROONEY, V L Operating Reactors Branch 2 03/11/02 Operating 

Reactors Branch 2 4pp 21164 196 24X Fiche 90-271,93/11/02, 

0311140246 


8311170107 Forwards IE Insp Rept 30-271/03-26 on 830027-0902 

MARTIN, T T Division of Engineering 6 Technical Programs 03/1I/O'? 

MURPHY, W P Vermont Yankee Nuclear Power Cnrp 2pp 21212 267 
24X Fiche 90-271*83/11/02,9311170109 


—0311170192 IE tnsp Reft 90-271/03-26 on 030D89-0902 Violation rvotod 
failure to provide fire protection features required by 
lOCFR.App R, Section 111 0 2 

RtCHARDBtS , PULLANI.B . ANDERSON, C Region 1, Office of Director 
03/10/31 13pp 2121226? 24X Fiche 50-271.83/11/02. 

0311170109 


—9307290090 Forwards info re remaining unresolved technical Itsua to be 
raised In upcoming field Insp concerning possibility of fire 
causing secondary leads of current transfer to open w/ 
possible adverse affects on alternative safe shutdown 
MA€DOUOALL*E A Brookhaven National Laboratory 83/07/21 

FiaffAVANTE.N 8 Ausillary 0ys terns Branch 6pp 21212 282 24X 

Fiche 90-271,03/11/02.9311170109 


8309310079 IE Info Notice 93-79< "Improper Control Red Manlp ulatlon " 
Sve list end 

JORDAN, e L Division of Emergency Preparedness 6 Englnaerlng 
Response (Post 830103). 03/11/03 Consolldatsd Edison Co of New 

York* Inc 114pp 21913 253 24X Fiche 90-000*03/11/03,030031007? 


0311070426 Informs of special onsite Insp program to verify licetiiffe 
cammitmants i< actions for NUREO-0737, Items 11 8 3,11 F 1-1, 

II F 1-2. II F 1-3 It in 0 3 3 Insps will be performed 
between Oct 1903 It Apr 1999 

HURLEY, TE Region 1. Office of Director 03/11/03 MURPHY, N P 
Vermont Yankee Nuclear Power Corp 3pp 21067 192 24X 

Fiche 90-271,83/11/03,8311070426 


0311110293 Summary of B3I021 meeting w/BUR licensees In Dethesde, HD re 
future imps for intergranular stress corrosion cracking 
previously Inspected under IE Dulletlns 82-03 6 03-02 
Meeting notice & list of attendees end 

ZwaLIN0Kr,J A Division of Licensing 03/11/03 HQUAHAN, G M 
Division of Licensing 6pp 21160 105 »4X Fiche 30 - 000 , 63/1 1/03 > 

0311110273 



DOCKETED ITEMS 


so 


e3112l01'!6 FQruarJ. IE Insp F«pt 50-271/03-30 or. 030023 Violation to 

MAflTl!) r/^^Diviilon^of^Enffi^iesring U Technical Prnardflts 03/lJ/O'' 
P VerpiDiit Yanlcee Nuclear Power Corp 2pp 21235 IIQ 

2 At Fichr 50-271. 83 > 1 l/ 07 i aSllSJOi^i 


93liaiOl9a IE Insp R»Pt 50-27t/'B3-30 oit B30B23 Violation noted deliv 
of licenierf « 3 itl to earner for tran»portat 1 on In package 
.. 0 .+ .trona or tlaht per 10CFR7I 5 


of jicenieo ica** * ’'Z. c 

not itrong or tight per 10CFR7I 5 
CLEfiOlW/P . PASClAKiW Resloti 1. Office of Dirocto 
2pp 21235 120 Fithe 50-271. B3/ 11/07,831' — 




B3/10/31 


83112003.13 Part SI rept advising that review of OA program lnUi*tf« 
respon&e to IE Bulletins 03^06 8< 83-07 to address potsklilfl 
fraudulent actions bg suppliers 

COMWAY, W F Vermont Yankee Nuclear Power Corp B3/11/21 
DEYOUNO-R C Director's Office, Office of Inspection and 
E-nforcement Ip 21288 360 24X Fiche 50-271, B3/1 1 /2l* 0:jl I^QOJl J 


DOCKET SO-272 SALEM NUCLEAR GENERATING STATION, UNIT i 


F Security, medical, emergency ?« fire protection plans 


B3SI010015 IE Info Notice 03-77, "Alr/Oas Entrainflient Event* Resulting 
In Sya Failures ■■ Sve list end 

JQftDAWiE L Division of Emergency Preparedness «< Englhearing 
Response tPost KIOIOSI e3JH/i^ Consolidated Edison Co of Neu 
York, Inc HAffi 3*t Ficht 30-000.03/11/14,8311010015 


0310200362 Generic Ltr B3-33 to all licensees h applicants of ngi Itsr 
pbitier reactors re NRC positions on certain requirement* of 
App R to lOCrRSO 8vc list end 

EiaENHUT,D 0 Division of Licensing 03/10/19 C on SO 1 1 dtl I d 

Edison Co of New York, Inc 2lpp 911H 329 24)( 

Fiche 50“000i 03/10/19, B310200362 


0311010018 IE Info Notice 03-78. ■'Apparent Improper Mod of Component 
Affecting Plant Safety ” Sve ll*t end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
ResDonse (Post SSOIOO) 03/11/17 Consolidated Edison Co of Net. 
York, Inc Il7pp 21603 001 24)£ Fiche SO-000. 83/11/ 17. 031 i0l001l> 


8311090270 Forwards IE Insp Ropts 50-272/83-27 & 90-311/03-30 «n 
830907-1004 <« notice of violation 

3TAR0STECKI, R Division of Project 6c Resident Programs e3/l<}^26 
UDERITZ.R A Public Service Electric & Oas Co of New Ueriiy 2rJ 
21096 347 24X Fiche 50-272.03/10/26,0311090270 


B3U2B0313 Part 21 reft advising that review of GA program initiated in 
response to IE Bulletins 03-06 h 03-07 to address passible 
fraudulent actions by suppliers 

CONWAY, W F Varmont Yankee Nuclear Power Corp 03/11/21 
DEYOUNO.R C Director's Office. Office of Inspection and 
EnfoTCBAent Ip 21283 360 24X Piche 50-27 1, B3/I1/2 1 . 831 1230313 


R Periodic operating raports I* related correspond ent e 


0311210303 Honthly operating rept for Oct 1903 W/831109 ltr 
BURGER, F d , MURPHY, W P Vermont Yankee Nttclear Power Corp 

03/11/09 Office of Resource Management, Director 7pp 
21234 019 24X Fiche 50-271.03/11/09,8311210303 


S Reportable occurrences, LER-s 6 related correspondence 


0311010175 LER 03-027 /OlP-0 on 031 0-1 3, fo I lowing diesel generator A 
emergency survell lane s, water noted near diesel generator 1 
air start check valve Caused by valve stud open 6 Cd-7B 
valve breaker trip Check valve replaced W/831013 ltr 
PELLETIER, J P Vermont Yankee Nuclear Power Corp 83/10/13 
HURLEY, T E Region 1, Office of Director 2pp 20977 229 24X 

Fiche 50-271,03/10/13,0311010173 


B311030125 LER 83-027/G1T-0 on 631012, operator noticed water near 
diesel generator A air start check valve Caused by loose nut 
on valve spring retainer resulting in improper seatin-g 
Check valve replaced W/831D26 ltr 

PELLETIER. J P Vermont Yankee Nuclear Power Carp B3/10/26 
MURLEY.T E Region i. Office of Director 3pp 21038 160 24X 

Fiche 30-271.03/10/26,0311030123 


aSk 1030143 LER 03-O24/O3L-O on B3Q926. air ejactor off gas radiation 
monitor removed from sve u/o first implementing proper 
adninis tret ive controls Caused by shift supervisors failure 
to make required log entries 6 document checks W/83lOr6 ltr 
PELLETIER, J P Vermont Yankee Nuclear Power Corp e3>/ 10/26 
HURLEY, T £ Region 1. Office of Director 2pp 21035 292 24X 

Flchi 80-271,83/10/26,8311030143 


B3111B00SD LER 03-D2&/O3L-D on 630920, during insp Of standby liquid 
control sys.3/4-lnch leak test valve BLC-36 found open 
Caused by inadequata controls In recirculation luop 
decontaminatian procedure W/031027 Ur 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 03/10/27 
rtURLEV. T E Region 1. Office of Director 2pp 21223 063 24X 

Fiche 90-271,33/10/27.0311100030 


B31109034B Suppimental Part 21 rrpt re short circuit bus bracing 
Inadequate for lO-cycle - 78. OOO-ampher e withstand test 
Equipment redesigned 6 mod kits it instruction books 
Listed customers advised to initiate mod 
maiL ^ il.. Electric Co 83/10/20 BE YOUNG, R Director's 

J-f *^^^*' * ^^* '* Inspection antf Enforcement 7pp 21103 234 24/ 

Fiche 30-000,03/10/20,0311090340 


03112SD43I LER &3-02a/03L-0 on 831014. during normal opera ti on^ smoke 
coming from RHR pump ID motor caused oparator to immediately 
ffletor breaker, waking LPCI 

PCI cbusad by dirt L oil film M/031114 ltr 

MijoriJ* ** Vermont Yankee Nuclear Power Corp 03/11/ 09 

•' °*^*':* Director app 21283 321 24X 

rlchi 30-271,03/1 1/09, 03J J20C431 


— 831 1890273 Notice of violation from Insp on 030907-1004 

» Region 1, Office of Director 83/10/26 ip 21096 349 241 

FichQ 30-272,03/10/26,9311090270 


— 03HO9O276 IE Insp Repti 50-272/83-27 S, 50-311/03-30 on 030907-1104 
None oirpl lance noted failure to meet limiting cDnditioni for 
operation w/o reliance on piovlsions of action statements 4 
failure to implement (< mai ntain ^emer gency instructions 
LINVILLE, J C , EUMMgRS.R J Region 1, Office of Oirtctor 
NORRHOLM, L J Division of Project it Resident Programs 03/lfl/lf 
9pp 21096 330 24X Fiche 30-272,83/10/26.0311090270 


831 1 160390 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 03/11/10 DoCgestt 
Management Branch ip 21218 219 24X Fiche 30-272. 03/ U/IQ, 

8:}1 1160390 


—831 1 160402 Pub 1 ic version of revised emergency plan implenenlinf 
procedures, including Procedures EP II-I, “Emergency Rtiponie 
Manager Responsibilities" t* EP 11-2, "Site Bupport Manager 
Responsibilities “ 

FRY, L M Public Service Electric &< Gas Co of New Jersey 
83/10/21 VARGA, 8 A Assistant Director for Operatirg RtlMdTi 
199pp 21210 220 24X Fiche SO-272, 03/11/10. 6311160390 


O Adjudicatory correspanderice 


0311010287 Notice of ASLP constitution ME Mi 1 ler, chairman L EA i,k,ab1i l 
J Harbour, members 

COTTER, D P Atomic Safety and Licensing Board Panel 03/10/20 
2pp 20979 221 24X Fiche 30-272, 83/ 10/20. 831 1010207 


8311000184 Answer to State of DE Atty General 031021 petition, for t*a v 
to intervene t, request for hearing on license amend re 
inservice integrated leak tests Notices of appearance & 

Certificate of gve end 

CONNER, T. 0 Public Service Electric it Gas Co of New JirklY 
CONNER, T B Conner 6 Wetterhahn 83/11/04 Atomic Bafsty am 
Licensing Board Panel 12pp 21071 230 24X Fiche 50-»T2, 1)3/1 1- 

8311080184 


8311220521 Order granting State of DE 831021 petition for leave la 
Intervene & request hearing on proposed amend re Intervici 
Integrated leak test Amended petit! on, part icular i ling one 
lltlgabla contention, due by 040104 

KILLER, M E Atomic Safety and Licensing Board Panel 03/11/17 
Delaware^ State of 7pp 21256 161 24X Fiche 30-272.03/11/17. 

831I22D5S1 


P Operating license stage documents & correspondence 


8310310403 Generic Ltr 83-30 to dll licensees of operating power 
reactors it applicants for OL re NUREO-0963. “NRC Inventory 
of Dams Forward* NUReO- 0965 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EISENHUT, DO Division of Licensing 83/10/31 Conialldatei 
Edison Co of New York, Inc 14pp 21184 015 24X 

Fiche: 50-000,03/10/31, 0310310403 


8311000579 Forwards Amend 54 to License DPR-70 it safety evaluation 
Amend extends interval during first 10 yrs sve period to 
permit second in»ervlce integrated leak rate test during 
fifth refueling outage 

FISHER, D Operating Reactors Branch 1 B3/IO/31 UDCHITZ.R A 

Public Bervlce Electric it Gas Co of New Jersey 4pp 21113 339' 
24X Fiche 50-272.83/10/31,0311000579 



DOCKETED ITEMS 


81 


— 0311OBO9B1 Amend S'? to Uicente DPR~70. eitend Ing interval during flrit 
10 (jr %vc period to permit second inservice integrated leak 
rate test during fifth refueling outage 

VAROAj S A Operating Reactor* Dranch 1 63/10/31 4pp 

21113 343 S4X Flche 30-272. e3/10/3l< 631 1060979 


*"631 1060366 Safety evaluation supporting Amend 94 to License I)PR*-70 
♦ Office of fjuclear Reactor Regulation. Director 83/10/31 3pp 
21113 347 24X Fiche 50“a72, 83/10/31, 831 1080979 


8311010162 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
6pec* Requests revlcu of Tech Specs to determine conslstencg 
u/guldanct in NUREO-0737 Response required uiithin 90 dag* 
of receipt of Itn 6vc list encl 

EI&ENHUTjD 0 Division of Licensing 83/11/01 Consolidated 

Edison Co of Ncu York. Inc 2Spp 21149 098 24X 

Flche 90-000.03/11/01.0311010102 


B311020031 Generic Ltr 63-33 to all licensees of operating reactors, 
applicants for OLt & holders of CPs re clarification of THt 
Action Plan Item II K 3 31 Submittal of bounding 
dsmonstrotion will satisfy requirements 8vc list encl 
BI8EWHUT. D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of Mem York# Inc 16pp 21184 001 24X 

Flche 30-000.83/11/02.8311020031 


8311290016 Forward* SER accepting licensee actions. described In 630631 
ltr, as compliance w/NUREO-0737. I tern IJ D 3 re post-accident 
sampling «ys 

VAROAifi A Operating Reactors Qranch 1 83/11/04 UDERITZ.R A 

Public Service Electric it Gas Co of Neu Jersey llpp 2130B 047 
24X Fiche 30-27a< 63/11/04. 0311890016 


8311160036 Foruard* supplemental response to Generic Ltr 63-2B re 
generic implications of reactor trip breaker failures 
Sequence of events printout encl Required 
lOCFRSO 94(f> affidavit expected under separate cover 
LIDEN<E A Public Bervice Electric S. Gas Co of Neu Jersey 

63/11/07 JARGAjS A Operating Reactor* Sranch i 33pp 

21194 343 24X Flche 30-872, B3/1 1/07. 831 1 160036 


6311280140 Foruards affidavit in support of 631107 responie to Generic 
Ltr 63-20 

UIOEN,E A Public Service Electric Ga« Co of Neu Jersey 
83/11/14 eiSENHUT. D 0 Division of Licensing 8pp 21283 030 
24X Flche 50-278/63/11/14.0311280140 


8311260391 Notifies that QA program description in Chapter 17iRev 1 to 
updatad F8AR. doe* not meet Util commitments, per 030817 
submittal Anas requiring clarification listed Resolution by 
631216 confirmed, per 631021 telcon 

MARTIN, T T Division of Engineering St Technical Programs 83/11/13 
UDERlTZrR A Public Bervice Electric St Gas Co of Neu Jersey 2pp 
21883 263 24X Fiche 90-272.63/11/19.^311860391 


— 8311880400 Forwards Chapter 17. "QA" of Rev 1 to updated FSAft 
LIDENiE a Public Servlet Electric St Gas Co of Neu Jersey 
63/03/17 MEVER/0 Region 1, Office of Director SOpp 
81809 267 24X Fiche 90-272,63/11/19.6311860391 


G Inspection reports, IE Bulletins S< correspondence 


B30B300797 IE Info Notice 83-69. 'improperly Installed Fire Dampers 
at Nuclear Power Plants " 8vc list encl 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Rtsponte <Post 030103) 83/10/21 Consolidated Edison Co of New 

York. Inc 137pp 21114 391 24X Fiche 90-000, 83/10/21. 0300300797 


8311070904 Forwards IE Imp Repts 90-878/83-22 8< 30-311/83-22 on 
830729-29 S< 0815 St notices of violation St deviation 
MARTIN, T T Division of Engineering St Technical Programs 83/10/2! 
UDERITZ.R A Public Service Electric It Oes Co of New Jersey 3pp 
21067 277 24X Flche* 30-272. 83/10/21, 6311070304 


— 8311070312 Notice of violation from inip on 630725-29 St 0619 

e Region 1. Office of Director 83/10/21, 3pp 21067 280 24X 

rich* 90-272.83/10/21,8311070904 


— 8311070313 Notice of deviation from insp on a30723''29 It 0013 

e Region t, Office of Director 83/10/21, Ip 21067 263 24X 

Flche 90-272.83/10/21.0311070504 


—8311070920 IE Imp Repts 90-272/03-22 S. 90-311/03-22 on 830729-29 S. 
0819 Noncompliance noted failure to adhere to radiation 
protection procedures, fat lure to adhere to QA instructions 
St failure to post notices of violation 

NIMITZ. R L , CLEMONB. P E . BERDU. R Region 1, Office of* Director 
03/10/19 33pp 21067 884 24X Fiche 90-272.03/10/21,8311070904 


0308310030 IE Info Notice 83-70* "Vibration Induced Valve Failures " 
Eve list encl 

JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Past 830103) 83/10/29 Consolidated Edison Co of New 

York, Int I I7pp 21097 219 24X Flche 90-00(1. 03/10/89. 0308310030 


0308300799 IE Bulletin 63-07. Suppl 1, "Apparently Fraudulent Products 
Sold By Rag Miller. Inc " Sve list end 

DEYOUNO.fi C Director'* Office. Office of Inspection and 

Enforcement B3/10/26 Consolidated Edison Co of Naw York. Inc 

179PP 21070 170 24X Flche 50-000.03/10/26.8300300799 


0311030090 Forward* IE Mgt Meeting Repts 90-272/83-31 8< 30-311/63-32 on 
831011 No noncamp 1 lance noted Followup meeting td discus* 
revised action plan scheduled for 631118 

STAROSTECKKR Division of Project S< Re*ldent Programs 03/10/26 
UDERITZ.R Public Service Electric A Gas Co of Mew Jersey 2pp 
21031 S94 SAK Ficha 90-272.03/10/26.6311030090 


— 6311030093 IE Mgt Meeting Repts 30-272/63-31 & 90-31 1/Q3-3S on 8310)1 
NO noncomp liance noted Major areas dlscutsed action plan for 
Improvement of nuclear dept operations, including process for 
development U imp lament at 1 on it plans for revs 

JACOBS.R Region 1. Office of Director NQRRHOLH. L Dlvlilon of 
Project tt Resident Programs B3/IG/24 26pp 21031 296 24X 

Fiche 80-272.63/10/26.6311030090 


B3 11090270 Forwards IE Insp Repts SO-272/93-27 U S0-3U/83-30 on 
030907-1004 & notice of vialatlon 

8TAR0STECKI. R Division of Project A Resident Program* B3/10/26 
UDERITZ.R A Public Service Electric h Gas Co of Neur Jersey 2pp 
81096 347 a4X Fiche 80-272.03/10/26.6311090270 


— 8311090273 Notice of violation from ln*p on 830907-1004 

e Region I. Office of Director 03/10/26 ip 21096 34? 24X 

Fiche 90-272.03/10/26.83110 9 0270 


—8311090276 IE ln»p Repts 50-272/63-27 «< 90-311/B3-3D on 830907-1104 
Noncompliance noted failure ta meet limiting conditions for 
operation w/o reliance on provisions of action statements Ic 
failure to implement &. maintain emergency Instructions 
LZNVILLE.J C . SUMMERS. R J Region 1. Office of Director 
NORRHOLH. L J Division of Project h Resident Programs 63/10/14 
9pp, 21096 390 24X Flche 90-272.63/10/26.8311090270 


8300310034 IE Info Notice 83-71. "Defect in Load-Bearing Ueldi on 
Lifting Devices for Vessel Head L Internals " Bve list encl 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York, Inc 119pp 21097 337 24X Flche 30-000. 63/10/27. 0300310034 


8306310048 IE Info Notice 83-72. "Environ Qualification Testing 
Experience “ 8vc list encl 

JORDAN.E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 03 / 10/28 Consolidated Edison Co of Neu 

York, Inc 131pp 21199 024 24X Flche 30-000,63/10/26.6308310048 


8311040086 Forwards civil penalty In amount of I69D.OOO as evidence 
of goad faith notwithstanding differences re B30905 notice 
of violation |c proposed impasltlon of civil penalties 
SELOVER.R E Public Service Electric b Oat Co of Neu Jersfy 
83/10/28 DEYOUNG. R C Director's Dffice. Office of Inspection and 
Enforcement lOpp 21091 269 24X Flche 30-272.83/10/28. 

8311040080 


8306310097 IE Info Notice 83-73. "Radiation Exposure From OloVes 
Contaminated N/il Daughter Products " Bve list encl 

PARTLOW. J 0 Division of QA. Safeguards & Inspection Program* (Post 
8301031 63/10/31, Consolidated Edison Co of New York, Inc 

llEpp 21194 248 24X Fiche 90-000.63/10/31.6300310097 


03Oa3lOO7& IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undarvol tage Trip Devices on OF Type AK-2-29 Breakers) " 

Bve Jilt encl 

JORDAN.E L Division of Emergency Prepared n*st t Engineering 
Response (Post 030103) 83/11/02 Consolidated Edison Co of Neu 

Yorl, Inc llSpp 21314 024 24X Fiche 90-000.83/11/02.8308310076 


8308310079 IE Info Notice 83<''75. "Improper Control Rod Manipulation " 
Sve list end 

JORDAN.E L Dlvliion of Emergency Preparedn*** h Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Neu 

York. Inc 114pp 21913 293 24X Flche 90-000.83/11/03,6308310079 


8311160219 Ack receipt of 8310SB ltr tt check for civil penalty impesed 
by 030929 order Corrective actions described in 83070& Ic 
22 Itrs will be examined during future insp 

AXELBAD.JA Enforcement Staff 83/U/04 UDERITZ.R A Public 
Service Electric l< Oas Co of N>w Jersey, 2pp 21201 164 24X 
Fiche. 30-272. 83 / 1 1/04.631 1 160219 
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B31 1070423 special insp program per l^unEO-O^O 

Itefn* cf iaJREGf-0737. "G ] an# Icat J on o# THI Ac U on Plan 
Requirements ” Insps uill be prrfarmei^ during Oct {983 
Apr 1985 

mjRLEVi T E Region 1* Office o# Director 03/ 1 1 fO? 
Public Service Electric Gas Co of Meu <Jer»eq 3pp 
24 X FI Che 30-27?- 03/11/07- B3l 1070423 


S< listed 


UDERITZ.R A 
21067 156 


0311030090 UEfl 83-OA5/03L-0 on e30925i on two separate occailonir 
failure of P'‘2D0 process coniputor resulted In inoperabttftq 
of RCS subcDol Lng monitor caused by high room temp Room 
conlfd down l« computer reboptod W/B31027 1 tr 

FRAHHj R I ZUPK0I J M Public Service Electric & Qas Co of Ffli/ 
J-erseg 03/10/27 MURLEY, T E Reaion 1* Office of Dlncter !ii 
21025 001 34X Fiche 50-272. 03/ 10/27- 831 1030090 


6311280516 Forwards lE Insp Rcpti 50-272/83-15 & 50'-3n/83~l2 on 
030928-1006 6 notice of violation 

STAROSTECXI, R Division of Project t ResJdent ProgTans 83/11/09 
UNOERITZiR A Public Service Electric tt Oas Co o# Hew Jerseyi 2pp 
81306 271 SAX Fiche 30-272. 03/1 1/09. 031l2eO3t6 


— 83112B0S20 Flatlce of violation from Insp on E3092B-1006 

* Region I, Office of Director 03/11/09 if 21306 273 24X 

FltfhB 50-272,83/11/09.8311200516 


— 8311280525 IE Insp Repts 50-272/93-15 6 3Q-31 1/03-12 on 830920-1006 
Noncompllanc e noted failure to specifig appropriate retest 
#0.1 lowing valve maint on B3C03O 

.NORRilOCH.L J . v/ACOBS.R K . £0flM£RS. R J Region I. Office of 
Director 83/11/00 OOpp 21306 274 24)fFlch*5O-272.03/ll/O9- 

831 1280516 


0311100364 Notification of Significant Licensee Keetiiiji 83-99 on 
031201 In Hancocks BndgejRJ to discuss SALP ngt 

NQRfiHOLM.L J Region 1. Office Of Director 83/11/10 Region I* 
Office of Director ip 21230 352 24X Flcfte 50-272.83/11/10. 

8311160364 


0311080547 Notification of Significant Licensee Meeting 03-95 pn 
831118 at site to discuss ATNS event corrective action 
programs 

KISTER. H 0 Region 1, Office of Director 03/11/04 niglpfl }. 
Office of Director Ip 21094 355 24X FUhe 30-272, 03/ 1 J /{>4. 

831 1000547 


8311170403 LER 63-048/03L-0 on 83081 5> charg i ng pump 11 declirrd 
inoperable when oil observed Issuing from speed incroaftr 
air breather Caused bg leak in lube oil cooler due to 
erdsion/corrosion Oaoler replaced U/831104 1 tr 

RUPPi J . ZUPKO, vf M Public Service Electric it G&t Co of ;isfss, 
83/11/04 MURLEY. T E Region 1. Office of Director 
21208 198 24X Fiche 50-272.83/11/04,8311170403 


8311170430 LER 63-D47/03L-0 on 831006. control room operator dhto.in' 
control rod position Indicator 1D4 channel indicating 
areatsr than mas allowable deviation Caused bq calibr drift 
Indicator & module recalibr W/B31104 Itr 

RUPP.J * ZUPKO. J M Public Service Electric 6 Oas Co 6f Reu Oipim 
83/11/04 MURLEYi T E Region 1. Office of Director Gpp 
2120© 230 54X Fiche 50-272.83/11/04,8311170420 


8311010015 IE Info Notice 83-77. "Alr/Oas Entrainm-ent Events Resulting 
in Sij» Failures “ Sve list end 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co of Meu 

York, rnc ll4pp 24X Fi the. 50-000. 83/1 1/ 14. 031 1D10015 


631ID10O18 IE Info Notice 63-78, “Apparent improper Mod of Cemponent 
Affecting Plant Safety •* sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response CPost 830103) 83/11/17 Consolidated Edison Co of New 

York, Inc ll7pp 21603 ODI 24X Fiche 50-000. 83/1 1 / I 7. 031 JOlOOl© 


0311180208 Requests amend to Commission 030506 confirmatory sfitF ts 
incorporate end revised schedules documenting time 
extension necessary to complete development of managed meint 
program for safety-related sys 

LIDEN. E A Public Service Electric 6 Oas Co of New Jersey 
83/11/14 ElSENHUr, DO Division of Licensing Spp S1277 S49 
24X Fiche 50-272* 83/11/14.8311180280 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNIT I 


E NRC Safety Evaluation Report (SER). suppls & correspondfnet 


9311280527 part 21 rept responding to lE Bulletin e3-06i "Nonconf ortnii'g 
kiatls Supplied by Tube-Line Corp ’* List of matli 6 tys in 
uhich installed end 

LIOEN.E A Public Service Electric 6 Cas Co of New Jersey 
33/11/17 MURLEVrT Region 1. Office of Dtreetor 6pp 21284 067 
24X Fiche 80-272.83/11/17.8311280527 


6311160262 Forwards 5upgl 19 to 8ER/ providing aildl info ra Unit I 
verif icat ion effort W/o end 

KNIOHTQN.O.N Licensing Drench 3 03/10/27 SCHUYLER. JO PsciN 

Oas St Electric Co, 4pp 21201 071 24X Fiche 50-279.83/10/27. 

6311160262 


n Periodic operating reports related correspondence 


0311170Q7S “Senlannual Radioactive Effluent Release Ree t. Jan- June 
1983 " W/83n04 Itr 

LIDEN. E A Public Service Electric tc Oas Co of New Jersey 
RBBR-14 83/10/31 HURLEY, T Region 1, Office of Director 
21216 016 24X Fiche 50-272. 83/10/31. 03! 1170075 


49pp 


6311260302 Monthly operating rept for Oct 1983 M/B3iH0 Itr 

MILLER. U K . ZUPKO. J M Public Service Electric L Oas Co of New 
Jersey S3/11/10 Director's Office* Office op Inspect Ion and 
Enforcement I3pp ?ia03 005 24X Fiche 50-272,83/11/10, 

0311260302 


B Reportable ccturrances. LEfts 6 related correspondence 


0311070270 LER 03-O37/O3L-O on 03O9O4iP-Z5O Computer CRT did not 
display updated Info, render ing RCS subcooling monitor 
Inoperable Caused by ccatputer being *1 ectpanica Hy lociad 
up Caapwter cleared It reb Oo t f trapped N/831023 Itr 
FFAHMi R , ZUPKO. J M Public Service Electric 6 Oa-s Co of New 
jersey 83/10/03 rtURLEV. T E Region 1, Office of Director 
21099 IfrO 24X Fiche 30-272* 03/1 Q/03* 8311090378. 


5pp 


0311030118 LER a3-04A/03L-0 on 830924. control room operator observei 
ovy tacap-delta initrunent 13 setpoint reading higher than 
allowed by Tech Spec caused by functional generator ceUbr 
dritt Generator i Indicator recalibr U/83t020 Itr 
FRAHH, R * ZUPHO. J M Public Service Electric U Gat Co of Neva 

KURLSV.T E Region 1, Office Of Director, 4 
21038 156 24X Fiche 50-272,83/10/20,8311030118 


0311070231 LER &3-044/03L-0 on 830936 & 1005. during routine 
survelllanc e* containment afr lock failed to meet teat 
requirements Caused by improper operation of air jock 
Personnel training wilt be upgraded H/B3I021 Itr, 

FRWM.R ■ ^ Public eervicB Electric it Oa% Co of New 

hurley. T E Region 1. Office of Director 
2i<b62 343 24X Fiche 50-272103/10/21,0311070231 


5pp 


8311010489 SAFETY EVALl/ATlON REPORT RELATED TO THE OPERATlOH OF Dim' 
CANYON NUCLEAR POifER PLANT. UNITS 1 AND 2 Docket Nos 50-2? S 
And 30-323 (Pacific Oas And Electric Company) 
a Division of Licensing NUREO-0673 819 83/10/31 43pp 

Available at NfiC *4 00 2100d 103 24X Fiche 50-273*83/10/31. 

83110104B9 


83l{OtOO't6 Board Notification 83-179 forwards Info re NRC eveluftlQi 
BEER 19 open itema 

eiSENNUT.D 0 Division of Licensing 83/11/09 Atomic BaMlg i > 
Licensing Appeal Panel 2pp 21207 121 24X Fiche 50-275. 83 Ml 

8311010016 


’'-0311170391 Forwards followup Info re evaluation of 31 open Itiai- 
identified in Table C 8 1 L 15 followup items in Table 
C 8, 3 of Suppl 19 to SER 

DlRCKBiW J Office of the Executive Director for Dperatlam 
83/11/07 PALLADIND.N J , OlLINSKY, V , ROBERTS, T « 
Commissioners 32pp 21207 123 24X Fiche 50-273.83/11/09. 

B3l 1010016 


6311300015 Forwards request for addl info re Board Noti f icat ion 
concerning status of NRC application of certain items 
addressed In SSER 18 t. 19 Info requested within SO days 
of receipt of Itr 

KNIGHTON, 0 \4, Licensing Branch 3 03/11/14 BCHUYLERf J 0 fJCilK 

Oas it Electric Co 4pp 21325 146 24X Fiche 50-27S, 03/1 I/M. 

6311300015 


B3U3O0O33 Forwarde SSER 17 for concurrence by 031117 Branch chl»f 
comments incorporated V)/o end 

NQVAK, T M Asaiitant plrdctor for Licensing 83/11/14 KRMHI./^ 
Asiiatant Director for Comp 6 Structures Engineering (Fosk 830201' 
JOHNSTON. M V/ Assistant Director for Metis, Chem 6 Environ 
Technology (Post 830201) Ip 21323 102 24X Fiche 50-273, 

as/l 1 /1 4, 031 1300033 
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Securitgi medlcali ettiergenci/ ^ fire protection plans 


3^310200365 Generic Utr B3-33 to ail llcctiaees 8( applicants of nucloar 
pouier reactors re NRC positions on certain requlrernonts of 
App 13 to lOCPRSO Svc list end 

eiBENHUTfD O Division of Licensing 83/l0/i9 Consolidated 
Edison Co of York. Inc 2lpp 21114 329 24)C 

Flche 50-000,83/10/19,0310200362 


^311080255 Releases public version of changes revs to entergencg 
plans 

F ELTON < J M Division of Rules and Records 83/10/31 Docurnent 

Management Dranch ip SiO09 001 24X Flche 30-273,83/10/31/ 

8311080255 


^-8311080239 Forwards public version of Change 3 to Rbv 3 to emernenctj 
plan It Rev 1 to San Luis QbUpo Countg nuclear power plant 
etnergencg response plan 

gCHUVLERiJ 0 Pacific Gas «( Electric Co 83/08/15 MARTIN, D J 
Region Si Office of Director 3pp 21089 002 24K 

Flche 30-273, 83/10/31. 0311080233 


p- -831 1080262 Public version of Change 3 to Rev 3 to emergency pliin 
Rev 1 to 8an Luls Obispo County nuclear poiiier plant 
emergancg response plan 

« Pacific Gas Electric Co 83/06/23 700pp 21089 003 24K 

Flche 30-375.83/10/31.8311080233 


13110701^7 Forward^ rovlsed Attachment 1 to 030923 add! info re 
IDCFRSO. App R, review Cnc I consists of revised Section 4 0. 

“Emergency Lighting Capability & Evaluation to I0CPR30< App 
R. Section 111 J " 

SCHUYLER, J □ Pacific Gas & Electric Co 83/11/04 EISENHUT. □ 0 
Division of Licensing app 21061 281 24X Flche 30-275.83/11/04. 

8311070197 


1100338 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, U M Division of Rules and Records 83/11/07 Document 
Management Dranch ip 21133 311 24X Flche 50-279. 83/U /07. 

8311100338 


—8311100342 Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure EP R-1 re personnel injury /I It ness 
(radiological! tc/or overexposure & Rev 1 to EP EF-4 re 
activation of mobile environ monltaring lab 

aCHUYLER.J 0 Pacific Gas i Electric Co 83/06/06 MARTIN. J B 
Region 3. Office of Director 3pp 21133 312 24X 

Flche 50-275.83/11/07.8311100338 


— 6311100343 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EP R-1 re personnel In jury/n iness (rad lo log! ca U 
8t/or overexposure 8i Rev 1 to EP EF-4 re activation of mobile 
environ monitoring lab 

« Pacific Gas << Electric Co 83/03/24 Gpp 21133 314 24X 

Flche 30-275,83/11/07.8311100338 


311160122 Advises that technical support ctr declared func t lonalr p er 
B30919 update on tentative schedule for NUREO-0737. Bupp 1 1 
1 terns 

SCHUYLER. J Q Pacific Oat 8t Electric Co 83/11/08 EISENHUTiD 0 
Division of Licensing ip 21192 311 24X Flche 90-273.83/11/08. 

8311160122 


Adjudicatory correspondence 


31101D323 Answer to applicant objection to Oovarnor Deukfnejlan 
Exhibit 11 8c cross-examination time estimates re INPO r*pt 
<30 operation Sc design Exhibit offered solely for relevance 
to design 

ETRUMHABSER.M California. State of 83/10/24 Atomic Safety and 
Licensing Appeal Panel 2pp 20979 313 24X Flche 50-27 5. 03/10/24. 

E331 1010323 


'@311010330 Application for subpoena to compel production of evidence by 
applicant at hearing commencing on 831031 List of documents 
to be produced encl 

DURDIN. 8 L California. State of 83/10/26 Atomic Safety and 
Licensing Appeal Panel 7pp 20979 319 24X 

Flche 30-273.83/10/24,0311010325 


‘^311010332 Application for subpoena to compel production of evidence by 
IDUP at hearing commencing on 831031 List of documents to be 
produced end 

DURDIN. 8 L California, State of 03/10/26 Atomic Safety and 
Licensing Board Panel. 4pp 20979 322 24X Flche. 30-275, 

03/10/24. 8311010323 


— 8311010336 Request for production of documents by NRC at 031107 hearing 
In Avila Beach, CA Certificate of Svc end 

DURBIN, S L California. State of 83/10/26 Office of the 
Executive Legal Director Bpp 20979 326 24X 

Flche 50-279, 83/ 10-/24. 031 1010329 


0311010291 0-rdsr extending to 031102 time for Cemmlsilan to consider 
■Joint Intervenors petition for review of ALAD-720 
CHILK* 8 J Office of the Secretary of the CommisslDn 83/10/28 
Commissioners Lp 20979 195 24X Flche 90-279,83/10/28, 

03ilOiOS9l 


6311020292 Forwards RF Reedy affidavit verifying accuracy of statement 
of qualifications subnlttad w/dlrect test Inany . P er ASLB 
B31007 order Related corr espondence 

RASKIN, D 8 Loiuenste In, Newman. Reis. Axelrad 6 Tell 83/10/2S 
MOORE, T 8 I BUCK, v7 H . JOHNSON, N R Atomic Safety and Licensing 
Appeal Panel lp 21010 SD3 24X Flche 50-275,83/10/20. 8311020292 


— 0311020296 Affidavit of RF Reedy verifying accuracy of resume mubmittsd 
ij/831014 testimony 

REEDY. R F Lduansteln, Nett;man, Reis, Axelrad 6 Toll 83/10/27 
lp 21010 264 SAX Flche 90-279, 03/ 10/28. 63 1 1020292 


0311030139 Motion to quash Oovernor Deukmejian 631026 motion fpr 
subpoena re completed checklist for each desigin review 
package reviewed by IDVP Subpoena trys to obtain discovery 
after close of discavary period Related correspondence 
AKELRAO. M Lowanstetn^ Newman, Relt, Axelrad & Toll 03/10/20 
Atomic Safety and Licensing Appeal Panel 9pp 21036 342 84X 

Flche 30-275.63/10/26,6311030139 


—8311030143 Affidavit of RL Cloud re IPVF checklists for design review 
packages Certlflcata of Svc end 

CLOUDfR L Robert L Cloud Assoc iatee, Inc 03/10/28 6pp 
21036 347 34X Flche 50-375,03/10/28.8311030139 


6311030131 petition for review of ASLAB 631024 order denying motions to 
reopen record on QA A6LAD erred in denying motions u/a 
providing explanations Certificate of Svc end 

REYKOLDSiJ Joint Intervenors-Dlablo Canyon REYNOLDS, J Center 
for Laiii in the Public Interest 63/10/31 Commls stoiier s 9pp 

21037 179 34X Flche 90-279, B3/1D/31. 631 1030131 


63110301-69 Forwards Joint Intervenors application for stay L request 
for action prior to or concurrent w/sche doled 831108 vote re 
reinstatement of suspended low power license 

REYNOLDS, J R Center for Law In the Public Interest, REYNOLDS, J R 
Joint Intervenors-Diabko Canyon 83/10/31 PALLADINO. M. , 

OILINSKV, V , RODERTB.T Commissioners 2pp 21034 060 24X 

Flche 50-273,83/10/31.8311030163 


— 8311030217 Application for stay of ASLD 010717 partial initial decision 
authorixing Issuance of licenses to load fuel conduct low 
power teats 8, of A6LAB 630518 decision affirming 810717 
partial initial decision Certificate of Svc end 
REYNOLDS, J R Joint In tervenors-Diablo Canyon REYNOLDS. J R 
Center for Law in the Public Interest 03/10/31 Atomic Safety 
and Licensing Appeal Panel 44pp 21034.062 24X 

Flche 90-279. 63/10/31.8311030165 


0311030127 Reply to util B31029 opposltlnn to Joint Intervenors 831020 
(notion for cantinuation of suspension Iftll attitude 
Indicates that adverse info lies buried In uttl voluminous 
files H/Certlflcate of Svc 

REYNOLDB, J P Joint Intervepprs-Dlablo Canyon REYNGLDa, J P 
Center for Law in the Public Interest 83/11/01 Co-mml s sinners 
llpp 21036 aai SAX Flche 90-279,83/11/01,6311030127. 


6311040061 Order extending time until 831108 for CQ(nmisslan 
consideration of Joint Intervenors petition to review 
ALAB-72a 

CHILK, 8 J Office of the Secretary of the Commission 63/11/02 
Commiesloners Ip 21030.289 24X Flche 50-275, 83/1 1 /02. 

8311040001 


8311080072 Details matters to be discussed at Commission 831108 
meBting Info re programmatic deficiencies In util QA progra^n 
following license suspension Illustrates why no licensing 
(feclslon should be made until eafety hearings complete 
REYNOLDS, J R Center for Lew in the Public Interest REYNOLDS, J R 
Joint Intvrvenors-Dlablo Canyon 83/11/04 PALLADINQ, N J , 
0ILIN8KY.V I ROBERTS,! Commissioners 42pp 2 1 076 0 06 24X 

Flche. 50-279,83/11/04, 031 1080072 


8311090119 Opposes Joint Intervenors 831104 request for stay to dslay 
vote on restoration of low power testing license Info relied 
on fay Joint Intervenors available almost 9 months ago (< 
repreiants no xlgniflcant QA program deficiency. 

LOCKE. R F Pacific Oas tt Electric Co 83/11/09 P ALL AD I NO, N . 

QILINSKY.V . RORERTE, T Commissioners 3pp 2110S 195. 24X 

Ftcho: 30-278, 63/11/08, 83110901 19 
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fi31MO0?76 M«mpraTid i/jn it Order CLf-83-27* rol ing on licensee request foi 
Tiinitetement ot licence to loetf fuel fit conduct 
preEftti-calitv teste it on Joint Interveners requests for 
adjudicatory hearings Commi is i oner Asselstine vlftuis end. 

CHILK' B J Office of the Becratanj of the CoraAisslon 63/11/06 
Pacific Oat it Electric Co 14pp 2i 12& 301 24X 

Flch# 30-273,03/11/08.0311300276 


6311160143 Foruards OC rttlfarid 83U0S & B Schumann 831103 Itrs for 
placement In PQf{ t< for distribution to parties. 

8H0EHAHER.C J Atomic Safety and Licensing Appeal Panel 83/11/14 
Docketing it Services Branch ip 21192 196 24X 

Flche 30-273.03/11/14,0311160143 


-^8311160146 Cppafss operation of plant Viable solution to uatte 
disposal nonerfstent Nearby earthquake fault <annot tc 
Ignored Responsible alternative to nuclear pover sought 
TEOFORD.O C Affiliation Unktioun 63/ 1 1 /02 Conn isi loners 
2pp 21192 197. 24X Fiche 30-27*, 83/1 i /1 4, 631 1 1601 43 


— 6311160133 Cppgiee operation of plant Cites prnblems u/evacuatlon plan 
fir anslte abuse of drugs t alcohol 

SCHUHANK. 6 Affiliation Unknown 83/11 /OS NRC - No Detailed 
Affiliation Given 4pp 21192:197 24X Flche 5(>“27», 83/1 1 /14, 

6311160143 


aDliSeOOS? Foruards Q30B17 news article re drug & alcohol abut? «t 
facillttj Investigation requested 

WALKER. A E Affiliation Unknown 83/11/23 MARTIN- J Q RijJct 5 
Office of plToctor 2pp 21279 173 24X Fiche 30-273,63/11/23, 

6311260037 


0 Advisory Corrmittee on Reactor Safeguards reports fi. tor r ■ i p end »fi[ | 


G311020434 Summarises ACR8 S02nd meeting nn 031013-13 r*e Vie of Tiu 
effect Rsevaluation of seismic design in 10 grs suggijsted tb 
take into account applicable add! Info 

RAY, J J ACRS - Adviaorg Committee on Reactor Safeguards 03/lQ/lI 
OIUNSKY, V Commissioners 2pp 21024 257 24X 

Flche 30-275.83/10/17,6311020434 


P Operating license stage documents & corr espondence 


6311010078 Forwards notice of consideration of Issuancn of amini |> 
License DPR-76 fit WSHC re requirements providing llmUinfl 
conditions for operation should Inlet temp exceed 64 F L 
ensuring operablUtg uf UHS 

flOCKLeV. D Licensing Branch 3 03/10/11 SCHUYLER, J 0 Paclflit 

Oas fif Electric Co 4pp 21017 005 24X Flche 30-273,63/10/11. 

6311010076 


831130002? inforots that on 631119, US Court of Appeals of District of 
GDlumbla denied stay requested bg Joint Interveners of 
Coraotlftion HemDrandum fi, Order CLI-SS-??, issued on 831108 
Fuel loading operations began on 831119 

KNIOHTQM. O W Licensing Branch 3 63/(1/16 DENTON, H., CASE.Ei 

CARTER, J NRC - Mo Detailed Affiliation Given Ip 21329 103 24x 

FicJies 90-279. 63/1 1/16. 631 1300027 


H General correipondenc* 


8311010331 Requests Conmiision reconsider position re licensing & 
aperetion 9f lafilitlei because of location 2 ntles from 
major earthquaki fault 

WENNINGER. v> Affiliation Unknown 63/10/29. NRC - No Dfrtelled 
Affniatlon Olvr'^ 2pp 20979 399 24X Fiche 50-279. 83/ ia/29r 

0311010331 


8311160246 Responds to 630920 Itr trensmitting constituent H Kingiburg 
030907 Itr erprsitlng vliw that OL relnstetemiat should be 
delaged until completion of hearing on design GA NUREO-0679, 

Supple IB L 19, ehcl W/o end 

DIRCKSfU J Office of the Executive Director for Operations 
03/10/86 CRANSTON, A Senate 9pp 31200236 2AX 
F 1 ch e . 5 0-279. 63/ 1 0/ 26, 83 1 1 1 60246 


-'-631 1 16024B Forwards constituent H Kingsbury 6309D7 Hr requesting 01 
re ins tatensnt be delayed untl 1^ completion of. hearing on 
design DA 

CRANSTON, A Benate 83/09/26 Office of Congressional Affairs 
3pp. 21200 844. 24X Flche 50-275.63/10/38.8311160246 


8311080110 Forwards H Unilcker undated note Ic anc} neuspeper clipping 
for plactnent in FDR 6 sv< on parties 

shoemaker. C J Atomic Sefstg and Licensing Appeal Panel 03/11/07 
Docketing L Services Drench 3pp 21074'3S9 24X 

Ficha: 50-275. 83/1 1/07. 6311090110. 


8311090125 Request* sncl H Untlcktr undated note & news article re 
fApect of earthquakes be pieced in PM L served on 
preceading parties 

SHOEMAKER Atomic Bafetg and Licensing Appeal Panel, 03/11/07 
Cffic* of the Secretary of the Commission 3pp 21102 SI 1 34X 

Flche 30-279.83/11/07.8311090129 


8311280138 Forwarda Inccnplete list of citizen questions re R«v 1 to 
emergency plan Timely response urged 

KUPPERiKP.^ JORGENSEMiJ San Luis Obispo, CA 83/11/17 
OUlFRElDAiL Federal Emergency Management Agency 3pp 21379 359 
S4X Flche: 90-273. 83/11/17.8311280132 


8311300068 Respond# to 630919 Itr expressing concern re safe operation 
of facility Hearing bifare HASLAP re design OA planned 
CoHUnisilon voted to Issue Menorandum & Order CLJ 03-27 
reinstating fuel load 6 prscrltlcal tty testing 

HOVWlfT M Assistant D-lrector for Licensing 83/11/16 GOlDNE^r, R 
Afflllatlgn Uninewn 2pp 21321 333 24X Flche 50-279.93/11/18, 

8311300062 


— 8311300064 Expresses concern re licensing L safe operation of 
facilities Conmlssloners Oil Insky. Bradford b Ahearna 
avearsnesi of personal Tispnnsibillty to public to prevent 
dsatrhs L diitas* comminded 

GOLDNER, F, Affiliation Unlcnown, 03/09/19 NRC - No Detailed 
Affiliation Given 9pp 2132i;335 24X Flche; 50-273. 63/11/18. 

631 130QC6S 


— 0311010102 Notice of consideration of issuance of amend to Lfccinil 
DPR-76 h proposed N5HC determination fit opportunity for 
hearing re Intel temp fit UHS 

KNIGHTON, 0 W Licensing Branch 3 63/10/11 6pp 210J7 0D9 

24X Flche 50-275,83/10/11,8311010070 


8311010463 Responds to 820824 fit 0906^ Itrs identifying lys fi. squipaiil 
required for fuel load St low temp testing No addl piping. 
Instru/nantatlon, el ectrlca 1 sys or physical equipment 
required 

EISENHUT, D 0 Division of Licensing 83/10/17 SCHUYLER, J 0 
pacific Gas L Electric Co 5pp 21016 176 84X 

Fiche 50-275,93/10/17,8311010463 


8311260010 Notification of 631025 meeting u/util in Sen Francll^rCh 
to conduct audit of matl based on allegations on design 
adequacy of certain struc tures. sy s fit components 
SCH1ERLING,H Licensing Drench 3 63/10/21 KNIGHTON. 0 U 

Licensing Dranch 3 4pp 21306 346 24X Fiche 50-275, 83/ lOJfii, 

6311280010 


8300310064 Board Notification 63-171 forwards info re allegatlOhi 
concerning small bore piping fit supports 

EI8ENHUT, DO Division of Licensing 83/10/27 P4LLADIND. N U , 
0ILINSKY,V , ROBERTS,? M Commissioners 49pp 21035 043 241 
Flche 50-275,83/10/27,0308310064 


8300310065 Board Noi 1 f icat ion 83-169 provides Info on JH Cooper 
allegations re adequacy of RHR sys design fit status of FQAR 
update Allegation# will be evaluated 

EI8ENHUT. DO Division of Licensing 83/10/27 FALLADIMO.N. 
GILINBKY.V . RQDERTS.T Commissioners 3pp 21039 103 84X 

Flche* 30-273. B3/10/27. 8308310069 


83O03IOG69 Board Notification 03-164 forwards allegations concernlPg 
certain. QA/QC activities Source of allegations confidential 
EISENHLPT.DG Division of Licensing 03/10/27 PALLADIHO. H J , 
0IL1N8KV, V , ROBERTS. T W Commissioners 3pp 21033 073 241 

Flche 50-275,03/10/27,0308310069 


—6311030094 Forwards Allegation RU-03-A-OO46 received on 831017 Enel 
withheld 

BIBHOP, T U Region 5. Office of Director 03/10/21 
EISENHUT. D 0 Division of Licensing 2pp 21039 095 24X 

Flche 50-275,83/10/27.0300310067 


8308310070 Board Notification 63-160 provides info on Ali«oattans »i 
potential sye interaction Source of info confidential Staff 
action pending Info provided to Commission fi, boards for 
"in-camera" consid erati on End withheld 

EISENHUt, D 0 Division of Licensing 03/10/27 PhLLAPlNO.HJ* 
0IL1N8KY. U , ROBERTS. T Commissioners 5pp 21039 077 24X 

Flche 50- 27 5, 33/ ID/ 27, 030331 0070 


—0311030216 Forwards document Confidential treatment requested 

a House of Rep , Interior fi. Insular Affairs 83/09/22 NRC ■ 
No Detailed Affiliation Given Ip 21035 102 24X 

Fiche 50-275.03/10/27.8308310070 


B311010010 Board Notification 83-170 forwards info on allegations 
against HP Foley Co re wire traceability for circuit work, 
E18ENKUT, D O Division of Licensing 83/10/27 PALLADIND. N J , 
OILINSKY.V . ROBERTS, T M Commissioners 3pp 21069 169 B4X 
Flche 50-279,03/10/27,0311010010 
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a3|10i0l33 info 9U(>p I ementlng util 631011 S< H Itrt ra 

tornado loading paratne t er S' nia 1 1 propertiQs & allotuable 
str««a«s used In evaluation oF maionry walls in 4 16-kV 
iwitchgear & cable spreading rooms* per anonymous allegation 
SCHUYLER* J D Pacific Oat & Electric Co 83/10/27 EI5ENHUT, D 0 
Division of Litenelng 6pp 20977 195 24X Flcha 50-273.83/10/27* 

631 1010133 


631130004^ Forwards calculations for IDVP PrnjfCts P 105-4-506-221 . 225 
P 103-4-432-626. 827 re rupture rottraints Calculations 
provided during NRC 031023 audit U/o end 

DENISON. E Robert L Cloud Associates, Inc 83/10/30 COOPERiVl E 
Teledyne Engineering Services Ip 21313 029 24X 

Flchfl 30 - 275 , 63 / 10 / 30.6311300046 


8310310403 Oenerlc Ltr 63-36 to all licensees of operating pouirr 
reactors 6 applicants for OL ro NUREG-0965. "NRC Inventory 
of Dams '* Foruiardt NURE0-O965 "NRC Inventory of Dams" for 
Info only W/o end Svc list end 

ElSENHUTiD G Division of Licensing 63/10/31 Coniolldatad 
Edison Co of New York, Inc I4pp 21164 013 24X 

Fich* 50-000.63/10/31. 6310310403 


6311300008 Forwards notice of consideration of issuance of amend to 
License DPR-76 ti proposed N0HC determination fc opportunity 
for hearing to permit performance of natural circulation 
tests during startup program 

KNIOHTDNifl W Licensing Branch 3 83/10/31 SCHUYLER, J Q Pacific 

Gas & Electric Co 4pp 21321 321 24X Fiche 50-275.63/10/31* 

6311300008 


— 8311100053 Notice of consideration of issuance of amend to Llcanie 
DPR-76 tt proposed NSHC determination L opportunity for 
hearing Amend grants temporary one-time exception for 
natural circulation tests to be performed w/a coolant loops 
KNIGHTON. 0 W Licensing Branch 3 63/10/31 7pp 21321 325 

24X Fiche 50-275)63/10/31.6311300008 


0311010162 Oenerlc Ltr 03-37 to all PWR licensees re NUREO-0737 Tech 
Specs Reguests review of Tech Specs to determine consistency 
w/guldance in NUnEO-0737 Response required within 90 days 
of receipt of ltr Svc list end 

EI 8 ENHUT. D 0 Division of Licensing 63/li/Ol ConsoUdateif 
Edison Co of New York) Inc 22pp 21149 090 24X 

Fiche 50-000)03/11/01.6311010182 


B31102D0S1 Generic Ltr 63-33 to all licensees of operating reactors, 
applicants for oLt L holders of CPs re clarification of Trtl 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8 vc list encl 
EISENHUT.DG Division of Licensing 63/11/02 Consol Icfated 
Edison Co of New York. Inc I 6 pp 2U84 001 24X 

Fiche 50-000.63/11/02)0311020051 


0311140092 Staff requirements memo re 631028 meeting In Nash 1 ngton) DC 
on Diablo Canyon Chairman Palladino requested NRC to 
consider addl protection to avoid Inadvertent criticality 
CHILK .8 U Office of the Secretary of the Commission 83/11/02 
OIRCK 61 N J Office of the Executive Director for Dperatione tp 
21163 093 24X Fiche 50-273. 63/1 1/02, 031 1 140092 


6311070462 Forwards application for amend to License DPR-76, chang Ing 
Tech Specs to require maint of current plant snubber list 
SCHUYLER. J □ Pacific Gas L Electric Co 63/11/04 DENTOfl. H R 

Office of Nuclear Reactor Regulation) Director Ip 21067*334 24X 

Fiche 50-275)83/11/04.8311070462 


—8311070465 Application for amend to License DPR-76. chang ing Tech Specs 
to require maint of current plant snubber list 
SCHUYLER) J 8 Pacific Gas tt Electric Co 63/11/04 4pp 
21067 333 84X Fiche 50-275.83/11/04,0311070462 


— B311070473 Proposed Tech Spec re hydraulic tc mechanical snubters 
* Pacific Gas «< Electric Co 63/11/04 4pp 21067 339 24X 

Fiche 50-275,03/11/04,8311070462 


8311110160 Forwards status of current conformance schedules for 
Improvements planned to assure compliance w/Gtnerlc Ltr 
03-26. "Required Actions Based on Oenerlc Implications of 
Salem ATNS Events ** 

SCHUYLER, U Q Pacific Gas «< Electric Co 03/U/O7 E18ENHUT, D G 
Division of Licensing 9pp 21145 316 24X Fiche 50-275.83/11/07, 

8311110160 


8311160305 Daily highlight memo discussing Commlfslon 631 10B vote 
authoriilng fuel load k precrttlcal testing 

BUCKLEY, B C Licensing Branch 3 83/11/0? DENTON. H . CA 6 E, E . 

CARTER, J NRC - No Detailed Affiliation Given Ip 21198 260 24X 

Fiche 30-275.83/11/09,0311160305 


83)1010017 Doard Notification 03-100 provides info re const QA concerns 
reparted an 931J04 by H Meyers of Subcommittee on Energy & 

Environ NRC initiating action in response to concerns 

EIQENHUT.D Q Division of Licensing 83/11/10 Atomic Bafety and 

Llccnelng Board Panel 3pp 21207 066 24X Fiche 50-275.03/11/10) 

6311010017 


8311210094 Requests remittance of Class Itl fee for BSQbOB request for 
proposed change to P5AJ? 

HILLER. M 0 License Fee Management Branch B3/tt/tO SCHUYLER. J 0 
Pacific Gas L Electric Co Ip 21241 272 24X 

Fiche 50-275,93/11/10.8311210094 


8311150385 Submits update on status af compliance u/amended License 
Conditions 2 C(B>h,2 C( 8 )li k 2 C<a)l< 2 ) Interim procodure 
for estlmailtig core damage will be revised 6 addl accident 
monitoring instrumentation will be installed 

SCHUYLER. JO Pacific Gas k Electric Co 03/11/11 KNIGHTON, 0 H 
Licensing Branch 3 2pp 21177 131 24X Fiche 50-275.83/11/11, 

6311150385 


83L1230049 Staff requiroments memo re 831100 dl ecus s lon/vote In 
Nash Ing ton, DC on hearing requests lifting suspaniion at 
f ac i 1 Ity 

CHILK) 8 J Office of the Secretary of the Commission B3/11/14 
□ fflce of the Secretary of the Commission Ip 2129 b 351 24X 

Fiche 30 - 275 . 83 / 11 / 14.8311230049 


0311290366 Discusses Implementation of NUR EO-07 37, t terns J1 8 3. 1 1 F 1, 
II F 2, 11 K 3 30 6 11 K 3 3i as required by Amend 1 to 
License DPR-76 Celculatione for small-break LOCAs being 
treated on generic basis 

EI8ENHU7, D Q Division of Licensing 63/11/15 SCHUYLER. J 0 
Pacific Gas & Electric Co 6 pp 21310 323 24X 

Fiche 50-273.63/11/13,0311290366 


0311300030 Requests all repte reviewed during equipment qualification 
audit on 810B3io0904 CRepts will be handled as proprietary 
tc will be returned after completion of wart) List -of audited 
equipment Items encl 

KNlOMrON.G U Licensing Branch 3 03/11/15 SCHUYLER, J 0 Pacific 

Oas k Electric Co 5pp 21321 340 24X Fiche 50-275.63/11/15. 

8311300058 


8311300066 Forwards request for addl info re NUREQ-07a7i Item II 0 1, 
"Performance Testing of Relief k Safety Valve* " Util 
should be prepared to discuss responses In meeting within 
60 days of ltr date 

KNIGHTON. 0 W Llcenalng Branch 3 B3/11/15 BCMUYUER. J 0 Pacific 

Oa* k Electric Co 9pp 21321 345 24X Fiche 50-275.63/11/15, 

0311300066 


6311260534 Forwards response to 831114 request for addl Info ri 
Contention 3 on floor slabs of auxUl^ry bldg Info rs ittni 
in board Notlt 1 cation 03-17? ulLl" be' provided shortly 
BCHUVLEft. J 0 Pacific Oas k Electric Co 63/11/17 KNIOHTON, 0 H 
Licensing Branch 3 6 pp 21306 2 6 5 24X Fiche 50-275*83/11/17. 

6311260534 


6311300026 Bvbmtts daily highlight re fuel toad at facility Util began 
fuel load on 631115 Const activities Inside containment 
halted until fuel loading completed 6 vessel head put into 
place Fuel load restart anticipated tn begin on 031118 
KNIOHTON. 0 (4 Licensing Branch 3 63/11/18 DENTON. H R , CASE.E . 

CARTER, J NRC - No Detailed Affiliation Given Ip 21325' 104 24X 

Fiche 50-275,63/11/18,8311300026 


Q Inspection reports* IE Bulletins 6 correspondence 


8308300797 IE Info Notice 83-69, ’"ImproperJ y Installed Fin Damper* 
at Nuclear Power Plants " Bve list encl 

JORDAN, E U Dlvlsinn of Emergency Preparedness 8 . Engineering 
Response iPust 030103) 83/10/21 Consolidated Edison Co of New 

York* Inc I37pp 21114 351 247 Fiche 50-0 0 0.03/10/ 21,0308300797 


B306310030 IE Info Notice 83-70, "Vibration induced Valve Failures *' 
Bve list encl. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response tPost 830103) 83/10/25 Conselldatad Edison Go of Nsw 

York, Inc U7pp 21057 219 a4X Fiche 30-000, 83 / 10 / 25 . 03OB3 10030 


8300300799 IE Qulletln 83-07, Suppl 1 * "Apparently Fraudulent Product* 
Sold Dy Ray Htner, Inc " Svc list encl 

DEYOUNG, R C Director '^s Office. Office of Inipiction and 

Enforcement 03/10/26 Conio 1 Idated Edison Co of New York* Inc 

179pp 21070 170, 24X Fiche 50-000.83/10/26.6308300799 


8308310034 IE Info Notice 83-71, "Defect In Load-Bearing Held* on 
Lifting Devices for Vessel Head k Internals '* Svc ll*t encl 
JORDAN. E L Division af Emergency Preparedness k Engineering 
Response (Pest 830103) 83/10/27 Consolidated Edison Go of New 

York. Inc ll5pp 21057 357 aqx Fiche 50-0 0 0.83/10/ 27 . 0300310034 
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Q30fi3lOO'4S IE Infio Wotice 03-72, "Environ dual I f i tatidn Tutins 
£ip»rierice ’’ Svc enci 

jtJfiDANiE L Division oF Efiitrgencyi Priepar edneis & Enginsoring 
Raiaonso iPost 030(03) 03/(0/20 Consol Ida tad Edison Co of Mdt 

Vorkj Inc 131pp 21155 024 24X Pi ch 6 50-000, 93/10/20, 0300310040 


B3H160135 For ward! lE Ifisp Rdpti 50-275/83-34 tc 50-323/03-24 an 
031011-14 No nonconpl lance noted 

BISHCP,T H Division of Resident, Reactor Project it Eopinee rind 
prograiQi 03/10/20 SCHUyuER,J O Pacific Oas h EUtfcrlt Co 2pp 
21194 013 24X F»che 50-275,03/10/23,0311160135 


^-331116013*? IE Imp Regts 30-275/03-34 it 50-323/03-24 qn 83101J-J4 Mw 
Tvoncaflipliance noted Major drees inspected licensee t 
contractor actions in response to Nuclear Svcs Corp (kug- 
Sept 1977 audit of Pullman Power Prodircta const activities 
HERNANDEZ.G H . KIflSCH,D f Region 5, Office of Director 

03/10/26 Spp 21194 013 a4X Flche 50-279. 03/10/38. 031 1160135 


0308310057 IE Info Notice 83-73, "Radiation Exposure Pram Oloves 
Contaminated W/U Daughter Product! " Svc list end 
PARTtOU, ^ 0 Olvisipn of QA. Safeguards h Inspection Programs (Post 
030I03) 03/10/31 Consolidated Ediaon Co of N«b> Vork, Inc 

l£6pp 21154 240 S4X FI the 50-000,83/10/31,8300310057 


0300310076 IE Inffr Notice 03-76, ''Reactor Trip Breaker Mai firnctiojis 
(Vndfrvol tage Trip Devices on G£ Type AK-2-25 Breakers) " 

Svc lit* end 

JOROANi £ L Division op Emergency Preparedness ^ Engineering 
Btsponie <Post 830103) 03/11/03 Consolidated Edison Co of New 

Yorl. Inc ItSpp 21514 024 24* Flche 80-000.83/11/02,0308310076 


0300310075 lE Info Notice 03-75, 'Mnpraper Control Rod Manipulation ■" 
8ve list end 

JORDANjE L Dlvliion of Emergency Preparedness & Engineering 
Response (Post 330103) 03/11/03 Consolidated Edison Co of Neu 

York, Inc 114pp 2lSi3 293 24X FJche SO-OOO, 03/1 1 /D3. 0300310075 


8311010015 IE Info Notice 03-77i "Air/Gas Entralnjnent Events Resulting 
in Sys Failures " Svc list end 

/ORDAHi E t Division of Energtncv Preparedness 1( Enginearing 
piiponse (Post 050103) 83/11/14 Consolidated Edison Co of Nsu 

York, Inc 114pp 24* FJche 50-000,03/11/14.0311010015 


B3110I001J Board Notification 83-172 forwards info re IDVP 

EISENKDT, 0 0 Dl vl s » on of Ll tens Infi 03/10/31 PiALUADlNO, N J , 
GILtNSKV, V , RDBERTS, T ft Commissioners 43pp 21066 105 Sir 
Flche 90-275,03/10/31,0311010011 


0311010210 Rev 13 to Phase J (. II final rept* discussing results H 
design verification effort 

a Pacific Oas 6 Electric Co 03/10/13 226pp 30974 00? Jlj 

Flche 30-273, 03/1 1/01. 0311010208 


9311230009 Forwards 49fch aemimonthlg status rept for 031025- U07 ii 
lDUP,per requiremonts of Comtnusion Order CLl-91-30 
SCHVULER.J 0 Pacific Gas & Electric Co 03/11/11 BENroN.K X 
Office of Nuclear Reactor Regulation. Director MARTIN, Aiji, 

5, Office of Director ip 21270 133 24X Flche 50-273, 03/11 /jj 

831 1230089 


— 8311230092 eenlmpnthlg Status Rept 49 re lOVP for 831025-1107 
HDCH, J 0 aoutfiern California Edison Cu 03/1 1/U 35pp 
21270 134 24X Tic he 50-275, 03/1 1/1 1, 831 1230009 


8311300298 Forwards Semimonthly Status Reft SO for design Vfrlflfilli. 
program, per Comml &t i on Order CLI-Bl-30 Rept summarlies 
progress of technical work for 031108-31 

SCHUVLER, J O Pacific Oas & Electric CP 83/11/23 DENrON,H ft 
Qfflca of Nuclear Reactor Regulation, Director MARTIN, JB ftsjii!- 
3, Office of Director Ip 21311 115 34X Pi che' SO-279, 63/11/^3 

03 1 1 300290 


--8311300303 "BemJmon th ly Status Rept 50, Diablo Canyon \/erlflcihii 
Program " 

a Pacific Oas & Electric Co 03/11/23 lOpp 2I3I1 116 24J 

Fi c h e 30-275, 83/ 1 I /23, 831 1 300290 


8 Reportable occurrences, LERs I< related correspondence 


831 1(7401 IS RO. on 830916, rad ioac tlve source reported mleslng oh 
found next to electrical outlet located at floor level in 
wall between locker room 6 access control 

SCHUYUBfi, J O Pacific Oas Sc Electric Co 03/10/17 MART IN, d I 

Region 5, Office of Director 2pp 21051 259 24X 

Flche 50-275,03/10/17,0311040115 


G3M20D161 Rffspondi to IE Bulletin B3'‘06 re alleged nonconforming 
Tube-Line matle Metis not incorporated into facility 
SCHUYLER, 3 0 Pacific Oas U Electric Co 03/11/16 MARTIN, U B 
Region 5, Office of Director Ip 21283 022 24X 

Fi che> 5D-S75, 03/1 1/16, 83 1 1 200161 


8311010010 fE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Safety *' Svc list end 

JORDAN, E U Division of Emergency .Prejparedpess 6 Engineering 
nsiponte IPost 830103) 83/11/17 Consolidated Edison Co of New 

York, rnc ll7pp 21603 OOl 24X Flche 50-000. 83/H/ 17, 0311010010 


R periodic operating rsports 6 related correspondence 


0311040082 LEH 03-O23/OIT-O on 031012, util informed by Pacific 
Scientific Co of potential problem u/c«rtain Serial Number 
P8A-1 6 P0A-3 snubbers Insp revealed microcrackt in capstan 
spring tangs Caused b<| stress H/031025 Itr 

KELLY, N J , 6H1FFER,J D Pacific Oas & Electric Co 83/10/25 
MAAriN.J B. Region 5, Office of Director Spp 21090 206 2iX 
Fiche 90-275,03/10/25.8311040082 


8311040009 LER 83-021 /03L-0 on 830925, £rl mar y meteorological tevtr ilr 
temp aspirator fal 1 ed, render Ing differential air temp 
sensing Instrument inoperable for 48 h Caused by electrical 
connector short due to exposure to environ N/G3l023 Itr 
KELLY, N J , SHIFFER.J D Pacific Oas & Electric Co 03/10/25 
MARTIN. JB Region 5, Office of Director 2pp 21O9U207 2Ji 
Fiche 50-279.03/10/25,8311040089 


B3J 1170265 Monthly operating rept for Eept 1903 H/a31003 Itr 

KELLY, H u * TMORNBERRY.p c Pacific Gas tt Electric Co 03/10/03 
Office Of Resource Managament, Dlrecter 7pp 21213 064 24X 

Fiche 50-275,83/10/03.0311170269 


8311010200 Forwards updated portions of Phase I S. li final repts 
discussing results of design verification effort, in response 
te IDYP L NRC contarns (ref SECY-D3-366) Further revs will 
be iutmlttrd on 031014 

ECHUYLER, J 0 pacific Oes C< Electric Co 03/10/11 EISENHUT. 0- 0 
Olviiion of Licenslog Ip 20974 008 a4X Fiche 50-275. 03/JO/l I ■ 
0311010700 


8310270455 Forwards transmittal pages describing substantive Info from 
IDVP per Etc t Ion 7 3 6 of Rev 3 to DCNPP-lDVP-PP-007 No 
open items Issued during prior reporting period Responsible 
Individuals completed acceptable statement 

DENI80N*£ Robert L Cloud Associates, inc 03/10/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MARTIN, J B Region 
5r Office of Director MANEATISjO A Pacific Oas 6 Electric Co 
6pp 20923 099 24X Fiche S 0-27 5, 83/ lo/ 13, 0310270455 


031115026? Forwards “Semimonthly Status Rept 48 Diablo Canyon 
VeTification^ Program, “ summerlrlng progress from 831011-24 
BCHlfYLER,UO Pacific OaS k Electric Co 03/1O/2-8 DEWTON.H R 
Office of Nuclear Reactor Regulation, Director MARTIN.*! 8 Region 
5. Omce of Director Ip 21181 826 24X Flche 50-275,83/10/20, 

8311J90269 


— 8311150270 “Seniniunthly Status Rept 48 Diablo Canyon Verification 
Program.* Sunnmarl i >ng prograse from 831011-24 
» Pacific Oas h Electric Co 83/10/20 
Flche SO-275, 63/10/20,03111:50269, 


36pp 21181 237, 24K 


0311090340 Supplemental Part 21 rept re short circuit bus bracMi| 
inadequate for 10-eycle - 78, 000-amp here ulthstand test 
Equipment redesigned 6 mod kits St Instruction books 
preparad Listed customers advised to initiate mod 
DWYER, P W General Electric Co 03/10/20 DEYOUHO. R Dlfitisf'l 
Office, Office of Inspection and Enforcement 7pp 21103 ^34 H' 
FUhe 50-000,83/10/28.0311090340 


8311100104 Updated LER 83-014/01T-1 on 030526, torque switch blndlep 
observed during malnt on Llmitorque operator Caused by 
excessive sl«e of mounting screw heads Screws replaced 
W/a3U0l Itr 

KELLY, H J , 8HIFFER.J D Pacific Oas & Electric Co 03/11/01 
MARTIN, 0 Region S, Office of Director 3pp 21139 033 241 

Flche' 30-275,83/11/01,9311100104 


0311220320 LER 83-024/03L-0 on 031007,811 main control room 
annuntla tors lost during const activity in annunciator 
cabinets Caused by const Kiorker inadvertently grounding hot 
wire. ihor t-clrcul ting panel Power restored W/831I07 Itr 
KELLY. W J , SHIFFER. J D Pacific Gas j* Electric Co 03/11/07 
MARTINiJ B Region 5. Office of Director 3pf 21254:201 2^1 

Fiche. 50-275, 03/11/07, 0311220228 


0311220244 PNO-V-03-(l53 on 031 107, personnel reported flooding In HH 
tunnel doe to leaking valve from condensate storage tank 
Llcensae Investigating failure of valve 6 has agreed to 
psTfoipm ualkdoiun of sqs to verify component operability* 

KIRStH, D F , MDRRILL. P Region 5, Office of Director 83/11/10 
Ip 21254 075 24X Flche 50-275,03/11/10,0311220244 
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T Hearing tranicrtpte on non-antitrust matteri 


Q3n090GS3 Tranicrlpt of 831020 public meeting re facilitg detlgn 
verification program in Ua fch i ngtonj DC Pp l-t39 Bupfortlng 
documentation end 

• Commit ft loner ft 83/10/28 il36pp 21143 001 24X 

FI Che 90-279< B3/10/28«B3110?0393 


8311070191 Transcript of 831031 hearing in Avila Deach«CA Pp 0-^201 ^ 
8**421 Supporting documentation end 

a Atomic Safeti^ and deeming Board Panel 03/10/31 269pp 

31099 001 24X Fiche 90-279.83/10/31,0311070191 


0311080009 Transcript of 031101 hearing In Avila Beach, CA Pp 0^422 - 
0-623 Supporting documentation end 

* Atomic Safetg and Licensing Appeal Panel 83/11/01 254pp 

21079 001 24X Fiche 90-279.83/11/01,8311000009 


8311090204 Transcript of 83U02 hearing in Avila 0each,CA Pp D-624 - 
D-841 Supporting documentation end 

« Atomic Safety and Licensing Appeal Panel 83/11/02 324pp 

31096 001 24X Ftche 90-279.83/11/02,8311090204 


S311090063 Transcript of 831103 hearing in Avila Deach.CA Pp 0-042 - 
D-tOB3 

a Atomic Safety and Licensing Appeal Panel 03/11/03 240pp 

21100 334 24X Fiche 30-279.83/11/03,0311090063 


0311280223 Testimony of PO&E Panel 5 addraeslng Contentiont 7 St 8 ra 
Failures in design QA program St QA program implementation, 
respect Ively, for insertion in 631103 transcript follouing 
Page D-647 

« Atomic Safety and Licensing Appeal Panel 83/11/03 4lpp 
2 1280 123 24X riche 90-273,83/11/03,8311200223 


0311190199 Transcript of 831104 hearing in Avila Beach, CA Pp D-1.0B3 - 
D-1, 193 

« Atonic safety and Licensing Appeal Panel 63/11/04 70pp 
S1173 001 24X Fiche 90-279,83/11/04,8311190199 


0311190192 Transcript of 031107 hearing in Avila Beach, CA Pp D-1, 194 - 
8-1. 441 

ft Atomic Safety and Licensing Appeal Panel 83/11/07 371pp 

21173 292 24X Fiche 90-279,83/11/07.8311190192 


8311140274 Transcript Of 0311OB discussion/vote on requests to lift 
luipention of Diablo Canyon lou power license in 
Washington, DC Pp 1-17 

* Commissioners 83/11/08 19pp 21164 208 24X 

Fiche 90-279.83/11/08,0311140274 


8311160066 Transcript of 031108 hearing' in Avila Daach,CA Pp D-l«442- 
D-1,671 Supporting documentation end 

* Atomic Safety and Licensing Appeal Panel 03/il/OB 30Bpp 
21194 031 24X Fiche 90-279.03/11/00,0311160066 


0311160070 Transcript of 031109 hearing in Avila Beach, CA.Pp D-l*672- 
D-ti 866 

» Atomic Safety and Licensing Appeal Panel, 83/11/09 238pp 

21196 007 24X Fiche 90-279,03/11/09,8311160070 


0311100042 Transcript of 031110 hearing in Avila I]aach,CA,Pp D-i«e67- 
D-2. 079 Supporting documentation end 

* Atomic Safety and Licensing Appeal Panel. 83/11/10 290pp 

21223 164 24X Fiche 90-279,03/11/10,8311180042 


B3l 1210243 Transcript of 831114 hearing in Avila Beach, CA Pp D-2, 076- 
D-2. 299 Supporting documentation end 

• Atomic Safety and Licensing Appeal Panel 83/11/14 26Spp 
21233 001 24X Fiche 90-279, 03/11/14, 0311210243. 


8311220413 Transcript of 831119 hearing In Avila Beach, CA Pp D-Z, 300- 
D-2, 306 Supporting documentation end 

• Atomic Safety and Licensing Appeal Panel 83/11/19 113pp 

21261 178 24X Fiche 90-279,83/11/19,0311220413. 


83U230093 Transcript of 031116 hearing in Avila Beach, CA Pp 0-2,387 - 
D-2, 629 

e Atomic Safaty and Licensing Appeal Panel 83/11/16 3t9pp 
21269 178 Z4X Fiche 90-279,03/11/16,8311230093 


S3l 1280096 Transcript of 031117 af Pirmation/tf iscuss ion & vote in 
Washing ton, DC on B£CY“83~399 re immediate effectiveness 
□ rdar for San Onofre Units 1 1< 2. Pp i-2 
a Commistloneri 03/11/17 6pp 21307 016 24X 

Fiche 90-279.03/11/17,0311200096 


8311300009 Transcript of 031117 hearing in Avila Beach, CA Pp D-2, 631- 
0-2,866 Supporting documentation enc 1 

e Atoflilc Safety and Licensing Appeal Panel 83/11/17 289pp 

21313 141 24X Fiche 90-279, 83/il/l 7, D3i 1300009 


8311300076 Transcript of 831118 hearing In Avila Beach, CA Pp D-2, 867 - 
3, 109 Supporting documentation end 

a Atomic Safety and Licensing Appeal Panel 83/11/10 262pp 

21316 295 24 X Fiche 90 - 279,83/11/10,9311300076 


0311300081 Transcript of 831121 hearing In Avila Beach. CA 
Pp 3- 106-3, 248 

• Atomic Safety and Licensing Appeal Panel 03/11/21 142pp 

21316 079 SAX Fiche 90-279,83/11/21.0311300001 


U Congrassi otial /Erecut 1 ve Corrafl.p ond ence 


0308310070 Board Notification 03-168 provides Info on allegatlDpa re 
potential sya Interaction Source of Info confidential Staff 
action pending Info provided to Commlftslon 6 boards for 
"In-camera" consideration End withheld 

EiaENHUT,D 0 Division of Licensing 83/10/27 PALLADZNO, N J , 
OILINSKYrV . ROBERTS, r. Commissioners 9pp Si 035 097 24X 

Fiche 90-279,03/10/27, 0308310070 


— B311030216 Foruards document Confidential treatment requested 

» House af Rep , Interio-r 6 Insular Affairs 93/09/22 NRC 
No Detailed Affiliation Olvan Ip 21039 102 24X 

Fiche 90-279,83/10/27,8308310070 


8311080109 Requests prempt restoration of DL Se fuel loading operatio-ns 
RUSSELL, N n California, Stat* of 83/10/31 PALLADINO. H 
Commissioners Ip 21074 291 24X Fiche 90'^27 9, 83/10/31, 

8311080185 


DOCKET 90-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8311010202 Forwards lE Emerosney Preparedneii Insp Repts 90-277/03-2^ t 
90-278/03-23 on 830003 No noncompUance noted Significant 
findings addressed in 030009 Confirmatory Action Ltr 03-09 
MARTIN. T T Division of Engineering 6 Technlcel Programs 03/10/07 
DALTROFF.SL Philadelphia Electric Co 2pp 20993 209 34X 

Ftche 90-277,03/10/07,0311010202 


--0311010207 IE Emergency Preparedness In*p Repts 90-277/03-52 6 
90-270/63-22 on 830803 No noncompliance noted Major areas 
inspected emergency preparedness 6 In-plant health physics 
drill 

MILLER, M Region 1, Office of Director COCKER, H W Division of 
Englnetrlmg & Technical Programs 03/09/22 4pp 20993 211 24X 

Fiche 90-277, 83/10/07, 8311010202 


0310200362 Generic Ltr 83-33 to all licensees 6 applicants of nucUar 
power reactors re NRC positions on certain requlTentents of 
App R to 10CFR90 6vc list end 

EISENMUT. DO Division of Licensing 83/10/19 Consolidated 

Edison Co of Neu Yort, Inc 21pp 2U14 329 24X 

Fiche 90-000,83/10/19,0310200362 


0311070991 Forwards IE Insp Repts 90-277/83-27 U 30-270/83-27 on 
830824-1009 6 notice of violation 

aTAROSTeCKI, R Division of project & Resident Programs 03/10/24 
DALTROFF,Q L Philadelphia Electric Ca 2pp 21069 271 24X 

Fiche 90-277.03/10/24.0311070991 


— 03HO7O999 Notice of violation from insp on 830824-1009 

e Region 1, Office of Director 83/10/24. 2pp 21069 274 24X 

Ftche 90-277.83/10/24,0311070591 


—8311070609 IE tnep Repts 90-277/83-87 6 50-278/03-27 on 030024-1009 
Noncomp liance noted failure to follow procedures for fire 
equipment accessibility 6 failure to fellow radiation 
protection procedures 

DLOUQH,A R , WILLIAMS, J H , TRIPP, L E Region 1. Office of 
Director 83/10/21 IBpp 21065 276 24X Fiche 50-277.83/10/24 

031LO7O991 


83L10S0323 Releasee public version of revised emergency plan 
Implementing procedures 

FELTON, J 11 Oivielon of Rules and Records 03/10/26 Document 
Management Branch ip 21024 099 24X Fiche 90-277.83/10/26. 

0311020323 



88 


DOCKETED ITEMS 


— 631 1020320 Foriijjrdi public vpnipn of rpv'i«*(| plan 

Imp Umentlng proc aduri*i incl uding Procedurfli EP-209, App 0~2 
r* T 4 dlatton prctection Ap p D-4 t"e pcrtonnal 

iaf«tu team & EP-aO^i App H re- campary conaulfcanta 
OALTRDFF/SL PMladalphla Electric Co 63/07/22 HURtE^p T E 
Retficn Ip Office af OirectDT 2pp 2J02A 036- 2AX 
Flche 50-277, 83/I0/2A, 031 1020323 


— 031 1020335 Public veralOTi of revteed amergency plan imp lament ing 
procedure*! Inc lutllng procedure* EP-’209, App D-2 re radiation 
protection t eai^> EP^SO'?. Ap p D-d td peraonnel Sflfefcg team U 
EP-209, App K re ccmpang canaultant* 

* Philadelphia Electric Co 03/Oi>/24 30pp 2l02d 059 24x 

Flchff 30-277/83/10/26,8311020323 


B31I070144 Ack receipt of 831014 Itr informing N0C of step* talreti to 
correct violations noted In IE Enforcement Conference Rept* 
30-277/03-23 b 30-270/03-23 

STAROSTECKli R Division of Project & Resident Programs 93/10/3* 
DALTROFFiE L Philadelphia Electric C-o Ip 210*0 343 24X 

Flche 30-277,03/10/31/8311070144 


— 8311070146 Rtfponds to WRC 031003 Itr re violation* noted in IE 
Enforcement Conference Rept* 50*’277/83-?3 5, 30-278/83-23 
Approi 2i 200 tfflsrgencv sutltchgear room penetrations upgraded 
per App R All penetration.* uiill be completed bg 840301 
DALTRDFF/8 L Ph i lade! ph 1 a Elec trlC Co 83/10/14 STAR-OBTECKl , R 
Division of Project it Resident Programs 2pp 2)0*0 344 24X 

Flche 30-277/03/10/31/0311070144 


8311110136 Forward* '^Oe balled Control Room Design Review Program Plan 
for Peach Bottom Atomic Power Station,'* in reiponte to &uppl 
1 to NyREO-0737, "Retiulrement* for Etnergeitcg Response 
Capability tOenerlc Ltr 82-33^" it Generic Ltr 83-ia 
DA1.TR0FF,S L Philadelphia Electric Co 03/10/31 EI8ENHUT/D0 
Division of Licensing 2pp 2114Q 040 24X Flche 30-277/ 83/10/31 , 

8311110136 


—8311110140 "Detfliltd Control Room Design Review Program Rian for Poach 
Bottom Atomic Power Station," in connection u/Buppl 1 to 
MLfRE0-‘0737, "Requirements for Emergency Response Capability 
tOeneric Ltr 02-33>" & Generic Ltr 03-18 

» Philadelphia Electric Co 83/10/31 72pp 21140042 24X 

Fiche 50-277.03/10/31,8311110136 


8311210066 Forwards tjemptlon from certain annual emergency plan 
siercli* requirements of 10CFR50, App E< Section IV F 1 a re 
leva] of local govt parti clpat Ion in 1903 exercise. In 
response to utU B30420 requaib 

8T0LZ.J F Operating Reactors Branch 4 83/11/03 BAUER, E 0 

Philadelphia Electric Co 9pp 21241 273 24X 

riche 50-277.03/11/03.6311210006 


--0311210007 Exejnptlon from certain anpjijal erperjency plan eiorclee 
rsqulrements of lOCFRso, App E, Section lu F 1 a re level of 
l4Cal govt parti ctpa ti on In 1903 eiercise 

£ISENHUT.p G Division of Licensing 83/11/03 Philadelphia 
Electric Co 6pp 2124L 270 24X Flche 90-277/83/11/03, 

0311210006 


831 1 1 1-D264 RcleaifS public versioh of revised emergency plan 
Imp lemen ting procedures 

FELTOff/ J M Division af Rule* and Records 83/11/08 Document 
Management Qranch Up 21159 302 24X Flche 90-277,83/11/08. 

0311110264 


■B31 11 10266 Forwards public version of revised emergency plan 
imp 1 imsnting proc edureti. Inc luding Procedures EP-206A re 
fire fighting group U EP-209i App D-1 re onsite emergancy 
taaoi leaifcrf 

DALTROFF, S L Philadelphia Electric Co 83/10/19 MURLEY, T E 
Region 1. Office of Oirectar 2pp 21159 183 24X 

Flche' 50-277.83/11/ 00/031111 0264 


— 8311110270 Public version of revised emergency plan Imp lenten ting 
proceduTu, including Procedures EP-2oiA re fire fighting 
gmup ttEP-a09/App D-1 re onsite emergency team leaders 
* Philadelphia Electric Co 83/09/19 7*pp 21159 185 34X 

Flche 50-277,03/11/08,0311110264 


8311210302 Provides add! Info re imp lemantat I on of h(URE0-0737, 
Item II D 2j “Plant Shielding " Revised Procedure EP-205 
ipeclflas protective measure* to be taken in event 
opiratlonal support ctr not habitable due to high radiation 
DALTROFFtS L, Philadelphia Electric Co 03/11/16 STOLZiJF 
Operating Reactors Branch 4 2pp. 21236 270 24X 

Flche 50-277,83/11/10,0311210302 


-"•8311210307 Ray s to Procedure EP-202, ''Operation* Support Ctr 
Activation " 

# Philadelphia Electric Co 83/10/27 9pp 21236 273 2AX 
Flche 90-277.03/11/10,8311210302 


p Operating license stage document* & correspondence 


8311030292 Summary of 830029 meeting u/OE It Mark I Owners Drou^ li^ 
Dethesda, MD re differing opinions between MRC U OE rt 
acceptability of use of oE suppression pool temp analysi* 
(Multi-plant Action D-Ol ) 

3IE8EL, D Operating Reactors Branch 2 03/10/05 Op«ratlri| 

Reactor* Branch 2 74pp 21053 244 24X Flche 50-000. B3/1 0/03. 

8311030292 


031 1010045 Denies 030906 request for extension to submit formal 
response to Generic Ltr 03-20 re Salem ATW9 events Oeniral 
overall status re industry posture warranted Submittal 
requested by 831105 

BTOLZ/vl r Operating Reactors Branch 4 03/10/21 DA1/£R,EG 

FhUadelphla Electric Co 3pp 21010 142 24X 

Flche 90-277,83/10/21.8311010045 


B30B310072 Board Notl f Uatl on B3-001A provides info re iilsmic riil ta 
BVIR plants BIVR absolute core melt probability 6 risk resulti 
developed in limited OiNL study not meaningful 

EISENHUT/DO Division of Licensing 03/10/26 PALLADIHQ,. N J 
CommftBslosiers I2pp 21103 242 24X Flche 90-000.03/10/26. 

8308310072 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors & applicants for OL re NUfiEO~096gj "NRC Inventory 
of Dams *' Forwards NUREO-0965 "NRC Inventory of Dams'* for 
info only (4/o end 3vc list end 

EI0ENHUT. DO Division of Licensing 03/10/31 Consol Idatfd 
Edisan Co of New York, Inc I4pp 21104 019 24X 

Flcha^ 50-000, 03/10/31, 8310310403 


8311010180 Oeneric Ltr 83-36 to all BWR licensees re WJRBO-0737 Tick 
Specs Requests review of Tech Specs to determine conslitihcy 
wt/guldance in NUREO-0737 Response required within 90 deyt of 
receipt of ltr Sve list end 

EIBENMUT. D 0 Division of Licensing 03/11/01 Commonwie) U 
Edison Co 22pp 21184 029 24X Fiche 90-000,03/11/01,0311010110 


8311090073 Forwards revised Pages 69 it 0ia correcting typogr aphlcel 
error* In amend to 030034 amend application to Llcensti 
DPR-44 6 DFR-96 re trip level setting for condensate storage 
tank 

DALTROFF, 6 L Phi lade 1 ph la £l ectr Ic Co 83/li/Ol QTPLZiJF 

Operating Reactors Branch 4 ip 21100 210 24X 

Fiche: 50-277,03/1 1/Oi, 8311090073 


— 8311090076 Revitad Tech Spec Pages 69 it 81a correcting typogrJFMril 
errors In amend to 830024 amend application to Licenses 
DPR-44 6 DPR-56 re trip level setting for condensate 
storege tank 

« Philadelphia Electric Co 03/11/01 2pp 21100 2U SIX 
Flcfie 50-277,03/11/01,0311090073 


8311020051 Generic Ltr 03-39 to all licensees of operating reicUri, 
applicant* for OLs 6 holders of CPs re clarification of TMl 
Action Plan Item 11 K 3 31 Submittal of bounding 
d amonetra tlon will satisfy requirements 8vc list end 
EI8ENHUT,D 0 Division of Licensing 03/11/02 ConioUdalfd 
Edison. Co of New York, Inc l6pp 21184 001 24X 

Flche 50-000.03/11/02,8311020091 


8311090209 Submits info in response to Generic Ltr 03-20, "HiquIrfI 
Action* Based on Generic Implications of Balem ATU8 Events " 
DALTROFF, 8 L Philadelphia Electric Co 83/11/04 glBENHVf.Dfl 
Division of Licensing 46pp 21098 031, 24X Fiche 90-277* 03/ 

031 1090209 


—0311090211 Procedure OP- 10, *'Bcr*m Review Procedure *' 

e Philadelphia Electric Co 03/10/14 30pp 21090 077 311 

Fiche 90-277,03/11/04*8311090209 


8311180009 Forwards BER on NUREO-O737r TMI Action Item II D 1, 
“Relief 1< Bafety Valve Testing " All requirements met 
8T0LZ,J F Operating Reactors Branch 4 03/11/04 BAUER, E 0 

Philadelphia Electric Co I7pp 21185 300 24X 

Flche 50-277,03/11/04,8311190009 


B311160045 Forwards rev to B3D903 application for amend to Liceriti 
DPR-44 & DPR-96 re changes to Tech Specs concerning leakage 
criteria for coolant pressure boundary piping 

BRADLEY*E J Philadelphia Electric Co 03/11/10 DEN TOM > H R 

GfPlce of Nuclear Reactor Regulation, Director Ip, 21195.345 3"' 

Fiche 90-277,83/11/10,0311160045 


'—8311160052 Rev to 830903 application for amend to Licensti DPR-H I- 
DPR-56 re chenges to T*<h Specs concerning leakage criteria 
for coolant pressure boundary piping Certificate of 0vc 
end 

0AUER,E 0 , BRADLEY, e J Philadelphia Electric Co 03/11/10 
llpp 21195 346 24X Flche 90-277, 83/11/10, 0311160049 



DOCKETED ITEMS 


— a31ti60096 Proposed Tech Specs re leakage criteria for coolant 
profiiure boundary piping 

* Philadelphia Electric Co 83/11/10 7pp 21195 337 24X 

Fiche 90*-277- 63/11/10.8311160043 


8311160219 Forwards application for amend to Licenses OPR-44 U DPR-36. 
changing Tech gpecs re scram discharge vol £< reactor water 
cleanup sys instrumentation & making changes of editorial 
nature to table of contents 

DRADLEV, E J ph 1 1 ad e Ip h 1 a E I ectr 1 c Co 03/H/lO DENTDN^HR 

Office of Nuclear Reactor Regulation^ Director ip 211Q9 124 24X 

Fiche 90-277, 03/1 1 /IOj 031 1 160219 


— 0311160220 Application for amend to Licenses DPn-44 6 DPR-SAj changing 
Tech Specs re scram discharge vol 6 reactor water cleanup 
sys instrumentation It making changes of editorial nature to 
table of contents Certificate of Svc end 
DALTROFF, S L Philadelphia Electric Co 03/11/10 0pp 
21109 129 24X Ficha 90-277« 03/11/10. B3t 1160219 


— 0311160221 Proposed Tech 0pe€s re scram discharge vol & reactor water 
cleanup sys instrumentation 

* Philadelphia Electric Co 03/11/10 IQpp 21109 133 24X 

Fltha 90-277.83/11/10,0311160219 


8311160332 Informs that Class III l< I fees due for review of Q3Q2I4 
application re tfelstian of obsolete or redundant provisions 
contained in ET8 

MILLER, W 0 License Fee Management Branch 63/11/10 BAUER. E 0 
Philadelphia Electric Co Ip 21190 361 24X Flche 90-277, 

63/11/10. 8311160332 


B3U230209 Notification of 831209 meeting w/utll in Dsthesda^MD to 
discuss S( resolve outstanding environ qualification issues 
OEARS, 0 Operating Reactors Branch 4 83/11/17 8TQL2.J F 

Operating Reactors Branch 4 2pp 21298 349 24X 

Flche 90-277.83/11/17.0311230209 


Q Inspection reports, IE Bulletins it correspondence 


8311010202 Forwards IE Emergency Preparedness Insp Repts 90-277/83-27 t 
90-270/83-22 on 030803 No noncompliance noted Significant 
findings addressed in 830009 Confirmatory Action Ltr 83-0? 

MARTIN, T T Division of Engineering 6 Technical Programs 63/10/07 
DALTROFF, 0 L Philadelphia Electric Co 2pp 20993 20? 24X 

Flche 90-277.03/10/07.0311010202 


—0311010207 IE Emergency Preparedness Insp ftepti 90-277/83-22 it 
30-270/03-22 on 030003 No noncomp I lance noted Major areas 
inspected emergency preparedness In-plenb health physics 
drill 

MILLER, M Region 1, Office of Oirector CQCKERrH N Division of 
Engineering Technlcel Programs 03/0^/22 4pp 209?3 211 24X 

Flche 90-277,03/10/07,0311010202 


0311020332 Forwards IE Insp Repts 90-277/03-29 & 90-278/83-29 on 
830817-17 No noncomp 1 lane e noted 

MARTIN, T T Division of Engineering U Technical Programs 83/10/17 
OALTROFF.g L Philadelphia Electric Co 2pp 21010 228 24X 

Flche 90-277,03/10/17,8311020332 


"0311020338 IE Insp Repts 90-277/03-29 «< 50-270/03-25 on 030817-17 No 
noncompliance noted Major areas inspected status of 
intergranu lar stress corrosion cracking repairs, Inc ludin g 
welding operator qualifications 

REYNOLDS, 6 D Region 1, Office of Director DURR, J Division of 

Engineering «< Technlcel Programs 03/10/12 3pp 21010 230 24X 

Flche 90-277,03/10/17,0311020332 


B300300797 IE Info Notice 83-69, '^rmproperly Installed Firs Dampers 
at Nuclear Power Plants '* Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 0301031 03/10/21 Consolidated Edison Co. of New 

York. Inc l37pp 21114 391 24X Fiche 50-000, 03/10/21, 03OB3OO777 


0311070991 Forwards IE Insp Repts B0-277/B3-27 l< 90-270/03-27 on 
030024-1009 & notice of violation 

STAROaTECKl, R Division of Project tc Resident Programs 03/10/24 

DALTROFF, 8 L Philadelphia Electric Co 2pp. 21069< 271 24X 

riche 90-277,03/10/24,0311070991 


—0311070999 Notice of violation from Insp on 030024-1009 

e Region 1, Office of Director 83/10/24 2pp 21069 274 24X 

Flche 90-277,03/10/24,0311070991 


—0311070609 IE Insp Repts 90-277/03-27 l< 90-270/83-27 on 830024-1005 
Noncomp I lance noted failure to follow procedures for firle 
equipment accessibility U failure to follow radiation 
protection procedures 

BLQUOH, A R , mLLlAM8, J H , TRlPP^l. E Region 1. Office of 
Director 03/10/21 lapp 21069 276 24X Flchs! 90-277, 83/10/24, 

0311070991 


0300310030 IE Info Notice 03-70. '^Ulbratlon Induced Ualve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post a30103k 03/10/29 Consolidated Edison -Co of New 

York, Inc H7pp 21097 219 24X Fiche 50-000, 03/10/291 83003 10030 


6311090337 Forwards IE Imp Repts 90-277/03-26 & 50-270/03-26 on 
030901,02 &. 06-09 No none amp 1 lance noted 

MARTIN, T T Division of Engineering tc Technical Progrenns 03/10/29 
DALTROFF. a L Philadelphia Electric Co 2pp 21)05 136 24X 

Ftche 50-277.03/10/25.8311090337 


--3311090340 IE Insp Repts 90-277/03-26 Ic 90-270/83-26 on 830901,02 tr 
06-09 No noncoflipl lance noted Major areas inspected licensee 
actions In reeponse to IE Dulletlns 79-02,79-14 BO-11 

VARELA. A A 1 DURR.J P Region 1. Office af Director B 3 /tO/lD 
6pp 21109 139 24X Fichb 90-277,03/10/25,83(1090337 


0300300799 I£ Qulletin 83-07, Suppl t, “Apparently Fraudulmt products 
Sold Dij Ray Miller, tnc Svc lift enc 1 

DEVOUNO.R C Dlrector'e Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Flche 50-000,63/10/26,930030079? 


8309310034 IE Info Notice 03-71. “Defect in Uflad-Dearlng Welds on 
Lifting Device* for Vestel Head 6 Internals Svc list end 
■JORDAN, E L Division of Cnvergency Preparedness & Engineering 
Respoisea (Post 030103) 03/10/27 Oansolldated Edison Co of New 

York, roc IlSpp 21057 357 24X FI che 90-000, 83/10/27, 9309310034 


G3O031DO4B IE Info Notice 03-72. “Environ Oua 1 i f lea t i on Testing 
Experience “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness I, Engineering 
Reeponse (Post 030103) 03/10/20 Consolidated Edison Co of New 

York. Inc L31pp 21155 024 a4X Flcbo 90-OQO, 63/10/28, 0309310040 


8308310057 IE Info Notice 63-73, "Radiation Exposure From Oloves 
Contaminated W/U Daughter Products " Svc list enc I 

PARTLOW,J 0 Division of QA, Safeguards & Inspection Programs IPost 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21194 240 24X Flche 90-000.03/10/31,0300310057 


0311070144 Acfc receipt of 031014 Itr Informing NRC of steps taken tp 
correct violations noted in IE Enforcement Conference Repts 
50-277/03-23 U 90-270/83-23 

STAROOTECKJ, ft Division of Project 6 Resident Programs 03/10/31 
0ALTR0FF.9L Philadelphia Electric Co Ip 21060343 24X 

Flche 30-277,03/10/31.6311070144 


— 0311070146 Responds to NRC 031003 Itr re violetlons noted In IE 
Enforcement Conference Repte S0-277/B3-23 90-270/03-23 

Appro/ 2,200 emergency switchgear room penetrations upgraded 
per App R All penetrations will be complated by 840301 
DALTROFF. 0 L Philadelphia Electric Co 63/10/14 8TAR0STECK1. R 
Division of Project it Resident Programs 2pp 2I060’344 24X 

50-277.63/10/31,0311070144 


0308310076 IE Info Notice 03-76. “'Reacbor Tr(.p Breaker Malfunctions 
lUndervoltag e Trip Devices on GE Type AK-3-25 Breakers) " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response IPost 030103) 03/11/02 Consolidated Edison Co af New 

York, Inc 119pp 21514 024 24X Fiche 90-000.03/11/02,8300310076 


0300310075 IE Infcp Notice 93-79, "Improper Control Rod Manipulation " 
Svc list end 

JDROANtC L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/11/03 Consolidated Edison Ca of New 

York, Inc 114pp 21913 958 24X Fiche 50-000.03/11/03,8300310079 


0311110293 Summary of 031021 meeting W/8NR licensees In Deth<sda,MD re 
future Imps for intergranular sItbis corrosion cracking 
previously inspected under I£ Qulletlni 82-03 6 83-02 
Meeting notice U list of attendees end 

CW0LINSK1,J A Division of Licensing 63/11/03 HOLAHANrOM 
Division of Licensing 6pp 21160 109 24X Flche 50-000,63/11/03. 

0311110273 


0311910313 Suppls 830610 raspoms to IE Qulletin 03-03. “Check Valve 
Failures In Raw Mater Cooling Bys of Diesel Oen-erators 
Surveillance test procedures revised t, check valves tested 
successfully Response to bulletin complete 

DALTROFF, 9 L Philadelphia Electric Co 03/11/04 MURLEY, T E 
Region 1, Office of Director 2pp 21234 200 P4X 
Flche* 30-277.63/11/04,8311210313 


8311160144 ftesponds to IE Dulletln 83-06, "Nonconforming Metis Oupplied 
by Tuba-Line Carp “ No Tube-Line supplied matli instaitsd or 
planned to be Installed in la f ety-re Late-d sys 

DALTROFF. 8 L PhlUdelphls Electric Co 83/11/08 MURLEY, T E 
Raglan 1, Office of Director 2pp 21226 083 24X 

Flche 50-277,03/11/09,8311180144 
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Q>3tlieO039 At1( nrcelpt of 831019 Hr inforntinj NRC steps taktn to 
correct violatians Tioted in IE Imp Rspts 5O-’277/03-‘| 9 U 
50-278/83-19 

MAWTINjT T Division of ErglnBorliiS S< Technical Programs 03/11/09 
DALTROFF, S L Philadelphia Electric Co ip 2IS25 308 24X 

Flche 50'277. B3/J 1/09, 031 1180033 


— Q3111QD041 Respgndt to NRC 830922 Itr re violations noted In IE Insp 
Repts 30-277/83-19 h 50-278/03-19 Corrective actions ttv to 
ilual i f icatlon manuals If reviiu of assistant technician 
training will be completed bv 631021 

DALTROFF, a L Ph 1 1 d d e 1 ph i a Electric Co 83/10/19 HARTIN, T T 

Oivision of Engineering b Technical PragrariS 3pp 21223 309 

24X Fiche 30-277,83/11/09.8311180035 


8311010010 IE Info l^otlce 83-77. “Air/Oai Entrainment Events Resulting 
In Sys Failures " Bve lift enc 1 

JDR2AMi E L Division of Emergsncij Preparedness tt Engineering 
Response (Post 8301031 03/11/14 Consolldatsd Edison Co of 

York. Inc ll4pp 24X F iche 50-000. 83/1 1/14. S3i lOlOOl 5 


0311010018 IE Info Notice 63-76i "Apparent Improper Nod of Component 
Affecting Plant Safety *’ Sve list end 

JORDAN. E t Division of Emergsnev Preparedness it Engineering 
Response (Post Q30103> D3/1I/J7 Consolidated Edison Co of Nam 

York, Inc I17pp 21603 -OOt 24X Ftche 50-000. 03/11/ 17, 8311 0100 18 


n Periodic operating reports t* related correspondence 


8311160081 Konthly operating repts for Qc t 1983 W/Q31U4 Itr 
ALDENiW N . COONEY, f1 J Philadelphia Electric Co 03/11/10 
Dlrector'v Office, Office of Inspection and Enforcement llpp 
21196 243 24X Flche 50-277.83/11/10.8311160081 


S Reportable occurrences, LERt tc related correspondence 


831 1010168 LER 03-021 /03L~0 on 030907. dur i ng survellUnce testing of 
diesel generator E-3. operators noted that output pouer 
sulnglng & exhaust temp high. Caused bg failed Elliott 
turbocharger b excess fuel Igniting exhaust U/831007 Itr 
COONEY, N J Philadelphia Electric Co 83/10/07 HURi.EYi T E 
Region 1, office of Director Spp 20977 219 24X 

Flche 50-277.33/10/07.8311010160 


8311010231 LER 83-022/03L-D an 030907, rec ire ulatlon motor generator set 
room recirculation motor genirator set lube oil pump room 
sprinkler sgs did not autoxna tica 1 1 v actuate Caused by coll 
failure Proper dc coils Installed lv/831011 Itr 
COONEY, H J Philadelphia Electric Co- 03/10/11 MURLEVi T E 
Region 1, Office of Director 4pp 20993 010 24X 

Flche 50-277.83/10/11.9311010231 


8311210245 LER 03-024/017-0 on 831024. during audit of certain 
radiographs of Class t p Iping, three radiographs read 
improperly Caused by personnel error All radiographs 
revleued U/a31107 itr 

COONEY. ff J Philadelphia Electric Co 03/11/07 WURUEY. T E 
Region 1, Office of Director 7pp 21235 267 24X 

Flche 90-277. 03/1 1 /07.B31 1210245 


— 0311070599 Notice of violation from insp on 030824-1005 

* Region I, Office of Director 83/10/24 2pp 21065 274 I^e 
F lche 30-277.83/10/24,8311070991 


— 8311070609 IE Insp Repts 50-277/83-27 6 50-270/03-27 on OlOOil-tKl 
Noncompliance noted failure to follow procedures for fire 
equipment accessibility 6 failure to follow radiation 
protection procedures 

BLOUOH.A R Region 1, Office of Director 83/10/21 lOpp. 
21065 276 24X Fiche 30-277.83/10/24,8311070591 


8311020323 Releases public version of revised emergency plan 
implvfflantlng procedures 

FELTON. J M Division of Rules and Records 83/10/26 DotvPS^t 

Management Branch Ip 21024 095 adX Flche 30-277.03/10/26. 
0311020323 


— 8311020328 Forwards public version of revised emergancv flar 
Implementing proc edures, inc lud ing Procedures EP-209i App D-2 
ra radiation protection team, EP-209, App D-4 re persurtnal 
safety team ft EP-209.App H re company consultants 
DALTROFF. S L Philadelphia Electric Co 03/07/22 HURLED. T K 
Region 1. Office of Director 2pp 21024 096 24X 

Flche 50-277,03/10/26,0311020333 


— ©311020333 Public version of revised emergency plan Imp lffixan.il n| 
proc edures, Inc lud ing Procedures EP-209, App D-2 rt radlatian 
protection team, EP-209, App D-4 re personnel safety team t 
EP— 909. App H re company consultants 

a Philadelphia Electric Co 03/06/24 SOpp 21024 05U SO 
Flche 50-277,03/10/26,0311020323 


8311070144 Ack receipt of 031014 1 tn informing NRG of steps takdn la 
correct violations noted in IE Enforcement Conference Ripla 
30-277/03-23 & 50-278/83-23 

BTAROST^CKI, R Division of Project 6 Resident Programs OJMO^JI 
DALTROFF, 8 L PhiUdelphlo Electric Co ip 21060 343 241 

Flche. 30-277, 83/10/31,831 1070144 


— 0311070146 Responds to NftC 831003 Itr re violations natad In IC 
Enforcement Conference Repts 90-277/03-23 6 90-870/03-23 
Approx 2,200 emergency switchgear room penetrations upgi*i4-if 
per App R All penetrations will be completed by 040301 
DALTRaFF,S L Philadelphia Electric Co 03/10/14 BTAHOaTlCAr .< 
Divtelen of Project it Resident Programs 2pp 81060 344 24t 

Flcha: 90-277, 83/10/31, 0311070144 


0311110136 Forwards “Detailed Control Room Design Rovlaiv Progtsa fLi-s 
for Peach Bottom Atomic Power Station," in response be ^vffl 
I to NUREO-O737i "Requirements for Emergency Response 
Capability (Generic Ltr 02-33)" & Generic Ltr 03-10 
DALTROFF. 8 L Philadelphia Electric Co 83/10/31 tlBENlFjl.Og 
Division of Licensing 2pp 21140 040 24X Fiche 30-977. ©J/lO/ai 

9311110136 


—0311110140 “Detailed Control Room Design Review Program Plan, for ' 
Bottom Atomic Power Station," in connection w/Buppl 1 to 
NUREO-0737, "Requirements for Emergency Response Capabtllly 
{Generic Ltr 82-33)“ & Generic Ltr 03-10 

4 Phi ladelphla Electric Cd 83/10/31 72pp 2ll4n'04a S4i 
Flche 90-277,03/10/31.9311110136 


DOCKET 90-278 PEACH BOTTOft ATOMIC POWER STATION. UNIT 3 
F Security, medical, emergency & fire protection plant 


□311010202 Forwards IE Emergency Preparedness Insp Repts 90-277/83-22 6 
S0-27B/B3-22 on 030003 No noncomp 1 1 ance noted significant 
findings addressed in 030807 Confirmatory Action Ltr 83-09 
MARTIN, T T Division of Engineering 6 Technical Programs 03/10/07 
DALTROFF.S U Philadelphia Electric Co 2pp 2D773 209 a4X 
Flche 90-277,83/10/07,8311010202 


— 0311010207 IE Emergency Preparednes* Insp Repte 90-277/83-22 it 
90-270/03-22 on B30B03 No noncompliance noted Major areas 
Inspected emergency preparedness & in-plant health physics 
drill 

HILLER, M Region 1 , Office of Director 03/09/22 4pp 
20993 211 24X Flche 90-277,83/10/07,8311010202 


8310200362 Generic Ltr 03-33 to all llcentfes g, applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90- Sve list end 

ElSENHUTr D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York. Inc 21 pp 21114 329, 24X 

Flche: SO-OOOf 03/10/ 19, 03 1 0200362 


90-277/83-27 & 90-278/83-27 an 
030824-1005 6 natlce of violatloti 

Pj-ojeet & Resident Programs 03/10/24 
DALTROFF.® L Ph 1 lad el ph la Electric Co 2 pp 21069 271 24X 

Flche 90-277, 83/10/24, 8311070991 


6311210086 Forwards exemption from certain annual emergeiK^y plan, 
exercise requirements of lOCFRSO, App C, Section tV r I a r« 
level of local govt participation in 1903 exorcise* in 
response to util 03O4SO request 

8T0LZ. J F Operating Reactors Branch 4 03/11/03 BAUER. C G 

Fhlladelphta Electric Co 9pp 21241 273 24X 

Fiche‘ 90-277.03/11/03, 0311210086 


--8311210087 Exemption from certain annua 1 emergency plan exitciit 
requirements of l0CFR90,App E> Section lY F 1 a re I evttl Of 
local govt participation In 1963 exercise 

EtSENHUT.DO Division of Licensing 03/11/03 R-M I adel pk ta 

Electric Co 6pp 31241 270 24X Fiche 90-277.83/1 1/03, 

831 IS 10086 


B31IIl'0-264 Releases public version of revised emergency plan 
imp lemmrit Ing procedures 

FELTON, J. M Division of Rules and Records 83/11/08 Docuei^'t 

Nenagement Branch Ip 21199 J02 24X riche 90-277. 03/1 1 /OV, 

8311110264 


> — '8311110266 Forwards public version of revised emergency plfn 
Implementing procedures, Inc lud ing Procoduree EP-206A re 
fire fighting group ii EP-209. App D-l re onsite emergency 
teem leaders 

DALTROFF, 3 L Philadelphia Electric Co 03/10/19 HURL £T. I C 
Flefllon 1, Office of Director 2pp 21199 183 BAX 
Fiche 50-277.83/11/0010311110264 
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— B311110?70 Public version of revised emergenc<j plan imp lementlng 
ppoc e d tire xnc 1 ud 1 ng Procedures EP-206A re fire fighting 
group EP-209<App D-l ra onsite emergency teem leaders 
e Philadelphia Electric Co 83/09/19 76pp 21139 IBS 2AX 
Flche 30-277,03/11/00,0311110264 


0311210302 Provides addl info re implementation of NUREO-0737, 
Item 1102, "Plant Shielding ” Revised Procedure EP-202 
specifies protective measures to be taken In event 
operational support ctr not habitable due to high radiation 
DALTRDFFiS L Philadelphia Electric Co 03/11/10 5T0LZ,JF 
Operating Reactors Branch 4 2pp 21236 270 24X 

Flcho 30-277,03/11/10.0311210302 


—0311210307 Rev 5 to Procedure EP-202. "Operations Support Ctr 
Activation “ 

» Philadelphia Electric Co 03/10/27 9pp 21236 272 24X 

Flche 30-277.03/11/10,0311210302 


P Operating license stage documents t* correspondence 


0311030292 Suinfflary of 030025 meeting w/OE & Mark I Owners Group in 
DstheedaiMD re differing opinions between NRC h 0£ re 
acceptability of use of OE suppression pool temp analysis 
(Mu It implant Action D-01) 

51E(}£L, D Operating Reactors Branch 2 03/10/03 Operating 

Reactors Branch 2 74pp 21033 244 24X Fiche SO-000. 83/10/05, 

0311030292 


0311010043 Denies 830906 request for extension to submit formal 
response to Generic Ltr 03-20 re Salem ATW6 events General 
overall status re Industry pasture warranted 0ubmlttal 
rsquasted by 031105 

STOLZi J F Operating Reactors Drench 4 03/10/21 OAUER,E 0 

Philadelphia Electric Co 3pp 21010 142 24X 

Fiche 50-277, 83/10/21, 031 1010045 


0300310072 Board Notification Sa-OOIA provides info re seismic risk to 
BUR plants DWR absolute core melt probability & risk results 
developed in limited DNL study not meaningful 

EISENHUT.D O Division of Licensing 03/10/26 PALLADINO,N J 
CurnmlBS lonBTi l2pp 2il03 242 24X Fiche 50-000,83/10/26, 

8300310072 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors & -applicants for DL re NUnEO-0965, "NRC Inventory 
of Dams " Forwards NUREO-0963 "NRC Inventory of Dams” for 
info anl(j N/o end Sve list end 

eiQENHUT.D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21104 015 24X 

Flcho* 50-000, 03/10/31, 0310310403 


0311010180 Generic Ltr 03-36 to all DWR licensees re hWRE0-07a7 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUnEO-0737 Response required within 90 days of 
receipt of ltr Bve list end 

E18ENHOT. D O Division of Licensing 03/11/01 Commonwealth 

Edison Co 22pp 21104 025 24X Fiche 50-000,03/11/01,0311010100 


0311090073 Forwards revised Pages 69 it 01a correcting typographical 
errors in amend to 830024 amend application to Licenses 
QPR -44 □Pn-S6 re trip level setting for condensate storage 
tank 

DALTRQFF, 8 L Philadelphia Electric Co 03/11/01 STOLZrJ F 
Operating Reactors Branch 4 Ip 21100 210 24X 

Fiche 50-277,03/11/01,0311090073 


— 0311090076 Revised Tech Spec Pages 69 It 01a correcting typographical 
errors In emend to 830024 amend application to Llcenteo 
DPH-44 it DPH-36 re trig level setting for condensate 
storage tank 

» Ph 1 ladelphia Electric Co 03/11/01 2pp 21100211 24X 

Fiche 50- 277.83/11/01,0311090073 


0311020051 Oeneric Ltr 83-33 to all licensees of operating reactors, 
applicants for OLs &< holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8vc list encl 
EIBENHUT, D 0 Division of Licensing B3/U/02. Consolidated 
Edison Co of New York, Inc 16pp 21104 001 24X 

Fiche: 50-000, 03/11/02, 03UO2OO51 


0311090207 Submits info in response to Generic Ltr 03-28, "Required 
Actions Dased on Generic Implications of Salem ATW3 Events ” 
DALTROFF, 0 L Philadelphia Electric Co 03/11/04 EiaENHDTrDO 
Division of Licensing 46pp 21090 031 24X Fiche 50-277.03/11/04, 

0311090209 


— 0311090211 Procedure GP-18, "Bcram Review Procedure " 

a Philadelphia Electric Co 03/10/14 30pp 21098 077 24X 

FI eh a 50-277,03/11/04,0311090209 


8311150009 Forwards SER on NUREG-0737. TMI Action Item 11 D 1. 
"Relief it Safety Valve Testing " All requirements met 
STOLZ.J F Operating Reactors Branch 4 83/11/04 DAUERiE 0 

Philadelphia Electric Co 17pp 21105 30B 24X 

Ficho 50-277,83/11/04.0311130009 


0311160045 Forwards rev to 030503 application for amend to Llcinsas 
DPR-44 6 DPR-S6 re changes to Tech Specs concerning leakage 
criteria for coolant pressure boundary piping 

BRADLEY. E J Philadelphia Electric Co 83/11/10 DENTON, HR 
Office of Nuclear Reactor Regulation, Director Ip 21195 345 24X 

Fiche 50-277,83/11/10,8311160045 


— 0311160052 Rev to 830503 application for amend to Licenses DPR-44 & 
DPR-56 re changes to Tech Specs concerning leakage criteria 
for coolant pressure boundary piping Certificate of Sve 
end 

BAUER, E Q , DRADLEYiE J Philadelphia Electric Co 83/11/10 
llpp 21195 346 24X Fiche 50-277.03/11/10,8311160045 


—0311160056 Proposed Tech Specs re leakage criteria for coolant 
prosture boundary piping 

« Philadelphia Electric Co 03/11/10 7pp 21195 357 24X 

Fiche 50-277,83/11/10,8311160045 


0311160219 Forwards application for amend to Licenses DPR-44 & DPR-56, 
changing Tech Specs re scram discharge vol h reactor water 
cleanup sgs Instrumentation & making changes of editorial 
nature to table of contents 

DRAOLEY.E J Philadelphia Electric Co 03/11/10 DENTON, H P 
Office of Nuclear Reactor Regulation, Director ip 21189 124 24X 

Fiche 50-277,83/11/10,8311160219 


— 831U60220 Application for amend to Licenses DPR-44 h DPR-56 j chang ing 
Tech Bpecs re scram discharge vol b reactor water cleanup 
sys Instrumentation It making changes of editorial nature to 
table of contents Certificate of 9vc encl 
DALTROFF.S L Philadelphia Electric Co 03/11/10 Bpp 
21109 125 24X Fiche 50-277,03/11/10.8311160219 


—8311160221 Proposed Tech Specs re scram discharge vol & reactor water 
cleanup sys instrumentation 

« Philadelphia Electric Co 03/11/10 IGpp 21109 133 24X 

Fiche 50-277,03/11/10,0311160219 


0311160332 Informs that Class HI it 1 fees due for review of 030214 
application re deletion of obsolete or redundant provisions 
contained In ET8 

MILLER, W 0 License Fee Management Branch 83/1 1/iD BAUER, E 0 
Philadelphia Electric Co Ip 21190 361 24X Fiche 30-277, 

03/11/10. 0311160332 


0311230205 Notification of B312D5 meeting w/util In Bethesda.MD to 
discuss & resolve outstanding environ qual i f icatlon issues 
OEARS.O Operating Reactors Branch 4 03/11/17 BTQLZ.J F 

Operating Reactors Branch 4 2pp 21290 345 24X 

Fiche 50-277.03/11/17,0311230205 


0311300073 Forwards "Reactor Containment Bldg Integrated Leakage Rate 
Test Rept, " conducted during Aug 1903 First attempted test 
on B30B21 terminated due to leakage through packing of RHR 
full flow test valve MO-10-34A Valve repacked 

» Philadelphia Electric Co 83/11/23 Office of Nuclear Reactor 
Regulation, Director Ip 21317 193 24X Fiche 50-270,83/11/23, 

0311300073 


—0311300070 "Reactor Containment Oldg Integrated Leakage Rate Test 
Rept, " conducted during Aug 1903 

e Bechtel Corp 03/00/23 i2Spp 21317 194 24X 

Fiche 50-270,03/11/23.0311300073 


Q Inspection reports, IE Bulletins it correspondence 


0311010302 Forwards IE Emergency Preparedness Intp Repts 5O-277/03-2i> & 
50-270/83-22 on B30S03 No noncompl iance noted Significant 
findings addressed in 830809 Confirmatory Action Ltr 03-0? 

MARTIN, T,T Division of Engineering it Technical Programs 03/10/07 
DALTROFF. a L Philadelphia Electric Co 2pp 20993 209 24X 

Flcho 50-277/03/10/07,0311010202 


—8311010207 IE Emergency Preparedness Insp Repts 50-277/03-22 «< 
50-278/03-22 on 030303 No noncomp 1 iance noted Major areas 
inspected emergency preparedness 8, In-plant health physics 
drill 

MILLER, M Region 1, Office of Director COCKER, H W Division of 
Engineering 8» Technical Programs 83/09/22 4pp 20993 211 24X 

Fiche 50-277,03/10/07,0311010202 
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H. IE Inso Reptf 30-277/03-23 & 30-278/83-23 
831 1020332 Foruard* 

olZlTulTf'LTi^Uring & Technical Program. 

VAlinclpS L Philadelphia Electric Co 2pp 21010 228 
F?chrSoy7l'B3/lO/l 7,031 1020332 


on 

83/10/1 ’ 
2^X 


9308310076 IE Info Notico 83-76i ''Reactor Trip Oraakor Ha I f u DC t i C rl 
(Und BPVD 1 tag e Trip Devices on GE Typo AK-2-25 Dreakersi *' 

Bvc list end 

JORDAN, C U Division of Emergency Preparaduess & EngirrtarLn} 
Response (Post 030103) 93/11/02 C ons a 1 i (f ate d Edlsoh Co ' 

Vork, Inc llSpp 21314 024 24X Ficho 30“000» 03/ 1 1 /02. 83003 tl>- 


IE Imp R»pt» 30-377/D3-23 S. 30-270/03- 23 on 830917- 

Ut“}?inular sU«ss corri>«,on cracUng Int lud in j 

nnldlng opnratop '“‘"f 
REYNQLOS. 8 D Region 1' Office 
Fnaineerlng ff Technical Programs 

FUh! 50-277,03/10/17.9311020332 


Office of Director 
03/LO/ia 


DURRdJ Division 
3pf 21010 230 


of 

a-i/ 


0308300797 IE Info Notlc. 83 - 69 , "Ijprop.rlg In.toll.d Fir. Don^p.^. 

_* liuclcAr Pflutr Plants " Svc i 

JORDAN F L Division df Emergency Preparedness «< Engineering 
Hesdoni. (Post 830103 ) 03 / 10/81 Consolidated Edison Co of Neu, 

ihe 137 PP 21114 391 24 X Flche 50 - 000 , 03 / 10 / 21 1 B 3003 (} 079 / 


B308310073 IE Info Notice 93-73, "Improper Control flotf Marlpulallpn 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Englnedrlng 
Response (Post 830103) 83/11/03 Consolidated Edison Co oi * 

York, Inc 114pp 21513 253 24X Flche SO-COO, OJ/1 1 /03, 03«>Q3lW 


0311110293 Summary of 831021 meeting w/DWR licensees in RelPiestfa, hO 
future insps for intergranular stress corrosion cracking 
previously inspected under IE Dull^tlns 62-03 Ic t3P-'02 
Hooting notice 6 list of attendees one 1 

ZWaUlNBKI,J A Division of Licensing 93/11/03 HOLAHAN.O M 
Division of Licensing 6pp 21160 185 24X Flcne ao-000> tl}/H/< 

□311110293 


8311070391 Fpruards IS litsp fiepts 30-277/03-27 *< 30-278/03-27 on 
B3O824-1003 6 notice of violatldn 

BTAROBTECKI.R Division of Project Resident Programs 03/10/24 
IaLTH^F-SL Philadelphia Electric Co 2pp 21065 271 a4X 
Fich# 30-277.83/10/24,0311070391 


-■“8311070999 Notice of violation from insp on 930824-1003 

♦ Region 1, Office of Director 83/10/24 3pp 21063 274 24Y 

Fiche 30-277.83/10/24,0311070991 


— 8311D7D609 IE Insp Repts 50-277/03-27 ■fe 30-270/03-27 on 03OB24-1OO5 
NoneompJ iance noted failure to follow procedures for fire 
equipment accesslbiUty U failure to folloui radiation 
orotectien procedures 

BLQtKJHiA R , HILLIAH9, J H i TRiPPi L E Region 1, Office of 
Director 63/10/21 ISpp 2 1063 276 S4X Flc he 90-277. 03/10/24, 

931 1070991 


03OB3IOO3O IE Info Notice 03-706 "Vihratlon Induced Valve Fail urea " 
Sve list end 

jdrDANfE L Division of Emergency Praparvdness tt Engineering 
Rtsponsi (Post 830103) 03/10/23 Consolidated Edison Co of Nau 

York. Inc ll7pp 21057 219 247 Fic he 50-000, 03/10/23. 0300310030 


031 1090337 Forwards IE Insp Repts 90-277/03-26 & 90-270/83-26 dn 
830901,02 & 06-09 No none omp 1 i anca noted 

MARTIN, T T Olvlslpn of Engineering |f Technical Programs 03/10/23 
0ALTRaFF,8 L Philadelphia Electric Co Spp 21103 136 24X 

Flcli# 50-277.83/10/29,0311090337 


0311210313 Suppls G30610 response to IE Duiletln 03-03, "Check Valvl 
Failures In Raw Water Coaling Byi of Diesel Generator* " 
Surveillance test procadures revised & check valves tested 
successfully Response to bulletin complete 

DALTRQFF.S L Philadelphia Electric Co 03/11/04 MURLEV, T E 
Region 1. Office of Diroctpr 2pp 21234 200 24X 

Flche 30-277.03/11/04,0311210313 


83U10O144 Responds to IE Bulletin 83-06, "Nonconforming Matts Bjpfl 
by Tube-Line Corp " No Tube-Line supplied matle installed or 
planned to be installed in safety-related sy# 

DALTRDFF,9 L Philadelphia Electric Co OS/ll/OD fK/flLEY, T E 
Region 1, Office of Director 2pp 21226 003 04X 

Fiche 30-277, B3/11/O0, 031 1180144 


0311180033 Ack receipt of Q31019 Itr informing NRC of slept lalan H 
correct violations noted in IE Insp Repts 9O-277/03-S9 l< 
30-270/83-19 

MARTIN, T T Division of engineering !< Technical Programs OD/ll-i 
DALTROFF.B L Philadelphia Electric Co Ip 21223 003 24X 

Flche 30-277.03/11/09,0311100033 


— 83111B0041 Responds to NRC 830922 Itr re violations noted In IE tc 
Repts 90-277/03-19 it 90-278/83-19 Corrective actions rev lo 
qual 1 f icat ion nenuala it review of assistant tochnician 
training will be completed by 831031 

OALTROFF, 8 L Philadelphia Electric Co 03/10/1? MAflTINrT T 
Division of Engineering it Technical Programs 3pp 21225 30? 
24X Flche 30-277,83/11/09,8311100039 


—8311090340 IE Insp Repts 30-277/83-26 U 90-278/83-26 on 030901,02 t 
06-09 No nonconpl lance noted Major areas inspected licensee 
actions in response to IB DuUetips 7^-02,79-14 8i 80-11, 

VARELA,AA , DURR, JP Region i, Office of Director 83/10/18 
6pp* 21103 138 24X Flche, 30-277,03/10/33,0311090337. 


0311010015 IE Info Notice 03-77, "Air/Oat Entrainment Fventt Reult 
in 8ys Failures " Bve list end 

JORDAN. E L Division af Emergency Preparodneis & Enj)ine«rlng 
Response (Post 030103) 83/11/14 ' Consolidated Edison Co of * 

York. Inc 114pp 24X Fiche 30-000.83/11/14.0311010019 


0300300799 IE Bulletin 63-07, Buppl 1. "Apparenitly Fraudulent Products 
Sold By Ray Miller, Inc " Bve list end 

DEVOUNOjR c Director's Office, Office of Inspection and 

Enfercemint 83/10/26 Consolidated Edison Co of Neu York, Inc 

I79pp 21070 170 24X Fit he 30-000.63/10/26.0300300799 


0311010010 IB Info Notice 03-70. "Apparent Improper Mod of Componen 
Affecting Plant Bafety " Bve list end 

JORDAN, E L Division of Emergency Preparedness It Enflineerlng 
Response (Post 030103) 03/11/17 Consolidated Edison Co of ( 

York, Inc ll7pp 21603 001 24X Fleho 30-000, 03/ 11 / I 7. 03i I 0|<f 


8300310034 lE Info Notice 83-71, "Defect In Load-Dearlng Welds on 
Lifting Oivlctt for Vessel Head Si Internals " Sve Ll«t end 
JDHOAM. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co of Mew 

York. Inc 1 ISpp 21057 337 24X FUhe 90-000. 93/10/27. 830B310034 


0308310040 IE Info Notice 83-72. "Environ Qualification Testing 
Eipirience " 8ve list end 

JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 83/10/28 Consol 1 dated Ed 1 s an Co of New 

Vorl. Inc I3lpp 21135 024 24X Flche 30-000.83/10/20.8309310048 


0308310057 IE Info Notice 03-73, "Radiation Eapoiure From Olaves 
Daughter Products " Bve list end 

H?nT5inV'‘^ Safeguards U Inspection Progr.ms (Post 

Cqnsalidatad Edison Co of Ne<u York. Inc 
il6pp 21134 248 24X Fiche 90-000,03/10/31,8308310037 


‘"•’“'"'‘ns NBC of tikon to 

90-577,a3ia 1 

DALTROFf'S'l'* pJ!?*!*?" >< R«Pld«nt Ppograo. B3/.0/3I 


R Periodic operating reports 6 related correspondence 


6311160001 Monthly operating repts for Oct 1983 W/B3HI4 Itr 
ALDEN.W M , CDONEViH J Ph 1 1 ads 1 ph 1 a E 1 ec tr 1 c Co 03/11/10 

Director's Office. Office of Inspection and Enforcentenl I IPF 
21196 243 24X Flche 30-277, 03/ 11/ 10. 031 1 160081 


6311300073 Forwards "Reactor Containment Bldg Integrated Leakage Re 
Test Rept. " conducted during Aug 1983 First attempted test 
on 030821 terminated due to leakage through pecking of RHR 
full flow tost valve MP-10-34A Valve repacked 

e Philadelphia Electric Co 83/11/23 Office of Nuclear R«ai 
Regulation, Director Ip 21317 193 24X Flche 50-278, 8»/ 1 1 /a^3 

0311300073 


— 6311300070 "Reactor Containment Dldg Integrated Leakage Rate Teet 
Rspt. " conducted during Aug 1903 

s Bechtel Carp 03/08/23 125pp 21317 194 24X 

Flche 50-270,83/11/23, 6311300073 


6 Reportable occurrences, LERs it related correspondenc v 


B3l 1160816 LER 83— 013/03L— 0 on B30926, sue 1 1 on valve 14-70 on t6rus 
diwaterlng pump declared Inoperable 8< valve 14-71 closed 
Caused by defective thermal overload switch Bwltch replaced 
a Philadelphia Electric Co 03/10/26 ALLAN. J M Region I. Of 
of Director Ip 2ll9O‘O10 24X Fithe 30-278. 83/ 10/26, 0 3i I M *02 
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d3 


8311310G44 UER ^3-OM/03L'0 op Q3lOD4> uhl la ihutdoun 
ifjltch in r«fuel |iQ4 i tlon^ second control rod could 
I'filtciad ufhvTi control rod OS-^SS talocfced Caused by 
diodt on ralag card Diode raplACed 
COONEV^M J PhiUdelphia Electric Co 03/11/03 
Region 1« Office of Oiroctor Ip 21532 334 S4-X 
Ficha ao-27G, 63 / 11 /03i 831 1210344 


ui/reactor nodo 
be 

open 

MURL6Y, T E 


03liSBD336 LEG a3-0l6/03L-0 on 8310 17, dur Ing star top, moisture sensor m 
raclsture monltdrltig sys failed Caused by defective Techmarh 
Ltd sensor Sensor uill be replaced 

COONEV, h J Philadelphia Electric Co 03/11/1& HURLEY, T E 
Revlon. 1, Office of Director Ip 21260 293 24X 

Flfhi 30-270, 03/11/16. 031 I2a033f» 


0311260330 LER G3-017/03L-0 on 631020, during post-rofus I ing outage 
startup, w/unl t at low pouer, offgas radiation monitoring e<|s 
found Inoperable Caused by condensation in offgae sample 
lines Water wl thdraujn from sample lines 

CQQMEV^M J Philadelphia Electric Co 83/U/19 HURLEY. T E 
Region 1, Office of Director Ip 21206 296 S4X 
Flche 30-278.03/11/18.8311200338 


DOCKET 30-200 SURRV POWER STATION. UNIT 1 
F Security, medical, emergency << fire protection plans 


B31 1070137 Forward* IE Insp Rapts 30-080/03-26 fc SO-2OI/03-S6 on 
030000-0902 No noncompl lance noted 

DANCE, H C Division of Project Resident Programs 03/10/07 
STEWART, W U Virginia Electric & Power Co Spp 21060 392 24X 

Fichs 30-280,03/10/07,6311070137 


—3311070139 IE Insp Reptl 90-880/03-26 6 50-201 /B3-26 ois 030800-0902 Nt> 
nencompllance noted Major areas Inspected plant operations, 
operating records, matnt, lurvei 1 lance It secur 1 tt|, fol Iqwup of 
events & outstanding items 8. LERs 

BURKE, D xj , DAVIS, M J Region 8, Office of Director LANDIS.K 
Diviiion of Project ti Resident Programs 03/10/07 6pp 
21060 394 24X Fiche 90-200,03/10/07.8311070137 


8311070293 Informs that review of 630617 rev to radlolog i c»l emergency 
plan Indicates plan continues to meet planning stds of 
10CFR90 47(b) U requirements of App E to 10CFR9O 
DANCE, H C Division of Project Resident Pragrsmt 03/10/13 
STEWART, W L Virginia Electric 6 Power Co 2pp 81062 126 24X 

Fiche 90-200,03/10/13.0311070293 


8310200362 Oenerlc Ltr 03-33 to all licensees V appllcante of nuclear 
pouir reactors re NRC positions on certain requirements of 
App R to iOCFRSO 9vc list end 

EtSENHUT^D 0 Division of Licensing 03/10/19 Consolidated 
Edison Cc^ of New York, Inc 21 pp 21} ^4 329 24x 

riche 90-000.83/10/19,8310200362 


63111070640 Informs of completed review of actions taken in response to 
THl Action Plan Item II D, 2 2. "Plant Shielding Hods For 
Vital Area Access " Actions acceptable 

VAROA.e Operating Reactor* Drench 1 03/10/31 8TEMART,H L 

Virginia Electric U Power Co Ip 21070 393, 24X 

richi 90-200,03/10/31,0311070640 


P Operating licensa stage documents & correspondence 


0311030907 Forwards safety evaluation supporting licensee 011130 
response to Generic Ltr 01-21, "Natural Circulation 
Cooldown « Revleu conducted as part of THI Action Item I C I 
generic review of vendor guidelines Ravlou, complete 
VAR0A,6 A Operating Reactors Branch 1 63/10/19 STENArtT.N L 

Virginia Elrctnlc & Power Co 2p p 21040 272 24X 

Flche 90-000,03/10/19.0311020907 


— 0311020906 Safety tvaluatlon supporting util 011130 response to Oenoric 
Ltr 01-21, "Natural Circulation Cooldown " 
a NRC - No Detailed Affiliation Given 03/10/19 Spp 
81040 274 a4X Flche 90-000.03/10/19.0311020907 


OGllOlOlSO Suppl to 880316 application to amend Licenses DPR-32 6 
DPR-37, re f 1 act ing recent r eorgenL let ion of training 
within nuclear operations dept tc maint 6 performance sves 
d ept 

STEWART. W L Virginia Electric S. Power Co 63/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA. 0 A 
Operating Reactor* Branch 1 3pp 20978 100 24X 

Fiche 90-280.83/10/27,0311010120 


—8311010122 Proposed Tech Specs reflecting recent reorganl i at ton 
of training within nuclear operations dept 6 maint S, 
performance sves dept 

a Virginia Electric «« Power Co 03/10/27 Spp 20970 103 24X 

Flche 90-280,03/10/27,8311010120 


03LO31O4O3 Generic Ltr 63-3B ta all licensees of operating power 
reactors & applicants for OU re NVREO-0969, "NRC Inventory 
of Dim* " Forwards NUREO-0969 "NRC Inventory Of Dams" for 
Info only W/o encl.Svc list end 

EISENHUr, 0 O Division of Uicenting. 63/10/31 Cohsolldated 
Edison Co of New York, Inc 14pp 21104 019 24X 

Flche 90-000,03/10/31,8310310403 


8311010182 Generic Ltr 03-37 to ell PUR licensees re NJRE0-Q737 Tech 
Specs Requests rtvieu of Tech Bpcc* to determine consistency 
w/guidence in NUREO-0737 Response required within 90 days 
of receipt of ltr 0vc list enc 1 

EIBENHVT.D O Division of Licensing 83/11/01 Consol I dated 
Edison Co of New York, Inc 22pp 21149 09B 24X 

rich# 30-000, 03/ n/01, B3t 1010182 


0311020031 Generic Ltr 83-39 to all lictniets of operating reactors, 
applicants for OLs & holders of CPs re clarification af TMI 
Action Plan Item 11 K. 3 31 Submittal of bounding 
demonstration wiki satisfy requirements Sve list cnci 
EI8ENHUT.D 0 Division of Licensing B3/U/02 Consolldatsd: 
Edison Co of New York, Inc I6pp 21184 001 24/ 

Flche 90-000.83/11/02.8311020091 


8311090012 Suppl to application for amend to Licensas DPR-3a b DPR-37, 
adding process control package to previously prop-ofSil 
radioactive effluent Tech Spec submittal 

STEUART.U L Virginia Electric 6 Power Co 03/11/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VAROA.E. A 
Operating Reactors Branch 1 Ip 21D99 270 24X 

Flche: 30-280, 03/1 1 /04, 831 1090012 


0311040137 Ral eases public version bf revised corporate emergency 
response plan lc plan Implementing procedures 

FELTON. J M Dlvlilon of Rules and Records 03/11/02 Document 
Management Branch Ip 21O60’O99 24XFlchi 9C-D00. 03/ 1 1/02, 
0311040137 


— B31109D016 Suppl to proposed Tech Spec s. consist ing of prnceis control 
package to be included u/prcviously proposed rediological 
effluent Tech Spec submittal, 

UILBQN. J L Virginia Electric U Power Ca 03/10/06 llpp 
21099 271 24X Flch e> 90-280. 83/1 1 /04, B3 1 1090012 


--0311O4O148 Public version of revised corporate emergency rstponse 
plan W/030912 ltr 

BTEVART.N L Virginia Electric it Power Co B3/0B/19. 
O^RElLLY.xl P, Regidn 2, Office gf Director t90pp 21069 060 
24X Flche 50-000,83/11/02,0311040137 


— 0311040195 Public version of corporate plan implementing procedures. 
Including Procedures CPlP-1 0 re corporate response manager 
cal lout/actlvetion t« CPIP-2 0 re public news ctr director 
cal 1 Qut/activetion 

» Virginia Electric I, Power Co 03/08/19 I29pp 21068 210 
24X Fiche 90-000,03/11/02,0311040137 


0311060042 Releases public version of revs to emergency plan 

FELTON, V H Division of Rules and Records 03/il/O2 Document 

Manegement Drench lo 21092 132 24X Flche 90-200.83/11/02, 

0311000042 


— 83H080048 Public version of revs to Section 6 of •mBrg*ncy plan, 
"emergency Measures •' H/031029 ltr 

RENT2.F L , WILSON, V. , STEWART, W U Virginia Electric l< Power Co 
03/00/19 O'REILLY, V P Region 2, Office of Director. 39pp 
21092 133 24X Flche. 90-280, 03/1 1/02, 83U0BO042 


0311100104 Forwards response to Generic Ltr B3-S8, "Required Actions 
Dated on Ctnaric Impllcatlani of Salem ATWS Event* '* if/nlne 
oversice drawings Aperture cards are available in PDR 
8TEWART,W L Virginia Electric b Power Co 03/11/04 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director EI6CNHUT, D, 0 
Division of Licensing BOpp 21132 332 24X Flche. SO-QOO, 83/ 1 1 /04, 

8311100104 


0811290039 Fopwarile request for addl info re boron concentration 
reduction In boron injection tank, in response to 030913 
submittal Response within 14 days requested 

VAROA, 8 A Operating Reactor* Branch 1 03/U/O7 BTEifART.W L 

Virginia Electric L Power Co 3pp 21308 390 24X 

Flche. 90-280, 83/11/07,8311290033. 


8311300364 Forwards Amends 91 & 90 to Licenses DPR-32 it DPft-a?, 
respectively s< safety ava lust ion. Amend i replace valve* for 
hydrogen analyser sys tc RHR sample lint Ic rtmove valves for 
leakage monitoring detection sys 

NElOHBORBt J. 0 Operating Reactor* Branch 1, B3/11/I4. BTEWART.H L 

Virginia Electric 6 Power Co 3pp 21329 163 &4X 

Flche, 90-200, B3/1 1 /14, Q3i 1300364 



94 


DOCKETED ITEMS 


— 03n3<3O3SO Amend* 91 A 90 ta Licenses. DPR-32 & DPR«37 re*P ec ti ve-ly. 
reviling Teth Specs ta replace valve* iPor ht^drogen analyier 
ir RKR sample line tu to remove valves for leakage 
monitoring 

VARCAi S A Operating Reactori Branch 1 B3/il/14 31pp 

21325 163 24X Flche 50-200, 03/ H /I 4> 031 1300364 


— B3113003B8 Safety evaluation supporting Amends 91 6 90 to License* 
DPR"3S 6 DPR-37, reapec tive Ig 

« Office of NacLear Reactor Regjlatlarit Director a3/li/l4 
S1335 iS? 24X Flche 50-280,33/11/14.8311300364 


6311300396 Supplemental info to appl icat i on for Amends 73 6 74 to 
LtcenaBs OPR-32 6 DPR-37, reap ecttvely 6 Amends 36 6 16 to 
License* flPF-4 & WPF-7. re spec t ively* te removal of 
reitrlctlon on extended burnup operation to 45i 000 itfO/MTU 
STEWART, U L l/iTplnia Electric << Pouter Co B3/11/23 DENTON, H R 
Office cf Nuclear Reactor Regulation, Director EISENKliT, D O 
Division of Licensing 8pp 21311 112 24X Fiche 50-000,83/11/33 

031 1300296 


0311300304 Notifies that addl time needed to revleiit independent 
consultant environ ciuali f ica ts-o-n of safety-related 
electrical rept Rept will be submitted by 631201 

BTEWART.H L Virginia Electric ^ Power Co 83/11/23 DEWTON, H R 
Office af Nuclear Reactor Regulation, Director ElEENHUT, 0 O 
Division of Licensing Ip 21311 114 S4X Flche 50-000, 03/11/23' 
Q31 1300304 


0 Inspection reports, lE Bulletins 6 correspondence 


B31 10701 37 Forwards IE Insp Repti 50-230/83-26 8, 50-281/03-26 on 
83080B-0902 No noncomp 1 1 anc e noted 

DANCEjH C Division of Project & Rcilderit Programs &3/10/07 
9TEWARr,M L Virginia Electric & Power Co 2pp 21060 352 24X 

Ftche' 50-200, 83/10/07. 831 1070137 


—8311070139 IE Insp Rcpts 50-200/83-26 U 50-281/83-26 on 03OBO8-O9O2 No 
noncompHance noted Jlajor areas inspected plant operations, 
operating records, main t, survel 1 lance 6 securi tg, fol lowitp of 
events L outstanding items tc LERs 

BURKE, 0 J I DAV16.H J Region 2* Office of Director LANDIS, K 
Division of Project t< Resident Programs 83/10/07 6pp 
21060 3S4 84X Flche 50-280,03/10/07,0311070137 


0308300797 IE tnfp Notics B3-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

UDRDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/21 Consolidated Edison Co of New 

York, Inc 137pp 21114 351 24X Fiche 30-000,03/10/21,8300300797 


0308310030 IE Info Notice 63-7Di "Vibration Induced Valve Failures " 
Svc list end 

JORDAN, E t Division of Emergency Preparedness U Engineering 
Response <Post 030103). 83/10/25 Consolidated Edison Co of New 

VOTk, Inc 117pp 21057 219 S4X Ft ch« 30-000, 03/10/25, 0308310030 


03OQ3OO799 lE Bulletin 83-07, Sup pi 1, "Apparently Fraudulent Products 
Sold By Ray hiller, Inc " Svc list end 

DEYCUNO, R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New Vo-rk, Inc 

179pp 21070 170 24X Flche 50-000, 03/10/26, 0308300799 


3300310034 lE Itifo Notice 03-71, "Defect in Load-Bearing Ifelds on 
Lifting Devices for Vessel Kead t< Internals " 3vc list encl 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 03/10/27 Cangolldated Edison Co of New 

York, Inc I15pp 21057 357 24X Flche 50-000,03/10/27,0308310034 


8308310048 IE Info Notice 83-72, ''Environ Qualification Testing 
Eiperlence " Svc list end 

JORDAN, E L Division of Emergency Preparedness $( Engineering 
Response (Post 030103) 83/10/20 Consolidated Edison Co of NauJ 

York, Inc laipp 21155 024 a4X Fiehe 50-000,83/10/20.0308310040 


B30B3100S7 IE Info Notice 03-73, "Radiation Exposure From Olovec 
Contaminated W/U Daughter Products " Svc list encl 

FARTLOW, J O Division of QA» Safeguards k Inspection Programs (Post 
830103). 83/10/31 Consolidated Edison Co of Now York, Inc 

ll6pp 21154 240 24X Fiche 50-000,03/10/31,0308310057 


6308310076 IE Info Notice 83-76, "'Reactor Trip Breaker Naif unctions 
iUndervoltage Trip Devices on GE Type AK-2-25 Breakers) »' 

8vc list encl 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response iPoit 030103) 03/11/02 ConsaUdated Edison Co of New 

York, Inc llSpp 21514 024 24X Fiche 50-000.83/11/02,0300310076 


8300310075 IE Info Notice 83-75, "Improper Control Rod riantpulatt* 
Svc list encl 

JORDAN, E L Division of Emergency Preparedne** 6 Enginaaririj 
Response (Post 8301031 83/11/03 Consolidated Edison Cfl 

York. Inc 1 14pp 21513 253 24X Fiche 50-000, 83/ 1 1 /03, 0308?! 


0311180124 Act receipt of 031014 Ur Informing NRC of steps lelen 
correct violations noted in IE Insp Repts 5O-2BO/03-19 8i. 
50-281/03-19 

LEWIS, R C Division of Project 6 Resident Programs 03/11/09 
STEWART, W L Virginia Electric & Power Co Ip 21536 125 24 

Flche SO-200. 83/11/09, 0311100124 


—8311180134 Responds to NRC 030901 Ur re violations noted in IC 
Repts 50-200/03-19 50-201/83-19 Corrective action* 

reevaluation of max stroke times for remainder of safety 
injection sys valves will be completed within 150 day* 
0TEWART,W L Virginia Electric «, Power Co 03/10/14 
O'REILLY, JP Region 2, Office of Director 3pp 21S26 126 
Flche 50-200,03/11/09,0311100124 


—0311180137 Forwards lE Insp Repts 50-200/03-19 k 50-201/03-19 cri 
830802-05 St notice of violation 

LEWIS, R C Division of Project & Resident Programs 83/09/01 
STEWART, W L Virginia Electric k Power Co 2pp 21226 129. 
Flche 50-280,03/11/09,8311100124 


— 0311180139 Notice of violation from insp on 030002-05 

* Region 2, Office of Director 83/09/01 ip 21226 131 
Flche 50-280,83/11/09.0311100124 


—6311100143 IE Insp Repts 50-200/03-19 k SO-S61/03-19 on 030002-0! 
None Ofltp 1 lance noted instructions in Procedure PT 10 6C for 
testing stroke time of valves flbv-l067C k 1Q67D 
inappropriate 

GIRARD, E H Region 2, Office of Director OLAKErJ J Dlvlsl! 
Engineering k Operational programs 83/08/25 9pp 21226 I?! 
34S( Fiche 50-200,63/11/09.0311180124 


8311010015 IE Info Notice 03-77, "Air/Gas Entrainment Events RtsuM 
in fiys Failuras " Svc list end 

JORDAN, E L Division of Emergency Preparedness k EngCndirlng 
Response (Post 830103) 03/11/14 Consalidated Edison Co of 

York, Int 114pp 24X Fiche 50-000,03/11/14,0311010015 


0311010010 IE Info Notice 83-70, "Apparent Improper Mod of Ccmpanlh 
Affecting P.iant Safety " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/17 GonioUdated Edison Co of 

York, Inc n/pp 21603 001 24X Fiche 50-000.83/11/17,6311019 


0311300152 Suppls 830916 response to It Bulletin 83-06, "Nonconfore 
Metis Supplied by Tube-Line Corp Facilities Followup 

actions to determine If Tube-Line matU in use at faclllbiei 
will be completed by 03120? 

STEWART. W L Virginia Electric k Power Co 03/11/10 D'REILLY. 

Region 2, Office of Director 2pp 21312 337 24X 

Flche 50-000,03/11/10,8311300152 


R Periodic operating reports t, related correspondence 


8311030063 "Rept of Radioactive Ef f 1 uents. 1981 " W/8S030& Itr 
LEASDJHOiR H Virginia Electric Sc Power Co 01/12/31 
O'REILLY, J P Region 2, Atlanta, Office of the Director (01/03/3 
7pp 21020 352 24X Flche 50-280,81/12/31,0311030063 


8311030026 Forwards "Radiological Environ Monitoring Rept" t "Burry 
Pouor Station 1902 Annual Radiological Environ Program 
BTEWARTiWL Virginia Electric k Power Co 03/03/01 O'REILLY,. 

Region 2, Office of Director Ip 2JO20 019 a4X 
Fiche 30-280,63/03/01.0311030026 


--0311030031 "Rept of Radiological Effluents 1902 " 

* Virginia Electric If Power Co 02/IP/31 6pp 21028 020 
Flche 50-280, 63/03/01 , 831 1030026 


-“83U030034 "Burry Power Station* 1902 Annual Radiological Environ 
Program " 

» Virginia Electric k Power Co 03/02/20 75pp 21020 Q36 
Flche 50-200,03/03/01. 8311030026 


03^11030021 Forwards final “□peratlonal Environ Radiological 
Surveillance Program Annual Rept, 1902 " 

STEWART. W L Virginia Electric k Power Co 83/05/04 O 'REILLY, J 
Region 2, Office of Director Ip 21027 306 24X 

Flche 50-200,03/05/04,831 1030021 


“~®311030023 "Operational Environ Radiological Surveillance Prograii^ 
Annual Rept, 1902 " 

BURNHAM, K , CHANDRASEKARAN Eberllne Instrument Corp 03/02/28 
72pp 21027 300 24X Fiche 50-200,83/05/04,8311030021 
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8311170262 Monthlg operating repts for Sept 19B3 W/B31014 Ur 
JQNfES. V . GTEWART.W L . WILSON, J Virginia Electric tr Power Co 
83/09730 IMLLERi N rt Office of Resource lianagomeni. Director 
£ilpp 21212 123 24X Flche 90-280,03/09/30.8311170282 


S Reportab-le oc currencasi LERs relateij correspondence 


03110102*9 LER a3-042/03L-0 on 030917, sve water pump 1-3M-P-10A 
devtloped low discharged pressure 19-10 pt ig ) , caus Ing 
l-SW-P-IOD to auto-start Caused bg clogged suction strainer 
Strainer cleaned W/63t017 Itr 

WILSON, J L Virginia Electric «, Power Co 03/10/17 O'REILLY. J P 
Region 2. Office of Director 3pp 20979 110 24X 

Ftche- 90-2e0i 83/10/17,031 10102*9 


8311010400 LER Qa-044/03L-0 on 030920. Per iod Ic Test 0^98-1 revealed 
snutlier L-SHP-M6S-1D inoperable & 1-PT-39B-2 revealed 
snubbers 1-RC-H8S-146-147 inoperable Caused bg snubber 
binding on pipe & emptg fluid reservoir W/031020 Ur 
WILBON, L Virginia Electric «, Power Co 03/10/20 O'REILLY. J P 
Region 2, Office of Director 4pp 20973 320 24X 

Flclie 90-200.83/10/20,0311010400 


03111702*7 LER a3-043/03L-0 on 031010 8. 17, core cooling monitor A 
declared inoperable following erratic indication Cause of 
831010 event not determined Event on 831017 cauiad bg bad 
connector in power supplg Bupplg replaced W/831103 ttr 
WlL&DNi J L Virginia Electric it Power Co 03/11/03 O'REILLY, J P 

Region 3i Office of Director 3pp 21212 390 24X 

Flche 90-200.03/11/03,83111702*7 


6311170314 Forwards UCRs a3-04*/03L-0 it 83-047/03L-0 

WILBO^i J L Virginia Electric it Power Co 03/11/04 O'REILLY, J P 
Region 2, Office of Director Ip 81212 224 24X 

Flcbff' 90-280, 83/11/04,8311170314 


— 0311170320 LER d3-04*/03L-0 on 831000, heat tracing panel 2A1 found 
d t ■ nerg 1 1 ed, Caused bg damaged heat tape & resistance temp 
device (RTD) on circuit resulting In breaker ovorload Heat 
tracing 4c RTD replaced 

NlLSONiJ L Virginia Electric & Power Co 03/11/04 Region 2. 

Office of Director 2pp 21212 225 24X Fiche S0-280i 03/1 1 /04, 

031U7O314 


—6311170324 LER 03-O47/O3L-O on 031009, heat tracing panel 2A3 found 
tripped ti could not be reset Cause not determined Circuit 
breaker replaced i> circuit returned to sve 

UlLSQNfJ L Virginia Electric !< Power Co 03/11/04 Region 2 
Office of Director 8pp 21212 227 24X Fiche 90-200,03/11/04. 

6311170314 


V Drg Cask Independent 0pint Fuel Btorago Instal latlons 


6311290013 Forurards corrected pages to C-E CENPD-270 & R 1 dlhalgh, Eggers 
4r Aisoc Topical Rept 2023 PI to suppl dry cask ISFBI license 
application 

STEHARTiW L Virginia Electric if Power Co 03/10/29 
CUNNlNQHAtl, R E Office of Nuclear Material Bafety it 
Safeguards, Director 21308 064 24X Fiche 90-200,63/10/29, 

0311290013 


>0311290019 Revised pages to CErPD-270 supplementing dry cask 18F8I 
eppllcatl on 

* Combustion Engineering, Inc CCNPD-270 ERR 03/10/29 llpp 
21300 067 24X Fiche 90-2e0i 03/10/29, 031 1290013 


0311290391 Summary of 031014 meeting w/utll In Silver 8pring«l1D re 
iiuestiors contained in NRC 030909 Ur re application for 
ISFSt at facility 

STURZiF Advanced Fuel it Spent Fuel Licensing Branch 83/11/09 
ROUSErL C Advanced Fuel tt Spent Fuel Licensing Branch 3pp 
2l3t7;3Sa 24X Fiche 50-200.03/11/09.8311290391 


DOCKET 90-281 BUrrY POWER STATION, UNIT 2 


F Sccurl tyi medical, emergency i fire protection plans 


0311070137 Forwards lE Insp Repts 90-280/03-26 V 50-201/83-26 on 
B3060B-0902 No noncompl lance noted 

DANCE, H C Division of Project Resident Program! 03/10/07 
STEWART, M U Virginia Electric b Power Co 2pp 210*0,352 24X 

F 1 c h e : 90 -200, 03/ 1 0/07, 03 1 1 070 1 37 


— 0311070139 IE Insp Repts 90-200/03-2* & 90-261/03-2* on 030600-0902 No 
noncomp llanc e noted Major areas inspected plant operatiuns. 

Operating racordi, malnt, survei 1 lance it security, foil owup of 
Bvants if outstanding items & LERs 

BURKE. D J Region 2, Office of Director 03/10/07 6pp 
21060 394. 24X Fiche 90-200, 63/10/07, 8311070137 


0311070293 Informs that review of B30617 rev to radiological emergency 
plan Indicates plan continues to meet planning stds of 
10CFR90 47(b) (. retiu i rements of App E to tOCFRSO 
DANCE, H C Division of Project * Resident Programs BO/IO/IB 
STEWART, H L Virginia Electric if Power Co 2pp 210*2 126 24X 

Fiche 90-200,03/10/13,031107 0293 


03LOSDO3&2 Oetieric Ltr 83-33 to all licensees * applicants of nuclear 
power reactors re NRC positions on certain r«<iu trement S of 
App R to IOCF03O Sve list encl 

E10ENHUT.DO Division of Licensing 83/10/19 Consolidated 

Edison Co of New York, Inc 21pp 21114 329 24X 

Fiche 90-000.03/10/19,0310200362 


0311070*40 Informs of completed review of actions taken in response tc 
TMl Action Plan Item II 0 2 2. "Plant Shielding Mods For 
Vital Area Access ” Actions acceptable 

VARGA, 8 Operating Reactors Branch 1 03/10/31 STEWART. W L 

Virginia Electric b Power Co Ip 21070 353 24X 

Fiche 90-200.83/10/31,0311070640 


0311040137 Releases public version of revised corporate emergency 
reipansQ plan plan implementing procedures 

FELTON, ^ M Division of Rules and Records 93/11/02 Document 

Management Branch Ip 210*0 099 24X Fiche 90-000,03/11/02, 

031 1040137 


>0311040140 Public version af revised corporate emergency respante 
plan U/a309iS Ur 

8TEUAHT,M L Virginia Electric i Power Co 03/00/15 

O'REILLY, -J f> Region S. Office of Director ISOpp 21068 060 

SAX Fiche 90-000,03/11/02,0311040137 


— 031 1040 199 Publ ic version of corporate plan implementing procedures 
including Procedures CRIP— I 0 re corporate response manager 
tall out/ac t tvatlon i CPlP—2 O re public newt ctr director 
callout/actlvatlon 

* Virginia Electric & Power Co 83/00/19 129pp 21069 SID 

a4X Fiche 30-000,03/11/02,0311040137 


0311080042 Releaaes public version of revs to stnergency plan 

FELTON I J ti Division of Rules and Records 03/11/02 Document 

Management aranch Ip 21092 132 24X Fiche 90-200,03/11/02* 

0311000042 


— 6311000040 Public version of revs to Section * of emergency plan, 
"Emergency Measures " U/031029 Ur 

flENTZ.F L , WlUSONiJ , STEWART, W L Virginia Electric & Power Co 
03/00/19 O'REILLY, J F Region 2, Office of Director 39pp 
21092 133 24X Fiche 90-200,03/11/02.0311000042 


P Operating license stage documents & correspondence 


0311020907 Fo>rwar<ls safety evsluation supporting licensee 011130 
response to, Oanerlc Ltr 61-21* "Natural Circulation 
Cooldown *' Review conducted as part of TMl Action Item 1 C 1 
generic review of vendor guidelines Review complete 
VAROA, B A Gperatlng Reactors Branch 1 83/10/19 STEWART, W L 

Virginia Electric b Power Co 2pp 21040 S72 S4X 
Fiche 90-000,63/10/19.8311020907 


— 6311020900 Safety evaluation supporting util 011130 response to Generic 
Ltr 01-21, "Natural Circulation Cooldown " 
n NRC “ No Detailed Affiliation Given 03/10/19 0pp 
21048 274 24X Flcho 90-000,03/10/19,8311020507 


0311010120 suppl to 82031* application to amend Llcaniee DPR-32 b 
DPR-37, ref Icc t ing recent roorganl latlon of training 
within nuclear operations dept & malnt L performance eves 
dept 

STEWART* M L Virginia Electric I* Power Co 83/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARDA* B A 
Operating Reactors Drancb 1 3pp 20970 JOO 24X 
Fiche* 30-200* 03/10/27, 031 1010120 


— 0311010122 Fro-posed Tech Specs reflecting recent reergan 1 zat ion 
of training within nuclear operations dept V malnt & 
parformant* sves dept 

a Virginia Electric it Power Co 83/10/27 9pp 20970 103 24X 

Fiche 90-200,03/10/27 , 0311010120 


0310310403 Generic Ltr 03-30 te all llcenieee of operating power 
reactors U applicants for OL re NUREO-0969. "NRC Inventory 
of Dams “ Forwards NURE’0-09*9 "NRC Inventory of Dame" for 
inf a only M/a end 8vc list end 

EI6ENHUT, D 0 Division of Licensing 83/10/31 Consolidated 

Edison Co, of New York, Inc I4pp 21104 019 24X 

Fiche 50-000, 03/10/31,6310310403 
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DOCKETED ITEMS 


0311010102 Cfl-ner»c Ltr S3-37 to all /“WFi Iti-ehs^e-s rtf fUR£.G-0/37 TecFi 
Specs Requests re^-ieu of Tech Specs to doterjiiire Con*istencv 
cj/guidanctf in NUnEG'-0737 Response required ujthin 90 
Of receipt oF ltr S/c list e nt I 

EISEMHUT.D G Division of Licensing 83/U/Ol Consolidated 
Edison Co cf FieiJ York* Inc SSpp 2-1149 079 34X 

FicK^ 50-000,03711/01 93£l0i0ie2 


031102-0051 Conenc Ltr 03-35 to all licensee® ©f operating reac torsi 
applicants for OLs t holders of CPs re c 1 ar i f i cation of TUI 
Action Plan item rj K 3 31 Bobimitfcal of bounding 
(JefTionstratlon uiU satisfy reqol rentents Svc list end 
ElBENHUr, D G Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc I'ipp 21104 OOi 24X 
Flche 30-000,03/11/02,8311020051 


B 3 l 1090245 Forujards ’'Surry Unit 2 j Cycle 7 Startup Physics Tes.t Rept 
STEWART. W i. Virginia Electric it power Co 83/11/03 DENTON, H (? 
■Office of Nuclear Reactor Regulationi Du ector varga, 0 A 
Operating f^eactore Dranch I Ip 21099 l71 24X 

Flche ao-aei, 03/ U/03. 0311090243 


— 03IIO9O247 “BurrV Unit 2, Cycle 7 Startup Physics Tpst Kept '■ 

HENOftrxsoN, E S ' SNOW, C T * lOZItO^E J Vi rglni » EJe c tr 1 c t PoVe 
Co VEP-Nas-7 eo/iO/SI ^Ipp 21099 172 24X 

Flche 50-201.83/11/03,0311090243 


B31 1090012 Suppl to application for amend to Licenses DPR'^32 & DPR-37 
adding process control package to previously proposed 
radioactive effluent Tech Spec -submittal 

STEWART. W L Virginia Electric *. Power Co 03/11/04 DENTON. H R 
Office of Nuclear Reactor Reguiatiah> Director VARGA, S A 
Operating Rflattor* Branch 1 IP 21099 270 24X 

Flche SO-580, 93/11/04. 031 1'090012 


—0311090016 Suppl to proposed Tech Specs, c onsi s t mg of process control 
package to be included w/previously proposed radiological 
effluent Tech Spec «ubmlttal 

WILSON, V L Virginia ElectnC 6 Power Co 23/10/06 Itpp 
21079 2/1 24X Fiche 50-280. 83/ U /04. 03l 1098012 


0311100104 Forwards response to Generic Ltr 03-28. "Required Actions 
Based on Generic Tmpiicatipns of Salem ATWS Events " N/nlne 
overslie drauiiniis Aperture cards ere available in pDR 
STEWART, W L Virginia Electric it Power Ce 83/11/04 DENTON, H R 
Office of Nuclear Reactor Regu-latlon, Director EIEENHUT, 6 G 
Division Of Licensing 0Opp 21132 332 24X Flche 50-000,83/11/04. 

0341100184 


8311290033 Torwards request for addl info rd borPn concentration 
reduction in boron injection tank, in response to 830913 
Submittal Response within 14 da^s requested 

VARGA. 8 A Operating Reactors Branch 1 83/11/07 STEWART. W L 

Virginia Electric b Poojbp Co 3pp 21308 330 24X 

Flche 30-380,83/11/07.8311290035 


8311300364 Forwards Amends 91 & -70 to Licenses 0PR~32 1, OPR-37, 
respectively g. safety evaluation Amends replace valves for 
hydrogen analyier jys 6 RHR sample line 6 remove valves for 
leakage niionltoring detection tys 

NEIOHUDRS^J D Operating Reactors Drench i 63/11/14 STEWART.WL 
Virginia Electric t* power Co 3pp 213S5 163 24X 

Fithe 30-260,03/11/14,8311300364 


— 8311300300 Amends 91 \ 90 to Licenses DPR-32 & DPR-37 respectively, 
revising Tech Specs to replace valves for hydrogen analyier 
S'yt t* RHR sample line & to rcimoyo valves for leakage 
manltoring sys 

VARGA. S A Operating Reactors Branch l 03/11/14 2lpp 
21325 165 24 X Ficho 50-280,83/11/14.8311300364 


— 0311300300 Safety evaltiatio-n supporting Amends 91 8< 9o to Licenses 
DPR-32 S< DPF-a?. respectively 

* Office of Nuclear Reactor Regulation. Director 63/11/14 6pr 
21325 1B7 24)i Fiche 50 '280. 83/1 1/14, 831 1300364 


8311300296 Suppl eoenta I infcj to application for Amends 73 6 74 to 
Licenses DPR-32 t« DPR-37. respective! y 6 Amends 36 16 to 

Licenses lypF-4 ^ WPF-7, respect Ively. re removal o# 
restrietton cn extended burnup operation to 45.000 MWD/iiTtI 
STEWART, M L Virginia Electric «< Power Co 03/11/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EI5ENHUT. D O 
Divlilu-n of Licensing 2pp 21311 112 24X Fiche 90-000*83/11/23 

0311300296 


0311300304 Nettfies that addl time needed to review independent 
consultant environ qual i f icatlon of safety-related 
sWctrical rept Rept u.111 be submitted by 031201 

STEWART. W L Virginia Electric 6 Power Co 03/11/23 DENTIL. H R 
Office of Nuclear Reactor Reguiatlan, Dliectov EXeENHUT. D Q 
Bivlslon qf Licensing Ip 31011 kl4 24X Fiche 50-000.63/11/33, 
B3 I 1300304 


Q Inspection rspoi ts. IC Bulletins ?< cofric spond pne e 


8311070137 Forwards It Insp Ropts 5 O- 20 O/ 03’-26 h D0-2tU /fl3 -26 O' 
030008-0903 No none ompl lane e noted 

DANCE, H C Division of Project 6 Resident Programs 03/10/07 
STEWART.W L Virginia Electric fc Power Co 2pP SXChO 332 ic*l 
Flche 50-200. 03/10/0/. 031 1070137 


—0311070139 IE Insp Repts 30-200/03-26 50-281/03-26 on 030009 0?0i 

none omp 1 lance noted Major areas inspected pia-nt operetlonsj 
operating records, maint, survei 1 lance & b e cur 1 1 y , f a 1 1 pwup of 
events 6 outstanding items & LERs 

nUflKE*D J , DAVIS. M J Region 2, Of T i c P of Director LArjpiB.H 
Division of Project 6 Resident Progi ams 93/10/07 6pp 

21060 354 24X Flche 50-200,03/10/07.3311070137 


0311070212 Forwards IE Insp Rept 30-28l/S3-i27 on 830911-14 No 
noncompliance noted 

DANCE.H C Division of Project U Rcaldent Programs 03/10/17 
STEWART* w L Virginia Electric U Power Co 2PP 3SA 

Fiche 30-201,03/10/17,0311070212 


— 0311070217 IE Insp Ropt 50-281/03-27 on B3091 1-14 No no nC orsp M i'll t 
noted Major areas inspected containme-nt Integrated ]«ak 
rate testing 

BROOKS, E H Region 2, Office of Director JAPE. F Division oF 
Engineering 6 Operational Programs 03/10/07 4pp 21061 326 
24X Ficho 50-281.03/10/17.0311070212 


0308300797 IE Ihfo Notice 83-69. "Improperly Installed Fire Dimjiiri 
at Nuclfar Power Plants " Sve list encl 

JORDAN.^ L Division of Emergency Preparedneas V Kngire4riP9 
Respons# (Post 030103) 83/10/21 ' Consolidated Edison Co of Nj 

York, rnc n7pp 21114 ssl 24X Fiche SD-000. 03/ lO/» !•* tlJ0O3CO7T 


0300310030 IE Info Notice 03-70. ^'Vibration Induced Valv* pAllunk " 
Svt. list end 

JORDAN. & L Division of Emergency Preparedness iL Enginaarlnf 
Response IPost 030103) 03/10/25 Consolidated EdlsOn Cc of Nl 

York. Inc ll7pp 21057 219 24XFlrhc &0- 000. 03/10/89- 6300 3 U-0> 


8300300799 IE Ooiletin 03-07, Buppl 1. "Apparently Fraudulent Produitl 
Sold 0y Ray Miller, Inc " Sve list end 

DEYOUNG, R C Director's Office, Office of fneppction and 

Enforcement 03/10/26 Consolidated Edison Co of NfM Vorl. Irs 

179PP 21070 170 24X Fichd 50-000.03/10 / 26.0300300799 


8300310034 IE Info NPtUe 83-71* "Defect In Load-Daar icig Wdlds on 
Lifting Devices foi Vessel Head & Internals " Bve lltt #rtC I 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 830103) 03/10/27 Conaalidated Ed 1 s oP Co -ol Mr, 

York, Inc USpp 21057 35? 24XFicha 50-000* 03/ 10/ S'? ■ 11300 3 


0300310048 IE Info Ndtlce 83-72* "Environ Qua I i f i c a 1 1 on Testl^ig 
Eiperlence " Sve list encl 

JORDAN, E L Division of Emergency Prepar atf ness t EngineeTir^ 
Response (Post 830103) 83/10/20 Consolidated Edison Co df Ni. 

York* InC I31pp 21155 024 24X Fithe 90-000* 03/ IO/2«). aJ0831CO4l 


8300310057 IE Info Notice 83-73* “Radiation EYpoaure Frois Olovdi 
Contaminated W/U Daughter Products " Sve list anc 1 

PARTLOW. J O Division of OA. Safeguards 5^ Inspection (P*i1 

830103) 83/10/31 Consolidated Edison Co of Netu Vork* Ire 

n6pp 21154 248 24X Fiche 50-000. 03/10/31 . 8300310097, 


8300310076 IE Info Notico 03 - 76 * "Reactor Trip Oreaker |ia I f u nc I loi^ I 
(Undervoltage Trip Devices on GE Type aK -2 — S ?5 Braakarii ’■ 

Sve list end 

JORDAN. E L Division qf Emergency Preparer d T» e a s 4< Engirvvaf iPg 
Response (Post 030103) 03/11/02 Consolidated Ed k ton Co of )ie+ 

York. Inc ll5pp 21514 024 24X Flche 90-000, 03/t I /09> □30D3lC\i7t 


8308310079 IE Iqfo Notice 03-75* "Improper Control Rod Man tpu lat Un 
8vc list end 

JORDAN. E L Division of Emerjjency Prepar&dncis U Engintarlng, 
Response (Post 030103) 83/11/03 Consolidated Edison Co qf 

York, Inc 114pp 21913 233 24X Fiche 30-000* 83/ 1 1 /03- 03083 ^ 


8311100124 Ack receipt Qf 031014 ltr informing IsfRC of eteps taken tg 
correct violations noted In Insp Repts 30-580/03-19 6r 
30-201/83-19 

LEWIS. R c Divisipn Qf project & Resident Pro-grams 83/11/09 
STEWART.W L Virginia Electric 6 Power Co ip 2ISB6 JS!5 241 
Flche 90-280.03/11/09,8311100124 


■8311180134 Responds to mRC 830901 ltr re vloLatiJns noted In IE Ine) 
Repts 90-280/03-19 i> 50-201/83-19 Corrective ectlan« 
reevaluatioh of max stroke times for remainder of safety 
Injsctian sys valves will be completed within ISO days 
STEWART.W L Virginia Electric h Power Co^ 8:3/10/14 
O'Reilly. J p Region 2. Office of Director 3pp 21S86 1?6 i 
Fiche 90-280,83/11/09.8311180124 



Q3UO1037B 


□tlOlDOlS IE InfQ Notice B3-77> "Alr/Qa« Entrainment Events Resulting 
In By-s FaiJores " Svc list end 

JORDAN. E L Division of Emergency Freparedness & Engineering 
Response iPoit 83ai03> G3/lJ/i4 Consolidated Edison Co of Neui 
York* Inc ll4pp B4X Fiche 30-000,83/11/14.8311010019 


□ IIOIOOIQ IE Infd Notice B3-7B, ‘'Apparent Improper Mod of Component 
Affecting Plant Safety “ Svc list end 

JORDAN. E L Division uf Emergency Preparedness (< Engineering 
Response (Post S30103} 03/11/17 Consolidated Edison Co of New 

York- Inc il7pp 21i03 001 24X Fiche 90-000. B3/1 1/17* 83tl0100lB 


I31130D132 Supply 83091^ response to IE Bulletin 83-06. “Nonconforming 
Matls Supplied by Tube-Line Corp Facilities " Follouiup 
actions to determine if Tube-Line matls In use at facilities 
tJill iiS completed by B312D9 

STEWART, N L Virginia Electric & Pouer Co 83/11/18 O'REILLY, J P 
Region 2« office of Director, Spp 21312 337 24X 

PlcM 30-000. 83/11/ IB* B31 1300192 


Periodic operating reports 8* related correspondence 


311030063 "Rept of Radioactive Ef fluents, 1901 " W/B2030S Itr 
LEASBUno.R H Virginia Electric 8, Pouter Co 81/12/31 
O'REILLV.J P Region 2* Atlanta, Office of the Director {01/03/01) 
7pp 21088 333 24X Fiche 90-200.61/13/31*0311030063 


31103-0026 Foruards "Radiological Environ Monitoring Rept" t( "Surry 
Pouer Biatio-n i9B2 Annual Radiological Environ Program '* 

STEMART.W L Virginia Electric 8< Power Co 03/03/01 O'REILLY, J P 
Region 8, Office of Director Ip 21026 019 24X 

Fiche ao-2QDi 83/03/01*831 1030026 


-6311030031 "Rapt of Radiological Effluents 1982 " 

ft Virginia Electric 6 Power Co 02/12/31 6pp 21020 020 24< 

Fiche 50 -280* 03/03/0 1 * 03 n 030026 


-0311030034 "Surry Power Station* 1982 Annual Radiological Environ 
Program " 

» Virginia Electric & Power Co 03/02/20 75pp 21020 026 24X 

Fichu 50-200.03/03/01*0311030026 


311030021 Forwards final "Operational Environ Radiological 
Surveillance Program Annual Rept* 1902 " 

STEWART. W L Virginia Electric & Power Co 83/09/04 0 'REILLY* J P 

Regloh 2. Office of Director Ip 21027 306 24X 

Flchf 90-280,03/09/04,0311030021 


-0311030023 "Operational Environ Radiological Gurveillance Program 
Annual Rept. 1902 " 

BVRNHAM.K* * -C HAN DR ASE KARAN EbeMlne Instrument Carp 03/02/28 
72pp 21027 308 24X Fiche 50-200,83/05/04*0311030021 


—0311010410 LEfl B3-039/03L-0 on 830926* w/ uni t at hot ahu t d own * au * i 1 I ary 
oil pump for charging pump 2-CH-P-IA observed not running 
Cause undetermined Starting coil removed 6 Inspected No 
problems found Pump performs as designed 

MILSON. J L Virginia Electric !« Power Co 83/10/31 Region 2. 

Office of Director 2pp 20973 297 24X Fiche 50-201*83/10/21. 

8311010398 


— 0311010416 UER a3-040/03L-0 on 830-921 , w/un 1 1 In hot shu tdown , res i s tanc 
of motor for auxiliary feed pump 2-FW-P-3A discovered 
degraded, rendering punvp inoperable Caused by rainwater 
leaking through safeguards bldg roof onto meter 

WILBDN.J L Virginia Electric Ic Power Co 03/10/21 Region a. 

Office of Director 2pp 20973 299 24X Fiche 90-231*. 03/10/21 . 

0311010398 


8311010163 leR a3“041/03L'’0 on 030923* w/Uni t 1 in cold shutdown 6 
Unit 2 in hot shutdown. rC0V-CW-206C breaker discovered open 
Caused personnel placing danger hold tag on wrong valve Tag 
removed Dreokar closed W/831024 Itr 

WILSON* J L Virginia Electric 6 Power Co 83/10/24 O'REILLY* J P 
Region 2. Office of Director 3pp 20977 242 a4X 
Fiche 90-261,83/10/24,8311010163 


0311020290 Forwards LERs 83-04 2/03L-O,. a3-043/03L-0 b e3-044/03L-0 
WILSON* J L Virginia Electric 8* Powar Co 83/10/28 O'REILLY.J P 
Region 2* Office of Director Ip 21010 304 34X 

Fiche 30-201,03/10/28*8311020290 


--0311020290 LER 63'*042/03U-0 on 030930. rod position indication for rod 
r-6 observed more than IS steps out of alignment Caused by 
drift in signal conditioning module Module recalibr 
WILSON. J L Virginia Electric b Power Co 63/10/20 Region 2* 

Office of Director 2pp 21010 309 24X Flcha 50-201* 83/10/20, 

8311020290 


— S311020302 LER 63-043/03L-0 on B3100B* Test 2 ID revealed that overtemp 
delta T comparator for Loop I) would not daenergiie to 
Initiate one channel of reactor trip logic Caused by two 
failed capacitors Comparator replaced 

WILSON.J L Virginia Electric «< Power Co 03/10/28 Region 2> 

Office of Director 2pp 21010 307 24X Fiche 50-261*83/10/20. 

8311020290 


--0311O2O3O4 LER B3-044/O3L-0 on 030929* operator dlseovsrfld charging 
svc water pump discharge valve 2-8W-P-10B closad w/pump In 
auto standby Cause not determined Valve probably closed 
■while const activities in progress Valve opened 

WIL80N.J L Virginia Electric & Power Co 03/10/23 Region 2, 

Office of Director 2p p 21010 309 24K Fiche 50-281,83/10/28. 

0311020290 


8311170254 Forwards LERs 03-O47/O3L-O it Ba-04a/03L”0 

WILSON. J L Virginia Electric U Power Co 83/11/04 D'REILLY.JP 


au(ii»ndrij of 831014 me^tlns w/util tn Silver gprinajHD r« 
iluiitlons conteirfd in NRC B309O9 Itr re applttatlon for 
iSPai at fatiUtg 

STtfflZ, F Advanced ^ Spent FgeJ Lieen«»ng Dranch 03/1 1/09 

RQySE»U C Advanctd Fael h Spent Fuel Llcanelng Branch 3pP 
21317 3S9 24X FUhe 30-280. 03/ 1 1 /09. 031 ia'?039l 


docket so-aga prairie island nuclear station, unit i 


F Seeurltyj medical, efnprgencv I. Fir-e protection plani 


6310200362 Generic Ltr 63-33 to oH licsn»eei L applicant* of nuclear 
Pi>iMer reactort re NRC posltlont on certain requirement* Of 
App R to IOCFR50 Svc list end 

E18ENHUT.DC Division of Licensing 83/10/19 Con col idated 

Edison Co Of Niu Ynrti Inc 2lpp 21114 329 24X 

Flchi 30-000,83/10/19.0310200362 


6311100406 RespQTidt to B1O608 & 820126 1 trs re primary U backup 
dnersency operations facilities Location acceptable Approval 
Of other features & emergency response facilities ulll be 
JtteTfflined during post-iniplefflentatlon appraisal 
EI8ENHUT, D G Division df Licensing 63/10/27 MUSOtF. D M 
Northern States Ppwer Co 3pp 21154 047 24X 

Flch* 30-000.03/10/27.9311100406 


P Operating license stage documents & correspond encc 


6311060021 Eujnmary of 631013 meeting v/uttl In Qethesda. riD re 
resolution of seven op*P relief requests on inservice 
testing of pumps 6 valves 

DIIANNI.D C OpirPtitig Reactors Branch 3 63/10/26 Operating 

Reactors Branch 3 7pp 21092 338 24x FIche 90-202^63/10/26. 

6311030021 


6311140516 Denies 630906 request for extension re submittal of response 
to Generic Ltr 63-26. "Clari f Icatlon of Required Action* 

0«ied on Generic impl icationi qf Salem ATWS Events 

Retponse^to sitent practi cal. requested by 031105 

rllLLEfl.J R Dparatinj Reactors Eranch 3 03/10/27 MUSQlF. 0 M 

Karthern States Poi/cr Co 2pp 21 167 003 24x 

Fiche 30-202.03/10/27.0311140316 


6311080159 Submits Info re resolution of seven remaining relief 
requests on interviee testing, per Amends 60 k 5q to Licenses 
OpH-42 L DPR-60 Request 24 re pump c Karacterlstics ulll b* 
tfithdraun for component cooling uater sys pumps 

MUSOLFf 0 Northern States Poutr Co 83/10/29 Office of ffuclear 
Reactor Regulation, Director 2pp 21071 331 24X 

Fiche 30-202.83/10/26,0311080159 


6310310403 Generic Ltr 03''38 to all licensees of operating Poufer 
reactors 6 applicants for ql re NLPRFa''0965. "NRC Inventory 
of Daoii “ Foruards NUREO-0965 "NRC Inventory of Dams'* for 
info only M/o oncl Svc Ustr end 

ErSENHUT,D 0 Division of Licensing 63/10/31 Cpnstfl Idatad 
Edison Co of Niu York. Inc 14pp 21164 015 24X 

Fiche- 30-000, 03/ 10/31 . 031 0310403 


6311220003 Foru; 


0311200207 Advisee that add! info necessary before ftava 3-0 ta 
operational OA plan acc ep tab lo. per 10CFR30, App □ Wtiriclng 
revleuf meeting scheduled for 831205 Agenda Iranamittod unrfeF 
separate cover 

NORELIOS.C E Division of Project k Rosident Programs 
UARSONjC E Northern States Poiuer Co 2pp 21280 002 
Fiche 30-000.03/11/21.8311280207 


0 Inspection reports. IE Dullotlns & correspondence 


0300300797 IE Info Notice 03-691 "Improperly Installed Fir# Dawpeir* 
at Nuclear F’ouar Plants " 0vt: list end 

JORDAN, e L Division of Emergency Preperodne** k engina^riPy 
Response (Post B30103I QJ3/10/2I Coneo Mdnted Edison Co of Nsj 

Vork. Inc I37pp 21114 351 flAX Fiche DO -QOQ. 03/10 / 2 J. 1330030079'' 


Q3O031OO3O IE Info Notice 03-7O, "Vibration Induced Valve F«l>9r*s •' 
SVC list and 

JORDAN, e U Division of Emergency Proporodnos* it Eng inaer 
Response (Post 0301031 03/10/29 Consolidated Edison Co of He 

Vorki inc ll7pp, 21057 217 24X Fiche 30-000. 83/ 1 0/23- 0^0031003''’ 


0300300799 IE Bulletin 03-07. Buppl 1. "Apparently Fraudulent Products 
Bold By Ray rilller. Inc " Svc Uat end 

DEYOVNlJin C Director's Office. Office pf Inspection jind 

Enforcement 03/10/26 Consolidated Edison Co of NeiiX Yovi, Inc 

179pp 21070 170 24X Fiche 50-000. 03 /1 0/;f6. 03(30300799 


0311110100 Forwards IE Insp Rupt* 50-202/03-10 k 90-306/03-19 cn 
830911-1010 & notice of violation 

BCHAFGft. W D Region 3. Office of Director 03/10/26 LfHWBtJN, C £ 
Northern States Power Co 2pp 81149 117 24X 

Fiche 90-202103/10/26. 0311110160 


—8311110191 Notice of violation from insp on 030911-1010 

BHAFER.N D Region 3. Office of Director 03/10/26 IP 
21149 119 a4X Fiche 90-282. 03/10/86, 831 J llOiOO 


—0311110194 IE insp Ropts go-aps/aa-i s k go-ao6/03-i9 on oso^n-ioio 
Noncump 1 lance noted failure to reopen valve 01 15 3. 8l 
pump suction from refueling water storage tank 

FEIERAOEND.C D . WILLIAMS, D L . HARTMaNN. P L Region 3i Of>kc* o* 
plrectDr 03/10/25 9pp 8U45 120 SAX FI che 90-202. 03/ LO/26 
0311110100 


0306:110034 IE Info Notice 03-71, "Defect in Lpad'-Bearinp Weld* on 
Lifting Devices for Vessel Head k Internal* " Svc list enc I 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Responae CPost 030103) 03/10/27 Consolidated Edison Co of Niu 

York. Inc llSpp 21097 357 24X Fiche 90-000, 03/i 0/27. 030C3l003i 


0311090322 Forward* IE Insp Repti 90-202/03-17 it 50-306/03-10 on 
030917-23 No none omp 1 lane e npted 

PAPERIELLO. C J Region 3. Office of Director D3/J0^27 
LARSON, C E Northern States Power Co 3pp 21104 1276 
Fiche, 30-202. 03/10/27. 031 1090322 


—0311090320 IE Intp Rep ti 90-202/03-17 k 90-306/03-10 an 030919-23 Hj 
noncamp 1 lance noted Na lor areas insaoefed rariiaL-l mtv 


Jui'lnii last refuelinfi outage 

Nor'thor'in 8tote» Poiuor Co H3/n/07 KEPPLER^JO 
jffjco of Hi roc tor Ip si SI 2 104 S4X 

js*on/i iyoy. ej3i 1 170201 


. Info Notlcfi D3-77i "Alr/<Jaa Entrainment Events Resulting 
urei ” E3vc list oticl 

DivlB-loM of Emergancg Preparedneis Engineering 

030103> 8:3/11/14 Consolidated Edison Co of Neu 

l|4pp, £^4>C Flche 90-000, 03/ 1 i /1 4i 631101001 5 


iquesls Itsclue-loh of valve Internal Insps in 830BS6 
reniiest from Bectlon XI d-P ASME Code r eq^ulr ementi 
iVorihern Poujer Co 03/11/14 Office of Kuclear 

luletton. Hlrector 2pp 21204 310 34X 

[]*I. U.)/l 1/14. E131 1280471 


L Info Nptlco 03~78( “Apparent improper Mod of Component 
f»l«nl ” Bvc list end 

Olvleioii of emergency Preparedness «< Engineering 
r»oit 0101031 G3/1I/17 Consolidated Edison Co of Neo, 

U7pp OOt a4X Fiche 50-000. 03/1 1 / 17, B31 lOlOOlO 


operatirvg roparti If related correspondence 


onlhll/ op -leT a It 1 ng repts for Sept 1903 W/031011 Itr 
, Muy{X>*f n Northern Btates Power Co 03/09/30 OffKe 
e Managemnnt. Director 9pp SlSlI 307 24X 

ua,on/09/30. a2l l i7036l 


« occurr « rsr OS < LErt« U related correspondence 


art 21 r« potential defect in replacement RIA rubber 

for -iQ-inch RIA containment purge valve Inltlallg 
nOMOaS Nurp p I 1 er , Ba f f»l 0 Weaving 8< Hel 1 1 ng, wl 11 
sea-t-ft u«lng wstruded preform 
Keni'u JT’rAtt Oo 83/10/20 KEPPLER, J 0 Region 3, 
Director 4p(> 2106& 267 S4X Fiche 50-000,03/10/80, 


riiaminal l on « 


eipohds to U31101 Itr B31010 reactor 6c senior reactor 
lAfst t*RC oval exams should evaluate 

s iihdei et*nrfiMffl of sy# ^ procedures Response to 
suCeDlJoni'® to e^arn eT>C I 

0 Sfotan 3. Office of Director 03/11/25 LAR80N,C E 
itetei Pou/-.' Ct, 4pp »1305 292 24X 

lU’. 0'I/ll/a»^ H-41 1270210 


14 ID AMD fJTATE UN IV REaEARCM REACTOR 
s necurrauc**, LER* related corr etpondonc e 


0311040166 


— B311040171 Public vorsinn of Rev 4 to radiological emergencv response 
plan U/031024 Itr, receipt form ^ revised Index 
JONES. M C Omaha Public Power District 03/09/22 NRC - No 
Detailed Affiliation Olven 5Bpp 21058 806 24X 

Fiche 50-205,03/11/02.0311040166 


031 1160400 Releases public version of revised emergency plan 
implementing procedure* 

FELTON, J M Division of Roles and Records 03/11/10 Document 
Management Dranch tp 21219 206 24X Fiche 50-205,03/11/10, 

0311160480 


■8311160481 Forward* public version of revised emergency plan 
Implementing procedures, including Procedure EPiP-RR-63 re 
recovery erganitatlon emergency offsite facility radio 
operator 

JONES, W C Omaha Public Power District 83/10/25 COLLINB, J T 
Region 4, Qfflce of Director Ip 21219 207 24X 

Fiche 50-805,03/11/10,0311160400 


— 8311160403 Public version of revised emergency plan Implamtnting 
procedures, including Procedure EPIP-RR-63 re recovery 
organliation emergency offsite facility radio operator 
* Omaha Public Power District 83/10/21 Document Management 
Dranch 22pp 21219 209 24X Fiche 50-285,83/11/10.0311160400 


8311280414 Forwards Rev 14 to site security plan Rev withheld 
(ref 10CFR73 2U 

JQNE8>N C Omaha PubiU Power District 03/11/21 DENTON, H R 

Office of Nuclear Reactor Regulation. Director Ip 81885 821 24X 

Fiche 50-205,83/11/21.0311200414 


8311280494 Forwards rev to site security plan Rev withheld 
I ref 10CFR73 21) 

JONES, H C Omaha Public Power District 83/11/21 DENTON. H R, 

Office of Nuclear Reactor Regulation. Director Ip 21283 293 84X 

Fiche 50-285,03/11/21.0311860494 


P Operating llcente stage documents 6. correspondence 


Q3U290095 Advises of regional reorganixatlon WC 8eidle selected as 
technical assistant to JE Oagl lardo, who will be point of 
contact for all routine communications until Reactor 
Projects Branch 2 chief selected 

COLLINS, J T Region 4, Office of Director 03/10/07, JONES, W C 
Omaha Public Power District Ip, 21306 214 24X 

Fiche 50-285, 03/10/07. 0311290075 


B311O0O125 Updates status of post-accident sampling lys (PASSl.Syij 
w/exceptlon of ion chromatograph, Instal led & chocked for 
noripal accident mode* of operation Addl shift personnel 
training planned 

JONES, H C Omaha Public Power District 03/10/12 OAOLlARDO.J E 
Region 4, Office of Director 3pp 21071 359 24X 

Fiche 50-205,03/10/12,8311000125 


DlGOS^R M Uicffnfic Foe hanagewBnfc Branch 03/10/27 JDNESjU C 
Omaha Public Power District Ip 210^9 311 24)C 

Fichi 50-205/03/10/27,6311030224 


0311140517 Forwardi EER re review of util enalijels oP upper head 
voiding under natural circulation coaldouin resulting from 
formation of steam bubble in upper head region of reactor 
veBSil per Orneric Ltr Bl^Sl 

HILLER, J F Operating Reactors Drancb 3 S3/10/SB JQtlES. U C 

Qmaha Public Power District 2pp 21 L&7 213 24ir 
Flche 50-285,83/10/20/0311140517 


— 8311140519 Safetg evaluation re upper head voiding under natural 
ctrculatloTi cooldown resulting froct formation of steam 
bubble In upper region of reactor vessel Head voiding not 
safitg concern providing operator adequately* trained 
» Office of Nuclear Reactor Hegulation, Director 83/10/20 9pp 
21167 215 24X Flche 50-205/83/10/29,8311140517 


8310310403 Generic Ltr 63-30 to all licensees of operating power 
reactors b applicants for OL re HURCO-0-965, *'NRC Inventory 
of Dam - Forwards NURE<J-096S “NRC Inventory of Dams'* for 
Info only w/q end Svc list enci 

EISENHUT, D 0 Division of Licensing 83/10/31 Consolidated 
Ed 1 ton Co of New YorStj Inc |4pp 21194 015 24X 

Fiche 50-000/63/10/31/0310310403 


631 114-0375 Foruards application ma 1 1 s submitted by licensee re Tech 
Specs changes mating license consistent ui/tOCFR50, App J/ 

"Frlmary Reactor Containment Leakage Testing for Water- 
Cd-oled Pbuer Reactors ** W/o end 

TOUfllONYiE 0 Operating Reactors Drench 3 83/10/31 BlhMOf49<H E 

Ndbraska, State of Ip 21201 310 24X Flche 50-285. 03/ 10/3 J, 

8311140375 


83110101G2 Generic Ltr 93-37 to all PWR Mcensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUREO-0737 Response required within 90 days 
of receipt of ltr Eve list end 

E1BENHUT,D O Division Of Licensing Q3/11/01 Consolidated 
Edison Co of New York. Inc 22pp 21149 090 24X 

Flche 50-000, 03/U/Ol . 031 101 0182 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for QLs h holders of CPs re C lar i f Lcati o-it of TMI 
Action Plan Item II K 3 3l Submittal of bounding 
daraonstration will satisfy requirements Svc llet end 
ElBENHUTtD G Division of Licensing 83/11/02 Consol Idated 
Edison Cb of Hew York. Inc Ibpp 21104 001 24X 

Fiche 50-000,83/11/02,8311020 051 


8311080428 Forwards ’•Response to Generic Ltr 83-26, 'Required Actions 
Based on Ginerlc Implications of Salem ATgs Events* tt 
schedules for identified improvements 

JDHp,H C Omaha Public Power District 83/11/04 EISEMHUT/D 0 
03^108045^ 50-205.83/11/04, 


ukNTUN* M. K Ufflcff Of Muc I ear Keacior Regulation* 
Director 3pp 21260 219 24X F iche 50-295/ 83/ 1 1 /I8, 031 1220347 


— 8311220350 Application to amend License 0^9-40, revi sing Tech 0pee 
incorporate administrative to achieve agreement 

between Tech Bpec* & new reporting requ Ir aments* # f fee tlve 
840101 

JONES, if C Omaha Public Power District 83/11/16 2pp 
31260 222 24X Fiche 90-285.63/11/18,0311220347 


—8311220353 Proposed Tech Specs r« administrative controls 

«■ Omaha Public Power District 83/11/16 14pp 21260,224 
Flche 90-295,03/11/10,0311220347 


0311290146 Forwards balance of f»# d.«e for Amend 75 to License DPR-4 
re changes to spent fuel storage capacity 

JONESrH C Omaha Public Power District 83/11/23 DlRCKQ/tl J 
Office o-f the Executive Director for Operations Ip 21304,. 0-16 
24X Fiche 50-285/83/11/23,8311290146 


Q311290192 Advises that first new spent fuel pool racli containing 
Boraflex installed on 631119'/ in response to license 
condition In Amend 75 to License DPR-40 

JDNEB, W C Cmeha Public Power District 03/11/23 MIUERp J C 
Operating Reactors Drench 3 2pp 21309 239 24X 

Fiche 50-289/83/11/23/8311290152 


Q Inspection reports, IE Bulletins 6 correspondence 


8311070090 Partial response to FQlA request fo-r 12 cetegorles of 
documents re fire-related subjs Forwards App B documents App 
A documents avallabl-e in PDR Review of addl records tobj to 
request in progress 

FELTONiJ H Division of Rules and Records. 83/06/14 8Di [> K 
Public Citlxen Litigation Group epp 2 t 086* 039 24X 

Flche 90-000,63/00/16/0311070090 


8311220332 Forwards IE Mg t Meeting Rept 50-209/83-22 on 630706-07. Hi 
noncomp 1 ience noted 

8EZDLE#U C Region 4' Office of Director 83/09/12 OONEB, U C 
Omaha Public Power District 2pp 21262 014 24X 

Fiche 90-209.63/09/12*0311220332 


— 6311220337 IE Mgt Meeting Rept 90-289/03-ss on 030706-07 Md 

noncompllance noted Major areas discussed util ectioni on 49 
previously Identified open itams re rediatlon protection b 
radi ochs/nl stry ecttvlttes 

CNANEYrH 0 . MURRAY. B / JOHNSON. 14 D Region 4, Office of Dirac* 
03/00/29 22pp 21262016 24X Flche 90-205/03/09/12, 

0311220332 


0311210273 Submits Cycle 7 fuel performance rept, bated on results O' 
Cycle 7 fuel Insps.Full rept on Insps win b« Included at 
part of util program w/DQE 

JONES/ Irl C Omaha Public Power District 93/10/17 COtLFNB. J T 
Region 4, Office of Director. Spp 21235 341 24X 


Office gf Nuclpar Reactar RegutAtion, Oiractar 9;) p 
24X F i c h ft SO-OOOi 83/09/' 1 6 . B3 1 1 07009a 


2 lOa& 173 


BSOB^lOO^b IE Info Notice Q3-76» “'Reactor Trip Dreaker ha I f Otic t i oos 
{Undrrv-oltftge Trip Device* do OE Type AK-P-25 Dreakere) " 

Bve lint enc 1 

JOF^DANi E L DivleiOTi of Emergtncg Preparednete h Engineering 
Ranpdnnv <Pa«t 030103) 83/tl/02 Consolidated Edison Go of Net^i 

Yar-t, Jnc llSpp 31514 024 24X F i the 50-000* 03/1 l/02i a30B3l0076 


B30031007S IC Info Notice 03-75* "Improper Control Rod Manipulatian " 
Bvc list enc 1 

JORDAN^ E L Dlvliion of Emergency Preparedness «< Engineering 
Revpant* (Post 030103) 03/11/03 Consolidated Edison Co of Neu* 

Vorkr Inc 114pp 31513 253 S4X Fi the , 50-000* 03/ 1 1/03* B30B310075 


93)1010019' IE Info Notice 83-77* "Air/Oas Entrainment Events Resulting 
In Suis Failures " five list end 

JDRDANi E L Division of Emergency Preparedness 1* Engineering 
Response (Post 030103) 83/11/14 Consol Idatsd Edison Co of Neu 

Yorhi Inc 114pp 34X Flche 50-000. 03/1 1/14. B31 lOlOOl 5 


8311200374 Faruards addl Info re 830?30 relief requests from ABHE 
Boiler tt Pressure Vestel CodeiBection XI Operability of PORV 
If blade valves verified each refueling outage 

JONES. If C Omaha Public Pourer District 03/11/15 MILLER* J R 
Operating Reactari Branch 3 0pp 51205 538 24x 

FI Che' 90-205*83/1 1/15*8311200374 


S311290S99 Advltas that Vendor Program Branch insp repts will be 
transmitted by end form Itr instead of through resident 
Inspector NRC util periodically Inspect utllliation of 
vendor rapts in vendor assessment program 

COLLINS. J T Region 4* Office of Director 83/ll/id JONES. U C 
amaha Public Power District 3pp 21303 125, 24X 

FI chi. 90-205. B3/1 1/15. 8311290299 


BSttOLOOlG IE Info Notice 03-76* "Apparent Improper Hod of Component 
Affecting Plant Safety " five list end 

JDRDANi E L Division of Emergency Preparedness fc Engineering 
Reaponee (Post 830103) 83/11/17 Consolidated Edison Co of Neu 

Verb. Inc il7pp 21A03 OOl 24X Flche 50-000, 03/11 /17. 03UOIOO18 


R Perltiiiic operating reports B* related correspondence 


8311180174 Monthly operating rept for Oct 1983 U/03in4 Itr 

MATTHEWS, T P * JONEB* W C Qmahe Public Power District 03/11/14 
DEYOONOr R C Director's Office. Office of Inspection and 

Enfercemenb lOpp 2152b 151 24>; Fiche 50-20 5*03/11/14* 

03) 1100174 


8 Reportable occurrences* LERs t related correspondence 


BBlLOlOOSb LER 9a-OOfl/03L-0 on 830921. during surveillance test of 
diesel generator* generator field failed to flash & control 
room had no indication that diesel uas running Caused by 
failure of penalarm power supply N/031051 Itr 

KlllTlI.^R.Il ^ l^niC'V. .1 . .inMirC2. Li r naesAk:^ Oukl^a. D^si.ias** 


B3l02003b2 Generic Ltr 83-33 to all licensees t appllrants of nuclear 
pouer reactors re NRC positions on certain requirements of 
App R ta 1DCFR50 8vc list end 

E18ENHVT*D 0 Division of Licensing B3/10/19 Cans ol 1 da ted 

Edison Co of New Vork* Inc 2lpp 21114 329 24X 

Fiche 50-000*83/10/19,8310200362 


8311170004 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 83/11/10 Document 

Management Drench Ip 21252 209 84X Fiche 50-286.03/11/10* 

0311170004 


— 8311170006 Forwards public version of revised emergency plan 
implementing procedures * including Procedures IP-IOII re 
offsite monitoring* IP-lOSl re radiological medical emergency 
ic IP-1047 re operations support ctr 

RYAN. T Power Authority of the Btate of New York 83/10/20 
Document Management Branch 2pp 51222 210 54X 

Fiche 50-206.63/11/10*8311170004 


—0311170007 Public version of revised emergency plan imp lamenting 
procedures. includ Ing Procedures IP-lOll re offsite 
monitoring. IP-1021 re radiological medical emergency tc 
lP-1047 re operations support Ctr 

QELLrD D * DRONS*J C Power Authority Of the State Of New York 
03/10/28 liopp 21522 S12 24X Fiche 50-206. 03/ U / LOi 

0311170(^04 


8311210131 Releases public version of revised emergency y Ian 

FELTON* J H Division of Rules and Records 83/11/10 Document 
Management Branch Ip 21246 062 34X Fiche S0-2B6* t3/l I /lO. 

0311210131 


—8311210133^ Public version of Rev 11 to Emergency Plan AP-6. W/BaiO20 
ltr 

BELL.D D I QUZNiO M . DRONS* J C Power Authority of the State of 
New York 83/10/25 NRC - No Detailed Affiliatlo-n Given 
I75pp 21246 063 24X Fiche 50-206*83/11/10*8311210131 


0 Adjudicatory correspondence 


0311090112 Order directing comments for special proceeding to be no 
longer than 60 double-spaced typed pages 

CHILK,6 J, Office of the Secretary of the Commission 83/11/07 
Public Interest Research Group. New York 2pp 51105 193, a4X 
Fiche 50-247*03/11/07*0311090115 


0311100277 Errata to ASLD 831024 opinion Ic recommendations to 
Commiseion on societal value of risk estimates 

GLEA0ON*J P Atomic Safety and Licensing Board Panel 83/11/08 
3pp 21126 152 24X Fiche 50-247*63/11/00*9311100277 




FicU* 30-000 e3/10/3i, 8310310403 


B3n0l0lB2 GrnvriC Ltr 93-37 to all PW9 licensees re MUReO-0737 Tech 
Sptct Bequests revleu of Tech Specs to determine consisteneg 
in hlfflEO-OTS? Resgonse required uithin 90 dags 
of receipt of itr 8vc list end 

eiSPWJT.DO Olvltioti of Licensing 03/11/01 Coniolldeted 

Edison Ca of ijev Vorti Inc 22pp 31 H9 09B 24X 

FUhe 30-000^83/11/01 8311010102 


8311030031 Generic Ltr 03-33 to all licensees of operating reactors/ 
appltcants for OLs f, holders of CPs r# clarification of THI 
Action Plan tteffl II K 3 31 Subnittal Of bounding 
d (Aonstra 1 1 on ti/ilJ satisfg requirements Sve list end 
eiSEHHUT* D 0 Division of Licensing 03/11/0^ Consolidated 
Edison Co Of Neu Vorl. Inc i^Pp ^HB4 001 24X 

Flche 30-000.83/11/02/8311020051 


0311290320 Proposes 83ll2i'"23 sjte visit 6g BNL in support Of Sgs 
Interaction studg Attendance list«agenda gt studg table of 
contents end 

VA0CA. 0 A Operating Reactors Branch 1 03/11705 DAYNEi J P 

Power Authority pf the State of Wew Vori Sp^ S130B'347 24X 

Flche 30'286, 83/11/05. 0311290320 


631 1100230 Forwards response to Generic Hr 03-2B re required actions 
based on generic implications of Salem AtwS events Schedules 
for soAt ttemi consistent w/industrg group projected 
schedules 

BAYNEiJ P Power Authority of the 8tate of New York B3/11/07 
E15ENHUT/D 0 Division of Licensing 35pp 21134 0i9 24X 

Fiehe 50-206,83/11/07.0311100230 


0311220307 Forwards responses to Items 5j6{bl i< 7 of Enel J to NftC 
080315 ltr rt control of heavy loads rnstallafcion of second 
upper Halt switch on aunijary hoist will he Completed 
prior to startup from current outage 

BAYNE/ J P Power Authority of the State of New York &3/n/15 
VARGA, 8 A Operating Reactors Branch l 23pp 21234 0 39 24X 
Flche 50-286/03/11/15,0311220307 


0311200008 Oocumsrjts llcenteB position re surveillance requirements 
for pressuriier safety valve setpoint Present Schedule for 
valve testing complies u/ASHE Cod* requirements Addl testing 
unwarranted 

vaRca'r a PflVtf Authority of t^e State of New y<irk 83/1 l/le 
V/WGA, S A Operating Reactors Branch 1 opp 21279 0 3 2 24lf 
Fichi 50-286/03/11/1810311280080 * ^ 


report*. IE Bulletins & correspondence 


request for documents re lE Into R«pt 
*“ proposed penalty to be Uvied 

against util Forward* App a documents Documents also 
available Ir, poh i, V.P0R 

FELTON/ J K Division of Rules and Records 03/07/28 RIDENhour r 
ffambit 5PP 21230 071 24X Fithe 30-000. 03/0?; 831 dS 


ffoslwj n n? notification appropriate W/o end 

83/01/04 »lLLlAhS*n° ®nd Enforcement 

wii-uiAM5.n Director's Officer Dffics n< ihcn./'i-i/./, 

B3/O7/J0. 


..... 

ij/pp ailJ4 351 24X Fichf 50-000.03/10/21,8300300797 


"''ibr/tl.n „ 

York. Inc 1 17 „ 2 057 219 ^ Lx Editon Co of New 

*/pp iiioo/ 219 24X Fiche 50-000,83/10/25.0308310030 


JORDAN. E L Division of Emergency Preparodneis tt EnginatrlnO 
Response tPost 8301031 83/10/20 ConaoU dated Edison Co of Ns- 

York, inc I3lpp 21135 024 24X Flche SO-OOO, Q3/10/20» G3OO3IC04B 


0311160121 Forwards IE Insp Wept 50-206/83-17 on 030716-1015 No 
noncamp 1 lance noted 

STarOSTKCKI. R Division of ProJBct 6 Resident Program* 83/10/20 
BRQNS. J C Power Authority of the State of Hew York apt> 

21192 312 24X Flche 50-286.83/10/20,8311160131 


—0311160129 IE Insp Rept 50-268/03-17 on 830916-1015 No non c afvp I lane k 
noted Hajor areas inspected shift logs r ec ords. p Ian t tour, 
curve n lance, fliaint, IE bulletin f ol lowwp, NURHO-O737i i tern. 

II 0 1, “RCQ Vents'* 6 update dn current outage 
KEKNY. T J . ROS86ACM. L N Rep 1 On 1, Office Of Director 
NORRHOLN/ L Division of Project & Rosidont Drogram* 83/10/25 
9pp 21192 314 24X Fithd 50-286. 83/ 10/20. EKJll 160 1 21 


0308310037 IE Info Notice 03-73. "Radiation Exposure From D1 dv«« 
Contaminated W/U Daughter Products '* Bve il»t end 

PARTLON/ J G Division of QA, Safeguard* 8« Inspection Proifram* <Poi« 
8301031 03/10/31 Consolidated Edison Co of Hew Ynrk« Ini: 

U6pp 21154 240 24X Flche 50-000. 03/ 10/31 1 Q30B3100!»7 


8311030160 Comments on proposed steam generator generic r eqi/i remerls. 
per Steam Generator Owners Group 030706 meeting neqwlremsnts 
need flexibility to accommodate Jlfferoneet In plant design 
Visual ln«p of secondary side acceptable 

Bayne. J P Power Authority of the State of Nmw York 03/10/31 
EIBENHUT, 0 0 Division of Licensing Spn 21035 294 a4X 
Flche. 30-206.83/10/31,0311030160 


0300310076 IE Info Notice 03-76/ “Reactor Trip Dreaker Ha k f unc tt ons 
(Undervoitage Trip Pevices on GE Type AK-2-25 Dreaker's) " 

0VC list end 

JORDAN. £ L Divlcinn of Emerjjency Preparedness tc Enginm*ring 
Response {poet 830103) B3/11/02 Consolidated Ediapn Co of Ntw 

York. Inc llSpp 21514 024 24x Flche 50-000, 83/11 / 02. 03083 10076 


8300310075 IE Info Notice 83-73, “Improper Control Rad Hanlpvlatlon *■ 
Sve list end 

JORDAN. E u Division of Emergency Preparedness & Enalnaerlna 
ffespotifle (Post 030103) 03/1 1/03 CohsolldAt.d Edlsan Co of New 

Vork, Inc 114pp 21513 253 24X Flche 50-000,83/11/03.0303310075 


8311010015 IE Info Notice 03-77, “Air/Gas Entrainment Event* Resulting 
in By* Failures '* 8vc list end 

JORDAN. E L Division qf Emergency Preparednsse h Engineering 
etponse (Post B30IO3) 03/11/14 Consolidated Edison Co of New 

rork. inc H4pp 24X Flche 50-000,83/11/14.0311010013 


’’Apparent Improper Mod of Camp&nent 
Affecting Plant Safety ■* sve list end 

/o Emergency Preparedness «< Enginaartno 

Response {Post 830103) 03/11/17 Consolidated Edison Co of Nsv 

Vorlr, Inc ll7pp 21603 OOl a4X Flche 50-000. 03/| J /J 7. 831 1 OJOOID 


operating reports h related corr ospondenc o 


n/Trtriii? . rt — rt OU 1 Yuu wro:jiiK» ltr 

0. Nucleap Roattoi- R.golat.on. l>lra<tor. 3„ 
21303 346 24X Flche 50-003,83/12/31,8311290272 * 

6_related correspondence 

sa*'’'*'-''’'/", cdN ..,utaa..n, y.t.ra>,r,d 

vwmxan op drain line 339 on eacA accumulator i* such that 

21228 071 24X Flche, 50-286, 03/10/24, 03i n 00293 


1. p 


eniH-rg«hcg & fire p-rotection plans 


* Revs 6 & 7 to radiological etoergancg plan i 

plan meet planning itds of 10CFR30 47<b) 
is i i^CFR50. App E 

k» Project tx Roaident Programs 03/10/13 

Co 2pp 21063 217 S4X 
' ^ J 3, 331 1070359 


^ 63-33 to all llceTUee* it applicants of nuclear 

positions on certain requirements of 
list end 

*^*^4on of Licensing 03/10/19 Consolidated 

Inc 21 pp 21114 329 24X 

^ « -I' K?! 0310300362 


Public version of revised emergency plan 
octtduros 

® ■<■ Or of Rules and Records 03/11/02 Documont 
Ip 3:1069 067 24XFlche 30-269103/11/02. 


Specs Requests revleui of Tech Specs to determine consistency- 
u/guldance In NUREO'*0737 Rseponss required uithln 90 days 
of receipt of itr Svc list enc 1 

E10ENHUT. D « Division of Licensing 03/11/01 Consol Idafcad 
Edison Co of Neid- Yorki Inc 22pp 2lt49 090 34X 

Ficha 30-000.03/11/01,0311010102 


0311020031 Oaneric Ltr 03-39 to all licenieos Qf operating reactors, 
applicant! for OLs & holders of CPs re clarification of Thl 
Action Plan Iters II K 3 31 Submittal of bounding 
d a mom trot i on uill satisfy req-ui reman ts Svc list end 
EISENHUT. D 0 Division of Licensing 03/11/02 Consolidated 
Edison Co of New VotI. Inc I6pp 21104 OOl 24X 
Fichs 30-000,03/11/02,0311020031 


0311140300 Fortuards 8ER based on util submlttali & UUL technical 
evaluation r«pt re NURE0-0737dt«in II 0 1, "RCS Vents '' 

Vent sqs acceptablB 

870LZ, J F Operating Reactors Branch 4 33/11/02 TUCKER. H D 

Duke Peuer Co lOpp 21167 J43 24X Fichs SO-269«83/ll/02, 

0311140300 


public version of revised emergency plan 
pT'acodurei, Including Procedures AP/Q/D/ 1000/02 
Pks pt'otadurp - notification of unusual events I. 

3 * notification procedure - alert 

MCIMtoSH, J T Duke Power Co 03/09/14 

«®gion 2, Office of Director 2pp 21069 060 24X 

k y ■02, 0311040199 


ic Version of revised emergency plan imp Umenting 
cltid ing Procedures AP/Q/Il/lOOO/03 re 
pT'Oeadure - notification of unusual events 6 
3 Dtl P i catl on procedure - alert 

Uk«r Power Oo 03/00/19 190pp 21069 070 24X 

R3./ 1 1/02,0311040199 


dm IPQur addl exemption requests from 1OCFR90. App R, 

T « ct.u 1 rente nts per 031024 initial request No 
ea rs-scessarg 

km Pauor Co 03/11/11 DENTON, H R Office of 
Regulation, Director STQLZ.JF Operating Reactors 
Sail^a 199 24X Flcho 50-269,03/11/11,8311160091 


nm« stage documents (c correspondence 


fl3O*706 request for extension to respond to Oaneric 
n^ric Implications of Salem ATMS event 
r I c 4 patlon acceptable only for issues 
rasri'g m p larning^ Inf o dujr by 031109 

Reactors Branch 4 03/10/23 TUCKER, K 0 

3pp 21144 108 24X Fiche 90-269,03/10/25. 


— 0306130286 ^’Selected Operating Reactor Issues Program II,RC6 Sy i Venti 
(NUREO-0737. Item II 3 I),'* final technical evaluation re p t 
HELD, J T Energg* Inc * Lawrence Livirmori Labaratery FIN 
A-0290 TF-3S4/0B23A 03/04/06 ALDERTHAL, 0 NRC - No Detailed 

Affiliation Olven 6pp 21167 193 24X Fiche SO-269. 03/11/02, 

8311140380 


8311110137 Forwards response to Osneric Ltr 03-20, '-’Required Actio-ni 
Based on Generic Imp 1 icat 1 one of Salem ATMS Events Reactor 
trip investigation program Includes post-trip review, 
restart decision b independent review 

TUCKER, H D, Duke Power Co 83/11/04 DENTON, H R Office Qf 
Nuclear Reactor Regulatlan, Director 8T0LZ,«j F Operating Reactori 
Branch 4 44pp 21147 230 24X Fiche 90-269,03/11/04,8311110137 


03)1300434 Informs that Class HI two Class It fees due for 830317 
application re startup transformers 6 degraded conditions 
DIQ08,H H Office of Nuclear Re«ct>or Regulation, Director 
83/11/19 TUCKER, H D Duke Power Co Ip 21333 096 24X 

Fiche 90-269,83/11/19.8311300434 


6311290096 Notifies that updeted submittal of progress of control roem 
habltabllitg mods rs NUREO-0737. Item III D 3 4. will be 
deleyed to 831219. due to continuing studies 6 investigation 
TUCKER. M D Duke Power Co 93/11/10 DENTDn, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, j F Operating Reactors 
Branch 4 ip 21306 180 24X Fiche 90-369, 03/1 1/18, 831 LS9D096 


6311280163 Forwards Chem-NucLear Bys, Inc procedures which constitute 
fecllltg process control program Program used to verify 
solidification of wet raduestt Ends ^uithheld 

TUCKER. H S Duke Power Co 83/11/^1' DENTON. H R Office of 
Nuclear Reactor Regulation. Director BTQLZ* U F Operating Reactors 
Branch 4 Ip 21281 195 24X Fiche 90-269.03/11/21,8311280163. 


c L.lsr 83-30 to all licensees of operating power 
tc.airsts for OL re NUREO-0963, "NRC Inventory 
rcJ« NUREG-0969 “NRC Inventory of Dams" for 
Svc list end 

[>l\/l«lon of Licensing 83/lo/3i Consolidated 
wuf Vork, Inc I4pp 21184 019 24X 

fiay^i> 8310310403 


rsotice of consideration of issuance of amend to 
, DPFI-47 6 DPR-95 6 proposed N8HC 
opportunity for hearing re 030209,20 L 0428 
I- ae<j 1 o-kog 1 cal effluent Tech Specs 

Reactors Branch 4 03/10/31 TUCKER, H D 

4pp 21163 197 S4X Fiche 50-269,03/10/31. 


. ^ oF consideration of issuance of amend to Licenses 
6 proposed N9HC determination & 

3f- hia^rlng 

Reactors Branch 4. 03/10/24 7pp 

qK Fl^ke 90-269,03/10/31,0311140112 


Items re facility Insarvica Insp program, Inc lud ing 
pTogram Bubmittal of exemption request, 

J I I fees In support of program starting 

.At;in9 Reactors Branch 4 03/10/31 TUCKER, H D 

2pp. 21201,323 24X FI che • 50-269, 83/ 10/3 1 , 


Q Inspection reports, IE Bukietins 6 correspondanca 


831 1070192 Forwards response to 030310 IE Bulletin 83-03 re rasuUt of 
check valvt failurss In diesel generator cDOiing lys Check 
valva GCM-284 forward flow test completed 030929 Backflow 
test completed 030917 

TUCKER, H D Duke Power Co 83/10/20 Q'RElLLViJ.P Region 2, 
Office of Director 2pp 21061 359 24X Fiche 30-269, 03/10/20, 

6311070182 


8300300797 IE Info Notice B3-69. ^Improperly Installed Firs Dampers 
at Nuclear Power Plants " Svc list end 

aIORDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031, 03/10/21 Consolidated Edison Co of New 

York. Inc )37pp 21114 391 24X Fiche 90-000. 83/10/ 21. 8308300797 


0300310030 IE Info Netice 83-70, "Vlbretlon Induced Valve Failures “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedntse it Enginssrlng 
Reeponee (Post 830103) 03/10/29 Consolidated EdiiQh Co ef Neu 

York. Inc il7pp 21087 219 24X Fiche 90-000.83/10/29,0308310030 


B3O03OO799 IE Bulletin 83-07, fiuppl I, ’’Apparently Fraudulent Products 
Sold By Ray hi Liar. Inc ” Svc list end 

DEYOUNO.R C Director's Office, Office of Inipectlan end 

Enforcement.. 83/10/26 ConiQlldated Edison Co of New Vork, Inc 
179pp 21070 i70< 24X Fiche 90-000,03/10/26.0308300799 


0300310034 EE Info Notice 83-71, ’’Defect In Load-Bearing Meldi on 
Lifting Devices for S/essel Head 6 Internals ” 6vc list end 
JQRnAKI, E L. niwimlnn nP Emei'nenrii Pr«D are .1 npa« 6 Rnninaerlna 


^uptrivncs aver rnci 

JDROANiE L Divl*lon of EnurjeTicy Proparednoii i* Eng itiffer ii»g 
R«»ponf* {Post 930103) B3/i0/2d Con90 Urfa tod Edison Co of Nsu 

YoTti Inc laipp 31155 024 24X Flche 5O~0DO» B3/10/2B, 8308310046 


8311130289 Forward* lE Io«p R«pt« 5 0-3&9/83-31, 50-370/83-31 
50-287/83-31 on 830911-1010 No non^omp I lance noted 
8A»CEfH C Division of Project & Resident Programs 83/10/38 
tucker* H B Duke Pouer Co 2pp 21328 147 34X 

picht 50-2^9i 63/1 0/28. 831 1180289 


— 03111BO396 IE Insp Repts 50-269/03-31.50-270/03-31 U 50-287/83-31 on 
Q3091 l-lOlO No nonconpl lance noted liajor areas Inspected 
optratlonti malntr survel llartce. training 6 Independent 
verif Uation 

BRVANT. J . FALCONER. D Region 3. Office of Director 

eROUNLEE.V L. Division of Project & Resident Programs. 83/10/28 

lOpp 21228 149 24X Fiche 30-269.83/10/28.0311180289 


9308310057 IE Info tfotice 63-73* "Radiation E^palu^e From Olovss 
Cantanlnated W/U Daughter Prodi/cti •* Sve list enci 
pARTLDtfi J 0 Division of OA. BaftgUards & Inspection Programs {Post 
930103) 83/10/31 Comal i dated Edison Co of York. Inc 

li6pp 21154 248 24X Flche 50-000. 83/10/31. 8308310057 


83J116O0S4 Addresses Items re facility inservlce insp program. Including 
tnssrvice testing program Submittal of exemptloni request, 
including Class 1 & II fiei in support of program starting 
da tes. requeited 

STDLZ. J F Operating Reactors Branch 4 03/10/31 TUCKER. H 8 

Duke Power Co 4pp 21201 323 24X Fiche- 50-269. 83/10/31. 

0311160024 


8300310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
iUndervoltage Trip Devices on G€ Tgpe AK-Z-85 Breakers)." 

Bve list end 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) B3/H/02 Consolidated Edison Co of New 

Turk. Inc llSpp 21514 024 24X Fie fie SO-000# 83/11/02, 8300310076 


8303310075 IE Info Notice 83-75. "Improper Control Rod Hanipvlatlon " 
Sve list end 

JORDAN. E L Divlslcn of Emergency Preparedness Engineering 
Responit (Fast 830103) 83/11/03 Consolidated Edison Co of New 

York. Inc ll4pp 21513 253 24X Flche 50-000. 03/11 /03. 8300310075 


emergency power path In accordance w/Tech Uptc* On CUIOIO. 

CT-3 underwent lockout Caused by had insulators 

TUCKER. H D Duk* Power Co 03/11/01 O'HriLlV. J p flag ion- 2 
Office of Director 2fip 2109*/ 2’J/ flche ho 83/1 |/0i. 

8311090252 


□311070472 Followup to Part 2i tept re potential failure of 
Uesttnghouso Type BA-1 relays (IL Info Notice 0.)-63) AddI 
potential problems discussed In #nc I Hr r# tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALL. 0 D Drown Doverl Corp (subs of nruwn Boverl L Co . Ltd i 
B3/U/03 DCYQUNO.n C Director's nfflce. Office of Inepicllen aad 
Enforcement |5pp 21067 347 24X flche 30-000,(13/11/0.1- 

8311070472 


8311210407 Revised LE« 83-007/03L~l on iJ.lOhao. wh i I s welding on henger. 
fire started in cable providing control power to control 
valve 3BV-90 controlling valve 3ilP-5 (Caused by unusual eve 
condition Cable repaired N/Q31 i07 )tr 

OUILL.P F . PETTY. J C . TUCKER. H D UuVs Power Co 03/11/07 

0'REIL.LVi J P Region 2. Office of Director 4pp 21336.209 24X 

Flche. 50-287.83/11/07.031 1210407 


0311280051 UER 03-D)l/O3L-O on 03101J. d i ic over sd no low preisure sve 
(iiatar flowing through operating 3D MDirDM pump Pump declared 
Inoperable Caused by component failure Ualve 3UV-203 
replaced u/031111 Itr 

PETTY. J C . TUCKER. H 0 Duka Power Co 03/11/11 O'REILLY, J P 
Region 2. Office of Director 4pp 212/9 3J4 24X 

Fiche 50-287.03/11/11.0311200051 


0311220181 no on 03n09.whUe units >out of sve for planned miint.lie f,C 
gas turbine tripped of f-llne . deenerg 1 1 Ing siandty buses 1. 
placing units in degraded mode beyond Tech llptc limit Causi 
undetermined Nest rept by 831U0 

TUCKER. HD Duke Power Co 03/11/14 n^RCUlY.Jp Region ((, 
Office of Director 3pp 21855 liJD 24X Tlcha 50 a)/.?. 03/ 1 1/ H. 
8311220151 


B3U280401 Port 21 rept forwarding list of HVAC units supplied t<h 
facilities All units built in HI net on- Oal em. NC facility 
DROHN. J T Dahnion Co . Inc (subs of Hillman Coal b Coke Ce ) 
83/11/10 DCYOUNOf R c Director's Office. Office of livepeclten eni 
Enforcement 2pp 21203 357 24X Flche SO^OOO. OJ/l 1 / 1(1. 03 1120^'] iqi 


83111S0314 Submits addl info on results of insps of reactor vessel 
Intarnel bolting at facilities No unusual/uneip ec ted 
obsiTvationi Identified during visual inep, ui traionlc 
testing indicated bolts do not contain defects 
TUCKER. H B Dukt Power Co 83/11/08 DENTON. Jf ft Office of 
Nuclear Reactor Regulation, Director BTOLZ.JF Operatl mg fte ac tors 
Branch 4 2pp 21179 2S6 24X F ic he, J50-269i 83/1 1/00. 631 1150314 


Entr,.r»«t Ev.nt. R.,ultin« 

In Bys Failures " Sve list encl 

Emergency Preparedness b Engineering 
Response (Post 030103) 83/11/14 Consol Idatsd Edison Co of New 

ll4pp 24X Flche 50-000. 83/1 1/14. 8311010015 


York* Inc 


JDFiDANiE L Division of Emergency Preparedness b Enoiiteerino 

nc I17pp 21603 001 24X Fiche 50-000.83/11/17.0311010010 


i** 830813 request for relief from 


TUCKER. H B Duk« Power Ca 83/11/19 DENTDN.H R ttffie* n* 

R-auUtion. Director STOLZ, !! F " OpJJaH^g R.«tor. 

5pp 21201 058 24X Fiche 50-269, 83/1 l/ia, 831 1280246 


Branch 4 


operating reports b related c 


orrespondtnee 


^REAvTsfj “''B3U1S .tr. 

ivCKEfl.H B Duke Power Co e3/ii/i.i r\,«_ 


Dffle*. n** I, ruw.r co 63 / 11/15 Director* 

Flrha-sn^^Ii Enforcement I7pp 21254 017 34X 


Flche: 50-269, 83/1 1 / 1 3. 03 1 1 220269. 


LER, «. related corretpondance 


H> replacament RlA rubber 


valve seat far r,a -I 7 T'aptacament RlA 

reported on »tia« containment purge valve Initially 

0..™" JAi ea/itt/aB keppler.j o Rig ion a 

oirJSL" “‘"'‘p.- <PP ai 048 .s 4 r a 4 < Fin. Is 


DOCKET 50-200 REED COLLEOL RCOEARCH RrACTOF( 

F Security, medical, emergency fire protecUon plans 


0311100259 Forwards revised security plan Plan withheld 

KAY, M A Reed Collegti Portland, OR OJ/ll/lO DrNTdN, H OffMs 
of Nuclear Reactor Regulation. Director Ip 21227 203 241 

Fiche 8O‘-200, 03/11/10, 0311100259 


DOCKET 80-209 THREE MILE lOLAND fWCUCAR dTATION. UNIT I 
^ Bacurlty. medical, emergency S« fire protection plans 


031 1290210 Notifies that annual emergency etercise schedulad te be 
O",*'*'''.. .»r iwa ...rcl.l 
o.neral Public Utilities OPU Rervlce Corp 
piJv u" Emergency Preparedness (Pre 0301031 12pp 
24X Flche 80-209,03/09/03,0311290210 


03/09/01 

21305 


B31IMOOa6a Oinirtc Ltr 83-33 t, ,11 |, .gpllcnt. o. nuCi.r 

Fiche 30-000, 03/10/19.031 0200362 




"ISv-" 


v*' ’■* “I*'’’""'"* 

EOF dicliri, i.,:!,:;'! i ‘o_N3REO-0737 


DOCKETED ITEMS 


10! 


S3t]2jOO3-0 Rele^^ec public version of revisod emergencg plan 
imp 1 eniBTtt ing procadursB 

FELTONiJ H DlviBlon of Rules and Records 83/11/1& Document 
Nanaffement Dranch Ip 21240 260 24X Flcho 50-2Q9, B3/U/16, 

Q31 1210030 


— 0311210031 Public version of revised emergenc*! plan imp 1 e/nent ing 
pr QCL e d iires* including Procedures 1004 6 re addl assistance & 
notification *< 1004 10 re onsl te/of fs ite radiological 
monl torlng 

GTANOE. S J Oeneral Public Utilities - GPU Service Corp 
03/11/01 46pp 21240 261 24X Fiche 50-209*93/11/16,0311210030 


0 Ad |ud tcatov^ correspondence 


03Q926O233 Forufardi licensee response to TMl Alert Interim comments oit 
Slclf trial record. 

SLAKE* e L General Public Utilities - Opu Service Corp DLAKE. E L 
Shau. Pittman, potts & Trowbridge 03/09/22 DEN TOM, K R Office ur 
Nuclear Reactor Regulation* Director Ip 20463 212 24X 

Fiche 30-209*63/09/22, 0309260253 


— 0309260261 Response to TMI Alert Interim comments on D 6 W trial record 
Comments are unsupportabl e assertions or misstatements about 
past util actions 

a Hctropolitan Edison Co e Kaye* Gcf^olen Fierman. Hays & 
Handler 63/09/21 77pp 20483 213 24X Fiche 30-209*03/09/32, 

B3092602SS 


031SIOID344 Response to Cammlsslon 831007 order re resolution of mgt 
Ittues Secret investigation bg Ofc of Investigations while 
public hearing ii stayed unacceptable Certificate of Svc 
snc 1 

AAKQOT* N 0 « AANQDT* H H Aamodts 63/10/27 Commissioners 
4app 20979 253 24X Fiche 50-209.63/10/27,0311010344 


0311030049 Response opposing Joint Petitioners 631017 restatement of 
contentions Licensee agrees to substitution of revised 
proposed Contentlan 1 for original proposed Contentions 1» 

2 3 Certificate of Svc end 

TROUDRIDOE. 0 F Metropolitan Edison Co TROWBR I DOE, 0 F Shaw* 

Pittnen, Potts 1» Trowbridge 03/10/31 Atomic Safety and 

Licensing Dpard Panel 14pp 21026 312 24X Fiche 50-239*03/10/31* 

031 1030049 


6311090336 Response rejecting UC8 63101B motion to estobllih criteria 
for judging raaionable progress re long-term Items necessary 
prior to restart Notion does not propose criteria 
Certificate of gvc end 

TRONDRlDOErO F Hetropolitan Edison Co TRQU0RID0E*0 F Shaw, 

Plbtnan, Potts &c Trowbridge 83/11/01 Commissioners 7pp 

21099 116 24X Fiche 50-209,03/11/01*0311090236 


9311070311 Forwards util 031010 Itr transmitting annual progress rept 
■on acquisition of direct replica simulator 6 631021 Tech 
Spec Change Request 134 re plant training dept organliatlon 
Certificate of svc end 

DLAKE, E L 6 bawi Pittman* Potts 6 Trowbridge BLAKe.E L 
Metropolitan Edlsan Co 03/tl/O3 EDUES, 0 J . BUCK, J H , KOHLiC.N 
Atomic Safety and Licensing Appeal Panel 2pp 21063 130 24X 

FlCha 50-209*83/11/03,0311070311 


9311000204 Forwards updated status of responses to Basic Energy 
Ta chnology, Inc 630228 rept Certificate of Bve end 
QLAKE. E L 6 hau, Pittman, Potts & Trowbridge DLAKe* E L 
Metropolitan Edison Co 03/11/03 EDLE8,0 J , BUCK, J K * KOHL,C N 
Atemlc Safety and Licensing Appeal Panel 42pp 2l07i 257 24X 

Fiche 50-269*83/11/03.0311080204 


01)1070335 Response to GPU 6 NRC responses to Commission 031007 order 
Reopened hearing should be structured to avoid wasteful 
« ipend i ture op resources 6 to Include outstanding competence 
K Integrity questions Certificate of Svc end 

MEIBS* E R Union of Concerned Scientists WEISS* E R Harmon 8 , 
Mdss 03/11/04 Atomic Safety and Licensing Board Panel 12pp 
21062 too 24X Flcho 50-209,03/11/04,8311070333 


1 83)1000307 Requests public meeting be held to deal w/mgt competence I 4 
Integrity issues Admiral Rickover assessment of OPU Nuclear 
j due by B31123 Notice of Distribution end 

j KUHN 6 . W 0. General Public Utilities - GPU Service i*grp BLAKE, E L 

Qhawj Pittman, Potts U Trowbridge 63/11/04 PALLADINO.N J 
! Commlii loners 5pp 21000 278 24X Fiche 30-269.03/11/04, 

I 031 1080307 

j 

1 63tll00S73 Forwards INPO correspondence re INPO progress review of 

1 Oyster GreeV, i ssued subsequent to 031010 transmittal of INPO 

^ evaluation Certificate of 8 vc end 

j DLAKE* E L Shaw Pittman, Potts 4, Trowbridge DLAKE, E L 

1 Metropolitan Edison Co 03/11/07 EDLEStO J , DUCK, J H , KOHL,C N 

H Atonic Safety and Licensing Appeal Panel 7pp 21126 294 24X 

r ruhe 30-269,83/11/07,0311100273 


031114OO9A Notice of cancellation of 831110 open meeting re mgt 
issues Meeting will be rescheduled to allow parties to 
submit written comments on GPU 630610 proposal 

CHILKi B J Office o# the Secretary of the Commission 03/11/09 
2pp 21156 005 SAX Fiche 30-209,83/11/09.6311140096 


0311160169 Advises that JM Cutchin ihnuld he prohibited from advising 
any Commi ss 1 oner, par 10CFR2 7l9*dUB to prior pa r 1 1 c Ipa 1 1 on 
In restart proceeding 

WEies. E R Union of Concerned Scientists 63/11/09 ROBERTS,! 
Commissioners Ip 21109 153 24X Fiche 50-289,03/11/09, 

6311160169 


8311130221 Forwards util 831021 itr presenting alternate solution for 
plant shielding <NUREO-0737, I t«m II D 2> 

BAXTER* T A Bhaw, Pittman, Potts U Trowbridge DaXTE/I, T A 

Metropolitan Edison Co 63/11/10 CHILK«E J Office of the 

Secretary of the Commission 3pp 21i70 015 24x 

Fiche 50-209,03/11/10,8311130221 


0311160057 Order extending time until 631125 for Commissian to act to 
review ALAIJ-7a9 

CHILK *6 J Office of the Sacrotary of the Commission 63/11/10 
CommiesLoners Ip 21196004 24X Fiche 50-267*83/11/10, 

8311160057 


6311130217 Notice forwarding rept re THl -2 employee allegations noted 
in licensee 631027 response to Commission 631007 order 
BLAKE* E L Metropolitan Edison Co 83/11/11 Ip 21170 024 24X 

Fiche 30-269, b3/ 1 1 /1 1,0311130217 


B311130339 Reply to comments on resolution of mgt issues & supplemental 
request to d«ny license Certificate of Svc end 

AAMODT* N Q * AAMODT* H H Aamodts 63/11/11 34pp 21176 153 24X 

Fiche 50-209,83/11/11,8311130335 


631 11601^5 Rep Ig opposing responses of other parties to Commission 
931007 order re Hartman allegations Suspension should be 
lifted & hearing on Hartman allegations should be continuid 
Certificate of 6 vc end 

DLAKE* E L tietropo U tan Edison Co DLAKE, E L 9hau* Plttmam Potts 
& Trowbridge 83/11/14 Commissioners 7pp 21192 303 24X 

Fiche 50-2B9, 83/11/ 14,6311160125 


0311170162 Order extending time to 631135 for Conunlsslon to review 
ALAn-744 

CHILK* 8 J Office of the Secretary of the Commission 63/11/15 
Commissioners Ip 21215 322 24X Fiche 50-269*63/11/15. 

0311170162 


0311180211 MemorlaliiBs 831114 .cQ-nference call re Joint Petltlonirs 
decline to reply to licensee & NRC DSloOl 1* 1104 responses 
Petitioner 631022 restatement of contentions contained all 
relevant facts b arguments 

UOLFE, B J Atomic Safety and Licensing Board Panel 63/11/16 
TROWBRIDGE. Q F Shaw* Pittman, Potts & Trowbridge HAONER, M E 
Office of the Executive Legal Director DORaSHOUl.j Three Mile 
Island Alert ip 21228 328 24X Fiche 50-209*63/11/16.6311100211 


831 1220S02 Order admitting parties to mgt phase Of restart proc«e<fing 
ii granting opportunity to make oral presentations at 031126 
meeting Name of individual to make presentation on 831205 
requested by 831130 

CHILK, 8 J Office of the Secretary of the Commission 63/11/19 
Aamodts 2pp 21257 020 24X Fiche 50-269. 83/11 / 10, 0311 220502 


0311230091 Transmittal of Rickover rept, ^’Assessment of oPU Nuclear 
Corp arganisatlon & Senior Mgt it Competence to Operate 
TMl-1, " concluding that unit can be safely operated W/svc 
list 

DLAKE, E L General Public Utilities - GPU Service Corp DLAKE, E L 
Shaw, Pittman, Potts (c Trowbridge 03/11/22 49p p 21269 171 24X 

Fiche 50-209.63/11/22, 03 U230091 


0311260028 Notice to Commi ssl on , ASLAD & ASLD transmitting EH Stlrr 
rept of investigation of allegations re mgt ■& safety at 
TMI-2 8 vc list anc 1 

DLAKE, E L Metropolitan Edison Co DLAKE, E L Shaw, Pittman, Potts 
U Trowbridge 83/11/23 741pp 21286 196 24X 

FI Che* 50-269.03/11/23,0311280020 


0311280059 Motion fur leave to participate In Commission 631205 
meeting If Commission wishes to hear views of parties on 
particular question (leak rate test fa 1 1 if lea tlon ) , views of 
all parties should be solicited Certificate of Svc end 
lrfEI 68 , E R Union of Concerned Qcientists 03/11/23 
Commissioners 5pp 21279. 170 24X FI cho > 50-269, 03/1 1/23, 

8311280059 
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83;I2801‘?4 Provide* Initial thoughts on fiickover Tasi Forci 
for consideration Tssoe of TMI-? cleanup shouH not be 
eitluded froci ngt f onsi dorafc ion 

WEISS. E R . POLLARD/R D Union of Cancerned Scientists 
PALLAOIMQ, M . GlLtN51<<*V / BERRTHAL. P M Caifivl * s i on*r s. 
21383 231 SAX FiChe SO-ae*?- B3/i 1 /'a3. 831 13001 


flgt Revleujt 


B3/11/23 

3pp 


0311080004 Forwards Amend B9 to License DPR-SO It safeti/ evaluatlcn 
Amend increases tV 50 psis pressure at or belou which 

HPitlou pressure injection l< reactor bldg isolation 
sctuatlon signals maij be bypassed 

VAN VUIET.J Qperatjng Reactors Branch 4 S3/10/19 HUHItL.H D 

Oeneral Public Utilities ** OPU Service Corp 4pp 21093 343, SAX 
Fiche 9 O-aS*? - B3/ 10/19. B3 1 1000004 


031 13BD0B3 Order aitendlng time until 831209 for Cammisslon to act to 
revieu ALAB-^aR If ALAB-744 

CHlUK.fi J Office of the Secretary of the Cowmission B3/II/23 
C ammi ss 1 oners ip 21381 077 24X Fiche 30-209. 83/ 1 1 723 1 

0311280221 


0311290149 Kofcion for leave to participate in oral presentations at 
Commlsa ion 831203 meeting r« «9t competence V Integrity 
Certificate of Svc end 

WEIBS.e R Union of Concerned Scientists 03/11/23 
COffiml St ionert Spp 21304 011 24* Fiche 30-2a9i 83/1 1 /23f 

Q3I 1290149 


0311290131 informs that. In response to Coomdstion 031118 ord»r»N Aamodt 
uiil male presentation for Aamodt famllg on 031205 
AAMODT. N 0 Aamodt* 83/11/20 PAULADJNO. N U . OILINBKV.V , 
RCDERTB^T If Commissioners ip 21303 362 24X 

Fiche SO-289. B3/n/2Bf 0311290131 


— 8311000006 Amend Q9 to License DPR-90i Increasing by 90 pslg RC8 
pressure at or belnw which HPI. low pressure Injection & 
reactor bldg isolation actuation signals may b-e bypassed 
during cooldouq It depres suri lation 

8TQLZ. J F Operating Reactors Branch 4 03/10/19 flpp 

21092 349 24X Fiche 30-289.. 83/ 10/19. 03 1 1 000 0Q4 


— 0311080008 Safety evaluation supporting Amend B7 to License DFR~30 
a Office of Nuclear Reactor Regulation. Director 03/10/19 Sp; 
21092 354 24X Fiche 30-289103/10/19,8311080004 


8311080334 Denies 831010 reRuest for estension re submittal of 
rasponso to Generic Ltr 83-20 "Clarification o# Required 
Actions Dased oi> Generic Implications of Salem ATWB 
Events " Requests response, to exent practical* by 831109 
BTDLZi J F Operating Reactors Branch 4 83/10/S7 HUKlLLiH D 

General Public Utilities ** GPU Service Corp 5pp 21094 343 241C 

Fiche 30-289.83/10/27,8311080334 


031 1300280 Memorandum clarifying ASLAD 831025 order re oral argument on 
various appeals from A&LB partial initial decisions re mgt 
competence -I* integrity Appeal permitted on one issue 
SHOEMAKER. C J Atomic Safety and tuetising Board Panel 83/11/29 
3pp 21312 112 24X Flch* 50-209*03/11/29.8311300280 


J Insurance i indemnity Information 


0311100399 Responds to B31O04 request for release of unaviilahle 
portions uf NURE0-lO2<}. “GPU vi B&U Lausuit Review U Effect 
on Thf-1 '* Request denied pending completion of 
i nves t igatl on 

PALLA01ND>N J Commissioners 03/10/27 DIECKAMP.H Oeneral 
Public Utilities ' OPtI Service Corp Ip 21154 136 S4X 
Fiche 30-« 209* 83/10/27*031 1100399 


Q31I070255 Forward* Endorsement 66 to NELIA Policy NF-220 

OERETY. H F General Public Utilities " CPU Service Corp 03/07/01 
SALTZHAN. J Office of Nuclear Reactor Regulation* Director 3pp 
21063 099 24X Fiche 50-289*83/07/01*8311070255 


P Operating license stage documents 6 correspondence 


8311290309 FOIA request for transcripts of all closed Commission, 
meetings held between 8J0827-B30910 re 7HI-1 restart 
OETJEM. J Philadelphia Inquirer 03/06/00 Office of 
Administration Ip 21319 201 24X Flch# 50-299.83/06/08, 

0311290385 


D31 102021 5 Addl resppnse to 830507 FOIA request for documents re steam 
generator problems at THI-1 Forwards App A documents 
Docuaint* also available in FOR 

FELTON* J M Divitlen of Rules and Records 83/08/12 OaROSHONi J 
Three Mile Island Alert 2pp 2,l«);j4, P27, 24X Fiche 90-209, 

63/0B/12, 3311020219 


— 820S040472 Provides current statu* of util program for recovery from 
steam generator tube corrosion problem h forwards NRC 
Intended response to util 020430 ltr re need for hearing* on 
issue H/tncl 

DIRCKBilf J afflre of the Executive Director for Operations 
SECV-83-035A 62/07/ 19 ISpp 21024 030 24X 

Fiche 50-289.83/00/12.8311020219 


0311300398 FOIA request for documents re mgt integrity issue* for 
TMI-l restart. SECV-e3-l67 & gEGV-S3-l90 

RYAM. M L MeOraw-HilJ Publications Cd 83/08/22 Office of 
Administration Ip 21334 S92 24X Fiche 50-209. 83/00/22* 

03 1 1 300396 


0311300403 Partial: response to FQIA request for documents re mgt 
intsgritu issues for TKl-1 re* tart* SECY-83-167 J- 
8ECY-03-19B Forward* SECY-83-'l67 Docoments listed on 
attachment withheld fref FOIA Exemption 7> 

FELTON. J M Division of Rules and Records 63/09/16 RYAN.M L 
HcCraw-Hill Publications Co 4pp 21334 293 24X 

Fiche 50-209,83/07/16.6311300403 


0311030130 Forwards safety evaluation & technical evaluation rept re 
review of util 810703 & 020023 submittals on TiMI Action Item 
If B 2. "RCB Vents ’* Item considered complete. 

ETDLZivl F Operating Reactors Branch 4 03/10/17 HVKtLL.H D 

General Public Utilities - GPU Service Corp llpp 21024.259 24X 

Fiche 50-209,83/10/17,8311020130 


— 0306020536 "Selected Qperatlng Reactors Issues Proaram ir,RC8 Vents 
{NUflEG -0737, Item II B 1 > , " final technical evaluation rept 
KELD*J r Energy. Inc FIH A-02SO Tf-306/O823A 03/04/06 

ALBERTHAL.O Division of Licensing 6pp 21024 270, 24X 

Fiche 50-209,63/10/17.0311020130 


8311140320 Forvards Amend 90 to License DPR-50 6 safety evaluation 
Amend revises Tech Specs to offset potential nonconservat 1 im 
In prediction of peak cladding temp during LOCA 
BTOLZ.J F Operating Reactors Branch 4 03/10/20 HUKILL. H D 

General Public Utilities - GPU Service Corp 5pp 21166 270 24X 

Fiche 3O-2Q9,83/lO/20, sail 140328 


--0311140330 Amend 90 to License DPR-SO* revl sing Tech Specs to offiit 
potential noaconservat i am In prediction of peak cladding 
temp during LOCA 

STOLZ. O r Operating Reactart Branch 4 03/10/20 7pp 

91166 275 24X Fiche 50-269*03/10/20.0311140320 


--0311140334 Safety evaluatien supporting Amend 90 to License DPH-bO 
« Office of Nuclear Reactor Regulation. Director 83/10/28 6jp 
21166 202 24X Fiche 50-289*03/10/20.0311140320 


B310310403 Generic Ltr 83-30 to all llc^soes Of operating power 
reactors 4, applicant* fnr OL re NUREG’^965i "NRC Inventory 
of Dam* ** forwards NUREO-0965 "NRC Inventory of Dami" for 
info only M/o end Bve list end 

EieENHUT, D 0 Division of Licensing 83/10/31 Consalidated 
Edison Co of New Vork. Inc I4pp 91104 015 24X 

Fiche 50-000.83/10/31*0310310403 


031 1090093 TMI-1 RESTART An Evaluation Of The RHR. BETA And Draft INFO 
Reports As They Affect Restart Issues At Three Mile Island 
Nuclear 8tatlontUnlt 1 IDocket No 50-289) 

e Division of Licensing NUREO-0680 S04 83/10/31 163pp 

Available at NRC 46 00 21141 000 24X Fiche 50-269,03/10/31, 

0311090093 


0311(>101B2 Generic Ltr 83-37 to all FNR licensees re NUREa-G737 Tech 
Specs. Requei ts review of Tech Specs to determine conslstcncv 
ui/guldance in NURED-0737 Respanse required within 90 day* 
of receipt af ltr 0vc list end 

ElSENHUTi DO Division of Licensing 03/11/01 ConioUdatad 
Edlsun Ca of New York, InC 22pp 9114? 090 24X 

Fiche 90-000,03/11/01.8311010182 


8311090091 Generic Ltr 83-35 to all licensees «f operetlng reactari* 
applicants fer DL* & holder* of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demenitration will satisfy requirements. Svc ll*t end 
ElSENHUTiDO Division af Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21104 001 S4X 
Fiche 30-000.83/11/02.0311020051 


831 1000204 Forwards updated status of response* to Dailc Energy 
Technology, Inc B30S83 rept Certificate of Svc end 
BLAKE, E L Bhatii. Ftttman. Potts 6 Trowbridge BLAKE* E L, 
Metropolitan Ed 1 ton Co 83/11/03 EDLEB, 0 J i DUCK, J H . KOHL, C N 
Atomic Safety and Licensing Appeal Panel 49pp 21071 297 34X 

Flch* 90-209*83/11/03,8311080204 
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8i3lllfcOS74 FDru 3 Tdi rarr®ct«d Amend 0B td Licence DPR-30 Amand bodame* 
effidtive on d^tr oP effluent dlacharse monitor 

iriit«L 1 a 1 1 on rather than date of amend issuance 

SrOLip J f Op.erating Reactors Branch 4 03/11/03 HUKILLj H 0 

Csneral Pubilt Utilities - OPU Servica Corp 4pp 21201 OlA 24X 
Fldhe 50-239103/11/03-0311160274 


— 8311160277 Corrected Amend 80 to License DPR-30, correctlnfl rev to Tech 
Epicii to becoJive effective upon liquid effluent discharge 
aonibor Installation date rather than date of amend 
istuaTice 

SIOLZ.J F Operating Reactors Branch 4 03/10/14 2pp 

21201 020 a4X FI Che 30-209,83/11/03.8311160274 


Q Inspection reports. lE Bulletins t correspondence 


0311010393 Foruards errata for IE Insp Repks 30-209/03-1 1. 30-209/03-14 
tt 50-209/03-16 

8TAR03TECKI. R Division of Project & Resident Programs 03/09/22 
HUKILL. R D Qoneral Public Utilities - GPU Service Corp 2pp 
20773 002 24X Flche 30-209*03/09/22.0311010393 


—0311010401 Errata for IE Insp Rept 3O-209/B3-11 

* Region 1. Office of l>lroctor 03/09/22 Ip 20973 004 24X 

Flche 30-267.03/09/22.03^11010395 


6311080413 Board notification 03-173 provides Info re TMI-l restart 
hearing Revieu of CPU consultant repts documented in end 
Suppl * to TMI-1 restart safety evaluation (NUREG-06B0» 
roaplitrd U/a and 

ElSERHUr* D 0 Division of Licensing 83/11/04 PALLADINO. N J . 
OlLJHSliY.V . ROBERTS, T Commissioners 3pp 21076 001 24X 

Flche 50-209,03/11/04.8311080413 


—8311010407 Errata for IE Insp Rept 30-289/03-14 

* Region 1, Office of Director 03/09/22 Ip 20973 003 24X 

Fiche 30-289.83/09/22,0311010393 


—0311010413 Errata for IE Insp Rept 30-209/03-16 

e Region 1. Office of Director 03/09/22 Ip 20973 006 24X 

Flche 50-209.03/09/22,0311010395 


8311100273 Forwards INPO correspondence re INPO progress review of 
Oyster CtkI, lisusd subsequent to 831018 transmittal of INPO 
i/aLuation Certificate of 8yc end 

BLAXE, E L Shaw. Pittman. Potts & Troubrldge BLAKE, E L 
Katropolitan Edison Co 83/11/07 EDLES, G J . DUCK. J H * KOHL, C N 
Atoaic Safety and Licensing Appeal Panel 7pp 21126 294 S4X 
Fiche 50-209. 83/11/07, 831 1100273 


8311150266 Forwards statue of conformance t, plans U schedules for 
needed improvements to comply w/Oeneric Ltr 03-20 re 
gererlc imp J 1 c a t ion » of Salem ATWS events Compliance 
achieved 

HVMILLiK D General Public Utilities - GPU Service Corp 03/11/08 
EJSENHtfT.D 0 Division of Licensing 36pp 21181 190 24X 

Fiche 50-209.83/11/09.0311130266 


e3>11ii6Q0?O Foruards updated status of Tech Bpec change requests not 
approved by KRO t, net uithdraun by 830209 Ltr Requests 
review & approval of change request needed for restart be 
prereisid first 

HIMILL.HD General Public Utilities - GPU Service Corp 83/11/00 
STOLZ.U F Operating Reectors Branch 4 4pp 21193 192 24X 

Flche 50-289.83/11/09,8311160090 


0300300797 IE Info Notice 03-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 0301031 03/10/21 Consolidated Edison Co of Mew 

York. Inc I37pp 21114 351 24X FI che 50-000. 03/ 10/ 21 . 830030079^ 


0311020334 Forwards Page 3 of IE Insp Rept 50-209/83- 1 9, t natf vertentl y 
excluded from rept 

MARTIN. T T Division of Engineering 6 Technical Programs 03/10/21 

HUKILL. H D General Public Utilities - GPU aervlce Corp Ip 

21010 241 24X Flche 30-209.03/10/21.8311020334 


—8311020336 Errata to IE Insp Rept 50-289/03-19 re emergency feedwater 
sys Improvements 

e Region 1, Office of Director 03/10/21 Ip 21010 242 24X 

Flche 30-289.03/10/21.8311020334 


8308310030 IE Info Notice 83-70. "Vibration Induced Valve Failures “ 
Bve list enc 1 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/10/25 Consolidated Edison Co of New 

York. Inc ll7pp 21037 219 24X Flche 30-000,83/10/25,0308310030 


9311150217 Notice forwarding rept re THI-2 employee allegations noted 
In licensee 631027 response to Commission 031007 order 
BLAKE.e L Metropolitan Edison Co 03/tt/U ip 21170 024 24X 

Flche 50-269.63/11/11.6311150217 


9311160322 Poryardt summary of 831109 meeting u/utll & PA Dept of 
Environ Resources ra NRC SER on steam generator repair 
Isiues resolved _ 

CLARK,, F R General Public Utilities - GPU Service Corp 03/11/14 

DETTfON.H' R Office of Nuclear Reactor Regulation. Director 3pp 

21228 113 24X Fiche 50-287.83/11/14,8311100322 


0300300799 IE Bulletin 03-07, Buppl 1, “Apparently Fraudulent Products 
Sold Oy Ray Millar, tnc " Sve list enc 1 

DEYOUNG. R C Director's Office. Qffice of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, tnc 

177pp 21070 170 24X Fiche 30-000.03/10/26,8300300799 


0306310034 IE Info Notice 03-71. “Defect in Load-Bearing Nelds on 
Lifting Devices for Vessel Head 6 Internals “ 8vc list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co of New 

York. Inc 115pp 21057 357 24X Fiche 50-000. 83/ I 0/27. 8308310034 


^11210164 Confirms RF Uilson 831114 telcon commitment to change Tech 
ffpici en RCS specific activity to conform w/8TS Formal 
requiit will be submitted in near future 

HUKELLiH D General Public Utilities - GPU Service Corp 63/11/15 

STOLI.J P Operating Reactors Branch 4 Ip 21232 314 24X 

rjchl 50-269.03/11/15.0311210164 


6311030364 Notification of Significant Licensee Meeting 03-94 on 831100 
in King of PrustiaiPA to discuss apparent procedure 
violations during hot functional testing 

CDNTE.R J Region 1. Office of Director 83/10/27 Region t. 
Office of Director Ip ai04«? 279 B4X Fiche 50-209,03/10/27. 
8311030364 


3:»]1230091 Tranimlttal of Rickover rept. “Assessment of GPU Nuclear 
Corp Organl lati-on & Senior Mgt & Competence to Operate 
TMl-Li " concluding that unit can be safely operated N/sve 
list 

BLA/E.E L General Public Utilities - GPU Service Corp BLAKE. E L 
Bbay, Pittman. Potts it Troubrldge 03/11/22 49pp 21269 t7l 24X 
Flcht 50-289.03/11/2218311230091 


>311300117 Forwards responses to outstanding criturla re NUREO-0737, 
Item II S 3i "Post-Accident Sampling." in response to 830713 
ltr t. 030823 telcon 

TRAdLL.N D General Public Utilities - GPU Service Corp B3/11/2F 
STCLI.J F Operating Reactors Branch 4. 32pp 21316 221 24X 

FUka 50-209. 03/11/22. 8311300117 


l3JI28iX)'2G Notice to Commf i s ion. ASLAD b A8LIJ transmitting EH 8tl*r 
rept of inveitlgatlon of allegations re mgt L safety at 
TMI-2 Bve list end 

BLAKE. E L Metropolitan Edison Co BLAKE, E L Shau, Pittman. Potts 
Jb Treubridge 83/11/23 74tpp. 21286 196 24X 

Flchs 50-289.03/11/23.8311280028 


B30B31004Q IE Info Notice 83-72. “Environ Qua! I f Icatlon Testing 
Experience *' 8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/1O/2B Consolidated Edison Co of Neu 

York. Inc 13tpp 21155 024 24X Flche 50-000.83/10/28.0300310048 


0311160061 Forwards IE Insp Repts 50-289/83-25 b 50-289/03-26 on 
830029-1003 0024-0907. respec tlvely Nnneomp 1 lances will be 

addressed through separate correspondence Enforcement 
conference scheduled for 831108' 

OTAROBTECKli R, Division of Project 1, Resident Programs 83/10/2B 
HUKILL.H D General PubHc Utilities - GPU Service Corp 3pp 
21109 032 24X Fiche 50-269.03/10/20,8311160061 


—8311160063 IE Insp Rept 50-209/83-23 on 030829-1003 Noncu^p I lance 
noted In areas of procedure review. containment integrity, 
emergency procedures & Implementation of temporary test 
procedure 

YQUNO. F . CONTE, R , GRAY, E Region 1. Office Of Director 
03/10/21 22pp 21189 035 24X Flche 50-289, 83/ iO/20. 031 1 16006 i 


— 8311160079 IE Insp Rept 30-209/83-26 on 030824-0907 Noncomp I lance 
noted In areas of implementing radiol-ogleal control 
procedures. Imp lementlng radiation monitor sys procedures 
submitting lOCFROO 72 repts 

CONTE. R , HOSLAK. T , FA8AN0. A Region 1, Office of Director 
83/10/13 31pp 21189 037 24X Flche 50-209.03/10/28.0311160061 
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0308310057 IE Info Notice 03-73, 'Radiation Erpa*ure From Olovo* 
ContamJratKt W/U Daughter Produtti '* Svc Hit and 

PARTLOtJ^ J< 6 Diviiion of OA. Safeguards & Inspfiction Programi (Post 
830103) 03/10/31 Consolidated Edison Co Of New York, Inc 

llipp 21154 249 34 )C Fithe 50“000i 03/10/31. 63083)0057 


03110)0015 IE Info Notice 93-77. "Alr/Oai Entrainment Events Reioltinj 
in 6gs Failures " Svc list end 

JORDAN. E L Division of Etnergoncg Preparedness & Engineering 
Response (Post 930103) 93/11/14 Consolidated Edison Co Of Nrj 

York, Inc ll4pp 24X Fiche 30-000,83/11/14,8311010013 


B31Ht0324 Forwards IE Imp Repts 30-289/83“a4 Ir 50-320/83-13 on 
Q30726-OB06 re alleged welding deficiencies Al«o diicuttis 
safeguards measures against use of stand-ins at uelder 
Qualification tests 

PAULADINQ.N J Comnissioners 83/10/31 HATCH. 0 0 Senate. Labot 
& iHuman ResourCAt 2pp 21198 19& 24X Fiche 50-289.83/10/31. 

8311160324 


—8311)60341 Forwards IE Insp Repts 50-289/83-24 6 50-320/83-13 on 
830726-2? 6 C&02-Q6 No noncamp 1 lane* noted 

TAYtQRr J M Division of QA. Safeguards & Inspection Programs (Post 
830103) 83/09/02 HUKILL, M D » KANGA. D K Metropolitan Edison 

Co 3pp 21207 158 24X Fiche 50-289.83/10/31.8311160324 


031 1010018 IE Info Notice 03-76. "Apparent Improper Mod of Co-mpOTiinl 
Affecting Plant Safety " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 63/11/17 Consolidated Edison Co Of hid 

York, Inc Il7pp 21603 001 24X Fiche 50-000,03/11/17,8311010019 


R Periodic operating reports S, related correspondence 


6311220454 Monthly operating rept for Oct 1993 U/B31115 Hr 

SMYTH. C M , HUKILL. H D General Public Utilltlei - OPD Birvlca Coip 
63/11/15 MCDONALD. W C Office of Resource Managsmenti DiT•cto^ 
7pp 21259 lOB 24X Fiche 50-289.63/11/15,9311220454 


— B31H60354 IE Insp Repts 50-289/83-24 «, 50-320/93-15 on 830726-29 (. 
0602-06 No noncompllanc e noted Major areas inspected 
allegations re uelds in TMI-S main condenser S' TMI-1 ipant 
fuel pool liner 

REYNOLDS, S D Region 1, Office of Director (iEQROIEV. 0 B . 
HEfSHMAN.R F □ivislon of QAj Safeguards It Inspection Progra(ns 
(Post 830103) 83/08/30 14PP 21198 20| 24X 

Fiche 50-209.93/10/31.8311160324 


0311290211 Forwards status of personnel shifts as of 831118 

CLARK. P R General Public Utilities - OPU Service Corp D3/11/2B 
DENTON, H R Office of Nuclear Reactor Regulation, Director, 60pp 
21306 026 24X Fiche 30-269.03/11/26/0311290211 


8 Reportable occurrences. LERs & related correspondence 


0308310076 IE Info Notice 63-76, "flsactor Trip Breaker Malfunctions 
(Undsrvdltags Trip Devices on GE Type AK-2-25 Breakers} " 

Bve list end 

JORDAN, E L Division op Emergency Preparedness tt Englntirlng 
Rstponse iPost 030103) 63/11/02 Consolidated Edison Co of New 

York. Inc HSpp 21514 024 B4X Fiche 50-000.03/11/02.8308310076 


0311010131 LER B3-030/03L-0 an B309U . rad ia 1 1 On monitor CBM>“A'9 
experienced intermittent electrical fluctuations causing 
readout module to indicate high count rate Caused by lau 
energy pulses of noise RM-AS detector rep^laced N/831012 ttv 
STEPHENSON, C J . HUKILL. H D General Public Utilltiss - OPU Servlet 
Carp 03/10/iS HURLEY, T E Region 1. Office of Director 4pp 
20977 191 24X Fiche 50-909. 63/10/12, 931 1010131 


8311110026 Responds to FOIA rt(iuest for IE Investigation Repts 
1-63-003. luppi b 1-63-004 Forwards requested documents 
FELTON, J M Division of Rules and Records 83/11/02 KILCOYNE.J J 
Kilcoyne, JJ Ip 21160 002. 24 X Fiche 50-289. 83/i 1/02. 

6311110026 


-6311110028 Supplsmintal IE Inve« tlgation Rept 1-93-003 on 830713-0609 
Major areas itivei tlgated allegations re compromise of 
preemployment psychological esam 

CHRI9T0PHER.R . CONNOLLY. P J Region 1. Office of Director 
HAVE8.D S Office of Investigation 83/10/12 32pp 21)60 003 
24X Flcho 50-289,83/11/02.8311110026 


— 6311110030 IE Investigation Rept 1-83-004 on 830203-22 Major areas 
Investigated allegations re possible compromise of 
preiinp) oymint psychological esaas Related Info end 
KATAKAS.ft A , CHR IS70PHER. R Region 1. Office of Director 
KAYSe.fl 8 Office of Investvjation . 03/02/28 40pp 21160 035 
24X Fiche 50-209.03/11/02.8311110026 


8311110034 Amplifies 830204 statement re criteria for raportab 1 1 ity, per 
telcon request E Blake In possession of all Info re 
invastlgation of incident E Blake statement end 
ARNOLD.R C oensral Public Utilities - OPU Service Coro 
83/02/10 MATAKASrR A Region 1, Office of Director 
21160 075 S4X FUhl 30-289.83/11/02.8311110026 


3pp 


"Improper Control Rod Manipulation " 


6308310075 IE Info Notice 63-75. 

Svc list end 

JORDAN, E U Division of Emergency Preperedness S« Englnterlne 
Response <Post 830103) 83/11/03 Consolidated Edison Co of New 

lUpp SI 513 253 24X Fiche 50-000.83/11/03,0308310075 


York, rne 


9311010145 LER B3-032/01T-0 on B30930. oe 1 ac ted Instrument lines 
required mods to meet design basis Evaluation revealed 
stresses from thermal U seismic loads below oporabllity 
criteria Loops installed prior to criticality H/B3l0)a Ur 
8TEPHEN80N.C J , HUKILL. H D Oensral Public UtlUtiei - OPU ^srvlcf 
Corp 63/10/10 HURLEY. TE Region 1. Office of Director Spp 
20977 334 24X Fiche 50-289.83/10/16.0311010145 


8311070635 LER B3-029/03L~0 on 630917, while In hot ihutdoun for 
noncritical steam generator testing, snubber N0E-18 Pound 
unpinned w/lead stud missing Caused by Inadequate procedure 
which should have required Loctite W/a310l6 Itr 
KNIOHT.M R , HUKILLiK D General Public Utilities - OPU Service 
Corp 63/10/16 HURLEY. T E Region 1. Office of Director App 
21069 351 24X Fiche 50-287.83/10/10.6311070635 


8311010260 LER 83-027/03L-0 on 830916, during performance of emergmeg 
sequence U power transfer test. make-up pump MU-P-IC tripped 
after 4160-volt IE bus loaded on dlesei generator Caused by 
variable time delay Relay replaced iJ/S31019 Itr 

S2CZECH.R A . HUKILL, H D General Public Utilities - GPU Service 
Corp 03/10/19 HURLEY. T E Region 1, Office of Director 4pp 
20792 326 24X Fiche 50-289.03/10/19,0311010260 


8311170367 RO 63-040 on 631014, rad iation monitor RM~L“12 not instsllsf 
on Industrial waste filter sys common discharge per Tech 
Specs. due to failure tq receive Amend 86 to License DPR-50. 
changing Tech Specs Public safety maintained 

TOOLE. R J General Public Utilities - GPU Service Corp 83/10/25 
HURLEY. T E Region 1. Office of Director Ip 21209 109 34X 

Fiche 30-289.63/10/25.8311170367 


0311070295 Advises of special insp program to verify licensee 
^ schedulsi re impUmintatlon of 
” 0 Si II F 1-1-3 6 IH D. 3 3. per 
NUREG-0660 action plan 

HURLEY, T E Region 1. Office of Director 83/11/03 HUKILL.H 1 
utilities - GPU service Corp 3pp 210M 120 
Fiche 50-289. 83/1 1/03.8311070293 I 


50-289/83-27 6 30-320/83-16 on 

030912-27 & notice of violation 

KENOA^H^S'^*’ o division of Project L Resident Pfogrami 03/11. 

Utnuies - GPU Servlet Corp 2pp 
21204 320 24X Fiche 30-289.03/11/09,8311200433 


8311030316 Forwards complete D&M rept. "Response to OPU Nuclear 
OUBstions re High Pressure Injection Actuation at THI-2 
About 5 41 AM on 790328 " 

DIRCKS.N J Office of the Executive Director for Operations 
63/10/26 PALLADINO. N J Commi ee loners 2pp 21049 080 24X 

Fiche 30-289,03/10/26,8311030316 


8311070553 Part 21 rept re potential defect in replacement RIA rubier 
valve seat for 4a-inch RIA containment purge valve Initial ly 
reported on B3102S Supp I i en Buffalo Heaving & Beltingiuill 
produca anvil seats using extruded preform 

HlLSQNiA R Henry Pratt Co 83/10/26 KEPPLER. J 0 Region 3. 

24X Fiche 30-000. B3 /1 0/20. 


-8311260435 Notice Of violation from Imp on 8309)2-27 

« Region 1, office of Director 03/11/09 tp 21204 322 
Fiche 50-289,83/11/09.8311280433 ^ 


24 X 


30-289/83-27 L 50-^20/03-16 on 830912-27 
oJoSrJJ noUfH radiological control 

Jn 830605 ^ rail lum-hiryl Hum source brought onsite 

M/ll/on <»^ Director 

iSpp 21284 323 24X Fiche 50-289.03/11/09,0311200433 


6311170235 LER 83-033/03L-0 on 03O928i reactor bldg high presiura svi 
setpoint on reactor protective sys channel A found less 
conservative than Tech Spec limit Caused by setpoint drift 
ewitch petal ihr W/031028 Ur 

KNIQHT.KR , HUKILL.H D General Public Utilities - GPU BervUe 
hurley. T E Rdglon I, Office Of Director 3pp 
21214 165 24X Flcho 30-287.83/10/26,8311170235 
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31t 170396 LBR B3-031/O3L-0 on B30930« discovered that alternate pomps 
p^l^^p-tDj KR-P-XD L NS-P-10 not tested to verify operaPilitg 
en engiraere-d «sfe-guards start signal Caused by inadequate 
proced-ura] review Procedure will be revised U/83105S Itr 
SZClECIftR ft • HUKILL.M D General Public Utilities - OPtI Service 
Corp B3/lO/aa MUPLeV'i T E Region l« Office of Director 4pp 
iJ20Q 135 24X: Ficho & 0 - 2 B 9 . 03 / 10 / 2 B. 03J 1 170396 


Jll2]OS^53 LER □3-039/0 1 T-0 on □3l01Bi waste gas sys deuterium monitor 
ri-aDV»d from sve u/o sample taken Caused by personnel error 
Giaplfr taken &■ analysed immediately U/331102 Itr 

STEPHEKSOMi C J . HUKILL. M D General Public Utilities - GPU Service 
Carp 03/11/02 MURLEY* T E Region 1* Office of Director 4pp 
21335:316 24XFlcha SO-ao?. 33/1 1 /OS, 031 1210333 


311910316 LEft B3-034/oaL-0 on B31004 & 07, during POHV testing U 
frieiary sys degassl ng > hydrogen concentrat ion in 
• 1 1 c« ] laneous waste storagie tank exceeded 2X Tech Spec 
n»l.t Cause not stated W/631103 Itr 

SICZECHpR a > J^LMILLjH D General Public Utilities - OPU Service 
CQTff 63/11/03 HURLEY* T E Region 1, Office of Director 4pp 
21234 333 24)C Ficha SO-2a9, 03/ 1 1 /03, 0311210316 


MMB0I62 LER e3-035/O3L'0 on 031004, dur Ing surveillance test of Ha Ion 
(ottlei of air intake Halon sys, one bottle found to ba 
underweighi Caused by leaking schrader valve Dottle 
replaced U/ 031X04 Itr 

XHIOHT^M R » HIWILL.H D General Public Utilities - GPU Service 
Corp B3/11/04 MURLEYiT E Region li Office of Director 3pp 
21223 131 24X Ficbo 30-239,03/11/04,0311160162 


lllie{>044 LER 63-040/01T-0 on 031017*19 & 20* releases made from 
industrial waste treatment filter sys U/RK-LI2 inoperable 
Ciueeif by issuance of immediately effective amend on 631014 
u/q util knouledge until B31021 11/631106 Itr 

SHVTIf. C If , HUKILL General Public Utilities ~ GPU Service Corp 
S3/lL/0a MURteV*T E Region i. Office of Director 4pp 
21223 061 24X Flcho 30-209,03/11/08,6311160044 


11100279 RO G3-043 on 031 106* motor driven emergency feedwater pump 
EF-P-2A found Inoperable for greater than 46 h u/RC8 at 
ireater than 2S0 F Cauee under investigation 

TOOLE. R J General Public Utilities - GPU Service Corp 03/11/00 
MyRLEY.TE Region 1, Office of Director Ip 21227 210 24X 

flcbe: 50-269*63/11/08. S31 1 1 B0279 


11100296 LER B3-036/03U.-0 on 631006, three fire barrier seals 
fitcmlned inoperable Caused by inadequate installation 
instructions Fire uatch posted during seal repair Procedure 
rivtsed lV/a311O0 Ur 

StEPffENSOfy, C J I HUKILL, H D General Public Utilities - OPU Service 
Corp 83/11/Oa hURLEY* T E Region 1* Office of Director 4pp 
212SQ 064 24X Flche 90-269, 83/ 11 /OB* 631 1 160296 


11S0O3O8 LER a3-037/03L-0 on 031013* during degass 1 f icat i on of RCS, 
/xste gas tys monitor became Inoperable Vent header pressure 
iTceedod nax analyxer iflscharge pressure Header pressure 
rtduced U/Q31114 ttr 

3ICZECM, n A * HUKILL* H D General Public Utilities - GPU Service 
srp 83/11/14 hURLEY* T E Region 1. Office of Director 4pp 
?1262 221 24X FlChe 90-269i 83/1 1/14, 631 1260300 


Hrirlng transcripts on non-antltrust matters 


11290396 Final response to FOIA request for transcripts of all closed 
.ssalvsLon meetingi during 610827-630910 re TMI-t restart 
oruards App A Document 9 b portions of Documents 6,7,0*10 8* 

J Remaining documents withheld per Bunshine Act 
EL TOW. J M Division of Rules and Records 83/09/01 DETviEN.U 
'hlladelphU Inquirer 3pp 21319 202 24X Flche. 90-269, 83/09/Ol> 

1311890 386 


□11290389 Transcript of closed Commission 611222 meeting In 
Wach t ngton. DC re THf-l restart order Pp I-IO Portions of 
CaAm-lislon 820120*0310*0910, 1206 t, 630419 meeting 
transcripts enc) 

« Commissioners 91/12/22 94pp 21319' 209 24X 

FIcbe 90-289.83/09/01*6311290386 


Congra tslcnal /Executive Correspondence 


102O2L3 AddI response to 830907 FOIA request for documents re steam 
snirator problems at TMI-I Farwardi App A documents 
orunints also available Im PDR 

arON*U k; Division of Rules end Records 83/00/12 DOROBHOW, J 
Ares Hile Island Alert 2p P 21024 027 24X Fiche 90-269. 

3/09/15.831 102G2J5 


— 6311020224 Forwards responses to 630323 questions re steam generator 
problems at TMl-1 Extensive efforts conducted to remove 
contaminants b mitigate poeslblilty of RCB rec ontami net i on 
PALLADIHO.N J Commissioners 63/09/03 MARKEY.E J House of 
Rep > Interior <* Insular Affairs 8pp 21024 046 24X 

Fiche 50-289,03/06/12,6311020219 


6311100351 Forwards response to 630801 request for info re allegations 
of falsified leak rate calculations Staff, inexpl icably, did 
not notify Commission of seriousness b significance of 
allegations until recently M/o ends 

ROBERTS, T M Commissioners B3/10/17 MARKEY.E House of Rep ♦ 
interior ti Insular Afrairs 2pp 21153 290 24X 

Fiche 90-269*63/10/17,8311100391 


— 8311100396 Requests response to listed questions on handling of 
allegations re falsified leak rate calculations 

UDALL, H K . MARKEY. B J Houss of Rep , Interior 8, Insular Affairs 
63/08/01 PALLADIND, N U Commissioners 3pp 21193 292 24X 

Flcho 90-209,83/10/17,8311100391 


0311160324 Forwards IE Insp Ropls 90-289/63-24 b S0-320/B3-13 on 
630726-0806 re alleged welding deficiencies Also discusses 
safeguards measures against use of stand-ins at wolder 
qual if Icatl on tests 

PALLADIHO, N J Commissioners 63/10/31 HATCH. 0 0 Senate. Labor 
& Human Resources 2pp 2U96 196 24X Fiche 90-269.63/10/31, 

8311160324 


6311100209 Requests to be informed of NRC progress on H Aamodt 
arguments re Hartman allegations & access td documents 
EDGAR, 8 House of Rep 83/11/10 AB8EL8T1NE, J Comm 1 St 1 oners 

3pp 21226 168 24 X Fiche 90-269, 63/1 1/10, 031 1 1B0209 


DOCKET 90-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


A App 1 icatlon/construc tion stage documents & correspondence 


8306310076 IE Info Notice 63-76* ’’Reactor Trip Breaker Malfunctions 
iUndervoltage Trip Devices on GE Type AK-2-29 Breakers) " 

SVC list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of New 

York, Inc 119pp 21914 024 24X Fiche 90-000,83/11/02,0308310076 


F Security, medical, emergency I* fire pratoction plans 


6311040041 Responds to 030906 request for assistance re offsite 
radiological emergency preparedness Issues raised by 
Massachusetts PIRO Reasonably adequate level of radiological 
preparedness demonstrated by util Rept end 
KRIMM, R W Fedaral Emergency Management Agency 03/10/18 
JORDAN, E L Division of Emergency Preparednsss b Engineering 
Response (Post 0301031 2pp 21090 149 24X Fiche 50-293,63/10/10, 

8311040041 


— 6311040047 "Analysis of Emergency Preparedness at Pilgrim Nuclear 
Power Btation Raised by Massachusetts PIRO " 

* Federal Emergency Management Agency 83/09/30 13pp 
21030 191 24X Fiche 90-293,63/10/16,0311040041 


8310200362 Generic Ltr 63-33 to all licensees I* applicants of nuclear 
power reactors re NRC positions on certain raquiremints of 
App R to lOCFRgO 6vc list end 

EISENHUT.O O Division of Licensing 63/10/19 Consolidated 
Edison Co of New York, Inc alpp 21114 329 24X 

Fiche 90-000,63/10/19,0310200362 


0311010396 Responds to 630930 request that UtU restate NUREO-0737, 
Buppl 1 commitment dates contained In 630419 ltr 1« clarified 
in 630701 ltr 

HARRINOTCNiW D Boston Edison Co 63/10/26 VA98ALLO, D D 
Operating Roaetprs Branch 2 2pp 20973 290 24X 

Fiche 90-293,63/10/26,8311010396 


0311010066 Submits schedule for upgrading technical support ctr/ 
operations support ctr per Suppl 1 to NUREG-0737 Relocation 
of oxlsting data collection will be completed by 640831 
HARRINGTON, W D Boston Edison Co 63/10/27 EISEWUT* D 0 
Division of Licensing Ip 20978 019 24X Fiche 30-293*03/10/27* 

0311010066, 


0311040107 Forwards Rev 13 to modified amended security plan Rev 
withheld (ref 10CFR73 21) 

HARRINGTON, M D Boston Edison Co 63/10/31 MURLEYiT E Region 1, 
Office of Director ip 21090 295 24X Fiche 90-293*03/10/31, 

8311040107 
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D3im02l2 Foriuards saFetig avdluation re Section HI 0 3 III 
lOCFRSOiApp R concerning safe shutdoten capablHlg 
renulroments in event of Fire Safa shutdown design 
acceptable 

VASSALLOtO 0 Operating Fteactcre Branch 2 83/11/02 

HARRIN<JTON*W D Boston Edison Co Ip 81199 103 24X 

FI Che 30-293,83/11/02,831 111 02 12 


'>0311110214 Safetg evaluation supporting safe shutdoum capabll itg, pei 
Section 111 0 3 & lit L of iOCFRSOiApp R requlremonts 
* Office of Mufclear Reactor Regulailon, Director 03/11/02 5p; 

21139 109 24K Fiche 30-293,63/11/02.0311110212 


6311160042 Forwards "Interim Finding s. Joint State & Local Radiological 
Emergsnct^ Response Capabilities" & "Exercise Rept, Joint 
State fir Local Radiological Emergenci| Response Exercise for 
Fllgrlm Nuclear Power Sta tion* 620303 " 

KRIHMjR H Federal Emergency Management Agency 03/11/02 
JORDAN, E L Division of Emergency Preparedness Zt Engineering 
Response (Post 8301031 2pp 21195 260 24X Fiche 50-293. 03/11 /O^. 

0311 160042 


P Operating license stage documents h corrcspondonce 


G311L10103 FOIA request For info re mgt rept issued by NRC last yr on 
NRC evaluations of facility operation L listing of all plant 
sh utdoiiins 

CORRIOAN, e J Btandai d-TlmoB, New Hodford, MA 03/08/01 
FELTON. J M Division of Rules and Records 2pp 21159 323 24X 

Fiche 50-293. 03/08/01, e3i 1 1 10103 


8309060011 Initial NSHC determination & noticing action on util 03091? 
request re operation w/reci rcu lat i on loop out of sve 
GCCLESTQN.K T NHC - No Detailed Affiliation 01 von 83/08/15 4p; 

21173 324 24X Ficho 50-293.03/08/15,0309060008 


831 1 1 LD106 Responds to FDIA request for info re mg t rept iiued by KPl 
last yr on Fad 1 1 tl es. documents by NRC evaluating 
Facility operations I listing of all plant shutdowns Z. 
reasons Documents available in LPDR, per 830803 telcon 
FELTON* J M Division oF Rulos and Records 03/08/15 CORRIOANjE 
Btandard-Tlmes, New Bedford, MA Ip 21139 325 24X 

Fiche 30-293.03/08/13*0311110106 


--0311160043 "Interln Find i ng s . Jot n t State & Local Radiological 
Emergency Response Capabilities for Pilgrim Nuclear Power 
Station, Plymoutli, MA 

* Federal Emergency Management Agency 82/09/30 24pp 
21i93 262 24)C Fiche 30-293. 03/ 1 1 /02. 83 U 160042 


--031 1160046 “Exercise Rept* Joint State 6 Local Radioiogtcal Emergency 
Response EterdSB for P 1 Igrim Nuc 1 ear Power Station. 

PlymouthiMA " 

-s Federal Cmergancy Hanagement Agency 02/09/10 S9pp 
21193 203 S4X Fiche 90-893,03/11/02*0311160042 


6311130489 Denies 830415 request that primary emergency nparations 
facility consist of five trailers permanently Installed 
1/4 mile From reactor containment Facility Falls to meet 
NURE&-0737 habitability requirements 

EIEENHOT.DO Division of Licensing 03/11/03 HARItlNiSTON.U D 
Boston Edison Co 4pp 21186 199 S4X Fiche 50-293.93/11/03* 
8311150400 


0311B3OO5O ForiKards evaluatipn of State of MA emergency plan for 
Pilgrim Nuclear Power Station 

KRIhM.fl H Federal Emergency Management Agency 03/11/09 
JORDAN. E L Division aP Emergency Preparedness & Engineering 
Response (Post 030103) Ip 21271 142 24X Fiche 30-293.03/11/09, 

0311230050 


— 8311230051 Evaluation of State of MA emergency plan for Pilgrim Nuclear 
Power Station 

a Federal Emergency Management Agency D3/11/03 13pp 
21271 143 B45( Fiche 50-293*03/11/09.0311230050 


8311030292 Summary of 030823 meeting ui/OE fi, Mark I Owners Group in 
Dethesda.MD re differing opinions between NRC fi< GE re 
acceptability of use of GE suppression pool lemp analyiii 
(Multi-plant Action D-Ol) 

BlEOEL. 0 Operating Reactors Branch 2 83/10/03 Operating 

Reactors Branch 2 74pp 21033 244 24X Fiche 30-000.03/10/05, 

8311030292 


9311030276 Documents 831007 ielcon approval of 831007 request to e]|e''i( 
time limit for 20-iiich containment purge 6 vent valves to be 
open for 130 h/yr to 160 h/yr to perform visual eiam 
Extension not to exceed 160 h 

VASSALLOiDQ Operating Reactors Branch 2 83/10/16 

HARRfNOTON. W B Boston Edison Co 3pp 21049 282 24X 

Flchfl 30-293,83/10/18.0311030276 


8311030273 Denies 930906 request for time extension for iSO-day 
response to Generic Ltr Q3-2Q re generic implications of 
Salem ATMS event Info requested. to extent practicality 
031 103 

VASSALL(3. 0 D Dperaling Reactors Branch 2 83/10/19 NAHRINOIOW, h 

Doston Edison Co 2pp 21049 290 24X Fiche 30-293,83/10/19, 

031 1030273 


0311030300 Informs that manual switchover acceptable as Intiri-m actler 
but does not satisfy intent of NUREO-0737, Item II K 3 22, 

"Automatic Bultchover of RCIC 8ys Suction " Plans U 

schedules foi modifying sys requested within 30 days 

LAINA9, Q C Assistant Director for Operating Reactors 03/10/20 

MARRINOTON.W D Boston Edison Co 3pp 21049 228 24X 

riche 50-293. 93/10/20. 931 1030300 


9311220324 Forwards Requests 11-14 for exemption from requirements of 
lOGFRSO-iApp n, Section III G 2(a) re redundant trains of 
equipment separated by 3 h boundary at boundary of specific 
fire xonei 

HARRINOTOM.W D Boston Edison Co 03/11/16 VASBALLO* D 0 
Dparating Reactors Branch 2 22pp 212S6 118 24X 

Fiche 30-293,03/11/16,0311220324 


8311220371 Application for amend to License DPR-33. chang 1 ng Tech Specs 
re fire protection Areas include fire euppresslon water 
lyt, spray <</or sprinkler syt fix fire hose stations Dpeominy 
complete submittal should be considered as application 
HARRINOTONiW D Boston Edison Co 03/11/16 VABBALLO* D B 
Operating Reactors Branch 2 2pp 21261 159 24X 

Fiche 50-293.93/11/16.8311220371 


— 0311220379 Proposed Tech Spec changes t« fire protection 
* Boston Edison Co 83/11/16 lOpp 21261 161 24X 

Fiche 50-293,03/11/16,8311220371 


0 Adjudicatory correspondence 


8311090099 Suppl to 930930 petition of JF Doherty for leave to 
intervene U request for hearing on licensee request for 
license amend permitting elngle loop operation Certificate 
of 8vc encl 

DQHERTV.JF Doherty. JF 83/11/03 Atomic Safety and Licensing 

Board Panel 5pp 21102 178 24X Fiche 30-293,03/11/03.6311090099 


9311890254 Response to JF Doherty 031103 suppl to 030930 petition for 
leave to intervine In proceeding re arnend for loop 1 
operation Petitioner w/p standing but contentions would be 
admitsable Certificate of Sve end 

DIONAN* T 0 , gad. R K Boston Edison Co DIONAN. T 0 Ropes h Gray 
83/11/21 Atomic Bafety and Licensing Board Panel 3pp 
21305 325 24X Fiche 50-293*93/11/21.9311290254. 


8311010210 Forwards Technical Rept TR-5310-2, "Marl I-Contal njnenl 
Plont-Unlquo Analysis Rept tPUAR) of Torus Attached Piping 
for Pilgrim Nuclear Power Station*" per 030329 ltr Rept 
complements 830719 response to 22 NRC questions of 610414 
HARRINOTON.W D Doston Edison Co 03/10/26 VA68ALL0, D 0 
□paratlng Reactors Dranch 8 Ip 20993 053 a4X 
Fiche 30-273,03/10/26.9311010210 


— 0311010221 "MarV-I Containment Plant-Unique Analysis Rept (PWAni of 
Torus Attached Piping for Pilgrim Nucloar Power Station "■ 

» Teledyne Englneorlng Services TR-5310-2 03/10/31 9Cpp 

20993 054 24X Fiche 50-293.03/10/26.8311010210, 


9310310403 Generic Ltr 83-30 to all licensees of operating pousr 
reactors 6 applicants for OL ro NUREO-0965, "NRC Inventory 
of Dams " Forwards NURCG-0965 "NRC Inventory of Dams" for 
Info only W/o end 8vc list end 

E13ENMUT.D0 Division of Licensing 03/10/31 ConioUdated 
Edison Go of New York* Inc I4pp 21104 013 24X 

r icho 50-000. 03/10/31, 8310310403 


8311020037 Application For amend to Ltconse DPR-35. proposing Change 
93—12 to clarify Tech Bpecs re periodic review of station 
procedures 

HARRINOTON.W D Doston Edison Co 83/10/31 VA80ALLO, B B 
Qparatlng Reactors Branch 2 3pp 21012 086 24X 

Fiche 50-293.83/10/31,0311020037 


-0311020060 Proposed Tech Specs re periodic review of station 
procedures 

e Boston Edison Co 03/10/31 2pp 21012 009 24X 

riche 50-293,93/10/31*8311020037 


8311010180 Generic Ltr 83-36 to all BWR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine conilitency 
w/guidance In NUHEO-0737 Response required within 90 dags of 
receipt of ltr Bve Usl end 

E18ENHUT.D0 Division of Licensing 03/11/01 Commonwealth 
Edison Co 22pp 2HQ4 025 24X Fiche 50-000, 93/1 1 /Ol* BOHOlOi&O 
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0JHO2OO5I Gef»erlc Ltr 03-33 to all licensees of operating reactorSi 
applicants far DLs t holders of CPs re clarification of TM I 
;;ctlon Plan Item If 3 31 Submittal of bounding 
diflonstr ati on will satisfy requirements Svc list end 
EISENMUT, D Division of Licensing 83/11/02 Consolidated 

Edison Co -of hJeu /orlu Inc l^PP 2119^ OOt 24X 
Fiche 50-000-03/11/02,9311020051 


631I090331 Forwards response to Generic Ltr 03-2B Procedure update 
pragran foir operations U mamt procedures will be completed 
feV 341031 

HAflRiWCTON, H D Bo s ton Ed i s on Co 03/11/07 VASSALLO. D D 
Operating Reactors Branch 5 4lpp 21104 233 24X 

Flche SO-S^S.OB/l I /07 9311090331 


6311210251 Advises that 031007 proposal re temporary role for (Jirectoi 
of nuclear aperations review during refueling Outage 6 
rtipQTisive to hflC 020110 order it acceptable Prior to 
itJT tup • da i Iv audit should be reestablished 
HURLEYtT E Region 1. Office of Director 03/11/00 
KARRI hJOTOM. W D Bo s ton Ed i s on Co 2pp 21233 320 24X 

FIchl 50-293-93/11/08,8311210251 


831I1504-25 Requests remission of Class III foe for review of B30912 
applUation for license amend re surveillance of control 
rad drive Review will involve consideration of single safety 
Issue 

DtCQSjR H License fee Katiag emen t Branch 03/11/09 MDRISI-A V 
Boston Edison Co tp 211B0 279 BAX Ficho 30-293- 03/ U /09, 
Q31115042S 


6311230242 Forwards Amend 71 to License DPR*-3S tr safety evaluation 
Aacnd incorporates action statement in event limiting 
rendition re jet pump flow mismatch exceedod 

LEECIt-P H Operating Reactors Branch 2 03/11/09 HARR 1 NOTON- W D 

Soitan Edison Co Bpp 21277 170 24X Flche 30-293> 93/ 1 1 /09- 

83U230242 


-8311230243 Amend! 71 to License DPR'-33i incorporat Ing action statement 
Iti event limiting condition for operation re jet pump flow 
aUaatch exceeded 

VASSALLCJ- D a Operating Reactors Branch 2 03/11/09 3pp 

21277 IGO 24X Fithe 50-293,03/11/09-0311230243 


"8311230244 Safety evaluation supporting Amend 71 to License DPR-35 
» Office of nuclear Reactor Regulation. Director 03/11/09 2pt 
21277 Ja5 e4X Fiche 50-293-93/11/09,0311230242 


B311140340 Notification of B311J7 meeting w/util In Bethesda-MD to 
discuss forthcoming recirculation sgs insp/rep lacement 
program 

LEECH-P H Operating Reactors Branch 2 03/11/14 VA83ALLQ* D B 

Operating Reactors Branch 2 Ip 21222 1&4 24X 

Flche 50-293-03/11/14. 9311 li0340 


6311220371 Application for amend to License DPR-35, chang 1 ng Tech Specs 
rr fin proteetton Areas include fire suppression water 
i^Siiprag Ir/or iprlnVler sys fire hose stations Upcoming 
ccflplete subjnlttal should be considered as application 
KARRlHOTOrf. U D Boston Edison Co 83/11/16 UASSALLO- D B 
Operating Reactors Branch 2 2pp 21261 159 24X 

Flche 90-293.63/11/16-0311220371 


'B311220379 Proposed Tech Spec changes re fire protection 
♦ Boston Edison Co 03/ii/l6 lOpp 21261 161 24X 

Fiche 50-293-03/11/16.8311220371 


B31IS20329 Responds to NRC 031020 ltr requesting plans In schedules fo' 
aodi associated w/NUREO-0737- Item II K 3 22, "Automatic 
Bwltchaver of RCIC Sy s Suction " Mod will he factored into 
loTij-teriB projTam 

HARRlhOTONjirT D Boston Edison Co 03/11/10 VASSALLO- D D 
Operating Reactors Branch 2 2pp 21262 064 24X 

Flche 50-293.83/11/19, B31 1220329 


G Inspection reports- IE Bulletins & correspondence 


6311030276 llocuments 631007 telcon approval of 031007 request to enter-j 
tine Limit for 20-iiich containment purge & vent valves to be 
open fer 130 h/yr to L60 h/yr to perform visual exam 
Ectenslon not to exceed 160 h 

VASSALLOi D B Operating Reactors Branch 2 03/10/10 

KMRIROTGN.H D Boston Edison Co 3pp 21049 202 24X 

Flche 30-293,03/10/10.8311030276 


&30aa00797 JE Info Notice 03-69- "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

j^D/VHiE L Division of Emergency Preparedness 6 EnglneerlnQ 
Rtipurse tPosl 830103) 03/10/21 Consolidated Edison Co of Ne. 

Vorl, Inc I37pp 21114 351 24X Fiche SO-000- 03/10/21, 030830079 ' 


0311070432 Forwards IE tnsp Rept 50-293/03-20 on 830000-12 6 notice 
nf violation 

MARTIN- T T Division of Engineering & Technical Programs 03/10/21 

HARRINGTON. W 0 Boston Edison Co 2pp 21067 077 24X 

Fiche 30-293,03/10/21.0311070432 


— 0311070437 Notice of violation from Insp on 830008-12 

* Region I, Office of Director 03/10/21 ip 21067 079 24X 

Flche 50-293,83/10/21.8311070432 


— 0311070446 IB Insp Kept 50-293/83-20 on Q3OBO0-12 None omp 1 i anc e 
noted on 030129, three workers entered radiation work permit 
area wearing particulate a ir-purl f y Ing respirators instead 
of supplled-air respirators 

WHITE, J R . MILLER, M T , BICEHDUSE.H J Region 1, Office of 

Director 03/10/12 I9pp 21067 000 24X Flche 30-293,03/10/21. 

0311070432 


0300310030 IE Info Notice 03-70, "Vibration Induced Valve Failures " 
Bve list one 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post e30103> 03/10/25 Consolidated Edison Co of Ne . 

York, Inc ll7pp 21057 219 24X Flche 30-000, 03 /1 0/23, 030031003' ' 


8300300799 IE Bulletin 63-07, Buppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller- Inc " Svc list one I 

DEYOUNG- R C Director's Office- Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of New York- Inc 

I79pp 21070 170 24X Flche 50-000. 93/10/26. 0308300799 


8308310034 IE Info Notice 83-71, "Defect In Load-Bearing Welde on 
Lifting Devices for Vessel Hoad Internals " Svc list enc I 
JORDAN- E L Division of Emergency Prcparetfnois t* Engineering 
Responso (F>ost 030103) 83/10/27 Consolidated Edison Co of No- 

York- Inc 113pp 21037 357 24X Fiche 50-000.83/10/27-0308310034 


8311100242 Forwards IF Insp Rept 50-293/83-19 on 830816-1003 & notice 
of violation 

8TARO0TECKI - R Division of Project 6 Resident Programs 03/10/27 
HARRINGTON, W D Dos ton Edison Co Sp p 21126 001 24X 

Flche 30-293. 03/10/27. 031 1 100242 


—8311100244 Notice of violation from Insp on 830816-1003 

tt Region 1. Office of Director 63/10/27 Ip 21126 003 24Y 

Fiche 50-293-03/10/27,8311100242 


—03U 100253 IE Insp Rept 50-293/03-19 on 030816-1003 Non com p I lance 
noted failure tp vent discharge piping of core spray sys 
from high point << failure to periodically revlowi special 
ardors 

JOKNaON.J . EICHENHCLZ. H - OALLO- R Region 1, Office of Director 
83/10/20 29pp 21126 004 24X Flche 50-293.83/10 / 27 , 8311100242 


8308310040 1C Info Notice 83-72. "Environ Qua 1 1 f lea hi on Testing 
Experience " Bve list end 

JORDAN- E L Division of Emergency Preparedness I Engineering 
Response (Post 830103) 83/10/20 Consolidated Edison Co of No'j 

York- Inc I31pp 21133 024 24X Flche 50-000, 83/10/20. 030B31004H 


8308310037 IE Info Notice 83-73, "Radiation Exposure- From 01 ovqa 
Contaminated H/U Daughter Products " Svc list end 

PARTLOW, J O Division of QA, Safeguards j< Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

U6pp 21154 240 SAX Flche 50-00 0.03/10/31,03093100 57 


0300310073 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Bve list enc 1 

JORDAN- E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/11/03 Consolidated Edison Co of Nei, 

York, Inc llApp 21513 253 24X Ficlie 30-000, 93/1 1 /03- 930031007“ 


6311210012 Requests fes; for application for proposed second tO-yr Insp 
program Fee due within 13 days of ltr receipt 

MILLER- W O License Fo* Management Branch 63/1 1/tO MOni0I,A V 
Boston Edison Co Ip 21241 341 24X Flche 30-293,83/11/10- 

8311210012 


0311010013 IE Info Notice 83-77- "Air/Gae Fntrainme-nt Events Resulting 
In Sys Failures “ Bve list enc I 

JORDAN- E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co- of Now 

York. Inc I14pp 24X Flche 50-000,03/11/14-03110100 1 3 


6311160340 Notification of 031117 meeting u/utll in BethetdajMD to 
discuss forthcoming recirculation sys insp/rep lac emant 
program 

LEECHiP H Operating Reactors Branch 2 03/11/M VABBALLO, D D 

Operating Reactors Branch 2 Ip 21222 164 24X 

Flche 50-293,03/11/14.0311160340 
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8311010018 IE Info Notice 83-73. "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list end 

JQRDANiE L Division of Emergency Preparedness ti Engineering 
Response <Post 630103J 83/11/17 Consolidated Edison Co of Ne 

York, Inc U7pp 21603 001 24 i Pi c h b 50'000. 83/11 / 1 7. 031101001 


R Periodic operating reports -t related correspondence 


8311O70S0B "Marine Ecology Studies re Operation of Pilgrim Biation. 
semiannual Rept 32. Jan— June l^BS " W/031031 Itr 

ANDERSON. R 0 , SCDTTON, L N Boston Edison Co NUCl4?-Ci 83/06/3 
NRC - No Detailed Affiliation Given 209pp 21064 233 34X 

FI Che 30-293,83/06/30.8311070508 


8311030372 Revised monthly operating rept for Sept 19B3 W/&31031 Itr 
HARRIN3T0N.W D Doston Edison Co 83/09/30 Director's Office. 
Office of Inspection and Enforcement 2pp 21078 060 24X 

FI Che 90-293,83/09/30.8311080372 


63110704 9? Foruards "Semiannual Marine Ecology Rept 22,*' for First 8< 
Second Quarters 1983 N/o rept 

HARR 1 NOTON. 14 D Dotton Edison Co 83/10/31 Massachusetts, 
COmnanueaUh of Ip 21067 362 24X Fiche 50-293,83/10/31, 

6311070499 


0311180112 LER B3-053'03L-0 on 031007, doi Ing planned shut d ou n , T#jc<gf 
scram occui red. caua mg Group 1 containment 1 s o 1 a t i on Af t b r 
signal c 1 ear ed, M0-2r'0-2 could not bo opened Caused by 
grounded armature on motor operatoi W/03iOO7 llr 
HAMILTON. P J , HARRINGTON, W D Dos ton Edison Co 83/U/02 
Region 1. Office of Director 2pp 2t22J 1)1 24X 

Fiche 90-293. 03/1 1/02, 031 n 001 la 


0311220412 LER B3-095/03L-0 on 831020. fire pump diesel failed to tttri 
Caused by battery failure Replacement batteries arderod L 
lilill be installed Fire pump djesol successfully tested D 
declared operable H/83llia Itr 

HAMILTON, P J . HARRINGTON. W D Boston Edison Co 03/11/16 

VAGSALLO, 0 n Operating Reactors Ih anrb 2 3pp 2t26L 122 S4i 

Fiche 90-293, 03/11/10. 831 1220412 


DOCKET 90-294 MICHIGAN STATE UNlv/ RESEARCH REACTOR 


r Security, medical, emergency tt file protection plans 


0311160276 Releases public veisian of revised emoi gency plan 

FELTON, J M pivlsion of Rules and Records G3/11/10 Docuwim 
Management Branch )p 21200 297 24X Fiche 90-294,83/11/10. 

8311160276 


83)1220387 Monthly operating rept for Oct 1983 W/83]U5 Itr 
HAMILTON, P . HARRINGTON, W D Boston Edison Co 83/10/31 
Director's Office. Office of Inspection and Enforcement Bpp 
21261 050 24X Fiche 50-293,93/10/31.8311220387 


— 8311160280 Public version of revised emergency plan W/831020 ] tr 
NILKINSON. D W Michigan State Univ . East Lansing, HI 03/lO/'i9 
THOMAS, C 0 Standai d i lat i on i Special Projeett Drunch 70pp 
21200 290 24X Fiche 30-294,63/1 1/10.0311160276 


S Reportable occurrences. LERs i related correspondence 


P Operating license stage documente correspondonce 


0311010096 LER 83-050/03L-0 on S30915, fire watch established for 
inoperabls standby gas treatment sys fire deluge sys changed 
from continuous to )5 minute intervals Caused by 
rr i sunderstandi ng of word continuous H/B310] 1 Itr 

WHITNEY# 0 0 . HARRINGTON, W Boston Edison Co 83/tO/ll Region 
1. Office of Director 2pp 20977 206 24X Fiche 30-293, 83/ lOMt 
8311010096 


0311010191 LER 83—09 1 /03L—0 on G30916, duf ing steady state operations, 
dryueil airborne leak detection sys found inoperable Caused 
by lew flow in particulate sys due to water clogged filter & 
small leak in sensing line Filter changed U/631011 Itr 
WHITNEY,® 0 > HARRINGTON, W D Boston Edison Co 83/10/11 Regu^n 
I, Office of Director 2pp 20993 263 24X Fiche 50-293, 83/10/ 1 1 

831 1010191 


0311010322 Updated LER 02-OO7/O1X-1 on 820324, HPCI, RCIC b reactor water 
cleanup original high flow isolation setpoints found less 
conservative than Tech Spec limit Caused by measurement 
errors Procedures b setpoints changed 11/831011 Itr 

HHITNEV.G 0 , HARRINGTON, W D Boston Edison Co 83/10/11 Regii.Ti 
1, Office of Diractor 3pp 20979 035 SAX Fiche 50-293,83/10/11 


831 1010109 LER 63-0D2/03L-0 on 030923, while performing monthly HPCl 
valve MD 2301-3 failed to open. Caused by grounded armature 
in motor of valve motor operator Motor 6 circuit reolaced 
41/031016 Itr 

HAMILTON, P J , HARRINGTON, W D Boston Edison Co 03/lO/iB 
Region 1. Office of Director 2pp 20978 090 24X 

FI chi 50-293,83/10/10,8311010103 


6311090346 Supplemental Part 21 rept re short circuit bus bracing 
lnadeq.uatt for lO-cycls ^ 78, OOO-amphere withstand test 
Equipment redesigned b mod kits & instruction books 
prepared Listed customers advised to initiate mod 

il*#,®**’*’*®^ Eire trie Co 83/10/28 DEYOUNO, R Director's 
UffJce, Office of Inspection and Enforcement 7pn 21103 234 24< 

Fiche 50-000,83/10/28,0311090348 


6311020163 Informs that AT Chu assigned as project {nanager to facIJii, 
THOMAG, C 0 atandardl lot ion & Special Projects Branch 83/10/26 
HlLKINGONfR E Michigan State Unlv , East Lansing, MI 2pp 
21023 357 24X Fiche 50-294, 03/ 10/26, 03 1 lOBOl 83 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT I 
r Security, medical, omergoncy S, fire protection plans 


8311070096 Partial response to FOIA request for |2 cntegorlet of 
documents re fire-rolated subjs Forwards App 6 docomcnti App 
A documents available in PDR Review of addl records sub J to 
request in progress 

FELTON. J M Division of Rules and Records 63/00/16 60. D K 

Public Clbiten Litigation Group Spp 21006 035 24X 

Fiche 50-000,83/00/16.6311070090 


*^8210060002 Informs of provision to bring external probab i I i s ti c TIP 
assessment mothodulogy to parity wVlnterna] everits 
Inclusion of external events w/std plant probab i 1 litl c 
risk assessments not recommended 

VOLLMER.R H Division of Engineering 82/09/0/ DENTail, H R 
Office of Nuclear Reactor Regulation, Director 5pp 21006 173 
24X Flcho 90-000,03/00/16,0311070090 


0310200362 Generic Ltr 83-33 to all llconsecs S< applicants of nuclsir 
power reactors re NRC positions on certain requlremonts of 
App ft to 10CFR90 Sve list end 

EISENHUT.OO Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, inc Slpp 21114 329 aAX 
Fiche 50-000,83/10/19,8310200362 


8311090284 Forwards IE Imp Ropts 50-299/83-22 ti 50-a04/Q3-83 on 
831017 No noncompliance noted 

PAPERIELLO.C J Region 3, Office of Director 83/10/27 REED.C 
Commonwealth Edison Co 2 pp 21095 272 24X Fiche 50-295,03/10/2' 

03 1 1090284 


0311160095 Updated LER a3-O5l/03K-l on B309I6, during steady-state 
operat ions. dryueil airborne leak detection sys found 
inoperabJe Caused by low flow particulate sys traced to 
filter I, leak in sensing line W/e3l03! 

WHITNEY. G 0 , HAflR INGTON, W 0 
I, Office of Director 2pa 
0311160099 


--- -tr 

Boston Edison Co 83/10/31 ftegl-r 
21193 168 24X Fiche 50-293,83/10/31 


-8311090289 IE Insp ftepts 90-295/63-22 6 90-304/03-23 on D31D17 rJ» 
none QtAp 1 lane e noted Major areas inspoctod licensee emergency 
operations fac i 1 i ty , techni ca 1 support ctr 6 operational 
support ctr 

PLOSKI.T J . PAPEftlELLO.C J , PHILLIPS, M P Region 3, Office of 
Director 83/10/27 3pp 21099 274 24X Flcho 50-299. C3/ 10/J7 

0311090284 


8311160099 LER a3-054/03L-0 on 031014. during steady-state operation. 
dawnacaU monitor alarm observed for offgas monitor 1703-3A 
Caussd by dirty signal connector Signal connector cleaned 
Monitor successfully tasted W/831031 ltr 

1 ***01,11 ci'”., M D Boiton Eli, on Co 83/10/31 Bejlor 

«3U 160091 ="” 109 24X Flth. 50-293,83/10/31, 


0311000343 Forwards corrections to listed security plan revs 
Corrections withheld iref lOCFft73 21) 

FARRAR, 0 L Commonwealth Edison Co 03/10/28 Office of NucIh’ 
Reactor Regulation, Director ip 21070 329 24X 

Fiche 90-000, 03/10/20, 031 1 000343 


8311040197 Releases public version of revised emergencu plan 
implementing procedure 

FELTON, J M Division of Rules and Records 63/11/02 Documirii 
Management Branch Ip 21069 331 24X Fiche 90-299.83/11/02, 



DOCKETED ITEMS 


113 


--8311040139 Public version of Rev 3 to Emergency Plan Imp 1 ament ing 
Procedure EPtP 3ii0-l. “Site Evacuation of Noncssential 
Pirtonnel " H/^rocelpt form 

KASSMEHiC Oommonwea I t h Edison Co 33/10/04 4pp 210^9 332 
341C fiche 50-299i 83/1 1/02, B3i 10401 57 


8311080100 Rel«at<t public version of revised emergency plan 
iaplioantlng procedure 

FELTON « J M Diviilon of Rules and Records 03/11/02 D-ocument 

ManijeAent Branch tp 21090 395 24X Fiche 30-295/ 03/ 1 l/02< 

6311080100 


— B311O0O1OS Public version of Rev 9 to Emergency Plan Implemanting 
Procedure EPIP 320-1* "Activation of Generating Station 
Eairganty Plan Station Group " W/a306l4 Itr ii receipt form 
PLIHL/^G Commonuea 1 th Edison Co 03/06/09 DENTON, H R NRC *■ No 
Detailed Affiliation Given 0pp 21090 356 24X 

FUbe 50-295*63/1 1/02. B3i I OSOiOO 


6311060107 Reieaeas public version of revised emergency plan 
laplenenting procedure 

FELTON. J >1 Division of Rules and Records 03/11/02 Document 

KenaginiTi I Branch tp glOBB 335 24X Fiche 90-399,03/11/02, 

eillOBDlO? 


—3311060114 Public version of Rev 14 to Emergency Plan Implementing 
Procedure EPfP 320-1, "Activation of Generating Station 
Emerger-cg Plan Station Group " W/procedure change rec^uest 
fCTJS 

MYKIRK. J W Cornfflornuealth Edison Co 03/10/05 6pp 210BB 396 
2A% Fiche 50-295*03/11/02,8311000107 


83111B0342 Summary of 831027 meeting u/utll re fire protection Issues 
WDflRIS.J A Operating Reactors Branch 1 03/1 1/04 VAROAr 8 A 

pptratlng Reactors Branch 1 Upp 21241 094 24X 

Fiche 30-299,63/11/04,6311180342 


— 6311160344 Discusses 031027 meeting u/utll re fire protection T* App R 
iaplamentation 

VAhSACH.r V Optra ting Reactors Branch 9 B3/10/27 DENTON, N , 
CARTER. J , EI6EKHUT. D NRC - No Detailed Affiliation Given ip 
21241 064 24X Fiche 50-295,03/11/04.6311160342 


83-1L09C41O Releases public version of revised emergency plan 
iaplenenting procedure 

FELTON. J li Division of Rules and Records 03/11/07 Document 

^iniginent Branch Ip 21129 333 24X Fiche 90-299.03/11/07, 

6311090410 


-S31109O416 Public version of Rev 11 to Emergency Plan Implementing 
Procedure EPiP 700-1, “Emergency Phone List " W/830707 Itr 
ti receipt form 

RYKIRKi J , FLIHL, 0 Commonyieal th Edison Co 03/07/09 I3pp 
2IL29 334 a4X Fiche 50-299, 03/ H /07, 0*31 10904 10 


6311090440 Rflleeset public version of revised emergency plan 
lepltBtnting procedure 

FELTON. J H Division of Rules and Records 03/11/07 Document 
Ninigsment Bnnch Ip 21141 320 24X Fiche SO-295. 03/ 1 I /07. 

831109Q448 


—Bai 1090490 Publ Ic version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 120-1, "Operations Director Emergency Plan 
Inplenenting Procedure “ W/03O6ai Itr & receipt form 
htYKIRK,J M Cernmonuea I th Edison Co 63/06/20 7pp 21141 321 
24X Fiche 50-299,03/11/07,6311090440 


83I11O034S Releases public version of revised emergency plan 
iapltaentlng procedure 

FELTON, ^ n Division of Rules and Records 63/11/07 Document 
haragiment Branch fp 21153 299 24X Fiche 90-295103/11/07, 

6311100340 


—8311100390 Public version of Rev 10 to Emergency Plan Implementing 
Procedure EPIP 700-1. 'Tmergency Phone List " H/030420 Itr. 
riceip^t form 4 procedure change request form 

PUl,KL.O Commonwealth Edison Co 03/04/19 DENTON, H R NRC - No 
Diteilcd Afflliatlosi Given 19pp 21J93 296 24X 

Fiche 90-295,63/11/07*8311100348 


6311210063 Foruards order Imposing civil monetary penalty in amount of 
*40,000 for violation re access of unauthorised individual 
to vita] area 

DEYDDNO.R C Director's Office, Office of Inspection and 
Enforcement 63/11/09 REED.C Commonwealth Edison Co 2pp, 
21241^264 24X Fiche 30-299, 03/11/09, 6311210003 


— 0311210091 Order imposing civil monetary penalty In amount of 440,000 
for violation re access of unauthorised individual to vital 
area 

DEYOUNG, R C Director's Office, Office of InspectloTi and 

Enforcement 83/11/09 Commonu ea 1 th Edison Co 6pp 

21241 266 24X Fiche 90-299. 83/ I i /09, 03i 1 21 0063 


0311160267 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/tl/lO Document 

Management Branch ip 21201 062 24X Fiche 00-293,83/11/10. 

831 1160267 


—0311160269 Public version of Rev 0 to Emergency Plan Implementing 
Procedure EPIP llO-l. "Station Director “ U/B31D26 procedure 
change request 

NYKIRK.J Commonwealth Edison Co 83/10/26 9pp 21201 063 
24X Fiche 90-293.03/11/10,8311160267 


8311160379 Releases public version of revised emergency plan 
Implementing procedure 

FELTON, J M Division of Rules and Records 83/11/10 Document 

Management Branch Ip 21198 329 24X Fiche 90-293.83/11/10, 

0311160379 


—0311160390 Public version of Rev 4 to Emergency Plan Implamentlng 
Procedure EPIP 360-1, "Site Evaluation of Nonessential 
Personnel “ N/03l02a L receipt form 

PLIMU, G Commonwealth Edison Co 83/10/26 NRC - No Detalle-d 
Affiliation Given 6pp 21190 330 24X Fiche 50-299,03/11/10. 

0311160379 


0311100390 Releases public version of revised emorgeneg plan 
implementing procedure 

FELTON, J H Division Of Rules and Records 83/11/10 Document 

Management Oranch Ip 21230395 24X Fiche 50-299,03/11/10. 

8311100396 


— 8311100399 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 170-1, "Security Director Emergency Plan 
Implementing Procedure “ N/83102B Itr it receipt form 
FURBT.E , PUIML.O Commonwealth Edison Co 63/10/26 NRC - Mu 

Detailed Affiliation Given 7pp 21230 396 24X 

Fiche 90-299,63/11/10.8311180396 


6311200399 Forwards final revised Section 9 schedule required by 
Generic Ltr 82-33 re commitment to Suppl 1 of NURE0-O737 
REED.C Commonwealth Edison Co 83/n/in DENTON, H fi Office of 
Nuclear Reactor Regulation, Director Bpp 21209 199 24X 

Fiche 90-000,03/11/19,0311280359 


0311220439 Ack receipt of 031020 correction to Rev 10 to socurity 
plan Correction consistent w/10CFR9D 94(p) L acceptable 
AXBU80N.W L Region 3. Office of Director 03/11/17 rARRAR, D L 
Commonwealth Edison Co 2pp 21297 361 24X Fiche 90-299,83/11/17, 

0311220439 


8311270166 Forwards Revs 13,16,13 8< 11 to socurity plans Rev* change 
commitment re storage of second pair of eijoglaise* of 
security officers Revs withheld (ref I0CFR73 211 

FARRAR, D U Commonwealth Edison Co B3/II/17 Region 3, Office 

of Director Ip 21309 229 24X Fiche 30-000.63/11/17,6311290166 


P Operating license stage document* L correspondence 


0311020042 Respond* to FOIA request for five catogorie* of documents 
Forwards App A documents Documents also available in FDR 
FELTON, J M Division of Rules and Record* 03/07/07 SMDULY, B C 
Union of Concerned Bclentlsts 4pp 21044 002 24x 

Fiche 90-299,03/07/07,8311020042 


— 0309230719 Trip rept of 830426-29 visit to Bandla to organ lie finol 
portions of Zion probabilistic safety study review bo 
assess status of sovore accident risk reduction program & 

I1ARCH-2 development program 

MEYER, J F Reactor Systems Branch 63/05/03 BiCRDN. B Reactor 
Systems Rranch I3pp 2104 7 222 24X Fiche 90-299,83/07/07, 

8311020042 


0311220064 Further response to FOlA rei^uett for 12 categories of 
documents prepared or received by NRC Jan 1982 - Jul 1783 
Forwards App c documents Documents also available in FDR 
Review of addl records -subj to retiuest In progress 
FELTON, J M Division of Rules and Record* 03/08/29 BO, D K 
Critical Mass Energy Project 2pp 21274,030 24X 

Fiche 90-000.83/08/29,0311220064 


— 8311220060 Forwards, for comment, '‘Reviews. Evaluation of Zion 
Probabilistic Safety Study *' 

CRAMOND,W 8 Bandla Laboratories 02/03/09 NEWDERRV, 9 
Reliability & Risk Assessment Branch Ip 21274 D34 24X 

Fiche 90-000.83/06/29*0311220064 
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— 02li2200?0 ’i Evaluation of 7ion Probabilistic Saftftg Studg< 

1 tr rapt 

• Handja Lahoratorias 02/03/05 Peliabilitg L Ri»> As^eftsmarir 
Branch G42f>p 21274 035 24X Fichu 50-000,03/09/27.0311220064 


—^8311220001 Draft ‘SLim>narv Reviuuj U E^aluatioti of Zion Probabilistic 
0afetg Study " 

♦ Sandia Laboratories » Brookhaven Matlonal Laboratorg 
NUREC/CR-3300- OPFT 93/08/29 Reliabillfeg V- BlsJt Assessmehl 
Branch 4app 21273 176 24X Fiche 30-000.83/00/29.0311220064 


— 8311220099 Draft "ftc/teu L Evaluation of Zion Probabilistic Bafetg 
Studg. " Vol 1 

L i SfUSSin.K L . CAbLSQH. 0 Q Sand t a Laboratories FIK 

.4-1125-0 r^UREO/CR-3300 VDl DR 03/00/27 433pp 21275 230 

24X Fiche 50-000.03/09/27.0311220064 


0310310403 Generic Ltr 03-30 to all licensees of operating poiuor 
VsBctoTs U applicants far QL re NUREG-096S. "NRC Inventorg 
of Dams Foruards JJUREQ-0965 "NRC Inventorg of Dams' for 
Info oTil y w/o anil Ust end 

£ISEPJHUT,DG Olvisicn of Licensing 83/10/31 Consolidated 
Edison Co of ll«u Yaik. tnc l4pp 21104 OtS 24X 
Fiche 30-000.83/10/31.6310310403 


0311030167 Revised application for amend to Licenses DPR-39 L DPR-4fl, 
changing Tech Specs to correct typographical errors 6 to 
tlarif'j bases 

LEhiriKE. F 0 Cammonwaalth Edison Ccj 03/10/31 DEhfTOM. H R Off ire 
af Nuclear Reactor Regulation. Director 2pp 21034 210 24X 

Fiche 30-275,83/10/31.031 1030189 


""8311030171 Proposed Tech Specs, corr%eting tgpographlcal errors in tt 
clarifying bases For 830022 application for license amends 
* Cammoniueol th Edison Co 03/10/31 4pp 21034 212 24X 

Fiche 80^294,03/10/31.8311030109 


8311070622 Forwards IE Insp Repts 50-295/83-10 h SO-304/Q3-19 on 
830913-16 t, 19-20 notice of violation 

HINO.J a Division of Radiological h Materials Bafctg Prograisi 
03/10/21 REED, C Commonwealth Edison Co 2pp 21069 197 2<j( 

Fiche 30-295.03/10/21.0311070622 


— 0311070625 Notice of violation from insp on 830912-16 h i7-S3 

HINO.J A Division of Radiological & Materials Sefetg Progreai 
83/10/21 2pp 21065 171 24X Fiche 90-379,03/10/21.8311070622 


--8311070632 IE Insp Repts 50-299/03-18 «< 90-304/83-19 on 030912-16 \ 
19-20 Noncompliance noted failure to meet gross alpha 
sensitivity levels for ii<\uid release analgtls & failure to 
determine concentration for each gamma energy peak 
ROZAK, e , OBBTliANN. M J , aCHUMAOHER, M C Region 3. Office Of 
Director 83/10/21 lOpp 21065 193 24X Fiche 50-299, 03/10/S, 

83110706512 


0300310030 Info Notice 83-70. “Vibration Induced Valve Falluras 
6vc list end 

JORDAN. E L Division of Emergencg Preparedness & Enginiering 
Reaponso iPost 830103) 03/10/29 Consolidated Edison Co pf R*. 

York, Inc Il7pp 2t057 219 24X Fiche 90-000, 03/10/25.030031003- 


0306300799 IE; Dulletin 03-07. Suppl i, “Apparently Fraudulent Pra^uds 
Bold By Rag Miller, fnc “ Sve list one I 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enfarcemant 83/10/26 Consolidated Edison Co of nbu York, tnc 

179pp 21070 170 24X Fiche 50-000.03/10/86,0308300799 


0300310034 10 Info Notice 03-71. “Defect 'in Load-Hearing Held* On 
Lifting Devices for Vessel Hoad 8. Internals *' 3vc list end 
JORDAN, E U Division of Emergency Preparedness Engineering 
Response (Post 030103) 83/10/27 Consol letPtsd Edison Co of Vs- 

York, Inc uSpp 51037 397 24X Fiche 50-000,83/10/87.030031003^ 


8311010182 Oenerlc Ufcr 03-37 to all PWR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
u/guldance in NURE0-O737 Response required within 90 days 
of receipt of Hr Sve list end 

ElSfNHVT.DG Division of Licensing 03/11/01 Consolidated 
Edison Co of New York, Inc 22pp 8U49 090 34X 

Fiche 50-000.03/11/01,0311010182 


6311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicant* for OLs & holders of CPs re clarification of TMI 
Action Flan Item IT K 3 3i Submittal of bounding 
demonstration will satiify reqyiremarJts Bve list end 
EISENHUT.DO Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21104 OOJ 24X 
Fiche 90-000. 03/1 1/02, 831 10.10051 


031U7OO05 Forwards proprietary add I info responding to NRC 030823 
questions re WestinghouSe optimlnd fuel assembly 
application Info withheld per lOCFRS 790 

LENriNE. F 0 Commonuealth Edison Co 03/U/O4 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 21216 066 24X 

Fiche 30-299,03/11/04.8311170005 


Forwards proprietary 6 nonproprietary Info in response to 
NRC qwastlpns an util 030622 application re use of optimlied 
fuel assemblies Application for withholding proprietary info 
(ref 10CFR2 790) end Proprietary info deleted 

LENT 1 Mg, F G Commonwealth Edison Cq 03 / 11/04 DENTON, H R Off I 
of Nuclear ReaeVar Regulation, Director 33 od 21208 269 24X 

Fiche 90 - 295 . 03 / 11 / 04.0311170409 


—0311170409 Application for withholding proprietary info re optimltl i ed 
fuel assemblies from public disclosure <ref 10CFR2 790) 

UIESEManM, R A Westlnghouie Electric Corp 03/11/01 DENTON. H 
Si: Nuclear Reactor Regulation, Director 7pp 21208 305 
24X Fiche 90^299,03/11/04.8311170409 


8311090210 Forwards l20-d4y response to Generic Utr 03-20 re required 
ssneric implications of Salem ATWS events 
BARNES. P L Common wealth Edison Co 03/11/05 

of Nuclear Reactor Regulation, Director 3pp 
Fkche 30-000.03/11/05,0311090210 


DENTON. H R Qffic*» 
21103 261 24X 


0 rnspectian rtporti* lE Dullatins 6 correspondence 


0311090204 Forwards IE Insp Repts 90-295/83-22 & 90-304/03-23 64 
831017 No Aoncompl iance noted 

PAPERIELLO. C J Region 3. Office of Director 03/10/27 REEO.C 
Commonwealth Edison Co 2pp 21095 273 24X Flclio 90-295.83/10/2". 

8311090204 


—8311090289 IE Insp Repts 30-299/03-22 U 90-304/83-23 on B310J7 ||o 
noncompllance noted Major area* inspected licensee emergency 
operation* fac 1 U tg. tec hnl cal support ctr & operational 
support ctr 

PLOSKI.T J , PAPERIELLO. C J , PHILLIPS. M P Region 3, Office of 
Director 83/10/2? 3pp 21099 574 24X Fiche 90-295, 01/ 10/27. 

8311090264 


0300310046 IE Info Notice 83-72, “Environ Qual 1 f icat i on Testing 
Esperlance “ bvc list end 

JORDAN. E L Division of Emergency Preparodness It Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co of 

York. Inc lojpp 21135 024 24X Ficho 50-000, □3/10/38, 03003J004’' 


B3U090296 Forwards IE insp Repts 30-295/03-20 it 90-304/03-81 on. 
031007 «« 14 No noncompllance noted 

LITTLE, W 8 Region 3, Office of Diroctor 03/JO/S0 REED, C 
Commonwealth Edison Co 2pp 2U0S 209 24X Fiche 30-293*03/10/2? 

8311090296 


•‘■8311090300 IE Insp Repts 50-295/83-20 & 50-304/03-21 on 831007 K, 14 f-J 
noncompliance noted Major areas inspected review of 
inservice insp procedures, work ac ttvl t le*. NDE. personnel 
certification* & data L followup on IE bulletins 
WARDiK D , DANIELSON, D H Region 3, Office of Director 03/10/23 
6pp 2J109 207 24X Fiche 90-295.03/10/20.0311090296 


0300310097 IE Info Notice 63-73, “Radiation Exposure From DIevts 
Contaminated W/V Daughter Pi oducts “ Sve list one I 
PARTLOUrJ 0 Division of QA, Safeguards L Impection programi (Post 
030103) 83/10/3i Consolidated Edison Co of New Yorti Ih-c 

ll6pp 21134 348 24X Fiche 50-000, 03/10/31. 0300310057 


0308310076 IE Info Notice 03-76, “Reactor Trip Drcaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK^3-33 Drookers) “ 

Bvc list end 

JORDAN, E U Division of Emergency Preparedness fc Engineering 
Responee (Post B3O103) 83/11/03 Consolidated Edison Co of NiJ 

York, Inc lispp. 21514 024 24X Fiche 50-000, 03/1 1/02, 830e3l00f6 


03-69. "improperly Installed Fire Dampers 
at Nuclear Power Plants “ Svc list end 

JORDAN, E L Division of Emergency Preparedness «, Enginierind 

Response (Pou 830103) 03/10/21 Consolidated Edi^h C;!* of h 

York, ine l37^p 21114 391 24X Fiche 50-000,83/10/21,8308300? 


8300310075 IE Info Notice 83-75, “Improper Control Rod Manipulation 
Sve list end 

JORDAN. E L Division of Emergency Preparedness U Enolneering 
Response (Po,t 030103 ) 03/11/03 Consolidated Edison Co of Ri.. 

York. Inc ii4pp 21313 353 2451 so-OOO. 03/1 1/03. 030931007^ 
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311280245 for wards lEMfit fleeting Repts 50-010/03-20*90^237/03-30. 
50-247/83-20. 50-254/03-29. 50-265/03-29. 50-295/B3-23. 

50-304/63-24, 90-373/93-43 . 50-374/03-47. 50-454/03-90. 

50-455/63-36. 50-4 36/93- J 5 U 50-457/03-14 on 031019 

NOREUIUS.C E Division of Project & Resident Programs 03/11/07 

REEDiC Comntonupa 1 tPi Edison Co 2pp 21201 100 24X 

Fiche 50-000.03/11/07.0311380242 


8311070203 LER 83-039/03L-0 on 830921. during maint test run after 
making oil leak repa irs. d i es e 1 generators tripped on 
overspeed Caused bg governor device not pioparly adjusted 
per Tech Specs Trip setting adjusted W/D31029 Ur 
WILHITE. M . GRaeSBER.K L Commonwealth Edison Co 03/10/29 
KEPPLER. J O Region 3. Office of Director 2pp 21061 333 24X 

f icHo 50-293, 03/10/25, 031 1070203 


-B3LI2B5299 IH Mgt ileeting Repts 50-010/03-20, 30-237/63-30. 50-249/03-20. 
90-294/B3-29, 50-265/03-29. 90-299/03-23, 30-304/03-24, 

50-373/03-43. 50-374/83-47. 90-434/03-90. 30-455/03-36, 

9O-4S6/03-I5 & 30-437/63-14 on 031019 

KOflELlUS.C £ Division of Project i, Resident Program* 03/11/09 
Spp 21201 102 24X Fiche 50-000.03/11/07.0311200242 


0311070170 LER 03-O4O/O3L-O on 030929, io op 0 reactor coolant flow 
transmitter ifr-444 found out~of-tolerance high Caused bg 
instrument lero shift Pi sher/Porter transmitter recalibr 
W/831026 Ur 

WILHITE, K . ORaEBSER.K L Commonwealth Edison Co 03/10/26 
KEPPLER, J 0 Region 3, Office of Director 2pp 21061 291 24X 

fiche 30-299,83/10/26.0311070170 


1311210063 Forward* order Imposing civil tnonetarg penalty in amount of 
440.000 for violation re access of unauthorized individual 
ta vital area 

DEVOONO.R C Director'* flffice, Office of Inspection and 

EnfoTcament 83/11/09 RiEEO. C Commonwealth Edison Co 2pp 

31241 264 24X Fiejje 90-299,83/11/09.0311210003 


,S011210091 Drder imposing civil monetarg penaltg In amount of *40.000 
for violation re acce*« of unauthorijed individual to vital 
ana 

DEYDUNG.ft c Director'* Offlc#* Office of Inspoctlan and 

Enforcenpnt 03/11/09 Commonwealth Edison Co 6PP 

21241 286 24X FlcJie 90-295,03/11/09.8311210063 


1311010015 IE Info Notice 63-77. "Alr/Oas Entrainment Events Resulting 
In 6ys Failures " 8vc list end 

JQSDANtE L Division Of Emergency Preparedness S« Enginoaring 
fliiponee iPesi B30103I 63/11/14 Consolidated Edison Co of New 

Yarl* Inc IMpp 24X Fiche 50-000,03/11/14.8311010015 


^11310374 Forwards results of evaluation demonstrating that 18 
eiioriry well* addressed In NRC 030912 Ur have substantial 
saftiy margins u/o credit for horizontal joint reinforcing 
Info responds to IE Bulletin 80-11 

LERTINE.F 0 CommonweaUh Edison Co 83/U/14 DENTQN. H R Office 
of Ruclear Reactor Regulatlcn. Director iSpp 21239 130 24X 

Fichl 90-295,03/11/14.6311210374 


nilOlDOia 1£ Info Notice 03-76. “Apparent Improper Mod of Component 
hlftctlng Plant Befety. " Svc list end 

JIWDANi E L Division Of Emergency Pt'eparedness L Engineering 
Affponse (Post 0301033 83/11/17 Consolidated Edison Co of New 

Yorl. Inc il7pp 21603 OOJ 24X Fiche 50-000.83/11/17.6311010016 


1IUZ0O1I6 Forward* 120-ddy response to IE Bulletin 83-06 re 
noneonforming mails supplied by Tubo-Uine Corp No Tube-Line 
■ itls received by Dresden or La Balle 

L Commonwealth Edison Co 83/11/17 KEPPLER.J 0 Region 
3. Office of Director lOpp 21279 096 24X Fiche 50-000,83/11/17. 

8311200116 


8311070246 LER B3-041/O3L-0 on 030923, during refueling calibr. loop 10 
steam generator transmitter ILT-547 found 18 QA out-of- 
tolerance high Caused by instrumentation zero shift 
Corroded transmitter parts replaced & recallbr W/B31027 Ur 
WILHITE, M . 0R4ES8ER, K L Commonwealth Edison Co 03/10/27 
KEPPLER.J 0 Region 3. Office of Director 2pp 21062 361 24X 

Fiche 50-299. 03/ 1 0/27. 031 1070246 


8311070955 Part 21 rept re potential defect in replacement RIA rubber 
valve seat for 4B-lnch RlA containment purge valve Initially 
reported on 831029 Supp 1 1 er. 0of falo Woavlng 6 Belting, will 
produce anvil seats using eztruded preform 

WILSON. A K Henry Pratt Co 03/10/28 KEPPLER.J 0 Region 3, 
Office of Director 4pp 21063 267 24X Fiche 90-000.03/10/28. 

8311070599 


0311040086 LER 03-O43/O3L-O on 031003. steam generator 10 feedwater flow 
transmitter lFT-940 found out-of-tolerance high bg 10 6X 
Caused bg ampl i fier/osc i 1 labor malfunction on transmitter 
Oscillator retuned Replacement under review W/B31031 Itr 
CANTWELL. P F . ORAESSER. K L Commonwealth Edison Co 03/10/31 
KEPPLER.J 0 Region 3. Office of Director 2pp 21090 276 24X 

Fiche 90-295.03/10/31.8311040086 


0311040109 LER B3-042/03L-0 on 831003. loop ID feedwater flow 
transmitter discovered out of tolerance high Caused by 
Instrumentation zero shift Transmitter recalibr Oscillator 
tuned returned to svc H/031031 Ur 

WILHITE. M . ORAESSER. K L Commonwealth Edison Co 83/10/31 
KEPPLER.J 0 Region 3. Office of Director 2pp 21050 290 34X 

Fiche 90-295.03/10/31,8311040105 


0311070301 LBR e3-044/03L“0 on 0J1OD3. during refueling gurve i 1 lance, 
steam generator loop 1C feed Plow transmitter lFT-920 found 
3 471 out-of-toierance high Caused by instrument drift 
Transmitter recallbr Replacement considered W/BDllOl Itr 
WILHITE. M . GRaesSER.K L Commonwealth Edison Co 83/11/0! 
KEPPLER.J 0 Region 3, Office of Director 2pp 21062 211 24X 

Fiche 50-299.03/11/01.0311070301 


3311290225 Acb receipt of 031107 Itr Informing NRC of steps taken to 
cft-rrect vJoiatlani noted in IE Insp Repts 50-295/83-17 
50-304/03-] 0 

NiWl^IUSiC E Dlviilon of Project 6 Resident Programs 03/11/29 
REED. C Ccrnmanweal th Edison Co ip 21305 273 24X 

fiche 30-299.83/11/29,0311270229 


0311070267 LER 03-O49/O3L-O on 031003. containment BRING radiation 
monitor local displag & remote dlsplag outputs failed Cause 
not statod 8PIN0 unit repowerrd bg cgcllng console breaker 
W/83U02 Ur 

WILLIAMS. V S. . GRAEDSER.K L Commonwealth Edison Co 83/11/02 
KEPPLER.J 0 Region 3, Office of Director 2pp 21062 332 24X 

Fiche 90-299, 03/11/02. 0311070267 


’831129O220 Responds to NRC 831007 Ur re violations noted in IE Insp 
Rept* 50-299/63—17 U 50—304/83—10 Corrective actions new 
log format established to improve technical staff monitoring 
of dlfsel generator start* & failures 

FARRAR.Dt Commonwealth Edison Co 03/11/07 KEPPLER.J 0 
Region 3, Office of Director 3pp 21305 274 24X 

Flchi 50-299.63/11/25.0311290225 


^ Periodic operating report* U related correspondence 


8311169032 Monthly operating repts for Oct 1903 W/B31 107 Ur 
AUSTIN.. G f ORAESSER. K U Commonwealth Edison Co 03/11/07 
Dirictor'i Office. Office of Inspection and Enforcement I2pp 
31109 009 24X FIcha 90-295.03/11/07,8311160032 


J Reportable occurrences. LERs & related correspondence 


3311070071 LER 03-O37/O3L-O on 830924, during ref ue 1 Ing, coPta inment 
SPIRO radiation monitor failed to close containment purge 
JseLation valve* when bugged to alarm condition Caused by 
fsllure of electronic output card, W/891024 Ur 
L1RB9AY..F J ^ ORAESSER. K L Commonwealth Edison Co 83/10/24 
KEPPLER#J 0 Region 3. Office of Director 2pp 21O60 334 24X 

fitbe 5D-a95, 03/10/24,6311070071 


8311170193 LER a3-046/03L-0 on 030924. while in cold shutdown, steam 
generator ID steam flow transmitter lFT-532 found out of 
tolerance Caused by zero shift of transmitter Transmitter 
recallbr St returned to svc W/93il04 Itr 

CANTWELL. P F . ORAESSER, K L Commonwealth Edison Cn 03/11/04 
KEPPLER. J 0 Region 3. Office of Director 2pp 21216 012 24X 

Fiche 50-299,83/11/04.0311170193 


B3111701G8 Updated LER B0-O34/O1X-1 on 800710, Idonti fied insufficient 
Indication of Inadvertent boron dilution while on RHR & 
w/shutdoein margin less than 5X Cause not stated Valve 
Isolation incorporated into procedures W/831 100 Ur 
CHIN. R Y . 0RAE&8ER.K L Commonwealth Edison Co 83/11/00 
KEPPLER.J O Region 3. Office of Director 2pp 2l2l4 066 24X 

Fiche 90-295,83/11/08,8311170100 


8311110067 EN-83-053A on 830019. notice of violation t. proposed 
imposltldn of civil penalty in amount of *40,000 issued, 
based on licensee failure to control access into protected & 
vital area 

ROBANOiR . AXELRAD. J Director's Office. Office of Inspection and 
Enforcement 03/11/09 Ip 21148 344 24X Fiche 90-299,03/11/09, 

03U 110067 


0311210340 Part 2i deficiency rept re Pacific Scientific Co mechanical 
shock arrestors (Models P8A-I b P8A-3> Problem involves 
failure of tangs on capstan spring Snubbers stroke tested 
RYBAK, B Commonwealth Edison Co 83/11/09 KEPPLER.J 0 Region 3. 
Office of Director 3pp 21234 iI2 24X Fiche 90-000.03/11/09, 
0311210348 
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B3I 1310174 LER B3*047/ODL'0 on 031019- steam generator lO steam Une 
pressure tranimltter IPT"535 found out of tolerance 3 b'/, 
high Caused lero shift on transmitter Transmitter 
recalibr A returned to svc W/931110 Itr 

CftNTWeUL-P F . ORAESSER-K L Commonwealth Edison Co 03/11/10 
KEPPLEfi«J G Reflion 3- Office of Director 3pp 21231 330 SdX 
FlChe 30-295,03/11/10-0311210174 


V Operator Etaminations 


0311020009 Forwards request for addl Info re revised licensed operatOT 
riiquall f ication Tept re NUREO-0737. I tem I A 3 1 

CnUTCHFIEUO- D Operating Reactors Branch 5 83/10/31 FARRAR. D L 

Conunonuealth Edison Co llpp 21013 208 24X Flcho 50-000. 

03/10/31, 8311020009 


DOCKET 50-296 BROWNS FERRV NUCLEAR POWER STATION. WIT 3 


F Becurityii medicaT. emergeTict U fire protection plans 


B311010206 Forwards Rev 6 to generic securitg personnel training ^ 
qualif Ication plan Rev withheld 

HiLLSiL W Tennessee Valleg Authority B3/10/18 O'REILLY. J P 
Raglan ». Office of Director Ip 20976 242 24X 

FicAe 50-000.03/10/10,8311010206 


Q3U070112 foruardi IE Insp Repts 50-259/63-36. 50>260/a3-36 & 
50-296/03-36 on 03O026-O925 No none omp I lane e noted 
VERRELLliD M Division of Project (< Resident Programs 83/10/16 
PARRIS.H 0 Tennessee Ualley Authority 2pp 31059 313 24X 

Flcfie 50-259,83/10/18.0311070112 


— 03UO7O115 IE Jnsp Repts 50-259/63-36.50-260/83-36 <« 90-296/83-36 an 
830636-0935 No noncompliance noted Major areas Inspected 
Dparatlonal safety, mods. phy s leal protection, survtll lance. 
malnt.ROs %.< independent verification program 
FAULK. 0 L PBglon 3, Office of Director 03/10/17 lOpp 
21059 314 24< FUhe 50-259,83/10/10. 031 1070H2 


8310200362 Oenpric Ltr 03-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CF450 Svc list end 

EISENHUT.D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York. Inc 21pp 21114 329 34X 

Fichf 50-000.83/10/19,8310200362 


P Operating license stag* documents L correspondence 


8311030292 Summary of 030625 meeting w/CE & Hark I Owners Oroup in 
Betheida.HD r« differing opinions between NRC & GE re 
acceptability of use of QE suppression pool temp analysis 
<Hultl-piant Action D-Ol) 

SIEOEL.B Operating Reactors Branch 2 03/10/05 Operating 

Reactors Branch 2 74pp 210S3 244 24X Flche 50-000.83/10/05, 

B31 1030292 


B31 1020462 Denies 030906 request for evtension of time for 120-day 
response to Generic Ltr 63-20 re Salem ATW5 event Info 
requested by B31109 

VASBALLO, D B Operating Reactors Branch 2 03/10/19 PARRIB, H 0 

Tennsasee Yalley Authority 2pp 21049 070 24X 

Fichf 50-259.83/10/19,8311020463 


0311030281 Informs that manual switchover acceptable as Interim action 
hut doss not satisfy Intent of HUfiEO-0737, Item II K 3 22» 

"Automatic Switchover of RCIC Sy s Suction " Plans & 

schedules for modifying sys req.uested within 30 days 

LAINAS, 0 C Assistant Director for Operating Reactors 03/10/20 

PARRIS, k O Tennessee Valley Authority 3pp 21049 285 24X 

Fiche 50-299.83/10/20.8311030201 


0311140370 Foruardi notice of cons ideration of issuance of amend to 
Licenses DPR-33, DPR-52 -Sc 0PR-6B proposed NSHC 
determination tc opportunity for hearing re 830325 
application on restrictions on unidentified leakage 
CLARK, R vl Operating Reactors Oranch 2 03/10/29 PARRIS. H 0 

Tinnassee Valley Authority 2pp 2U83 340 24X 

Fiche 30-259.83/10/25,0311140370 


6311140373 Notice of consideration of issuance Of amend to Licenses 
DPR-33, DPR-92 tc DPR-6Q 6 proposed NSHC determination & 
opportunity for hearing 

VAB8ALL0. D 0 Operating Reactors Branch 2 03/10/23 6pp 

21183 342 24 X Fiche 50-259. 83/10/25.8311140370 


8311080323 Application for amend tP Llconsps DPR-33. DPR-52 & OPR-iS 
changing Tech Specs to incoi porato now requ i remont s far 
radiological effluent mon i tor i ng . roc ord log It reporting per 
NUnEO-0473 

MILLS.L M Tennessee Valley Authority 03/10/27 DEN TDM. H R 
Office of Nuclear Reactor Hcgulotinn. Director 2pp 21081 229 
24X Fiche 90-239,03/10/27.6311080323 


— 8311080327 Proposed Tech Spec rev's* incorporating new requirenirii i't 
radiological effluent mon 1 torinQ* record Ing Sc reporting in 
accordance u/NUnEO-0473 Description S, justification for 
changes h significant hazards cono iderat 1 on end 

a Tennessee Valley Authority 63/10/27 189pp 21001 231 24' 

Fiche 30-299.83/10/27,8311080323 


—8311080332 Technical Instruction 47, “Offsite Dose Calculation Manjil * 
♦ Tennessee Valley Authority 03/01/04 BOpp 21002 055 Z+t 
Flcho 90-259. 83/10/27. 8311000323 


8310310403 Generic Ltr 83-38 to all licensees of operating pcuir 
reactors l< applicants foi OL re NURE0-0965i “NRC Inventory 
ef Dams ” Forwards NUREO-0965 “NRC Inventory of Dams" for 
info only W/o enc 1 Svc list oncl 

G16ENHUT, D 0 Division of Licensing 03/10/31 Consol Idated 
Edison Co of New York. Inc I4pp 21164 019 24X 

Fiche 50-000,03/10/31.0310310403 


8311010180 Generic Ltr 83-36 to all 0WR licensees re NUREO-0737 Tich 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUnHG-0737 Response required within 90 days ot 
racolpt of ltr Svc list enc I 

EIBENHOT.DO Division of Licensing 03/ii/Ol ComfliDrufeal th 
Edison Co 22pp 21184 025 24X Fichb 50-000. 63/11/01. B31 lOlOlED 


6311020091 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for DLs & holders of CFs re clarification of TMI 
Action Plan Item II K 3 31 Bubmittal of bounding 
demonstration wilt satisfy requirements Bve list encl 
EISENHUT.DG Division of Licensing 03/11/02 Conto-l itfat sd 
Edison Co of New York, Inc 16pp 21184 001 24X 

Fiche 90-000,83/11/0?. 0311020091 


□311110164 Forwards response to Generic Ltr G3-28, “Requlrsd Actions 
Dased on Generic Implications of Salem ATN8 Events " 

Continued operation of facilities justified OC 4020 proceii 
computers will be replaced w/Digltal VAX 11/790 computers 
MILLS, L M Tennessee Valley Authority 83/U/07 DENTON. H fl 
Office of Nuclear Reactor Regulation. Director 33pp 21 HS- 242 
24X Fiche 90-259. 83/ 1 1 /07. 63 J 11 10164 


6311190304 Application for amend to Licenses DFR-33, PPR-92 it DFR-6Q. 
changing Tech Bpec 3 10 L 4 10 to allow loading of four 
irradiated fuel assemblies around each source range monitor 
as Initial step in fuel core reload 

MILLS.L M Tennessoe Valley Authority 83/11/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21179 319 
24X Fiche 30-299183/11/07,8311190304 


— 8311190306 Proposed changes to Tech Specs 3 10 & 4 10 to allow losli'i 
of four irradiated fuel assemblies around each source range 
monitor as Initial step In fuel core reload 

« Tennessee Valley Authority 83/11/07 16pp 21179 317 241 

Fiche 50-299,83/11/07,0311130304 


6311160103 Forwards first page of response tP Generic Ltr 03 - 2 Oi- Itim 
a 1 re equipment classification 6 vendor Interface (reactor 
trip sys components) missing from 831107 submittal due to 
document reproduction error 

HILLB.L M Tennessee Valley Authority 83/11/09 DENTONiH R 
Office of Nuclear Reactor Regulation, Director 2pp 21193 107 
24X Fiche 50-299.03/11/09.8311160103 


8311200397 Requests removal Of two conditions placed on icceptanci of 
TVA TR81-01. "own Transient Analysis Model Utilizing RETRAN 
Program." re methods for generating values of gap 
conductance it generic review of RETRAN 

MILLS.L M Tennessee Valley Authority 83/11/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 212B5 009 
24X Fiche 90-259.83/11/21,8311200397 


6311860479 Forwards jiistl fleet 1 on for not Implementing mod recommeTids* 
In NUnEO-0737, Item 11 K 3 22 re RCiC Costs associated w/morf 
cannot be justified since safety benefit can only be 
classtfied as marginal 

MILLS.L M Tennessee Valley Authority 83/11/23 DENTON, H fl 
Office of Nuclear Reactor Regulation. Director 4pp 81204 024 
a4X Fiche 90-239. 83/11/23, 031 1280479 
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9 Jni*p«ctior> Tfparti. IE Bulletins U corrosppndente 


5311070297 ConMrrt* 031017 cnfoTcemont conference in Region 
insp finding-* of exposure control 8c potential for 
cvereipoiure during pip* crack repair program>per B31007 
Iflcon Piropostd meeting agenda end 

O^fteiLLY, J P Region 2. Office of Director B3/l0/tl 
Icnrteise* Vall*V A-Othorltg 2pp 21062 213 24X 

Fit ft* 50-239,B3yiOyt K 6311070297 


II ofc 

PARRIS. H 


O 


6311073112 Forwardt IE Insp Rcpts S0-239/83-36< 30-260/03-36 & 
30-296/83-36 on 830-826-0925 No noncompliance noted 
VERfiELLl. D « Dlviiton of Project & Resident Pi ograms 83/10/18 
PARRIS^H 0 Tennessee Valley Authority 2pp 21039 312 24X 

Fichc 3O-239»Ba/lO/l0c Q311070112 


—B31 10701 15 IE Imp Rapt* 50-239/83-36,30-260/83-36 & 30-296/B3-36 on 
830826-0925 No noncompliance noted Major areas Inspected 
operational saf ety , rood ». physical protec t ion, survel I lance, 
aslntiROt t independent verification program 

PAULK. 0 L Region 2 , Office of Director CANTRELL, F 3 Division 
of Project it Resident Program* 03/10/17 lOpp 2I0S9 314 24 t 

Ptche 50-259.03/10/10.8311070112 


03O031OO4D IE Info Notice 63-72, “Environ Qua I If i cation Testing 
Experience “ 8 vc list enc 1 

JORDAN, E L Division of Emergency Preparedness Sh Engineering 
Response (Post 630103) 83/10/28 Consolidated Edison Co of New, 

York, Inc I3lpp 211SS 024 24X Fiche 30 - 000 , 03 / 10 / 23 , □30Q31004n 


0308310037 IE Info Notice 83-73. “Radiation Exposure From Olove* 
Contaminated W/U Daughter Products " Sve list end 

PARTtOW,J G Division of QA. Safeguards Inspection Programs iPost 
830103) 03/10/31 Consolidated Edison Co of New York, Inc 

H 6 pp 21134 248 24X Ficho 30-000,83/10/31,8300310037 


8311070149 Forwards IE Enforcement Conference Rept* 30-239/03-42, 
30-260/83-42 «. 30-296/83-42 on 031017 

O'REILLY.J P Region 2> Office of Director 83/10/31 PARRIS, H O 
Tennessee Valley Authority 2pp 21060 346 2^4X 

Fiche 30-239,83/10/31.8311070149 


—8311070136 IE Enforcement Conference Repts 30-259/03-42. 50-260/03-42 » 
30-296/03-42 on 831017 Major area* discussed exposure 
control program, pai t tcu lar ly potential averexii osure of 
Unit 1 recirculation pipe uorker* 

CANTRELL. F 8 Division of Project ft Resident Programs 83/10/26 
4pp 21060 348 24X Fiche 50-2 39,83/10/31,831 1070149 


0311070414 Foruardi f£ Insp Repts 30-239/83-33,30-260/83-33 i, 
50-296/83-33 on 830906-16 No noncompllance noted 

VEARELLIjD M Division of Project If Resident Programs 83/10/18 
PARRIS, H <J Tennessee Valley Authority 2pp 21067 320 24X 

Fiche 30-259.83/10/18,8311070414 


--831I070419 IE Intp Bfipt* 50-239/03-33,50-260/83-33 Sc 30-296/83-33 on 
934906-16 No noncomp 1; lance noted Major areas inspected 
followup on licensee action* on previous enforcement 

natttPS 

PRICE.D B I GARNER, L W Region 2, Office of Director MATHIS, J I 
Division of Project & Resident Programs 03/10/17 3pp 
81067 388 84X Ficha 30-239,03/10/10,0311070414 


6309300797 IS Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Pourer Plants " Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Rfifonse CPost 830103) 03/10/21 Consolidated Edison Co of New 

Yorl, Inc 137pp 21114 35J 24X Fiche 30-000,03/10/81,830830079/ 


0308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Sve list end 

JCMDANiE L Division of Emergency Preparedness it Engineering 
RtsfOtise IPost 030103) 03/10/85 Consolidated Edison Co of New 

VoTl. Inc I17pp 21057 219 84X Fiche 30-000, 03/10/25, 83083 1003C 


G3S1070438 Ack receipt of 831006 Itr Informing NRC of steps taken to 
cdrrict violation* noted in IE Insp Repts 30-259/83-32, 

50-260/83-32 U 30-296/83-32 

UEUIB,R C Division of Project it Resident Program* 03/10/25 
PAftR18.H 0 Tennessee Valley Authority Ip 21070 079 24X 

Fiche 90 - 239 . 93 / 10/2518311070430 


—8311070463 Responds to NRC 030912 Itr re violation* noted in IE Insp 
Ripts 50-259/03-32. 30-260/83-32 it 30-296/83-32 Corrective 
actions dally tnsp for intergranular stress corrosion 
CTecklng conducted until all insp* complete 

HILLS.L tt Tennessee Valley Authority 83/10/06 O'REILLY.J P 
Region 2. Offict of Director 3pp 21070 080 24X 

Fiche 50-259,03/10/25,0311070438 


-8311070469 Forwards IE Insp Rept* 30-239/03-32,50-260/83-32 it 
50-296/83-32 on 830815-18 it notice of violation 
LEWlSaR C Division of Project t* Resident Program* 03/07/12 
PAARI9, H G Tennessee Valley Authority 2 pp 21070 083 24X 

Fiche 50-239. 83/£0/25, 8311070430 


-&31S070479 IE Insp Repts 30-239/03-32. SO-260/83-32 6 50-296/83-32 on 
830815-18 Npncompl lane * noted failure to promptly rept & 
conrirm cor* spray sys piping Intergranular stress corrosion 
cracking 

OlRARDiE H Region 2, Office of Director BLAKE, J J Division of 
Engineering h Operational Programs 03/09/06 9pp 21070 086 
24X Fiche, 30-239, 83/ 1 0/23, 8311070458 


8300310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
lUndarvol tape Trip Devices on GE Typo AK-2-23 Breakers) ” 
a VC lilt end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 63/11/02 Consolidated Edison Co of New 

York. Inc USpp 21514 024 24X Fiche 30-000,83/11/02,0308310076 


8311180316 Forwards rev to control rod dr^ve sys scram solenoid valve 
seal replacement program implemented per lE Bulletin 78-14 
Rev based on updated GE r ecommendati ons U operating 
e xperlence 

MIUL0,L M Tennessee Valley Authority 03/11/02 O'REILLY.J P 
Region 2. Office of Director 4pp 2122D 173 a4X 
Fiche 30-239,03/11/02.8311100316 


8308310073 IE Info Notice 83-73, "Improper Control Rod Manipulation " 
8 vc list end 

JORDAN, E L Division of Emergency Rreparedness tc Engineering 
Response (Post 030103) 83/11/03 Conso 1 Idated Edison Co of Ne.i 

York, Inc Il4pp 21513 233 24X Fiche 30-000.83/11/03.8300310076 


8311100063 Forwards revised response to IE Bulletin. 03-03 re check 
valve failures in raw water cooling sys of diesel 
generators Check valves wilt be modified to require backflow 
testing of diesel generator check valves tiy 040101 
MILLB.LM Tennessee Valley Authority G3/11/07 O'nEILLV.JP 
Region 2, Office of Director 2pp 21229 236 24X 

Fiche 30 - 299 , 83 / 11 / 07.0311180063 


8311100278 Ack receipt of 83J103 Itr informing NRC of steps taiien to 
correct violation* noted in 1C Insp Repts 90-297/83-30, 
50-260/83-30 8 < 50-296/83-00 

VERRELLI.D M Division of Project 6 Resident Pi ogram* 03/11/10 
PARRIS. H 0 Tennessee Valley Authority ip 21228040 24X 

Fiche 30-237.03/11/10,8311100270 


— 83111802B6 Responds to NRC 031OO3 Itr re violations noted in IE Insp 
Repts 30-239/03-30.30-260/03-30 6 DO-296/03-30 Corrective 
actions RCI -1 revised to clearly indicate that markings on 
floor drain it valve enc Is do not need special work permit 
MILLS, L M Tennessee Valley Authority 03/11/02 0 'RE ILLY, J P 

Region 2. Office of Director 3pp 21220 04) 24X 

Fiche 30-239,83/11/10.0311180278 


—8311180292 Foruards IE Insp Repts 50-239/83-30,50-260/83-20 U 
50-296/83-30 on 830725-27 6 notlco of vl plat ion 

VERRELLI.D M Division of Project it Resident Programs Q3/10/03 
F*ARRtB, H O Tennessee Valley Authority 2pp 21228 044 24X 

Fiche 50-257,83/11/10,8311100278 


—8311180294 Notice of violation from Imp on 830725-27 

« Region 2. Office of Director 83/10/03 ip 21228 046 24X 

Fiche 30-239,83/11/10,0311180270 


8300300799 l£ Bulletin 63-07, Buppl 1, "Apparently Fraudulent Product* 
Sold By Ray Miller, Inc " 9vc list and 

DEYOUNG.R C Director's Office, Office of Inspection and 

Enforcament 03/10/26 Censolldated Edison Co of New York, Inc 

L79pp 21070 170 24X Fiche 30 - 000 , 83 / 10/2610300300799 


8300310034 IE Info Notice 83-71, "Defect in Load-Dearlng Weld* on 
Lifting Devices for Vessel Head it Internals," 8 vc list end 
JORDAN, E L Blvlslcin of Emergency Preparednes* ft Engineering 
Respenst (Post 030103). 83/10/27 Consolidated Edison Co. of New 

Yerk. Inc 119pp 21057 357 24X Fiche 30-000,83/10/27.0308310030 


—0311 100300 IE rn*p Rept* 50-259/03-30.30-260/03-30 U 30-296/83-30 on 
830729-27 Noncompliance noted failure tn follow radiation 
controltt/procodurea, i nc lud ing worker wearing pocket chamber 
dosimeter inside coverall* 

DE09t D T Region 2, Off ice of Director QARR, K P Division of 
Engineering V Operational Program* 03/09/09 9pp 21228 047 
24X Fiche 50-299.83/11/10,8311100270 


8311010019 IE Info Notice 03-77, "Atr/Qa* Entrainment Event* Resulting 
In Bye Failures " 8 vc list end 

JORDAN, E L Division of Emergency Preparedness 8 « Engineering 
Response (Post 030103) 83/11/14 Consolidated Ediinn Co of New 

York. Inc 114pp 24X F i cho 30-000, 83/11/ 14, 031 lOlOOl 5. 
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B31101001B IE Info Motice B3~78. "Apparent Improper Mod of Component 
Affettlnj Plant Safetij " Svc list end 

JORDAN, e L Olvliioo of EmBTflenc^j Preparedneis ^ Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of NeuJ 

Vorli. lot n7pp ^1603 OOJ 24X Fichd 50-000. 83/1 1 / 1 7, B3l lOlOOlP 


R Periodic operating reports related correspondence 


Q3t 1030095 "Effluent & l^aste Disposal Semiannual Hept« Jan “June 1?B1 " 
W/Ql073t> Itr 

ABERCROMBIE. H Tennessee valleg Authority Bl/06/30 Region 3. 

Atlanta. Office of the Director (01/03/01) I7pp 21087 213 24X 
F 1 1 h B 9 0-359. e I /06/30. 83 1 1 030039 


8311030054 Suppl to "Effluent t Haste Disposal Semiannual Rept. Jul-Dec 
1981 « W/B20203 Ur 

JONE 81 O T Tanneisee Valley Authority 81/12/31 Region 2. 
Atlanta, Office of the Director (Bl/03/0l> 17pp 2102E 295 24X 

Pi Che 50-25?. Gl/ia/31. 031 1030054 


8311030103 Fortifards "Effluent tf Haste Disposal Semiannual Rept. 
Supplemental Info, First Half 1982 " ''Radiological Impact 
pn Man" uiill be foru/arded by radiological hygiene branch 
JDNES.O T Tennessee Valley Authority 52/08/17 Region S> 
Office of Director 2pp 21038 234 24X Fi the 30-239i 82/08/17. 

831 1030103 


8311280184 Updated tER 83-026/ 03X-2 on 830411, while attempting to 
establish EECW flow rate to emergonty diesel generator 
coolers 3 ED. head on HX found cracked Caused by mfg defect 
Head replaced W/831110 Itr 

HOLDER, E T , GREEN, K J Tonneasoe Valley Authority 83/11/10 
O'REILLY. JP Region 2, Office of Director 3pp 212D3 170 J4( 

Flche 30-296.03/11/18.8311280184 


D31128D473 NPDES noncompliance notification on 831101, ma» ptYmlt 
limitations axceeded Caused by high flows overloading sewage 
treatment capacity of sewapo treatment plant Plant to be 
replaced in FVB4 

HARLARp J Tennessee Valley Authority 03/11/21 BRUCH, A 

Environmental protection Agency 8 pp 21284 103 a4X 

Fiche 30-239,83/1 1/21 >0311200473 


DOCKET 30-290 COOPER NUCLEAR 6 TATIDN 

F Security, medical, emergency 6 fire protoction plans 


B31020D362 Generic Ltr 03-33 tP all licensees & applicants of nucUir 
power reactors re NRC positions on certain requirements of 
App R to lOCFROO Svc list encl 

EISENHUT, D 0 Division of Licensing 03/10/19 Consalldaiid 
Edison Co of New York, Inc 2lpp 21114 327 24X 

riche 30“000i 83/10/19. 8310200362 


—8311030105 "Effluent 8 . Waste Disposal Semiannual Rept, SUpp lemental 
Info, First Half 1982 " 

a Tertnetsee Valley Authority 02/06/30 J 6 pp 21038 236 24X 

Flche 50-259,02/03/17,9311030103 


8311030155 "Effluent Waste Disposal Semiannual Rept, Jul-Dec 1902 " 
H/030202 ltr 

JDNE9, 0 T Tennessee Valley Authority 02/12/31 Region 2. 
Office of Director I 6 pp 21033 336 24X Fiche 30-239.02/12/31. 

8311030153 


8311170250 Monthly operating repts for Sept 1963 U/B3J0il ltr 

THOM,T , JONES. 0 T Tennessee Valley Authority 03/07/30 NRC - 
No Detailed Affiliation Given 42pp 21209 094 24X 

Flche 30-259,83/09/30.8311170250 


8311100232 "NPDES Discharge Monitoring Rept for Jul 1983 " 

BRUCH. A Tennessee Valley Authority 83/10/20 S4pp 21134 013 
a4X Fiche 30-239,83/10/20,0311100232 


8 Reportable occurrences, LERs 6 related correspondence 


8311200496 Forwards addendum to final rept "Evaluation «f Eierclsi Ijr 
Radiological Accidents'' dtd 030406 & final rept "Evaluations 
of Exercise for Radiological Accidents" did 020310 
KRIMM, R U Federal Emergency Management Agency 03/10/51 
JORDAN. E L Division of Emergency ProparedntsS fc Engineering 
Response (Post 030103) Spp 21204 137 24X flche 50-890,03/10/31. 

8311200496 


—0311280300 Addendum to final rept. "Evaluation of Eiercist for 
Radiological Accidents at Cooper Nuclear Station " 

« Federal Emergency Management Agency 83/04/06 12pp 
21284 139 84X Fiche 30-298,03/10/21,0311200496 


—8311280903 Final rept. "Evaluation of Exercise for Redioloplcal 
Accidents at Cooper Nuclear Btatlon " 

• Federal Emergency Management Agency 62/03/10 24pp 
21284 131 24X Flche 50-290,83/10/21,8311280496 


— 8311280906 Final rept, "Evaluation of Exercise for Radiological 
Accidents at Cooper Nuclear Station " 

a Federal Emergency Management Agency 83/04/06 10pp 
21284.176 24X Fiche 50-298,03/10/21,0311280496 


8311020364 LER B3-036/031.-0 on 830929. pressure switch P8-3-204D found 
u/setpolnt of 1.125 psig, exceeding trip level setting of 
1,120 fiiig Caused by setpuint drift Switch recal Ibr, tested 
6 returned to eve 

IROV. 0 J , GREEN, H J Tennessee Valley Authority 83/10/28 
O'REILLY.J P Region 2. Office of Director 4pp 2|0I0 104 24X 

Flche 90-296,83/10/20,8311020364 


B31 1090404 NPDES noncompliance notification on 031012, sewage treatment 
plant effluent exceeded max limit Caused by high flows 
washing solids over clarifier weir into chlorine contact 
tank Plans to replace sewage treatment in Fy04 underway 
DRUCH, A Tennessee Valley Authority 83/11/01 MARLAR, J 
Environmental Protection Agency 2pp 21078 1S0 24X 

Fiche 50-299,83/11/01,0311000404 


0311170334 LER OS-OST/OSL-O on 8310(0, observed that more than one rod 
could be selected w/o use of one rod permissive bypass which 
violates Tech Spec 3 10. A 1 Caused by stuck reed relay on 
relay logic card GE 193014410-1 W/031100 ifcf 

CHAMBERS, 0 T , GREEN. H J Tennessee Valley Authority 03/11/08 
O-’OElLLViJ P Reg ion 2, Office of Director 3pp 21209 014 24X 

Fiche 50-296,03/11/08,8311170384 


0311170074 LER 83-026/03X-2 on B304U, whi le attempting to establish 
EECW flow rate to three emergency diesel generator coolers, 
head on HX found cracked Caused by apparent mfg defect 
Cast Iron head replaced on 830523 H/B3U10 ltr 
HOLDEN, E T . GREEN. H J Tennessee Valley Authority 03/11/10 
O'REILLY, J P Region 2, Office of Director 3pp 21216 093 24X 

Fichm 50-296,03/11/10.0311170074 


0311220434 LER 03-O90/O3L-O on 031017, during refueling outage, druwel 1 
temp recorder 3-TR-64-g2 found out of calibr Caused by 
instrwjnent drift Recorder calibr, tested S, returned to svc 
H/831115 ltr 

IRSY,D J , green, H J Tennessee Valley Authority 63/11/19 
Q'REILLV.J P Region 2 , Office of Director 3pp 21299 322 24X 

Flche 90-296.83/11/13,0311220424 ^ 


6311150189 Forwards IE Insp Rept 90-290/83-17 on 030801-05 No 
noncompliance noted 

JDHNQON, E H Region 4, Office of Director 83/10/27 PILAMr,Jrt 
Nebraska Public Power District 2pp 21169 226 24X 

Flche 50-298,83/10/27,8311190105 


— 8311190108 IE Insp Rept 90-290/83-17 on 830001-09 No nonconp 1 lance 
noted Major areas inspected selected portions of emergency 
preparedness program 

HACKNEY, C A Region 4, Offlco of Director RODINSON^A Dattellf 
Memorial Institute, Pacific Northwest Laboratory hAUOHNE'V.C 
Cemex Cor p 03/10/24 tipp 21169.228 24X 

Flche 50-290, 83/10/27, 031 1 1 90109 


D311110147 Forwards response to Generic Ltr 03-20, "Required Action) 
Based on Generic Implications of Salem ATWS Events " 

Response to Suppl 1 to NUnEO-0737 re emergency response 
capability also end 

KUNCLiL 0 Nebraska Public Power District 03/11/04 EieEfJHUr. S $ 
Division of Licensing 124pp 21147 276 24X 

Flche* 90-278,83/11/04, 831 1 110147 


8311160461 Releases public version of rovised emergency plan 
Implementing procedure 

FELTON, J M Division of Rules and Records 83/11/10 Documsivl 
Management Branch ip 21190,273 24X Flche 90-290,03/11/10, 

0311160461. 


-0311160465 Forwards public version of Rev 3 to 
Implementing Procedure EPIP 9 7 10, "OffiUe 
Boundary Monitoring '• W/o end 
PILANT, J M Nebraska Public Power District, 
COLLINS, J T Region 4. Office of Director 
Fiche 90-290,03/11/10,8311160461 


Emergency Plan 
tc Bite 

D3/09/06 
ip 21198 274 
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0311220460 Ack receipt of 031017 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-290/83-20 
JOHNSON, E H Region 4, Office of Director 03/11/15 PILAMT, J H 
Nebraska Public Power District Ip 21899 131 24X 

Flche 90-890,03/11/15,0311220460 
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—3311220484 Reiponiii to NRC B30923 Itr re violations noted In IE Insp 
Riot 30-298/03-20 Corrective actions appropriate procedures 
will be revised to eliminate confusion re doors to svc water 
B^np roocn L review of security doors will be conducted 
PIL^T-J M Nebrasta Public Power District 83/10/17 JOHNSON, f 
Region 4, Office of Director 3pp 21259 132 S4X 
Fi(h* 50-298. 03/ I 1/1 5i 0311220468 


6311220494 Act receipt of 831017 Ur informing NRC of steps taken to 
correct violations noted in IE Tnsp Rept 50-290/03-10 
jOHR80NpE H Region 4. Office of Director 83/11/17 PILANT.J M 
Kibreslia Public Power District Ip 212S6 267 ?4X 

Flcbe 50-299.03/11/17,8311220494 


-'83LJ220506 Responds to NRC 030922 Ur re violations noted in IE Insp 
Ript 50-298/83-18 Corrective actions fire barrier conduit 
csppcd by licensee immediately after being notified by 
iiplor mldHiit Inspector 

PIUANT. J H Nebraska Public Power District 83/10/17 JOHNSON. C 
Region 4. Office o-f Director 3pp 212S6 268 24X 

Fiche 50-298.03/11/17.0311220494 


p Ofirating license stage doeomenti U correspondence 


6311030292 Summary of 830825 meeting w/OE b Mark I Owners Group in 
Bttkiiila.IiD re differing opinions between NRC & GE re 
acceptability of use of OE suppression pool tomp analysis 
iHultl-plant Action D-01 > 

SIECEL.B Operating Reactors Dranch 2 93/10/05 Operating 

Riactors aranrh 2 74pp 21053 244 24X Fiche 50-000.83/10/05. 

B3I 1Q30292 


6311110126 SummarUea eofipUted corrective action on Mark I mod welds 
Inslalled by unqualified welders Nelds examined l< modified 

If nteded 

PILANT.J H Nebraska Public Power District 03/10/07 COLLINSi J T 
Rrgion 4. Office of Director 3pp 21147 223 24X 

Fichi 30-298. 03/10/07.8311110126 


6311290203 (nforni of rsorganl latlpn In Region IV E Johnson assigned 
fcsltion of thief. Reactor Project Branch 1. replacing 
0 rtddscn who has been assigned position in Vendor Program 
Branch 

COLLINS. J T Region 4. Office of Director 83/10/07 PILANT. J H 
Nibrasta Public Power District Ip 21305 237 34X 

Fiche 30-298 , 83/ 1 0/07 .8311 290203 


esii L0SO3S0 Application for amend to License DPR-46. cons 1 s ting of 
Proposed Changa 6 to Tech Specs Section 6 to bring station 
eperatloni review committee 6 safety review (< audit board 
into conformance w/nuclear organiiatlon 

KUfKL.L 0 Nebraska Public Power District 83/10/26 VASBALLO. 0 R 
Operating Reactors Branch 2 4pp 21015 020 P4X 
FUM 30-298,83/10/26.8311020300 


■3311020382 Proposed Change 9 to Tech Specs Section 6 to bring station 
operations review committee & safety review t. audit board 
into conformanice w/nucLear organixation 

4 Nehraifta public Power District 83/10/26 23pp 21015 024 
24X Fichi 50-290.83/10/26.9311020390 


8310:110403 Oinirlc Ltr 83-38 to all licensees of operating power 
reactors & applicants for OL re NUREO-0965. *'NnC Inventory 
of Dami Furwards NUREO-0965 "NRC Inventory o# Dams^' for 
In-fo only list end 

EIEENHJT^D G Division of Licensing 83/10/31 Consolidated 

Edison Co of New York. Inc I4pp 21184 015 24X 

fiche- 50-000. 03/10/31,8310310403 


B3111I02I0 Forwards safety evaluation re review of 801222 response to 
jirtrlc Itr re NUREO-0612 Guidelines satisfied & Phase I 
icccptable 

VASgALLO.O 0 Operating Reactors Branch 2 83/10/31 PILANT, J M 

Ncbrasla Public Power District 2pp 21159 261 24X 

Fiche 50-296.03/10/31.8311110210 


--a3]IL1021l Safety evaluation supporting util actions re NURE0-D&12 on 
control of hisvy loads, 

* NRC ~ No Detailed Affiliation Given 03/10/31 2pp 
21 L5? 263 24X Fidie 50-290.83/10/31.8311110310 


“8309L2OS52 "Control of Heavy Loads <C-10>. Cooper Nuclear Station." 
technical evaluation rept 

DOMaeROER.C Franklin Institute/Franklin Research Center 
NftC-03-ai-l30 TER-C 5506-346 03/09/08 8 INCH. A NRC - No 

Detailed AffUlatlan Given 24pp 21159 265 24X 

FUhe 50-290,03/10/31.0311110210 


0311010190 Generic Ltr 03-36 to all DWR licensees re NurinO-0737 Tech 
Specs Requests review of Tech Specs to determine -consistancy 
w/guldance in MUREG-0737 Response required within 90 days of 
receipt of ltr Svc list enc 1 

EISENHUT. D 0 Division of Licensing 93/11/01 Commonwealth 

Edison Co 22pp 211B4 025 24X Fiche 50-000, 93/ 1 1 /0 1 . 831 10 lOl BO 


6311020051 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs re clarification of TM I 
Action Plan Item II M 3 31 Submittal of bounding 
demonstration will satisfy requirements 9vc list end 
EISENHUT. D G Division of Licenfiing 03/11/02 Con so 1 1 datod 

Edison Cd of New York. Inc I6pp 211D4 001 24X 

Fiche 50-000.83/11/02.9311020031 


0311110147 Forwards response to Oeneric Ltr 03-28. ’’Jiequirod Actior^s 
Based on Generic Implications of Salem ATNS Events " 

Response to Suppl 1 to NUnEO-0737 ro emergency response 
Lopabllity also end 

KUNCL. L 0 Nebraska Public Power District 83/11/04 EIBGNHJT, D C. 

Division of Licensing 124pp 21147 276 24X 

Fiche 50-298.93/11/04,0311110147 


O Inspection reports, IE Oulletins U c orres pondonco 


6311190266 Provides followup responie to Item 5 of IE Bulletin D3~03. 
"Check Valve Failures In Raw Water Cooling fiys of Dlonol 
Generators " Svc water chock valves, discs i. hinge pins 
disassembled for Insp Valves showed negligible wear 
KVNCL.L 0 Nebraska Public Power District 83/09/30 CDLLINB. J T 
Region 4, Office of Director 2pp 21229 324 24X 

Flcho 50-279.83/09/30.0311180266 


0300300/97 IC Info Notice 93-69, ''Improperly Installed Firo Dampers 
at Nuclear Power Plants " 9vc list enc I 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 03/10/21 Consolidated Edison Co of Now 

York, Inc I37pp 2U 14 351 24X riche 50-000.83/10/21,830030079’ 


9309310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 

9 VC list end 

JORDAN, r L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 03/10/25 Consolidated Edison Co of New 

York. Inc U7pp 21057 219 24X Fiche 50-000,03/10/25,0300310030 


9309300799 IE Dulletln 93-07. Suppl I. "Apparently Fraudulent Products 
Sold By Ray Miller. Inc " Svc list enc I 

DEVQUNO.R C Director's Office. Office of Inspection and 

Enfercoment 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Tlcho 50-000.03/10/26.8300300799 


0308310034 IE Info Notice 03-71, "Dofcct In Lood-Bearlng Welds on 
Lifting Devices far Vessel Head U Inte;'nals “ Gve list enc 1 
JORDAN.E L Division of Emergency ‘Preparedness 8c Enginoerlng 
Response (Post 830103) 03/10/27 Consolidated Edison Co of New 

York. Inc llOpp 21057 357 24X Fiche 50-000,83/10/27.8300310031 


Q31U501G5 Forwards IE Insp Rept SO-29Q/03-17 on B30C0I -05 No 
noncamp I lance noted 

JOHNSON, C H Region 4. Office of Director 03/10/27 PILANT, d H 
Nebraska Public Power District 2pp 21169 226 24X 

Ficho 50-298,83/10/27.9311150195 


—8311150100 IE tnsp Rept 50-290/03-17 on B3O0OI-O5 No noncomp 1 1 enc o 
noted Major areas inspected selected portions of emergency 
preparedness program 

HACKNEY, C A Region 4, Office of Director RODlNSnN.A Rattellc 
Memerlal Institute, Poclflc Northwest Laboratory HAUOHNEY, C 
Comox Corp 03/10/24 Upp 21169 228 24X 

riche 50-299.03/10/27.8311150185 


9300310040 IE Info Notice 03-72, "Environ «ua 1 1 f 1 c at 1 on Testing 
Experience " Svc list end 

JORDAN.E L Division of Emergency Preparedness 8. Engineering 
Responee (Post 030103) D3/10/28 Consolidated Edison Co of New 

Vurk. Inc 131pp 21155 024 24X Fiche 50-000.83/10/20.8308310040 


0309310057 I£ Info Notice 93-73, "Radiation Esposure From Otoves 
Contaminated W/U Daughter Products " Svc list one I 

PARTLOW. J G Division of QA. Safeguards 6 tnipoctlon Programs (Post 
830103) 63/10/31 Consolidated Edison Ca of New York. Inc 

U6pp 21154 240 34X Fiche 50-000,03/10/31.0308310057 


8311180297 Forwards IE Insp Rept 50-298/63-29 an 6309(^1-30 No 
noncomp 1 ianc e no-tad 

JOHNSON, E H Region 4. Office of Director 03/11/01 PILANT, J M 
Nebraska Public Power District 2pp 2122B 036 SAX 
Fiche 30-299,83/11/01.8311180297 
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'Q3L11Q0DO3 lE Imp 30-550/03-99 on fl35i901“30' No nor^conp] tsnce 

not9d h^jor jTfat maptct^d op«r4tionaI (aF^ty we-r if icat 1 on. 
ifonthlv »ur.^»inanca ft raint obi»rvatiom LER folloujp ft 
Qlant trips - <aFity ays cballan^e-s 

D'J30t$ DL , kK.'fifJtCVTT, D H Region 4. Offict of Director 

B3/I1/01 £ipp 2irS0 023 ?4X Ficn* ;o-29a( 03/ n /"O I <• B3 1 1 IB0297 


0300310076 IE Info Notice 83-76, "Reactor Tirip Breeler ttalfunctton# 
(Under .»<7l taga Trip Devicei on GE Typs AK-a-25 Breakers ) “ 

B^c 1 k s t end 

UOROAN, E L Diviiton of Emergency Preparedness ft Engineering? 
Reeponse (Post 03OtO3> 83/11/02 Consolidated Edison Co of New 

Vort Inc USpp 21514 054 24ft Ficbe SO-OOO, 83/1 1 /02. B30B3l007fr 


e2O03JOO7S IE Info Notice 83-75 "Improper Control Rod KanlpolJtion " 
Svc list end 

JDRCANiE l OjvJslari of fneraencg Preparedness ft Engineering 
Response (Post e30l03» 03/11/03 Consolidated Edison Co of Ne- 

York. Inc lJ4pp 21513 253 241; Fiche 50-000^ 03/11 /03< 3309310075 


fl Periodic operating reports ft relatod corraspondenc e 


8311170272 Monthly operating rept far Qept 1983 W/fi3JOOii» Itr 
BALtINOER.P L , THOMASON. P V NebrasHa Public PoLjer J>1 strict 
B3/10/06 Office of Resource Management. Director Sdd 
21213357 24X Fiche 30-298, 03/10/06* 0311 170372 


S Reportable occurrences, LHRs ft related correspondence 


8311010373 LER 03-015/031.-0 on 830923, pressure switch NDl-Pfi-lOflA 
failed to perform high pressure safety trip of reactor 
recirculation pump A Caused bg relag failure to energise 
Relag replaced W/a3l0l9 1 tr ^ 

STUDEBAKER, 3 . THOMASON, P V Nebraska Public Power OletMrt 
83/10/19 COLLINS. J T Region 4, Office of Director Ope 
80970 302 24X Fiche 50-290.03/10/19,0311010273 


03lJiiO293 Su^nmarg flf 031021 netting w/QuR licensees irv Bathesda.MD re 
future insps far intergranular stress corrosion cracMng 
privlouslg inspected under lE Bulletins Ba-o3 ft ©3-02 
Meeting nfltlce ft Jltt of attendees end 

ZHQLlNSKl.J A Division of Licensing B3/ 11/03 HOlAHaN. 0 H 

Licensing 6pp 2U60 1B5 24X Fiche 50-000.63/11/03 

831 1 II 0293 


8311290045 Forwards IE insp RSpt 50-2<9a/e3-54 on 630926-30 ft notice o 
violat ion 

JOHNSON, E H Region 4, Office of Director 83/ll/tO PiLAfJT, JM 
NtbrAske Public Power District 2pp 21306 257 24 X 

Fiche 50-298.03/11/10,831 1290045 


'0311290048 Notice of violation froei 
e Region 4, Office of Director 
Fiche 50-29fl, 63/1 1/10.6311290045 


insp on 630926-30 
B3/n/|0 ip 21306.259 


24X 


DOCKET 50-301 POINT BEACH Nt/CLEAR PLANT, UNIT 2 
F Security, medical, emergencg ft fire protection plans 


0311010153 Forwards IE Insp Repts 50-266/83-18 ft S0-30t/e3'-l7 
830919-21 No none omp 1 ianc e noted 

PAPeR1ELU0,c U Region 3, Office of Director B3/IO/I6 
BURsTEIN, S Hlsconsin Electric Power Co 2pp 20977 861 
Fiche 30-'266, 83/10/10, 0311010155 


on 

24 X 


—8311010158 IE Insp Repts 50-266/B3'- 1 0 ft S0-301/B3-17 an B307l9-2i Na 
noncompl lance noted Major areas Inspected emergency 
preparedness exercise 

SNELL, U 0 . smith, K J , PHILLIPS, M p Region 3, Office of 

50-266.03/10/16. 


-8311290051 IE InSp Rept 30-298/03-24 on 030926-30 Nonconpl ianc e noted 
failure to maintain da retords in accordance w/OA plan 


JAUOOn, / P , JOHNSON. W D , HlMflCUTT. D M Region 4. Office of 
Director B3/1I/02 3pp 21306 260 - “ «rmce of 

8311290043 


24X Ftthe 30-296,63/11/10 


8310200362 Generic Ltr 83-33 to ell li 
fower reactors re NRC poiltlone on c 
App R to 10CFR50 Svc list end 
EISENHUT.D G Division of Licensing 
Edison Co of New York, Jne 2lpp 
Fiche 50-000,83/10/19,0310200362 


censees ft applicants of nuclsar 
ertaln retiuirements bf 

03/10/19 Consbl idaied 
21114 329 24X 


JORDAN. E L Division of Energencg Preparedness ft Engineer Ing 

y ‘ ^03/n/M Consolidated Edi.Jn Co® of Ne- 

Yorl, Inc 114PP 24ft Fiche 50-000. B3/1 I/m, B3t joiooi 5 


^^030920^^ Forwards IE Mgt Meeting Repts SO-266/83-19 ft SO-SOl /G3-1 B an 

Radiological ft Materials Safety Programs 
0URSTEIN,5 Misconiin Electric Power Co 2pp 
21064 033 24X Fiche 50-266.83/10/21,0311070343 


B3I0I7 ltr infarming NRC of steps taken to 
50-298/63-20 

vONhSuN. E /f Region 4, Office of Director 03/1 i/is pti amt i m 
N ebraska Public Power District Ip 21259 iTl ” 

FI the 50-290, 8 :j/ 1 1 / li, 334122^4 

= 0309S3 U, „ 

:! ? Corrective actions appropriate procedures 

will be revised td eliminate confusion re doors to svt wat«T 
PILAN^^rV **cgrity doors will be conducted 

pjLAwr, J M Nebpaska Public Power District 03/10/17 JOHsjqOM P 

‘ '•» 

Vtndor r,,t fo,, ltr to itgnid i return., to Re, (on IV 

LL..'**®*'"’ 0 , Director 93/(1/19 piLAt.r I m 

vort. .no ..„p oo! '% 

“SVrrrH"’!v‘ 

Fiche 50-Jva.83/|i/i7.e3il225«4 ' 2'254 247 ?« 

Flth. 50-2.8, 03/11/(7. B3 HSs(H94 


--831(070549 IE Mjt H.etlng Repte 50-866/93-19 4 30-30l/a3-(B «n 83D929 
Major areas discussed recent insp findings ft overall 
emergency preparedness program 

Office of Di^rector HIND, j a Divliionor 

Safety Programs 83/10/21 4pp 

21064 035 24X Fiche 50-266.03/10/21.8311070543 

^^shS??n!n Rept, Response to lOCFRSO App R 'Alternate 

Shutdown Capability, eupporting req,uests for App R 
BXtmpfclDns Rept includes responses to Generic Ltr Bi-12 ft 
FAV r u***”! component spurious operation 

Z Electric Power Co 83/10/26 DENTON, H R 

rtcTrifri ^ Reactor Regulation, Director MILLER„ j R 

Branch 3 Qpp 2|013 049 24X 

Fiche 50-266,83/10/26.8311020093 

R«pt, Response to 10CFR90 App R 'Alternate Bfiutdflwn 
B3/10/3t 26Spp 21015 05 J 24* 

Fiche 50-266,83/10/26,0311020093 

“ttablishln^ new emergency operaklcni 
^ boundary control ctr, in response to NRC 

relocate facility functions to 

corporate headijuarters 

□ ffi^-'^Ar Wisconaln Electric Power Co 03/11/10 DenTOMr H R 
i?av C? ^wclear Reactor Regulation, Director 4pp 21355 240 

24X Fiche 50-266, 03/n/ia, 8311220529 vuroo w u 

0 Adjudicatory correspondence 

■>' >P'"‘ f“'‘ ♦fot. w«t 

oJclILn on « J’*'5 Pohi.r Plont. D1 h.t tor ' . 

.n,. .^,5 «,.4u.t,., 

^ANDeSV ‘^*''** ‘‘ B.f.t9 03/10/13 

F(/)i. sO^!sL 1 D»c*d» Ip EI1A3 OOl 24, 

ncfta 3»-e66. 03/10/13,831 1140042 
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3311140049 Responds to B30930 Itr re shipment of irradiated fuel from 
M*tt Valle;^ faclliti^ Questions raised relief requested 
adJresied in Director^* Decision DD'03-J4 

tyStfiJNOhlAM.fl E Division of Fuel Cycle t> Material Safety Q3/10/IS 
NlUAfl.F Environmental Policy Institute 2pp 21163 026 24X 

FJch* SO-OOO. B3/10/1S. SGI 1 14Q049 


33HID037B Informs of denial of IOCFR2 206 petition re shipments of 
irradiated fuel from Wsst Valley facility. as result of 
83D930 Director's Decision 

0A\f(9iJ 0 Office of Nuclear Material Safety 6 Saf eguards , Direc tor 
eS/lO/SC MiLLARiF Environmental Policy Institute 2pp 
21191 344 24X Flche 50-000/83/10/28.6311100370 


1111Q4DI36 Advi«es that time for Commission to reviou Director's 
DiMtior 83-13 eiplred Commission declined revleu Decision 
ticaite final ag«ney action on 631101 

CHILKiS J Office of the Secretary of the Commission 83/11/04 
^kirKfiSONi P Wiiconsin's Environmental Decade Ip 21102 19B 24^ 

ficlis 50-266.33/11/041831 1090136 


iOHSd0093 Order extending time until 631209 for Commission to act to 
rivUhi ALA0-739 

CHttK.S J Office of the Secretary of the Commission 63/11/23 
Ce^aissloners Ip 21279 027 24X Flche 30-266/03/11/23, 

ea 1126008 3 


IllSSOSSB Order eitendlng time until 631226 for Commission to act to 
riviiw 631029 Director 'i decision denying Environ Policy 
[nt l■OCFfi^ 206 petition re shipment of Irradiated nuclear 
fuel from Hcst VallegiNy 

CHJLMiS vP Office of the Secretary of the Commission 63/11/23 
Coflualfsloners Ip 21281 063 24X Riche 50-000.83/11/23, 

B3}] 2002 SB 


111300231 Order eitending time until 631226 for Commission to act to 
riviiu Director's Decision DD-83-14 

CHItK.S J Office of the Secretary of the Commission 63/11/28 
Sierra Club Ip 21311 332 24X Ficho 50-000,63/11/26.6311300231 


[nsoTarc* {. indemnity information 


311010196 Forwards Endorsements 73 t( 60 to NEtlA ^ HAELU Policies 
KF-17fl 8( MF-53. r Bspec tlve 1 y 

DUNDASpW j Wisconsin Electric Power Co 83/ 10/26 NBC - No 
DrtiUfd Affillatlo-n Civen 3pp 20976 237 24X 

rich I 50-266,83/10/26/8311010196 


Operating license stage documents t< correspondence 


110270618 Forwards “Selected Operating Reactor Issues Program II 
RCS Vents iNLiBEO-0737. 1 tern It Q 1> Point Deach Units t h 2," 
llchrlcaL evaluation rept Ltr dtd 830922 inadvertently 
IrarvsaLtted rept for Turkey Point 

MILLER, U R Operating Reactors Branch 3 63/10/12 FAY, C M 

XiicDTiiin Electric Power Co 2pp 20920 345 24X 

Fichf 90-266.83/10/12,8310270618 


830&0BOOO9 ''Belected Operating Reactor Issues Program II RC8 8gs Vents 
(MJRE0-0737i I tern II D 1 J, " final technical evaluation rept 
HELD.J T Energy, Jnc FIN A-OaSO TF'-34l/0a09A 03/02/23 

ALBEfllHAL . 9 Division of Licensing 6pp 20928 347 a4X 

Flche 50-266.63/10/12,6310270610 


11010136 Application to amend Licenses DPn''a4 & DPR-27, chang Ing 
T»th Spec 1 9 3 I A to eliminate provisions beyond basis for 
ri^ulrtd operational cofliponants of PCS Class II foe end 
FAY.C U Mlsconsln Electric Power Co 83/10/25 DENTON, H R 
Office of Nuclear Reactar Regulation, Director MILLER. J R 
Dptratlng Reactors Oranch 3 2pp 20977 179 24X 

Flche 30-266.63/10/25.0311010136 


3311010140 Proposed changes to Tech 0pec 15 3 1 A eliminating 
provisions beyond basis for required operational RCS 
CQSporents 

t Iflsccnsin Electric Power Co 03/10/25 Ip 20977 181 24X 

FIchs 50-266,83/10/29,0311010136 


itOlOZlG Application for amends to Licenses DPR-24 6 DPR-Z7. 
ontitting of Tech Spec Change Request 94, incorporating 
iOCFRSO.App -J, leak test requirements 

AY,C If Vli scons in electric Power Co 83/10/25 DENTON, H R 
Ifflci of Nuclear Reactor Regulation. Director 4pp 20993 034 
'iX FUhe 50-266,03/10/25,8311010213 


1311010215 Proposed Tech Opecs re lOCFRSO, App J leak test requirements 
» Mlsconsln Electric Power Co 03/10/25 13pp 20993 038' 24X 

FUh# 50-266.83/10/25,0311010213 


0311140504 Denies 030907 request for 120-day extension for response to 
Generic Ltr 03-26. “Clarification of Required Actions Based 
on Generic Implications of Salem ATW8 Events '* Response 
requested. to extent practlcal.by 031105 

killer, J R Operating Reactors Branch 3 93/10/27 FAY. C U 

Wisconsin Electric Power Co 2pp 21167 263 SAX 
Flche 50-266,03/10/27.0311140504 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors 6 applicants for OL ra NUnEO-0965, "NRC Inventory 
of Dams " Forwards NUREG-0965 “NRC Inventory of Dams" for 
info only W/o end Sve list encl 

EISENHVT. D 0 Division of Licensing 83/10/34 Consolidated 
Edison Co of New York. Inc I4pp 21194 019 24X 

Fiche 50-000.03/10/31.0310310403 


0311140309 Forwards Amends 70 6 02 to Licenses DPR-24 & DPR-27. 
respectively ft safety evaluation Amend revises Tech Specs 
re loss of voltage relay setpoints h associated time delays 
COLBURN. T O Operating Reactors Branch 3 03/10/31 FAY, C W 

Wisconsin Electric Power Co 3pp 21193 106 24x 

Flche 50-266, 03/ 1 0/3 1 , 031 11 40309 


— 0311140400 Amends 78 02 to Licenses DPn-24 DPR~27. r evl sing Tech 

Bpect re loss of voltage relay setpoints S< associated time 
delays 

MILLER. J R Operating Reactors Branch 3 03/10/31 7p p 

21103 109 24X Fiche 90-266.03/10/31,8311140309 


■0311140435 Safety evaluation supporting Amends 78 1,82 to Licenses 
DPn-24 6 DPn-27, respectively 

» Office of Nuclear Reactor Regulation, Director 03/10/31 3pp 
21103 116 24X Fiche 50-266,63/10/31,0311140389 


0311010162 Oenoric Ltr 03-37 to all PWR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guidance In NORCO-0737 Response required within 90 days 
of receipt of ltr 8vc list encl 

E16CNHUT,D 0 Division of Licensing 03/11/04 Consolidated 
Edison Co of New York, Inc 22pp 21149 090 24X 

Fiche 50-000,03/11/01,0311010402 


6311030051 Oenoric Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lar 1 f icat Ion of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list encl 
EI0ENHUT. D 0 Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, inc I6pp 21184 001 24X 

Fiche 50-000,03/11/02,0311020091 


0311140900 Forwards BCR re NUREO-0737, Item 1 1 D 2 2. "Plant Shielding 
hods to Vital Area Access “ Review complete 

MILLER, J n aperating Reactors Branch 3 03/11/03 FAY. C W 

Wisconsin Electric Power Co 4pp 21167 259 a4X 
Flche 30-866.83/11/03,0311140909 


8311160326 Informs of completion of review of THl Item 11 B 2. 
“Post-Accident Sampling Sys, ” based on 930221.0603 6 0712 
submittals Final methodology for estimating core damage 
expected by Dec 1903 Safety evaluation end Item closed 
hILLFR, J R Operating Reactors Branch 3 03/11/03 FAY, C W 

Wisconsin Electric Power Co 7pp 21199 240 24X 

Flche 90-266.83/11/03,0311160326 


631 1170222 Forwards response to Generic Ltr 63-28, “Raquired Actions 
Based on Generic Implications of Belem ATW0 Events " 

Response addresses status of current conformance w/positlons 
In generic ltr 

FAY, C W Wisconsin Electric Power Co 83/11/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ElBENHUT, D 0 
Division of Licensing 22pp 21214 005 34X Flche 90-266, 03/1 1/0'!’, 

8311170222 


0311160201 Advises that auxiliary feedwater ays operability mods 
completed per Tech Spec revs proposed In 820427.0305 U 0630 
1 trs 

FAY.C W Wisconsin Electric Power Co 83/11/11 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MlLLERjJ R 
Operating Reactors Branch □ Ip 21226 066 24X 

Fiche 50-266,63/11/11.0314100201 


0311200459 Forwards proposed resolution for specific equipment environ 
qualification deficiencies, per 031013 meeting Master list 
of safe ty-related electrical equipment 6 methodology to 
Identify equipment per lOCFRSO 49ibM8> also end 
FAY, C W Wisconsin Electric Power Co 83/11/23 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MILLER, J R 

Operating Reactors Branch 3 57pp 21203 296 24X 

Flche 50-266. 03/1 1/23,831 1280459 
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Q Ini^ectiun report*, IE fli/Uetlnt 8r corresponrfence 


83l.LQtQl3S Forwards IE f*opt» 3O'266/03“lfl & SO-GOI/aS^l? on 

03O'?I9'21 No nanconpUance noted 

PAPERIELLOfC J Region 3i Office of Director 03/lO/|8 
DURStElN. S Wisconsin Electric Power Co 2pp 20977 261 24X 

FlchO 30-266<83/i0/18rB31l0l0l33 


— 0311010199 IE Inip Pepts 3O-266/63-10 & 50“301/B3^t7 on 830919-21 No 
nonconpllance noted Major areas Inspected emergency 
preparedness exercise 

fiNELLiW 0 * PLOBKIpT J - KERSp L L Region 3. Office of Director 
83/10/18 I2pp 20977 263 24X FUlie 80-266i 03/10/10. 031 1010159 


0308300797 12 Info Notice 03-69. "Improperly Installed Fire Dompers 
at Nuclear Power Plants " Svc list end 

JOROANjE L Division of Emerganey Preparedness 6 Engineering 
Response IFost- 030103) 03/10/21 Consolidated Edison Co of New 

York. Inc I37pp 21114 351 24X Flehe aO'OOOi 83/10/21. 830030079/ 


B3HD70S43 Forwards IE Mgt Meeting Repts 90-266/03-19 6 30-301/03-18 on 
030720 

HIND. J A Division of Radiological 6 Materials Safety programs 
03/10/21 DURSTElNiS Wisconsin Electric Power Co 2pp 
21064 033 24X FJche 50-266.03/10/21.8311070343 


—8311070349 IE Mgt Heetittg Rafts 50-266/03-19 «< 80-301/83-18 on 830928 
Major areas discussed recent tnsp findings 6 overall 
emargancy preparedness program 

SNELL. W 0 . PHILLIPS. M P , PAPEftlELLO.C Region 3, Of flea of 
Director 03/10/21 4pp S1064 035 24X Flclie 90-266.83/10/21. 

831)070543 


8308310076 IE Info Notice 03-76. "Rooctor Ti Ip Uroaker Malfunttloni 
(l/ndorvol tags Trip Davlces on GC Type 61^-2-25 llroakersi “ 

Sve list end 

JORDAN, C L Division of Emergency Prepprodness & Engineer tng 
Response (Post 030103) 03/11/02 Consolidated Edison Co of H l 

York. Inc U8pp P1814 024 a4Y Ficho DO-000, 03/1 1 /02, DaOQ3l007t, 

□300310073 IE Info Notice D3-75, “Improper Control Rod Man i p u 1 at ioj^ • 
9vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Englnaarlng 
Response <Post 830103) 03/11/03 Cnnsolidatad Edison Co of N(^ 

York. Inc ll4pp 21913 293 24)i f'idie 90-000. 03/ 1 1 /03, e3OO3l(J07j 


□311010019 IE Info Notice 03-77. "AH /Oas rntralnment Fvont* Resulting 
In Sys Feiluree " Sve list encl 

JDRDAN.E L Division of Emergency Preparedness 6 Fnginaarlrg 
Response (Post 830103) 83/11/14 Consolidated Edison Co cf 

York. Inc ll4pp 24X Flcho 50-000.03/11/14,0311010019 


8311010018 IE Info Notice 83-70. "Apparent Improper Mod of Comjonirn 
Affecting Plant Bapoty " five list encl 

JORDAN, £ L Division of Emergency Preparedness ik Englnaarlng 
Response (Post 030103) 03/11/17 Consolidated Edison Cd of W|/ 

York. Inc ll7pp 21603 001 a4X Fiche 90-000.03/(1/17.031)010015 


R Periodic operating reports t* related corr eipondenc a 


0311070111 “Annual Results it Data Rept 1982 " W/030229 Itr 

FAY.C W Wisconsin Electric Power Co 112/12/31 KEPPLER.JO 
Region 3. Office of OirecLur S6pp 21060 568 24X 

Flcho 80-266. 02/12/31. 03110701 U 


8308310030 lE Info Notice 83-70. '•Vibration Induced V^alva Failures " 
Sve list and 

JORDANiE L Division of Emergency Praparedntst U Engineering 
Responae (Post 830103) G3/10/25 Consolidated Edison Co of New 

York. Inc 117pp 21057 219 24X Flcha 90-000. 83/10/89. 83O031OO3(> 


8311110171 Forwardt IE ln»P Rifts 50-266/03-15 6 9O-3Ol/03*‘i5 on 
B30S01'‘0930 6 notice of violation 

SHAFER, WD Region 3. Office of Director 83/10/39 DURSTEIN.S 
Wiiconaln Elactrlc Pouer Co 2jip 21149 339 24X 

Fiche 90-266.03/10/25.0311110171 


—8311110173 NPtlee of violation from Insp on 830001-0930 

SHAFER. W D Riglon 3, Office of Director 83/10/25 Ip 
SI 145 337 24X Flche 50-266.83/10/25,8311110171 


0311160004 Monthly operating ropts for Oct 1983 W/031109 I kr 
FAViC H Wisconsin Electric Power Co 83/11/04 Office of 
Nuclear Reactor Regulation. Director 9pp 21196 298 24X 

Flche 90-366.83/11/04.0311160004 


V Operator Examinations 


8311220399 informs that operator licensing exam ref matl rtcelvid' fro* 
licensee in response to NRC 830931 Itr foils to Include 
Indexes. annunc lator procedures, opera ting instructions L 
lesson plans Missing mall requested 

6TREETER, J F Region 3. Office of Director 03/11/19 FAY.C W 
Wisconsin Electric Power Co 3pp 2(361 127 24X 

Flcho 90-266.03/11/19.031 1230399 


—8311110175 IE Imp Repts 50-266/83-19 «< 90-301/03-15 on 830801-0930 
None amp 1 lance noted failure to log bomb threat received on 
B30803 

JACKIW, I N , HAGUE. R L . FITZPATRICK, 0 Region 3, Office of 
Director 03/10/24 6pp 21145 338 24X Flche 90-266,03/10/25. 

8311110171 


8300300799 IE Bulletin 03-‘O7i Buppl 1, "Apparently Fraudulent Products 
Said By Rag Miller. Inc Bve Hit encl 
DEVCKJNO.R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 ConioL idaterf Edison Co of New York. Inc 

I79pp 21070 170 24X Ftche 90-000, 03/10/26. 0308300799 


8311010328 Responds to IE Bulletin 83-06 re nonconforming metis 
supplied by Tube-Line Corp Eight 1-inch flanges identified 
No flanges purchasad per ASME Bictlon 111 No replacement or 
further action anticipated 

FAY,C M Wisconsin Electric Rower Co 03/10/26 KEPPLER.J, 0 
Region 3. Office of Director 2pp 20979 357 24X 

Ftchs 50-266.63/10/26,0311010320 


03OB31OO34 IE Info Notice 03-71. "Defect In Load’-Dearing Welds on 
Lifting Davicfs for Vessel Head & Internals Bve list end 
JORDAN. E L Dlviiion of Emergency Preparedness It Engineering 
Respoms (Fmt 0301031 03/10/27, ConsoU gated Edison Co of New 

York. Inc lispp 21057 357 a4X Fic he, 50-000. 83/10/27, 0300310034 


0308310048 IE Info Notice 03-72, "Environ auallficaliort Testing 
Experience " 3vc list end 

JORDAN. E L Dlvlelon of Emergency Frepapednets & Engineerina 
Reeponse (Post 030103) 83/10/20 Consolidated Edison Co of New 

York, Ific I3|pp 2H99 024 a4X FU he. 50-000. 83/10/28, 0300310048 


8300310057 IE Info Notice 03-73, '•Radiation Exposure From Oloves 
Contaminated W/U Daughter Products “ 8vc list end 

® Division of OA. Safeguard! 8i Inspection Froorams (Post 
830103) 03/10/31 Consolidated Edison Co of New Yorli, ‘ 

li6pp 21194 249 24X FI c h e* 50-000. 83/10/31. 8300310057. 


Inc, 


DOCKET 30-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 
F Security, medical, emergency It fire protection plan* 


8310200362 Generic Ltr 03-33 to all licensees 6 appllc.inti of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90 Bve list end 

EI8ENMUT. D 0 Division of Llcenilng 83/10/19 ContoHdated 
Edison Co of New York. Inc 21pp 211(4 329 24X 

Fiche 50-000. 83/10/19, 8310200362 


0311070349 Forwards FFMA Region IV exercise evaluation rept of facility 
exercise conducted on 030222-24 

DANCE. H C Division of Project I. Resident Programs 03/10/19 
WILOVS. H B Florida Power Corp 22pp 21063 B99 24X 

Fiche 50-302.83/10/19.03110/0349 


8311070587 Ack receipt of 831003 response to NRC 830017 Ur re fire 
damper discrepancies Response acceptable 

LEWIS, R C Division of Project $t Resident Programs Ql/lQ/SQ 
WIL0U8, W 0 Florida Rower Corp Ip 21065 246 24X 

Fiche 90-302,83/10/20,0311070507 


0311030241 Forwards “Dotal led Control Room Design Review Program Plan 
For Crystal River Unit 3 Generating atatlon, “ per 
NUREG-0737, I tem I D 1 J, SuppI 1 to NUREO-0737, 

WEaTAFER.O R Florida Power Corp 03/10/31 BTOLZ.J F Operatinj 
Reactors Branch 4 Ip 21039 112 24X Fiche 30-302,03/10/31. 

8311030241 


‘8311030243 "Detailed Control Room Design Review Program Plan For 
Crystal River Unit 3 Generating Btatlon " 

4 Florida Power Corp 83/10/31 69pp SI035 113 24X 

Fiche 50-302,83/10/31.8311030241 


8311160391 Roleases public version of revised rad lologlcal amsegency 
response plan 

FELTON, J M Division of Rules and Records, B3/U/i0 Documert 
Management Drench Ip 21217 246 24X Fiche 90-302,03/11/10. 

8311160391 


DOCKETED ITEMS 


123 


--3311160394 Pgbllf version dF Rev 3 to radiological omergencg response 
plan W/e3lOEB \\t 

I/SSTAFER.O R Florida Pouer Corp 83/09/30 O'REILLY, J p 
Bigion 2, Office of Director 332pp 21217 247 24 X 

Flche 50-302. 03/11/10, 031 I 1A0391 


P Optrating llcrme documents Sc correspondence 


^^DPH^ 72 ^aHrt 4 nrt^ * Change Request 36fafhpnding License 

operabiiitg «, surveillance rcquiromants for 
noble gas effluent moni tors, per 
NURE0-O737/ Itp/n II r 1 ^ 

f’°wer Corp as/U/Ol DEATON. H R Office ot 
Nuclear Reactor Regulation, Director 3pp 21001 130 24X 

Fiche 50-302.03/11/01 8311000266 


0311290393 Respornl* to FDIA request for documents re allegations at 
Foritfqrdi fgip A Documents l-'4 Documents also 
ivjinable in PDR Docutnent 5 placed in FDR docket file 
FCLlQN, J M Division of Rules and Records 83/09/01 CURRAN, D 
Kiraon fr Weiss 2pp 21310 356 24X Flchf 30-000, 03/09/01. 

8311290393 


*0311290399 "Task Interface Agreemont. " covering Seabrook/Crgstai River 
3 fll legatrlonc 

HQLAHAW, O fjflc - No Detailed Affiliation Given STAROSTECKl, R 
Rtglon t« Office of Director 83/09/01 2pp 213IO'350 a4x 
Fiche 5(^000.83/09/01.0311290393 


requirements for mid 
moni tors 
a Florida Pouer Corp 83/11/01 
Fiche 50-302,83/11/01.8311000266 


high ranges of noble gas effluent 

I2pp 21081 133 24X 


----- *v. ail licensees of operating reactors 

applicants for OLs & holders of CPs re clarification of TMI 
Action Plan Item M K 3 31 Submittal of bounding 
demonstration uill satisfq requirements Sve list encl 
EisenHUt.D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of fVeui York. Jnc ispp 3tl8A OOi 34x 
Fiche SO-'OOO. Q3/ii/02. 031 1020051 


0311OW359 Foruards notice of c ons i derat i an of issuance of amend to 
Lict'is* 0PR~72tN9HC deter tninat Ion & opportunity for hearing 
re &30207 aaiend application concerning emergency feedoiater 
uitMionK flou indicators 

HEflllMf. R W OpiTatinq Rqactnrs Branch 4 83/10/11 UlLOiie.H 8 

florUa Power Corp 3pp 21143 331 a4X Fiche 50-302.03/10/11. 
8311090359 


9311080283 Forwards response to Generic Ltr 03-20. ‘'Required Actions 
Oased on Generic Implications of Salem ATW0 Event •' Existing 
program & procedures ensure high degree of reactor trip bus 
reliability r ^ 

WeSTAFER, 0 R Florida Power Corp 03/11/04 BlSEhKUT. D 0 


■8311090353 Notlc* of cons l d ora t i on of issuance of amend to License 
DfR-’TS proposed NSHC determination & opportunity for 
hrarlng r« efnargancy feeduater ultrasonic flow indicators 
STCLZeJ F Operating Reactors Branch 4 83/10/11 9pp 

21143 354 S4X Ficha 30^302.83/10/11,8311090339 


□.Ji 1210123 Forwards safety evaluation op util response to NUnEO-0737. 
Item ir 0 2 2, "Plant Shielding Mods for^Vital Area Access ‘ 


Requirements met 
STQLZ.J F Operating Reactors Branch 4 G3/11/0B WILOUB.W S 

253 24X Fiche 30-302,83/11/08. 

831 iSlO 1 23 


01UO7539S Far ward f notice -of consideration of issuance of amend to 
Llcirte 0PR-7a if NSHC determl nation i opportunity for 
litsTlng rc util 8301 12 amend application concerning 
raliPlogitaf effluent Tech 

3TIK.?jJ F Operating Reactors Branch 4 03/10/13 WILOU 81 U 8 

Florida Power Corp 3pp 21 141 309 24X riche 30-302i 83/10/13. 

6311090392 


0311220339 Forwards revised Pages 12,28 8. 42 to detailed control room 
design review program plan. per 831031 submittal re 
NUnEO-0737, Item 1 D I, "Control Room Design Reviews " 

ME0TAF£r,O R Florida Power Corp G3/il/17 STOLZ.J F Operating 
Reactors Branch 4 4pp 21261 339 a4X Fiche 30-302.93/11/17. 


■03-l<iO9D39e Notl ce of consideration of lssuan«.e of amend to License 
ChPR-'72 6 proposed NSWC determination & opportunity for 
hearing to bring radiological effluent Tech Specs in 
cgnpl lance w/App I tc lOCFflSO 

STDLZi J* F Operating Roac tors Branch 4 03/10/13 8pp 

3IL41 3L2 a4X Fiche 30-302,03/10/13.0311090392 


WllliOM? OiTvies 631006 request for extension to submit formal 180-day 
riiponii to Oenorlc Ltr 83-88 ro implications of Salem ATW8 
ivirii Info requested should be PTqvided.to extent 
ractlcal.bq 631103 

STOLZ.J F Operating Reactors Branch 4 03/10/27 UIL0U9, M S 

Flcrlde Pflurer Corp 3pp 81137 337 34X Fiche 30-308.03/10/27, 

B311IL0237 


63110S0179 Informs that schedule for BliU Owners Group program re 
tichnUal juati #1 cat i on for reactor coolant pump treatment 
luring accidents t transients will be provided by late 1903, 
pir RUREO- 0737.- item U K 3 9 

W6QTAFER.0 R Florida Power Corp 03/10/30 STOLZ.J F Operating 
RiactOTS Branch A Ip 80977 830 84X Fiche 30-302,83/10/20. 

9311010179, 


&3103J0403 Generic Hr 83-38 to all licensees qf operating power 
Tuctort ^ applicants for OL re NURE0~0965, ‘'NRC Inventory 
9^ Dim " Forwards NU-ReG-0965 "NRC Inventory of Dams" for 
Ihfe only w/o and Bvq list end 

SISeW-WT.DO Division of Licensing 83/10/31 Consolidated 
tdljcn Co of Nau) VorV, Inc 14pp 81104 013 S4X 
FUh* 50-000.63/10/31,8310310403 


SOlJOiOOli Forwards Info providing alternative* for testing engineered 
ufiguard* actuation logic on-line NRC approval requested 
IpT renoval frojn actuation sy» of components listed in enc I 
WESrAFEFl. q R Florida Power Corp 03/iO/31 STOLZ.J F Operating 
fiMctor* Branch 4 S4pp 81051 818 84X Fiche 30-302,93/10/31, 

Wl 1 04001 j 


8311010182 Oenerlc Ltr 03-37 to all PWR licensees re NUREO-0737 Tech 
Spies Requests review of Tech Specs to determine consistency 
''/J^jldanc* In NlJllEO-0737 Roaponsc required within 90 days 
receipt ef ltr 3vc list *t\c I 

ElfiENHUT.DG Division -of Ll-censing 03/U/Ol Consolidated 
Wii-on Co of Nsu York, Inc 22pp 81149 098 24X 

fJeh* 50-000.03/11/01,0311010102 


0311230044 Notification of 831213 meeting w/util in Dethesda.MD to 
discuss resotution of remaining open items re electrical 
equipment qualification program 

HCRNAN. R Operating Reactors Branch 4 83/1 i/17 STOLZ.J F 

Operating Reactors Branch 4 Spp 21290 357 24X 

Fiche 30-302.03/11/17.0311230044 


0311220133 Clarifies listed items re proposed mods to emergency 
feedwater sys per NUREO-0737. Items 11 E 1 1 8< 1 1 E i g, 

Oenerlc Ltr 01-14 «. 000909 "Crystal River-3 Safety Study " 

WESTAFER, 0 R Florida Power Corp 83/il/lB STOLZ.J F Dperatlno 
Reactors Branch 4 4pp 21237 263 24X Fiche 90-302.83/11/10. 


8311200436 Forwards schedule for complotlon of mods to second level 
undervoltage relay sy* tq fulfill monthly testing 
Tequlr ament of lH6t-a79-W71 

WESTAFER, O R Florida Power Corp 93/11/23 STOLZ.J F Operatino 
Reactors Branch 4 2pp 81885 263 24X Fiche 30-308.03/11/23, 

0311200436 


031 1800310 Assures adequacy of station electric distribution sys 
voltage Upon completion of mods to second level undervoltage 
relay sys. Tech Spec change requests will be submitted to 
Coyer surveillance requirements 

WEOTAFCR.O R Florida Power Corp Q3/11/23 STdLZ. J F Operating 
Reactor* Branch 4 8pp 21284 113 84X Fiche 30-303.03/11/23, 

0311200510 


Q Inspection reports, IE Bulletins 6 correspondence 


6311070507 Ack receipt of 031003 response to NRC 830B17 ltr re fire 
damper discrepanc ies Response acceptable 

LEWtSpR C Division of Project 6 Resident Programs 03/10/20 
W1LGU9/H 8 Florida Power Corp Ip 21063 846 24X 

Fiche 50-302.83/10/20,0311070507 


0308300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness i’ Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of Ne . 

York, Inc 137pp 21114 351 24X Fiche 50-000,03/10/21.830030079' 


831110D149 Forwards IE Insp Ropt 50-302/83-85 on 030912-16 No 
nPticompliance noted 

DANCE, H C Division of Project ?. Resident Programs 83/10/21 
WlLOUSt M B Florida Power Corp 2pp 21229 337 24X 

Fiche 90-302,83/10/21.8311100149 



124 


DOCKETED ITEMS 


— 0311180153 le Insp Rept 5O-3Oa/03>'23 on 03O9l2*-16 No nancomp liance 
noted (tdjor areat inspected of lab QC programi review 

of che^istrv ®t rad toche/nl strg procedural ?i review of QC 
records fc logs 

KUZOp 0 B Region 2. Office of Director MONTGOMERY* 0 Divinon 
of Engineering h Operational Programs 03/10/06 Hpp 
2122? 339 SAyt ficUt 50-302,03/10/21.0311180149 


930B310030 IE Info Notice 83-70. “Vliration Induced Valve failures ■■ 
Svc list end 

JDitDAN. e L Division of EmergencM Preparedness & Engineering 
Response (Post B30103) 03/10/25 Consolidated Edison Co of New 

Yorl. Inc tl7pp 21037 219 24X Flche 50-000.83/10/33,0308310030 


8308300799 IE Bulletin 03-07. SuppI I. "Apparently Fraudulent products 
Sold B<j Ray Miller. Inc " Svc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Etiforcoment B3/l0/2f> Consolidated Edison Co of New York, Inc 

I79pp 21070 >70 24X FlChe 30-000.83/10/26.0309300799 


8308310034 IE Info Notice 83-71, "Defect in Load-Dearlng Welds on 
Lifting Devices for Vessel Head 4< Internals ” Svc list end 
JORDAN, E L Division of Einergencv Preparedness Engineering 
Response fPost 03O1<53> 63/10/27 Consolidated Edison Co of New 

York. Jnc lISpp 210S7 397 24)C Fiche 50-0D0. 83/10/27, 0308310034 


830B31004B IE Info Notice 83'>7S. "Environ Qualification Testing 
Erpcrience " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Post 8301031 83/10/20 Consolidated Edison Co of New 

York. Inc laipp 21155 024 24X Flche 90-000,83/10/20,0308310040 


6308310097 IE Info Notice 03-73, "Radiation Eiposure From Oloves 
Contamir ated W/U Daughter Frodycts " Svc list end 
PARTLOW.J G Division of OA. Safeguards & Inspection Progra/ns (Post 
0301031 03/10/31 Consolidated Edison Co of New Vod, Inc 

Il6pp 81134 248 24X Flche 50-000.83/10/31,8308310097 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE type AK-2-25 Breakers) “ 

€vc list end 

JORDAN, E L Dlvlilon of Emergency Preparedness l< Engineering 
Response (Post 8301031 03/11/02 Consolidated Edison Co of New 

York. Inc llSpp 21514 024 24X Fiche 90-000, 83/1 1/02, 63003 1007^ 


830631007S 16 Info Notice 83-79, "Ifliproper Control Rod Manipulation " 
Svc lilt end 

JORDAN, E L Division Of Ernergenct| Preparedness & Engineering 
Response (Pest 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc Ij4pp 21913 253 24X Fiche 50-000,63/11/03,8308310075 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
in Syi Failures " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
RBsponie (Post 630103} 03/11/14 Consolidated Edison Co of Neu 

York. Inc li4pp 34X FIcUb 50-000.83/11/14,0311010015 


0311010010 IE Info Notice 03-78, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN, e L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/11/17 Consolidated Edison Co of Mew 

York. Inc ii7pp 21603 001 24X Fiche 90-000, 83/11/17. 0311010010 


R Periodic operating reports Sr related correspondence 


8311030113 Forwards "Effluent Waste Disposal Semiannual Rept.Jul-Dec 
1981 " Delay in submittal due to malfunction of 
metearolog 1 cal sys magnetic tape recorder 

MARDI8, D O Florida Power Corp 02/07/Oi O'REILLY, J P Region 2, 
Office of Director Ip 21037 063 24X Plche 50-302,82/07/01, 

0311030113 


— 8311030116 “Effluent S, Waste Disposal Semiannual Rept, Jul-Dec 1981 
* Florida Power Corp 81/ 12/31 59pp 21037 064 24X 

Fiche 50-302.82/07/01,0311030113 


8311030073 "Effluent 6 Waste Disposal Semiannual Rept. Jan-June 1902 " 
W/BS093O Ur 

MAROIS, D 0 Florida power Corp 82/00/31 □'REILLY, J P Region 2, 
Office of Director 39pp 21028 306 24X Flche 50-302,82/00/31, 

83 11 03 0073 


— 8311030179 "Effluent t* Waste Disposal Semiannual Rept, Jan-June 1902. 
Sup pi " 

* Florida Power Cdrp 62/12/31 40pp 21037 128 24X 

Fiche 50-303.02/12/13,0311030170 


8311160016 Monthly operating rept for Oct 1903 W/G3110/ Itr 

GRAHAM. D . FIELDS, D . WE3TAFER,0 R Florida Power Carp 03/IO/3J 
OEYOUNO. R C Director's Office, Office of Inspection and 
Enforcement 3pp 21108 340 24X Fich© 50-302, 83/ iO/31 , 03 1 H 600th 


3 Reportable occurrences, LERs 6 related correspondence 


8311010214 LER B3-040/03L-0 on 830922, dur Ing chemistry analysis revls,.. 
no documentation available to verify performance of 
semiannual concentration determination Caused by oversight 
Chemistry analyses will be reviewed W/031020 Itr 
HUGHES, P 0 . WE8TAFER.0 R Florida Power Corp 83/10/20 
O'REILLV, J P Region 2, Office of Director Ppp 20993 203 24X 

Flche 90-302.03/10/20,0311010214 


0311020292 LER B3-042/03L-0 on 830927, during surveillance testing. ootfiT 
operator for steam supply valve A8V-3 for emergency 
feedwater pump 2 burned up Caused by faulty tomue switch 
Motor i< switch replaced Investigation underway W/83102S Itr 
DUPE, J L - CULLEN, D P . WE8TAFER, O R Florida Power Corp 03/10/29 
O'REILLY, J P Region 2, Office of Director 3pp 21011 l03 2+X 

Flche 30-302,83/10/25,8311020252 


0311020232 LER 83-041 /03L-0 on 030927, while performing quarterly 
cytling of valves, PORV RCV-l 1 failed to close Caused by 
torque switch failure Switch replaced w/upgraded model 
RCV-11 stroked W/0aiO26 Itr 

DUFE, J L , POWELL, B C , SIMPSON, E C Florida Power Corp 83/10/26 
D^REILLY, J P Region 2, Office of Director 3pp 21011 127 24X 
Fiche 50-302,83/10/26,0311020232 


B3I1070595 Part 21 rept re potential defect In replacement RIA rubbiP 
valve seat for 40-lnch RIA containment purge valve Initially 
reported on 631029 Supp 1 i er, Duf fa lo Weaving 1, Belting, will 
produce anvil seats using extruded preform 

WILSON, A K Henry Pratt Co 03/10/28 KEPPLER, J 0 Region 3, 
Office of Director 4pp 21069 267 24X Fiche 90-000,03/10/20, 

0311070955 


0311070380 LER 03'-O43/O3L-D on 831003, fault light on emergency 
feedwater (EFW) ultrasonic flow indicator for steam 
generator D illuminated Void in EFW Una caused FW-3l3-Ff to 
become Inoperable Caused by backleakage W/831031 Itr 
BUPE, J L . CULLEN, D P . WE8TAFER Florida Power Corp 03/10/31 
O'REILLY, JP Region 2, Office of Director 3pp 21063 071 24X 

Flche 80-302,83/10/31.8311070308 


8311070553 RD on 031021, notification received fro(ft Kinometricf Oya that 
magnetic tape Cassettes SI2 6 813 were blank Caused by use 
past natural end-of-llfe Tapes sent to Klnemetrlcs for 
analysis 

WEeTAFER.O R Florida Power Corp 03/10/31 O'REILLY, J P Reglcn 
2, Office of Director Ip 21066 131 24X Flche 90-302,03/10/31, 

8311070953 


0311090268 LER e3-044/0lT-0 on 831018, during switch from air handling 
fans AHF-14 06D to AHF-14 A«,C,AHF-14 AiC Would not start 
Caused by AFH-14 AltC solenoid valve failure Valve dc coll 
replaced W/031101 Itr 

MANN, M S , WESTAFER.O R Florida Power Cdrp 83/11/01 
O'REILLY, J P Region 2, Office of Director 4pp 2109? 052 24X 

Fiche 90-302,83/11/01,0311090268 


0311170319 LER 83-046/03L-0 on 831013 14, one of two reactof coolant 

pump power monitor channels for reactor coolant pumps lA U 
1C, respectively, declared inoperable Caused by sequencing 
relay failure to change state W/B31110 Itr 

BUPE. J L . CULLEN, D P . DAYNARD. P Y Florida Power CorP 03/11/10 
□ 'REILLY, J P Region 2, Office of Director 3pp 21211 360 24X 
Flche 90-302,03/11/10,8311170319 


0311170414 Revised LER 03-O44/O1X-1 on 031018, while switching from *lr 
handling fans AAF-14B 1. D to A «< C, AHF-UA i C would not 
start Caused by failure of damper solenoid valve Dc coil 
replaced W/83lU() Ur 

tIANN.M 8 , DAYNABD, P Y Florida Power Corp 03/11/10 

O'REILLV, J P Region 2, Office of Director 2pp 21208 220 24X 

Flche 90-302,03/11/10,8311170414 


0311030173 Forwards "Effluent U Waste Disposal 
1962i<6uppl ■' Rept provides gaseous dose data 
original rept submitted on 020029 
BAYNARD, P Y Florida Power Corp 62/12/15 
2, Office of Director Ip 21037 12? 24X 

0311030178 


Semiannual Rept, Jan-Juiie 
unavailable for 

O'REILLY, J P Region 
Fiche 50-303,62/12/13, 


8311220238 Corrected LER 03-044/OlX-l on 031() 18, Wh 1 1 e switching from 
air handling fans AHF-148 t, D to AHF-14A & C due to low 
f low, AHF-14A & c would not start Caused by failed damper 
solenoid valve & metal fatigue W/031116 Jtr 
MANN, M a , WESTAFER.O R Florida Power Corp 03/11/10 
O'REILLY, J P Region 2, Office of Director 9pp 21294 134 34^ 

Flche 50-302,83/11/10.8311220230 
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~31122C154 LER 03~O49/'O3L-O on Q31016 2B, d 1 sc overed 175 & 33-ft wind 

' dlTtctloTi instruTitntatian xnoparab le, r e3p<fc t ive ly Caused by 
lljhtntna darase during ueather disturbance Instrumanta tlon 
rusalred W/e 3 UI 3 Itr 

CWBIERER.P E , SIHP30N. E C Florida Power Corp 03/11/15 
D FEJULY. P Region 2. D/fJce of Director 4pp 21254 349 24X 

FicKe 50-302-03/11/15-3311220134 


LO'fET M-3M crystal RIVER NUCLEAR PLANT. UNIT 4 
S Frportatle occurrences. LERs «« related correspondence 


0311080107 Releases public version of revised emergency plan 
implementing procedure 

FELTON, v/ h Division of Rules and Records 83/11/02 Document 

Management Branch Ip 21000 355 24X Flche 30-293,03/11/02. 

6311080107 


■0311000114 Public version of Rev‘ 14 to Emergency Plan Implementing 
Procedure EPIP 320-1. "Activation of Oenerating Station 
Emergency Plan Station Group " U/procedure change request 
form 

NYKIRK. J W Commonwealth Edison Co 83/10/03 6pp 21000 336 
24X Flche 30-293.03/11/02,0311000107 


6311070555 Part 21 rept re potential defect in replacement RIA rubber 
seat for 4B-lnch, RlA containment purge valve Initially 
riported on 831025 8upp I i er, Duf f a 1 o Weaving & Belting, will 
■roduc* anvil seats using eitruded preform 

WlL&OH-A K Henry Pratt Co 03/10/20 HEPPLER.J 0 Region 3, 
Bifice of Director 4pp 21063 267 24X Flche 30-000,03/10/28. 

0311070553 


CiOCfET 30-304 ZIGN NUCLEAR POWER STATION. UNIT 2 


F SvCdrlty, medical, emergency 4< fire protection plans 


6311070090 Partial response to FOIA request for 12 categories of 
dacuAtnts re fire-related subjs Forwards App 0 documents App 
A tfocusents available In PDR Review of addl records subj to 
request in progress 

FELTDN. J » Division of Rules and Records 03/00/16 SO. D K 
Putlic Cittren Litigation Group 8pp 21006 035 34X 

Fick* 50-000.83/00/16.0311070090 


'B21006Q002 Infor.ns of provision to bring oitcrnal probabilistic risi 
giffStment methodology to parity w/lntornal events 
Inclusion of eiternal events w/std plant probabilistic 
rill atseisments not recommended 

VOLLHER.fi H Division of Engineering 02/09/07 DENTON, H R 
Office of Nufttar Reactor Regulation, Director 3pp 21006 173 
S4X Flche SO’OOO. 83^00/16, 0311070098 


0310200362 Generic Ltr 93-33 to all licensees tt applicants of nuclear 
pejir reactors re NRC positions on certain requirements of 
Apj R to 1DCFR50 Svc list end 

ElSEKIrlUT.D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of Niu York, Inc Sipp 21114 329 24X 

Flrhe SO-OOO. 83/10/19, 8310200362 


0311180342 Summary of B31027 meeting u/utll re fire protection Issues 
NORRIS, J A Operating Reactors Dranch 1 03/11/04 VARDA, 8 A 

Operating Reactors Dranch t llpp 21241 054 24X 

Flche 50-295.03/11/04.831 1100342 


■0311100344 Discusses 831027 meeting w/utU re fire protection & App R 
implementation 

WAMQACH, T V Operatlnn Reactors Branch 5 □3/10/27 DENTON, H , 
CARTER, J , EIBENHUT, D NRC - No Detailed Affiliation Given Ip 
21241 064 24X Flche 50-295,83/11/04,8311180342 


0311090410 Releases public version of revised emergency plan 
Implementing procedure 

FELTON, J M Division of Rules and Records 03/11/07 Document 

Management Dranch Ip 21125 333 24X Flche 50-295,83/1 1/07. 

0311090410 


— 0311090416 Public version of Rev 11 to Emergency Plan Implementing 
Procedure EPIP 700-1, "Emergency Phone List " W/830707 ltr 
St receipt form 

NYKIRK, J , PLINL, G Commonwealth Edison Co 03/07/05 I3pp 
21125 334 84X Flche 50-295,03/11/07,8311090410 


0311090440 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/11/07 Document 
Management Dranch Ip 21141 320 24X Fiehe 30-290,03/1 1/07, 

831 1090448 


--0311090450 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPIP 120-1, "Operations Director Emergency Plan 
Implemonting Procedure " W/030621 ltr It receipt form 
NYKIRK, JW Commonwealth Edison Co 83/06/20 7pp 21141 321 
24X Flche 30-293,03/11/07,0311090448 


&3II09O2B4 Forwards IE Insp Repts 50-293/83-22 $< 50-304/83-23 on 
331027 R-d noncomp 1 lance noted 

PAP£R1ELL0,C J Region 3, Office of Director 03/10/27 REED. C 
Cfisaanuealth Edison Co 2pp 21095 272 24X Flche 50-295,03/10/27, 

8311070284 


0311100340 Releases public vertion of revised emergency plan 
Implementing procedure 

FELTON, J M Division of Rules and Records 83/11/07 Document 
Management Branch Ip 21153 295 24X Flche 50-295,03/1 1/07, 

8311100340 


-8311070289 IE Insp Repts 50-295/03-28 6 50-304/03-23 on 031017 No 
raneonpl lane e noted Major areas inspected licensee emergency 
operations fee i 1 1 ty . technica I support ctr & operational 
support ctr 

PLOSXl.T V Region 3. Office of Director 03/10/27 3pp 
2107 5 274 S4X FUha 50-295,03/10/27.8311090204 


—0311100350 Public version of Rev 10 to Emergency Plan Implementing 
Procedure EPIP 700-1, "Emergency Phone List " W/030420 Hr, 
receipt form U procedure change request form 

PLIML,0 Commonwealth Edison Co 03/04/19 DENTON. II R NRC - No 
Detailed Affiliation Given ISpp 21153 276 24X 

Fiche 50-295.83/11/07,0311100340 


£3 J 1000343 Forwards corrections to listed security plan revs 
Csrrictiors withheld {ref iaCFR73 21) 

FAPPAH. 0 L Commonwealth Edison Co 03/10/28 Office of Nucteai 
Reastor Regulation. Director Ip 21070 329 24X 

FIch* 50-000,83/10/28.0311080343 


5311010157 Releases public version of revised emergency plan 
lAplininting procedure 

FELIIW.V M Division of Rules and Records 83/11/02 Document 
Manigiaint Branch Ip 21069 331 24X Fiche 50-295,03/11/02, 

0311040157 


— B3UG401S9 Public version of Rev 3 to Emergency Plan Imp 
Precedure EP[P 360-1. "Site Evacuation of Nonessentlal 
Personnel “ W/receipt form 

XA-SSNEFt, 0 Commonwealth Edison Co 03/10/04 4pp 
2« Fiche 50-295,83/11/02.0311040157 


lamenting 


21069 332 


93 1 lOeOlOO Releases public version of revised emergonco plan 
I ap lament in g procedure 

FELTON, J M Division of Rules and Records 03/11/02 Document 
sillOeoIoG 31090 355 24X Fi c he 50-295, 83/1 1 / 02 , 


--0311030105 of Rev 9 to Emergency Plan Implementing 

ProciduTi EPIP 320-1, "Activation of Generating Station 
Eeirgency Plan Station Group " W/030614 ltr 6 receipt form 
PLlliL.G , itw r?-,. 


Commonuealth Edison Co 03/06/09 

DltalJed Affiliation Given Bpp 21090 356 

Flche 50-295.03/11/02,8311000100 


DENTON, H R 
24X 


03H21OO83 Forwards oi dor Imposing Civil monetary penalty In amount of 
*40,000 for violation re access of unauthorized individual 
to vital area 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 83/11/09 REED, C Commonwealth Edison Co 2pp 
21241 204 a4X Flche 50-295,03/11/09,0311210083 


—0311210091 Order Imposing civil monetary penalty In amount of *40,000 
for violation re access of unnuthorlied individual to vital 
area 

OEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 83/11/09 Commonwealth Edison Co 6pp 

21341 206 24X Fiche 50-295,83/11/09.0311310083 


8311160267 Releases public version of revised emergency plan I 

implemonting procedure 

FELTON, J N Division of Rules and Records 03/11/10 Document • 

Management Branch tp 21201 062 24X Flche 30-295,03/1 1/10, 

0311160267 i 


0311160269 Public version of Rev 0 to Emergency Plan Imp I ■ mint I ng ' 

Procedure EPIP HO-l, "Station Director ’■ W/B31026 procedure I 

change request I, 

NYKIRK, J Commonwealth Edison Co 83/10/26 9pp 21201 063 
24X Flche 50-295, 03/11/ 10» 0311160267 


0311160379 Reloases public version of revised emergency plan ■' 
implementing procedure 

FELTON, J M Division of Rules and Records 03/il/lO Document ' 
Management Branch ip 21190 329 24X Flche 50-295,03/1 1/10, I 
0311160379 , . 


!l 
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— 831J1A0390 Public veriion of Rev 4 to Emprseocv Plan Implementing 
pTDc»tfure PPJP ai-O-l. "Site Evaluation of Moinessent la I 
PsTEonnol W/fi31O20 & receipt form 

PLlMLiO Cornm-onwoalth Edison Co 93/10/26 NRC " No Detailed 
Affiliation Given 6pp 21198 33t> 24X Fiche SO-^S^S, 03/ U / 10, 

0311160379 


B3U IB03S6 Releases public versiOTi of revised Briergencg plan 
imp lamenting procedure 

FELTON,»J H Division of Roles and Records B3/11/10 Document 

Management Dranch Ip 21230 353 34X Fiche 30-293. 83/ 1 1/10» 

8311180338 


— 8311180339 Public version of Rev 2 to Emergencg Plan rmplementlng 
Procedure EPIP 170-1, 'Securltii Director Emergencil Plan 
Implementing Procedure '* W/B31028 Itr & receipt form 
Fi/RST, E i PLIHU.G C-ommonweal th Edison Co 03/10/2* MRC - N: 
Detailed Affiliation Given 7pp 21280 356 24X 

Fiche 30-293,83/11/10.0311180358 


8311280339 Forwards final revised Section 9 schedule reiqulrecl by 
Generic Ltr 82-33 re commitment to Sup pi 1 of NliREQ-0737 
REED. C Caifimonujealth Edison Co 83/11/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 9pp 21263 133 24X 

Fiche 30 -ODGi 03/11/13. 03 1120 D359 


0311220439 Ack receipt of 031020 correction to Rev 10 to securltg 
plan Correction consistent u/loCFRSO S4(p} S. acceptable 
AXELSON. W L Region 3. Off see of Director 03/11/17 FARRAR, D L 
CommoniuEalth Edison Co 2pp 21257 36J 24)( Fiche 30 - 293 , 83 / 11 / 1 ”, 

8311220439 


8311290166 Foruard* Revs 13,16,13% U to securitv plans Revs change 
eognmitment re storage of second pair of eyeglasses of 
security officers Revs withheld (ref 10CFR73 2l> 

FARRAR, D L CDflimoniiieal th Edison Co 63/11/17 Region 3# Office 
Of Director Ip 21305 229 24X Fiche 30-000.03/11/17,0311290166 


P Operating license stage documents & correspondence 


8311020042 Responds to FOIA request for five categories of documents 
Foruerds App A documents Documents also available In PDR, 

FELTON, J M Division of Rules and Records 83/07/07 ^HOLLV, S C 
l/nlon of Concerned Scientists 4pp 21044 002 24r 

Fiche 30-295. 93/07/07, 031 1020042 


—8303230715 Trip rept of 830426-2? visit to Bandla to arganlie final 
portions of Zion probabilistic safety study review I, td 
assess status of severe accident risk reduction program % 
ttARCW-2 development program 

MEYER, viF Reactor Systems Branch 63/03/05 5HER0N. 8 Reactof 
Systems Branch I3pp 21047 222 24X FI che 50-295. 03/07/07, 

631 1020042 


0311220064 Further response to FOIA request for 12 categories of 
documents prepared or received by NRC 3an 1982 - Jul 1983 
Forwards App C documents Pocuments also available In FOR 
Review of addl records suDj to request in progress 
FELTON. J H Olvleion of Rules and Records 03/00/29 50. D K 

Critical Mass Energy Project Spp 21274 030 24)C 

Fiche 50-000,83/08/29,8311220064 


— 8311220069 F-orwards, for comtient. "Hevieu % Evaluation of Z l-on 
Probabilistic Safety Study 

CRANOND, N F Sandia Laboratories 62/03/05 NEWBERRY, S 
Reliability 6 Risk Assessment Drench Ip 21274 034 24X 

Fiche 50-000, 83/08/29, 6311220064 


— 8311220070 "Rovleu t Evaluation of Zion Probabilistic Safety Study, 
ltr rept 

4 Sandia Laboratories 82/03/05 Reliability 6 Risk Asnessirar.t 
0rani.h 342pp 21274 035 24X Fiche 50-000-, 03/08/29, 031 12200*4 


— 0311220081 Draft “Summary Revitu % Evaluation of Zion Prab abi 1 is tic 
Safety Study “ 

e Band la Laboratories * Brookhaven Natianal Laborat-ory 
NUREG/CR-GSOO DRFT 83/00/29 Reliabltlty 6 Risk Assessment 
Dranch 42pp 21275 19* S4X Ftch* 30-000,83/05/29,8311220064 


— B31 12200GB Draft "Revleu & Evaluation af Zion Probabilistic Safety 
Study I ’’ VO] 1 

DERRY, D L , DRIBBIN.N L . CARLE ON, D D Sandia Laboratories FIN 
A- 1 125-0 NUREG/CR-3300 VOl DR 63/08/29 433pp 21275 238 

a4X Fiche 50-000,03/03/29.0311220064 


8310310403 Generic Ltr 33-36 to all licensees of operating power 
reactors 6 applicants far OL re NUREG-0965, "NBC Inventory 
of Dams “ Forwards NDREG-0g63 "NRC Inventory of Oams” for 
Info only W/o enci Sve list encl 

EISENHUT.D G Olvlsian of Licensing 83/10/31 Consolidated 

Edison Co of New York, Inc I4pp 21tB4 015 94X 

Fichu 50-000, 83/10/31,6310310403 


8311030169 Revised application for amend to Licenses I>PR-39 1, 
changing Tech Specs to correct typograph leal errors 6 to 
clarify bases 

LENTINE.F G Commonwealth Edison Co G3/10/31 DENTON, Hfl Of Hi j 

of Nuclear Reactor Regulation, Director Spp 21034 810 24X 

Fiche 90-295,03/10/31,931 1030189 


— 6311030191 Piaposed Tech Spec s, correct! ng ty p o g raph lea I errors tri t 
clarifying bases ^or 630822 application for license amends 
« Cdnimoniiieal th Edison Co B3/10/31 4pp 21034 ^12 24X 

Fiche 50'295, 03/10/ Jl, 0311030109 


8311010102 OenerU Ltr 83-37 to all PWR licensees re ffJFlEO-0737 Tecs 
Specs Requests review of Tech Specs to determine consistency 
u/guldance in NUREO-0737 Response required within 9D ^ays 
of receipt of ltr Sve list enc 1 

EISENNLIT, D G Divlsioh of Licensing 83/11/01 Con f e] Ixfatd d 

Edison Co of New York, Inc 22pp 21149 090 24X 

Fiche 50-000.03/11/01,9311010182 


0311020051 Oonertc Lti 63-35 to all licensees of operating resslflirs, 
applicants for OLa A holders of CP® re clarification of THl 
Action plan Item I I K 3 31 Submittal of hounding 
demonstration ulll satisfy roquiraments Eve list oncl 
EISHNNUT.O 0 Division of Licensing 83/11/02 Consolldaled 
Edison Co of New Vori, Inc l6pp 21184 001 24X 

Fiche 50-000,03/11/02, 0311020051 


8311170085 Forwards proprietary addl info responding to NEC 9130822 
questiorta re Westlnghouse optimlied fuel assembly 
application Info withheld per 10CFR2 790 

LENTINE, F 0 Commonwealth Edison Co 03/11/04 DENTON>HR Offi + 
of Nuclear Reactor Regulation, Director 2pp 21316 066 E4X 
Fiche 30-299,63/11/04,8311170085 


0311170405 Forwards proprietary % nnnproprletary info In riapontr to 
NRC questions on util 830822 application re use of optlmiied 
fuel assemblies Application for withholding proprietary Info 
<ref 10CFR2 790} encl Proprietary info deleted 
LENTINE, f G Commonwealth Edison Co 83/11/04 DENTON- M P 
of Nuclear Reactor Regulation, Director 33pp 21200 269 24X 

Fiche 50-295,63/11/04,6311170409 


--031 1 170409 AppH cat ion for withholding proprietary Info r« eptlnlt I'l-J 
fuel a-ssemblies from public disclosure <ref 10CFR2 770} 

UIE&EHANN. R A Westinghouse Electric Carp 63/11/01 DEHTON. N 
Office of Nuclear Reactor Regulation, Director 7pp S1SD8 3«T9 
24 X Fiche 50-295,83/11/04,8311170405 


8311090216 Forwards laO-day response to Generic Ltr 03-20 re nqvlrri 
actions based on generic implications of Salem ATNS events 
CARNES. P L Commonwealth Edison Co B3/11/0S DENTON. H R Qffic + 
of Nuclear Reactor Regulation, Director 3pp S1103 2*1 24M 

Fiche 50-000, 83/11/05.831 1090218 


a Inspection reports, IE Bulletins % correspondence 


8300300797 IE Info Notice 83-69, "Improperly Installed Fire Daiefsri 
at Nuclear Pouter Plants " 6vc list encl 

JORDAN) E L Division of Emergency Preparedness * Engineer Lng 
Response (Post 8301031 63/10/21 Consolidated Edison Co of he. 

York. Inc I37pp 21114 351 247 Fiche 50 - 000 , 63/10/31, 030030-379' 


0311070622 Forwards IE Insp Repts 50-295/03-10 t 90-304/63-19 an 
830912-16 «< 19-20 & notice of violation 

HIND.O A Division of Radiological * Materials Safety Program 
83/10/21 REED, C Commonwealth Edison Co 2pp 21065 CG? 
Fiche 50-295,03/10/21,9311070622 


— 03UO7O6S3 Notice of violation from insp on 830912-1* 4 19-20 

HIND.J A Division of Radiological & Materials Safety Prognsi 

83/10/21 2pp 21065 i9l 24X Fiche 50-295, B3/10/2 i , 93n07W?l 


— 0311070632 IE Insp Ropts 90-295/83-10 & 50-304/83-19 on a309£2'‘l6 I. 
19-20 Noncomplionce noted failure to meet gross alpha 
sensitivity levels for liquid release analysis U failure to 
determine concentration for each gamma energy peak 
ROZAK.a . OESTNANN, M J . BCNLMACHER, M C Region 3. Office 9f 
Director 63/10/21 lOpp 21065 193 24X Fiche 90-295, 80^ 10/2 ■ - 

0311070622 


8306310030 lE Info Notice 03-70. “Vibration Induced Valve FallurSi ■ 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engitieerinf 
rteaponee IPost 830103) 03/10/25 Consolidated Edison Co of hs 

York, Inc U7pp 21057 219 a4X Fiche 50-000,83/10/25- 530031 WJ 


830B300799 IE Bulletin SJ-07, 8uppl 1, “Apparently Fraudulent ProXwtls 
Sold By Ray Miller, Inc " Sve list encl 

DEY8UN0)R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New Yort, Ji>e 

I79PP 21070 170 21X Fiche 90-000,83/10/26,6300300799 
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iir t B3-7i, “Defect in Load-Dcaring Welds on 

!30ff3l«>34 JE i Int.rn^U ' Svc ll,t .nc I 

I^BAH^E^r of BroorjontU PreparoOno »s «• Enpinoorlng 

^j>ANjE ^ aaftl03> 63/10/27 Consolidated Edison Co of Hbj- 

21057 357 24X Flche 30-000, 93/10/27. P30B3 1003 J 


8atl<y«5aa^ Feruijrds IE In.p Depts 30-293/03-22 X- 30-304/83-23 on 
8310 IT Wo nt>rcfl»P 1 iaf'c* noted 

PAPEFIELLO-C J Region 3. Offlce^o# SI 

Edison Co 2pp 

8311090204 


21095 272 


83/10/27 REED-C 
24X FUhe 30-293.03/10/2 


-a3U<19Q289 IE Insp R.pt. 50-295/03-22 ^ 50-304/03-23 on 831017 No 
i ncn/npl lance roted llajor area* Inspected licensee emergencg 
Operations faelll tg, technl cal support ctr operational 

PLOsJ^/y. PAPERIELLO.C J . PHILLIPS, 

Director 63/10/27 3pp 21093 274 
B31L0?0'2S4 


H P Region 3. Office of 
24X Flche 30-293.83/10/27 


0311210374 FoTbj^rds results of evaluation demonstrating that 18 
masanrg utalls addressed in NttC 030912 l tr have snbstantlol 
safety margins w/o tiedit for horiinntal joint reinforcing 
Info responds to tC bulletin 80-11 

LENTINE. F 0 Commonwealth Edison Co 03/11/14 DENTON. H R Offi t 
of Nuclear Reactor Regulation. Director I2pp 21239 130 24X 

Ficho 50-293.83/11/14.0311210374 


0311010010 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Safety ' 3vt list end 

JORDAN. F L Oivleiun of Emergency Prepai edness Kf EnglneeiJug 
Response (Post 030103) 83/11/17 Consolidated Edison Co of Ne 

York. Inc ll7pp 21603 001 24X Flche 30-000. 03/1 1/17. 83 1 lOlOOH" 


0311200116 rerujards 120-day response to lE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Corp No Tube-Line 
matls received by Dt esden or La SaHe 

DARNES. P L commonwealth Edison Co 03/ 1 1/17 KEPPLER, J O Regi ’ 
3, Office of Dlrectoi lOpp 21279 0S6 24X Fiche 30-000,03/11/1 

831 1200116 


"Environ Qualification Testing 


I830631004B JE Info Notice 03-72 

EcBiJ'l«ht» ** Svc list end , . . 

JOfiOAH.Et. Division of Emergency Preparedness ti Engineering 
Ktipenil IPost 030103 ) 63 / 10/20 Consolidated Edison Co 

YptI. Ini laipp 21155 024 


of Now 

84X Ftche 50-000. 03/10/20. 83O03iOO4M 


eailOW2'?6 Forwards IE Indp Repti 50-295/83-20 ti 30-304/83-21 on 

831007 If 14 No noncampl lance noted 

little. W a Region 3, Office of Director 83/10/28 REED. C 
Co«sonui 4 Uh edUon Co. 2pp 21105 205 24X Fiche 50-295. 03/1 0/2P. 

0311090296 


—8311090300 IE Imp RoptS 50-295/03-20 I. 50-304/03-21 on 031007 & 14 )’c 
rencoapllanc* noted Major areas Inspected review of 
Iniirvdcs Insp pr oc adore s. work ac tivi t ies, NDE. personnel 
certifications tr data «< followup on IE bulletins 

ITMD.K D . DAVIELS3N. D H Region 3. Office of Director 83/10/2*'' 

6>p 21 105 207 24X Flche 50-295. 03/ 10/2B, 031 1090296 


0311290225 Atk rccolpl of 031107 Itr informing NRC of steps taken to 
correct violatianB noted in IE Insp Repts 50-295/03-17 8t 
30-304/03-18 

NORELIUS.C E Division of Project 6 Resident Programs 03/11/25 
REED.C Commonwealth Edison Co Ip 21305 273 24X 

Fiche 50-295. Q3/ 1 1 /25. 031 1 290225 


— 0311290228 Responds to NRC 031007 Itr re Violations noted In IE Insp 
Repts 50-295/03-17 it 50-304/03-10 Corrective actions new 
log format established to impi ovo technical staff monitoring 
of diesel generator starts tt failures 

FARRAR. D U Commonwealth Edison Co ,03/11/07 KEPPLER. J 0 
Region 3. Office of Director 3pp 21305 274 24X 

Fiche 50-295,83/11/25.0311290225 


R Periodic operating reports U related correspondence 


8308315057 IE Info Notice 03-73. "Radiation Exposure From Oloves 
CentiAinated H/O Daughter Product* ” Svc list end 

PWR-OHrJO Division of OA. Safeguards & Inspection Programs (Posi 
8301031 83/10/31 consolidated Edison Co of Mew York, Inc 

U6fp 2U54 248 24X Fiche 50-000.83/10/31.8308^10057 


0311160032 Monthly operating repts for Oct 1903 W/03UO7 Ur 
AUSTIN. 0 . GRAESSER.K L Commonwealth Edison Co 83/11/0? 
Director's Office. Office of Inspection and Enforcement 12pp 
21109 005 24 X Fiche 50-295. 83/1 1 /07, 831 U60O32 


8 Reportable occurrences. LERs 6 related correspondence 


B3093L0076 IC Info Notice 93-76. "Reactor Trip Drcaker Malfunctions 
lOndirvoktagt Trip Devices on GE Type AK-2-25 Breakers) " 

Svc lUt mil 

JOflOAH. E L Division of Emergency Preparedness 6 Engineering 
RiBlonei IPoit 030103) 03/11/02 Consolidated Edison Co of New 

Vorl, Inc U5PP 21514 024 24X Fiche 50-000. 83/1 1 /02. 030031 007< 


83O'Bai0O75 (E irfo Notice Q3-75, "Improper Control Rod Manipulation " 
Svc list end 

«)ORDAN'. E L Division of Emergency Preparedness Engineering 
Rispanie iPost 030103) 83/11/03 Consolidated Edison Co of Ne*. 

York. ln< tl4pp 21513 S53 24X Fiche 50-000. 03/1 1/03. 030831007‘S 


631)260242 Forwards IE Mg t Meeting Repts 50-010/03-20. 50-237/83-30. 
50-249/83-28, 50-254/03-29. 30-265/03-29. 30-895/03-23. 

50-304/83-24. 50-373/03-43. 50-374/03-47. 50-434/B3-SO. 

50-455/83-36.50-456/03-15 6 30-457/83-14 on 031019 

NDRELtUS.C E Dlvlslan of Project t« Resident Programs 83/11/07 

J!£ED>C Connanwealth Edison Co 2pp 21201 100 24X 

Fir he 50-000. 83/ U/07. 8311280242 


—0311290239 IE Mflt Meeting Repts 30-010/03-20. 50-237/03-30. 50-249/B3-.'0, 
^234/83-29. 50-265/03-29. 30-295/03-23, 50-304/03-24. 

30-373 /B3-43, 50-374/83-47. 50-454/83-30. 50-453/03-36. 

50-436/83-15 ^ 30-437/03-14 on 031019 

MQAELlUSi C E Division of Project 6 Resident Programs 83/11/05 
5^p 21201 102 24X Fiche 50-000.03/11/07.0311280242 


83lt2lCCS3 Forwards orifer imposing civil monetary penalty in amount q<- 
•40,000 for Ylelitlen re access of unauthor 1 1 ed Individual 

to vital area 

DEYOWOi^R C OlTictor's Office. Office of Inspection and 

Enfarcejnent 83/M/09 REED.C Commonwealth Edison Ce 2pp 

21241 204 24X Fit he 50-295, 03/ 11 /09. 831 1 21 0083 


0311070555 Part 21 rept re potential defect In replacement RIA rubber 
valve seat for 40-lnch fllA containment purge valve Initial ly 
reported on 031025 Supp 1 i or. Buffalo Weaving 6 Belting. will 
produce anvil seats using extruded preform 

WILSON. A K Henry Pratt Co 03/ 10/SB KEPPLER. J 0 Region 3. 
Office of Director 4pp 21065 267 24X Fiche 50-000.03/10/20. 

0311070533 


0311110067 FN-03-O53A on 030019. not ice of violation t, proposed 
imposition of civil penalty in amount of <40.000 issued, 
based on licensee failure to control access into protected & 
vital area 

RO0ANO. R . AXCURAO. U Director's Office, Office of Inspection and 
Enforcement 83/ 1 1/09 Ip 21140 344 24X Fiche 50-293. 83/ 1 1/09 

0311110067 


0311210340 Part 21 deficiency rept re Pacific Scientific Co mechanica 
shock arrestora IMqdels PBA-1 PBA-S) Problem involves 
failure of tangs on capstan spring Snubber* stroke tested 
RYBAK, D Commonwealth Edison Co 03/11/09 KEPPl ER, J 0 Region 
Office of Director 3pp 21234 112 24X Fiche 50-000.03/11/09. 

0311210348 


0311210140 LER 63-030/03U-0 on 031027. after completing Periodic Test 
PT-IOA. train B would not come out of test Caused by reset 
push button not being held long enough for test relays to 
deenergiio PT-104 will be revised W/031110 Itr 
ROHDE. J E . ORAESSER.K L Commonwealth CdUon Co 83/11/10 
KEPPLER. J 0 Region 3, Office of Director 2pp 21232 332 24X 

Fiche 50-304.03/11/10,0311210140 


V Operator Examinations 


■S3ltZl0091 Qriier Imposing civil monetary penalty In amount of *40. OC 
lor violation re accesi of unauthoriied individual to vital 

area 

DCVOUNO.fi c Director's Office. Office of Inspection and 

EAforceatnt 03/11/09 Commonwealth Edison Co 6pp 

21S41 296 24X Fiche 50-295,03/11/09.8311210003 


0311020009 Forwards request for addl Info re revised licensed operator 
requalification rept re NUREO-0737. I tom 1 A 3 i 

CRUTCHFIELD. D Operating Reactor* Branch 5 83/10/31 FARRAR, D L 

Commonwealth Edison Co Upp 21012 208 24X Fiche 50-000. 

83/10/31. 031 1020009 


^110)0015 IE Info Notice 03-77. "Air/Oas Entrainment Events Resulting 
In 5y« FaHuree Svc list end 

^/ORDAN, E L Division of Emergency Preparedness & Engineering 
■tisponsi (Post 830103). 63/11/14 Consolidated Edison Co of Ne < 

Verl, Inc ||4pp 24X Fiche 50-000. 83/1 1/ 14, 03) lOlOOl 5 



8 


DOCKETED ITEMS 


[ 


:KEr 50’305 nuclear power plant 

Security- medxcaJ/ emergency 8c fjre protection pians 


10300362 Generic Lfcr 33-33 to all liceniee« 6 applicants of nuclear 
pouGr reactors- re NflC positlori* on certain rBg.i^lreffiants of 
App R to lOCFffSO SVC list end 

ElSENHUTtD 0 Division of Licensing BS/lO/l*? Coniollriated 
Edltan Co of Neu Vork, Inc 2lpp 21114 32? 24X 

^iche 30-000,83/10/19.9310200362 


11070234 FoTwardls $ALP 3 Rept 50-305/03-00 for Apr 1985 - Mar 1903 
discussed at 030624 neetmg Overall condusions re 
regclatory perfortnance still valid 

KEPPUER. J G Region 3. Office of Director 83/11/04 01ESLCR»C W 
i4lscOTisin Public Service Corp 2pp 51062 216 24X 

Flcha 50-305,83/11/04.8311070204 


8311070292 Cammenta on SALP 3 rept for Apr 5982 - Mar 1983 Olaagreas 
uj/cond usxon that number of personnel errors attributed to 
operations personnel have Increased Clasf A meteorological 
iciodel not fmallied due to NRC changes 
OlESLEfl.C W Wisconsin Public Service Corp 83/07/18 
KEPPLER.J G Region 3. Office of Director 5pp 21062 245 24T 

Ft Che 30-305> 83/1 1/04. 8311070284 


linooiB Ad receipt oP 830923 Itr I ref D31017 mgt meeting re 
inadequacy af response to noncoeip 1 ianc e noted in IE 
Safeguards Insp Rept 50-304/93-1I Noncompliance remains os 
stated Response required uithtn 30 days 

HIND. vJ A Division of Radiological t Materials Safety Programs 
33/11/04 GIESLER.C W Wisconsin Public Service Corp 2pp 
ni45 002 24X Fiche 50-305, D3/1 1/04. 031U 10010 


1311110021 Responds to NRC 630823 Itr re vlojations noted in IE 
Safeguards Insp Rapt SO-305/83-ll Corrective actions 
uithheid Href iOCFR73 211 

OlESLER.C W Wisconsin Public Service Corp 93/09/23 

AXELSON, W L Region 3i Office Of Director 2pp 21145 004 24X 

Fie/ie 50-305.83/11/04.8311119016 


1220476 Expresses appreciation for time spent in meeting I 
iscussinp enforcement policy t interest towards progress re 
ffip ] cmen t at 1 on of App R requirements Agrees that improving 
ommuMica ti one u/NRC beneficial 

lEHERiP D Wisconsin Public Service Corp 83/11/18 QEVDUNG>R C 
irecior's Office. Office of Inspection and Enforcement Ip 
1256 280 24X Flche SO-305. 03/1 1/ 10. 831 1220476 


129OLG0 Forwards App 8 to industrial security manual App 
ithheld (ref IOCFR73 2l> 

IESLER>C W Wisconsin public Service Corp 03/11/23 KEPPLER. J C 
ileglon 3. Office of Director 2pp 51306 170 24X 

Iche 50-305. 63/ 11/23.931 1290100 


Operating license stage documents t c orrespondencB 


1010079 Revieus carrm I tme fits made in response to requirements of 
JREO- 0737. Item I C 6t '^ouldancp oti Procedures for Verifying 
jrract Performance " Procedure review will be Incoporated 
ito S-yr review process U ulll be complete by 860101 
ESLER.C W Wisconsin Public Service Corp D3/iD/20 

SENHUT. D G Division of Licensing 3pp 20978 075 24X 

Che S0-30S. 83/1 0/S0* 031 1010079 


'3t0403 Generic Ltr 83-30 to all licensees of operating power 
actors Sc applicants for OL re NI;R£G-0965., "NRC Inventory 
Dams " Forwards ril/REG-t)965 "NRC Inventory of Dams" for 
fo only W/o end Sve list end 

SENHUT. D G Olvlsio-n of Licensing 83/10/31 Consolidated 
ison Co t>f New York. Inc I4pp 21104 015 24X 

Che 50-000. 83/L0/31. 8310310403 


DB0357 Corrects administrative errors in Amend 30 to License DPR- **3 
volvlng changes to Tech Specs 

EELER.C W Wisconsin Public aervicu Corp 83/10/31 VARGA. S A 
srating Reactors Dranch 1 ip 21076 309 24X 

he 50-305.83/10/31,8311080357 


)10ia2 Generic Ltr 03-37 to all PUR J Ueniees re bLlREO-0737 Tech 
>cs Requests revleiu of Tech Specs tp determine consistency 
luidanca in NUREO-0737 Response required uitMn ?0 days 
receipt of ltr 3vc list and 

.ENHUT.D G Division of Licensing 83/11/Oi Consolidated 
son Co of New York. InC 22pp 21149 098 a4X 
ha 50-000.83/11/01,0311010182 


8311020051 Generic Ltr 83~35 to all licensees of operating rtaclori 
applicants for OLs t holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list encl 
EtSEHHUT. DO Division of Licensing 83/11/02 Coniol Iditii 
Edison Co of New York, Inc 16pp 21184 OOi 24X 
Fiche 50-000,83/11/02,8311020051 


B31114G520 Informs that sys design for susceptibility of PCS to< lu 
temp over pressurl zat ion events acceptab le, except for 
alarms & testing Draft BER encl W/o encl 

VARGA. B A Operating Reactors Branch 1 83/11/02 G£ISLER,C U 

Wisconsin Public Service Corp 2pp 2116? 003 24X 

Fiche 50-305.83/11/02,83 HI 40530 


B31 1080375 Informs that submittal Of rept of generic lirplicetligri. 

Palem ATWS events will be delayed until 831116 

GIESLER.C W Wisconsin Public Service Corp 33/11/04 j 

EI6ENHUT, D G Division of Licensing Ip 21070 316 24X <} 

Fiche 50-305,83/11/04.8311080375 } 

I 

8311210229 Clarifies commitments made in response to hA/RE0-G6l2 
"Control of Heavy Loads at Nuclear Power Plants. " re 
slinge, crane Insps, instal 1 Ing crane travel limit stapi & 
decreasing dynamic loads 

OlESLER.C M Wisconsin Public Service Corp 83/ I 1/14 VARS4. S A 
Operating Reactors Branch 1 9pp 21233 IB4 24X 
Flcha 30-305,03/11/14,8311210229 


931)220264 Lists actions Implemented in response to Criterion ID si V 
8S0630 ltr re post-accident sampling sys (NUREG-0737, I tid 
II B 3) Actions will ensure that operators well trained 
& that equipment will be available if required 

OlESLER.C W Wisconsin Public Service Corp 03/11/13 VARGA, S 4 
Operating Reactors Branch 1 3pp 21254 087 24X 

Fiche 50-305.83/11/13,8311220264 


0 Inspection reports. IE Dulletlns & correspondence 


«3j ,070206 3 

» Region 'J. 
pHh. 50-305.03/11/ 


,-8311070292 CoflMHintl o 
y/e«nclu»10Ti i\ 

onratloni pirsonn* 
flOdel not fineUiel 
BieSLgfl.C H WliUM 
l4£PPLgfi-'<0 Reglo' 
FUht 50-305.03/1 1/' 


B309300797 IE Info Notice 03-69, "Improperly Installed Fin Oeepffi 
at Nuclear Power Plants " Sve list encl 

JORDAN. E L Division of Emergency Preparedness ft Enjinetrini 
Response (Post 030103) 03/10/21 Consa 1 ida ted Edison Cp pH Ni. 

York, Inc 137pp 21114 351 24X Fiche 50-00 0 , 83 /J 0 / 21 , BJOBWi? 


0311020404 Forwards IE Insp Rept 50-305/83-12 on 63{>B16-1 Dt 3 Ra 
noncoMp 1 lance noted 

SHAFER, W D Region 3. Office of Director 03/10/21 OIESLgR.CW 
Wticanein Public Service Corp 2pp 21014 034 24)( 

Fiche 50-305,93/10/21.8311020404 


— 03UO2O4O9 IE Insp Rept 50-309/83-12 on 930016-1015 No nor coop 1 ir't 
noted Major areas inspected operational safety* malnt. 
surve i 1 lance, independent insp, LERs, regi onal requests 4c 
followup on iOCFRPi rept 

NEL90N. R U , JACKIW, I N Region 3. Office of Director 83/10^21 
5pp 21014 036 24X Fiche 50-309,83/10/21.9311020404 


0308310030 IE Info Notice 83-70, "Vibration Induced Valve Fallurii ' 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness U Engineertnij 
Responee (Pest 830103) 83/10/S5 Consolidated Edison Co o/ Ni> 

York, Inc il7pp 21057 219 24X Fiche 50-000. 03/10/25. BSGMHWJ 


03OB3OO799 IE Bulletin 03-07. Suppl 1. "Apparently Fraudulent Pradi.tti 
Sold By Ray Miller. Inc " Sve list encl 

DEYOUNO.R C Director's Office. Office of inspection and 

Enforcement B3/10/26 Consolidated Edison Co of Neu Yorl, Ire 

17?PP 2i070 170 24X Fiche 50-000. 83/10/26. BOOBSOO??*? 


e30B3l0034 IE Info Notice 03-71, "Defect In Load-Bearing Heidi on 
Lifting Devices for Vessel Hoad ^ Internals " 9v< list end 
JORDAN. E L Division of Emergency Preparedness & Enjinierlfli 
Response (Post 830103) 83/10/27 Consolidated Edison C« of 

York, lr>c I13pp 21057 357 24X Fiche 50 - 000 , 83/10/27, 03083 


"Environ Qualification Testing 


0300310040 IE Info Notice 83-72, 

Experiance " Sve list encl 

JORDAN, E L Division of Emergency Preparedness 8» Enginferlnj 
Response (Past 030103) 03/10/20 Consolidated Edisen Co 

York. Inc I31pp 21135 024 


. of 

~24X Fiche 50-000, 93/ 10/20. 


8308310057 IE Info Notice 03-73. "Radiation Exposura From Olovei 
Contaminated H/U Daughter Products " SvC list end 
PARTLOH. J G Division of QA, Safeguards 6 Inspection Programs 
630103) 83/10/31 Consol Idated Edison Co of New York. lr>< 

116PP 21134 248 24X Fiche 30-000.83/10/31,8300310057 


lllOOte Ac) ' 

f^idtquicy of riipont' 
lajeguardi Inip Rept ' 
.tited Rupons# requl' 


-8311110021 Responds tt 
ifefiguardi tnip Rep* 

vithhild (ref locrn. 

GIE&LER.C W Hitcoi 
aielsor.h L Reg lot 
Fiche 50-303.03/11/1 


miOlOO'lS IE Info Not)i 
In Bys Fallurei " Ovc 
JOPDAR.E I Division 
Rciponii (Post 030101] 
Varl* Inc ll4pp 


6311210163 Foruardi adds 
cbufirastory ntaturerns 
Djiin Ittjn 30-309/(13-0 
tjnjilf during UJO’IH-'l 
PAPER CELLO. C J Rig 10 
fllEBLER.C U Ulicorisi 
flthe 30-305,01/11/16. 


‘8311210169 Addendum to 
CDnflrmetoTg meesuri 
» Region 3, Office 
Pi Che 50-303.03/1 1/1 


8311010018 IE Info Notlc 
Affictlrg PUnt Befitt 

^DAN.E L Dlvliiuri 

ecipQMi lPo^^ 01010 )l 
''on. Jut I17(,p 01 


tor I 
^1236 seo 


DOCKETED ITEMS 


129 


6 jO 5310076 
iifri4i-rvol 
Svc llib 
J09DAM- E 

R»ipon«» 

rerif I^c 


IE 

t*9i 

trc 

L 

<Po 


Jnfc tJotice 63-76. "Reactor Trip Breaker Malfunctions 
e Trip Devicas an GE Type AK-2-25 Breakers) " 

Division of Emerpency Preparedness V Engineering 
st 630-1031 63/11/02 Consolidated Edison Co of Ne. 

llSpp 2151-4 024 24X Piche 50-000.63/11/02,830631007 


R Periodic operating i eports i* related correspondence 


8311160072 Montfilg operating ropt for Oct 1903 W'a31ll0 I tr 

nUITER, G H , GIESLER.C U Wisconsin Public Service Corp GG/U/Ot 
Director's Office, Office of Inspection and Enforcement 5pp 
31196 269 24X Fiche 50-305,03/11/01,6311160072 


5305310073 
SvC list 
JORDAN, € 

RtspoTise 
Vcrl, IT>< 


tE Info Notice 83-75. "Improper Control Rod Manip ulati on " 

L Division of EmergerttV Preparedness f/ Engineering 
iPost SDOIOG) 03/11/03 Consolidated Edison Co of Ne 

ll4pp 21913 253 24X Ficho 50-000,63/11/03,8306310071' 


03 1 J 070284 Foruardi SALP 3 Rept 30-305/83-08 for Apr 1982 
discussed at 830624 meeting Overall conclusions re 
naulito-ry parfornanco still valid 
HEPPLEHiJ 0 Region 3, Office of Director 
MiscoTitln Public fiarvice Corp 2pp 
fiche 30-305.63/11/04, 0311070264 


03/11/04 
21062 2]16 24X 


- Mar 1903 

OtESLER.C W 


--6311070266 BALP 3 Rept 50-305/83-06 
• Region 3, Office of Director 
Ficha 50-303*83/11/04,8311070204 


for Apr 1982 - Mar 1983 
83/11/04 S4pp 21062 21B 24^ 


5 Reportable occurrences, UERs 6 related correspondence 


8311040091 LER 03-O2O/O3U-O on 031002,345 VV triinsm i ssi on line R-304 
from N Appleton tripped duo to failed dead end insulator 
Cause undeterminable Line repaired W/03102e Itr 
DERNHQFT, S L . THDR&CRSEN, J G , GIESLER, C W Wisconsin Public 
Service Corp 83/10/26 KEPPLER, J 0 Region 3, Office of Dirocto' 
3pp 21 OS I 264 24X Fiche 50-305,63/10/20.8311040091 


G3110709SS Part 21 rept re potential defect in replacement RlA rubber 
valve scat foi 4e-lnch RlA containment purge valve Initially 
reported on S3102S Supp 1 1 er , Ouf f a la Weaving S, Be ] ting, ui 1 1 
produce anvil scats using eitruded preform 

WILSON. A K Henry Pratt Co 03/10/20 KEPPUER.J 0 Region 3, 
Office of Director 4pp 21069 267 24X Fiche 50-000.63/10/30, 

6311070999 


— 6311070366 Cooflrini 830604 meeting to discuss findings of 8ALP 3 rept 
lor Apr 19B2 - Mar 1963 Significant BALP Board findings 

HIND, J A Region 3, Office of Director B3/06/20 0IEBLER,C W 
Uiscontin Public Service Corp 3pp 21062 242 24X 

Fiche 50-305.03/11/04.6311070204 


--8331070292 Comments on SALP 3 ropt for Apr 19B2 - Mar 1983 Disagrees 
M/cencluslor> that number of personnel errors attrlbutad to 
apiTitions personnel have increased Class A meteorological 
Bodcl rot finalliad due to NRC changes 
OIESLER.C W Wisconsin Public Service Corp 83/07/10 
lAEPPLERiJ 0 Region 3, Office of Director 9pp 21062 249 24^ 

FStbt 50-305.03/11/04,6311070204 


BiLLLLOCte Act receipt of 830923 Itr I ref 831017 mgt meeting re 
Inadequacy of response to noncompliance noted in 1C 
Safeguards Insp Rept 90-304/03-11 Noncompliance remains as 
stated Response T-etiuired within 30 days 

HIHDjJ a Division of Radiological 6 Materials Safety Programs 
93/11/04 GieSLEB, C W Wisconsin Public Service Corp 2pp 
21149 002 S4X Fiche 50-309,63/11/04,8311110018 


— G31MID021 Responds to NRC 830629 Itr re violations noted in IE 
fafeguardi Insp Rept 90-309/63-11 Corrective actions 
ultbheld (ref iCICFR7a 211 

OtESLER.C U Wisconsin Public Service Corp 83/09/23 

AyELBDN.W L Region 3. Office of Director 2pp 21149 004 24X 

Fiche 50-305. 03/n/O4te3iniOOlB 


8311210139 LER 03-021 ^03L-0 on 031016, svc ujatar pump lAl taken out 
of SVC to perform malnt Caused by maint work request due to 
SVC water strainer lAl not operating in auto Pump testod 
operable returned to svc W/031110 itr 

BERNHOFT, 3 L , THORGERSEN, J 0 < OIESLCR.C W Wisconsin Public 
Service Carp 63/11/10 KEPPLER, J 0 Region 3, Office of Directo' 
2pp 21238 190 24X Fiche 90-309,83/11/10, 831 ER10139 


8311210191 LER 63-023/03L-0 on 831013, sh i sla bldg vsnt sys failed to 
switch to rec irculat 1 on mode Caused by failed static 
pressure controller & leaking hydraulic actuator Conti oiler 
& actuator replaced W/631111 Itr 

BERNHOrT.S L , THORGERSEN, J G , GIESLER.C W Wisconsin Public 
Service Corp 83/11/11 KEPPLER, J 0 Region 3, Office of Directoi 
2pp 21231 281 24X Fiche 90-309,83/11/11,8311210191 


8311210196 LER 63-022/03L-0 on Q310I2. train D isolation 
safety Injection pump recirculation line deen-erglied 
position Caused by routine maint work Supervisor made 
of Tech Spec violation W/831111 Itr 

BERNH0FT.3 L , THORGERSEN, J 0 . GIESLER.C W Wlscons 
Service Corp 83/n/ll KEPPLER, J G Region 3, Off 
2pp 21232 310 24X Fiche 90-309, B3/il/l 1, S31 12101 


valve 3I-20B cn 
in open 
aware 

In Public 

ice of Direc toi 

96 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION, WIT 2 
F Security, medical, emergency tt fire protection plans 


0311010019 tE Info Notice 83-77, "Alr/Oas Entrainment Events Resulting 
In Sys Failures *' Svc list end 

jQflDAN.E L Division of Emergency Preparedness & Engineering 
Response tPoit 830103) B3/11/14 Consolidated Edison Co of New 

Van, Inc 114pp 24X Fiche 50-000,03/11/14.8311010015 


6311210165 forwards addendum to IE Insp Rept 90-305/63-03 consisting or 
cftnf Ireatory measurements program data sheet Addendum closes 
Oj9fn Item 50-309/83-03-02, Analys is performed on Jl<iuld 
taaple during 630314-10 Insp 

PAPEHZELLO.C J Region 3. Office of Director 03/11/16 
GIEELER.C W Wisconsin Public Service Corp Ip 21232 304 24X 

Flthe 90-305,63/11/16.6311210165 


8310200362 Generic Ltr 83-33 to all licensees b applicants of nuclear 
power reactors re NRC positions on certain ronuirements of 
App R to tOCFRGO Svc list oncl 

EISENHUT.D G Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, Inc 21pp 21114 32? 24X 

Fiche 90-000.83/10/19.0310200362 


8311100406 Responds to 610608 b 820126 Itrs ro primary it backup 
emergency operations facilities Location acceptable Approval 
of other features b emergency response facilities will be 
determined during post-implementation appraisal 
EISENHUT, D 0 Division of Licensing 8a/l0/»7 MU30LF, D M 
Northern States Power Co 3pp 21194 047 24X 

Fiche 90-000, 63/10/27, S3 1 1 100406 


-a3n2lOL6B Addendum to tE Insp Rept 
conflrmatcry measurements program 
» Riglnn 3, office of Director 
riths 50-309,83/11/16,8311310169 


90-309/83-03, cons i s t ing of 
data sheet 

03/11/16 2pp 21232 309 24 l 


631L-OLOG1B IE Info Notice 83-70. "Apparent Improper Mod of Component 
Affecting Plant Safety Svc list end 

/GflDAN.E L Division of Emergency Preparedness ?< Engineering 
Response iPost 630103) 03/11/17 Consolidated Edison Co of New 

Vart, ln< tl7pp 21603 001 a4X Fiche 90-000.63/11/17,6311010018 


B3| 1220476 Enpresses appreciation for time spent in meeting & 
diicuislng enforcement poticy Sc interest towards progress re 
1 aplteentation of App R requlrenients Agrees that improving 
ccduaunl cat Ions u/NRC beneficial 

riEMER.p D Wisconsin Public Service Corp 03/11/10 DEYOUNO, R C 
Dirictsr'i Office, Office of Inspection and Enforcement Ip 
21556 260 24X Fiche 50-305.63/11/10,8311220476 


P Operating license stage documents 8. correspondence 


8311080021 Summary of 631013 meeting w/utll in Detbesda.MD re 
resolution of seven open relief requests on Inservice 
testing of pumps & valves 

DIlANNl.D C Operating Reactors Branch 3 83/10/26 Operating 

Reactors Branch 3 7pp 31092 336 24X Fiche 50-262.83/10/26, 

8311080021 


8311140510 Denies 830906 request for extension re submittal of respome 
to Generic Ltr 03-20, "Clarification of Required Actions 
Based on Generic Implications of Salem ATWS Events " 

Response, to extent proc ti cal . requested by 331105 

MILLER, J R Operating Reactors Branch 3 03/10/27 MUBOLF, D H 

Northern States Power Co 2pp 91167 009 a4X 

Fiche 90-202.63/10/27.6311140918 


8311000199 Submits info re resolution of seven remaining relief 
requests on Inservice testing, per Amends 60 ft. 94 to Licenses 
DPR-42 A DPR-60 Request 24 re pump characteristics will be 
withdrawn for component cooling water sys pumps 

MlfSOLF. D Northern States Power Co 63/10/28 Office of Nucleai 
Reactor Regulation, Director 2pp 21071 331 24X 

Fiche 90-282, 83/10/20. 831 109019? 
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D3l03tl)'403 Qjnerlc Ltr 03-38 to all licensees of operating pouer 
reactOTi applicants for CL re MII?EG~09i5< "flRC Inventory 
of " Foruarili w;rEG-0965 ’’MRC Inventory of Dams" for 

info only U/o end Svc list end 

eiSENHUT.OC Division of Licensing 83/10/31 Consol- idjt ed 

Eiflson Co of Net/ fort. Jnt Mpp 21164 019 24X 

Fiche 50-000.63/10/31.9310310 4 03 


8311220003 Forwards notice of c-onslderat 1 on of Issuance of emendf to 
Licenses DPR-24- L DPR-&0 h NSHC deter/strat ion i opportunity 
for Iiearlny Ends available in Central Files oniv 

# Division of Licensing 93/10/31 Docketing & Services Branch 

IP 2lSii9 2di4 24X Flche SO- 263. 83/10/31 < 931 1220003 


8311090322 Foruiards IE Inap Ropts DO-202/83-17 i 3O-3-0#K/Dn-lD 
030919-23 No noncd/np 1 lanC o noted 

P/iPERIELLO. C J Region 3» Office of Director 63/10/27 
LAKSQNiC E Northern States Pouer Co 2pp 21104 276 iAt 
F 1 Che 30-202. 83/ 1 0/27. 03 1 1090322 


— 8311090326 IE Insp Repts S0-2B2/B3-*17 & 3O-3O6/Q3-I0 on 03 19-23 k 
noficompliance noted Mnjor areas inspected radiation 
prPtectlon progrofs for operation ref uel 1 ng. int I ud infl- 

organ! lation. training, advance planning & ALARA 

HUETER.L J i GRANT. W 6 . OREGER. L R Region 3. Dfflca el DItiJi 
83/10/25 lOpp 21104 270 24X Flche SO- 202. 33/ 1 0/2/. 

8311090322 


©311010102 Generic Ltr 83-37 to all PNR licensees re lJUREG-0737 Tech 
Specs Requests review of Tech Specs ta determine consistency 
w/guidanct in NlXlEG-0737 Response required uithfn 90 days 
D# receipt of ltr Svc list end 

EISENWOT. D 0 Division of Licensing 03/11/01 Consolidated 

Edison Co of Neu Vork. Inc 22pp 21 U9 090 24X 

Fiche- 50-000. 83/ 1 1/01 . 031 1010102 


6311020051 Oeneric Utr 03-35 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification o# TNI 
Action Plan Iten It K 3 3t Subalttal of bounding 
df nonstratlon ulll satisfy requirensnts Dvc list end 
EI&ENKUT.DQ Division of Licensing 63/11/02 Consolidatvd 
Edison Co of Neu York, Inc lApp 21164 001 24^ 

FI Che 50-000.93/11/02.0311020051 


8311160132 Buppleftintat application to aeiand Licenses DPR-42 4k OPR-60. 
providing addl info re creep collapse finalysls presented in 
XN-NF-B0-S6(P) (A>. per 030624 suhaittal Analysis valid for 
units until J9Q5 

NUSOLF. D Northern States Power Co 83/11/09 Office of Wucleai 
Reactor Regulation. Director Ip 21194 026 24)( 

Ftche 3G-2Q2. 83/11/09, 031 1 160132 


6311250267 Advises that addl info necessary before Revs 3-6 to 
oppratlonal OA plan accfptab )e. par lOCFRSO. App B Markins 
Tiviaw dieeting scheduled for 831205 Agenda transjsitted under 
separata cover 

NDflELIUS.C E Division of Project 1« Resident Programs 83/11/21 
LARSOH. C E Northern States Power Ca Spp 21260 QB2 24X 
Flcbe 30-000.63/11/81.8311200267 


Q Inspection reports. IE Bulletins It correspondence 


83Q830079'7 IE Info Notice 03-69. "Improperly installed Fire Danpars 
at Nuclear Roger Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 830103* 03/10/21 CdnsaUdated Edison Co of Ne^j 

Vort, Inc I37pp SIllA 351 24X Flche 50-000.83/10/21.030830079'' 


6308310030 IE Info Notice 83-70. *l/ibration Induced Valve Failures 
Svc lilt end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response IPost 830103> 83/10/23 Consolidated Edison Co of Na., 

Yort. Inc U7pp 21057 219 24X Flche 30-000,03/10/25.8308310030 


9308310048 lE Info Notico 03-72, "Environ Qualification Tlltlrf 
Experience " Svc list end 

JORDAN. E L Division of Emergency Preparedneis i. Englneerlnp 
Response (Post 930103) 03/10/20 Consolidated EdilOh Ce 4l Mk 

York, Inc I3lpp 21135 024 24X Flche 30-000, 93/J 0.^ 30. 93CHB3l'.4 


0308310037 IE Info Notice 83-73. "Radiation Exposure Fron OLovei 
Contaminated W/U Daughter Products " Bvc list end 
PARTLOM.J 0 Division of OA. Safeguards U Inspection Prog-risi !f(«i 
030103) 03/10/31 Consolidated Edison Co of New Yorli Ire 

ll 6 pp 21194 248 24X Flche 30-000. 83/ 10/31 . 8300310057 


8300310076 IE Inffl Notice 03-76, "Reactor Trip Breaker haifunclie^s 
(Undervoltage Trip Devices on GE Typo AK-2-29' Breakers) " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness £, Englr<««r|ng 
Response (Rost 030103) 03/11/02 Consol Hated Edison C« «l M, 

York, Inc IlSpP 21914 024 24X Flche 30-000, 03/] 1/02, ODOejIK’J 


830B310073 IE Info Notice 63-79. "Improper Control Rod Ne nIputallP' * 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Enginscrlrg 
Response (Post 030103) 03/11/03 Consolidated Edison Co pl i-M 

York, Inc U4pp 21913 293 a4X Flche 50-000, 03/J1/O3.03OflDlMr' 


8311170261 Discusses IE Dulletln 03-03 commitment that LoPp B <«elln 
header turbine bldg check valve 2CL-42-1 to 6 s tested using 
forward It back flow method during cold shutdaun Test not 
conducted during last refueling outage 

LARSON, C E Northern States Power Co 63/11/07 KEPPLER.JO 
Region 3. Office of Director Ip 21212 104 34X 

Fiche 50-202,03/11/07.0311170201 


0311010019 IE Info Notice 03-77. "Alr/Oas Entrainment Events Rl-iulll'| 
In Sys Failures " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/11/14 Consol i da bed EJlson Cp el 

York, Inc U4pp 24X Pi che 90-000, 63/1 1/14, 631101001 5 


6311010016 IE Info Notice 83-79. "Apparent Improper Hod of Conititni 
Affecting Plant Safety " Svc list end 

JORDAN) E L Division of Emergency Preparedness 4 Erg ineer ing 
Responee (Post 630103) 83/11/17 Consolidated Edison Co »f Si, 

York. Inc ll7pp 21603 001 24X Fleho 90-000. 03/U / |7. Q3I10IC4LI 


0306300799 lE Bulletin 03-07. Supp I 1. "Apparently Fraudulent Products 
Sold &y Ray fuller. Inc - Svc list end 

DEYOt/NO. R C Director's Officii Office of Inspection and 
Enforcement 63/10/26 Consol Hated Cditan Co of N«w York, Inc 
179pp 21070 170 24K Flche 50-000.83/10/26.8300300799 


6311110186 Forward* lE Insp fiept* 90-202/83-18 1, 50-30i6/83-l9 on 
B309I1-I010 t, notice of violation 

SCHAFER, M D Region 3. Office of Director 63/10/26 LARSON. C E 
Northern Stat(» Power Cg 2pp 21149 117 24X 

Fichr 90-282,83/10/26,0311110108 


— 8311110191 Notice of violation from Insf on 830911-1010 

ERAFER.VI D Region 3, (Office of Director 63/)0/26 la 
21143 119 24X Fich# 50-292,93/10/26,0311110189 


—0311110194 le Insp Repts 50-202/83-10 6 50-306/83-19 on 830911-1010 
None Doipl I enc e noted failure to reopen valve SI 15 . 5,SI 
pump suction from refueling water storage tank 

FEIERABEND.C D , MILLIANS.D L i HARTMANN. F L Region 3. Office or 
831*410100 50-808.83/10/3,. 


8300310034 10 Inf. Not,,, 83-71. -D.f.nt In M.l,. 

Lifting Devices for Vessel Head 4^ Internals ■■ Svc list mcl 
JORDAN, E L Division of Emergency Preparedness t, Engineerjno 
8 . 1 , on.. IPq.l 630103. 03/10/37 C.n.oll4,t,d edl.nn Co of K 

York. Inc llSpp 21057 357 24X Fiche 50-000. 83/10/27. 03O831OC 


R periodic operating reports & related correspondence 


6311170361 Monthly operating repts for Sept 1993 N/D31011 ltr 

OU08TAD.D , flusOLF. D Northern States Power Co B3/09/00 DNli 
of Resource Management, Director 9pp 21211 307 24X 

Flche 30-282.03/09/30.8311170361 


3 Reportable occurrences. LERs & related correspondence 


9311070959 Part 21 rept re potential defect In replacement RIA ruhfcir 
valve seat for 4B**lnch RlA containment purge valve Initial ly 
reported on 031023 Supp 1 1 er, Buf fa la Weaving 8 < Do 1 tinfl-* wi 1 1 
produce anvil seats using extruded preform 

WILSON, A k Henry Pratt Co 83/10/26 HEPPLCR.J(? Re 94 ori 3 , 
Office of Director 4pp 21065 267 24X Fich^^ 50-000, 03/ 10/29. 

8311070555 


V Operator Examinations 


B31129O210 Responds to 931101 ltr re B3I010 reactor & senior rfiilar 
operator exams NRC written ?c oral exams should evaluate 
individuals understanding of sys St procedures Response to 
four util exceptions to exam end 

KEPPLERiJ 0 Regions, Office of Director 83/11/25 LAPSCfLCC 
Northern States Power Co 4pp 21309 292 24X 

Flche 50-282,83/11/25.8311290218 
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tOCHET 50-309 MAINg VAIJKEE ATOMIC ^^WER PLANT 
tir'^prfuai r e-t-8 r 9 enc j 


6310200362 Ginerlc Ltr 63-33 to all Ucer^ees applicant* of nuclear 
■a«*r reactor* r« NRC position* on certain requiroment* of 

i» to 10CPR50 Svc list end ^ ^ 

C BeShS?- 0 Q Division of Licensing 03/10/19 Con*olidated 

of Newi Yort. Inc aipp 21 U 4 329 a4X 
FiiClil 30-000,03/10/19,8310200362 


B3J1030S97 DUcuises 830801 BALP Facility performance 
alUouoh iiBjirovenienfes reedefJ re stronger mgt action* 
jiddTissi'^S personnel errors, operator control of main 


ac c ep tab 1 e. 


ejd, , 

activities i, repertinfi problems 
PlUflLEViT E Rsjion 1. Office of Director 
Milfie Vents* Atowlc Power Co 3pp 

Fich* jO-309, 03/10/27.831 I030i 97 


03/10/27 
21034 331 24X 


RANDAZZA, J D 


— B3Jt030223 SAtP r«pk for Jul 1982 
t Region I, Office of Director 
Ftch* 30-309,63/10/27,8311030197 


- Juno 1983 
83/00/01 


36pp 


21034 336 2‘U 


(A10392 Dltcustes review of comments re detailed control room 
Isiign rfvieuf program plan per Suppl 1 to NURE0~0737 
iMofflclent Info provided by util to determine how program 
wduid be conducted 

OICR.fl F Operating Reactors Branch 5 83/10/31 WILI-IAhB,M H 

DlvlilPTi of l.lctnslnff Ip 20979 202 24X Flche 50-309.03/10/31. 

a J1 1010292 


0311060052 Rilcases public version of revised emergency plan 
laplinentlng procedure 

FFLTON,J M Division of Rules and Records 03/10/31 Document 

Kanigeaent Branch. Ip 81092 110 24X Flche 50-309,03/10/31, 

6311030092 


8311160142 Respond* to Commission 030002 memo & order re potential 
safety problems stemming from financial d 1 1 - f icul ties at 
facility Review found no evidence of any safety problems 
stemming from financial difficulties 

DIRCKS. W J Office of the Executive Director for Operations 
SECY-03-409 93/10/04 2pp 21192 097 24X Flche 50 - 309 , 83 / 10 /04 

0311160142 


— 0309130163 Advise* that, based on reexam of facility safety p er Pormaf .■ -» 
from licensing vlewpoint.no evidence of any safety problem 
stemming from financial difficulties exists 

MEITNER, K L Operating Reactors Branch 3 83/00/29 VAROA, 8 A 

Operating Reactors Branch 1 12pp 21192 099 24X 

Flche 30-309,83/10/04,8311160142 


—□311160133 Forwards Region 1 input for response to Commission 830B0* 
memo 6 order re util financial qual i f Icat i ons, per B30819 
request No evidence of any safety problems stemming from 
financial difficulties Identified 

MURLEY, T C Region 1, Office of Director 03/09/07 DENTON. M R 
Office of Nuclear Reactor Regulation. Director 3pp 21192 111 
24X Flche 50-309,83/10/04.0311160142 


B310170355 SummarUes results of reactor vessel head U r«*ctor vessel 
Internals lifting rigs evaluation per NunE0-O6 12, control of 
heavy loads Phase 1, lifting rig stress analyses 

WHITTIER, 0 D Maine Yankee Atomic Power Co 83/10/06 MILLER. J R 
Operating Reactors Branch 3 4pp 20787 0B3 24X 

Flche 50-309,83/10/06,8310170255 


8311090453 Forwards draft SER ro post-accident sampling syt, NUREO'*073^. 
Item II D 3 Eight of 11 criteria met Required Info or 
justification for not meeting criteiia r^uested within 45 
day* of receipt of ltr 

MILLER. J R Operating Reactors Branch 3 B3/10/21 OARRITY. JH 

Maine Yankee Atomic Rower Co ilpp 21141 337 24X 

Flche 30-309,83/10/21.0311090433 


—8311060054 Public version of Rev 2 to Emergency Plan Implementing 
Procs^uTi 2 50 16, "Protective Action Recommendations *' U/ 

031019 ltr b receipt form 

e Halns Yankee Atomic Power Co 03/10/19 NRC - No Detailed 
Affiliation Given Slpp 21092 111 S4X Fiche 50-309, 83/10/31 , 

esucBooss 


6311099139 Releases public version of revised emergency plan 
iegltainting procedure 

FELTOR.J h Dlvielon of Rules and Record* 03/11/02 Document 

M*r|j***nt Branch Ip 21094 221 24X Fl che 90-309. 03/1 1 /02, 

6311050139 


—6311,090143 Public version of Rev 4 to Emergency Plan Implementing 
Precidure S 50 9i "Security Force Rad.iatlon Emergency Plan '■ 
H/B3102] ltr, receipt form b revised table of contents 
e Heine Yenkic Atomic Power Co 03/10/20 Document Management 
Branca 9pp 21094 222 24X Ficho 50-309,03/11/02,0311000139 


<t Adjudicatory correspondence 


B^JlOlOJOli Order titanding time until 631114 for Commission to act to 
review Director's Decision DD-Q3-19 

CHILK.B J Office of the Secretary of the Commission 63/10/2B 
Coealliioners tp 20970 343 24X fiche 50-309, 83/ 1 0/20. 

9311010301 


S311L40292 Responds to 930817 request Ropt re potential safety problems 
which aay result from financial difficulties at facility 
end Safety problrms not attributable to financial 
flffUultlei W/c end 

DEHTONrH R Office of Nuclear Reactor Regulation, Director 
03/11/02 MURRAY.F L Murray, Plumb «« Murray Ip 21164 332 81X 

Fl<ht 50-309,03/11/02,0311140292 


6Gl 1 160130 Order extending time until 031121 for Commission to review 
B30930 Interim Director's Decision OD-83-15 

CHtLKiS J Office of the Secretary of the Commission 03/11/14 
ip 21194 027 24X Flche 50-309,83/11/14,8311160130 


P Operating license stage documents 8« correspondence 


6311160230 Forwards response to 020819 request for oddl Info on 
lOCFRSO 34<fl re mgt control sy* design change process 
SiiitrastU program for effecting addl improvement* will be 
developed 

RUSIMZZA,J D Maine Yankee Atomic Power Co 02/09/20 HAYNES, R C 
Region I, Office of Director I6pp 21229,040 24X 

rich* 50-309,62/09/28,8311180220 


0311040130 Requests remittance of Class III fee for review of 790328 
application for Tech Spec change* re Inservlce Insp 
DlOOB, R M License Fee Management Branch 83/10/24 OARRITY, J H 
Maine Yankee Atomic Power Co Ip 21058 183 24X 

Fiche 50-309.83/10/24,8311040138 


8310310403 Oeneric Ltr 83-38 to all licensees of operating power 
reactors li applicants foi OL re NUREG-0963, "‘NRC Inventory 
of Dams Forward* NURC0'*0965 "NRC Inventory of Dairn" for 
info only W/o end Svc list end 

EI8ENHUT, D G Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc |4pp 21104 OiS 24X 
Ficho 50-000,83/10/31,8310310403 


6311010102 Oeneric Ltr 03-37 to all PWR licensees re hwnEO-0737 Tech 
Specs Requests review of Tech Spec* to^ dotermine consistency 
w/guldance in NUREO-0737 Response required wlthin'90 days 
of receipt of ltr Svc list encl 

EtSENHUT.O Q Division of Licensing 83/11/01 Consolidated 
Edison Co of New York, Inc 22pp 21149 09Q 24X 

Flche 50-000,83/11/01,0311010182 


8311020051 Generic Ltr 83-35 to all licensees of operating reactor*, 
applicants for OLs & holders of CP* re darificatlon of TM I 
Action Plan Item II K 3 31 Oubmlttnl of bounding 
demonstration will satisfy requirement* Svc list end 
EISENHUT, D G Division of Licensing 83/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21184 001 24X 

Flche 50-000,83/11/02,8311020031 


0311080130 Submits description of design mod* planned for main 
feedwater trip sys to correct deficiencies In implementation 
of single failure criteria Design change will be implemented 
by Cycle 7/8 refueling in early 1984 Block diagram encl 
WHITTIER, O D Maine Yankee Atomic Power Co 83/10/12 MILLER, J R 
Operating Reactors Branch 3 13pp 21071 350 24X 

Fiche 30-309, 83/11 /02, 83 110801 30 


8311080378 Ack receipt of Proposed Change 95 to containment purging tr 
venting Tech Specs No objoctions or comments re proposed 
changes 

martin, R 0 Maine, State of 03/11/02 HEITNER,K Office of 
Nuclear Reactor Regulation, Director Ip 21078 005 24X 

Flche 50-309,83/11/02,8311080378 


8311170041 Forward* response to Generic Ltr 83-26 re required action* 
based on generic implications of 9alem ATHS events End 
also provides description af improvements 4, schedule for 
implementing Improvement* for post-trip review 

FRIZZLE, C D Maine Yankee Atomic Power Co 03/11/10 MILLER, J R 
Operating Reactors Branch 3 79pp 21213 341 34X 

riche 50-309,83/11/10,8311170041 
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8311290365 AdvUei fch.at propoa-ed pr#»nip l«rtenfcat 1 on revipu of detailed 
control room ifeilgn audit sEhedtfled for first or second uk 
in Feb I9B4 Detailed audit plan will be transfu i t ted by 
031315 

fllLLEfl, J R Operating Reactors Branch 3 03/11/16 OARRJTY. J H 

Maine yaokee Atomic Power Co Ip 21310 334 24)£ 

Fiche SO'309 j 03/1 1/16,8311290365 


0311290368 Forward* draft Tech Speca & safety/ evaluation based on 
review of 8S1007 application re reactor protection *i^s 
Channels FRF actiration igs sensors Response to five listed 
issues due in 120 daijs M/o end 

HfLLER.J R Operating Reactors Branch 3 83/11/16 OARRITV.-J H 

Maine Yankee Atomic Power Co 3pp 21310 351 24X 

Flcha 30-309.83/11/16,0311890360 


8311300430 Requests addl info re proposed Cycl^ 7 supplementary change* 
to Tech 8pecs re critical heat flux correlation Changes 
acceptable u/atafced nods W/o draft Tech Specs L safety 
evaluat ion 

HILLER. J R Operating Rvactors Branch 3 83/11/16 QARRITV.O H 

Maine Vantee Atomic Power Co Spp 21359 361 24X 

Fiche 50-a09i 03/11/16.031 1300450 


B31183004B Forward* payment of license fee for 790358 Proposed Change 
67, in response to NRC 031024 1 tr 

HHITTfER. 0 D Maine Yankee Atomic Power Co 83/il/l7 License 
F«i Management Branch ip 81271 141 S 4 X Fiche 50-309.03/11/17. 
8311230048 


Q Inipeetlon reports, IE Bulletins V correspondence 


0311100147 Forward* prelimlnory reiponie to NRC B2O520 Itr re 
violations noted in IE Imp Rept 50-309/82-09 CO'rrectlve 
actions addl 1-nfo will be required on engineering design 
change packages !< field installation manual to be prepared 
RANDAIZA. J D Maine Yankee Atomic Power Co 82/06/30 HAVMES, R C 
Region 1, Office of Director 15pp 81230 008 24X 

Fiche 50-309.02/06/30.0311100147 


0311100200 Forwards revised Page 10 of 880630 response to IE Insp Rept 
50-309/02-05 RHR shutdown procedure revised 

RANDAZ7A. J B Maine Yankee Atomic Power Co 82/07/06 HAYNES. R C 
R«gi«n li Office of Director 2pp 21SS8 257. 24X 

Fiche 50-309. 02/07/06, 03111 00880 


3311070410 provides amended response to Action Item 4 of lE Bulletin 
83-03 Two diesel inlet check valves inspected per IE Info 
Notice 02-08 Action Items 3 6 5 of IE Bulletin 03-03 
consiifered complete 

RAN0AZZA,J B Maine Yankee Atomic Power Co 83/10/17 MURLEY.T E 
Region I, Office of Director Spp 21067 161 84X 

Fiche 90-309.63/10/17,8311070410 


0300300797 IE Info Notice 93-69, "Improperly Installed Fire Dampers 
at Nuclsar Power Plants •’ Sve list end 

JORDAN. E L Division of Emirgency Preparedness S< Engineering 
Response (Post 03O1<13> 83/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 351 84X Fiche 50-000.83/10/21.830830079^ 


8311040136 Requests remittance of Class in fee for rivlew of 790320 
appllcatlcfl for Tech Epic changes re inservici insp 
DIODSiR M License Fee Management Branch 83/10/84 OARRITV, J H 
Maine Yanlie Atomic Power Cb Ip 21059 183 24X 

Fiche 50-309,03/10/24,0311040139 


0300310030 IE InfD Notice 93-70, "Vibration Induced Valve Failures « 
0VC lilt end 

JORDAN, E L Division -of Emergency Preparedness it Engineering 
Response fPo«t 0301031 83/10/25 Camolldated Edison Co of Nee 

York, Inc 117pp, 21057 219 24X Fiche 50-000,93/10/25,8300310030 


0308300799 IE Bulletin 83-07, 0uppl 1. "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " 9vc list end 

DEYOONO. R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Conso H dated Edison Co of New York. Inc 

179pp. 21070 170 24X Fiche 30-000. 83/ 10/26. 8300300799. 


0300310034 IE Info Notice 83-71. ’’Defect In Load-Bearing Maids on 
Lifting Devices for Vessel Head 6 Internals '* Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response iPost 630103) 03/10/27 Consolidated Edison Co of Nexi 

York. Inc IlSpp. 21057 357 24X Fiche 50-000,83/10/27,0309310031 


83N030197 Discusses 830001 9ALP Facility performance acceptable, 
although improvements needed re stronger mg t actions 
addressing personnel errors, operator control of malnt 
activttii* tc reporting problems 

HURLEY. T E Region 1. Office of Director 03/10/27 RANDA22A. J 0 
Maine Yankee Atomic Pouer Co 3pp 21034 331 24X 

Fiche 50-309.33/10/27.8311030197 


— 0311030211 gummarlie?. review of SALE assessment at 030333 miitlr) t. 
determine improvement actions to he taken Actions util bt 
factored into ongoing quality improvement program 
RANDAZZA.J B Maine Yankee Atomic Power Co 03/09/14 
MURLEV.T E Region 1. Office of Director Ip 21034 334 S+X 
Flcha 50-309.03/10/27,0311030197 

— 8311030220 Forwards 830S01 8ALP rept Meeting scheduled fur 03002)1. 
discuss assessment 

STAROSTECKI. R Division of Project 4 Resident Programs eCl/Cd/ti 

RANDAZZA.J D Maine Yankee Atomic Power Ca |p 2ID34 331 

Fiche 50-309, 03/10/2/. 9311030197 


--0311030223 8ALP rept for Jul 1902 - June 1903 

* Region 1. Office of Director 83/00/01 36pp 21034 336 IH 
Ficbe 50-309. 03/10/27, 031 1030197 


8300310048 IE Info Notice 03-72. "Environ Qua 1 i f i ca t i on Testing 
Etperiance " Bve list end 

JORDAN. E L Division of Emergency Preparedness & Enginaerlrg 
Response (Post 0301031 63 / 10/28 Consolidated Edison Co of Au 

York, Inc 131pp 21155 024 24X Fiche 50-000, 83/10/20, 03003 IOC If 


0311280309 Foruiards IE Insp Rept 50-309/83-18 or 831017-10 Enforceanc 
conference scheduled for 631103 to examlna circumstances 
surrounding 831012-14 violations of containment intag-rity 
STARDSTECKl . R Division of Project & Resident Programe 93/10/7S 
RANDAIZA, J fi Maine Yankee Atomic Power Co Spp 21205 SS4 241! 
Fiche 30-309, 03/10/20, 031 1280389 


—8311200392 IE Insp Rept 50-309/83-18 on 831017-18 Noncompl akrea 
noted compromise of containmant integrity on 831012-14 
HOLDEN. C F , OREENMAN. E 0 Region 1. Office of Director 
83/10/27 6pp 21285 257 24X Flche 50-309.83/10/28,0311200397 


8308310057 IE Info Notice 83-73, "Radiation Exposure From 01 ovet 
Contaminated M/U Daughter Products " Sve list end 

PARTLQW, J 0 Division of QA, Safeguards b Inspection prop rams CPait 
830103) 83/)0/3l Consolidated Edison Co of Ntu York, Inf 

116pp 21154 248 24X Fiche 50-000.83/10/31,0306310097 


0306310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctipni 
lUndervoltage Trip Devices on OE Type AK-2-25 Breakers • " 

9vc list end 

JORDAN. E L pivlslon of Emergency Preparedness & EnglneeTlng 
Response (Post 830103) 03/11/02 Consolidated Edisen Co pf fit, 

York. Inc llSpp 21514 024 24X Fiche 50-000, 03/1 1/02. 030Q3 1 OOli 


8300310075 IE Info Notice 83-73, "Impropar Control Rod Hanipulatkan ^ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness L Englneerlrg 
Response (Post 030103) 83/11/03 Consolidated Edlion Co of Hs 

York, Inc n4pp 21513 253, 24X Fiche 90-000, 83/1 1/03. 8300? lOOJ I 


8311280513 Responds to violations noted Ih IE In«P Rept 90-309/83-16 re 
831012 discovery of leaking containment personnel hatch 
■outer door b failure of plant staff to properly assess 
safety significance of surveillance test 

RANDAZZA.J B Maine Yankee Atomic Power Co 03/11/09 HURLEY- T C 
Region L, Office of Director 9pp 21204 200 24X 

Fiche 50-309,83/11/09.8311280513 


8311010015 IE Info Notice 03-77, "Air/Oas Entrainment Events Reiu-ltinj 
In Bys Failures *' 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engln»erJn| 
Response (Post 830103) 03/11/14 Consolidated Editan Co of hr 

York, Inc il4pp 24K Fiche 50-000,83/11/14.8311010015 


0311280307 Foruerds IE Investigation Rept 90-309/1-82-001 on 8SIMB- 
830119 re suspected tampering w/reactor coolant pump motor 
No none omp 1 lance noted 

STAROBTECKI.R Division of Project b Resident Program* B3/11/14 
RANDAZZAr J B Maine Yankee Atomic Power Co 2pp 21880 336 Z4( 

Fiche 90-309.03/11/14.0311200307 


— 8311200312 IE Investigation Rept 90-309/ 1 -82-081 on 82 ! 1 1 0-B3OI I ^ S 
noncofflp 1 lance noted Major areas investigated suspected 
tampering w/reactor coolant pump motor To date, no pertinent 
Info developed 

CONNOLLY, P J , CHRISTOPHER, R , HARD, M Office of 1 nve 1 1 J get Ifi n 
83/09/01 3pp 21288 338 24X Fiche 90-309, B3/1 1 / I 4. 831 tEDI>307 


S3l lOlODlB IE Info Notice 03-70, "Apparent Improper Mod of Componsni 
Affecting Plant Safety " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/11/17 CunsoUdated Edison Co of h* 

York. Inc Il7pp 21603 001 24X Fi c he 90-000, 93/1 1/ 17, 031IOK'OI3 
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^ Perl-ciilic operating reports & related correspondence 


g3iM703.09 Monthlg operating ropt for Sept 1903 W/83i007 1 tr 
S FITTER 9 QW- S . GRACE, n H Maine Yankee Atomic Power Co 83/10/07 
HARYFIELDiW A Management Information Branch 5pp 21215 235 2 a. 

Fiche 50-309.63/10/07,0311170309 


S RapoTtabI* occurrences-. LERs h related correspondence 


8315030197 Eiscusses B3080V SALP Factlttg performance acceptable, 
jlkhouQh improvaments needed re stronger mg t actions 
jdJriiSlns personnel errors, operator control of matnt 
ictlvitlei reporting problems 

illfflLEYiT E Region I, Office of Director 03/10/27 RANDAZZA.J B 
rtJini Yankee Atomic Power Co 3pp 21034 331 24X 

Flclii 50-309,83/10/27.0311030197 


-3315030223 fiALP rept for Jul 1902 - June 1903 

t Bejior 1. Office of Director B3/0B/0J 36pp 21034 33fi 2d ^ 
Piche 50-309,63/10/27.0311030197 


@3110903+© B'JP pi amenta 1 Part 21 rept re short circuit bus bracing 
iridiiuaiff for lO-cqcle - 78. OOO-amphor e withstand test 
E^ulp-Bsnt redesigned &• mod kits instruction books 
^ripirid Listed customers advised to initiate mod 

M General Electric Co 03/10/28 DEYOUNO, H Director's 
Office. Office of Inspection and Enforcement 7pp 21103 254 24< 

rich# 50-000- 63/10/26, 831 1090340 


B315I0O312 LER 63-034/011-1 on 031014, outer personnel hatch door failed 
full hatch leak rate pressor i cation surveillance tost, 
coeprsfllsfng containment Integrity Caused by worn 
Antifriction ring In door locking mechanism U/Q3102B Itr 
MWSATILR • HHBTTICR.G D Maine Yankee Atomic Power Co 63/10/20 
MbRLEYiTE Region 1. Office of Director 3pp 21226 UO 24X 
FiCti 50-309.63/10/20.6311100312 


9311230540 Responds to S31003 Ur re alternative approaches for 
rorrictlng feedurater trip sys design deficiency Continued 
ppintion acceptable until Cycle 7/B refueling outage 
HILLER. J R Operating Reactors Branch 3 63/11/04 OARRITY. J H 

Hflne Yankee Atomic Power Co 3pp 21299 001 24X 

Ficki 50-309.83/11/04.8311230040 


@315280513 Responds to violations noted In IE Insp Ropt 50-309/63-10 re 
B310J2 dikcoverg of leaking containment personnel hatch 
euter door L Failure of plant staff to properly assess 
iifetg significance of surveillance test 

RA»OAEZA.J B Maine Yankee Atomic Power Co 03/11/09 MURLEV. T E 
Rtgion 1* Office of Director 9pp 21264 200 24X 

Ficki 80-309,83/11/09.8311200513 


9115310365 PHn-I-83-ll5 on 631117. during test of reactor trip breaker 
AK-2-3S u nder voltage colt trip function. all eight breakers 
failed to trip in recommended time Combined undervoltage & 
ihunt trip tests will be performed 

ELSASSER. T , GREENMAN. E Region 1. Office of Director 03/11/17 
Sp 21235 04A 24X Flche 50-309.03/11/17.6311810265 


9315200426 PN0-|-e3-l 1 5A on 031 1 18. reactor trip occurred due to 
UfFiculties u/fBcd %> condensate sys unrelated to 031117 
iriakCT problem Reactor trip breaker functioned normally 
RmUot shutdown for reactor coolant pump seal replacement 
ELSAS5ER. T . GreENMAR. E Region 1. Office of Director 03/11/21 
Ip 21285 176 24X Fiche 50-309. 83/ 1 1 /21 . 631 1 280426 


—031109027* IE Insp Repts 50-273/D3'-2/ *. 50-31 1/Q3-30 on 03O9O7-UO4 
Noncomp 1 lance noted failure to meet limiting conditions for 
operation w/o reliance on provisions of action staiemants & 
failure to implement L maintain emergency instructions 
LlNVILLEi J C Region I, Office of Director 03/10/14 9pp 
21096 350 24X Fiche 30-272, B3/ 10/26. B3l 1090270 


831I16D390 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/11/10 Document 

Management Branch ip 21218219 24X Fiche 50-275.63/11/10. 

8311160398 


— “831 H 60402 Public version of revised emergency plan implementing 
procedures, inc lud mg Procedures EP Il-l, "Emergency Response 
Manager Responsibilities" & EP 11-2. "Site Support Manager 
Responsibilities ' 

FRY. L M Public Service Electric Gas Co of New Jersey 
03/10/21 VARGA. 3 A Assistant Director for Operating Reactors 
I99pp 21210 220 24X Fiche 50-272, 03/11/10, 8311160390 


P Operating license stage documents 6 correspondence 


0310310403 Generic Lbr 03-38 to all licensees of operating power 
reactors 6 applicants for OL re NURE0''0965. "NRC Inventory 
of Dams *' Forwards NURE<3-0965 "NRC Inventory of Dams'' for 
info only N/o end Sve list and 

EISENHUT, D O Dl V 1 s I on o f L 1 c ens in g B3/10/31 Consolidated 

Edison Co of New York. Inc I4pp 31104 015 24X 

Fiche 50-000.03/10/31.0310310403 


0311010162 Generic Ltr 63-37 to all PWR licensees re MjREG-0737 Tech 
Specs Requests review of Tech Specs to (^etermlne consistency 
w/guldancB in NUREG-0737 Response required within 90 days 
of receipt of ltr Sve list end 

EI8ENHOT.O 0 Division of Licensing 03/11/01 Consolidated 

Edison Co of New York, Inc 22pp 31149 090 24X 

Fiche 50-000.03/11/01,031 1010102 


0311020051 Generic Ltr B3-35 to all licensees of operating reactors, 
applicants for OUs 6 holders of CPs re clarification of TMI 
Action Plan Item It K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8vc list encl 
EISENHVT.D O Division of Licensing 03/11/02 Consolidated 

Edison Co of New York. Inc I6pp 31184 OOl 24X 
Fiche 50-000,03/11/02.0311020051 


□311290016 Forwards SER accepting licensee acti ans. descr i bed in B30Q31 
Itr.as compliance ui/NUREO-0737. I tern II Q 3 re post-accident 
sampling sys 

VARGA. 8 A Operating Reactors Branch 1 B3/fl/04 UDERITZ.R A 

Public Service Electric h Gas Co of New Jersey lipp 25300 047 
24X Fiche 50-272,03/11/04.0311290016 


8311160030 Forwards supplemental response to Genei Ic Ltr 03'26 re 
generic implications of reactor trip breaker failures 
Sequence of events printout end Required 
10CFR50 S4{f} affidavit expected under separate cover 
LIDEN. E A Public Service Electric & Oas Co of New Jersey 
83/11/07 VARGA. S A Dperatlng Reactors Branch i 33pp 

21194 343 24X Fiche 50-272.83/11/07.8311160039 


0311280140 Forwards affidavit In support of 831107 response to Oenerii 
Ltr 03-20 

LIDENjE a Public Service Electric 6 Oas Co of New Jersey 
03/11/14 EIBENHUT.DO Division of Licensing 2pp 21203030 
g4X Fiche 50-272.03/11/14,0311200140 


XKhET 50-311 GALEM NUCLEAR GENERATING BTATION. UNIT 2 
' Sscurlty. medicali emergency tc fire protection plans 


U10200362 Generic Ltr 03-33 to all licensees Ik applicants of nuclear 
reiser reactors re NRC positions on certain requirements of 
App R to lOCFRSO Sve list end 

ETBEHHUr.DG Division of Licensing 83/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

Fiche 50-000. 03/ 1 0/ 1 9. 03 1 0200362 


1311090270 Forwards IE Insp Repts 50-272/03-27 & 5O-3U/03-3O on 
830907-1004 i notice of violation 

STARD5IECK1 p R Division of Project & Resident Programs 83/10/26 
UDERIIZ.R A Public Service Electric Sf Gas Co of New Jersey 2pp 
21G96 347 S4X Fiche 50-272.83/10/26.8311090270 


-831X090373 Notice of violation from insp on 030907-1004 

s Region X. Office of Director 83/10/26 ip 21096 349 a4X 
Fiche 50-272, 83/10/26. 8311090270 


8311200271 Requests withdrawal of 01OB1O application far amend to 
License DPR-75 re individual rod position indication sys 
LlDEN.E A Public Service Electric 4< Gas Co of New Jersey 

03/11/14 VAROAi 8 A Operating Roactors Branch 1 Ip 21200 031 

24X Fiche 50-311,03/11/14.03 11200271 


0311200391 Notifies that QA program description in Chapter 17. Rev 1 to 
updated FSAR.does not meet util c amml tments. per 83D917 
submittal Areas requiring clarification listed Resolution by 
031216 confirmed, per 831021 telcon 

MARTIN, T T Division of Engineering ic Technical Programs DS/ll/l*- 
UDERITZ.R A Public Service Electric t Gas Co of Now Jersey 2p;. 
21205 265 24X Fiche 50-272.03/11/15.8311280391 


—0311280400 Forwards Chapter 17. "QA" of Rev 1 to updated F8AR 
LIDEN. C A Public Service Electric & Gas Co of Nnu Jersey 
03/06/17 MEYER. G Region 1. Office Of Director 50pp 
21205 267 24X Fiche 50-272.03/11/15.8311280391 
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Q Inipectioh report*, It Bolletini & corresp onilenCD 


Q30S300797 £E Info Ifotice B3-i>9. "Improperlij Installed Fire De/npers 
at Nuclear Pouer Plants ” Svc list end 

jOHDANi E L Divlflton of Energency Prepaiedness t Engineering 
Response <Post 030103) 03/10/21 Canso I iifated Edison Cp of t^aii 

/ark, Inc 137pp ?ni4 331 24^ Fiche 50-000, B3/10/S1„ 330030079'’ 


0311040080 FciTuiards Qivil penal tq in amount of »BSO^ 000 at ivlfinti 
of good faith notwithstanding diffprencot re 030503 nolle* 
of vlalatlon It proposed imposition of civil penalties 
SELdVERtft E Public Service Electric &< Oa« Co of Neu Jtrttg 
B3/1O/20 DEYOUNO, R C Director's Office. Offlte of 2 ni p ictien 4' j 
Enforcement lOpp 21031263 24X Fiche 30-272, 03/lO/BB> 

8311040063 


0311070304 Foruaris lE (ntp Repti 50-272/83-22 & 30-311/83-22 on 
830723-29 I 0015 6 rodeos o# violation L deviation 

MARTINi T T Division o# Engineering L Technical Programs 83/10/21 
li&EfllTI.R A Public fierviv® Electric & Gas Co of New Jerseii 3pp 
21067 277 24X Fiche 50-272.63/10/21,0311070304 


8300310037 IE Info Notice 03-73. "Radiation Eipasure From OUvei 
Contaminated W/U Daughter Produett " Qvt list and 

PARTLOU, J 0 Division of QA, Safeguards & Inspection ProjrraBi i|P«i 
830103) 83/10/31 Consolidated Edison Co of Neu Vorlt , Inc 

lUpP 21134 240 g4X Fiche 30-000.03/10/31,8308310037 


— 8311070313 Notice of ^.lolation fron insp on 830725-29 t 0813 

* R«3ion 1. Office of Director 03/10/21 3pp 21067 300 a4'« 

Fiche 50-272,03/10/21,0311070304 


8311170003 Forwards notice <Jf violation par lE Insp Rapt 30-311/03-11 
on 83051 t-0600 Insp rapt foruerdod on 030720 

STAROBTECKI, r Division Of Project & Resident Program* 83/10/31 
UDERtTZ.R A Public Service Electric l< Oas Co of New J»r«iv 
21216 103 24X Fiche 50-31 1 , 03/10/31, 831 1 170003 


'-0311070313 Notice .or deviation ffonti msp on 630725-29 & 0813 

• P*4lan I, Offlc* af Director 03/10/21 Ip 21067 203 24X 

Fiche 50-272.03/10/21,6311070504 


--3311070320 IE Insp fiepts 50-272/03-22 h 50-311/B3-22 on 630725-29 P 
0915 Ngneo/np liance noted failure to adhere to radiation 
protection procedures, Fai lure to adhere to OA instructions 
Sc failure to post notices of violation 

HiMtTZ.R L , CLEMONS. P £ . 5ERBU, R Region 1. Office of Director 
03/10/19 33pp 21067 204 24X Fich e 30-272. 83/ 1 0/21 1 B3M 070304 


0308310030 IE Infe Notice 83-70. "Vibration Induced Valve Failures " 
Svc \iit end 

JORDAN, E L Division of Emergency Preparedness P En>9 ineer ing 
Rsspofise iPost 030103) 83/10/25 Consolidated Edison Co of Wew 

York. Inc ll7pp 31057219 24X Fiche 30-000, 03/10/23, 6308310030 


03OB3OO799 IE Bulletin 03-07, Sdppl 1, "Apparently Fraudulent Product* 
Sold By Ray Miller, Inc ° Sue list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

t79pp 21070 170 24 X Fiche 50-000,63/10/26.6308300799 


9311030090 Forwards IE Mgt Meeting Repts 50-272/03-31 & 80-311/83-32 on 
831011 No noncomp 1 lance noted Followup meeting to discuss 
revised action plan scheduled for 831110 

STAflOSTECKl, R Division of Project & Resident Programs 83/10/26 
UDERITZ.R Public Service Electric P Gas Co of New Jerseu 2pp 
21031 294 24X Flche 50-272,03/10/26.0311030090 


— a3l!030093 lE Mgt Meeting Repts 30-272/03-31 %t 50-311/03-32 on 631011 
NO nohcompl ianci noted Major areas discussed action plan for 
improvement of nuclear dept operations, incl udihg process for 
development & imp 1 emsntat i on 4< plans for revs 

JACOBS, R Region 1. Office of Director waRRHOLM, L Division ot 
project Se Resident Programs 03/10/24 26pp 21031 296 24X 

Fiche 50-272,03/10/26.0311030090 


03 U 090270 Forwards IE Insp Repts 30-272/03-27 & 50-311/83-30 
030907-3004 fc notice of violation 

STAftOSTECK I , R Division of Project & Resident Programs 63/10/26 
UDERITZ.R A Public Service Electric 6 Oa$ Co of New Jerseu 
21 □•96 347 24X Fiche 50-272.03/10/26,0311090270 


Spp 


--B31 1090273 Notice of violation from 
* Region 1, Office of Director 
Fiche 50-272,03/10/26,0311090270 


insp on 830907-1004 

B3/ 10/36 Ip 21096 349 


S4X 


—8311170005 Notice t>f violation from insp on 030511-0600 Nartsmpllam 
noted on 830525 6 30, only ac electrical bus train D 6 dleiil 
generator B operable w/generator 2A 6 vital instrume-nt bui 
inverter 2C out of svc for maint In excess of 8 h 
# Region 1. Office of Director 83/10/31 2pp 21216 JOS £*« 
Fiche 50-311,83/10/31.8311170003 


8300310076 lE Info Notice 03-76, "Reactor Trip Breaker KalfUnttJors 
(Undervoltage Trip Devices on GE Type AK~2-23 Greakersi " 

Svc list end 

JORDAN, £ L Division of Emergency Preparedneis St Engineering 
Response (Post 8301031 63/11/02 Consolidated Edt*on Co of 

York, Inc USpp 21514 024 34X Flcho 50-000, 83/1 1 /02, O3O03lC>Mi 


630B310075 IE Info Notice 83-75. “Improper Control Rod Hanlp-uLal icri ' 
0vc list end 

JORDAN, £ L Division of Emergency Preparedness S< Engineering 
Response (Post 0301031 03/11/03 Consolidated Edls-On Co fli R*j 

York, Inc U4pp 21313 253 24X Fiche 30-000. 83/1 ] /03. 83003 1 Oil' 


0311160815 Act receipt of 031026 Itr 6 check for civil penalty tspffUs 
by 030929 order Corrective actions described in 830706 fr 
32 Itrs will be examined during future Insp 

AXELRADiJA Enforcement Staff 83/11/04 UDERITZ.R A Pukh« 
Service Electric & Gas Co of New Jersey 2pp 21301 164 ?4t 
Fiche 30-372,83/11/04,0311160215 


0311070423 Discusses special imp program per NUREO-OWsO P Ustid 
items of NUReo-0737, "Clarification of TMI Action Plan 
Requirements " Insps will be performed during Oct 1983 - 
Apr 1965 

MURLEY.TE Region 1. Office of Director 03/H/O7 UDERITI.RA 
Public Service Electric 6 Gas Co of New Jorsty 3pp 21067 156 
24X Flcho 50-272,63/11/07,0311070423 


8311260281 Forwards IE Insp Rept 50-311/63-29 on 030919-23 No 
noncompliance noted 

MARTIN, T T Division of Engineering (t Technical Programi 03/11/09 
UDERITZ.R A Public Eervice Electric 6 Gas Co Of New J*ri»y 2tP 
S120O 096 24X Fiche 50-311,83/11/09,0311280261 


—0311260204 IE Insp Ropt 50-311/03-29 on 030919-23 No noncompl laficf 
noted Major areas inspected testing program, prec rit lea I 
tests, low power physics tests & power ascension teats 
WEN.R C . BETTENHAUSEN, L Region 1, Office of Diractor 83/11/05 
llpp 21200098 24X Fiche 50-311. 83/1 1/09.8311280281 


—8311090276 IE Insp Repts 50-272/03-27 6 30-311/01-30 on 830907- ll 04 
None ompl karce noted failure to meet limiting conditions for 
operation w/o reliance on provisions of action statements 8, 
failure to implempnt t, maintain emerpohev instri/e ^io/70 
LINVILLE, J C . SUMMERS. R J Region I. Office of Director 
NORRHOLM-L J Division of Project & Rssident Program* 03/10/14 
9pp 21096 330 24X Fiche 50-272, 03/10/26, 83 1 109O270 

"Defect in Load-Bearing Weld* on 
Lifting Devices for Vessel Head L Internals ■' Svc list ehc 1 
JORDAN.E L Division of Emergency Praparedntss t Engineering 
Response (Post &30103) 03/10/27 Consolidated Edison Co of No.; 

York, Inc llSpp 21037 357 24K Fich* 50-0-00, 83/10/27, 8300310034 

0300310048 IE Infe Notice 03-72. -Environ Qual I f ication Testing 
e^iperience " Svc list end 

E«‘®*' 9 ®'’cy Preparedness Engineering 
030103) 83/10/20 Consnlidated Edison Co of New 

!pp 21155 024 24X Fiche 50-000,83/10/28,8300310049 


JORDAN, E L Division 
Response (Post 
York, Inc 13 


0311280516 Forwards lE Insp Repts 50-372/03-15 It 50-311/03-12 On 
63a936~10(>6 it noticD of violation 

STARObTECKI. R Division of Project I, Restd*nt Ptagrams B3/lk/0f 
UNDERITZ.R a Public Service Electric & Oas Co of Mew Jersey 
21306271 24X Fiche 50-272,83/11/09,0311200516 


-8311280520 Notice of violation from insp on 830938-1006 

» Region li Office of Director B3/tl/09 Ip 21306:273 2*1 

Fiche 50-272.03/11/09,0311200516 


—0311200525 IE Insp Repts 50-272/03-15 6 50-311/63-12 on O3O920-1&O4 
Nencomp 1 lance noted failure to specify appropriate retfit 
following valve malnt on 630630 

NORRHOLM, L J . JACOBS, R H . SUMtiERB, R J Region i. Office ef 
Director 03/il/Oa 30pp 21306 274 24X Fiche 50-372, 63/1 l/W 

8311280516 


Notification of Significant Licensee Meeting 03-99 on 
w Hancocks drtdge.NJ to discuss 6ALP mgt 

NORRHOLM, L J Region 1, Office of Director 03/11/10 R*fltoft L 
= Director ip 21230 352 24X Fiche 50-272. 03/ I J/IO, 

8311100364 
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e3U0lCH>l5 IE Info Notice 83-77. "Air/Gas Entrainment Events Resulting 
irv 5y» Failures " Bvc list tncl 

jWDAM.E L Division af 6meraenci/ Rreparedness & Engineering 
neieonie iPoit B30l03> 03/11/14 Consolidated Edison Co of Noi.^ 

y^rl* Int ll4pp Fiche 50-000/03/11/14.8311010015 


B311DL001G IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safet-g ” Svc list end 

jOflDAW.E L Division of Emergency Preparedness «< Engineering 
fliiponie CPost B30IO3) 03/11/17 Consolidated Edison Co of Nb»,j 

Urti Ini ll7pp S1A03 001 24X Fiche 50-000. B3/1 1 / 17. 031 iOlOOlkf 


8311260527 Part 21 rept responding to IE Bulletin 83-06, "Nonconforming 
Hklit Supplied by Tube-Line Corp " List of matls 6 sys in 
Hli-ich InttalLad and 

LltEH.E A Public Service Electric Gas Co of New xieroey 
63/11/17 MUR lev. T fleglmi 1, Office of Director 6pp 21284 067 

2At rich* 50-273.03/11/17.8311280527 


f Piriedic operatlns reports t< related correspondence 


S3111700T5 "Semiannual Radioactive Effluent Release Rep t» Jan-June 
1903 * M/B3L104 Itr 

LIDEW.E a Public Service Electric & Oas Co of New JarBoy 
REUfl-H 83/10/31 MURLEYrT Region 1. Office of Director 49pp 
21216 016 34x Fiche 30-272.83/10/31.8311170073 


83 MSfi 0222 Hianthly operating rept for Oct 1903 U/B3i 1 tO Itr 
AlLLEfl.L K « ZiJPKO. J H Public Service Electric 6 Oas Co of New 
Jtrsiy 83/ll/tO Diractor's afflce. Office of Inspection and 
erfortinert 12pp 21281 063 24X Fiche 30-311.03/11/10. 

81111200222 


S Rtforiablv accurrencei. LERs V related correspondence 


6311180198 LER a3-OS2/02L-0 on 930920 6 lOOS. 130-Pt elevation 
ecntiina-ert air lock failed to meet requirements for routine 
iVTveillarc* tei-tlng of air lock door seals Possibly cauBed 
Iv japreper test methods Training upgraded N/8310S4 Itr 
FRAHi.R I ZUPKO.J M Public Service Electric 6 Oas Co of New 
vliTiiy 83/10/24 HURLEY, T E Region 1. Office of Director Spp 
21229 354 24X Fiche 30-311.93/10/24.9311180198 


6311190271 LER Q3-051/03L-0 on 930929. pressure demand signal dropped, 
ciuilng presiuriier spray valves to open (. RCS pressure to 
irof Ceusetf by difference between two channel signal 
Isoletcr outputs to pressurlier controller N/Q31024 Itr 
IUPK.0, J M . FRAHI. R Public Service Electric Oas Co of New 
Jsrsey 03/10/24 hURLEY.T E Region 1. Office of Director 4pp 
21327 211 24X Fiche 90-311.93/10/24.8311190271 


13111&C172 LER_ 93-053 /99X-0 an 830912.ji<h) I o increasing RCS pressure 
to Z.OOO psig.both pressurtier spray valves opened t RCS 
piisuri started to decrease Probably caused by pressure 
iCTitral nanual-'auto loading station U/831031 Itr 
FRAMI.R . ZUPKO, J n PubUc service Electric U Oas Co of New 
Jirssy 03/10/31 HURLEY. T E Region 1. Office of Director 3pp 
21326 076 24X Fiche 50-311.93/10/31.9311190172 


8311100250 LGR B3-054/03L-0 on 931001. during routine surveillance, 
icntrcl rod position Indicator 1D4 indicated slightly 
iraat'ir than nas value al lacupd by Tech Specs Caused by 
irlftlng of channel calibr Indicator recallbr U/031031 Itr 

. lUPKO. J M Public Service Electric 8. Oas Co of New 
Jiniy 03/10/31 HURLEY.T E Region 1. Office of Director 4pp 
21228 327 24x Fiche 90-311.93/10/31,8311190290 


6311180040 LER B3-056/03L-0 an 931005, op erator noticed trip indication 
for autlliiary feedwater pump 23 Illuminated Caused by valve 
litcMng operation not properly performed Valve position 
indication sys devised 47/831103 Itr 

FRAHn.R . ZUPKOi J M Public Service Electric 8. Oas Co of New 
dirsey 83/11/03 HURLEY.T E Region 1. Office of Diroctor 4pp 
21228 358 24X FUhe 50-311,93/11/03.8311100040 


6111180203 LER H3-059/03L-0 on 831004, during rautino power operation, 
iteis gsnarator pressure channel II instrument 21 indicated 
Mcitslvely different than redundant channels Cause unknown 
Hlnar calibr performed. W/a31 103 Itr 

FBAHrt.R ( ZUPKQ, J M Public Service Electric Oas Co of New 
Jersey 83/11/03 HURLEY.T E Region 1. Office of Director 4pp 
21226 164 24/ Fiche 90-311.83/ 1 1/03,83111 00203 


WILO0O947 Notification of aignlficant Licensee Meeting 83-95 on 
W181B at site to discuss ATWS event corrective action 
pragTaMi 

KISTERiH e Region I. Office of Director 03/11/04 Region 1. 
OflKi of Director tp 2S094 359 24X Fiche 50-272.93/11/04. 

831 10&0547 


8311190336 LCR 03-O97/O3L-O on ©31006. dur ing performance of run to 
prove operability of auxiliary feedwater pump 23, noise heard 
4( turbine tripped Pomp declared inoperable Caused by closed 
turbine steam supply line valves failure W/83L104 1 fcr 
RUPP. J . ZUPKO. J M Public Service Electric 8< Gas Co of New Jersey 
83/11/04 HURLEY.T E Region 1. Office of Director 9p p 
21227 152 24X Fiche 50-31 1 . 83/ 1 1 / 04, 03mOO336 


8311100298 Requests amend to Commission 030906 confirmatory order to 
incorporate encl revised schedules documenting time 
extension necessary to complete development of managed maint 
program for safety-related sys 

LIOEN.E A Public Service Electric 8, Gas Co of New Jersey 
Q3/li/l4 CISENHUT.DG Division of Licensing 9pp 21227 249 
24X Fiche 50-272,93/11/14.9311 100200 


DOCKET 90-312 RANCHO SFCO NUCLEAR GENCRATINO STATION 


F Security, medical, emergency L fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees U applicants of nuclear 
power reactors re NRC positions on certain retiuirements of 
App R to locrnao Bvc list end 

EI6ENHUT, D O Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

Fiche 50-000, B3/i0/ 19- 9310200362 


931 1030090 Responds to 030919 request for addl Info tt Generic Ltr 91-12 
re alternate shutdown capability fo-r computer 8< control room 
schedules due to denial of request for exemption from 
requirements of 10CFR50, App R Response by 931130 
LATHAM.W K Sacramento Municipal Utility District ©3/10/31 
STOLZiJ F Operating Reactors Dranch 4 2pp 21029 249 24X 

Fiche 90-312.83/10/31,0311030090 


8311140159 Notifies that IAEA representatives propose to visit 
facility on 031114 V 15 to closeout IAEA activities b to 
retrieve equipment 

STOLZ.J F Operating Reactors Dranch 4 03/11/02 RODRIGUEZ. R J 

Sacramento Municipal Utility District 2 pp SU63 2©i 24X 

Fiche 90-312, 03/1 i/02. 0311140159 


831 1290109 Forward! IE Insp Rept 90-313/83-29 on 030929-1027 No 
noncomp 1 ianc e noted 

NORDERHAUO. L R Region 9, Office of Director 93/11/04 
RODRIQUEZ. R Sacramento Municipal Utility District 2pp 
21868 306 24X Fiche 50-312,83/11/04,931120018? 


—8311280177 TE Insp Rept 50-312/93-29 on 830928-1027 No non c omp 1 lane* 
noted Major areas inspected corrective actions for 
significant def ic ienc i es, per 030615 enforcement ltr b 
emergency response to 030917 steam generator tube leak 
FISH, R F . SCHUSTER, M D Region 9, Office of Director 03/11/04 
0pp 21208 308 24X Fiche 90-312*. 83/1 1/04, 83U 290 1 09 


P Operating license stage documents 6. correspondence 


8311220391 "Hydraulic 6 Mechanical Snubber Burveillanco for Trojan L 
Rancho Beco Facilities,*' program l« financial rept for Sept 
1903 

WHITE, R L , CUMMINGS, 0 E Lawrence Livermore Lahoratorg FIN 
0-0562 93/10/17 PADDVAN, M L Region 9, Office of Director 5pp 

21261 099 24X Fiche 50-000,93/10/17.9311220301 


9311100039 Forwards safety evaluation reviewing util just If i cation foi 
lower safety factor for low tamp overpressure protection 
Util proposal unacceptable Written commitment to lower PORV 
setpoint (ref lOCFRSO.App 0} due In 30 days 

OTOLZ.J F Operating Reactors Branch 4 03/10/21 RODRIGUEZ, R J 

Bacramento Municipal Utility District app 21149 322 24X 

Fiche- 90-312. 03/10/21. 931 1 100039 


— 9311100044 Safety evaluation revieiuing util justification for lower 
safety factor for low temp overpressure protaction Proposal 
unacceptab 1 e 

a NRC - No Detailed Affiliation Given 03/10/21 Ip 21149 329 
24X Fiche 50-312.93/10/21,8311100039 


931 1020233 Porwarde SER of licensee coirpllance ur/NUREQ-06 12. "Control 
of Heavy Loads " Phase 1 acceptable 

BTOLZ.J F Operating Reactors Dranch 4 03/10/29 RODRIGUEZ, R J 

Bacramento Municipal Utility District 4pp 21024 090 24X 

Ficho 90-312.03/10/25,0311020233 


— 8310170024 Rev i to "Control of Heavy Loads, Rancho 9eco Nuclear 
Generator Station," technical evaluation rept 

VOSDURV.F W , DDMDCRGER.C R Franklin Inst 1 tute/Frank 1 1 n Research 
Center NRC-03-a 1-130 TER-C95O6-3a0 ROl 03/09/21 8 INCH. A 

NRC - No Detailed Affiliation Oiven 39pp 21024 092 24X 

FUhe 90-312.03/10/25.8311020233 


136 


DOCKETED ITEMS 


6311D30D23 that concern re concordance w/Snp Section 6 4j 

Rev I & Drancfi Technical Positiori C9D C-4,Rev I resolved 
Revieu of Oenerlc Item B-2-4 "^Conta 1 n/nent Isolation 
Oependah i I i tiji " complete 

STOLZiJ F Operating Reactors Dranch 4 83/10/23 RODRIOUEZ>R J 

Sacramento Municipal Utilitv District 3pp 21049^ 319 24X 

Flcho 30-312, 83/10/25. aaU03D0a3 


6311070493 Forwards "Reactor Containment DLdg Integrated Leakage Rata 
Test#" final rept for Jul 1983 

LATKAH^U K Sacramento Municipal UtlUtg District 33/10/23 
Office of Wuclear Reactor Regulation^ Director Ip 2lOib4 149 34\ 

Flche 30-312,03/10/23.8311070493 


—8311070496 "Reactor Containment Bldg Integrated Leakage Rate Test*** 
final rept 

♦ Bechtel Corf 93/07/31 37pp 21064 144 R4X 
Fiche 50-312,83/10/29*0311070493 


R311C9D422 Forwards safetij nvaluatian finding that NURED-0737. Item 
II K 3 2 satisfied w/e x Is ting PDRV safety vatve tk reactor 
high pressure trip setpoints Automatic POPV isolation sgs 
(Item II K 3 1) not required 

ST8LZ.J F Operating Reactors Pranch 4 B3/10/2& RODRIQUEZ. R J 

Bacramento Municipal Util ity District 3pp 21144092 24X 

Flche 30-312. 83/10/26* B31 1Q90422 


0311100078 Forwards ’’Definition of 'Operable. ' Rancho SecQ Nuclear 
Oenarating Stat ion. Unit I.” technical evaluation rept Rept 
found util 80D420 response to 800410 generic Itr deficient 
Proposed license amend, re vis ing Tech Specs, due In 60 days 
STOLZ.J F Operating Reactors Branch A 03/10/26 RODRIQUEZ. R J 
Bacramento Municipal Utility District 3pp 21149333 24X 

Fithe 30-312.93/10/26,9311100070 


-**8311100092 ''Deflnttlon of 'Operable*.' Rancho Seco Nuclear Oenerating 
8tatlon*Unit i*'* technical evaluation rept 

FARMER. F 0 . STOFFEL. J U ECI«0. Inc FIN A-6429 eQO-EA-6362 

83/03/31 miner. S Division of Licensing Spp 21149 335 24X 

FI Che 50-312,83/10/26.0311100078 


0310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for DL re NUREG-096S* "'NRC Inventory 
of Dams " Forwards NUREQ-096S *'NRC Inventory of Dams’* for 
info only U/o end Sve list end 

EISENKUr*D 0 Division of Licensing 83/10/31 Consolidated 
Edison Co of New york. Inc i4pp 21104 019 24X 

Flche 30-000.63/10/31.6310310403 


0311070390 Responds to NRC 830914 ltr requesting info on tuo Items re 
Generic Item 6-24* “Containment Isolation Dependability '=* 

Proposed test requirements for four 66-inch containment 
ieolation valves will be forwarded by 631216 

LATHAM, U K Sacramento Municipal District 83/10/31 

9TQLZ. J F Dperating Reactors Branch A ip 21063 093 24X 

Fiche 30-312.83/10/31.9311070390 


8311050430 Provides addl info per 10CFR50 49, ■* Id entlf Icat Ion U 
Schedule of Environ Quail ficat ioti of Electrical Equipment 
Important to Safetg*' & ut 1 1 030520 ltr Exemption request for 
providing equipment list restated 

LATHAM, M K Sacramento Municipal Utility District 83/10/31 
STOLZ.J F Dperating Reactors Branch 4 Bpp 21078 096 24X 

Flche 90-312.83/10/31*8311080430 


6311010162 Generic Ltr 83-37 to all PUR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guidance in MUR£0-0737 Response required within 90 days 
of racejpt of ltr &vc list end 

EISENHUT*D Q Division of Licensing 63/11/01 Consolidated 
Edison Co of New York* Inc 22pp 21149 098 24X 

Flche 90-000*83/11/01*8311010102 


6311020051 Generic Ltr 03-39 to all licensees of operating reactors* 
applicants for pLs 6 holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy r eqglr sm-ants Sve list end 
EI5ENHUT. D 0 pivlsion of Licensing B3/11/02 Consolidated 
Edison Co of New York* Inc l6pp 21184 001 24X 

Flche 90-000. 03/11/02* 831 1020051 


831L180256 Forwards response to Generic Ltr 63-20 re required actions 
based on implications of Salem ATWS events Edstlng mgt 
controls & procedures provide high reliability for reactor 
trip sys &> other safety-related sys Bid request end 
RODRIGUEZ, R J Sacramento Municipal Utility District B3/11/04 
EISEKHUT.D G Division of Licensing 264pp 21226 214 24X 

Flche 50-312*03/11/04*8311180296 


-•*6311160260 Rev 9 to Procedure D 2* ''Reactar/Turblne Trip-” 

* eacramento Municipal Utility District 83/07/15 21pp 
21226 314 24X Fiche 50-312. 03/1 1 /04* S3f 1 100256 


--B311180264 Rev |8 bo Procedure AP 1* "Responsibilities tc AurtherLllta " 
« Sacramento Municipal Utility District 83/06/28 25pp 
21226 335 24X Fiche 30-312*03/11/04,0311100256 


— 0311180267 Rev 9 to Procedure AP 28, "Post-Trip Transient Rept ■ 
» Sacramento Municipal Utility District 83/03/03 I7pp 
21226 360 24X Fiche 50-312,03/11/04*8311100396 


-"8311180270 Rev 24 to Procedure AP 3* "Work Request ” 

a Bacramento Municipal Utility District 03/08/02 2Bpp 
21227 016 24 X Fiche 50-312*03/11/04,0311180256 


— 8311160272 Rev 9 to QA Procedure 2* "Design Review " 

MATTfMOE*J J Sacramento Municipal Utility District 6S/07/22 
9pp 21227 044 24X Flche 50-312. 83/ 1 I /04, 931 1 100296 


— B3U10O279 Rev i? to QC Instruction 2, "6MJD Nuclear Operations 04 
Audit Program “ 

MATTIMOe. J J Bacramento Municipal Utility District 83/02^23 
22pp 21227 053 24X Fiche 50-3 1 8* 83/ 1 1 /04, 831 1 100296 


B31 1160086 Appeals NRC position that info submitted on 030926 re 
protection of auxiliary feedwater sys from Internally 
generated missiles unacceptable Requirements of TMI action 
plan* NUREG-0737. Items II E 1 1 & 2 completed 

RODRIOUEZ*R J Sacramento Municipal Utility District 83/11/47 
BTOLZ, J F Operating Reactors Branch 4 2pp 2H96 296 841 

Fiche 50-312,03/11/07*0311160006 


0311S10319 Notifies that util performing analysis to qualify spinl ful 
pool return line to seismic Category I w/poss ib i 1 ity of 
upgrading return line Response spectrunv method of analysis 
will be utlUied 

MATTIMOE. J J Bacramento Municipal Utility District 03/li/]0 
STOLZ.J F Operating Reactors Dranch 4 3pp 21234 320 24X 

Fiche 90-312*03/11/10.0311210319 


8311290233 Advises that response providing justification for rot 
considering low temp overpressure event as anticipated 
operational occurrence wilt be submitted by 040201 
RODRIQUEZ, R J Sacramento Municipal Utility District 53/11/32 
BTOLZ. J F Operating Reactors Dranch 4 Ip 21309 269 24X 

Fiche 50-312*83/11/22.0311290233 


Q Inspsctlan reports* IE Bulletin* & correspondence 


8308300797 IE Info Notice 83-69* "Improperlg Installed Fira Daapiri 
at Nuclear Power Plants " Sve lift end 

JORDAN* C L Division of Emergency Preparedness i' Engineering 
Response (Post 8301031 03/10/21 Consolidated Edison Co cf Nj. 

Yoric. Inc 137pp 21114 391 24X Flche 50-000* 83/10/21 * 830e3»T?’ 


8308310030 IE Info Notice 63-70* "Vibration Induced Valve FaUurei * 
Bve list end 

JOROANtE L Division of Emergency Preparedness t Englnciring 
Response (Post 8301031 83/10/25 Consolidated Edison Co cl KIj 

York* Inc 117pp 21057 219 24X Flche 30-000* 03/10/29. 83003 1 


8308300799 IE Bulletin 83-07* Suppl 1* "Apparently Fraudulent Productl 
Sold By Ray Miller. Inc '* Sve list end 

OEVOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of Neu Yorl, Ire 

I79pp 21070 170 24X Flche 50-000*03/10/26.8306300799 


83(76310034 IE Info Notice 83-71. "Defect in Load-Dear ing Ucldi on 
Lifting Devices for Vessel Head b Internals " 5vc list anc I 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/27 Cansolldated Edison Co of hir 

York* Inc ll9pp 21057 397 24X Fiche 30-000, 83/10/27* B3W33|403< 


8308310048 re Info Notice B3-72. "Environ Qualification Testing 
Experience " 8vc list end 

JORDAN* E L Division of Emergency Preparedness l< Englntirlng 
Response (Post 630103) 83/10/26 Consolidated Edison Co ct hn 

York, Inc i31pp 21155 024 24X Fiche 50-000, 83/10/20, 830631 


630B310057 IE Info Notice 63-73, "Radiation Exposure From Gloves 
Contaminated w/U Daughter Products " 8vc list end 
PARTLON* J 0 Division of QA* Safeguards I* Inspection Programs (PdiI 
830103} 63/10/31 Consolidated Edison Co of New Yod. Inc 

ll6pp, 21194 240 24X Flche 50-000,63/10/31,6300310057 


8311030015 Responds to request for addl info on masonry wall design 
(IE Bulletin BO-tl) Condensate storage tank can withstand 
impact loads from collapse of masonry walls due to wind 
ntlssila Impact 

LATHAM* W K Sacramento Municipal Utility District 83/10/31 
STOLZ.J F Operating Reactors Dranch 4 Ip 21026 332 24X 

Fiche 50-312,03/10/31,0311030015 



B3U070475 Forwards notlte of tignificant licensee meeting on 831103 uc 
ilti to discuss violation* of regulatory req,uir ements, 
mforcement pallclts i procedures t< other operation 
ctncern* 

FAULHEUaERfiV. 9 Region 5< Office of Director 83/10/31 
RQDRIOUEZpR J Sacramento Municipal Utility District Ip 
21067 345 ?4X Fiche 30-31 8. 03/ 10/31 » 031 1070475 


— 33110704B1 Not if i cation of significant licensee meeting on 631103 
at site to discuss violations of regulatory requirements* 
enfartenert policies t procedures & other operation 
concerns 

• Region 9* Office of Director 83/10/31 Region 9* Office ot 

Oirtciop Ip 210A7 346 a4X Flche 90-312.83/10/31,8311070475 


B3I1ZZ043B Responds to IE Oulletin 83-06, "Manconforming Metis Supplied 
by 7ibe-l_inf Corp " Data re chemical h physical testing 
SEpindituref performed by Anamet Labs available upon 
rcquiit 

RDDfllCUEZ, B U Sacramento Municipal Utility District 03/10/31 
KAflTlH, J B Region S, Office of Director <7pp 21399 336 34X 

flcM 30-313*83/10/31.6311220430 


8MB310076 IE Cnfo Notice 83-76* "Reactor Trip Orealjcr Malfunctions 
CUndervDltage Trip Devices on GE Type AK-2-3g Qreakers) " 

Sve lilt itjcL 

jJWDANrE L Division of Emergency Preparedness & Engineering 
Reijonif fPost 030103) 03/11/02 Consolidated Edison Co, of New 

Verl. Ire llSpp 21514 034 24X Fiche 90-000. 83/ 1 1/02. 6308310076 


0311010019 IE Info Notice 83-77, "Air/Gas Entrainment Events Resultlrij. 
in 8ys Failures " Sve list encl 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Co of 

York, Inc ll4pp 24X Fiche 30-000*83/11/14,8311010013 


8311010018 IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety " 8vc list end 

JORDAN. E L Division of emergency Preparedness ■?< Engineering 
Response (Post 630103) 63/11/17 Consolidated Edison Co of Ne'j 

York, Inc ll7pp 31603 001 24X FUhe 90-000,83/1 1/17,0311010010 


8311220434 Forwards SALP data package to be used in preporing 
performance analyses for Oct 1462 - Nov 1963 

BISHOP* T U Division of R esi d ent, Reactor Project & Engineering 
Programs 03/11/17 OENTDN, H R Office of Nuclear Reactor 
Regulation, Director 0AVI8,>/ Offife of Nuclear Material Safety / 
Safeguards, Director DEYOUNO, R Director 's Office, Office of 
Inspection and Enforcement 16pp 21259 254 24X 

Fiche 50-312.83/11/17,8311220434 


R Periodic operating reports 8* related correspondence 


8311070495 Forward* "Reactor Containment Dldg Integrated Leakage Rata 
Test, " final rept for Jul 1983 

LATHAM* Ini K Sacramento Municipal Utility District 83/10/29 
Office of Nuclear Reactor Regulation, Director tp 21064 14S 2*U 

Flche 50-312.83/10/25,8311070499 


6300310075 IE tnfb Notice 03-75, "Improper Control Rod Manipulation " 
Sve list enc 1 

JMCANi E L Division of Emergency Preparedness it Engineering 
Rifporse (Post B30103) 03/11/03 Consolidated Edison Co of New 

Ycrl, Sre IMpp 21913 293 SAX Flche 50-000.83/11/03,8308310073 


W11080335 Discusses results af Mar 1983 thermal shield bolt Insp, 
conducted as rituit of Oconee Unit I Jul 1901 bolt failure 
Riplacenent bolt matl Is SA-493 OR 660 Condition A Bolt 
ilitlgr changed t torque values lowered 

RDDA1QUEZ,R J ffacramento Municipal Utility District 03/11/03 
STOLZ.J F Operating Reactors Branch 4 Ip 21078 327 24X 

Flrhf 80-312,63/11/03,0311080339 


B:il2e<}L09 FoTuardi IE Insp Rapt 30-312/63-29 on 830928-1027 No 
nbneoap Liance noted 

NOftSEHHAUG.L R Region 9, Office of Director 83/11/04 
ROWlBUEZiR Sacramento Municipal Utility District 2pp 
21208 306 24X Fiche 90-312.03/11/04,0311280189 


—0311280197 IE Insp Rept 90-312/83-29 on 830928-1027 No noncomp I lancr 
neted Ma)«r areas Inspected corrective actions for 
lignlflcart daf I c i encla s. per 830619 enforcement itr t. 

(nirgrncv response to 830917 steam generator tube leak 

FISH* R F . SCHUSTER. M D Region 5, Office of Director 03/11/04 

99P 212DB 308 24X FiChe 50-312, 03/1 1 /04. 831 1280189 


S3l1tB0267 Forwards IE Inap Rept 90-312/03-27 on 830922 No 
renconpl lance neted 

HiBSLAWSKI.F Region Si Office of Director 83/11/00 
ROIhflOUEZ, R J Sacramento Municipal Utility District 2pp 
21280 02* 24X Fiche 90-312,03/11/08,0311280269 


‘63)1290273 [£ Insp Rept 5O-3i2/03“27 on 830922 No noncamp 1 lance noted 
Hijor areas inspected review of results obtained on spiked 
laaple provldad by Radiological & Environ Sciences Lab 
HAMADA.G H , H£NSLAWBKI,F Region 5. Office of Director 
B3/11/0B 3pp 21280 028 24X Fiche 90-312.83/11/00,8311260269 


9311190439 Imformt that because 790710 inservice insp relief request 
Ihvolvti single safety issue, Class ill fee appropriate 
Refund dasignatad for 020702 request for exemption will be 
applied to 74071B request 

MJILER* H 0 License Fee Management Branch 03/11/09 
MlWlOiJEZ, R J Sacramento Municipal Utility District 2p p 
21183 277 24X Fiche 50-312,03/11/09,0311150429 


63L116003? Conflrns 031104 telcon re 031121 enforcement conference 
e/iitll at site 

FAULKENSERRY, B Region 5, Office of Director 83/11/09 
BaWICUET.R J Sacramento Municipal Utility District 2pp, 

21199 014 PAX Fiche 50-312,83/11/09,8311160039 


--9311160040 Notification of significant licensee meeting on 831121 at 
site to discuss Sept 1983 violations of regulatory 
raqulremsrts, NRC enforcement policies 8, procedures 
concerns re facility operations 

* Region 9. Office of Director 03/11/09 Region 5, Office of 
DtTictor Ip 2)195 019 24X Fiche 30-312, 83/ H/09. 83 1 1 160039 


8311220247 Monthly operating rept for Oct 1403 W/831107 Itr 

COLOMBO, R , MATTIMOE* J J Sacramento Municipal Utility District 
03/10/31 Director's Office, Office of Inspection and Enforcement 
7pp 21254 076 a4X Fiche 90-312,03/10/31,831122024 7 


a Reportable occurrences, LERs 1* related correspondence 


8311070514 RO 93-09 on 830625, th erma 1 hanger shields in design drawings 
discovered omitted from 49 seismic Class I pipe supports 
Caused by lack of design detail failure to communicate 
Modified shields being Installed 

RODRIGUEZ, R J Sacramento Municipal Utility District 83/10/20 
MARTIN, J D Region 9. Office of Dirortor 2pp 21064 207 24X 

Flche 50-312.83/10/20,8311070514 


0311220296 LER 83-037/03L-0 on 831008* motor operator for decay heat 
train A emergency sump valve HV-26100 torquod out 6 would 
not open valve Valve operated acceptably after being 
manually stroked Investigation initiated N/BSllDS Itr 
COLOMBO* R W . MATTIHQE.J J Sacramento Municipal Utility District 
03/U/OB MARTIN, J q Region 5, Office of Director 3pp 
21294 014 24X Flche 50-312*83/11/00,0311220296 


DOCKET 90-313 ARKANSAS NUCLEAR ONE, UNIT I 


F Security* medical, emergency & fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees U applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to lOCFRSO Sve list encl 

EISENHUT.DO Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, Inc 21pp 21114 329 24X 

Flche 50-000.83/10/19,9310200362 


6311020502 Responds to 830319 ltr re changes to physical security & 
security force training qua 1 If icat ion plans Changes 
consistent w/provlsions of lOCFRSO 54fp) & effectiveness of 
plans not decreased 

STOLZiJ F Operating Reactors Branch 4 MILLER, J R Operating 
Reactors Branch 3 83/10/20 GRIFFIN, J M Arkansas Power & Light 

Co 3pp 21048 211 24X Fiche 50-313,03/10/20,8311020502 


83U290142 Forwards IE Insp Repts 50-313/03-25 t, 50-360/03-25 on 
630901-30 & notice of violation 

GAOLIARDO, J E Region 4. Office of Director 83/10/24 
GRIFFIN, J M Arkansas Power U Light Co 2pp 21304 030 24X 

Fiche 50-313,83/10/24,0311290142 


— B31129D149 Notice of violation from Insp on 830901-30 

e Region 4, Office of Director 83/10/24 4pp 21304 032 24X 

Fiche 50-313,83/10/24,0311290142 


— 8311290158 IE Insp Repts 50-313/03-25 «< S0-36Q/83-25 o-n 030901-30 
None amp 1 iance noted non-Q matl stored w/0 mat! , equl pment 
operability not documented in station log. fire doors not 
operable Zt failure of fire watch to have fire extinguisher 
CALLAN. L J , CUMMINS. J E . JOHNSON, N D Region 4. Office of 

Director 83/10/21 I4pp 21304 036 24X Flche 50-313,83/10/24* 

8311290142 


I 

I 

I 


I 
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DOCKETED ITEMS 


Q3!. 1020319 Releases public 
d 1 roc torij 

FELTON. vl rt Division of 
Management Branch Ip 
0311020319 


version of changes to emergency telaphone 

Rules and Records Q3/10/26 Document 
31023 353 24X Fiche 30-313,83/10/26. 


'**'3311020321 Public version of changes to emergency telephone direeboru 
W/a30625 Itr 

EVAN9. K Arkansas Pouer !» Light Co B3/0B/23 NRC - No 
Detailed Affiliation Given 2pp 21023 334 24X 

Fiche 30-313,03/10/26,8311020319 


6311150083 Forujqrdt IE Insp fiepts 50-313/83-19 4 50-368/03-19 on 
□30718-22 4 notlca of ulaiatlon 

OAGLIARDD. J E Region 4, Office of Director 83/10/27 

GRIFFIN. M Arkansas Pouer 4 Light Co 2pp 21174 346 a4X 

Fitho 30-313,83/10/27.8311150083 


B31 1130089 Notice of violation from insp on fl307lB-22 

«• Region 4. Office of Director 03/10/27 2pp 21174 349 24X 

Fkche SO-313, 83/10/27, B3 11 1500B3 


—0311130098 IE Insp Rept 50-313/03-19 4 50-360/83-19 on 830710-22 
Moncomp 1 iance noted meteorological instrumentation 
survellUnte records from 810716-820719 4 independent 
emergency preparedness program revleu unavailable 
HACKNEY, C A , MONTGOMERV, J L Region 4. Office of Director 
HERRINGTDN, a Oattelle Memorial Institute, Pacific Northwest 
Laboratory 83/10/18 I3pp 21174 330 24X 

Fiche 50-313, 63/10/27. 9311130083 


8310310403 Ooneric Ltr 83-30 to all licensees of operating pouer 
reactors 4 applicants for OL re NURCO-0969, "NRC Inventory 
of Dams " Forwards NUREO-0965 "NRC Inventory of Dami" for 
info only W/o end 8vc list oncl 

EI8ENHUT.D0 Division of Licensing 83/10/31 ConSDildatif 
Edison Co of New York, Inc I4pp 211D4 013 S4X 
Fiche 30-000.83/10/31.8310310403 


8311070301 Confirms present oloctricsl distribution syi c onf Igurell*, 
per 830909 d Iscusslon. in rosponsn to NRC 831012 ltr Feeder * 
breakers from startup transformer 2 are in pull to loc%* 
allowing automatic ti ansf er to one unit only 

MARSHALL. J R Arkansas Powor 4 Light Co 03/10/31 BT0L7. J F 
Operating Reactors Branch 4 ip 21064 196 24x 

Fiche 30-313.83/10/31.8311070301 


8311080389 Submits addl info on Critorla 2,10 4 11 of HLIREO-0737, 
Item II D 3r "Post-Accident aampling ays," in response to 
NRC 830714 request W/one oversite drawing Aperture card It 
available in PDR 

MARSHALL. J R Arkansas Power 4 Light Co G3/10/31 8T0LZ, JF 
Operating Reactors Branch A MILLER, J R Operating ReactoTS Bri^ik 

3 Dpp 21078 340 24X FJ che 30-313, 83/10/31, 0311003389 


8311010102 Generic Ltr 03-37 to all PWR licensees re NUREO-0737 TKk 
Specs Requesif review of Tech Specs to determine conilitencu 
w/guidance in NUREO-0737 Response required within 90 days 
of receipt of ltr Qvt list end 

EISENHUT.D 0 Division of Licensing 83/ll/Oi ContoUdakii 
Edison Co of New York, Inc 22pp 21149 090 24x 

Fiche 50-000,03/11/01.8311010182 


8311000074 Releasas public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 83/11/02 Document 
Management Branch Ip 31094 291 24X Fiche 30-313,03/11/02, 

8311000074 


--0311030070 Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure 1903 10, "Emergency Action Level 
Response" & Rev 3 to 1903 61, '^Communications Equipment 
Tests ’• 

» Arkansas Power 4 Light Co 83/03/27 NRC - No Detailed 
Affiliation Given ip 21094 292 24X Fiche 30-313,03/11/02, 

B31 1000074 


'8311000002 Public version of Rav 9 to Emergency Plan Implementing 
Procedure 1903 10-, "Emergency Action Level Response" 4 
Rev 3 to 1903 61, "Communications Equipment Tests " 

LEVINE, vl M Arkansas Power 4 Light Co 83/05/27 22pp 
21094 293 24X Fiche 50-313,83/1 1/02, 031 1080074 


0311210097 Releases public version of amend td emergency plan 

FELTON, J Ml Division of Rules and Records 03/11/10 Document 
Management Branch Ip 21240 339 24X Fiche 30-313, 83/1 1/lD. 

031121QQ97 


0311210101 Forwards public version of Amend 8 to emergence plan W/o 
end 

MARSHALL, V R Arkansas Power 4 Light Co B3/09/22 COLLINS, J T 
Region 4, Office of Director ip 21240 361 24X 

Fiche 50-313,63/11/10,8311210097 


G31 1020031 Generic Ltr £13-33 to all iicensoei of operating reactpitt 
applicants for OLs 4 holders of CPi re clarification of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bve list end 
EIBENHUT, 0 0 Division of Licensing 03/11/02 Consol kditid 
Edison Co of New York, Inc I6pp 21104 001 24X 

Fiche 30-000,03/11/02,0311020031 


8311210120 Forwards recommended Tech Specs for guidance in devileplN 
proposed Tech Specs re low temp overpreeiure protection 
mitigation sys Safety evaluation end 

BTDLZ, JF Operating Reactors Branch 4 83/11/04 GRIFFIN. JR 

Arkansas Power 4 Light Co 6pp 21241 239 24X 

Fiche 30-313,03/11/04,031 1210120 


0311 130374 Forwards response to Generic Ltr B3-2D, "Oinarle 
Implications of Salom ATWS Events " Response refi 4 adopts 
114M Owners Group response to Generic Ltr 03-20 W/tuo 
overslifl diagrams Aperture cards are available in FDR 
MARSHALL, J R Arkansas Powor 4 Light Co 03/11/03 E1GENHV7.G0 

Division of Licensing 200pp 21 104 064 24X Fiche 30-313, 

03/11/05,0311130374 


0311160366 Forwards request for addl info re leak testing of tealti 
radioactive sources to continue review of 030914 amend 
application Response requested within 60 days of itr 
receipt 

MILLER, JR Operating Reactors Branch 3 03/11/08 0FIFFJN,J11 

Arkansas Power 4 Light Co app 21201 311 24X 

Fiche 50-313,03/11/00,0311160366 


0311290235 Forwards "Control Room Design Review Program Plan," in 
response to NUREO-0737, Suppl 1 

MARSHALL. J R Arkansas Power 4 Light Co 03/11/23 EIBENHUT, D G 
Licensing Ip 21304 249 24X Fiche 50-313,03/11/25. 


'0311270237 "Control Room Design Review Progrem Plan 
e Arkansas Power 4 Light Co 83/11/23 59pp 
Fiche 30-313, 03/1 1/25, 031 1290235 


21304 250 


24 X 


K Utility Final Safety Analysis Report (F6AR) 4 amends 


-J V. ur rn notice Of consideration of 

issuance of amend to Licenses DFR-5i 4 NPF-6 4 proposed NBHC 

determination 4 opportunity for hearing re radwaite gas sgi 

N8HC determination available in Central Files 

BTOLZ,J r Operating Reactors Branch 4 83/11/00 KILLER, JR 

Operating Reactors Branch 3 5pp 21198 260 24X 

Fiche 50-313,03/11/00.0311160423 


Forwards affirmation statement Inadvertently omitted free 
MAnm , ’’**^“”** Generic Ltr 03-20 re Balem ATWB evsnti, 
MARBHALL, J R Arkansas Power 4 Light Co 03/11/10 ElBENHUTiDg 
Licensing 2pp 21108 330 24X Fiche 50-313,93/11/10 

031116OO1S 


tabs for insertion in updated F8AR 
MARSHALL, J R Arkansas Power 4 Light Co B3/11/14 Office 
Nuclear Reactor Regulation. Director 3pp 21254 000 S4X 
Fiche 50-313,03/11/14,6311220293 


P ^Operating license stage documents 4 correspondence 


0311290200 Discusses open items Identified in 031006 BER re NVR£q-G73h 
Item II E I I r» emergency feedwater pump Clar 1 f Icetlon of 
parallel suction valves requested 
MARSHALL, J R Arkansas Power 4 Light Co 83/11/17 8T0LZ,JF 
Operating Reactors Branch 4 2pp 21302 130 24X 

Fiche 50-313,83/11/17,831 1290200 


0311290213 In forme util of reorgani ration in Region IV Until position 
r Projects Branch 2 filled, all communications 

should be directed to JE Oagtlardo 

COLLINS, JT Region 4, Office of Director 03/10/07 ORIFFIM, JM 
Arkansas Power 4 Light Co Ip 21306 023 24X nirrm. u n 

Fiche 50-313,03/10/07,0311290213 


eye will be submitted by 031219 

MARBHALLiJ R Arkansas Powor 4 Light Go 03/11/21 
operating Reactors Branch 4 Ip 21306 169 24X 
Fiche 50-313.03/11/21,0311290231 


8TDLZ, J F 


l< carrospondence 


flffpts 30-313/03-20 & 30-363/83-20 on 
a 1 1 on 

^^ice of Dir Bc tor 83/09/09 ORIFriN.JM 

2pp 21262 001 24X 

I I 220341 


lotion from insp on 830718-21 
Dirac tor 03/09/09 Ip 21262 003 94X 

S 3 1 1 22034 1 


0308310076 IE Info Notico S3-76i "Reactor Trip Breaker Hal func tiona 
(Undervol tagc Trip Pevlces on GE Type AK-2-23 flroakers) " 

Svc list enc I 

JQRDANi H L Division of Emergencii Preparedness 6 En 9 lneering 
Response {Post 030103) 83/11/02 Consol idated Edison Co of Neu 

York. Inc llSpp 21914 024 24X Fiche 90-000.03/11/02.830031007* 


8308310075 IE Info Notice 83-75. "Improper Control Rod Manipulation " 
Svc list encl 

JORDAN. E L Division of Emergencg Preparedness it Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc ll4pp 21513 253 24X Fiche 50-000.03/11/03,030031007*’ 


30-313/03-20 t 90-360/83-20 on 830710-21 
^i^itlvitg of analytical procedure used 
-c ancentra ti on In milk failed to 

JOHNSON, W Region 4, Office of Director 
: 004 24X Fiche 50-313,83/09/09,0311220341 


0311210247 Ack receipt of 030030 it 1021 itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-313/83-16 it 90-360/83-16 

SEIDLE. N C Region 4, Office of Director 83/11/10 GRIFFIN. J K 
Arkansas Poiuer «< Light Co Ip 21235 293 24X 

Fiche 90-313.03/11/10.031 1210247 


D3 — 69. "Improperly Installed Fire Dampers 
** Svc list end 

ETmergency Preparedness Engineering 
&3/ 10/21 Consolidated fedison Co of New 
^ 331 24X Fiche 50-000. 83/10/21 . 830030079/ 


3 Riepts 90-313/03-25 & 30-360/03-25 on 
» 1 -a t ion 

Office of Director 03/10/24 
:»ui<eiT it Light Co 2pp 21304 030 24X 

I i^?0-L42 


L At: ion from Insp on 830901-30 
D1 TOC tor 03/10/24 4pp 21304 032 24X 

33 1 1290142 


30-313/83-29 fc SO-368/03-29 on 830901-30 
O matl stored ui/Q matl. ec^ulpment 
it;ed In station log.flro doors not 
P 1 r* B uatch to have fire oitingulsher 
E p J0NN50N.W D Region 4, Office of 
[-Ipp 21304 036 24X Fiche 50-313,83/10/20, 


33—70, "Vibration Induced Valve Failures '* 

ETmergency Preparedness it Engineering 
33/10/29 Consolidated Edison Co of New 
S19 24X Fiche 90-000,03/10/29,0308310030 


>7p Suppl li "Apparontlg Fraudulent Products 
* Svc list end 

aiPf'icer Office of Inspection and 

Consolidated Edison Co of Neui York, Inc 
' 1 c ho 90-000. 03/10/26, 0308300799 


13— 71» "Defect in Lnad-Dearlng Welds on 
Hoad 6 Internals '* Svc list and 
ETrtiBrs ency Preparedness it Engineering 
E33/10/27 Consolidated Edison Co of Naui 
3^7 24X Fiche 90-000,03/10/27,030031003) 


Repti 90-313/03-19 it 90-360/03-19 on 
. 1 A t^lon 

Office of Director 03/10/27 

it Llg))t Co 2pp 21174 346 24X 

1 i a 0003 


— 0311210252 Responds to NRC 030801 Itr re violations noted in IE Insp 
Repts 90-313/83-16 i 90-360/83-16 Corrective actions NRC 
lead trainer instructed to personally present all 
requal 1 fi cation schedules to operations s uper 1 ntendent 
MARSHALL. J R Arkansas Power 6 Light Co 83/08/30 SEIDLE. W C 
Region 4, Office of Director Ip 21235 294 24X 

Fiche 90-313,83/11/10.0311210247 


—0311210296 Responds to NRC 030001 Hr re violations noted In IE Insp 
Repts 90-313/83-16 90-368/83-16 Corrective actions actual 

classroom attendance required at requalification lectures 
MARSHALL. J R Arkansas Power 6 Light Co 03/10/21 SEIDLE, W C 
Region 4, Offlco of Director 2pp 21235 S9Q 24X 
Fiche 90-313.03/11/10,8311210247 


03U290090 Forwards IE Insp Repts 90-313/03-24 it 90-360/03-24 on 
830926-30 No noncomp 1 lane e noted 

OAOLlARDOiJ E Region 4, Office of Director B3/lt/l0 
ORIFFINiJ M Arkansas Power it Light Co 2pp 21306 101 24X 

Fiche 90-313,03/11/10,0311290090 


—0311290095 IE Insp Repts 90-313/03-24 i, 90-369/03-24 on 830926-30 N.. 
noncomp 1 lance noted Major areas Inspected procedures 
program, aud i t program 6 records program 

MURPHY, M E , SMITH, W F , HUNNICUTT. D M Region 4, Office of 

Director 03/11/02 lOpp 21306 183 a4X F Iche 90-31 3. 03/11/10 

B3 11290090 


8311010019 IE Info Notice 83-77, "Air/Qas Entrainment Events Resultlny 
in 9ys Failures *’ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/11/14 Consolidated Edison Co of Noj 

York, Inc il4pp 24X F Iche 90-000, 03/1 1/ 14 , 831 lOtOOl 9 


0311220240 Ack receipt of 831019 Itr informing NRC of steps taken to 
correct violations noted in IC Insp Repts 90-313/83-20 It 
90-369/83-20 

OAOLlAROa.J E Region 4, Office of Director 63/11/19 

ORIFFIN, J M Arkansas Power 6 Light Co Ip 21294 133 24X 

Fiche 90-313.03/11/19.8311220240 


8311290338 Advises that Vendor Program Branch Insp repts will be 
transmitted by encl form Hr instead of through resident 
inspector NRC will periodically Inspect utilization of 
vendor repts in vendor assessment program 

COLLINB, J T Region 4. Office of Director 83/11/19 ORIFFIN. J M 
Arkansas Power U Light Co 3pp 21302 317 SAX 
Fiche 90-313,83/11/19,8311290330 


d. to 1 on from Insp an 030710-22 
D1 TOC tor 03/10/27 2pp 21174 340 24X 

iS 1 1 190003 


O— 3I3.'fl3’’19 it 90-360/03-19 on 030710-22 
^ or Ding leal instrumentation 
om B10716-020719 it independent 
pr^o-gram review unavailable 
Vj j L. Region 4» Office of Director 
H«morlal Institute, Pacific Northwest 
I3pp 21174<390 24X 

311 190083 


3 — -72, "Environ Qualification Testing 
1 . 

E^rmergency Preparedness l< Engineering 

10/28 Consolidated Edison Co of New 
: OS4 24X Fiche 90-000, 03/10/20. 8306310048 


3— 73, "Radiation Exposure From Gloves 
products " Svc list end 

OA, Safeguards & Inspection Programs (Pott 
i^ssolidated Edison Co of New York, Inc 
1C fie 90-000, 83/10/31, 03083 i0097 


8311010010 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list encl 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) B3/11/17 Consolidated Edison Co of Nov. 

York, Inc 117pp 21603 001 24X Fiche 30-000, 03/1 1 /i7, 031 lOlOOlil 


R Periodic operating reports & related correspondence 


8311110029 Responds to FOIA request far five categories of records re 
proposed revs to 10CFR20 8t evaluation of occupational 
exposure to radiation at nuclear power plants during CY02 
Forwards documents 

FELTON, J M Division of Rules and Records 63/07/29 MAYBERRY, S 
Critical Mass Energy Project 9pp 21160 329 24X 

Fiche 90-000, 83/07/29, 831 1 1 10029 


—8311110000 "Second Quarter 1902 ALARA Rept ** 

BDLAN1S,M J Arkansas Power it Light Co 82/06/20 LEVINE. J M 
EWIND, E C Arkansas Power t< Light Co 4pp 21162 210 24X 

Fiche 90-000,03/07/29,8311110029 



140 


DOCKETED ITEMS 


Q3110G0325 POTLiard* ■'rtnnuiaJ Environ Honlfconng Rapt. CVei " Tatjle -3^ to 
'‘9olid naduflstE Rept' u/info on solid uasfco sMpp«d oFfsite 
for 6uri.al or disposal also end 

MARSHALL I J R Arkamas PoiuEr U Light Co B3/O0/3O C0LL1RS«J T 
Region 4i Office of Director Ip 2107B 07& 24X 

Fiche 50'3I3. 63/00/30 0311000325 


— S3I10B033S "Annual Environ Honitaring Kept. CYa3 " 

MARSHALL* J R Arkansas Ppuer «« Light Co 03/06/30 I6pp 
21070 079 24?< Pichd &0-313* 03/00^30* 8311000325 


■^-831100034-4 Table 3 tp ‘'Effluent & Haste Disposal Semiannual Rept Solid 
Haste & Irradiated Fuel Shipments " 

» Arkansas Pouer h Light Co 93/06/30 Ip 21073 095 24X 

Flcha 50-313. 03/08/30.031 10B0325 


6311090316 ppovidis ilghth monthly progress ropt on regulatory response 
-b commitment control progran Detailed commitment tracking 
document still bring revleu'ed hfeit ropt uill be submitted bg 
631014 

MARSHALL. J R Arkansas Pouer tt Light Cp 63/09/15 COLLIMS.J T 
Region 4, Office of Director 2pp 31081 222 241C 

Fiche 50-313*83/09/15.0311030316 


8311170209 Monthly pperatlng rept far 8ept 1903 W/03iOl5 1 tr 

MDRTDM. K L - MARSHALL. J R Arkansas Power h Light Co 83/09/30 
BASSETT* H S Division of Data Automation & Kanagernant Information 
7pp 21214 157 a4X Ftche 30-313.03/09/30,0311170209 


S Reportable occurrences* LERs & related correspondence 


0311070385 LER B3*02l/03L-0 on 030909. dor lug surveillance test on 
reactor bldg fire sprinkler sy i-* d iscovered wiring 
discrepancy Caused by erroneous terminations since plant 
const Valve wiring terminated H/B310I6 Itr 

DUSGER-. L * MARSI-IALL. J R Arkansas Power Light Co 83/10/18 
SElDLE.g C Region 4. Office of Director 3pp 21063 094 24X 

Fiche 50-313.83/10/16.6311070363 


0311030161 LER a3-023/03L-D on 630916* excessive gaps observed between 
listed -fire doors tf floors Caused by design deflclencii Fire 
watch posted h some doors repaired Other doors awaiting 
completion of evaluations W/631019 Itr 

ROGERS. P , marshall* J R Arkansas Power 6 Light Co 83/10/19 
OACLIARDO.J E Division of Resident* Reactor Project t* Engineering 
Programs Spp 21034 106 34XPlcHe 50-313*83/10/19.0311030161 


6311030089 LER B3-023/03L-0 on 831001. acceptah It sample flow criteria 
not met for reactor bldg hydrogen sampling standby purge sys 
test Caused ty switch an conductivity analyier in off 
position u/eaioai itr 

ROGERS* P . MARSHALL, J R Arkansas Power & Light Co 83/10/21 
SAOLIARDO. J E Division of Resident, Reactor Project St Engineering 
Programs 3pp 21033 198 24X Fiche 50-313.83/10/21*6311030085 


0311290271 RD on 031013. s ingle battery ceil in one bank <jf batteries 
found unacceptable L declared inoperable Util application of 
372 series of specs discussed 

MARSHALL. J R Arkansas Pouer I. Light Co 03/10/21 QAOLIARDO.J E 
Division of Resident. Reactor Project & Engineering Programs 2pp 
21303 349 24X Fiche S0-*3I3* 03/ 10/21* 031 1290271 


6311150110 LER 63-024 /O3L-0 on 830926* control rod assembly 10 found 
misaligned from group average by greater than 9 inches 
Caused by pole slippage on out command Control rod drive 
ma 1 f urictl on. procedure will be revised H/B31D26 Itr 
RODER6.P J MARSHALL* J R Arkantai Power & Light Co 63/10/26 
OAOLrARDO.J E Division of Resident* Reactor Project l< Engineering 
Programs 3pp 21 174 336 24X Fiche 30-313*83/10/26.0311150110 


6311070339 Part 21 rept re potential defect in replacement RIA rubber 
valve seat for 4B-ineh RiA containment purge valve Initially 
reported on 031023 Supp 1 ler. Buf f alo Heaving tt Belting.uill 
produce anvil seats using extruded preform 

HILSG-N’.A K Henry Pratt Co 83/10/28 KEPPLER. J 0 Region 3, 
Office of Director 4pp 21063 267 24}C Fiche 30-000.83/10/28. 

831 1070555 


9311090348 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for lO-eycIe - 76. OOO -amp here withstand test 
Equipment redesigned e, mod fclts t instruction books 
prepared Listed customers advised to initiate mod 

DWYER. F W General Electric Co 83/10/28 OEYOirHG, R Director's 
Office, Office of Inspection and Enforcement 7pp 21103 234 S4 < 
Fiche 50-000*83/10/20. 63! 1090340 


0311020092 PN0-IV-B3-032 on B3 1 031 ■ str i ke of security guard force 
initiated Guards from Callaway U Comanche Peat stations 
relieved striking guards No violence anticipated Unit 2 
contract labor involverf £n rtfueling honoring picket Line 
JOHNSON, U D . OACLIARDD, J E Region 4. Office of Director 
03/10/31 2pp 21012 155 24X Fiche 50-313.63/10/31.0311020092 


83J1020014 PN0-iy-63-032A on 63 1031 . str i he of security guard ferci 
initiated Replacement guards from Callaway L Comanche Peak 
stations continue to replace striking guards 
JOHNSON. W D * OAGLIARDO. J E Region 4. Office of Director 
03/11/01 2pp 21012 ISO 24X Fiche 30-313.03/11/01.8311020011 


0311210130 Revised LER a3-023/0ax-l on 830916-1 013. excess Iv* gap 
observed between fire door L floor nr throsho-ld of listed 
doors Caused by original installation specs not addressirp 
gaps Fire doors repaired M/031100 Itr 

ROGERS,?. MAneKALL, J R Arkansas Power 6 Light Co 83/11/08 
OAGLIARDO. J E Division of Resident* Reactor Project L Engireeriri 
Programs 9pp 21231 341 S4X Flcho 50-31 3. 83/ 1 1 /OB. 031 1 2 JO 1 39 


8311210300 LER 03-O22/O3L-O on 031013. as-found voltage of S 06 fcf 
station battery D07, cell 34* d i d not meet required 2 13 
volts Cause not determined Battery placed on aqualiiipg 
charge 14/831110 Itr 

MOEOOENDERO. 0 « MARSHALL* J R Arkansas Power & Light Co B3/l|/ig 
OAOLIARDO. J E Division of Resident* Reactor Project h Engineerer] 
Programs 3pp 21239 122 24X Flcho 50-31 3* 03/ 1 ! /tO, B31 1310200 


6311200346 LER 83-026/OlT-O on 831 1 IB* d 1 p se 1 generator 2DQ] felled 
surveillance conducted on 630607 Caused by failure to 
recognize that fuel oil analysis requlraments op 8pac 
4011 3b exceeded 

LEVINE* JM Arkansas Power 6 Light Co 83/11/31 C0LL1N9.J 
Raglan 4* Office of Director 2pp 212B5 140 24X 

Fiche 50-313*83/11/21*8311230346 


DOCKET 30-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT 1 


F Becurlty* medical* emergency & fire protection plans 


6311070096 Partial response to FOIA request far 12 CBtegories cf 
documents re fire-related subjs Forwards App 8 documenks A;ip 
A documents available in PDR Review of addl records sub j lo 
request in progress 

FELTON. J M Division of Rules and Records 83/08/16 €0. D K 

Public Citlxen Litigation Group Bpp 21066 035 SAX 
Flcha 50-000*63/08/16*8311070090 


—8311070147 Confirms 620600 telcon re questions concarning fire 
protection in nuclear plants raised during 264th ACRS 
meeting Items discussed briefly but not fully answered 
1 Istad 

FRALEY, R ACR8 - Advisory Committee on Reactor Bafeguards 
02/06/09 JOHNSTON, w V Assistant Dirac tor for Matls L QuaUf 
Engineering (Pre 830201) 2pp 21086 229 24X 

Fiche 50-000,03/00/16.0311070096 


6310200362 Generic Ltr 63-33 to all licensees L applicants of nucltir 
power reactors re NRC positions on certain requirements of 
App R to lOCFRSO 8vc list end 

ElBENMUr* D G Division af Licensing 63/10/19 Consol Idsted 
Edison Co of Naut York. Inc 21pp 21114 32? 24X 

Fiche 50-000.03/10/19.8310200362 


0311070264 RO on 831020. due to misunderstanding In carwivnlca t ing 
requirements for fire pro tec ti on* hourly fire watch checks 
for drumming roam not performed as required Min number of 
detectors required not violated Rept retracted 

SMITH. M O Indiana & Michigan Power Ca 83/10/20 KEPPLER. J 0 
Region 3, Office of Director Ip 21063 012 24X 

FUhe 90-315,63/10/20.8311070264 


0311140201 Advises that Rev 6 to security plan accsptab 1 v. Cb JTtgsi 
consistent w/provisions of 1DCFR30 541p> it do not decrease 
effectiveness qf plan 

VARGA. 8 A Operating Reactors Branch 1 83/11/02 DOLAN. J E 

American Electric Pouer Sarvico Corp 2pp 21164 030 24X 

Fiche 50-319*03/11/02,8311140201 


6311110135 Provides addl info re util 830822 submittal «( 031021 trlco^ 
re 3 h fire protection of embedded cables Two embeddarf 
cables found w/o sufficient fire barrier to provide 3 h 
rating Addl insulation will be provided 

ALEXICH, M P Indiana it Michigan Electric Co 03/11/04 DENTW.H R 
Office of Nucleer Reactor Regulation. Director 2pp St 147 274 
24X Fiche 90-315.83/11/04*8311110135 


0311090444 Releases public version of revised emergency plan 
implement i ng procedure 

FELTON* J M Division of Rules and Records 63/11/07 Documinl 

Management Branch Ip 21122 337 24X Flch# 50-319. 03/1 1/07, 

0311090444 


— 6311090446 Public version of Rev 9 to Emergancy Plan inplsmintirg 
Procedure PMP EPP App A Receipt form end 

HUTTERjA Indiana & Michigan Electric Co 63/06/02 I6pp 
21122 338 24X Fiche 50-31 9* 63/1 1/07* 631 1090444 


D Adviiar^j Ctun/nittee on Reactor Safeguard* reports «< correspondence 


Q Inspection leports. IE Dulletins it corrospondencp 


^311070098 Partial response to FDIA request for 12 categories 
deeuments re fire-related su6j» Forwards App B documents App 
A documents avaiiable in PDR Review of addi records sob j to 
rrquest >n progress 

fELTONi J .M Division of Rules and Records B3/0B/1& 30*0 

Pwbllt Cititen Litigation Group Bpp 210&6 036 34X 

ricHe SO-OOOi ^3/OB/ 16. B3 1 1070098 


of 


K 


—8311070147 Confirms 82060B fcelcon re questions concerning fire 
protection in nuclear plants raised during 264th ACRS 
meeting Items discussed briefly but not fullg answered 
listed 

FRftLEY.fi ACRS - Advisory Committee on Reactor Safeguards 
Sa/06/09 JOHNSTOW-W V Assistant Director for Matls *i Gualif 
engineering iPre 830201) 2pP 210B6 229 24X 

Fichi S0-OO0-. 83/00716. B3 11 07009B 


P Operating license stage documents & correspondence 


emlSO<H>2 Grant* extension of deadline for final environ 

qua 1 1 f 1 cat ion of electrical equipment, per 830520.0310 & 0926 
riqucsts Extension granted until QS0331 for end Items & 
840603 to review actual test repts 

R Office of Nuclear Reactor Regulation, Director 
£3/10/24 DOtAN. J Indiana 6 Michigan Electric Co DOLAN. J 
ftaerlean Electric Power Service Corp I2pp 21185 339 24)C 

Fichc 50-315.63/10/24. 0311150002 


8311010340 Withdraw* S31003 application to amend License DPR-50. 
changing Tech Spec 4 3 2 f to increase total flow limit to 
four branch lines on b-aron injection sg* Design change 
iapltaented to meet current Tech Specs requirements 
ftLEJCICH.H P Indiana 8* Michigan Electric Co 83/10/20 
DEMTOHiH R < VAR0A.6 A Office of Nuclear Reactor Regulation. 
Cintclar Sp 20979 334 g4X Flche 30--31 5. 03/10/28. 831 1010340 


8308300797 IE Info Notice 63-69, " I/nproperlg Installed Fire Dampers 
at Nuclear Powor Plants “ Sve list enc I 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/21 Consolidated Edison Co of New 

York. Inc I37pp 211 14 331 34X Flcho 30-000,83/10/21.030030079' 


8300310030 IE Info Notice 83-70, “Vibration Induced Valve Failures “ 
Sve list end 

JORDAN. E L OivlBlon of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/25 Consolidated Edison Co of Neu 

York, Inc 117pp 21057 219 24X Fiche 90-000.03/10/23,030031003 - 


0308300799 IE Dulletin 83-07. Suppl 1. “Apparently Fraudulent Products 
Bold By Ray Miller. Inc *' 8vc list end 

DEYOUNG. n C Director's Office. Office of Inspection and 

enforcement 03/10/26 Consolidated Edison Co of New York. Inc 

I79pp 21070 i70 24X Fiche 30-000,03/10/26.0300300799 


0300310034 IE Info Notice 83-71. “Defect in Load-Bearing Weld* on 
Lifting Devices for Vessel Hoad tx Internals " Sve list enc 1 
JORDAN. E L Division of Emorgency Preparedness & Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co of New 

York. Inc 113pp 21037 337 24X Flcho 30-000.03/10/27.0308310031 


B30B310048 IE Info Notice 83-72. "Environ Qualification Testing 
Experience " Sve list end 

JORDAN. C L Division of Emergency Preparedness t< Engineering 
Response (Post 630103) 03/10/29 Consolidated Edison Co of New 

York. Inc 131 pp 211SS 024 24X Ficho 30-000. 03/10/28. 830931004^ 


□300310057 IE Info Notice S3-73. “Radiation Exposure Frpm Gloves 
Contaminated W/U Daughter Products “ 0vc list end 

PARTLOWi J C Divliion of QA. Safeguards fi. Inspection Program* (Pos^ 
830103) 03/10/31 Consolidated Edison Co of New York. Inc 

116pp 21134 248 24X Flthe 30-000,83/10/31.8300310057 


9310310403 Oenerlc Ltr 83-30 to all licensee* of operating power 
rcBCtOTS t* applicants for DL r* NLlftE0-096S. "NRC Inventory 
of Dims " Forwards NUREO-0965 "NRC Inventory of Dams" for 
Infe onlv W/o end 0vc list end 

ElSENVflJT. 0 0 Division of Licensing 03/10/31 Consolidated 
Etfiton Co of New York. Inc Hpp 21104 013 24X 

FKh# 50-000.83/10/31.0310310403 


0300310076 IE Info Notice 93-76. “Reactor Trip Breaker Malfunction* 
(UndervQ 1 tago Trip Devices on OE Type AK-2-23 Breakers) *’ 

Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Responae (Post 030103) 03/11/02 Consolidated Edison Co of Neu 

York. Int U5pp 21514 024 24X riche 30-000. 03/l 1/02. Q3O03lOO7i> 


L311O1O102 Generic Ltr 03-37 to all PWR licensees re MJREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
u/guldince in NLPRE0-07a7 Response required within 90 days 
of racelpt of ltr Sve list end 

EISENHUr. D 0, DlvisiDn of Licensing 03/11/01 Consolidated 
Edison Co of New York. Inc 22pp 21149 090 24X 

Fichfr 50-000.03/11/01.6311010182 


i3il02{>0-Sl Generic Ltr 63-33 to all licensees of operating reactors. 
ifpLicani* for OLs It holders of CPs re c lar i f Icati on of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
idosns 1 rat ion ullJ satisfy requirements Sve list end 
EIEENHUr.pO Division of Licensing 03/11/02 Consolidated 
Edison Co of New York. Inc 16pp 21104 OOi 24X 
Piche 50-500.83/11/02^6311020051 


'3llil0063 Forurerds rogponse to MIC 030502 request for addl info re 
assumptloni i methodology used in estimating post-acc xd ent 
Tidisklon environs for equipment items 

ALEKICM.M P Indiana 8. Michigan Electric Co 03/il/03 DENTON. H R 

Office of Nuclear Reactor Regulation. Director lOOpp 21148 235 

Fichi 90-313.03/11/03,0311110065 


3l]llGlfr2 Forwards rasponsa to Generic Ltr 03-20, “Required Action* 
Based fin Oererle Implications of Salem ATW8 Event* " Vendor 
document control sys established St program will be in place 
Ig ind «f 1905 

4LEX1CK.M P Indiana St Michigan Electric Ccj 03/il/O4 
EIEENNUT.D O Division of Licensing 41pp 21143 273 24X 

Fich* 50-313.83/11/04.0311110162 


1112LDO02 Advise* that review of inservice testing program* Indicate* 
deletion af License Condition (31(G) unwarranted 
VARGA. B A Operating Reactors Branch 1 83/11/03 DOLAN. J 

Intflena & Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 21241 342 24X Fiche 30-315.83/11/03, 

0311210002 


)Lii70l7| Nptifias of receipt of 031106 GA program description Changes 
aid* after 03O3H lubj to approval before imp lamentation 
Rc/iew require* 60 day* Notification will be made following 
coBflitlori of review 

NORELtUS. C E Dlvlsioil of Project & Resident Program* 63/11/14 
BOLANtJ E American Electric power Service Corp DOLAN. J E 
InfUna |< Michigan Electric Co Ip 21213 362 24X 

Fiche 50-313.83/11/14.831 1170171 


0300310075 IE Info Notice 03-75. “Improper Control Hod Manipulation " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Poet B30103) 03/11/03 Consolidated Edison Co of Now 

York. Inc ll4pp 21913 233 84X Ficho 90-000.03/11/03,0300310075 


0311110245 Respond* to NRC 030920 ltr re 8ER on masonry wall design 
evaluation performed per IE DuUetln 00-11 Five walls using 
joint roinforcemont will be modified by adding structural 
steel reinforcement sections 

ALEXICH.M P Indiana 6 Michigan Electric Co 83/11/04 DENTON. H W 
Office of Nuclear Reactor Regulation. Director 2pp 21145 081 
24X Flche 90-315.03/11/04.8311110249 


0311010013 IE Info Notice 83-77, “Air/Ons Entrainment Event* Resultlnj 
in 8ys Failures “ 8vc list encl 

JORDAN. E U Division of Emergency Preparedness 1. Engineering 
Response (Post 030103) 83/11/14 Coniolidated Edison Co of New 

York, Inc ll4pp 24X Flcho 50-000,03/11/14.8311010013 


□311010010 IE Infa Notice Q3-7Q, “Apparent Improper Mod qf Component 
Affecting Plant Safetey “ Sve list end 

JORDAN. E L Division of Emergency Preparedns** & Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Ficho 90-000. 03/1 1/17, 031 lOlOOlQ 


0311220479 Confirmatory action ltr re 031116 telcon concerning reviews 
Sf audit* & engineering design verification not conducted in 
accordance w/appllcablo r oqulremonts Plan* should be 
provided by 040101 

KEPPUER.J G Region 3, Offlco of Director 03/11/17 DOLAN. J E 

American Electric Poyier Sorvlce Gor<j 3pp 21256 355 24X 

Flcho 90-313.03/11/17,8311220479 


8311290221 Ack receipt of 030916 ltr re acces* to facility by NRC 
personnel u/faclql hair which may interfere w/seal of 
respirator facepiece NrC personnel have been instructed on 
facial hair restrictions uihen respirator use required 
KIND. J A Division of Radiological ti Matpriels Safety Programs 
03/11/25 ODLAM, J E American Electric Power Service Corp 
DOLAN.J E Indiana 6 Michigan Eloctrlc Co 2pp 21306 116 24X 

Fiche 50-313.03/11/29,0311290221 
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R Periodic operating reports !< related correspondence 


6311110025 Responds to FOIA request for five categiQries of records re 
proposed revs bo iOCPRSO £« eyali>ation of occupational 
eiposure to radiation at nuclear pouer plants during CV82 
Foriuar-ds documents 

FELTOrJ, J M Division of Rules and Records 63/07/59 HAVBERRY. 5 
Critical Mass Energy Project 3pp 21160 329 24X 

Flche 50-000, 83/07/29.031 I 110035 


”~63lltl00&5 Foruards exposure b manhour summargj in response to F<d Con^i^l 
830714 request far assistance sn establishing occupational 
dose data base 

OREGER.L R Region 3i Office of Director 63/03/27 COLLINS. D ^ 
Region 3, Office of Directar 4pp 21162 226 24X 

Fiche 30-000,03/07/29.6311110025 


8311170295 Nflnthly operating rept for Sept 1963 W/831012 Itr 

OILLETr.W T . SVEKSSQM. D A . SHlTH.M 0 Indiana b Michigan Electri 
Co 63/09/30 Office of Resource Management# Director 6pp 
21213 302 24X Fiche 50-315.83/09/30,8311170233 


S Reportable occurrences- LERs It related correspondence 


B311070-264 RO On 031020, due to misunderstanding in caiunun lea ting 
requirements for fire protee li pn, hourig fire uatch check* 
for drumming room not perfarnted as required Min number of 
detectors required not violated Rept retracted 

SMITH. U 0 Indiana & Michigan Pouier Co 03/10/20 HEPPUER.J 0 

Region 3. Office of Director Ip 21063 OIS 24X 

Fiche 90'319# 63/10/20. 031 1070264 


6311070001 HD on 031O24#uhlle in operational Mode 4. for steam generator 
crevice flushlngiESF automatic actuation logic sys 
inoperable per Tech Specs Followup rept uilt be submitted 
uithln 14 dags 

GMITH.H 0 Indiana 6 Michigan Electric Co 83/10/23 KEPPLER.J 0 
Region 3, Office of Director Ip 21060 341 Z4X 
Fithe 90--31 3. 03/ 10/23# 031 1070001 


8311070273 Forwards LERa 03~O99/O3L-'0. 83-100/03L-0 t 83-101/03L-0 
BMTTHrW 0 Indiana 6 Michigan Electric Co 83/10/29 KEPPLgR.J O 
Region 3# Office of Director Ip 21062 281 34K 

Fiche 30-313.83/10/29.8311070273 


—0311070279 LER a3*'099/O3L-O en 630926, during ln»p of ice condenser fiju 
passages, six ice co-ndenser ba>Ji had partial flow blockage 
due to ice buildup Caused bg ice basket weighing Dags 
cleared of ice blockage 

PALMER. R A Indiana l Michigan Electric Co 03/10/23 Region 
3. Office of Director Spp 21062 202 24X Fiche 90-315. 

03/ 10/25# 83 11 070273 


—8311070277 LER a3~100/03L-0 on 030929, daring diesel generator load 
shedding test. two Agastat Model 7012 relay timeri exceeded 
Tech Spec t-olerance limit Caused by instrument drift Design 
change approved to replace timers w/Model 9312 

PALMER.R A Indiana & Michigan Electric Co 03/10/89 Region 
3. Office of Director Ip 21062 264 24X Fiche 50 -0 1 9. 03/10/2'', 

8311070273 


— 0311070273 LER e3-lOl/03L-0 on 630929, dur ing diesel generator load 
shedding kest.Agastat 4 Kv bus degraded voltage relay timer 
62-1-TllD exceeded max allowable time Tech Spec limit Caused 
bg Instrument drift Design change approved to replace relay 
PALMER.R A Indiana & Michigan Electric Co 33/10/29 Region 
3. OffiCB of Director Ip 21063 285 24X Fiche SO-Sl 9 . 03 /lO/ 2 *i, 

8311070273 


8311070305 LER 83-102/017-0 on 831013. Part 21 notification received 
from Heatinghouse which resulted in paesifale nomconservatl ve 
low prassurixer pressure ESF actuation setpoint Setpointe 
adjusted prior to entering Mode 4 N/03LO26 Itr 

PALMER. R A , SfllTH.H <r Indiana 6 Michigan Electric Co 63/10/26 
HEPPLER.J 0 Region 3, Office of Director 3pp 21061 330 24X 

Fiche 50-315.03/10/26.8311070205 


63110400-79 Supp t to RO reported on 631020 re unit operating in Mode 4 
w/automatic actuation logic inoperable SubsaqueMt review 
revealed automatic actuation logic operable RQ retracted 
SMITH, M 0 Indiana & Michigan Electric Co 63/10/27. KEPPLER.J Q 
Region 3, Office of Director Ip 21051 070 24X 

Fiche 50-315.83/10/27. S3 i 1040079 


6311070270 NPDES noncompl iance notification on B3lOI3,gnlt 2 tripped 
from SVC due to steam generator tube leak To provide steaiDt 
heating bo-Jlsr started Dldudown sample taken an B31016 
contained A 05 ppm iron W/B3101B Itr to State of MI 
SMITH, M Q Indiana f< Michigan Electric Co 03/10/27 KEPPLER.J G 

Region 3, Office of Director 2pp 21062 206 24X 

Fiche 50-315.83/10/27,8311070270 


8311070620 RO on 631020, dur tng c on tami nation purge in Hade 9. tuo 
radioactive gaseous cnonl tor i ng instruments Inoperablo, 
violating Tech Specs Initially reported 031020 Fallouup 
rept will be submitted within 14 days 

SMITH, g 0 Indiana *. Michigan Electric Co 83/10/28 KEPPLEft-JC 

Region 3, Office of Director Ip 21065 240 24X 

Fiche 50-315.93/10/28.8311070628 


8311170120 NPDES noncompl lance notification on 830019, d 1 sc ovired l*'il 
automatic compositor plugged & inactive Drab sample of 
turbine room sump made to analyxo contents Automactic 
compositor returned to sve N/831021 Itr to State of MI 
SMITH, W Q Indiana A Michigan Electric Co 83/11/0] KEPPLER.J 6 

Region 3. Office of Director 2pp 21216 177 24X 

Fiche 30-319.83/11/01,0311170128 


9311170389 LER 83-103/03L-0 on 831007. during refueling outagiifire 
suppression for saf ety-re lated ventilation units tsolakad to 
repair isolation valve FP-277 Caused by stripped valve stem 
threads Bonnet ic stem valve 1513N replaca-d U/831103 Itr 
MIZHER.D 0 . SMITH, W G Indiana 6 Michigan Electric Co 83/11/03 
KEPPLER.J 0 Region 3. Office of Director 2p p 21200 101 S4I 
Fiche 90-315.83/11/03,0311170389 


8311210328 Forwards LERs a3-lO4/O3L-0 6 83-105/OOL-0 

6MITH.N G Indiana 6 Michigan Electric Co 83/11/00 KEPPLER. J fi 
Region 3, Office of Director Ip 21234 272 Z4X 
Fiche 50-319.83/11/00,0311210328 


— 9311210330 LER B3-104/03L-0 on 83101 i, d iesel generator CD oulpvl 
circuit breaker T11C3 failed to close on undervoltage 
condition on bus Tiic Caused by coil on diesel generator CD 
running reiaij being opened Relay replaced 

PALMER.R A Indiana & Michigan Electric Co 03/n/OO Reglci 
3. Office of Director Ip 21234 273 24X Fiche 50-31 9, 

8311210320 


— 8311210339 LER 83-105/03L-0 on 03101 1, channel Punctioral tf*1 tor 
pressurlier PDRV emergen«.y air pressure alarms not performed 
per Tech Specs Caused by personnel error Nuclear test 
scheduler computer changed to show correct 31 day* 

PALMER.R A Indiana 6 Michigan Electric Co 03/11/08 Rl-|lai 
3. Office of Director 2pp 21234 274 24X Fiche 90-3194 

83/ 1 1/08. 9311210328 


0311220152 RO on B31O20, dur 1 ng containment purge, two radioactive 
gaseous monitoring instruments inoperable for 6 hrs 6 
2 minutes, contrary to Tech Specs Tech Spec change will be 
initiated to remove requirement for monitors 

9MI7H.M 0 Indiana 6 Michigan Power Co 83/11/14 KEPPLER. J D 
Region 3, Office of Director 2pp 21259 160 24X 

Fiche 90-319,03/11/14.8311220152 


D3U2B031O Forwards LERs Q3-106/03L-0, ea-l07/03L-0i 83-J0O/O3L-O b 
a3-'t09/03L-0 

SMITH.M 0 Indiana S Michigan Electric Co 03/11/19 lAEPPLEfirJ C 
Region 3, Office of Director Ip 21209 190 24X 

Fiche 50-319.83/11/15,0311280310 


— 8311200326 LER 03-IO6/O3L-O on 030009. s urve i I Ian c e testing of iKm 
generator snubber 25 12620 007-7 revealed inability t<J 
lockup during normal 6 restrained operating m-ode testing 
Caused by uiorn piston seals Seals A O-rings replaced 
KOENIO.E C Indiana 6 Michigan Electric Co 03/11/19 RigiC'' 
3, Office of Director Ip 21205 191 24X Fiche 90-31 9. 03/U /IS- 

6311260310 


--8311280335 LER B3-107/03L-0 on 831017. fire hose standpipe 33 el 
entrance to emergency diesel room Isolated to repair fit* 
protection header drain valve leak Hork postponed to allow 
further planning Followup rept will be submitted 
PHlEHL.n H Indiana 6 Michigan Electric Co 63/11/19 RtjU'i 
3, Office of Director ip 21289 152 24X Fifhe 50-31 9. 63/1 l/k' 

8311260310 


— 9311280341 LGR 03“loa/oaL-O on 031018. steam generator l-l charnel 11 
pressure transmitter removed from sve to allow Furfflanlte 
Injection of Instrument root valve & blowdown at senilng 
line Channel returned to sve in 3 h 40 minutes 

PIEHLrR H Indiana b Michigan Electric Co 83/11/15 Region 3 
Office of Director Ip 21283 193 24X Flche 50-31 9, 03/U /!>■ 

8311200310 


— 8311280391 LER B3-109/03L-0 on 83 1 024. d 1 sc overed that <ant*lrniM 1 " 
flow monitoring recorder (l-C9-00l> chert paper not 
advancing Cause not determined Chart paper adjusted 6 
recorder verified Design change initiated 
PALMER, R A Indiana 6 Michigan Electric Co 83/11/15 
3, Office of Director ip 21285 194 24X Fiche 90-3 i 9, C3/I S/l^ 

B3itaeo3io 
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tOf*£T M-31* DONALD^ 
S' Sjcoritv fflHieal. 


C CGQK NUCLEAR POWER PLANT. UNIT 2 
^(rerQBncy «< fiT® protuction plana 


e-ilD7M3S P.rl.*l r..pons. to FQIA -atogorioo of 

r» ftr*-reUtecJ subj4 Forwards App B documonta App 
f«ItotU 10 cm Hofl... of OOOl r.tordt s„bj ,0 

JslTOmIj'n ' owltion of Rolo* and Records 83 / 08/14 SO. 0 R 
Clll.fn Litigation Croup Bpp 21086 035 2 a« 

riiH 50*000*63/00^16-8311070098 


.. 9331070147 Confirm* 82060B teUon re queations concerning fire 
Brotietion in nuclear plants raised during 26^th ACRS 
etiting Ili»* discussed briefly hut not fully answered 

MALEV. R ACRS “ Advisory Co'X'nittee on Reactor Safeguards 
S2/06/09 JOHf^STON. W V Assistant Director for Mat Is & Quallf 
erginisnnj IPre 8302011 2pp 
PlCtl 50*000.83/08/16*8311070090 


21086 229 24X 


^310200342 Orntflc Ltr 83-33 to all Ucensoes t applicants of nuclear 
poerr Tiattors r* NRC positions on certain requirements of 
Mff R to I0CFR50 SVC list end 

EISEJWUTfD G Division of Licensing 03/10/19 Consolidated 
E4nan Co Cf Kew York# Inc 2tpp 211M 329 24X 

FKfil 50-000.03/10/19.8310200362 


£311070244 RQ on 831020. due to misunderstanding In communicating 
ff^uiriaints for fire pro tec ti on* Hour I y fire watch chocks 
far Iruenlrij room not performed as required Min number of 
litictori reguired not violated Rept retracted 

SHirH-U G Indiana 6 Michigan Power Co 03/10/20 KCPPLER.UO 

Rtglon 3. Office of Director Ip 21063 012 2qx 

FUfi# 50-315.83/10/20.8311070264 


C3ni4420l Advises that Rev 8 to security plan acceptable Changes 
rsniiitent v/provisions of 10CFR90 54(p) it do not decrease 
rf fKtivensis of plan 

VARGA. S A Operating Reactors Branch J 03/11/02 DOLAN. J £ 
AaiTlcjn Elettric Power Service Corp 2pp 21164 000 24X 

FirN 50-315.83/11/02*6311140201 


63US10135 frovides addl info re util 930022 submittal & 831021 tolcon 
ri 3 t fire protection of embedded cables Two embedded 
{lilts found t)/o sufficient fire barrier to provide 3 h 
tiling Addl insulation will be provided 

ALElICH.h P Indiana It Michigan Electric Co 03/11/04 DENTON. H R 
Offic* of Nuclear Reactor Regulation. Director 2pp 21147 274 
J41 FlChl 50-315*83/1 i/04i 831 1110139 


&3J 1090444 Rilesaps public version of revised emergency plan 
isplsaintlng procedure 

FELTON. dK Division of Rules and Records 83/11/07 Document 
J*^**^"* flfaneh Ip 21122 337 24X Fi che 90-315, 03/1 1/07. 


— S3U 090446 Public version of Rev 8 to Emergency Plan I 
P^rocidure PMp EPP App A Receipt form end 
^^RfA Indiana «< Michigan Electric Co 03/06/02 
81 1 2S 330 24X FI Che 50-319,83/11/07,0311090444 


lamenting 

I6pp 


Reactor Safeguards reports t correspondent 


* “allUtl .! nT? App 0 dooopiont, App 

ClUl.-SV!:!".?' "Ptord, 83/08/16 80, D K 

«... =‘084 036 8dX 


* *r^.*!t(on*ln*nu*i^^^*°? tolcon re qoeecions concerning fire 
•ntirj Itiil during 264th ACRS 

llstid’ <<i*cus5ed briefly but not fully answered 

82^1/09 Safeguards 

Enslniirlra (Pre 8302011 Director for Matls l» Ouallf 

«.». «-4.M;ol??n^,.0?SS98 


P Operating license stage documents b correspondence 


0311010420 Foi wards "L*<on Nuclear DNIt Correlation for PWR Fuel 
Designs,*' per B3041c' request Rept describes XNB/DN{1 
c urre lat I on. current ) y in use at DC Cook Unit 2 Rept 
withheld iref 10CFR2 ■^90) 

CHANDLER, J C Eiion Nuclear Co . Inc lauhs of £«xon Cnrp ) 
83/10/17 THOMAS. C 0 S tan d ard i la 1 1 on b Special Projects Branch 
Ip 20973 001 24< Flche 50-31 6. 83/ lO M 7 8311010420 


0311190002 Grants eitcns ion of deadline foi final environ 

qualification of electrical cqul pment, per 630520.0810 b 0926 
requests Extension granted until 850331 for end items L 
040603 to review actual tost repts 

DENTQN. H R Office of Nucleat Reactor Regulatioti. Director 
83/10/24 DOLAN. J Indiana 1/ Michigan Electric Co DOLAN. J 
American Electric Power Service Corp I2pp 21185 339 24X 

Flche 50-315. 83/10/24, B3l 1150002 


0310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors b applicants for OL re NunEG-0969, "NRC Inventory 
of Dams “ Forwards NUREG-0969 "NRC Inventory of Dams" for 
Info only W/o cncl Sve list encl 

EISENHUT. D G Division of Licensing S3/t0/3l Consolidated 
Edison Co of New York, Inc I4pp 21184 019 24X 

Flche 50-000.03/10/31 0310310403 


0311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUREG-0737 Response required within 90 days 
of receipt of ltr Sve list cncl 

EIBENHUT, D 0 Division of Licensing 93/11/01 Consolidated 
Edison Co of New Vork, Inc 22pp 21149 098 24X 

riche 90-000.83/11/01 0311010182 


8311020091 Generic Ltr 03-39 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of THI 
Action Plan Item II 11 3 31 Submittal of bounding 
damonstratl on will satisfy requirements 8vc list end 
EI8ENH0TiD G Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21194 001 24X 

Flche 50-000.83/11/02,0311020051 


8311110065 Forwards response to NRC 030502 request for addl info re 
assumptions b methodology used in estimating post-accident 
radiation environs for equipment Items 

ALEXICH.M P Indiana & Hichlgan Electric Co 03/11/03 DENTON, H 

Office of Nuclear Reactor Regulation. Director lOOpp 21140 235 

24X Ficho 90-315.03/11/03,8311110065 


6311110162 Forwards response to Generic Ltr 93-20. "Required Actions 
Based on Generic Implications of BaUm ATW8 Events “ Vendor 
document control sys established £< program will be in place 
by end of 1985 

ALEXICH. M P Indiana & Michigan Electric Co 63/11/04 
EISENHUT. D 0 Division of Licensing 4lpp 21145 279 24X 

riche 90-315.93/11/04.0311110162 


0311170190 Forwards XN-NF-621 (NP) < A) Rev I "Exxon Noe leap DNQ 
Correlation for PWR Fuol Designs " 

CHANDLER. J C Exxon Nuclear Co , Inc (subs of Exxon Corp > 
83/11/04 THOMAS. C 0 Standard 1 1 atlon 1. Special Projects Branch 
ip 21213 132 24X Flche 50-316.03/11/04,0311170196 


—0311170200 "Exxon Nucloar DNft Correlation for PWR Fuel Designs " 
e Exxon Nuclear Co , Inc (subs of Exxon Corp > 
XN-NF~62I<NPMA) ROl 83/10/21 H3pp 21213 133 24 X 

Flche 90-316.83/11/04.0311170198 


B3I1S10Q02 Advises that review of inscrvlce testing programs Indicatai 
deletion of License Condition (3HC) unwarranted 
VAROA.S A Operating Reactois Branch 1 83/11/05 DDL AN. J 

Indiana Michigan Electric Cp DOLAN, J American Electric Power 

SorvlcB Corp 2pp 21241 342 a4X Fiche 30-319.83/11/05, 

6311210002 


6311160261 Forwards proprietary "Solsmlc Evaluation of Exxon Nuclear 
17x17 Assemblies In Westinghouse PWRs, " per safety 
evaluation li EIA concerning Amend 40 to License DPfl-74 Rept 
(ref 10CFn2 790) 

ALEXICH. M P Indiana %t Michigan Electric Co 83/U/ll DENTON, K f' 
Office of Nuclear Reactor Regulation. Director 2pp 2122B 259 
24X Flche 90-316.83/11/11,0311180261 


--031 1160268 Taruiards Affidavit AW-7a *23 b RB Otout 031011 affidavit 
requesting withholding XN-NF-739<P I. "Seismic Evaluation of 
Exxon Nuclear 17x17 Aisemblios in Wostinghouse PWRs " 

NIEBEMANN. R A Westinghouse Electric Corp 63/10/11 DENTQN, H (> 
Office of Nuclear Reactor Regulation, Director lOpp 21220 26’ 
24X Flche 90-316,83/11/11.8311100261 
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9311170171 Noti#ie$ o* receipt of 831106 QA program description Changer 
made after 830311 suli^ to approval before idiplemenbation 
l^evieiiji requires 60 dags 11 otlft cation will be made follouins 
completion of revieu 

NDRELIUS. C F Division of Project A Resident Programs 83/11/14 
DOLAN, J E American Electric Power Service Corp DOLAN* J E 
Indiana ^ Michigan Electric Co ip 21215 362 24X 

Flche 50-315.83/11/14,8311170171 


Q Inspection rep^irtsi IE Bulletins L correspondence 


0308300797 IE info Notice 83-69. "Improperlg Installed Fire Dampers 
at Nuclear Powor Planffi ' 8vc list end 

JORDAN, E L Divislnn of Emergencg Preparedness 8* Eng ineer Ing 
Respanse (Post G301O3) 93/10/31 Consolidated Edison Co of Me', 

rork, inc I37pp 31114 331 24X Flche 30-000.83/10/21.630830079 


8309310030 IE Info Notice 03-70. "Vibration Induced Valve Failures " 
Svt list ent 1 

JORDAN. E L Division of E^nergencg Preparedness & Engineering 
Response (Post S30103) 83/10/25 Consolidated Edison Co of Noj 

York, Inc ll7pp 21057 219 24X Fiche 50-000. 03/ JO/29. 830031003.' 


0308300799 IE Bulletin 83-07. Suppl 1, ’'Apparently Fraudulent Products 
Sold Qg Rag Hiller. Inc “ Svc list end 

DEY-OVNQ, R C Director’s Office. Office of Inspection and 

Enforcement 83/10/2-6 Consolidated Edison Co of Netr York, Inc 

i79pp 21070 170 24X Fiche 50-000.83/10/26,0300300799 


8308310034 IE Info Notice 83-71. "Defect in Load-Oearing Welds on 
Lifting Devices for Vessel Mead 6 Internals '’ Svc list end 
JORDAN. E L Division of Fmorgencg Preparedness A Engineering 
Response (Post 830103 ) 83/10/27 Consolidated Edison Co of Meu. 

York. Inc llSpp 21057 357 24X Pi c he 90-000. 03/10/27. 030931003*1 


8308310048 IE Info Notice 03-72, "Environ Qualification Testing 
Experience ’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 83/10/20 Consolidated Edison Co of Nb-j. 

York, Inc I3)pp 21155 024 24X Flche 50-000,83/10/29,030831004" 


0309310057 IE Info Notice 83-73, ’’Radiation Eipoture From Gloves 
Contaminated W/D Daughter Products " Svc list end 
PARTLDWjJ G Division of OA, Safeguards ti Inspection Programs (Post 
030103} 83/10/31 Consolidated Edison Co of New York, Inc 

H6pp 21194 246 24X Flche 50-000, 63/ JO/31, 0308310057 


8300310076 IE Info Notice 03-76. ’’Reactor Trip Breaker Malfunctions 
iUndervoi tag e Trip De/iees -on CE Type AK-2-25 Breakers! ’’ 

Svc list enc I 

JORDAN, £ L Division Of Emergency Preparedness t* Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of Na-i 

York, Ine llSpp S15J4 024 24X Fiche 50-000. 03/11/02, 030031007 i 


8308310075 IE Info Notice 03-75. "Improper Control Rod Manipulation '* 
Svc list enc 1 

JORDAN, B L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 83/11/03 Consolidated Edison Co of NBv. 

York, Inc U4pp 21513 293 24X Flche 90-000, 83/1 1/03. 9^0a^l007^ 


93tllJ0243 Responds to NRC 030920 Itr re SER on masonry wall design 
evaluation performed per IE Bulletin BO-lJ Five walls using 
joint reinforcement will be modified by adding structural 
steel reinforcement sections 

ALEX1CH,H P Indiana h Michigan Electric Co 03/11/04 DENTON. H P 
Office of Nuclear Reactor Regulation, Director 2pp 21145 081 
24X Flche 90-315, 83/11/04. 8311110245 


8311010015 IE Info Notice 83-77, "Alr/Oas Entrainment Events Resultinip 
in Sys Failures " Svc list encl 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/11/14 Consalidatctf Edison Co of Novr 

York, Inc U4pp 24X Flche 50-000,83/11/14,8311010013 


8311010018 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Bafety " Svc list end 

JORDAN. E U Division of Emergency Preparedness fe Engintfring 
Rasponse (Post 830103) 83/11/17 Consolidated Edison Co of Net 

York, Inc ll7pp 21603 001 34X Fiche 50-000, 83/1 1/17, 031 lOiOOlF 


8311220479 Confirmatory action Itr re 831U6 telcon concerning reviews 
Ic audits U engineering design verification not conducted In 
accordance w/applicabU requirements Plans should be 
provided by 040101 

KEPPLER, J 0 Rsglon 3, Office of Director 03/11/17 DOLAN, J E 

American Electric Power Service Corp 3pp 21256 355 24X 

Fiche 50-315.93/11/17,0311220479 


8311290221 Ack receipt of 030916 Itr re access to facility by MIC 
personnel u/faclal hair which may Interforo ui/seal of 
respirator facepiece NRC personnel havo been instructed on 
facial hair restrictlans when respirator use required 
HIND,J A Division of Radiological «. Materials Safety Frogran-t 
83/11/25 DOLAN. J E American Electric rower Service Corp 
DOLAN.J E Indiana U Michigan Electric Co 2p p 21306 116 2(1 

Flche 50-315.83/11/23,0311290221 


R Purlodic operating reports l« raiatod correspond ence 


831 1110023 Responds to FOIA request for five categories af r«co-TdtT| 
proposed revs to iOCFftSO 6 evaluation of occupational 
exposure to radiation at nuclear power plants during CV02 
Forwards documents 

FELTON,JM Division of Rules and Records 83/07/29 MAvaERRV.S 
Critical Mass Energy Project 5pp 21160 329 24X 

Fiche 30-000,83/07/29,8311110025 


— 0311110065 Forwards exposure & manhour summary, in response to FJ C' 
830714 request for assistance in estobllthing oc cupat 1 ott 1 1 
dose data base 

0REGER,L R Region 3, Office of Director 83/03/27 CnLLlNSD" 
Region 3, Office of Director 4pp ?1162 226 24X 

Flche 30-000,03/07/29,8311110025 


0311170233 Monthly operating rept for Bopt 1983 W/OJIOIS Itr 

OILLETT.W T , SYENSSON, B A , SMITH, W 0 Indiana & Michigan Elaciri 
Co 03/09/30 Office of Resource Management, DlTector Op-p 
21209 047 24X Fiche SO-aiA, 83/09/30, G3U 170253 


8 Reportable occurrences, LERs St related correspondence 


0311070264 RO on 031020, due to misunderstanding in conwun Icating 
requirements for fire pro tec t ion, hourl y fire watch checkg 
for drumming room nut performed a> t equired Min number of 
detectors required not violated Rept retracted 

SMITH, W 0 Indiana & Michigan Power Co 83/10/20 ttbPPLERtJ 0 

Region 3, Office of Director Ip 21063 012 24X 

Flche 50-315,03/10/20,0311070264 


0311070190 LER 83-097/03L-0 on 830925, west essential svc water lupfii 
header isolation valve WMO-706 removed from svc to repair 
electrical ground Caused by wire pinched by operator acc»ii 
cover Wire repaired W/e3l02d Itr 

UIZNER,0 0 , 8MITH. N 0 Indiana 6 Michigan Electric Co 83/10/2} 
KEPPLER, J G Region 3, Office of Director 2pp 21061 2P9 241 

Flche 90-316,03/10/25. 831 1070190 


0311070270 NPDES noncompl lance notification on Q310J9.Jnit 2 Irlfpii 
from svc due to steam generator tube leak To provide ttaam> 
heating boiler started Blowdown saoiple taken on 031016 
contained 4 B5 ppm iron W/031O1B Itr to Btate of MI 
SMITH, W 0 Indiana 6 Michigan Electric Co 03/10/2/ XCPFLfR.J fl 

Region 3, Office of Director 2pp 21062 206 B4X 
Flche 50-319,03/10/27,0311070270 


031117O12B NPDES none omp 1 ianco notification on O3O019, d i icov »r*d 1h4t 
automatic compositor plugged 6 inactive Grab sample of 
turbine room sump made to analyie contents Automactlc 
compositor returned to svc W/D31021 Itr to State of MI 
8M1TH«U 0 Indiana 8, Michigan Electric Co 03/11/0) KEPPLER, J 4 

Region 3. Office of Director 2pp S1216 177 D.JX 

Flche 50-319,03/11/01,831 1170128 


8311070307 LER 83-09B/03L-0 on 831003, operator recorded wrong dft* h' 
containment particulate activity Caused by operator 
misreading column readings CRT display edited to reduce 
operation confusion U/83H02 Itr 

KRaUSE.D F , SMITH.M Q Indiana 6 Michigan Electric Co n3/U/C2 
KEPPLER, J O Region 3, Office of Director 2pp 21062 207 211 

Fiche 90-316,03/11/02,0311070307 


0311210189 Forwards LERs 03-O99/O3U-O U a3~100/03L-0 

PALMER, ft A Indiana 6 Michigan Electric Co 83/11/00 HEPPLEJl-J , 
Region 3, Office of Director Ip 21233 119 a4X 
Flche 90-316,03/11/00,0311210109 


—0311210192 LCR B3-099/03L-0 on 031014, during InvestlgatlDn of Fin I 
410, control room auxiliary entrant u, e lec tr Ic strike 
found broken, rend bring door inoperable Cause und etermlnatf 
Electric strike replaced 

PALMER, R A Indiana 6 Michigan Electric Co B3/11/O0 fliglei 
3, Office of Director Ip 21235 116 24X Fiche 50-31 6. 83/11^05 

0311210109 


—0311210193 LER B3-100/03L-0 on 831016, east motor driven auslMary ft* 
pump tripped on low feed pump suction pressure, render Inj 
pump inoperable Caused by mechanically bound ston switch 
Gauge protector replaced 

PALMER, R A Indiana 6 Michigan Electric Co 03/11/00 RejiisP 
3, Office of Director Ip 21235 117 24X Fiche 50-316,83/11/0* 

0311210109 
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11280200 Forwi.Tdi LER» 03 - 101 /03L-0 h 03-I0a/03L-0 
tMiTH-H C Inidlana S- Hlchxgan Electric Co G3/li/lS 
3. O-^Mce of Director Ip 212&0 093 24X 

FlJh, 3.0-316-03/11/13.0311260260 


KEPPLER/^ 0 


B31 1210466 Holoafios pub 
i/np 1 omant ii>g procedut 
FEtTON»J M DlvUioii 
hanagomont Dranch I 
6311210406 


1 it 

version of 

t evi sod 

es 

of 

Rules 

and 

Rec Drd s 

P 

21264 

300 

24X FI 


emergsTicg plan 

63/11/16 Docunant 

cho 30^-317. 03/1 1/16. 


MH2&O20B LER S3-101/03L“0 on 03 lO 18, tgr b 1 ne drivon atiiillarg food 
fVfif trip t throttle valve falieU to trip when signal 
Initiated from control room Caused bg rusted stem threads 
\»Tt*44 cleaned S. lubricated VaWo tested satisfactorily 
UlINlEft. D C Indiana Michigan Electric Co 83/11/13 Roglon 

3 , Office of Director Ip 212S0 094 ?4X Flche 30-31 6, 83/1 1 / T' 

831 1200200 


a3]l2d0297 LEfl 03-IO2/O3L-O on 631029/ NE8W from lower conta Innjent 
vtntilation Unit 3 Isolation valve failed to meet rOQuired 
critiMon of closing within 10 * Caused by worn insert In 
lalinold valve mfg by 48C0 Valve rebuilt 

palhEHj-R a Indiana «• Michigan Flectric Co 03/11/13 Region 

3 , Office of Director Ip 21280 095 S4X Flcho 50-316.63/11/1*' 
B3liaQ02Q0 


— 6311310491 Forwards public version of revised omorgency plan 
implementing procedures , i nc lud ing Procedures CRPIP 4 1 2 ro 
site emergency cooidmotor checklist 6 ERPIP 4 1 5 re 
radiation protection director checklist Receipt form end 
USI,V lUltimore Oas «- Flectric Co 83/11/07 NHC - No 

Detailed Affiliation Given Ip 21364 301 24X 

riche 50-317. 63/1 1 / 16. 6311310406 


— '6311310493 Public veislon of revised emergency plan implementing 
procedures, i nc 1 ud mg Procedures ERPIP 4 1 2 re site 
emergency coordinatoi checklist ^ ERPIP 4 1 5 re radiation 
protection directoi checklist 

RUS5ELL.L n , RAYDURN. C L llaltlmore Gas L Electric Co e3/10/3i 
39pp 31264 302 a4X M che 30-317, 63/ I 1/ 16. 0311310406 


Ij29020e RO on 6311 19, while performing investigation into why high 
uv!*n level nristed in one gas decay tank, action statement 
[)) of lech Spec 3 112 5 not complied with On 631103. waste 
ui holdup tank concentration oiceedod 4*/. 

'nITH.H 0 Indiana t Michigan Electric Co 83/11/21 KEPPLGR. vf G 
Itglon 3. Office of Director ip 31305 328 24X 

jrh« 50-313.83/11/21*6311290200 


KET 30-317 CALVERT CLIFFB NUCLEAR POWER PLANT, UNIT I 
Security* jwedical, emergency fire protection plans 


0200362 Generic Ltr 03-33 to all licenseos «< applicants of nuclear 
swir reactors re NRC positions on certain requirements of 
R to tOCPR9G Bve list end 

ISENHUTi D G Division of Licensing 03/10/19 Consolidated 
iiibn Co Bf New York, Inc 3lpp 21114 329 24X 

lehl 30-000. 63/10/19,6310300362 


1030024 Releases public version of revised emergency plan 
spUnenting procedure 

ELTON. J 11 Olviilan of Rules and Records 03/10/26 Document 
inigenent Drench Ip 31049 332 24X Flche 50-317,83/10/36. 

311030034 


311030011 Public version of Rev 10 to Emergency Plan Implementing 
Procedure EfiPlP 4 I 17. “Security Team Leader “ 

ROSSELU/L 0 Baltimore Oas & Electric Co 03/05/11 1 ipp 

3104? 223 24X Flche 50-317.63/10/26.0311030034 


1070313 Forwards IE Insp Ropts 50-317/03-25 «< 50-310/83-25 on 
30712-15 No noncomp 1 lance noted 

UtriN.T T BlvlsUn of Engineering t Technical Programs 03/10/Sf. 
LUKDVALLrA E Baltimore Gas 8. Electric Co 3pp 31095 352 24X 

i(hl 80-317,63/30/36. QJi 1090313 


Jll0?02l7 le Insp ReptS SO-317/03-P3 6 50-316/83-25 on 830912-15 No 
nonecep I lance noted Major areas Inspected emergency 
fTepiredneie & 030914 emergency exercise 

Cra.l , CROCKER. H W Division of Engineering Technical 
Pragriifti 03/10/11 Qpp 31095 354 34 X Flche 50-317.83/10/26, 

B3nc?{>2]3 


101(1193 Releases public version of revised emergency plan 
ifllainting procedure 

LTGN,J M Division of Rules and Records 03/11/03 Document 
mijiifttnt Branch Ip 21050 264 24X Flche 50-317.03/1 1/02. 

111040193 


IJ1040194 Public version of Rev 1 to Emergency Plan Implementing 
Procidure ERPIP A 3, “Phone Listing “ W/B3000S iir & 

Ticilpt form 

* Baltimore Oat & Electric Co 63/04/27 Director's Office. 
Qffict of Inspection and Enforcement 12pp 31058 265 34X 

Flche 50-317,83/11/02.6311040193 


0B0157 Releases public version of revised emergency plan 
fltaentatian procedure 

UOW.v H Division of Rules and Records, 03/11/02 Document 
nijiaint Branch Ip 21111 078 24X Fiche 50-317,83/11/02. 

110BOI57 


IIC80163 Pub I Lc version of Rev 13. Change li to Emergency Response Flan 

Ufleainta tinn Procedure ERPIP App A 1, “Emergency 

BrjeniiatL-on. Personnel “ W/031021 ltr & receipt form 

^^I-V , RUSSELL. L a Baltimore Oas U Electric Co 03/10/19 

OlTsetpr's Office. Office of Inspection and Enforcement I7pp 

ailll 079 34)( Flche 30-317.83/11/02,6311000157 


8311210499 Releases public voTSion of revised emergency plan 
Implementing procodut es 

FELTON, J M Division of Rules and Records 83/11/16 Document 

Management Branch Ip 21365 001 24X Flche 50-317,03/11/16, 

631 1310499 


—0311310504 Forwards public version of i evlsed emergency plan 
implementing procedures, including Procedurei ERPIP 4 1 t6 
re emergency fire team leader checklist & ERPIP 4 I 22 ro 
emergency communlrolur checklist Receipt form enc 1 
USl.V Baltimore Gas 4< Electric Co 03/11/00 NRC - No 
Detailed Affiliation Oivon Ip 31365 003 24X 

riche 50-3 1 7. 03/ n / 16 . 03 1 1210499 


— 031121050? Public veision of revised emergency plan implementing 
procedures, including Piocedures FRPIP 4 1 16 re emergency 
firo team leader chbckllsi 6 FRPIP 4 1 32 re emergency 
communicator checklist 

nuS3ELL,L n , RAYBURN. c I Dal timer e Oas & Electric Co 03/10/36 
I5pp 21365 003 24X Flche 50-317,83/11/16, 0311210499 


B311280S63 Responds tn Generic Ltr 03-33 (NUREO-0737. Supp 1 1) re 
emergency response capability Control roum design review 
summary rept will bo submitted by 850101 6 emergency 
operations procedures generation package by 640315 
LUNOVAUU.A E Baltimore Oas 6Clectilc Co 63/11/10 MILLER. JR 
Operating Reactors Bianch 3 2pp 31260 077 24X 

Flche 50-317,03/11/16,6311200203 


0311200370 Ack receipt of 83072! Itf informing NRC of steps token to 
correct violations noted in IE Insp Ropts 50-317/82-20 6 
50-318/82-24 End to ltr will be withheld (ref lOCFR/3 211 
MARTINtT T Division of Engineering & Technical Programs 63/ll/l‘' 
DDWHAKCR.N J Baltimoro Oas & Electric Co Spp 2J263 092 24X 

Flche 30-317,03/1 1/10,831 1200378 


—0311200301 Responds to NRC 030622 Hi re violations noted in IE Insf 
Repts 50*317/03-28 6 50-310/02-24 Corrective actions 
withhold (ref lOCf R73 21) 

nOHMAKER.N J Baltlmoie Oas & Electric Co 03/07/21 MARTIN. T ^ 
Region i, Office of Director ip 31265 094 24X 

Flche 50-317, 63/1 l/lO, 8311300070 


0311290159 Requests exemption from fire protection requirements of 
lOCFRSOiApp R re fire dnor assemb 1 i cs, ol I collection ays for 
reactor coolant pumps h sprinkler covorago 

LUNDVALL, A C Baltimore Oas Electric Co 83/11/21 MILLER, J R 
Operating Reactors Branch 3 I2pp 21303 250 24X 

Flche 50-31 /, 03/1 1/21. 831 1390159 


P Operating license stage documents correspondence 


0311090447 Forwards BFR ro licensee actions (endorsing C-E Pwneri Oro 1 
rept) to comply w/NUREG-073/. Item II K 2 I/, "Voiding In RCB 
During Tronsients “ Requirements mot for facility 
MILLER, J R opereting Reactors Branch 3 83/10/24 LUNDVALL. A E 

Baltimore Oos & Electric Co 9pp 21132 328 34X 

Flche 50-31/, 83/10/24, 031 1090447 


0311030326 Denies 83090/ request for extension In submit format 
response to Oonoric Ltr 03-28 re Bnlem AtwS events General 
overall status re industry posture warranted Submittal 
requested, to extent practical, by 831105 

MILLER. J R Operating Reactors Branch 3 03/10/25 LUNDVALL. A E 

Baltimore Oas h Electilc Co 3pp 31049 370 24X 

Flche 50-317,03/10/25.0311030326 
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Q3l 1040104 Advises of eng Ineer i tvs' *« procurement schedules for reactor 
\/essel levfl <nonitaiin 9 sgs Unit 1 sgs ir^stal 1st I an ujtll he 
completed bg end of Fall l^Bh Ir Unit 2 bg end of Fall 1903 
Info requested in 0»rertc: Ltr 8’?~2Q to be sent bg 840413 
LUhDVALL-A E Qalfciffiore Gas h Electric Co B3/lO/2i MlLLER-JR 
Operating Reactors Branch 3 5pp 21031 089 24X 

Fic^e 30-317-91^10/26,03! 1040104 


— B31 1090217 IE ln«p Wepts 30-31 7/B3'-33 U BO-Gie/BS-SS on 0309|2<-13 N: 
noncompliance noted Major areas inspected emei'pencg 
preparedness 830914 emergencg exercise 

CQHGNi I , CRQCKER, H W Division of Engineering U Techrvic 4 | 
Programs 03/10/11 8pp 21093 334 SAX Flche 30-31 7. 83/ 1 i 
63110902)3 


6310310403 Generic Etr 63-38 bo all licensees of operating pouier 
rsactprs L applicants for OL re ^680-0965. ■■WfiC Inventorv 
of Dams " Forwards lJLJf?EG~0965 "NRC inventor g of Dams'* for 
info only H/o end Svc list encl 

EISENHUT, D C Division of Licensing 03/10/31 Co h so 1 1 dated 

Edison Co of Neu Vork, tnc l<4pp 21184 0-13 24X 

Flche 30-000.83/10/31.831031040:1 


0311010162 Generic Ltr 83-37 to all PWR licensees re tJUREO-0737 Tech 
Specs Requests revieut of Tech Specs to determine coneistencg 
U/guidanca In NUREG-0737 Respanse required uilthln 90 dags 
of receipt of Jtr Svc list end 

EISEhHUT.D 0 Division of Licensing 63/l]/01 Consolidated 
Edison Co of New Vork, Jnc 22pp 21149 09G 24X 

Flche 50-000. 03/11/0! 831 1010)02 


0311020051 Generic Ltr 93-3S to all licensees of operating reactorsi 
applicants for OLs h holders of CPs re clarification of TM I 
Action Plan Item 11 K 3 3i Submittal of bounding 
demanstr ation uil 1 satisfg requirements Svc list end 
ElSENHUTiDO Division of Licensing 83/11/02 tonftolidated 
Edlaan Co of New Vork, Jnc 16pp 2)104 001 24X 

Flche 90-000.03/11/02,6311020031 


631)110116 Forwards response to 831026 i e(|Uest for Info re Cycle 7 
reload application Withdrauel of 631014 Zircalog growth 
cprrelation requested Release of correlation premature 
LUNDVALL.A E Dajtimare Gas «» Electric Co 83/11/04 WILteR, J R 
Operating Reactors Drench 3 4pp 21148 348 SAX 
Flche 30-317.63/11/04, 83t I J 101 IB 


0311110049 Forwards l?0-dav response to Generic Ltr 03-28 re required 
actions based on generic implications of Salem ATif3 events 
Plans for ensuring effective vendor info program will be 
provided bg 840229 

LUNDVALL. A B Baltimore Gas & Electric Co 03/11/03 ElSEMHUTiD 0 
Dlvlsioti of Licensing 34pp 2U40 14) 24x Fiche 30-317. 

83/) 1/03, 8311110049 


0300310034 IE Info Notice 83-71, "Defect in Load'-fl ear lug Ueldi cs 
Lifting Devices for VeB«ei Head 8< Internals 0vc list end 
JORDAN, E L Division of Emergency Preparedness lU Engihifrtni 
Response (Post 830103) 83/10/27 Consolidated Edison Co of M. 

Vork, Inc llSpp 21037 357 24X Fiche 30-000, 83/10/27, 8309J3£>':'l 


030B310048 IE Info Notice 03-72, "Environ Qua 1 1 f Ic at i dr 
Evperlenca " five list end 

JORDAN, C L Division of Emergency Preparedness & Enginatrlni 
Response (Post 030103) 83/10/28 Ct>n»olldatod Edison Ce ef Nu 

York. Inc I3lpp 2)155 024 24X Flche 30-000. 03/10/28, D30Q3I& 43 


0306310057 IE tnfo Notice 03-73, "Radiation Exposure From 01 avfs 
Contaminated W/U Daughter Products ** Svc list enc L 
PARTLQUiJ 0 Division of QA. Safeguards 5, Inspection Program iPtti 
8301031 83/10/31 Consolidated Edison Co of Niui Vorki Ini 

1I6PP 21134 240 24X Flche 30-000,83/10/31,0300310057 


D31io30004 EN-03-072 on 031 104, not i c e of violation tc propoiid 
Imposition of civil penalties in amount of *60,000 will be 
issued Action Involves violations re inoperability of ECC0 
pump room air coolers 

KLINOLER.O , AXELRAD. j Director's Office. Office of I hspictivh 
Enforcement 03/11/01 ip 21035 184 24X Fiche 50-317, 03/1 i/Cl 

0311030004 


0308310076 IE Info Notice 03-76. "Reoctor Trip Breaker Nelfuncllpr f 
(Undervol tage Trip Devices on GE Type AK-a-SS Breakers) “ 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Englnserinp 
Resfonse (Post 8301031 83/11/02 Consolidated Edison Co gf 

York, Inc lISpp 21514 024 24X Flche 30-000, 03/11/02, 030031007a 


0308310073 IE Info Notice 03-73, "Improper ('ontrol Rod Nanlpuletl ir» * 
8vc list end 

JORDAN, E L Division of Emergency Preparedness Enginstrlng 
Response (Post 030103) 03/11/03 Consolidated Edison Co of N«« 

York, Inc U4pp 21313 233 24X Fi che 50-000. 83/1 1/03, S3«W|OOJJ 


6311)30131 Informs that analytical efforts initiated to qualify 
auiiliary feeduraler sys manual valves to seismic Category I 
requirements, per Generic Ltr 01-14 L NRC request Efforts 
will be completed by 84D315 

LUNDVALL. A E Baltimore Gas t« Electric Co 83/11/09 NIULER, J R 
Operating Reactors Branch 3 Ip 21174 263 24X 

Flche 50-317. 03/11/09, 0311 15DI 31 


0311150319 Submits revised values of nominal flow setpoint fc instrument 
loop error band provided in otil 030916 request for rev to 
Tech Spec 3/4 7 1 2 to auxiliary feedwater »ys 

LUNDVALL. A E Baltimore Gas & Electric Co 83 / 11/10 HILLER, J R 
Operating Reactors Dranth 3 6pp 21179 250 24X 

Flche 50 - 317 . 03 /n/IO. 83! 1 150313 


G Inspection report*. lE Bulletins «, correspondence 


8311180113 Forwards IE Insp Rept* 30-317/63-23 1< 50-310/83-23 cn 
630829-0902 6 notice of violation 

martin, T T Division of Engineering St Technical Programs 63/11/33 
LUNDVALL, A E Baltimore Gas S, Electric Go 2pp 81226 173 24X 

Flche 30-317. S3/U/03, 8311 180U3 


— 6311180117 Notice of violation from Insp on 830629-0902 

» Division of Engineering 8, Technical Program* O3/M/03 Ip 
21226 175 24X Fiche S0-3i7, 63/11/03, Q3U 1801 13 


— B3111BO120 IE Imp Repts 30-317/63-23 3O-310/B3-23 on 330629-0902 

Noncomp 1 lance noted failure to establish procedures to 
collect, move S< introduce liquid raduaste from temporary 
decontamination into processing sys 

COLLINS, D J , 6HAN0AKY, H M Region 1. Office of Director 

83 /n/Ot 8pp 21226 176 24X Fiche 50-317,63/11/03,631116011? 


6308300797 lE Info Notice 03-69, "Improperly Installed Fire Dampen 
at Nuclear Power Plant* *' Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineerina 
Response (Post B30I03> 83/10/21 Consolidated Edison Co of New 

Vork. Inc I37pp 2|H4 331 24X Fiche 50-000.83/10/21,630030079' 


831)210105 Discusses (E insp on 830525-0601 L 0817-22 it forwirlt Mltti 
of violation & proposed imposition of civil penalty 
hurley, T E Region 1. office of Director 83/11/04 LUNOVALLAE 
Oaitlinore Gas Electric Co 4pp 21240 327 24X 

Flche 50-317,03/11/04,8311210103 


6308310030 IE Info Notice S3-70. “Vlbraticin Induced Valve Failures 
Svc list end 


JORDAN. E L DkvUion of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/10/23 Consolidated Edison Co of Nat 

24X Flche 50-00G, 03/ i 0/2 5, 830631003'* 


Vorl. Inc !l7pp 21037 219 


8300300799 IE Bulletin 03-07, Suppl 1 , ‘'Apparently Fraudulent Products 

Bold By Ray Miller, Inc " Svc list end 

DEVGUNG.R C Director -s Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of Neu York, Inc 

I79pp 21070 170 H4X Fiche 30-000.03/10/26.0308300799 


*"»P 30-3)7/83-25 & 50-3 18/83-25 Oh 

ujoyia-js No ncncomp 1 lance noted 

engineering t Technical Programs 83/lo/ 
LUNDVALL, A E Belli more Oa * L Electric Co 2 pp aio95 332 24 

Fiche 30-317,83/10/26.0311090213 


— 6311210108 Notice of violation & proposed imposition of civJ) piraUi 
In amount of *60,000 Noncomp 1 lance noted both ECCS 6 
containment spray sys inoperable In required auxiUafV 
equipment 

MURLEV. T E Region 1, Office of Director B3/J)/04 Spf 
21240 331 g4X Fiche 50-317.83/11/04,6311210103 


0311280133 Forwards IE Insp Rept* 30-317/83-26 L 30-316/03-26 on 
030719-23 & notice of violation 

HARTINi T T Division of Engineering & Technical Program* 03/11/3* 
LUNDVALL, A E Daltimore Gas & Electric Co 2pp 2)279 103 S4k 
Flche 30-317,83/11/09,831)200133 


—0311280137 Notice of violation from insp on 630919-23 

e Region 1, Office of Director 83/11/09 Ip 67056 OGl 24* 
Fiche 50-317, 03/11/09, 031 1280135 


— 0311200143 IE Insp Rept* 30-317/03-26 L 50-316/83-26 on 630919-23 
No nc ontp 1 lance noted failure to properly establish L 
implement Procedure STP 0-7-1 re restoration of spent fuel 
pool cooler water valve lineup 

flieSETT.P . MEYER, G , JOFFEE, D Region 1, Office of Director 
83/10/28 llpp 91279 100 S4X Fiche 50 - 317 . 83 / 1 1 /09, 8311 2601^' 
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B3I10I0015 IE Into Notice 03-77. “Air/Gas Entramnent Events Resulting 
iti Si|S Failures " Svc Met end 

J4JftQAWj E L Uivlaton of Efliergency Preparedness & Engineering 
fief-DOn-ie CPost 030103) 03711/14 Consolidated Edison Co of Moa 

YdtI. Ire 114PP 24X Ftche 50-000.03/11/14,8311010013 


£311010010 IE Info Notice 03-78, "Apparent Improper Mod of Component 
Affittlng Plant Safety " Svt list end 

JOROAW, E L Division of Emergency Preparedness & Engineering 

IPost B30103) 03/11/17 Consolidated Edison Co of Ne^ 

VcTi, Ire ll7pp 31603 001 24X Fiche 30-000, 03/1 1 / 17. 831 101001*> 


33>n2aO370 Act receipt of 030721 1 tr informing NRC of steps taken to 
i«tfrct violations noted In IE Insp Repts 50-317/02-20 & 

50-318/02-24 End to Itr will be withheld (ref 10CFR73 21) 

HARTIK.T T Division of Engineering 8< Technical Programs 03/ll/lP 
LOWttAKER.N J fialtimoTB Oas h Electric Co 2pp 21283 092 24X 

Fieht 30-317,03/11/18.0311200370 


—0311500381 Responds to NRC 030622 Itr re violations noted in IE Insp 
flipts 50-317/02-20 ^ 50-310/02-24 Corrective actions 
withheld (ref jaCFR73 21) 

BOMHAKER.N J flaltimore Gas «» Electric Co 83/07/21 MARTIN, T ^ 
Riglon I. Office of Director ip 21205 094 24X 

Fichi 50-317,03/11/10,0311200370 


R Perlod'lc operating reports & related correspondence 


&31I180C34 Nonthlv operating repts for Qc t 1903 W/Q3im Itir 
LOrCIO. E Baltinore Gas & Electric Co 63/11/09 Director's 
Offltti Office of Inspection and Enforcement llpp 21S23 OBO S4/ 
Fltkf 50-317,03/11/09.0311180054 


S Re^^orteble occurrences, LERs it related correspondence 


33103l00t9 Responds to FOIA request for eight categories of records rt 
certain sgs In C-E designed nuclear pouter plants Forwards 
dacuaents.as listed in App A Nine documents listed in App B. 

»lr<adg In PDR 

FELTCH, JM Division of Rules and Records 83/07/20 DEtL.N 

Coilltlon for Safe Power 3pp 20990 174 24X 

flcbe 50-000. 83/07/20, 03 103 J 0069 


—8005070858 Details staff Investigation into 600520 loss of svc uatei 
I sub<siqu«nt mlsvalvlng of auxiliary feedwater sys suction 
Corrective actions should be taken to remove commonality of 
Igopc in turbine bldg & pump suction line 

M3VA)(.T H Assistant Director for Operating Reactors 00/07/29 
EtBEHmiTiD 0 Division of Licensing 3pp 20990 340 24X 

FIche 50-000,03/07/20.8310310069 


1311010047 Updated LER a2-033/03X-l on 020701, dur Ing Node 2, ui/HPSl 
puaf runn I tvg, d I scovered 200 gpm leak Into safety Injection 
tinl llA pelt tank outlet check valve Caused by disc sealing 
0-ring d et#T lorat I on O-rings replaced W/830927 Itr 

ifENDERLICH,R L , RUSSELL. L D , FARRELL, E U Baltimore Oas & EUctrit. 
Co 03/O9/S7 MURLEV. T E Region 1, Office of Director 3pp 
20970 003 2qx Fiehe 50-31 7, 83/07/27, 83 1 1010047 


1311010156 NPDES none omp 1 1 anc e notification on 030919, reac tor tn turbirie 
aiTiually tripped doe to fish kill in Intake embayment which 
Clogged travelllTig screens Caused by upuielling of low 
iissoived osygen uaters Task force established 

0AUeRE[B, E 1 Baltimore Gas Sc Electric Co 03/09/30 Region 1. 

□ ffice of Director 6pp 20977 250 24X Fiche 50-317.33/09/30, 

0311010156 


1311070433 LER 83-052/04T-0 on 830010, oyster samples collected during 
Aug 1903 showed higher than background Ag-llOm activity 
Caused by natural tendency of oysters to bioconcentrate 
environ sliver N/B31005 Itr 

VOOEL.A H . RUSEELL.L B Baltimore Gas 6 Electric Co B3/10/05 
BIURLEVi T E Region 1, Office of Director 2pp 21067 075 24X 

FKhs 50-317,03/10/05.0311070433 


311010333 LER B3-O5J/03L-0 on 030927, diesel generator 12 found 
Ino-pereble on tuo occasions Caused by speed switch 010 RPh 
contact stuck in closed position Speed switch replaced 
Bullchii on other generators will be checked U/031O1B Itr 
PORTER, R , ANDROS IK. R , RUSBELL. L Q Baltimore Gas << Electric Co 
03/10/10 HURLEY 1 .T E Region 1, Office of Director 2p p 
20979 236 24X Fiche 50-317,03/10/10,0311010333 


3110S0141 LER 03-O53/O3L-O on 830921 , during surveillance testing, 
charcoal filter bypass damper for spent fuel pool 
vintiiatfon sgs would not shut completely Caused by leaking 
solenoid valve Valve cleaned fc 0-ring replaced W/031020 Itr 
JW«,M A ^ RAYNaR.J M , RUSSELL. L D Baltimore Oas Electric Co 
&3/lGi/2f> MLJRLEV, T E Region 1, Office of Director 2pp 
20977 359 24X Fiche 50-317,03/10/20,0311010141 


8311160037 LER B3-O53/03L-0 on 631001, throe main steam safety valves 
did not lift at required setpoint Cause not stated Valves to 
be disassemb led, inspected & repaired during refueling 
outage W/831023 Itr 

JUNGE, M A , VNKLE, T J , RUSSELL, L B Baltimore Gas 6 Electric Co 
03/10/25 MURLEY, T E Region 1. Office of Director 2p p 
21109 030 24X Fiche 50-317,83/10/23,8311160037 


8311160020 LER B3-056/03L-0 on 831007, heat damaged snubber discovered 
on piping botwoen pressuriter & code safety valve Caused by 
lack of oil in reservoir on snubber Modified reservoir 
design Implemented Update expected M/631031 Hr 

PIERINOEH.P ,, JENNINGS, R , RUSSELL, L B Baltimore Oas L Electric Cj 
03/10/26 MURLEY, T E Region 1, Office of Director 2p p 
21100 345 ?4X Fiche 50-317.03/10/26,0311160020 


0311070555 Part 21 rept re potential defect in replacement R lA rubber 
valve seat for 48-inch RIA containment purge valve Initially 
reported on 031025 Supp 1 1 er, Buff alo Meaving & Belting, will 
produce anvil seats using extruded preform 

MILSON. A K Henry Pratt Co Q3/10/20 KEPPLER.J 0 Region 3, 
Office of Director 4pp 21065 267 24X Fiche 50-000,83/10/26, 

831 10705S5 


8311160209 LER 83-034 '03L-0 on 030920, dur ing normal opera tl on, Th input 
to reactor protection sys trip channel C failed in 
nonconservative direction Caused by failure of Th temp 
transmitter due to defective transistor M/83102a Itr 
PORTER, R J , ANDROS I K,R , RUSSELL, L B Baltimore Oas & Electric Co 
03/10/20 MURLEY. T E Region i. Office of Director 2pp 
21109 100 24X Fiche 30-317,83/10/20,0311160209 


0311100295 LER 03-061 /03L-0 on 831012, shutdown cooling (8DC> return 
isolation valves shut, terminating SDC Caused by high 
pressure signal due to inadequate tag-out of electrical 
signals from pressuriier transmitters U/B3il0l Hr 

JUNGEiH A , MACKLIN.M E . RUSBELL, L B Daltimore Oas Electric CO 
83/11/01 MURLEY, T E Region 1, Office of Director 3pp 
21220 060 24X Fiche 30-317,83/11/01.8311100293 


0311100224 Updated LER 01-O22/O3X-1 on 810324, ESF actuation sys 
degraded voltage relay 127/D-l t-H found Inoperable Caused by 
relay output contact binding Relay repaired M/031 104 Hr 
SYDNDR.R B , RUSBELL, L D Baltimore Gas U Electric Co 83/11/02 
MURLEY. T E Region 1, Office of Director 2pp 21227 253 24X 

Fiche 30-317,63/11/02,8311180234 


0311100160 LER 83-060/03L-0 on B310O5, fire door between emergency 
diesel generator rooms 1 1 4. 12 removed for mod Caused by 
need to facilitate maint Door enlarged to preclude future 
removal U/031103 Hr 

JUNOE, H A , RUSSELL, L D DaHlmorc Gas b Electric Co 03/11/03 
MURLEY, T E Region 1, Office of Director 2pp 21223 133 24X 

Fiche 30-317,83/11/03,8311160160 


8311100240 LER 03-O50/O3L-O on 831004 & 12, d i sc over ed that 12 solid 
radwaste pumps could not be stopped from control roam to 
open contact on local control switch Caused by high 
resistance across handswltch contacts 3 & 4 M/031103 itr 
LOHR.J F • BASSO, L F , RUSBELL, L B Baltimore Gas L Electric Co 
03/11/03 MURLEY, T E Region 1, Office of Director 3pp 
21220 330 24X Fiche 30-317,83/11/03,8311100240 


0311100100 Updated LER 03-O47/O3X-1 on 030624, ESF actuation sys 
degraded voltage relay 127/tO-tl-O found inoperable Caused 
by output relay falling to actuate Relay replaced M/03ilO4 
1 tr 

BYDNQR.R D , RUSSELL. L D Daltimore Oas I Electric Co 63/11/04 
MURLEY, T E Region 1, Office of Director 2pp 212P3 095 24X 
Fiche 50-317.03/11/04,8311180100 


0311210207 Updated LER a3-0l7/03X-l on 030418, cab Inot 2D deenergHod 
for corrective maint Caused by failure of two Monsanto MCT2 
op tol sola tor s Op tol solators replaced w/improved design M/ 

031107 Hr 

LAGlEUSKIiJ 6 . DASSO.L F , RUSSELL, L 0 Baltimore Ga« & Electric 
Co 03/11/07 MURLCY, T E Region 1. Office of Director 3pp 
21232 360 34X Fiche 30-317,03/11/07.0311210207 


0311100207 LER B3-057/03L-0 on 031010, leak discovered on downstream 
side of instrument stop valve 1-0I-I324 Caused by cracked 
weld Stop valve adapter & affected tubing will bo removed L 
new adapter Installed M/031109 Hr 

LOKR.J F , FARRELL. £ V . RUB8ELL. L □ Baltimore Oas & Electric Co 
03/11/09 MURLEY, T E Region 1. Office of Director 2p p 
21227 247 24X Fiche 50-317, 03/1 1/09, 0311 180287 


6311100207 LER 03-O39/O3L-O on 83101 1 , chemical vol cnntrol sys chemical 
Isolation signal for channel ZF discovered inoperable 
Caused by room pressure transmitter out of callbr 
Transmitter recalibr U/03ino Itr 

RUB8ELL,L B , PORTER, R J , ANDROBIK, R Oattimore Gas 6 Electric Co 
83/11/10 MURLEY, T E Region 1, Office of Director 2p p 
21226 039 24X Fiche 30-317. 83/i 1 /tO, 831 i 100207 
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1)^}CK£T 50“315 CAL^ERI CLIFFS IIUCLEAR POWER PLANT, UNIT iJ 


F Svcurttu^ fTiediCdl, ejn^rgenCV & fire protoctlon plans 


831020O3&S Ganaric Ltr 83-33 to all Uccnseei applitants of HLrclear 
pcuer reactors r« NFtC pasltiana on certain requirements of 
App R to tOCFRSD Svc list end 

EJBENHUT, D G Dlviiion of Licensing 03/10/19 Coniol Idatecl 

EdliDn Co of Meu York, Inc 21pp aillA 329 24X 

FiChe SO-OOO. 03/10/ 19. 6310200362 


B3I1030024 ReUasss pybUc ver « 1 on of revised etnerge-ncg plan 
iwplBoientlng procedure 

FELTON^ J M Division of Rules and Records 33/10/26 Docurteat 

Hanagernent Branch Ip 21049 322 24X Fiche SO-317* 33/10/26^ 

3311030024 


--3311030011 Foblir version of Rev 10 to Emergencg Plan Impl emant 1 ng 
Procedure FHPIP 4 1 17. “Seeurltv Teafli Leader “ 

RUSSELLit B Oaltlwore Gas electric Co 03/03/11 1 Ipp 

31049 323 24X Ftche 30-317 j 33/ 10/2A. 831 1030024 


— 3311210904 Foruiards public version of revised emergency plan 
Implementing procedures, ind ud ing Procedures ERPIP 4 1 lA 
re emergency fire team leader rhecklist tt ERPIP 4 1 22 r* 
emergency communicator checklist Receipt form end 
U8J*V flattlmore GPs Sc Electric Co 03/11/03 NflC - MS 

Ootailed Affiliation Given Ip 212A3 002 S4X 
Flche 50-317.83/11/16.8311210499 


— B31121O509 Public version of revised emergency plan Imp 1 ■eiinlli<g 
procedures, including Procedures ERPIP 4 1 16 re emergency 
fire team leader checklist & ERPIP 4 1 22 re emergency 
communicator checklist 

RUSSELL. L D , RAYDURN. C L Raltlmnro Cas 6 Electric Co 33/LOiJ: 
l»pp 21269 003 24X Fiche 90-317, B3/1 1/ lA, 331 1210499 


6311200203 Responds to Generic Ltr 02-33 <NURE0-O737, Eup p I IJ ri 
emergency response capability Control room design rsviau 
summary rept ulll be submitted by 050101 & emergency 
operations procedures generation package by 640313 
LUNDVALL, A E Daltlmore Gas 6 Electric Co 03/11/10 ritLLEP.Jfl 
Operating Reactors Branch 3 2pp 21200 077 24)C 

Ftche 50-317.03/11/10,0311200283 


0311090213 Forwards IE Insp Repts 50-317/63-23 h 50-310/03-25 on 
630912-15 NO concampHance noted 

MARTIN. T T Division of Engineering t* Technical Programs 83/10/26 
LDMDVALL. A E Baltimore Gas & Electric Ca 2pp 21095 392 24X 

FUhe 50-317.63/10/26.8311090213 


6311280378 Ac k receipt of 030721 ltr informing NRC of step* tahin la 
correct vlnlatlons noted in IE Insp Repts 9O-317/03-20 fi 
50-310/02-24 Enel to ltr will bo withheld <ref 10CFR73 211 
MARTIN. T T Division of Engineering & Technical Program* a3/|iri' 
BOUMAKER.N J Baltimore Oas & Electric Co 2pp 21289 092 «CJ 
Flche, 50-317. 03/11/10, 631 1280370 


“0311090217 IE Insp Repts 30-317/03-25 6 90-310/83-25 on 830912-13 No 
none ompli ante noted Major areas inspected emergency 
pTsperedness 6 630914 emergency exercise 

COHEN, I Division of Engineering 4. Technical Programs 63/l0/tl 
8pp 21099 394 24X Fiche 90-317,03/10/26.0311090213 


0311040193 Reluases public version of revised emergency plan 
imp iementing procedure 

FELTON, J M Division of Rules and Records 03/11/02 Document 
Management Hrrinch Ip 21050 264 24X Flche 90-317,03/11/02, 

8311040193 


--83J1040194 FubllC version of ftav I to Emergency Plan Implementing 
Procedure ERPIP a 2. "Phone Listing “ W/B30503 ltr 6 
receipt ftrm 

a Daltimo-re Gas tt Electric Co 03/04/27 Director's Office. 
Office of Inspection and Enforcament tSpp 21090 269 24X 

Flche 50-317,03/11/02,8311040193 


0311OBO157 Releases public version of revieed emergency plan 
Imp lementat ion procedure 

FELTON, J M Division of Rules and Records 83/11/02 Document 

Management Branch Ip 21111 078 24X Flche 90-317,63/11/02. 

031 1000157 


— 0311200381 Responds to NRC 030622 ltr re violations noted In IE Rnii 
Repts 90-317/02-20 4c 90-318/02-24 Corrective actions 
ulthheld (ref lOCFR/O 21) 

BOWMAKER, N kT Baltimore Gas !< Electric Co B3/07/2I HABTIH. I T 
Region 1. Office of Director Ip 21209 094 24>f 

Flcho. 50-317. 03/1 1/10, 0311200370 


0311290199 Requests exemption from fire protection requirements si 
10CFR90. App R re fire door assemb I les, □ ll collection sys for 
reactor coolant pumps b sprintiar coverage 

LUNDVALL, A E Baltimore Gas L Electric Co 03/11/21 MILLER.^ Jt 
Operating Reactors Branch 3 iSpp 21303 290 24X 

Flche 30-317,03/11/21,0311290199 


P Operating license stage documents 6 correspondence 


0311090447 Forwards SE« re licensee action* iendorslng 0-E Ountri 
rept) to comply w/NURE0-O737r 1 tern II K 2 17, "Voiding in FtCS 
During Translortts " Requirement* met for facility 
MILLER/ J R Operating Reactors Branch 3 03/10/24 LUNDVALL.A E 

Baltimore Gas & Electric Co 9pp 21122 320 24X 

Flche 90-317,03/10/24.8311090447 


—0311000163 Public version of Rev 13, Change l.to Emergency Response Plan 
Implementation Procedure ERPIP App A, 1# "Emergency 
Crganliation personnel " N/03IO21 ltr & receipt form 
USI.V , RUSSELL) L B Dflltlmore Oas & Electric Co 83/10/19 
DlTector''s Office, Office of Inspection and Enforcement 17pp 
21111 079 24)( Flche 50-317,03/11/02,0311000197 


e31 1030328 Denies 030907 request for extension to submit formel 
respon** to Generic Ltr 83-20 re Salem ATW3 events General 
overall status re industry posture warranted Submittal 
requested. to extent practical, by 831109 

MILLER, J ft Operating Reactors Branch 3 83/10/25 LUNDVALL. A E 

Baltimore Gas te Electric Co 2pp 21049 270 24X 

Flche 90-317,03/10/23,8311030328 


0311210466 Releases public version of revised emergency plan 
ImplefflBnting procedure* 

FELTON. -j M Division of Rules and Records 63/11/16 Document 
Management Branch Ip 21264 300 24X Fiche 50-317/63/11/16. 

0311210466 


—0311210491 Forwards public version of revised emergency plan 
implementing procedures. Inc lud Ing Procedures ERPIP 4 t 2 re 
site emergency coordinator checklist i ERPIP 4 1 5 re 
radiation protection director checklist Receipt form end 
031. V Baltimore Cas 8c Electric Co 83/11/07 NRC - No 
Detailed Affiliation Given Ip 31264 301 24X 

Flche 50-317,03/11/16,8311210466 


--03I 1210495 Public version of revised emergency plan implementing 
procedures, inc 1 ud Ing Procedures ERPIP 4 1 2 re site 
emergency coordinator checklist & ERPIP 4 I 9 re radiation 
protection director checklist 

RUSSELL. L 6 . RAYBURN. C L Baltimore Gas U Electric Co. B3/lD/2<3 
99pp 21264 302 24X FI che 90-317. B3/1 1/16. S3U2iO406 


6311310499 Releases public version of revised emergency plan 
implementing procedures 

FELTDN. J M Division of Rules and Records 83/1 J/16 Document 

Management Branch Ip 21265 001 24X Flche 90-317,03/11/16. 

0311210499 


0311040104 Advises of engineering U procurement schedule* faf rtecler 
vessel level monitoring sys Unit i sys Installation will b* 
completed by end of Fall 1986 Unit 2 by end of Fall 1969 
Info requested in Generic Ltr 02-20 to be sent by 840413 
LUNDVALL. A E Baltimore Gas & Electric Co 03/10/26 rtlLLER.vR 
Operating Reactors Branch 3 2pp 31091 009 24X 

Fiche 50-317.03/10/26,8311040104 


0310310403 Oaneric Ltr 03-33 to all licensee* of operating power 
reactors & applicants for OL re NUREO-0965, "NRC Inventory 
of Dam* " Forwards NUftEO-0969 "NRC Inventory of Dams" for 
info only W/o end 8vc list end .j ». j 

EIBENHUT, D G Division of Licensing 63/10/31 Consol idatei 
Edison Co of New York, Inc I4pp 21184 019 24X 

Fiche 90-000. 83/10/31. 0310310403 


0311020091 Generic Ltr 83-39 to all licensee* Of op erating rcac tof*' 
applicants for QLs 6 holders of CPs re c lar i f i ca t i pn of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirement* 8vc list end 
EI8ENHUT.D0 Dlviaion Of Licensing 03/11/02 Caniolitfsttf 

Edison Co oP New York. Inc I6pp 21 184 001 24y 

Flche 50-000,63/11/02.0311020091 


0311110049 Forward* 120-day response to Generic Ltr 83-28 re raquiMf 
actions based on generic Implication* of Salem ATWS events 
Plan* for ensuring effective vendor info program will b* 
provided by 040229 

LUNDVALL. A E Baltimore Gas 6 Electric Co 03/11/03 
Division of Licensing 94pp 21148 141 24X Fiche 30-317. 

03/11/05, 0311110049 
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? 3 I 1 L^ 019 L [n#Qrrt 4 thdt analgticai efforts initiated to 
iJtiUarw feedwater ajs manual valves to seismic Cateporg I 
n luir enent s t p er Cenerlc Utr ai -14 & NRC request Efforts 
Mill be ronpieted bg 040315 

LUWDVALL.A E Baltimore Gas b Electric Co 03/li/O^ MILLER* 
'□pcratlnji Realtors Branch 3 Ip 21174 263 24X 

fich* 30-3J7* 63/1 I/O?. 031 1150151 


?3IU50315 Submits revised values of nominal flinu setpoint It instrument 
|CB| error band provided in util 030716 request for rev to 
Ticli Spec 3/4 7 1 2 ra auxiliary feedwater sys 

LUfJSVAUL, A E Baltimore Gas t Electric Co B3/11/10 MILLER. J R 
Opifating Reactors Branch 3 6pp 21179 250 24X 

Ficiie 30-317i B3/1 1/10. B31 1 150315 


1 Inspection reports. IE BulUtina 6 correspondence 


— B3niB0U7 Notice of violation from insp on S30B29-0702 

« Division of Engineering 6 Technical Programs 63/11/03 tp 
21236 175 24X Fiche 50-317-03/11/03.0311100113 


— asuiaoiao IE msp Repts 30 - 317 / 03-23 6 30 - 318 / 03-23 on 830027-0702 
Nancomp 1 lance noted failure to establish procedures to 
collectimove & introduce liquid radwaste from temporary 
decontamination Into processing sys 

COLLINB.D J . SHANBAKV. h M Region 1> Office of Director 

03/11/01 Bpp 21226 176 24X Fiche 30-317,83/11/03.0311100113 


631 1210105 Discusses IE insp on B30525-0601 & 0017-22 6 foruardi notue 
of violation & proposed imposition of civil penalty 

MURLEY, T E Region 1. Office of Director 03/11/04 LUNDOALL. A E 
Baltimore Gas & Electric Co 4pp 21240 327 24X 

Fiche 50-317.83/11/04,0311210105 


eM&3{)0797 IE Info Notice 8a-67. “Improperly Installed Fire Dampers 
at KuclesT Pouer Plants *' Sve list encl 

E L Division o# Emergency Preparedness it Engineering 
3ctponse iPost 030103) 03/10/21 Consolidated Edison Co of Ne.. 

Yerl, tne 137PP 21114 351 24X Fiche 50-000.03/10/21.830030079 


eo0S3l0O30 IE Info Notice 03-70. “Vibration Induced Valve Failures “ 

Sve Ust «TICl 

JM&AM. £ L Division of Emergency Preparedness 6 Engineering 
RcKporse (Post 030103) 03/10/25 Consolidated Edison Co of Ne. 

Varl. Inc 117pp 21057 219 34X Fiche 50-000. 03/10/25. B30a3l003t’ 


e309J0079? IE Bulletin a3-07.auppl 1. “Apparently Fraudulent Products 
Bold Ray Ml Her, Inc ’’ Sve list encl 

DErOVffQ.R C Director's Office, Office of Inspection and 

ErtforceJiient 03/10/26 Consolidated Edison Co of Neu) York, Inc 

I7?pp 21070 170 24X Fiche 50-000, a3/10/26i 0308300799 


B3ilO?OSt3 FoTwards IE Insp Repts 50-317/83-25 & 50-310/03-25 on 
B»912-I5 Ho ncncomp 1 lante noted 

KiMTlHi T T Division of Engineering & Technical Programs 03/10/26 
LWDVALL.A E Baltimore Gas & Electric Co 2pp 21095 352 24X 

Flchf SO-317. G3/10/26. 031 1090213 


— B3I10902S7 IE Insp Repts 50-317/83-25 L 50-310/03-25 on 030912-15 Nr 
nonconp I lance noted Major areas inspected emergency 
^reparednets & 630-914 emergency exercise 

COHEN. 1 p CROCKER. H W Division of Engineering 6 Technical 
frogranl 03/10/11 0pp 21095 354 a4X Fiche 50-317.03/10/26 
8311090213 


9309310034 IE Info Notice 03-71, “Defect in Load-Dearlng Welds on 
Lifting Devices for Vessel Head 6 Internals “ 8vc list encl 
JOPCAN. E L Divisidh of Emergency Preparedness & Engineering 
Riip-ani* (Post 030103) 83/10/27 Consolidated Edison Co of Nc t 

Vorl,. Inc U5pp 21057 357 24X Fiche. 50-000, 03/10/27. 0300310034 


9309310048 IE Info Notice B3-72, "Environ Qualification Testing 
Experience 0vc list encl 

JCWDAN. e L Division of Emergency Preparedness & Engineering 
Rilponte (Post 030103)- 03/10/20 Consolidated Edison Co of New 

Ysrk^ Inc 131pp 21155 024 24X Fiche 50-000. B3/i0/28i 0300310041, 


9309310057 IE Info Natlce 03-73. "Radiation Exposuro From Gloves 
Cenlaalneled W/U Daughter Products '* 6vc list oncl 

PAATLOHi J G Division of OA, Safeguards 6 Inspection Programs (Post 
930103) 03/10/31 Consolidated Edison Co of New York. Inc 

Lldpp 21154 240 24X Fiche 50-000,83/10/31.8300310057 


KII1D3000 4 EW-B3-072 on 031 104. notice of violation 4. proposed 
lapoiltlon of civil penalties in amount of S60. 000 will be 
lliusd Action involves violations re inoperability of ECC8 
p-usp ra-am air coolers 

MlNGLEft.C , AXELRAD, J Director's Office, Office of inspection and 
Enforesment 03/11/Ot Ip 21035 184 24X Fiche 50-317.03/11/01. 
9311030004 


13083)0076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
(tinderv-oltage Trip Devices on GE Type AK-2-25 Breakers) “ 

Svt list encl 

JIM DAM. E L Dlvislo-n of Emergency Preparedness & Engineering 

ftiipanis (Post 03OiO3> 83/11/02 Consolidated Edison Co of New 

York, tnc llSpp 21514 024 24X Fiche 50-000. B3/U/02. 0300310076 


>3093)0075 IE Info Notice 83-75, “Improper Control Rod Manipulation " 
5vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Rciptinie iPost 6301031 03/11/03 Consolidated Edison Co of New 

York, Irvc l|4pp 21513 253 24X Fiche 50-000,03/11/03,8300310075 


3 tneO|L 3 Forwards IE Insp Repts 90-317/03-23 it 50-318/03-23 on 
630927-0902 S. notice of violation 

HARTIH. T T Division of Engineering t. Technical Programs 83/ll/O'i 
LIIHDVALL. A E Baltimore Gas It Electric Co 2pp 21226 173 24X 

Fiche 50-317.03/11/03,0311100113 


— 8311210106 Notice of violation It proposed imposition of civil penal<^ 
in amount of S60. 000 None omp 1 lance noted both ECCS t< 
containment spray sys inoperable in required auxiliary 
equipment 

MUftLEV,T E Region 1, Office of Director 03/11/04 3pp 
21240 331 a4X Fiche 50-317,83/11/04,0311210105 


6311200135 Forwards IE Insp Repts 50-317/03-26 6 50-310/03-26 on 
630919-23 £( notice of violation 

MARTIN, T T Division of Engineering t Technical Programs 03/11/0' 
LUNDVALL.A C Daltimoro Oas fc Electric Co 2pp 21279 105 24X 

Fiche 50-317,03/11/09,8311200133 


— B3112B0145 IE Insp Repts 50-317/03-26 U 50-310/83-26 on 030919-23 
Noncompliance noted failure to properly establish b 
Implement Procedure BTF 0-7-1 re restoration of spent fuel 
pool Cooler water valve lineup 

BI8SETT,P , MEYER, G , JOFFEE.O Region 1. Office of Director 
03/10/20 llpp 21279 100 24X Fiche 50-31 7, 03/11/09, 031 12QQ13'' 


0311010015 IE Info Notice 03-77, “Air/Gas Entrainment Events Resulting 
in 0ys Failures " Sve list encl 

JORDAN. G L Division of Emergency Preparedness b Engineering 
Response {Post 030103) 63/11/14 Consolidated Edison Co of Ne>, 

York. Inc 114pp 24X Fich e 50-000. 03/11 /14, S3] lOlOOl 5 


0311010016 IE Info Notice □3-70. "Apparent Improper Hod of Component 
Affecting Plant Safety " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Fiche 50-000. 83/11/ 17. 83U01001'1 


8311200370 Ack receipt of 930721 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/62-20 b 
50-318/82-24 End to Itr will be withheld (ref 10CFR73 21) 

MARTIN. T T Division of Engineering 6 Technical Programs 03/11/10 
DOWMAKCR.N J Daltimore Gas b Electric Co 2pp 21285 092 24X 

Fiche 90-317.03/11/18.03)1280370 


— 0311280301 Responds to NRC 03Oh22 Itr re violations noted in lE lns( 
Repts 50-317/02-28 8, 90-310/02-24 Corrective actions 
withheld (ref 10CrH73 21) 

DPWMAKER.N J DaUlmore Oas b Electric Co 93/07/21 MARTIN. T T 
Region 1. Office of Director Ip 21205 094 24X 

Fiche 90-317.83/11/10,0311200370 


R Periodic operating reports b related correspondence 


Q311OIO102 Generic Ltr 03-37 to all PWR licensees re NUReO-0737 Tech 
Specs Requests review of Tech Qpecs to determine consistency 
u/guldance in NUREG-0737 Response required within 90 days 
of receipt of ltr Bve Mat encl 

EISENHUT.DO Division nf Licensing 03/11/01 Consolidated 

Edison Co of Neui York. Inc 22pp 21149 098 24X 

Fiche 50-000.03/11/01.8311010182 


B3111B0054 Monthly operating repts for Oct 1903 W/031111 ltr 

LOTITO, E Baltimore Gas b Electric Co 03/11/09 Director's 
Office, Office of Inspection and Enforcement llpp 21223 000 
Fiche 50-317,03/11/09,6311100054 


8 Reportable occurrences, UERs U related correspomJente 


B310310069 Responds to FOIA request for eight categories of records ri 
certain sys in C-E designed nuclear pouter plants Forwards 11 
documents. as listed in App A Nine documents listed in App D, 
already in PDR 

FELTON. J« Division of Rules and Records 83/07/20 BELL. N 
Coalition for Safe Power. 3pp 20990 174 24X 

Fiche 50-000,03/07/20.8310310069 
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-''0OOSO7O0SB J>efcail« staff Inv&sttga 1 1 ott into 300520 lost of avc 
& subtpq'Uent ml»v.alvihg of atiKiliorij forduater »</ s suction 
Corrective actions should bo token to remove commonality of 
loops in turbine bldg !,< pump suction line 

KOVAK. T Assistant Director for Operating Reactors BO/07/29 

ElSEbiHUT^D O Division of Llcenalng 3pp 20998 340 a4X 
riche SO'OOO* 03/07/20, 33103100^9 


B31 1040202 Forwards AEQD eyaluatlori rept* "Three Similar Events of Loss 
of Shutdown CodUng Flow at C-E Plants " 

crNTULA,T C Reactor Operations Analysis Branch 83/09/12 

SEVFRlT.ki V Reactor Operations Analysis Branch Ip 21050 230 

24X Flche SO-QOO, 83/09/12, 8311040202 


— 6311040203 "Three Similar Events of Loss of Shutdown Cooling Flour at 
C-E Plants," AEOD evaluation rep t 

CrNTULAi T Reactor Operations Analysis Branch 83/09/ 1 2 &pp 
21058 231 24X Flche 30-000< 83709/12# 831 1 040202 


8311010339 LER a3-O5O/O3L-0, on 830922# main steam supply valve 2-CV-4070 
to steam driven auxiliary feediiiater pumps failed fcp shut 
follobilng surveitlence testing Caused by oversiied shaft 
hole in ctr of valve actuator diaphragm (4/831013 itr 
FlERlNOERiP A # LVONS# U T . RUSSELL# L B Baltimore Gas it Electric 
Co B3/10/13 HURLEY# T E Region 1* Office of Director 3pp 
30979 240 24X Flche 30-318,83/10/13.8311010339 


83110101^6 LER 83-035/03L-0 on 630920 kt 1019. pressup i »or level 
decreased below 133 inches Caused by normal RC8 temp swings 
Investigation tp raise program level currently In progress 
H/Q31020 Itr 

JWGEih . RUSSELL# L D Da It i more Oas U Electric Co 83/10/20 

MUflLEV.TE Region 1. Office of Director app 20977 24 8 24X 

Flche 30-318.83/10/20.0311010166 


6311010194 LER a3-D52/03L-0 on 030923, aui L 1 iary feedwater pump 23 found 
Inuperable Caused by tripped protective relays of pump moter 
breaker Relays reset FAcillty change to add alarms being’ 

Investigated M/031021 Itr 

PORTER. R . BAaBO’L F Dalftlinore Gas & Electric Co 83/10/21 
hURLEV. T E Region 1. Office of Director 3pp 20993 236 24X 

Flche 50-310. a3/l0/2!#e3l 1010194 


6311070959 Part 21 rept re potential defect In rep tacemetit ftlA rubber 
valve seat for 4d-lnch RlA containment purge valve Initially 
reported on 631025 Supp 1 1 er. Duffal o Weaving it Se) 1 1 ng. wl 11 
produce anvil seats using extruded preform 

MILOOM.A K Henry Pratt Co 03/10/26 KCPPLER.J 0 Region 3. 
Office of Director 4pp 21069 267 2A% Fich# 50-000,03/10/20, 

831 1070555 


0311160036 Revised LER 03-OS2/O3X-1 on 830920# auxi Uary feeduater pump 
23 found inoperable due to tripped protective relays 
Probdbly caused by workers shorting Internal breaker 
circuits when working scaffolding w/door open H/031026 Itr 
PORTER, R J # BASSO. L F , RUSSELL. L D Baltimore Gas & Electric Co 
03/10/26 HURLEY. T £ Region 1. Office of Director 3pp 
21169 027 24)C Flche 50-310.63/10/20.8311160036 


B31 1180034 LER 63-05e/03L-0 on 631018. dur Ing RC0 heatup, d 1 itolved 
oxygen concentration exceeded transient limit Caused by 
stagnant portions of higher oxygenated RCS water RC8 
oxygen determinat ion will be revised W/B31108 Itr 
PQRTER.R J . RUSSELL. L D Baltimore Gas Electric Co 03/11/00 

hurley. T £ Region 1. Office of Director 3pp 21225 305 24X 

Fiche SO-31 8. 03/11/00.031 1100034 


6311100119 LER B3-OS6/03L-0 on 03101 1. during shutdown operations, 
auto-start failure alarm received for LPSl pump 22 Pump did 
not restart ic charging spring deenerglied Caused by 
Interlock switch out of adjustment H/83illD Itr 

JUNOE. M A . BA350. L F . RUSSELL. L □ Baltimore Qas & Electric Co 
03/11/10 hurley. T E Region 1. Office of Director 2pp 
21226 195 24X Fiche 50-318.83/11/10.6311160119 


0311160136 LER e3-QS9/03L-0 on 031011 . fol lowing trip, doss equivalent 
1-131 determined to be 1 03 mCi/g Caused by leaking fuel 
pins & power level change Sampling frequency increaied 
W/a3iU0 Itr 

vlUNDE.H A , nuSSELL.L B Baltimore Gas & Electric Co 03/U/IO 
rtURLEY# T E Region 1. Office of Director 5pp 21226 087 24X 

Flche. 50-316. 63/11/10, 631 1100136 


0311100164 LER 03-054 /03L-0' on asiOllimatn feedwater regulating valve 
21 failed to shut 1< feed flow did not decrease to 5X within 
20 s Caused by failed horlxontal relay In valve positioner 
Relay replaced Sc valve tested satisfactorily U/63tll0 Itr 
JUK6E. H A # AMDROaiK#R . RUSSELL. L D Baltimore Oas t, Electric Co 
03/11/10 HURLEY, T E Region 1. Office of Director 3pp 
21223 125 24X Flche 50-316. 83/U /!0. 831 1 100164 


0311210370 Updated LER B3-040/03X-1 on 830809.22 L 27. turbine conlrel 
Circuitry failure caused rapid closure of main turbine 
governor valves Caused by failed speed error ampllfut A 
circuit card Card replaced M/03iltO Itr 

PIE6IN0ER.P A . BASSO. L F . RUSSELL. L B Baltimore Oas L Electric 
Co 03/11/10 HURLEY. T E Region I, Office of Director 3pp 
21239 190 S4X Flche 50-31 B, 63/1 1 / 10, 031 1210370 


0311200475 LER B3-060/OJL-0 on 831019. while at 70ii power, water Ires 
clogged control room toilet entered control room, I. dripped 
down ceiling into cable spreading room. shorting components 
In coll power programmers Update rept expected M/031||8 |ir 
PIERINOER.F A . RAYNOR. J M . RUSSELL. L B Baltimore Bat 6= Electric 
Co 03/11/10 HURLEY, T E Region 1, Office Of Director 3fp 
21264 100 24X Flche 50-318. B3/U/18, B3U260475 


0311200422 PNO-I-83-119 on 631123, plant shutdown due to unidentified 
RCS leakage Leakage found to be from weld in l/2-iTich line 
at lower reactor coolant pump seal pressure sensing llni 
ARCHITZEL, R . FERLJC.K Region 1. Office of Director 03/11/23 
Ip 21205 224 24X Flche 50-310.63/11/23.0311260422 


DOCKET 50-320 THREE HlLE ISLAND hXJCLEAR STATION. UNIT 2 


F Security, medical, emergency it fire protection plans 


0311290210 Notifies that annual emergency exercise scheduled to br 
conducted on 031116 Objectives for 1983 exercise enci 
HUKILL. H D General Public Utilities ~ OPU Service CorP B3/G9/M 
Division of Emergency Preparedness <Pro 830103) J2pp 21305 2H 
24X Fiche 50-209.83/09/03.8311290210 


0310200362 Generic Ltr 03-33 to all llcensaes & applicant* af nucliir 
power reactors re NRC positions on certain requiremtots of 
App R to tOCFRSO 8vc list end 

EI8ENHUT.D0 Division of Licensing 63/10/19 ConloUdatld 
Edison Co of New York. Inc 21pp 21114 32? 24X 

Fiche 50-000.03/10/19.0310200362 


0311020370 Releases public version of revised emergency plan 
implementing procedure 

FELTON. U -H Division of Rules and Records 83/10/26 Documini 
Management Branch ip 21043248 24X Flche 50-320.03/10/26# 

8311020370 


— 8311020374 Public version of Rev 7 to Emergency Plan Implement! hf 
Procedure I 054 6 . "Addl Assistance 6 Notification " 

KQVACK, P J . aTANGE.S J General Public Utilities - OPU Esrvice 
Corp 03/07/22 2lpp 21043 250 24X Flche 50-320, 03/ 1 0/2fi. 

0311020370 


0311000116 Releases public version of revised emergency plan 
implemanting procedures 

FELTDNi J M Division of Rules and Records 03/11/02 Documinl 
Management Draneh Ip 21094 231 24X Fiche 50-320.83/11/02. 

031 10801 16 


—0311000121 Public version of Rev 2 to Emergency Plan Admin Ittratlvi- 
Procedure 1038. "’Onsite & Offsite Emergency Duty Roster" 

& Rev 2 to Procedure 1054 8. "Callout of Onsite it dffsit* 

Duty Roster Personnel " 

BRADY. J A General Public Utilities - GPU 0Brvic* Corp 03/10/13 
34pp 21094 232 S4X Flche 50-320, 63/1 1/02, 631 10601 16 


0311100016 Forwards IE Insp Rept 50-320/03-15 on B309O6-I003 L noll<l 
of violation 

STAROBTECKl. R Division of Project & Resident Programs 63/11/03 
KANOA.B K General public Utilities - GPU Service Corp 2pp 
21225 222 24X Flche 50-320.03/11/02.8311100018 


—0311100025 IE Insp Rept 50-320/83-15 on 830906-1003 Non C ompH anc* 
noted' fai lure to maintain & implement procedures & failure 
to implement QA requirements Konorall inadvertently dropped 
during imslal lat I on on 830912 

WIEBE, J , OARR.K . HDSLAK. T Region 1. Office of DlretUr 

83/10/21 lOpp 21225 226 24X Fi the 50-320, 03/1 1 /02, 03 1 1 100018 


0311 160490 Releases public version of revised emergency plan 
administrative procedure 

FELTON, xJ M Division of Rules and Records 03/11/10 Document 
Hanagement Branch Ip 21219 059 24 X Fi che 50-320, 03/1 1/(0. 

8311160490 


—0311160491 Public version of Rev 6 to Emergency Plan Administrative 
Procedure 1057. "Emergency Equipment Readiness " 
aTANOE.3 J # GEE, E F . KDVACK.P General Public Util 1 ties - CPU 
Service Corp 03/10/25 40pp 21219 060 24X 

Flche 50-320,03/11/10.0311160490 
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^|IJI0103 Releases public version of revised entergeticy plan 
iiBlinentlnS} procedure 

raTtWi J H Division of Rules and Records 03/11/10 Document 

rjjriice^nt Branch Ip 21240 336 24X Flche 50-320.83/11/10. 

BJ1I210103 

-B311210106 PtibJlc VBTBion of Rev 3 to Emergency Plan Implementing 
lOSBi ‘'Administration of TMl-2 Onsite Offsite 
EA»rgirC|| Dutij Roster “ 

BEAVEP^J R « BRADV. J A , STANOE. 8 J General Public Utilities - 
;fU Bfrvice Corp 83/10/26 13pp 2iS40 338 24X 

Flehft 50-320,03/11/10.8311210103 


J1I2I013+ Update* 83041S response to Generic Ltr 82-33 re upgrading 
(iirgtne^l response facility (EOF) per Suppl i to NUnEG-0737 
fCf declared operational as primary EOF on 831102 i, environ 
iiiiicnirt function relocated to neu EOF it fully functional 
HiUltU.H D General Public Utilities - GPU Service Corp 83/11/15 
STOLE'd F Operating Reactors Branch 4 2pp 21232 290 24X 

F|{1» 50-209,83/11/15,8311210134 


Lea lory correspondence 


illO0OO?4 Responds to 031007 ltr re administrative mgt controls ovvr 

Fitktel cleanup activities Enel BFU Nuclear 631031 ltr 

Ul<rLt'*i 1983 actions that contributed to improved 

c« 4 Fllanee la/admln I strat i va controls Sve list end 

FUMiS.M C General Public Utilities - GPU Service Corp 03/11/01 

PAtLAOlflO.H J Commissioners 19pp 21075 255 24X 

FUie 30-320,83/11/01,8311080094 


111110117 Requests name be removed from sve distribution list for 

McDlly H Churchill be added Related correspondence 

bCflSCYfJ' A Dorsey. J A 83/11/09 Office of the Secretarg of 

im Conalision Ip 21192 324 24X Fiche 30-320,83/11/09, 

93in&Oll7 


l];i0150 Eubnlti handuritten response to 831018 ltr Ref to cleanup 
iinieri as perceived rather than real demonstrates lack of 
iiniitlvlty tn technical incompetence 

LWig,H Lewis. M 83/11/09 BARRETT. L NRC - No Detailed 
ifflllation Given 3pp 21295 154 24x Fiche 30-320,83/11/09, 

BIDSSOISO 


B3|1?S0153 Petition to stop any headllft for reactor Weaknesses in NRC 
iivelopment of danger of pgr ophor lei tg in reactor abound 
Kjidlift should be postponed until full public review 
{«sp]«tcd 

LEUCBjIi Leuls. M 83/08/13 Office of the Becretarg of the 
Cesaiisien Ip 21239 159 24X Fiche 90-320,03/11/09,8311220150 


tiniril correspondence 


11160293 Responds to 831007 ltr providing info re studies of 
iiiil-steare reaction in presence of hydrogen NRC need not 
iliulete TH1''2 core damage scenario in lab since OPU 
‘Kintlg obtained samples from core debris bed 

iSYlERiB J TMI Program afPJee 03/10/31 GLEIT, C E InterBcl 
:« 3pp 21 SOI 132 24 x Fiche 30-320,03/10/31,0311160253 


I3I11602A4 Provides info re study of metal-steam reaction in presen«,e 
if hydrogen 6, relation to TMl-2 catastrophic core failure 
Suijists NRC simulate core damage in lab for further 
indiTstend Ing af reaction h results 

{LEITiC E [nterSci Co 83/10/07 NRC - No Detailed 
AlflUation Given 3pp 2 1 201 134 S4X Fiche 50-320,83/10/31, 
9311160253 


1»0Z9B Responds to Q31014 ltr re 830927 meeting in Hiddleton,PA 
ili St author request to provide opportunity to question 
111 on technical aspect of polar crane refurbishment NRC 
30?29 request for addl info forwarded 

ENTQNi-H R Office of Nuclear Reactor Regulation, Director 
)/Jl/l7 OSODRN, H Aff iJ lation Unknown 3pp 21309 064 24X 

ills 30-320.03/11/17,8311290298 


tmurarce t< Indemnity information 


1070295 Forwards Endorsement 66 to NELIA Policy Nr-2aO 
ESeiY^H r General Public Utilities - OPU Service Corp 83/07/01 
J Office of Nuclear Reactor^ Regulation, Director 2pp 
1063 0 99 24X Flcho 50-209.83/07/01,8311070255 


0 Advisory Committee on Reactor Safeguards reports 6 correspondence 


Q311090020 Partial response to FOlA request for four cabegorlBS of 
documents re studies conducted on risks posed by coal E.t 
nuclear power plants Forwards App A documents Documents also 
in PDR 

FELTON, J M Division of Rules and Records 03/08/16 SHDLLY, S 
Union of ConcBrnod Scientists 2pp 21110 158 24X 

Fiche 30-320.03/00/16.0311090020 


--QOOIO0OP18 Comments on pause In licensing favors consideration of aidl 
Improvements in facility safety on tase-by-case basis 
Nuclear energy is as safe as other existing methods of 
generating electricity 

CARBON, K W ACRS *- Advisory Committee on Reactor Safeguards 
79/12/11 AHEARNE.J F Commissioners 3pp 21110 160 24X 

Fiche 90-320,03/08/16.8311090020 


P Operating license stage documents & correspondence 


0311300179 FOIA request for three cateogories of documents re 
completion of accelerated rcqual i f i cation program by 
Operations supervisor 

I1AUPIN, H W Hunton I Mllliams 93/08/08 Office of 
Administration 2pp 21324 004 24X Fiche 50-320,03/00/00. 

8311300179 


0311300103 Responds to FOIA request for three categories of documents 
re complietlon of accelerated requal i f ication program by 
operations supervisor Documents entirely withhold (ref FOIA 
Exemption 7> 

FELTON, J N Division of Rules and Records 03/09/16 MAUFIN, M W 
Hunton I, Mill lams 7pp 21324 096 24X Fiche 50-320.83/09/16, 

8311300103 


0310270261 Forwards fee for review of SCR for ongoing containment bldg 
decontamination t* dose reduction activities 

KANOA.B K General Public Utilities - GPU Service Corp 03/10/21 
8NY0ER, D J TMI Program Office Ip 20923 267 24X 

Fiche 50-320, 83/10/21, 0310270261 


0311020489 Forwards amend of order requiring two source range neutron 
monitoring channels to he operable while fuel in reactor & 
modifying action requirements to be taken in event one 
neutron monitor becomes Inoperable Safety evaluation enc 1 
aNYDER.O J TMI Program Office 03/10/24 KANOA. D K General 
Public Utilities - GPU Service Corp 3pp 31049 001 a4X 
Fiche 90-320,03/10/24,0311020489 


—0311020491 Amend of order requiring two source range neutron monitor, ng 
channels to be operable white fuel in reactor & modifying 
action requirements to be taken in event one neutron monitor 
becomes inoperable 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/10/24 Metropolitan Edison Co 7pp 21049 004 34X 

riche 90-320, 83/ 1 0/24 . 83 1 1 020489 


—0311020492 Safety evaluation supporting amend of order 

e Office of Nuclear Reactor Regulation, Director 83/10/34 4pp 
21049 011 24X Fiche 50-320.83/10/24,8311020409 


8311100195 Responds to 831004 request for release of unavailable 
portions of NUREO-1020, "OPU vs D«,W Lawsuit Review 6 Effect 
on TMI-I “ Request dented pending completion of 
InvQQtigatlon 

FALLADINO, N J Commissioners 03/10/27 DIECKAHP.K General 
Public Utilities - GPU Service Corp Ip 21194 136 S4X 
Fiche 50-2B9, 83/1 0/C7, 831 110039S 


8311010354 Suppl to 030930 application to amend License DPnf-73, 
consisting of Tech Spec Change Request 22, deleting ref tc> 
occupational exposure considerations Prom Table 4 3-7 
KANOA, D K General Public Utilities - OPU Service Corp 03/10/28 
DARRETT,L H TMI Program Office Ip 20973 076 24X 

Fiche 30-320,83/10/28,8311010354 


— 0311010396 Proposed Tech Spec Table 4 3-7, "Essential Parameters 
Monitoring Instrumentation Burvelllance Requirements , 
deleting ref to occupational exposure considerations 
e General Public Utilities - OPU Service Corp 03/10/28 ip 
20973 077 24X Fiche 30-320,83/10/28,0311010354 


83HOQ0540 Accepts 831005 ltr of resignation a* chairman oP Advisory 
Panel for Decontaminatl an of TMl-2 Certificate of 
appreciation end 

PALLADINO.N J Commlsslonors 83/10/28 MINNICH, J E Advisory 
Council for Decontamination of TMI Unit 2 0pp 21094 325 24X 

Fiche 50-320,83/10/20.8311080540 
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--B 3 M 090544 Submit* resignation ai cHaiTran of Advisors Pan^l for* 

Decontij’^initioii of T«l-2 ii,v4fc. 3 

e Advisory Council fuT ^ 

a 3 /» 0 /r 5 PALLAOirn W Comissionerf tP 
Fiche ^0-3^0. G 3 / 1 0 /^ 0,0311080540 


0310310403 Csneric Ltr 83-38 to all JlcensflB* of operating power 
reactor, appluantS for C.. ti nUREG-0-?i5* 'NRC Inventory 
of Dams ” Forwards Ht'REG-Q?f>5 "NRC Inventory of Dame" far 
info only W/o end Svc liit end 

EISENHOT, D 0 Division of LUenslny 63/10/31 ConsoUdatetJ 
E4lion Co of Niw York, |nc Hpp 21104 013 24)f 

Fiehi 30-000 63/10/31 8310310403 


G311S10S17 Foru/ards application For ajnend to License IiPR-73 Contiitir, 
df Tech Spec Change Request 44 requiring manag er ■ p 1 ant 
training* Ttll I maintain cognuance of retraining i repiaceeiert 
training program for unit staff 

ARNOLD/ R C Oaneral Rufallc Utilities - GPU Service Carp 03/11/11 
SNVOHR. B J THI Program Office Ip 21233 122 a4X 
Fiche 50-320, 03/1 17 11. 031 1210217 


— 031l21'0-220 Application for amend to License DPR-73 consisting- sF Tert 
Spec Change Request 44 requiring manager, p I a fit training/ THI. 
maintain cognisance of retraining & replacement training 
program for unit staff Class II license amend fee end 
ARNOLD/R C General Public Utilities - ORU Service Corp 
03/11711 4pp 21235 173 24X Piche 30-320,03/11/11/0311210^17 


8311020356 Forwards Rev 0 to ”Pw tt Sys Design Description of 
Processed Mater Storage L Hetyd« Sysv" per 810720 request 
Sys takes processed water from awsiliary bldg emergency 
nquld Cleanup lEPlCQ^l Ui l* transfers water to ^^^talntnent 
KANCA.B H General Public Utilities - GPU Service Corp 03/10/31 
SNVDER, B J tMI Program Office Ip 21010 066 24X 

Flche 50-320,83/10/31-8311020356 


— 8311020352 Rev 0 to "Div U Sys Design Description of Procofsed Wafcvr 

Storage li Recycle Sys “ 

• Beentel Corp 2'M72-PW02 ROO B3/09/2J 23pp 21010 067 
24X Ft Che 50-320.03/10/31.8311020356 


^-8311210222 Proposed Tech Spec Change Request 44 requiring manegen f I I'l 
training, tMi, maintain cognliance of retraining (, replacament 
training program for unit staff 

« Oaneral Public Utilities - OPU Service Corp 83/11/11 ip 
21233 J77 24X Flche 50-320,03/11/11,8311210217 


D3jl290l?6 Forwards ■‘TMT-2 Rept - Mg t 6 Safety Allegations ^ M/o tnch 
ARNOLD, R C General Public Utilities - GPU Service Corp Q3/]]/2l 

SNYPEil. □ J TMl Program Office 2pp 21305 265 24X 

Fiche 30-320; 83/1 1/21. 03 U 2901 96 


0311010102 Generic Ltr 03-37 to all PRR licensees re WREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldente in NUREO-0737 Response required within 90 days 
of receipt of ltr Svc li,t end 

EISENHUT.o 0 Division of Licensing 83/11/01 Consolidated 
Edison Co of M»j YoTk> irc 22pf 21149 09B SAX 
Fiche 50-000,03/11/01. B3l 1010182 


B tnapectlon reports; tC Dullstlns U correspondance 


8300300797 IE Info Notice 83-69, "Improperly Installed Fire DtApiri 
at Nuclaar Pouer Plant* " Svc list encl 

JORDAN; E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 83/10/21 Consolidated Edison Co of Wfj 

York. Inc I37pp 2U14 351 24X Fiche 50-000,93/10/21/0309300797 


0311100316 Forwards 30 generic Itrs issued since NRC 830203 
traniaittal Siiteen itrs applicable to TWl-2 H/o end 
SNyOER a J T«l program Office 03/11/01 KANGA,B R General 
Public Utilities - GPU Service Corp 5pp 2U53 260 24X 

Fiche 90-320 83/11/01.0311100316 


0308310030 IE Infq Notice 03-70; "Vibration Induced Valve FalLuris • 
Eve list end 

JORDAN. E U Division of Emergency Preparedness It Engineering 
Response (Po*t 830103) 03/10/25 Consolidated Edison Co of r/«j 

York/ Inc U7pp 21057 219 24X Fiche 50-000/63/10/23.030831003' 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TNI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list encl 
E1 SENHUT,d< 5 Division of Licensing 83/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21184 001 24X 

Fiche 30-000.03/11/02.0311020091 


0311140406 Advises that 630826 "Design Criteria for Temporary Hods to 
Efisting Primary Containment Piping Penetrations," must be 
ravieued l approved prior to implementation 

SNYDER, D J TMI Program Office 83/11/03 KANGA. D K General 
Public Utilities - GPU Service Corp 4pp 21103 034 24X 

Fiche 90-320,03/11/03,8311140406 


8311150442 Requests publication of FR notice of consideration of 
issuance of amend to License DFR-73 6 proposed NShc 
determination 6 opportunity for hearing on 021129 6 030225 
requests re plant operations review committee 
POINDEXTER, T C TNl Program Office 03/11/04 CLARK; R A 
Operating Reactors Branch 3 2pp 21188 264 24X 

Fiche 50-320.03/11/04 8311150442 


0311810070 Forward* comn,ents on submerged demlneraliier sys technical 
evaluation rept t sys desertp tion. in response to 830706.0819 
ir 0726 Submittals 

BARRETT, L H TNl Program Office 03/11/08 KANGa.D K General 
Public Utilities - GPU 6ervlc« Corp epp 21240 33i 24x 

Fiche 50-320,83/11/08.8311210070 


8311200006 Requests publJcafeion of FR notice of consideration of 
issuance of amend to License DPR-73 6 proposed NSNc 
determination 6 opportunity for hearing re 82112? 

determination available in Central Filas 
POINDEXTER, T C TMl Program Off ice 03/11/10 HILLER, J R 

Operating Reactors Branch 3 2pp 21307 047 24x 

Fiche 90-320,83/11/10.0311280006 


0311210100 Forward* proposed Rev 8 to organl rati onai plan Change* show 
realignment of functions reporting to director training & 


edge 6 reorganiratlon of nuclear assurance div to increase 
efficiency 6 streamline organiiatioh 

^ General Public Utilities - GPU Service Coro 
SNYDER, B J TMI Program Office 2pp 21231 274 aqy 
Fiche 50-320,33/11/11.8311210180 


03/1 l/U 


—8311210181 Proposed Rev 8 to organi tatipnal pUn 

• General Public Utilities - GPU Service Core #n/ii/ii ,5. 
21231 276 24X Fiche SO-320,B3/i l/l 1, 03t ifiioieo 


8POB300799 IE Oullmtin 83-07, Suppl I, "Apparently Fraudulent Pr-odueU 
Sold Dg Ray H-lller, Inc " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

enforcem-rnt 03/10/26 Consolidated Edison Co of N«u VotIij^ kc 

179PP 31070 170 24X Fiche 50-000, 03/ 10/S6, 8308300799 


8306310034 IE Info Notice 03-71, "Defoct in Load-Bearing Neldi an 
Lifting Devices for Vessel Heed Internals " Svt list encl 
JORDAN, E L Division of Emergency Preparedness $» Engineering 
Response (Post 830103) 03/10/27 Consolidated Ediscn Cc df Nu 

York, Inc tISpp 21037 397 24X Fiche 50-000. 63/10/27, D30G3I003^ 


8306310040 IE Info Notice 03-72, "Environ Qua I i f Iceti on Tilting 
Experience " Svc list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 03/10/20 Consolidated Edison Co of Rm 

York; Inc I3lpp 21159 024 Q4X Fiche 50-000, 63/10/20. a3O03l«l3 


8306310057 IE Info Notice 03-73, "Radiation Expoiure From Qlavts 
Contaminated U/U Daughter Products '■ Svc list encl 
PARTLQH; J 0 Division of QA, Safeguards & Inspectlen Frojrams (P«ti 
630103) 63/10/31 Consolidated Edison Co of New York. Inc 

116pp 21154 S49 24X Fiche 50-000, 83/10/31, 8300310037 


0311 160324 Forwards IE Insp Repta 50-209/03-24 l< 50-320/03^13 on 
630726-(}806 re allegad welding deficiencies Also discusses 
safeguards measures against u»e of stand-ins at welder 
qualification tests 

PALLADINQ.N J Commissioners 03/10/31 HATCH, 0 O Senate. Libfl’ 
It Human Resources 2pp 21190 196 24X Fiche 50-209,03/10/31. 

6311160324 


—6311160341 Forwards IE Insp Repts 50-209/03-24 6 50-320/03-13 on 
630726-S9 0802-06 No nonComp 1 lance noted 

TAYLOR, J N Division of QA, Safeguards l« Inspection Program* iPait 
630103) 83/09/02 HUKILL, H D , KANOA, fl K Metropolitan Ed t ion 

Co 3pp 21207 156 24X Fiche 50-209,63/10/31.6311160324 


—0311160354 IE Insp Repts 50-289/83-24 L 50-320/83-15 on 030726-2? k 
0602-06 No noncoibp 1 iance noted Major areas inspected 
allegations r» welds in THI-2 main condenser 6 TMI-I spent 
fuel ponl liner 

HEYNOLOb, 6 0 Region 1. Office of Director GEOROIEV.G q , 
HEIBHMAN; R F Division of QA, Safeguards 1* Inspection Program* 
(Past 830103) 83/00/30 14pp 21190 201 S4X 

Fiche 5O-Z09, 63/ 10/31, 8311160324 
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eSg3l.&076 IE Info Kotxt® e3-76< Reactor Trip Breaker Malfunctions 
[Undervo 1 ta^e Trip Devices on GE Type AK-2-29 Dreahers) '' 

Syc li'st end 

jaFJi>AN-.£ L Division, of Emergency Preparedness It Engineering 
Fli»p.onte (Post e201D3> £3711/02 Consolidated Edison Co of Nau 

Vs-ri* Inc 115pp 21514 024 24X Fiche 90-000.83/11/02*0308310074' 


g]lllBGO10 Forwards IE Insp llept 50-320/03-19 on 830906-1003 & notice 
Df violation 

STAR03TECKI* R Division of Project V Resident Programs B3/11/02 
a K General Public Utilities - GPU Service Carp 2pp 
21229 223 24X Flclie 30-320*83/11/02,8311100018 


.'83U1S-0Q20 Mot ice of violation from insp on 030906-1003 

* RB9io.Ti I, OfFice of Director 03/11/02 2pp 21229 224 24* 

Fiche 50-320.93/11/02*8311180010 


.-B3U1SC025 IE Inep Kept 90-320/03-19 on 030906-1003 Noncompliance 
ripted failure to maintalTi !« implement procedures ^ failure 
la Implement OA requirements Monorail inadvertently dropped 
dtirlns' Installation on 630912 

WIEBE, J . BflRFl.K . MQSLAK. T Region 1, Office of Director 

83/10/21 lOpp 21229 226 24X Fiche 50-320.03/11/02,0311100018 


0 09310075 IE Info Notice 03-79* "Improper Control Rod Hanip ulat ion " 
Sve li-st end 

JOffMWj E t Division of Emergency Preparedness l< Engineering 
Rli^arse (Post 83O103> 83/11/03 Consolidated Edison Co of Nev 

Yorl. Irsc U4pp 21513 253 24X Fiche 90-000.83/11/03.0308310079 


R311370429 Discusses special insp program per NUREG-Q660* "Action Plan" 
i listed items of NunEG-0737. ''Clarification of TMJ Action 
Plio Requlreinents Insp uiill be performed by regional 
Irurectors I. DHL between Oct 1983 - Apr 1909 

hlFlLEV. T E Region 1. Office of Director 03/11/03 KANOA, B K 
Gsniral Public Utilities - <3PU Service Corp 3pp 21067 147 24X 

Fllht 50-320.83/11/03.0311070429 


BI1100J69 Ad receipt of 831027 Itr informing NRC of steps taken to 
correct violations noted: in IE Insp Rept 90-320/03-12 
9IARDSTECKC. R Division of Project Resident Programs 83/11/04 
FANGAtB K. General Public Utilities ~ GPU Service Corp Ip 
21137 352 24X Flch« 90-320*63/11/04*0311100169 


■9311100 1 71 Responds to NRC 830927 Itr re violations noted in IE Insp 
fiept 50-320/03-12 Corrective actions Operating Procedure 
2104-10 7 updated to implement addl steps to Section 7 3 to 
cover installation of check valve 

KAHOA.3 K Oeneral Public Utilities - GPU Service Corp 83/10/2/ 
HURLE/.T E Region 1* Office of Director 2pp 21137 393 247 
Fiche 50-320.03/11/04*835 1100169 


251)160071 Submits info in response to IE Dullettn 63-06* 
"Nenconforming Matls Supplied by Tube-Line Corp " No 
rule-Lint metis purchased 

H^NGA.B K Oeneral Public Utilities - GPU Service Corp 03/11/09 
KI-RLEY, T E Region Office of Director 2pp 21196 267 24X 

Fiche 50-320.03/11/09.8311160071 


eil 1230433 Fort^artfs IE Insp Repts 90-209/03-27 «< 30-320/03-16 on 
930912-27 ti notice of violation 

&rAR03r£CKi.R Division of Project t* Resident Programs 03/11/09 
l£fJGA.B K General Public Utilities - GPU Service Corp 2pp 
2)284 320 245f Fiche 30-289,03/11/09,0311280433 


■6311200435 Notice oF violation from insp on 030912-27 

t Region t, Office of Director 03/11/09 Ip 21204 322 24X 

Fithe 50-209.03/11/09*8311200433 


■3311200444 IE Insp Repts 50-289/03-27 U 90-320/03-16 on 030912-27 
Noncorep i iance noted failure to notify radiological control 
group of receipt of radium-beryllium source brought onsite 
on 030009 

SELL. J *. D^NEILL. B . OICEHOUSEiH Region li Office of Director 
03/11/03 iSpp 21284 323 24X Fiche 90 - 289103 / 11 / 09.0311280433 


6311010015 IE Info Notice 03-77. "Alr/Oas Entrainment Events Resulting 
In By s Failures " Sve list end 

JORDAN, E L Division of Emorgency Preparedness & Engineering 
Rsiponse iPoit 630103) 83/11/14 Consolidated Edison Co of Nat.* 

Vqrl, Inc llApp 24X Fiche 90-000.03/11/14,8311010015 


03110100)0 I£ Info Notice 83-78. "Apparent Improper Mod of Component 
Alfictlnf Plant Safety ■" Sve list end 

JORDAN* E L Division of Emargenty Preparedness U Engineering 
R»sponsf IPPSt 0301031 03/11/17 Consolidated Edison Co of Nq’,t 

Ycrk* Inc I37pp 21603 001 24X Fiche 90-000.83/11/17,8311010018 


R Periodic operating reports & related correspondence 


8311080198 Forufards TMl Program Ofc ueokly status rept for uik of 
831009-15 

BARRETT* L H TMl Program Office 83/10/17 DENTON, H R Office Of 
Nuclear Reactor Regulation* Director SNYDER, Q J TMl Program 
Office iOpp 21008 333 34X Fiche 50-320,83/10/17.8311080198 


8311000186 Forwards TMl Program Ofc uteeklg status rept for uk of 
031016-22 

BARRETT. L H TMl Program Office 83/10/24 DENTON* N R Office of 
Nuclear Reactor Regulation. Director SNYDER, B J TMl Program 
Office lOpp 21080 343 24X Fiche 50-320*03/10/24*0311080186 


B311100S9B Forwards amended "Ouarterly Dose Assessment Rept - Third 
Quarter 1902" Sc amended ''Semiannual Radioactive Effluent 
Release Rept 1982 '* 

KANOA, 0 K Oeneral Public Utilities - CPU Service Corp 03/10/31 
MURLBY, T E Region i. Office of Director Ip 21126 042 24X 

Fiche 90-320,83/10/31.0311100298 


--03111OO3OI Amended "Semiannual Radioactive Effluent Release Rept* 1902 
e General Public Utilities - GPU Service Corp 02/12/31 4pp 
21126 043 24X Fiche 90-320.03/10/31.8311100290 


— 8311100303 Amended "Ouarterly Dose Assessment Rept - Third (Juarter 
1982 " 

KANQA* D K General Public Utilities - GPU Service Corp 02/09/30 
3pp 21126 047 24X riche 50-320,03/10/31,0311100298 


8311290042 Submits TMl Program Ofc weekly status rept far uk of 
031023-29 

BARRETT.L H TMl Program Office 03/10/31 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER, B J TMl Program 
Office llpp 21300 295 24X Fiche 50-320, B3/10/3J, 0311290042 


0311110165 Forwards "TMl Aquatic Study Monthly Rept for Sept 1983 " 
KESSLER. U C General Public Utilities - OPU Service Corp 03/11/04 
HICKEY, C NRC - Ho Detailed Affiliation Given 2 pp 21149 346 
24X riche 90-320,03/11/04.0311110165 


— 8311110160 "THJ Aquatic Stud y* Month ly Rept for Sept 1983 " 

NARDACCI.G A Ichthyological Associates, Inc 83/09/30 13pp 
21149 340 24X Fiche 50-320,03/11/04.8311110169 


0311290061 Submits TMl Program Ofc weekly status rept for wk of 
831106-12 

DARRETT, L H TMl Program Office 03/11/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director SNYDER. D J TMl Program 
Office 9pp 21309 099 24X Fiche 50-320,03/11/14,0311290061 


S Reportable occurrences. LERs ^ related correspondence 


8311170431 LER 03-049/031-0 on 030924, w/emergoncy diesel generator D 
outfor annual malnt, generator A declared inoperable fur 
failing acceleration requirement Cause unknown Diesel 
generator to be replaced W/031024 Itr 

GDULD, T L , KANOA. D K General Public Utilities - GPU Service Corp 

03/10/24 HURLEY, T E Region 1. Office <jf Director 4pp 

21200 241 24X Flche 90-320,03/10/24,0311170431 


0311030316 Forwards complete D&U rept. "Response to OPU Nuclear 
Questions re High Pressure Injection Actuation at TMl-2 
About 5 41 AM on 790328 " 

D1RCK6.U J Office of the Ekocutivo Director for Operations 
03/10/26 PALLADINQ.N J Commissioners 2pp 21049 OBO 24X 
Fiche 90 - 209 , 03 / 10 / 26,8311030316 


0311170411 LER a3-04B/03L-0 on 030928. auxU iary bldg supply fans 
AH-E-7A R tripped . resul ting in AD exhaust fan ac flowrate 
below Tech Spec limit Cause undetermined Design change in 
progrofis U/D31027 Itr 

WELLB, R . KANOA. D K Oeneral Public Utilities - GPU Service Corp 
83/10/27 MURLEY. T E Region 1. Office of Director 3pp 
21200 217 24X Fiche 50-320.03/10/27.0311170411 


8311170419 LCR B3-032/03L-0 on 030930, nuc lea r sve river water valve 
Nn-V-32A opened several times between 030920-27, perm! 1 1 ing 
water supply to emeigency diesel generator A Caused by 
failure to follow procedure Operator counseled W/a3l027 Itr 
GDULD, T L , KANGA. B K General Public Utilities - GPU Service Corp 
B3/10/27 MURLEY.T E Region 1. Office of Director 3pp 
21208 234 24X Fiche 90-320.03/10/27,0311170419 


8311070595 Part 21 rapt re potential defect in replacement RlA rubber 
valve seat for 48-inch RtA containment purge valve Initially 
reported on 031029 9 upp 1 i er . Duf f alo Heaving U. BeltlngiwtH 
produce anvil seats using extruded preform 

WILBDN, A K Henry Pratt Co 03/10/20 KEPPLER.J 0 Region 3, 
Office of Director 4pp 21065 267 24X Fiche 90-000,03/10/28. 

03UO7O955 
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Ej;3li5t0334 Forwar<J» updated L-ERs 0O-O27/O> X-l 80-'C?39/03X' 1 » 
aj-01 91-024/03*-! 0J-O3O/O1X-! 81-037/03X-1, 

02-001/03*'!i 03-023/03*-! 03-041 /03X-1 93-001 /Ol X-! , 

83'0fl4/O3<-3 83-00S'03*-1 t, e3-014/03X-l 

MANGA H K General Public UtiHtJas - GPU Service Corp ^3/10/3! 
MURLEY^T E Region 1- Office of Director 2pp 21240 010 24X 

FicJi* 50-320i 03/10/31.8311210334 


0311210429 Updated 03-OO6/O3X-1 on a302l6i lubfequent tc ruttt* 

bldg entry, pprennnel airlock 3 failed leak ieit Cauivd by 
small gouge in O-nng O-rlng replaced 

WELLS, rt General Public Utilities - CPU Service Carp Q3/02/lk 
Region !• Office of Olrector 3pp 21240 043 24X 

FI Che 50-320, 93/10/31.0311310334 


— 0311210430 Updated LtR 03-O14/O3X-1 on 930306, air Intel* tunnel hjln 
sgs actuated Caused by ueldlng near tunnel actuetlnp 
ultraviolet light detector* Halort »y» recharged 
WELLE 1 R General Public Utilities - CPU Service Carp C3/tff/3| 

Region 1. Office of Direetpr 3pp 31240 046 24X 

Flche 50-320,93/10/31.0311210334 


— 8311210346 Updated LER 00-027/01X-1 on 800709, while preparing for 
eiecution of reactor bldg purge, nodi f led hydrogen purge 
filters t. fire protection deluge valves closed Charcoal 
rtmave;} fron eehaust filters 

WELLS, R General Public Utilities - GPU Service Corp 03/10/31 
Region 1, Office of Director 3pp 21240 Ol9 S4X 
Flche 30-320,83/10/31,0311210334 


— 8311210332 Updated UEP B0-O39/O3X-1 on 000822. during performance of 
Sur/eillence Procedure 4331-SA2. two bottles in cable roort) & 
traniforner roo* f>re suppression sys belou rtin for Halon 
content Proeedurs modified 

WELLS. R General Public Utllltla* - GPU Service Corp 03/10/31 
Region i. Office of Director 2pp 21240 020 24X 

Flche 30-320,03/10/31.0311210334 


— 8311210343 Updated UER 81-01 1 /OIX on 010423. nuc I ear svc rlv*r water 
punp A eihlbited high vibration* h high current readings 
Caused by eicesslve clearance at bottom of pump Pumps 
overhauled Procedures revised 

WELLS. R General Public Utilities - GPU Service Corp 03/10/31 
Region l, Office of Director 2pp 21240 022 24X 

Flche 30-320,63/10/31,8311210334 


— 0311210347 Updated uER 01-O34/O3X-1 on BI0911.RCS leakage rate 
increased from appro* 0 l gpm to 0 46? gpn Caused by 
relocation of rpnate controls for sampling valve RC-V-122 
Leakage isaiated 

WELL0.R General Public Utilities - CPU Service Corp 03/10/31 
Region 1, Office of Director 2pp 21240 024 24X 

Fiche 90-320.03/10/31,8311210334 


—0311210373 Updated LER 61-030/OIX-1 on 81 1 030. during Surveillance 
Procedure 4301-113 for containment integrity verification for 
Mode 7, eight containment penetration isolation valves open 
vi/o controlling procedure Procedures prepared 

WELLS* fi General Public Utilities - pPU Service Corp 03/10/31 
Region 1, Qffcct of Director 3pp 21240 024 24X 

Fiche SO-320, 03/10/31.8311210334 


— S31 1210331 Updated LER 0I-O37/O3X-1 on 011217, high motor bearing temp 
alarm received in control room for nuclear svc river water 
pump KR-P-iB Caused by shoulder on motor shaft coming In 
contact u/bearing cover flotor replaced 

WELLS. R General Public Utilities - GPU Service Corp 03/10/31 
Region 1. Office of Director gpp 21240 029 24X 

Fiche 30-520,03/10/31 8311210334 


0311100327 LER e3-030/01L~0 on 03100^. In-core tharmocoupl* 8-7 afg 1| 
8el Fab, Inc, dec lared moporable Cawse unknown Eighteen Of 52 
in-core thermocoupl es out of eve Irivestioat ion in progres* 

W/a3110l Itr 

GOULD, T L , KANOA. 8 It Gonerol Public Utilities - GPU 8irvkce Cfff 

03/11/01 MURLEYi T E Region 1. Offlcff of Director 3pp 

21220 159 24X Fithp 50-320,83/11/01,0311 100327 


0311100100 LER B3-091/01L-0 on 031 010' Proc adure 2104-4 42 failiil lo 
provide double valve isolation of rCB during certain 
sampling modes Caused by failure to completely inc-orporat* 

SER requirements Procedure will be revised lf/031 109 Itr 

GOULD. T L , kanoAi 0 K General Public Utilities - CPU Service Carj 

03/11/09 MURleV, T E Region 1* Office of Director 3pp 

21223 108 24X Flche 50-320,03/11/09,0311180108 


U Congressional/Evec ut ive Correspondonce 


0311100391 Forward* response to 030001 request for Info re altegetlcni 
of falsified leak rate calculations Staff , ieiexp 1 least I y, did 
not notify comntieeion of seriousness Si significance of 
allegations until recently W/o ends 

ROBERTS. T M Commissioners 03/10/17 HARKEY* E ffoute af Rtf > 
Interior Si Insular Affairs 2pp 21193,290 SAK 
Flche 90-209.83/10/17,0311100351 


— 0311100356 Requests response to listed questions oP handling Of 
allegations re falsified leak rate calculations 
UDALL. hi K , MARKEYi C 0 House of Rep , Interior Si Ineuler Affeits 
03/00/01 PALLAOINO. N J Commissi oners 3pp 21193' 293 24 C 

Flche 50-209.83/10/17,0311100351 


0311140324 Forwards lE Insp Repts 50-239/03-24 Sc 9O-32a/03'13 flti 
830726-0006 re alleged welding deflcienciet Also discusses 
safeguards measures against use of stand-ins at welder 
quail ficatl on tests 

PALLADINQ.N J Commissioners 03/10/31 HATCH, O O 8*pat*i. Lelar 
L Human Resources 2pp 2U9B 196 24X Flche 90-209,03/10/31, 

0311160324 


— fi3lB2l0391 Updated LER B2-001/03X-1 on 020104, aoill lary bldg P 
ventilation lyt supply fan AH-E-7B tripped Caused ty tripped 
thermal overload relay Relay reset 

HELL9,R General Public Utilities - QPU Service Corp 83/10/31 
Region i, Officr of Director 2pp 21240 031 24x 

Fiche 50-320.83/10/31,8311210334 


— 0311210400 Updated LER 82-023/03X-1 on 020629, air intake tunnel Halon 
sys actuated, cjui ing actuation of deluge sys L tripping 
auiiliary L fuel handling bldgs supply L eshaust fans Caused 
by lightning Louvers installed 

WELLS.R General Public Utilities - GPU Service Corp 83/10/31 
Region 1, office of Director 2pp 21240 033 24X 

Fiche 90-320. 83/10/31.8311210334 


X Onsite Storage of Low Level Waste 


0311070506 Submits comparison of existing low level radwastt etaglng 
facility per guidance in Oanorlc Ltr 81-30, In response to 
NftC 030930 ltr 

KANOA, 8 K General Public UtlllLlos - OPU Service Corp BS/ll/Oa 
DARRETT, L H Till Program Office SpR 21067 874 S4X 
Flche 90-320,03/11/02,0311070506 


DOCKET 90-321 EDWIN I HATCH NUCLEAR PLANT, UNIT I 
F Security, medical, emergency 1* fire protection plans 


— 031*210404 Updated lER 82-04 1 /G3X-1 on 021214, while attempting to 
switch auiiiiary bldg ventilation sys exhaust fans AH-E-0C/D 
to eihautt fans AH-E-6A/B, auil I iary bldg supply fans 
tripped Caused by overload relay cracks 

R General Public Utilities - GPU Service Corp 83/10/31 
Region 1. office of Director 2pp 21240 035 24X 

Fiche 50-320,83/10/31,0311210334 


— 8311210414 Updated LER a3-00l/0ix-l on Q30104, after filling secondaiy 
side of once-thraugh steam generator A to facilitate 
cleaning. pressure instrument failed to register eipected 
change Failed pressure transmitters probable cause 
L^LLB.R General Public Utilities - GPU Service Corp 83/10/31 
Region 1, Office pf Director 3pp 21240 037 24X 

Flche 50-320, 83/10/31,0311210334 


—6311210420 Updated lER B3-004/O3X-2 on 830216, while performing fire sys 
valve surveil lance, standing water discovered on air Intake 
tunnel floor Caused by failed heat tracing Leaks repaired 
Heat tracing ft detactcri replaced 

W^LS.R General Public Utilities - GPU Service Corp 03/10/31 
Office of Director 3pp 21240 040 24x 

Flche 90-320.93/10/31,8311210334 


0311070435 Documents training L experience of NRC 6 NflC contract 
personnel observing 831013 emergency exercise 
DANCE, H C Division of Project 6 Resident Programs 03/10/09 

KELLY. R J Georgia Power Co 3pp 21067 292 2AX 
Flche 30-321,03/10/09,8311070435 


0310200362 Generic Ltr 03-33 to all licensees & applicants of me lea* 
power reactors re NRC positions on certain requirements of 
App a to lOCFfl90 8vc list end 

EISENHUT.D 0 Division of Licensing 03/10/19 Consolldatpd 
Edison Co of New York, Inc 2lpp 211i4 329 24X 

Flche 50-000,03/10/19.0310200362 


031116O4B5 Releases public version of revised emergency plan 
implementing procedures 

FELTCH. Division of Rule* and Records 83/11/10 Docuarnt 

Nanagement Branch Ip 81219 100 24X Flche 50 - 321 , 03/1 > /lO. 

0311160409 
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-Q3inA04&7 FDrwaTtJi public version of revised emergency plan 
l«p I BAient t ng proc edur esp me lud mg Procedures HNP-4a27 re 
offsite rad iolog i ca 1 environ monitoring during emergencies & 
HNP-4eS2 re affsifcc dose estimation 

NtXfH C Georgia Pouer Co 03/10/17 Office of Nuclear fleactur 

Director Ip 21219 101 24X Fiche 50-321.83/11/10 

B31] 160465 


—0311160480 Public version of revised emergency plan implementing 
procedure s p 1 nc 1 ud 1 ng Procedures KNP-4027 re offsite 
radiological environ monitoring during emergencies 6 
HKP-4B52 re offsite dose estimation 

tREENF.T . ROGERS, W H . NIX.H C Georgia Power Co 83/10/13 
leapp 21219 103 a4X FUhe 50-321.03/11/10.0311160485 


8311220396 Forwards addl info justifying three requests for eiemption 
fr-aoi 1DCFR50 43 & App R as discussed in B30330 meeting Rev 
to 620701 response will he submitted by 031130 

ffUCHAp U T Georgia Power Co 03/11/16 STOLZ. J F Operating 
Rtactors Branch 4 2pp 21261 102 24X Fiche 30-321 . 03/ 1 1 /16, 

0311220396 


p Operating license stage document* 6 correspondence 


0311030292 Summary of 830023 meeting u/OE 6 Mark I Owners Group In 
Bithesdap MD re differing opinions between NRC 8< QE re 
4 CCBptabi lity of use of GE suppression pool temp analysis 
IHultl-plant Action D-Ol ) 

SIEGEL. Q Operating Reactors Branch 2 03/10/05 Operating 

Riactors Branch 2 74pp 21053 244 24X Fiche 50-000.03/10/03. 

03IL030292 


03UOIOI46 Application ta amend Licenses DPR-57 & NPF-5. chang ing Tech 
Speci fc BT8 re anslte plant organi lation, QA organ! tali on fc 
plant review board 

HEAD' 0 F Georgia Power Co 83/10/24 STOLZ. .d F Operating 
Riactor* Branch 4 Sp p 20977 300 24X Fiche 30-321 . 83/ 10/24i 

0311010146 


-0311010150 Propotstf changes to Tech Specs re onsite plant organl tati on. 
QA orjanixation tt plant review board 

• Georgia Power Co 83/10/24 22pp 20977 305 24X 

Fiche 50-321^03/10/24.8311010146 


■0311010132 Proposed changes to ETS re QA organisation 
♦ Georgia Power Co 83/10/24 7pp 20977 327 24X 

Fiche 50-321.83/10/24.8311010146 


0311030014 Denies 830906 request for extension for submittal of 
response to Generic Ltr 83-28 '*Clar 1 f 1 cat! on of Required 
AtiloTt* Based on Generic Implications of Salem ATWS Events ” 
ftiiluisted info, to extent prac tical . required by Q31105 
8T0LI.J F Operating Reactor* Branch 4 03/10/35 BECHHAI1. J T 

Gfcrgla Power Co 2pp 21049 334 24X Fiche 30-321,03/10/25. 

0311030014 


8311030257 Informs of authorlied refund of Class III & Class I fees re 
010226 tr 030919 applications for Tech Spec changes for scram 
dlicharge sys 

HILLER. H 0 License Fee Management Branch 83/10/27 BECKHAM. J T 
Giorgla Power Co Ip 21049 276 24X Fiche 50-321,03/10/27. 

631 1030257 


33110BO377 Application for amend to Licenses DPR-57 t« NPF-3. chang ing 
Tith Bptet to Incorporate revised specs for snubber 
Initrvlce surveillance requirements 

KEAD.O F Georgia Pouar Co 03/10/27 STOLZ. J F Operating 
Reactors Branch 4 3pp 21070 006 24X Fiche 50-321,83/10/27. 

0311OBO377 


'0311000380 proposed Tech Spec changes reflecting revised specs for 
inubber Jnservlce surveillance raquirements 
♦ Georgia Power Co 83/10/27 S0pp 21070 009 24X 

Fiche 30-321.03/10/27.0311000377 


}311140273 Forwards notice of consideration of Issuance of amend to 
Llcirtsr DPR-57 -Ic proposed NSHC determination 6 opportunity 
for hearing re 830929 application to extend allowable 
full burnup limit 

filVENaABK.O Operating Reactors Branch 4 83/10/27 BECKHAM. J T 

Glorgla Power Co 3p p 21164 275 24X Fiche 50-321.03/10/27. 

0311140273 


'831114 0 2 76 Notice of consideration of issuance of amend to License 
DPIl-37 6 proposed NSKC determination 8t opportunity for 
hesrlng 

arOLZ. J F Operating Reactors Branch 4 03/10/27 0pp 

21164 273 a4X Fiche 50-321.03/10/27.0311140273 


0310310403 Generic Ltr 83-30 to all licensees of operating power 
reactors & applicants for OL re NUR£G-0965i "NRC Inventory 
of Dams " Forwards NUREO-0965 "NRC Inventory of Dams' for 
Info only W/o end Sve list encl 

EtSENHUT.D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New YorV. Inc I4pp 21184 015 24X 

Fiche 50-000.03/10/31.0310310403 


0311010100 Generic Ltr 83-36 to all BUR licensees re NURED-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
uj/guidance in NUREO-0737 Response required within 90 days of 
receipt of ltr Sve list end 

ElSENHilT. D G Division of Licensing 83/11/01 Commonwealth 

Edison Co 22pp 21104 025 24X Fiche 50-000.03/11/01,8311010100 


83110101B2 Generic Ltr 83-37 to all PWR licensees io rAjREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldancc In NUREO-0737 Response required within 90 days 
of receipt of ltr Sve list end 

EISENHUT.O G Division of Licensing 83/il/Ol Consolidated 
Edison Co of New York. Inc 22pp 21149 09B 24X 

Fiche 50-000,83/11/01.8311010182 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs r» clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list encl 
EISENHUT.D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of Now York. Inc I6pp 21184 001 24X 

Fiche 30-000.03/11/02.8311020051 


0311160062 Forwards status rept of compliance w/Oeneric Ltr B3-20 
re generic implications of Salem ATWS events Plans & 
schedules will be provided in supplemental response by 
040229 

OUeWA. L T Georgia Power Co Q3/U/07 STOLZ. J F Operating 
Reactors Branch 4 I6pp 21108 316 24X Fiche 50-321.03/11/07. 

8311160062 


0311180307 Describes scope of post-accident sampling 6 analysis 
provisions. per NUREO-0737. Item II D 3. "Post-Accident 
Sampling Capability " Item will be completed by 031201 
OUeWA. L T Georgia Power Co 83/1 J/09 STOLZ, J F Operating 
Reactors Branch 4 3pp 21226 079 24X Fiche 50-321.83/11/09. 

8311180307 


8311210376 Responds to Inquiries re amplification pf plans for current 
core reconstitution due to leaking fuel rods GE developed 
program to mlnlmlie future crud induced localized corrosion 
fai luros 

OUeWA. L T Georgia Power Co 03/11/15 8T0LZ.J F Operating 
Reactors Branch 4 2pp 21239 214 24X Fiche 50-321,03/11/15. 

8311210376 


Q Inspection reports. tC Bulletins & correspondence 


Q308300797 IE Info Notice a3'"69i “Improperly Installed Fire Dampers 
at Nuclear Power Plants '* 8vc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 351 24X Fiche 50-000. 03/10/21. 030030079-* 


0311070516 Forwards summary of 030928 mgt meeting w/util re 
r ec irculatlon pipe cracking problem 6 replacement plan 
O'REILLY. J P Region 2. Office of Director 83/10/24 KELLY. R J 
Georgia Power Co 4pp 21064 218 24X Fiche 50-321.83/10/24. 

8311070516 


8300310030 IE Info Notice 83-70. “Vibration Induced Valve Failures " 
8vc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/25 Consolidated Edison Co of New 

York, Inc lJ7pp 21057 219 24X Fiche 50-000.83/10/25.8300310030 


0300300779 IE Dullotin 03-07. Soppl 1. “Apparently Fraudulent Products 
Sold By Ray Miller. Inc “ &vc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York. Inc 

177pp 21070 170 24X Fiche 50-000, 83/10/26. 0308300799 


0300310034 IE Info Notice 83-71. “Defect In Load-Bearing Helds on 
Lifting Devices for Vessel Head & Internals " Sve list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/10/27 Consolidated Edison Co of New 

York, Inc ilSpp 21057357 24X Fiche 50-000.03/10/27.0300310034 


0300310048 IE Info Notice 03-72. “Environ Qualification Testing 
Experience " Sve list encl 

JORDAN. E L Division of Emergency Preparedness (t Engineering 
Response (Post 630103) 03/10/20 Consolidated Edison Co of New 

York. Inc 131pp 21153 024 24X Fiche 50-000. 03/10/20. 03O031OO4B 
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63DB3t0057 IE Info Notice 63-73* "Radjetloti Eiposur# From Cloves 
Con tatnina t e d U/U Products " 5vc list enci 

PA6TLOW. ti 0 Division of QA* Safeguards t, Inspection Progran^s (Post 
830103)1 63/10/31 Consolidated Edison Co of Neu York* Inc 

llApp 51154 246 24X Fiche 50-000.63/10/31.6306310037 


6306310076 IE Info Notice 63-76. "Reactor Trip Breaker Malfunctions 
(Undervol ta^e Trip Oe/ices on GE Type AH-2-23 Dreakersl " 

Svc list en-c 1 

jQRDAfl. E L Division of Emergency Preparedness S. Englneet*lng 
Response (Post e30l03> B3/Ct/02 Consolidated Edison Co of Neuj 

Vorkj Inc 1 1 9pp 21914 024 24)C Fiche 50-000.63/11/02.6308310076 


0306310075 IE Info Notice B3~73. "Iflipropex Control Rod Manipulation ” 
Svc list end 

JORDAN". E L Division of Emergency Preparedness «. Engineering 
Response IPost 630103) 63/l]i/03 Consolidated Edison Co of Nev 

York. Inc U4pp 21313 253 SAX Fiche 50-000.63/11/03.6308310075 


6311110293 Summary of 631051 meeting u/BNR licensees in Bethesda.MO re 
future Insps for Intergranular stress corrosion cracking 
previously inspected under 16 Bulletins 82-03 & 63-02 
Meeting notice it list of attendees end 

ZIrlOLINSKI.J A Division of Cicensing 83/11/03 HQLAHAN* 0 M 
Division of Licensing 6pp 21160 165 24X Fiche 90-000.83/11/03, 

8311110293 


8311180226 Act receipt of 031024 Itr informing NRC of steps taken to 
correct violations noted in IE Tnsp Repts 30-321/83-21 i 
50-36&/B3-22 

LEWIS. R C Olvisloh of Project U Resident Programs 83/11/09 

KELLY. R J Georg la Pauer Co Ip 21227 218 24X 

Fiche 50-321.83/11/09.0311180226 


— 8311180230 Responds to NRC 830923 Ur re violations noted In lE Insp 
Repts 50-321/03-21 «. 50-366/83-22 Corrective actions error* 

In software program corrected <» methods for verification of 
software program accoracv reviewed 

OOCWA. L T Georgia Power Co 83/10/24 O'REILLY, J P Region 2* 
Office of Director 2p p 21227 St^ 24X Fiche 50-321.63/11/09. 
631 I £00228 


— 8311160231 Forward* IE Insp Repts 50-321/83-21 Ic 50-366/83-22 on 
830008-12 & notice of violation 

LEWIS. R C Division of Project U Resident Program* 03/09/23 

KELLY. R J eeorgja power Co 2pp 21227 221 24X 

Fiche 50-321.93/11/09.8311180220 


— 8311180233 Notice of violation from insp on B30B0B-12 

« Region 2, affite of Director 83/09/23 Ip 21227 223 24X 

Fiche 50-321.83/11/09.8311160228 


—8311100234 IE Insp Repts 90-321/83-21 i« 50-366/83-32 on 830800-12 
Noncamp 1 iance noted failure to proporly evaluate k determine 
adequacy of changes in computer software for gamma 
spectroscopy sy s. fesu 1 t ing In measurement error* 

KUZO.O 0 Region 2. dfflct of Oirector HGNTOOliEftV, D M Division 
of Engineering & Operational Program* 63/09/12 ISpp 
21227 224 24)( Fiche 50-321.83/11/09.8311100228 


9311290297 Responds to IE Bulletin 03-07 Suppl I Companies identified 
as not having said products to nuclear facilities listed 
OAflNER. H f Southern Co Services. Inc 83/11/09 WEONER. N 
Director's Office. Office of Inspection and Enforcement 2pp 
21302 123 24X Fiche 50-000.63/11/09.6311290297 


9311010015 IE Info Notice 83-77. ”Air/Oas Entrainment Event* Resulting 
in ays Failures ** Svc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post BSOlODk 03/11/14 Consolidated Edison Co of Id*^. 
York. Inc 114pp 24* Fich e. 50-000, 03/u/t4. 631 10JOO15 


8311010018 IE Info Notice 63-70. -Apparent Improper Mod of Component 
Affecting Plant Safety '■ Svc list encJ 

JORDAWi E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Fiche 50-000,83/11/17.0311010016 


R Periodic operating report* U related correspondenco 


9311160077 Monthly operating rept* for Oct 1903 W/831110 Itr 

CURTIBj C M . NIX.H C Georgia Power Co 63/11/10 Director's 
Office. Office of Ihepectlon apd Enforcement 13pp 21196 20D 24X 

Fiche 50-321.83/11/10.831 1160077 


S Reportable occurrences. LERs It related correspondence 


0311010277 Updated LER 03-O9O/O3X-1 on 030025. dur i n g Procedure 
HNP-1-3405, RCIC declared inoperable Caused by sstpolnt drift 
tt component failure Low bearing oil pressure switch recellbr 
6 turbine exhaust switches dried out W/831020 itr 
TIPpB.B B , NlX.H C Georgia Power Co 83/10/20 O-'REILLY.J P 
Region 2. Office of Director 5pp S097Q 29l 24X 

Ficha 50-321,83/10/20,0311010277 


0311010309 LER 83-i00/O3L-O on 831009. during performance Of Ptoc*(Ilt* 
HNP-l-3m, outboard MSIV A (1D21-F029A> closed in 2 8 s. 
contrary to Tech Specs Caused by actuator flow control 
neadlo valve being out of adjustment N/631020 Itr 
TIPpS, 8 D . NIX.H C Georgia Power Co 03/10/20 O'RElLLYjJf 
Region 2, Office of Director 4pp 20978 359 24X 

Fiche 50-321,83/10/20.8311010309 


8311040076 LER 83-101/03L-0 on 030930. main steam line radiation manltor 
1D11-K603D discovered Inoperable Caused by setpoint drift of 
power supply voltages Monitor calibr per logarithmic 
radiation monitor procedure H/B3i027 Itr 

TIPps. S D , NlX.H C Georgia Power Co 03/10/87 O'REILLY. J P 
Region 2. Office of Director 4pp 21051 046 24X 

Fiche 50-321,83/10/27.0311040076 


8311090264 LER 83-092/03L-0 on 831004. dur Ing fire barrier ptnitraiios 
seal & fire damper Surveillance Procedure* HNP~i-3366 4. 

HNP-2-3366i 10 subeystam* had degraded fire barriers Causa 

undetermined Barriers win be repaired H/S3102B Jtr 

riPPB. 0 B . NIX.H C Georgia Power Co 83/10/26 □'REILLY* JP 

Region 2. Office of Director 4pp 2J096 337 24X 

Fiche 90-321.03/10/28.0311090264 


B31U70366 LER 03-O40/O3L-O on B31004. plant ivc water pump tC ovirlcif 
or locKout relay tripped k alarm received in control ra-ttn 
Caused by electrical insulation breakdown In motor wlndjnp 
on pump 1P41-C001C Pump motor rewound W/83l02a Ut 
TIPPS, 0 D , NlX.H C Georgia Power Co 03/10/20 a'RgILLY.J P 
Region 2, Office of Director 4pp 21209 110 84X 

Fiche 90-321.83/10/20,8311170366 


8311220374 Supplemental RO 50-321/ 1979-021. Rev 5 tritium UveU in 
groundwater samples taken from Test Holes N9D k T3 updated 
Previous results reported too high due to failure to account 
for decay of tritium std Results corrected 

NIX.h C Oeotgla Power Co 83/11/02 O'REILLY. J P Region 2. 
Office of Director 3pp 21261 132 24X Fiche 90-321,03/11/02' 

6311220374 


0311090267 LER 03-O9S/O3L-O on 831007* dur ing perfqrmance of RHS SvC 
water operability & rated flow procedure, p ump Ell-COOIA 
failed to maintain required pressure while maintaining rated 
flow Caused by improper valve stroke W/031JO3 Itr 
TIPPS, 8 D . NIX.H C Georgia Power Co 83/11/03 O'REJLLY.J P 

Region 2. Office of Director 3pp 21099 048 24X 

Fiche 50-321,03/11/03,031 1090267 


0311170225 LCR 03-1O2/O3L-O on 03101 i ,* tand by liquid relief valve 
C41-F029A declared inoproble Caused by valve failure AH 
internal part* cl eaned. reassemb led w/new gaskets 
reinstalled Valve adjusted k returned to svc W/B311D3 S tr 
TIPpb, 8 Q Georgia Power Co 83/U/03 O'REILLYiJ P Raglan 2i 
Office Of Director 3pp 21214 077 24X Fiche 50-321. 63/1 l/03i 

0311170225 


6311170263 Updated LER 01-it2/O3X-l on 81 1009. torus to Ri bldg 
differePtlal pressure switches iT48-N2iO, N3l 1. 2T4B-M210 k 
N211 proof press not within Tech Spec limit Caused by siultch 
misapplication Also reported per Part 21 W/83t 103 Itr 
T1PP6.B Q , NiX.H C Georgia Power Co 03/11/03 O'REILLY, JP 
Rofllon 2, Office of }>irBctor 4pp S1313 344 24/ 

Fiche 50-321,03/11/03.6311170263 


e3il2lOJ45 LER 03-O64/O3L-O on 831019, dur Ing ECC8 statu* check 
Procedure HNP-i-1 1 19, RCIC steam supply primary containment 
Inbgard isolation valve 1E51-F007 had no position 
indication Cause unknown H/831U0 Itr 

TIPPS, S 0 f NIX.H C Georgia Power Co 83/11/10 D'HErLLY, JP 
Region 2. Office of Director 4pp 21232 327 24X 

Fiche 90-321.03/11/10.6311210145 


DOCKET 50-322 BHOREHAM NUCLEAR POWER STATION 
A App 1 icatlon/construc ttun stage documents k correspondence 


6311160302 rOlA request for list of all Inaccessible sy* located withi'' 
containment k considered to bo safety-related or important 
to safety for facility 

HAFner. B Suffolk Nuclear Study Group 03/07/08 Office of 
Administration Ip 21201 207 SAX Fiche 50-322,93/07/00, 
8311160302 
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570015 FCIA request for documents re inductive heating stress 
prflvenent ^jracess for Type 30^ stainless steel piping at 
Qretian Unit 1 

Siu#ft>lls Nuclear Study Group B3/07/l'l Office of 

Mristratior Ip 21007 OOl S'lX Fiche 30-322,83/07/14. 
110700 1 5 


llOlO*? FOIA request for matl re inductive heating stress 
provetfient process for Type 304 stainless steel piping at 
cillty 

:KER,B Suffolk Nuclear Study Group 03/07/14 Office of 

pjnlstration Ip 21159 311 24X Fiche 30-322.03/07/14, 

11110109 


— 8311160400 Comments on accessibility of snubber to permit removal t' 
perf oi m periodic Tech Spec surveillance testing Areas of 
concern listed 

HIGGINS, J NRC - No Detailed Affiliation Given 03/03/09 
SMITH. J Long Island Lighting Co 2pp 21201 230 24X 

Fiche 30-000,83/09/29.8311160307 


0300310072 Hoard Notification 03-OOlA provides info re seismic risk t'* 
OWR plants DWR absolute core melt probability 6 risk results 
developed in limited QNL study not meaningful 

eiSENHUT, D G Dlvisir^n of Licensing 03/10/26 PALLADINO, N J , 
GILINSKV.V , ROBERTS T Commissioners 12pp 21103 242 24X 

Fiche 30-000, 03/lO/,:6. 83003 1 0072 


)70D29 Partial response to FQIA request for documents re inductive 
illng stress improvement process for Type 304 stainless 
III piping of Shoreham Unit 1 Forwards App A documents 
;uaents also available in PDR 

JON. J H Division of Rules and Records 03/08/10 HAFNER. Q 
ffolk Nuclear Btudy Group 2pp 21087 002 24X 

rhi 30-322,03/08/10,8311070029 


B311110124 Informs that based on recent findings of reactor bldg 
settlement review 6 commitment to conduct settlement 
monitoring program (ref IE Insp Rept 30-322/93-06), no 
furthor action re settlement issue should be required 
SMITH. J L Long Island Lighting Co 03/10/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 21147 226 24X 

Fiche 90-322.03/10/20.0311110124 


[10091 FQIA request for rept on background radiation survey made 
jwnd facility it DNU referred to in end NRC Public Affairs 
lOuncement |-B3-'63 

)SSHAN,K Island Cloteup News Service 83/00/10 NRC - No 

[tiled Affiliatlan Given 2pp 21199 333 24X 

;hl 30-322.03/00/10,0311110091 


,10112 Responds to FQIA request for matl re inductive heating 
111 loipravamcnt process for Type 304 stainless steel 
ling at facility Foruards App A documents Documents also 
li table in PDH UPDR 

TON.J H Division of Rules and Records 03/00/12 HAFNER, D 
roll Nuclear Study Group 2pp 21139 312 24X 

;M 50-322.03/00/12.0311110112 


lllOl 13 Charts re Inductive heating stress Improvement process 
. Lang Island Lighting Co 02/07/06 4pp 21139 314 24X 

Tche 30-332103/03/12.6311110112 


190033 Aitponds to FQIA request for all documents betuieen U9 Fish t, 

dlLfe Eve employees before A0L6 (t/or US District Court re 

] OL application Forwards documents listed on app 

TOh. J H Division, of Rules and Records 03/00/10 SUOARMAN. R J 

firpsn It Denworth 2pp 21118 217 24X Fiche 50-000,03/08/10. 

1090033 


7130153 Requests findings V determinations on util Interim 
rinsltlon plan by 030623, per 030616 teUon Findlngt on 
h»ih«r interim offsite plan adequate & capable of 
nplementstl on alio requested 

WDATI.Ei Division of Emergency Preparedness & Engineering 
fSponie (Post D301O3) 03/0^/17 . I^RIMM, R W Federal Emergency 

iTiagement Agency 3pp 21118 219 24X Fiche 90-000,03/06/10. 

311090039 


1IX>94 Responds to FQIA request for rept on background radiation 

vey made around facility & DNL referred to in NRC Public 

sin Announcement l'-S3'-63 Documents subj to request 

villabte at present time DOE responsible for survey 

TOR. JM Division of Rules and Records 83/08/23 GRQB8MAN. K 

and Cloteup News Service Ip 21199 337 24X 

hi 50-322.83/00/23.8311110094 


6310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors I. applicants for OL re NUREG-0965, "NRC Inventory 
of Dams Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EISENHUT. D G Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21104 019 24X 

Fiche 90-000,03/10/31.0310310403 


8311140379 Submits status of five potential candidates for temporary 
QLs Four or possibly all five plants need temporary QL in 
CV04 if startup delays resulting from extended hearings 
occur 

DlRCKSiW J Office of the Executive Director for Operations 
03/11/07 A5SCLST1NE. J K Commissioners 3pp 21321 201 24X 

riche 90-000,63/11/07.0311140379 


—8311140306 Requests estimate of which plants might need temporary 
OL In 1904,89 it 06 

ASSELSTINE.J K Commissioners 03/10/11 0IRCKS,N J Office of 
the Executive Director for Operations Ip 21103 1Q8 24X 

Fiche 90-000,03/11/07,8311140379 


B311100226 Requests that Suffolk County be included in any NRC meetings 
w/apptlcant re mgt capabilities 6 plant staffing for 
facility operation 

DRQNN, H H Kirkpatrick. Lockhart. Mill. Christopher 6 Phillips 
DROWN, H H Suffolk County, NY 03/11/09 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ip 21134 106 24X 

riche 90-322.03/11/09,0311100226 


0311230112 Torwards plant-specific rept. "Suppression Pool Local-to- 
Qulk Temp Di f ference, Shoreham Nuclear Power Station - 
Unit 1 “ Preliminary local-to-bul k temp difference 
conservative Rept verifies temp spec acceptable 

SMITH, J L Long Island Lighting Co 03/11/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 21269 024 24X 

riche 90-322. 03/11/17. 031 12301 12 


— 0311S3D115 "Sup pres s I on Pool Local-tc-Dul k Temp Difference . Shoreham 
Nuclear Power Station - Unit I ” 

« Stone 6 Webster Engineering Corp 03/00/30 87pp 21269 026 
24X Fiche 90-322,03/11/17.8311230112 


60387 Responds to FOIA request for list of all inaccessible sys 
lied within cantainmont 6 considered to be safety-related 
Important to safety Forwards App A documents Documents 
oav^allabU In PDR k LPDR 

IGN. Dl vision of Rules and Records 83/08/29 HAFNER, D 

Falk Nuclear Qtwdy Group 2pp 21201 208 24X 

le 30-000.83/00/29,8311160307 


0311270131 Provides preliminary discussion 6 proposed schedule for 
responding to NRC 830923 request for addl info re Tech Spec 
trip setpoints 6 allowable values Meeting during wk of 
031128 bo review protection sys program requested 

SMITH, 3 L Long Island Lighting Co 83/11/23 DENTQN.H R Office 
of Nuclear Reactor Regulation, Director 4pp 21303 390 24X 

Fiche 30-322.03/11/23.8311290191 


1160392 Excarpt from draft F8AR Section 9 2 0, "Jnservtce Insp 
rograii). " k Section 9 2 0 1 "Provisions for Access to 

:pb " 

Long Island Lighting Go 03/00/29 ip 21201 210 24X 

iche 90-000,03/00/29,8311160307 


1160399 Submi ts summary on comparison of Susquehanna k Shoreham 
mit Wiork practices re snubber stroV ing, tnstallatl on k 
rslecttvf actions to preclude damage following 
iftallatlon Total of 230 snubbers stroked satl s factor! I y 
1ITII.UL Long Island Lighting Co 83/01/21 HlOOINa,J NRC 

) Detailed Affl 1 iatlon Given 9pp 21201 217 24X 

lihf 90-000,03/00/29,8311160307 


H60403 Forwards complete list of snubbers in dryuoll reviewed f 
laovabillty 6 accessiblity Total of 100 snubbers revitued 
ENTRErtOHT, J , GALLAOHER, R , CHUNG. R Y, Long Island Lighting Co 
1/03/22 SMITH, J L Long Island Lighting Co Bpp 21201 22? 

\X Fiche 50-000. 33/08/29. 0311160387 


8311300146 Application for administrative Class 11 amend to CPPR-95, 
extending completion date to 041231 Addl time required to 
resolve problems discovered during disassembly of diesel 
generators to replace crankshafts 

POLLDCK, M 6 Long Island Lighting Co 03/11/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 21312 334 
24X Fiche 90-322,03/11/23,8311300140 


E NRC Safety Evaluation Report <SER), suppls 6 correspondence 


B31116013B Forwards Rev 19 to monthly status of equipment summary tis' 
re SER Issue 8. "Dynamic Qualification," per JL Smith 021123 
Ur 

QMITH. J L Long Island Lighting Co 03/11/09 DENTON, H R Office 
of NuclPiir Reactor Regulation, Director 2pp 21193 32 1 24X 

Fiche 90-322.83/11/09.0311160130 
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— 03111:60141 Rpv l5 to fnoritMt) atatui Of equipment suovnari^ li«t»re SEfi 
Issue 0 "Oynatnic Qualification " 

^ StoT^fr »< Wefe^te* Engineering Corp a3/lI>/25 49pp 2t 193 323 
34X Fiche 50-322. BJ;/ 1 1/09, ©31 U 60 138 


Q3L1170110 Suppls Phase 1 swbm»tt»l re SER Open Item 59» ‘'Control pf 
Heavy l^oadsi' in resporise to Q31017 telcon Ujsted guidelines 
c lar i f I ed. pep HURE<5-06J2 All special lifting devices used 
solely In conjunction u/polar crane 

SMITH, J L Long Island Lsshttng Cq 83/11/11 DENTON, H R Df^lc^ 
of Nuclear Reactor at i on. Director 4pp 2lSl6 160 24X 

Fiche 30-322, 93/11/ £ 1, B3t 1170110 


F security, rnepicalj erriergency t. fire protection plans 


B310200362 Generic Utr 03-33 to all licensees applicants of nuclear 
power reactors re NRC potitions on Certain regulrements of 
ApP H to lOCPRSO $wc list encl 

EISENhUT,P G Division of Licensing 83/10/19 Consolidated 

Edison Co of Neui Vorv* Ipt 21pP Slll-d 329 24X 

Fjcho 90-000. 83/10/19, 8310200362 


83H 100239 ForiLiards 18 Insp Rept 90 ’322/83-32 on B3D90l-lOl6 t notice 
Qf violation 

STARDSTECKI-* R" Division- of Project {, Resident Programs 83/10/27 
Pollock. N 8 uong island Lighting Co 2PP 21133 342 24X 

FI Che 50-322. 33/ 10 / 2/. 83 11100239 


— 8311100241 Notice Of violation from insp dn 030901-1016 Safeguards info 
deleted Iref lOCFRTg ai> 

* RegloP 1. Office of Direetor 83/10/27 Jp 31133 34-4 24X 

richd 50 '322. 03/10/27.8311100239 


--8311 100246 IE Insp Rept 50-323/83-33 on 030901-1016 Noncompl Jance noted 
in area tJf speuritu Safeguard^! tnfo deleted 
(re f 10CTP73 21 > 

pETnON£,t , EKHeNHCur^H 4 HCCabE. E C Region i, Office of 
Director 83/10/20 53f9 21133 34 5 24X Fiche 90 -328,83/10/27, 

0311100339 


0 Ad jud i catoTf^ correspondence 


6311020130 Responds to Itr to Commissioner PaJladlno re util proposed 
emergency plan fnr Suffolk Couptg No decision pn adequacy 
df plan made Partic i pat ion in public hearingis f ec ommendad 
DlFtCKS.H J Office of the Eiecutive Director for Operations 
Sa/iO/27 CLSOMa. M M New TDri. State of ip 21012 £39 24X 

Fiche 90-322,83/10/27.8311020120 


8311030058 Rept per aSLD 031013 order scheduling conference of counsel 
Certificate Of Sve f nc 1 

Shapiro. R North shore Com'nittee Ailainst Nuclear I, Thermal 

pQllutlan SHAPIRD, R Camber 6 Shapiro 03/1O/S7 3pp 

SIO 8 S 254 24X Fithe 50-322.03/10/27.8311030090 


03l 1O104O5 Joiht status rfp t re matters in asLB 031013 scheduling 
Ordfr Repts scheduled for flllnS on 831102 should be 
deForrerf until 031132 Contingent date of 831201 for 
conference of counsel suggested Certificate of 8 vc end 
LANPHER.L C Suffolk Couotg, NY LANPHER, L C Kirkpatrick, 
Lockhart. Hili. Christopher & Phillips 83/10/20 6 pp 20973 301 
34X Fiche 50-323,83/10/28.8311010405 


B3ll0'302a5 Order rescheduling 831109 conference of counsel to 031201 
Repts of parties requested in 831013 order deferred until 
831123 

LAURENSDNj-J a Atomic Safety and Licensing Board Panel 83/10/31 
2pp 21011 061 34X Fiche 50-322,83/10/31,8311020205 


6311D3D151 Hem&T anHuiT. i» order granting, in par t , Stiff a) It Coi/nty 830919 
motion to coflipel discovery from FEMA re all drafts of 830623 
Itr, drafts of 830029 I fcr 6 <?D Johnson written instructions 
for FEMA response to MRC 830722 Itr 

LAURENSGN. J A Atomic Safety and Licensing Daard Panel 83/11/01 
Suffolk County. NY ISpp 21038 320 34X Fiche 50-322,03/11/01, 

0311030151 


831 1090229 Forwards 831103 diesel generator status rept, per 030912 
commitment Related correspondence 

EARLEY. A F Hunton 6 Wiliiams EARLEY, A F Long Island Lighting 
Co 93/U/03 IIRENMLR«L Atomic Safety and Licensing Board Panel 
6 pp 21098 023 24x Fiche 50-322,83/11/03,0311090229 


0311090238 Forufprds FAA rept an cause of diesel generator 102 
crankshaft f ai lure, Is of replacement crankshafts ■& 

draft rept on diesel generator connecting rod bearings N/o 
ftncls Certificate of Sve enc I Related correspondence 
EARLEY, A F Hunton Nil! lams EARUEV. A F Long Island Lighting 
Co 03/11/04 DHENHFR, L Atomic Safety and Licensing Board Panel 
Ip 21096 360 24 k Fiche 90-322, 83/1 J/04, 801 I 090228 




LeTSCKE,K J Suffolk County. NY UETSCliE. ft a 
Lockhart, Hill, Christopher «< Phiiiini 

and Licensing Board Panel 26 pp ^21173 226 * ^ 24 )( Utiti 

Fiche 5a-3,^2. 8j/i 1/09, 031 1 190194 ^ 


»^rtinor „ ..f.pp,. u J,n ,-lBA\,runcXZ it, 

LaNPHSR.L C Suffolk Countif, NY LANPHFn i r u, l . , . 
Lofkhart. Hill, Christopher Phillips 83/11/09 '^AtoaH diH- 
and Licensing Board Panel I ipp 21176 291 34 r AtO«lt 

Fiche 90-322,83/11/09,0311190^09 * 


REVELEV, g j Hunton V giluams REVEL Fv. u r ^ 1 ^ p , , 

„ ®"E*ER,L , FER0U6ON..3 A . VdisIS 
, 01 , Lieen.ins Board P,n«l ip a u *8 049 84 , 4i„lf . 

Fiche 90-322,03/11/10,8311190240 


»-.^:np„rE :;!nr 


03/11/10 
SI 17? 194 


Afnmi IRWIN, D R Mu„tcr L 

Safety and Licensing Hoard Panel S9pp 
34X Fiche 90-323,83/11/10,0311190316 

"f Suf,»tk Cppns, „r 

'ncl r. eoi.rjoncv pl»nriinj C.r, ]„,.(• 

i.i'u™,'’ ‘•‘’'“‘"E “ '"WIN, DP ,/ur«e»» 

Atomic Safety and Licensing Board Pt-,ii 
9pp 21179 223 24x Fiche 50'-322, 03/ i I / 10. &31 U 9031 4 

’-‘—'OP. 

Fiche 50-322,03/11/10,8311220348 






rj briefing schedule for Contantjpn* A-)fl i*# 

emergency planning Proposed 831219 briefing date 
unacceptable Certificate of Sve end 

UNPHER L r Lighting Co IRMIN,D P Kunton b Vi 


”cllin«®in'’r;?hl;."?r.‘' count, WI109 «»tl„ „■ 

hange in schedule 6 request fpr conference call re 

» t?'” " ‘ 23 N ‘-"-CO *■ ““Dt, 4lr.tt.4 to con,., 

I repetitive testimony 

Suf foi k^o«. ^ 1 . ^Safety and Licensing Board Fanil 

0311170084 50-332, 03/iJN< 


ci.. 7 «Z .7 .«»uj|u«ion pass 

031031 monthly meeting, oppos ing 01 
evacuation plan should be devised 
KOZLOSKI,V Affiliation Unknown 
Safety and Licensing Board Panel 
Fiche S0-322,a3/ii/j9,e31l3QQ22<j 


by Rocky point Board of iiv\ it 
issuance Approved 

S3/H/19 LAURFNSON.U A Altiji 
app 21311 329 24X 


r Sj*i,wiacor sxaous rep;,p»r eomaiiaiii 

in response to Suffolk County 830912 motion ta compel 
Related correspondence 

EARLEY, A F Long Hl4i>d tUMIflj 
Ah Atomic Safety and Llceming Board 

app 21268 343 24X Fiche 50-322,03/11/17,0311230139 


parties from obligation to serv« priMalr* i 
** conclusions of law Upon other parties 
I evidence on each contention 

laurensdN, J A Atomic Safety and Licensing Board Panel, 03/11/18 

21259 119 24X Fiche 90-322, 

B3/tl/ie, 8311230459 


8311220919 Order 
counsel 
LAURENSON, J A 
6 pp 21237 009 


supplementing agenda for 031201 confirince 

Atomic Safety and Licensing Board Pane I 
24X Fiche 90-322.83/11/18,83112209)9 


oI 

05/11 /id 


0311200566 Withdrawal of 831110 motion to compel discovery o* 
Ounty,pcr ASLD 831114 order Right to emend or suppl 
testimony reserved Certificate of 8vc end 

nSvJwJ/ Island Lighting Co iftWiN, O P Harmon fc Mei»( 

Atomic Safety and Licensing Board Panel 4pp 
21283 130 3qx Fiche 90-322.03/11/21,8311280266 
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'3006-4 Advises that time ^or Commis<iion to raview ALAD-743 expire 
declined revietj Decision boca/ne final agenc<J 
lOTi on 031 lai 

LKi S J Office of the Secretarg of the Commissjon D3/I1/22 
i-g Iilsnd Ligfiting Co Ip 21271 203 24X Fiche SO— 322i B3/1 1 /3 

1230064 


'BOOS? Preheoring rapt re Group 1 issues to uhich testimong 
«d on 031116. per ASLD 031013 & 31 orders Certificate of 
»nc 1 

IPHER.L C SoffoU Countg. NV LAhfPHER. L C Kir kpa tr 1 c (c. 
lihATt. Kill, Christopher t< Phillips 83/11/33 3pp 21283 078 
« Flche 30-332.83/11/22,8311200029 


280030 prehearing conference rept of counsel, per ASLO 631013 (t 3i 
lers Certificate of Sve end 

'LESKr. K E Long Island Lighting Co MCCLESKV, K E Hunton fc 

lliaens 83/11/2^ lOpp 21283 068 24X Fiche 30-322.83/11/22. 

112BD0-30 


290137 conference of counsel rept r® Cantentlons ^l(c> & 93-97. pe 
.E 0310(3 order Certificate of SvC enc t 

JOHERTY.J B 8hor<»ham Opponents Coalition 83/11/22 Atonili: 

Fetg and Licensing Board Panel 4pp 21304 053 24X 

Che SO-322. B3/1 1/52- 031 1290137 


280061 Order dismissing LlLCO 83)110 notldn to compel dlscoverg o>^ 
Ffolk County re documents allegedly covered by atty uiork 
:'duct privilege Util uiihdreu motion on 831121 

JRENBONrJ A Atpmic Bafoty and LUenalng Board Panel BD/ll/23 
jng Island Lighting Co Ip 2127B 246 24X Fiche 30-3SS, 

aL/S3.e3n88006i 


aaratirig license stage documents l< correspondence 


3200S1 Oeneric Ltr 83-35 to all licensees of operating reactors. 

pllcants for OLs & holders of CPs r® clarification of TMI 

tton Plan Item Jl K 3 31 Submittal of bounding 

nonstratlon ulll satisfy requirements Sve list end 

EEHHUTiD 0 Division of Licensing S3/tl/02 Consolidated 

Lion Co of Neu /ori. Inc ld»pp 21 LS4 OOl 24X 

Che 90-000.83/11/02.0311020051 


nspaefcion reports. IE Dulletins 6 correspondence 


1603Q7 Hespontfs to FOIA request for iiJt of all inaccessible tys 
:at*d within containment It considered to be safety-related 
important to safety Forbiafiis App A documents Documents 
ic available in PDR LPDR 

-TOM. J M Division of Rules and Records 83/00/20 HAFMER. D 
ffolk Nuclear Study Croup 2pp 51201 20S 24X 

cha 50-000.03/06/29.03(1160387 


11160392 Excerpt from draft FSAP Becllan 928, “tnsorvice Insp 
Program.'' t Section 5 2 Q 1 "Provisions for Access to 
qcPD ■■ 

» Long island Lighting Co 03/00/29 Ip 2iaoi 210 B4X 
Fie he 90-000,83/08/29.0311160307 


31038 9 Forwards If. Insp Rept 50-325/03-29 on 030822-26 No 
ncampiiance noted 

ITlNi T T Division of Engineering 6 Technical Programs 03/10/1 
3LLDCK. M S Long Island Lighting Co 2pp 20973 007 24X 

;hr 90-322.83/10/17.031)010305 


11010309 IE Insp Rept 50-322/03-29 on 830022-26 No noncomp Uance 
iated Hajor areas Inspected licensee action on previous 
insp f (nding g, nonrout ine events reported by licensee 6. IE 
>u)letlns & circulars 

iLUH3ERG,N . EAPEN, P K , NARROW. L Region 1. Office of Director 
13/09/30 Slpp 20973 009 a4X Fiche 50-322,03/10/17.031101038" 


100-797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
Nuclear Power Plants " 8vc list end 

IDAM,E L Division of Emergency Preparedness t. Engineering 
tponse (Post 030103) 03/10/21 Consolidated Edison Co of Ne 

'1. Inc I37pp 21114 351 24X Fiche 50-000,03/10/21.030830079’ 


110030 IE fnfo Notice 83-70, "Vibration Induced Valve Failures " 
list end 

tDAM. E L Division of Emergency F'repar edness 6, Engineering 
iponte (Post 630103) 83/10/25 Consolidated Edison Cn of Nsu 

Ir Inc ll7pp 21057 C19 24X Fiche 50-000,63/10/29.030831003' 


100799 IE BuDetln 03-07. Suppl 1. "Apparently Fraudulent Rroducta 
d Dy Ray Miller. Inc " Sve list encl 

'OUNO.R C Director's Office, Office of inspection an-d 

oreement 03/10^26 Consolidated Edison Co of New York, Inc 

'PP 21070 170 24X Fiche 50-000.63/10/26,0300300799 


8308310034 IE lofo Notice 03-71, "Defect in Load-Dearing Welds on 
Lifting Devices for Vessel Head 6 Internals " 5vt Uit end 
JORDAN. E L Division of Emergency Prepsiednest fy Engineering 
Response (Post 03O1D3) 03/10/27 Consolidated Edison Co of Ne 

York, Inc llDpp 21097 357 24X Fiche 90-000. 83/1 0/.37. 83083 1003 


6311100239 Forwards IF Insp Rept SO-SPB-'flO-GB on 830901-1016 !* notice 
of violation 

STAROBTECKI , R DivLsl-on of Project 6 Resident Programs 83/10/77 
POLLOCK. M £» Long Isiand Lighting Co 3pp 2)133 342 24X 

Fiche 50-323,03/10/27.03(1100239 


— 8311100241 Notice o ♦- j'lolation from insp on 830901-1016 Safeguards i -o 
deleted (ref 10CF(d3 21) 

• Region 1. Office of Director Gj/lO/27 Ip 21 133 344 24X 

Fiche 50-322,83/10/27.0311100239 


— 6311100246 IE Insp Rapt 90-332/03-32 on a30901-'l0i6 Noncompl lance n » fd 
In area of -security Safeguards info deleted 
(ref 10CFR73 21) 

PETflONE.C . EICHENHOLZ.H . HCCABL'.C C Region i, Office of 
Director 63/10/20 23pp 31133 345 24X Fiche 50-322.03/10^2 

831 U 00339 


63DB3I0048 IE Info Notice 83-72, "Environ Qualification Testing 
Cxperienco " Sve list end 

JOROANi E L Division of Emergoncy Preparedness & Engineering 
Response (Post 830103) 83/10/20 Consolidated Edison Co of N^l 

Vorli, Inc laipp 21155 024 24X Fiche 50-000, 03/10/28, B3O031OO4 l' 


03iillOl24 Informs that based on recent findings of reactor bldg 
settlement review h commitment to conduct settlement 
monitoring program (raf IE Insp Rept SO-322/B3-06), rto 
further action re s ettlcmcht issue should be required 
SMITH, J L Long Island Lighting Co 03/)O/2B DENTON, H R OfflC' 
of Nuclear Reactor Regulation. Director 4pp 31147 226 24X 

Fiche 50-322. 03/10/20. 8311110124 


030G310057 IE Info Notice 63-73. "Radiation Exposure from Gloves 
Contaminated W/U Daughter Products " Sve list end 
PARTLON, J O Division of OA. Bafeguards fc Inspection programs (Pos- 
830103} 63/10/31 Consolidated Edison Co of New Yorli, Inc 

l!6pp 21154 240 24X Ficho 50-000,03/10/31,83083)0057 


0306310076 IE Info Notice 83-76. ‘"Reactor Trip Breaker Malfunctions 
lUndervoltage Trip Devices on GE Type AK-2-25 Breakers) " 

9vc list end 

JORDAN. E L Division of Ffliergency Preparedness 6 Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of Wet. 

Yorl), Inc llSpp 21314 024 24X Ficho 50-000, 83/1 1 /02. 830831 007« 


8300310075 lE Info Notice 03-75. "tmpioper Control Rod Manipulation “ 
Sve list end 

JORDAN, C U Division of Emergency Preparodneis 6 Engineering 
Response (Post 630103) 03/11/03 Consolidated Edison Co of Nol. 

Vorit, Inc ll4pp 21313 253 24X Fiche 50-000, 03/1 1/03, 03OB31OO7'' 


0311010015 IE Info Notice 83-77. "Air/Oes Entrainment Events Resultln 
In 8g& Failures " Sve list enc 1 

JORDAN, E U Division of Emergancy Preparedness L Fngineerlng 
Response (Post 630103) 03/11/14 Consolidated Edison Co of Ne' 

York. Inc UApp 24X Fiche 50-000.03/11/14.0111010015 


831)2)0202 Acl( receipt of 830930 ltr informing NRC of steps taken to 
correct violations noted in tC Insp Rept 50-322/83-26 
aTAROSTECKI, R Division of Project 6 Resident Programs 03/11/14 
POLLOCK. « 8 Long Island Lighting Co 2pp 21235 008 24X 

Fiche 50-322,83/11/14,8311210202 


--831iaj0a04 Responds to NBC 0306^0 ltr re violations noted )n Ig Inst. 
Kept 50-322/83-26 Correctivo actions util verification 
program implementod by field OA d Iv providing assurance that 
hanger Installation In occanlance u/design documents 
POLLOCK, M S Long Island Lighting Co 83/09/30 gTAROSTFCKI. R 
Division of Projsct tc Resident Programs 9pp 21235 090 24X 

Fiche 50-322.83/11/14,0311210202 


8311010018 IE Info Notice 03-78, "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list enci 

JDRDAN.E U Division of Emergency Preparedness tf Engineering 
Response (Post 830103 ) 03/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Fiche 50-000,03/11/17. 8311010011' 


n Periodic operating reports tn related correspondence 


8311160138 Forwards Rev 15 to monthly status of equipment summary lis'. 
re BER Issue B. ‘'Dynamic Qualification." per JL Smith 821123 
1 tr 

smith. J L Long Island Lighting Co 03/11/09 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 21193 321 24X 

Fiche 50-322,63/11/09.6311160130 
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— B31L16014I Pe-v l5 to , monthly status of equipment summary list, re SEP 
Issue “Dynamic Onfall Ficat ion ’ 

♦ Stone Sf Uebster Bnymeenng Carp 83/10/25 49pp 21J93 323 
a4X F»rhe 50-322. e3' 11/09. 8311160138 


S Reportable oc cui't'ences, LERs relate-d correspondence 


8311090348 Supplemental Part 21 rept re short circuit bos bracing 
Inadequate for lO-cycie - 78. 000-amp here withstand test 
Equipment redesigned ^ mod kits & instruction books 
prepared Lifted customers advised to initiate mod 

DlnlveR. P W General Electric Co 83/10/20 DEVOUWO. R Director's 
Office. Office of Inspection and Enforcement 7pp 21103 254 24» 

Fiche 90-000.03/10/28 8311090348 


H311180159 Interim deficiency rapt re defect in TDl diesel generator 
cofinecting rod bearing matl Initially reported on 831014 
Final rept uill be submitted by 831125 

SMITH. J «- Long Island Lighting Co 03/11/02 MURUEV* T E Region 
1, Office of Director 2pp 21223 137 24X Fiche 90-322*83/11/02 

8311100159 


0311220277 Part 21 rept re problem u/engine piston skirt of 08R ic DSR‘ 
standby diesel generator Insp at Shoreham discovered 
linear indications oiceedlng 1/16 inch Cause not known 
Piston skirts to be replaced w/latest available design 
BOV^ER-R E Transamerica Delaval. Inc B3/Ii/I6 Director's 
Office* Office of Inspection and Enfoi cement 3pp 21253 330 24‘ 

Fiche 50-000. □3/11/16.8311220277 


8311^30481 Part 21 rept forwarding list of HVAC units supplied to 
facilities All unit^i built in Uinston-Salem* HC facility 
DRCRN. J T Bahnson Co . Inc (subs of Hilltnan Coal ti Coke Co ) 

B3/ll/ie DEYOUNO. R C Director's Office, Office of inspection am 

Enforcement 2pp 21803 357 241 Fiche 90-000.83/11/101831128043' 


T Hearing transcripts on non-anti trust matters 


0311210-112 Testimony of MC Cordaro.RR Dynes, IIQ Johnson, DS Mlleti. 

JH Sorenson & JAWeismantle on emergency planning 

ContentiD-n S5 re role conflict Related correspondence 

CCRDARQ, M C . JOHNSON, R 0 . SORENSON, J H Long Island Lighting Co 

03/11/10 599pp 21236 306 24X Fiche 50-332,03/11/10.0311210112 


831 1220141 Testimony of KC Cordaro, JA Reiemantle S( ED Lieberman on 
Phase 11 emergency planning Contention 65 re evacuation time 
e s tiniates 

CORDARO. M C . WEISMANTLE. J A . LlEDERMAMrE S Long Island Lighting 
Go 03/11/10 234pp 21255 244 24X Fiche 50-322, 83/1 1 /IS* 

8311220141 


— 0311230273 Testimony of NJ Mufco JT Smith on Contention 35 lie raCi 
conf 1 1 c t 

MUTP. N J . SMITH, J T Suffolk County, NY 03/11/10 lOpp 
21231 338 24X Fiche 50-322,03/11/10,0311220230 


— 0311230279 Testimony of RW Petri lak on Contention* 23 C S, 25 D H r. i 
conflict 

PETRlLAK.n W Suffolk County. NY S3/11/1B lOpp 2$S9L 313 
a4X Fiche 90-322.03/11/10*0311220230 


— 0311220201 Testimony of Q Jeffers 8< AR Rossi on Contentions 23 C t : 
re role conflict 

JEFFER9,G . ROSSI, A R Suffolk County, NY e3/UMa Lipp 
21251 350 24X Fiche 50-322,03/11/10.0311220230 


— 8311220207 Testimony of J Zuckerman, JA Stalzer.R Posnaek.09 FisPir, 
□ R Kagan, WF Bautx.L Capobianco. A Florelli.PA Liano, 

M De Santis, L Kiehn 6 H Kat?oi-f on Contention 25 D re role 
conf 1 let 

ZUCKERMAN. J , 6TALZER. J A . POSNACK. R Suffolk County. NY 
03/11/18 I9pp 21292 007 24X Fiche 50-322. 83/ 1 1/ 1 B, S3U2£0:3 


— 0311220294 Testimony of 8 Cole on Contention 23 re evacuation fhit' 
phenomenon 

COLE, 8 Suffolk County. NV COLE. 8 Neu York, State Univ 
atony Orook 83/11/18 294pp 31292 044 24X 

Fiche 30-322, 83/ 1 1 / 18, 031 1 220230 


— 8311230297 Testimony of OJ Zoiglor & JH Johnson on Content ion 23 rt 
evacuation shadow phenomenon 

ZE1GLER,D J . JOHNSON. J H Suffolk County, NV 03/ll/!|0 7EJ^ 
21252 338 24X Fiche 90-322.83/11/10.0311220230 


— 8311230290 Testimony of BW Plgozil on Contentions 65 !i 23 P re 
evacuation time estimates 

PIOOZZI.D M Suffolk County, NY 03/11/18 96pp 21293 056 
24X Fiche 90-333.83/11/10.0311220230 


— 0311230299 Testimony of PD Herr on Contentions 69 a-3 D re tvacueiir 

time estimates 

MERR.P D Suffolk county. NY HERR, P Q Massachu49tts ErsUtJli 
of Technology. Cambridge. MA 83/11/10 60pp 21951 002 Ski 
Fiche 90-322.83/11/10.8311220330 


— 0311220301 Testimony of RC Roberts. JL Montelth.P McOuiri, hJ Turana ■ 
EJ Hlchel on Contentions 69 b 23 H re evacuation time 
estimate* & emergency planning zone access control 
nODERTS, R C , MONTEITH. J U , MC<3UIRE. P Suffolk County. NV 
03/11/10 177pp 31251 064 24X Fiche 50-322. 03/ U / 1 D. 

031 1330230 


— 0311220146 Testimony of MC Cordaro.JA Ueismantle & ED Lieberman on 
Phase M emergency planning Contention* 23 C.D & N re 
potential voluntary evacuation Certificate of Sve end 
CORDARO. M C . UEISMANTLE, J A . LIEDERdAN. E D Long Island Lighting 
Cd G3/11/10 82pp 21399 344 S4X Fich e 90-322, 03/11 /18, 

031 1228141 


R3I 122D330 Forwards testimony on Contentions 23.29 U 69 re evacuation 
shadow phenomenon, role conflict 6 evacuation time estimates 
LET6CHE. K J Kirkpatrick. Lockhart, Hill. Christopher b Phillips 
LETSCHE. K J Suffolk County, NY 83/11/10 LAUREN30N. J A , 

KLINE. J R . 8H0N, F J Atomic Safety and Licensing Board Panel 3p.' 
21251 OOJ 24X Fiche 50-322.83/11/18.8311220230 


— 03It23(>236 Forwards LJ Campo testimony re emergency planning 
Contentions 25 C 6 25 D, Inadvertently omitted from 
previously submitted testimony 

MChURRAV.C M Kirkpatrick. Lockhart. Hill. Christopher 6 Phillip* 
MCHURRAY.C M Suffolk County, NY 03/11/18 UAUREN80N, J A , 
KLINE, J R . SHON, F J Atomic Safety and Licensing Doard Panel 
Ip 21291 240 24 < Fiche 90-322.83/11/10,0311220330 


— 0311230302 Testimony of PA Polk on Contentions 23 D «, 65 re «*lCUJik :i 
shacfoui phenomenon S- evacuation time estimate* 

POLK, P A Suffolk County, NY POLK< P A Planning Research Cetp 
83/11/10 46pp 21253 116 24X Fiche 90-323, 03/11/ 18. 031 lS2C73=r 


— 0311320304 Testimony of 8C Saegert on Contention 65 re evacuation 1 
estimate* 

8AE0ERT, 8 C Suffolk County, NY 83/11/10 44pp 21293 J64 
24X Fiche 90-322.03/11/18,8311220330 


— 8311220309 Testimony of PC Flnlayson.OC Minor & EF fladford on 
Contentions 65,33 D 6 23 H re evacuation^ 

FINLAYSDN, F C . MINOR, 0 C . RADFORD, E P Suffolk County* MY 
83/1 l/ie I06pp 21253 209 24X Fiche 90-322, 03/ J 1/13, 

8311230230 

— 0311220300 Testimony of LJ Campo on Contentions 29 C «, 25 □ re uns* 
evacuations 

CAMPO, L J Suffolk County, NY 03/11/10 5pp 21253 3l4 2U 
Fiche 90-322,83/11/10,0311330230 


— 0311220237 Testimony of S Cole on Contention 39 re role conflict 
COLE, S Buffolk County. NY COLE.S New York, State Univ of. 
Stony Brook 83/11/18 Sapp 21291 343 24X 

Fiche 90-322,03/11/18.0311220230 


— B31 1220242 Testimony of KT Erlkson 6 JH Johnson on Contention 35 re 
role conflict 

ERXKBON.K T , JOHNSON, J H Suffolk County, NY 83/U/lS 49pp 
31351 253 24X Fiche 50-322.83/11/16,8311220230 


8311330000 Testimony of P Mclntire on Contentions 23, 2S k 65 re 
evacuation shadow phenomena, role conflict of emergency 
uiorkors evacuation time estimate Prof qua 1 If Icatlons 6 
Certificate of Bve end 

MCINTIRE, P Federal Emergency Management Agency S3/J1/1B I3fl|- 
21368 314 24X Fiche 50-332,03/11/10,0311230088 


DOCKET 90-333 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


--8311230246 Testimony of DJ DHuortb on Contention 29 re role confll'’* 
DILWORTH.DJ Suffolk County. NY 83/11/10 Bpp 21291 302 
34X Fiche 50-333,03/11/18,8311220230 


—8311220371 Testimony of D Hams on Contention 25 re role conflict 
HARRIS.D Suffolk County. NY 83/1 1/lB 20pp 21291 310 24X 
" 50-332,63/11/18,0311230230 


A Appi 1 cattun/constructlon stage documents & corresponder-ce 


8308310065 Doard Notification 93-169 provides info on JH Cooper 
allegations re adequacy of RKR sys design ^ status of pSAR 
update Allegations will be evaluated 

ElBENHUTrD Q Division of Licensing 83/10/27 PALLADINO, N . 
01LIN8KY. V , ROBERTS, T Commissioners 3pp 21035 i03 24K 

Fiche 90-279.83/10/37,8300310069 
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300310069 fldard Notification 83*-l64 foriuarda allegation? concBrning 
certain QA/QC activities Soi/ice of allegation? confidential 
EISENHUT, D G Division of Licensing 03/10/27 F^ALLADIN0>N J i 
0IL,1NSKYiV - RDDEftTB. T M C omfni a ® 1 opieT ? 3pp 21035 092 24X 

Fictia 50-275- 03/ 10/27>830B310069 


-0311030094 Foriuards Allegation RV-Q3-A-0046 received on 031019 Enel 
ul til lie 1 d 

U 10 HOP- T U Region 5* Office of Director 03/10/21 
EI 0 ENHUr-D O Division of Licensing 2pp 21035 093 C4X 
FlChn 30-275.03/10/27.8300310069 


300310070 Ooori} NotlPicatlon B3-160 provides info on allegations re 
potential sys interaction Source of info confidential Staff 
action pending Info provided to Coffimisslon 8. board* for 
«ln-<am*ra'* consideration Enel withheld 

EISeNHUT^O 0 Division of Licensing 03/10/27 PALLADINQ* N J . 
eltlNSKY^V ■ ROBERTS,! Commissioners 5pp 21D33 097 a4X 
Flcha- 50-273,03/10/27.0300310070 


311300046 Forwards calculations for IDVP Projects P lO5~4-306~22l.i 225 
P 105-4-432-026-. 027 re rupture restraints Calculations 
provided during NRC 631025 audit W/o end 

DENISON- E Robert L Cloud Associates, Inc 93/10/30 COOPEfti M E 
Teledune Engimeering Services tp 21313 029 24X 

Piciie 50-273> 03/10/30, 031 1300046 


310310403 Generic Utr 03-30 to all licensees of operating power 
reactors N applicants for DL re NUREO-0963, “NRC Inventory 
of Dams " Foruiards NUREO~0965 "NRC Inventory of DamS" for 
Info only W/o end Qvc list end 

ElBEfJHUTrD 0 Division of Licensing 03/10/31 Contal idated 
Edls-on Ca of New York, Inc i4pp 21104 019 24X 

riche 30-000,03/10/31.0310310403 


111020051 Generic Ltr 03-35 to all licensees of operating reactors- 
applicants for OLe U holders of CPs re clarification of THl 
Action Plan Iton II K 3 31 Submittal of bounding 
demoni trat 1 on will satisfy requirements Qvc list end 
EISEKMUT. D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of Mew York, Inc l 6 pp 21104 001 24X 

Plchs 50-000, 03/1 1/02. 031 1030051 


111140092 Staff requirements memo re B3102B meeting In Wash ington- DC 
on Diab la Canyon Chairman Palladlno requested NRC to 
conaider addi protection to avoid inadvertent criticality 
CHILK *8 J Office of the Secretary of the Commission 03/11/02 
DIHCH 8 * M O Office of the Expcublve Director for operations tp 
21163 095 24X Ficho 50-275,03/11/02,0311140092 


111110160 Forwards status of current 
improvements planftod to assure compl 
63-20* "Roquirafl Actions Based on Oe 
Salem ATWS Events " 

SCHUVLCR, J 0 Pacific Oos 6 Eiectrl 
Division of Licensing 9pp 31145 
031 H10160 


conformance & schedules for 
lance w/Oeneric Ltr 
neric implications of 

c Co 83/11/07 EIBENHUT. D 0 
316 24X Flche 30-273i B3/1 1/07 


111010017 Board Notlf Icatl on 03-190 provides Info re const OA concerns 
reported on 931104 by M Meyars of Subcommittee on Energy << 

Environ NRC initiating action in response to concerns 

EIGENHUTi D 0 Division of Licensing 03/11/10 Atomic Safety a* d 

Licensing Board Panel 3pp 2i&07 006 24X Ficho 90-273-63/11/10 

6311010017 


11210094 Roquasts romltlance of Class III fee for 830006 request 
proposed change to FBAR 

MILLER* U □ Ltcenso Fee Management Drench 03/11/10 SCHUYLER, 
Pacific Gas 8 c Electric Co Ip 21341 272 24X 

Fiche 50-275.03/11/10,831 1210094 


fo< 

J *1 


1129D366 Discusses Implementation of NUREG-0737, I 
n F 2* 11 K 3 30 8 c IJ K 3 31 as required by Amend 
License DPR-76 Ca 1 c ulatl ons for small-break LOCAs 
treated on generic basis 

EISENHUT* D 0 Division of Licensing 03/11/19 
Pacific Oas 8 i Electric Co 6 pp 21310 323 24X 

Fiche 30-279*03/11/19,0311290366 


terns II D 
1 to 
being 

SCHUYLER* 


3. 


J 


II F I 


0 


11300090 Requests a-ll rep ts revieuei 
audit on 810031-0904 (Rep ts tulll be 
tt ullL be returned after completion 
equipment items enc I 
XNlOHtaNfO W Ll-onslng Branch 3 
3as 8r Electric Co 3pp 21321 340 
3311300090 


I during equipment qual if teat Ion 
handled ai proprietary 
of work), List of audited 

03/11/13 8 CHUVLER,J 0 Pacific 
24X Fiche 5O-275 j03/U/15* 


11300066 Forwards request for addl info re NLfREO-0737. Item II D I, 

"Psr f prmanc e Testing of Relief 6 Safety Valve* " Uttl 
thould be prepared to discuss response* In meeting within 
bO days of ltr date 

iNlOHTClNi 0 M Licensing Branch 3 83/11/13 8CHUY1.FR,vf 0 Pacific 

las it Electric Co 9pp 21321 345 24X Fiche 90-279*83/11/13. 

3311300066 


E NRC Safety Evaluation Report (0ERL suppls 8 , correspondence 


8311160262 Forwards Suppl 19 to SER- providing addl info re Unit 1 
verification effort W/o end 

KNIGHTON, G \4 Licensing Branch 3 03/10/27 SCHUYLER- □ Pacif' 

Oas It Electric Cu 4pp 21201 071 247 Fiche 50-279.83/10/27. 

8311160262 


0311010409 safety evaluation REPORT RELATED TO THE OPERATION DF DIAQLC. 
CANYON NUCLLAR POHER PLANT. UNITS 1 AND 2 Oockift Nos 50-27 5 
And 50-323 iPaclflc Gas And Electric Company) 

« Division of Licensing NUREO-0679 Sl9 03/10/31 43p p 

Available at NRC *4 0 0 21000 103 24X Fiche 30-275,83/10/31, 

031 1010489 


8311010016 Board Notification 03-179 forwards Info re NRC evaluation 
BSER 19 open items 

EISENKUT, DG Division of Licensing 03/11/09 Atomic Safety a' J 

Licensing Appeal Panel 2pp 21207 121 24X Fichc 30-27 5,93/11/0'? 

031 1010016 


— 0311170391 Forwards fallotuup info re evaluation of 31 open items 
identified in Table C 9 I & 15 followup items in Tab I s 
C 0 3 of Suppl J9 to 8 ER 

DtRl,K 8 >N J Office of the Eiecutlve Director for Operations 
83/11/07 PALLADINO.N J . OILINSKY, V . RDDERT3, T M 
Commissioners 32pp 21207 123 24X Fiche 50-275. 83/1 1/09, 

G3UO!OOI6 


0311300033 Forwards BSER 17 for concurrence by 831117 Branch chief 
comnetit* incorporated N/o end 

NOVAK, T M Assietaiit Director for Licensing 03/11-/14 KNIOHT, J P 
Assistant Director for Comp 8 * Structure* Engineering (Post B30201 
JOHNSTON. N V Assistant Director for Matls. Chem 8 , Environ 
Technology iPost 030201) Ip 21325 lOS 24X Flcho 90-275. 
83/11/14. 031 1300033 


F Security, medical, emergency 8 , fire protection plans 


0310200363 Generic Utr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Sve list end 

EISENHUT.D Q Division of Licensing 03/10/19 Consolidated 

Edison Co af New York, Int 21pp 21114 329 24X 

Fiche 50-000.83/10/19.8310200362 


8311080259 Releases public version of change* 8 , revs to emergency 
plans 

FELTON, J M Division of Rules and Records 33/10/31 Document 

Management Uronch Ip 21009 001 24X Fiche 50-275. 83/ 1 0/31 , 

8311000235 


— 0311080299 Forwards public version of Change 3 to Rev 3 
plan h Rev 1 to 8 an Luia Obispo County nuclear power 
ornergoncy responso plan 

SCHUYLER. J 0 Pacific Gas b Electric Co 03/00/19 
Roqion 9. Office of Director 3pp 21069 002 24X 

FICho 90-275.03/10/31,0311060255 


to emergenc-^ 
plant 

martin. S J 


— 8311000262 Public version of Change 3 to Rev 3 to emerq&nc 
Rev 1 to Ban LuU Obispo County nuclear power plant 
emorgancy response plan 

a Pacific Oas & Electric Co □3/06/23 700pp 21009 

Fiche 90-279,63/10/31,8311000233 


y- plan 8 ( 
005 24X 


0311100338 Releases public 
implementing procedures 
FELTON. J M Division of 
Management 0 ranch Ip 
03111003311 


version of revised emergency plan 

Rules and Record* 03/11/07 Document 

21193 311 24X Fiche 50-273.03/1 1/07* 


— 831110034? Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure EP R-1 re personnel I njury/l U nos s 
(radiological) 6 /or o verojtposure 6 Rev I to EP EF-4 r« 
activation of mobile environ monitoring u>o-rrKi i n 

aCHUYLEB* d O Pacific Oas L Electric Co 83/06/06 MARTIN. J D 

Raglan 5, Office of Director 2pp 21193 312 
Flcho 90-279,03/11/07 , 8311100330 


24 X 


— 8311100345 Public version of Rev 9 to Emergency Plan 
Procedure EP R-1 re personnel injury/i I Ines* (radio 
6 /or overe;ipos«re 6 Rev 1 to EP EF-d re activation 
environ monitoring lab 

« Pacific Oas 6 EiectriC Co 03/09/24 3pp 
Fiche 90-273,03/1 1/07, 0311100330 


21j 


Implam-entlng 
1 dgical) 
of mobile 

93 314 94X 
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0 Atf jurf 1 catory correspondence 


Q311010325 Ansuier to applicant objection to Governor Oeukmajian 
exhibit 11 6f cross-eiamination time ettimate* re INPQ rept 
on operation L design Eihiblt offered solely for relevante 
to design 

STRUI1WA55ER* M Califomiai State of 03/10/34 Atomic Bafet^ and 

Ulctasiag Appeal Panel 2pp 20979 313 24X Flchs 90-27 G. 03/ 10/2 J 

G3I10J0320 


—0311010330 Application for labpoena to compel production of evidence ty 
applicant at hearing commencing on 031031 List of> documentf 
to be p reduced enc I 

DLJRB1N<5 U California. State of 03/10/26 Atomic Safety 
Licensing Appeal Panel 7pp 20979 3l9 24X 

Piche 50-279,83/10/2410311010325 


—0311010332 Application for subpoena to compel production of ovldencr by 
ICVP at hearing commencing on 831031 List of document* to bo 
produced end 

DURBfN. S L California. State of B3/J0/26 Atomic Safety and 
Licensing Board Panel 4pp 20979 322 24X Fiche 50-379, 

83/10/24.8311010325 


—8311010336 Request for production of documents by NRC at B31107 heai ing 
in Avila Beach. CA Certificate of Sve end 

DURBIN, SL California, State of 03/10/26 Office of the 
Executive Legal Director 8pp 20979 326 24X 

Fiche 50-279,83/10/24,8311010325 


831101029} Order eJtending to 031102 time for Commission to coneliler 
Joint Irrtervenors petition for revleu* of ALAll-730 
CHILK.S J Office of the Secretary of the Commission 83/10/20 
Commissioners Ip 20979 193 243( FUhe 90-279,83/10/28, 

8311010291 


031 1020292 Forwards Rf Reedy affidavit verifying accuracy Of statement 
of qualifications submitted w/dlrect te s t itnony, per A9LB 
831007 order Related correspondence 

RASKIN, D 0 Louenstein, Neuman, Reis, Aiolrad & Toll 03/10/20. 
hOOREiT 0 , BUCK.J N , JOHNSON, N R Atomic Safety and Licensing 
Appeal Panel Ip 21010 283 24X Fiche 90-279,83/10/28,031108029.^ 


—0311020296 Affidavit of RF Reedy verifying accuracy of resume submfv*ed 
u/e3l0l4 testimony 

REEDYiR F Louenstein, Newman, Reis, Axelrad 1 Toll 83/10/S7 
Ip 21010 284 24X Fiche 90-279.03/10/80,8311020272 


0311030139 Motion to quash Governor Deukmejlan 831026 motion for 
subpoena re completed cbecMist for each design review 
pacNge ravirued by IDVP Subpoena try* to obtain discovery 
after close of discovery period Related correspondence 
AXELRAD.M Uouehsteini Neuman, Reis, Axelrad 6 Toll 03/10/29 
Atomic Safety and Licensing Appeal Panel 5pp. 21030 342 24X 

Fiche 90-279,03/10/20,0311030139 


— 0311030142 Affidavit of RL Cloud re I8VP checklists for design revi/w 
packages Certificate of Sve end 

CLOUD, R L Robert L Cloud Associates, Inc 83/10/30 6pp 
81038 347 24X Riche 90-279,03/10/20,0311030139 


8311030131 Petition for review of ASLAB B31024 order denying motions tp 
reopen record on OA ASLA0 erred in denying motions w/o 
providing explanations Certificate of Sve end 

REYNOLDS, J Joint Intervenors-Dlab lo Canyon REYNXDS, J Center 
for Lau in the Public Interest 83/10/31 Commissigner s 9pp 

81037 179 24X Fiche 90-879,03/10/31,8311030131 


8311030217 Application for stay of ABLB 8i07l7 partial initial decisiwn 
authorlilng Issuance of licenses to load fuel & conduct low 
power tests U of ASLAfl 830918 decision affirming 010717 
partial Initial decision Certificate of five end 
AEVNOLOB, J R Joint tntervenors-Olablo Canyon REVNOLDBt J R 

Center for Law in the Public Interest 83/10/31 Atomic Safety 
and Licensing Appeal Panel 44pp 21034 068 24X 

Fiche 90-279,03/10/31,0311030165 


8311030127 Reply to util 031025 opposition to Joint Interveners 831030 
motion for continuation of suspension Util attitude 
Itidicatei that adverse Info lies buried in ufcll voluminous 
filet R/Certlf Icatf of 5vc 

REYNOLDS, J p Joint Intervenors-Diablo Canyun REYNOLDS, J P 
Center for Law in the Public Interest 03/1 1/Oi Commissioners 
llpp 21030 281 24X Fiche 50-279, 03/11/01, 0311030127 


8311040081 Order extending time until 831100 Per Commlssldn 
consideration of Joint Interveners petition to review 
AUAB-720 

CH]LK,B J Office of the Secretary of the Conmission 03/11/02 
CotMilss loners Ip 21050 289 24X Riche 50-379,83/11/02. 

8311040001 


8311060072 Details matters to be discussed at Commission 831 LO0 
meeting Info re programmatic deficiencies in util OA ptogram- 
follQUing license suspension Illustrates why no licensing 
decision should be made until safety hearings complete 
neVNOLDS, J R Center for Law in the Public Intereaft REYNOLDS, J I 
Joint Intervenors-Diab I o Canyon 03/11/04 PALLADINO.N J ■ 
OILINEKY. Vi RDDERTS, T Commissioners 42pp 21076 006 24X 

Fiche 90-879,83/11/04,8311080072 


8311090119 Opposes Joint intervenors 031104 request for stay tP deify 
vote on resturation of low power testing license Jnfo relied 
an by Joint Iptervenors available almost 9 months ago 6 
represents no significant OA program deficiency 
LOCKE. R F Pacific Oas & Electric Co 83/11/08 PALLAD|NO. W . 
OILINSKV, V . ROBERTS. T Commissioners 3pp 21102 195 34X 

Fiche 90-279, S3/1 1/00, B3M090U9 


8311100276 Memorandum h Order CUl-03-27, rul i ng on licensed request ffl■^ 
reinstatement of license to load fuel & conduct 
precriticality tests fit on joint Intervenor* requests for 
adjudicatory hearings Commissianer Asselstine vieur* end 
CHILK.S J Office Of the Secretary of the Commission 83/11/00 
Pacific Gas 6 Electric Co 14pp 21126 301 a4X 
Fiche 90-279, 03/11/00. 8311 100276 


8311160143 Forwards GC Tedford 83H02 8c □ Schumann B3H09 Itrs for 
placement in PDR tt for distribution to parties 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/11/11 
Docketing & Services Drancb tp 21192 196 24X 

Fiche 30-275,03/11/14,8311160143 


—0311160140 Opposes operation of plant Viable solution to wa»l« 
disposal nonexistent Nearby earthquake fault cannot be 
ignored Responsible alternative to nuclear power sought 
TEDFORD, 0 C Affiliation Unknown 03/11/02 Commissioners 
2pp 21192 197 24X Fiche 90-275,03/11/14,0311160143 


—8311160155 Opposes operation of plant Cites problems w/ivacu*t i on pl4' 
onsite abuse of drugs & alcohol 

SCHUMANN, B Af fi 1 iat Ion Unknown 03/11/09 NRC - No Dd • i I rd 
Affiliation Given 4pp 21192 199 24X Fi che. 90-275. 03/11/14, 

0311160143 


H General correspondence 


0311010331 Requests Commission reconsider position re licensing ie 
operation of facilities because of location 2 miles from 
major earthquake fault 

WENKINOER.J Affiliation Unknown 63/10/29 NRC - No Detsl 1 f d 
Affiliation Given 2pp 30979 399 g4X Fiche 90-275. 03/ 10/2S. 
8311010331 


0311000110 Forwards M Unilcker undated^ note 6 one I newspaper cilpplrg 
for placement In PDR & sve on parties 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/11/07 

Docketing & Services Branch 3pp 21074 399 24X 

Fiche 90-279. 83/11/07,831 loaOilO 


8311090139 Requests encl H Unxicker undated note news article re 
impact of earthquakes be placed in PDR & served on 
proceeding parties 

shoemaker Atomic Safety and Licensing Appeal Panel 83/11/07 
Office of the Secretary of the Commission 3pp 21102 211 24X 

Fiche 90-275,03/11/07.8311090129 


0311280132 Forwards incomplete list of citizen questions re Rev 1 to 
emergency plan Timely response urged 

KUPPER.K P , JORGENSEN, J aan Lois Obispo, CA 03/11/17 
OUIFREIDArL Federal Emergency Management Agency 3pp 21279 359 
24X Fiche 90-279, 03/i 1/17, 8311280132 


B3U300062 Responds to 830919 J tr expressing concern re safe operatJor 
of facility Hearing before NASLAP re design QA planned 
Oommission voted to issue Memorandum Sc Order CLI 83-27 
reinstating fuel load & precrl tlcal 1 ty testing 

NOVAK, T M Assistant Director for Licensing. 83/11/18 COLDNER.fi 
Affiliation Unknown app 21321 333 24X Fiche 50-279.83/11/18, 

0311300062 


. — B311300064 Expresses concern re licensing Sc safe operation of 
facilities Commiss loners G1 1 Insky, Bradford Sc Ahearne 
awareness of personal responsibility to public to prevent 
deaths Sc disease commended 

GOLDNERiR Affiliation Unknown 03/09/19 NRC - No Detailed 
Affiliation Given 9pp 21321 335 24X Fiche 90-279,03/11/19, 

6311300062 


0311280057 Forwards 030817 news article re drug S< alcohol abuse at 
facility Investigation requested 

WALKER, A E Affiliation Unknown 03/11/23 MARTIN, J B Region 9. 
Office of Director 2pp 21279 179 24X Fiche 30-279, 83/1 1 /33. 

0311280037 
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O A^viJory Committee on Reactor Safeguarda reports & cerr^apondetic e 


0311020434 Sufflina-rl^es ACRS aSSnd treefcing on 831010-15 re use of Tau 
effict Reeva 1 li-etion of seismic design ih 10 grs suggested to 
take into attount applicable addl info 

RAYiJ J ACRS - Advisory Committoe on Reactor Bafeguards 63/10/1’ 
0ILIWSKY*V Commissioners 2pp 31024 257 24X 

FicAa 30-275,03/10/17.6311020434 


Q Inspection reports. IE Qullettns !, correspondence 


8308300797 IE Info Notice 83-A9. "Improperly Installed Fire Dampers 
at Nuclear Pouer Plants " Sve list end 

JORDAN. E L Division of Emergency Preparodnesfi & Engineering 
ntSBonse (Post 0301031 83/10/21 Consolidated Edison Co of N«^ 

Vorli Inc t37pp 21114 351 24X Fiche 50-000.03/10/21, 830630079' 


0300310030 IE Info Notice 03-70. "Vibration Induced Valve Failures '■ 
Sv'c list end 

j(]fiDAN. E u Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 63/10/25 Consolidated Edison Co of Neu 

Vorli Inc lt7pp 21057 219 24X Ficho 50-000. 83/10/23, 63003 1003'J 


B3O03OO799 IE Bulletin 63-07. Buppl 1. "Apparently Fraudulent Products 
fiolij By Ray Mi Her. Inc " 8vc list and 

DEVOUNO. R C Director's Office. Office of Inspoction and 

Enforcement B3/I0/P& ConsoUdatod Edison Co of Neu York, Inc 

I79pp 21070 170 24X Flche SO-OOO. 83/10/26. 6306300799 


B30B310034 lE Info Notice 63-71. "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Head t/ Internals " 8vc list end 
JORDAN. E L Division of Emergency Preparedness *« Engineering 
PHtponse tPost 830103) 03/10/87 Consolidated Edison Co of Nau 

Yort. Inc ll5pp 21057 357 24X Ficho 30-000. 83/10/27. 830031003-5 


B3Ofl3l004Q IE Info Notice 03-72. "Environ Qualification Testing 
Eiperlenre ” 6vc list end 

JORDAN. E L Division of Emergency Proparcdncsi it Engineering 
Nesponse (Post 930103) 63/10/20 Consolidatad Edison Co of Ne^ 

Verk. Inc ISlpp 21155 024 24X Fiche 50-000, 83/10/26, 830831004" 


B3]ll&Ci3S Forwards IC Insp Repts 90-275/03-34 6 50-323/03-24 on 
631011-14 No noncpmpl lane e noted 

DfSHDP.T W Division of Res ident. Reac tor Project & Eng ine or Ing 
Program 03/10/20 SCHUVLER.J 0 Pacific Oa« b Electric Co 2pp 
21194 013 24X flche 90-275.83/10/20,0311160135 


--8311160139 IE Insp Repts 90-275/03-34 b 50-323/03-34 on 831011-14 Nu 
none omp 1 1 once noted Major areas Inspected llcpnsee b 
contractor actions In response to Nuclear Sves Corp Aog- 
Eept 1977 audit of Pullman Power Products const activities 
MERHANDE^O, H , KIR9CH, D f Region 5. Office of Director 

03/10/86 5pp 2U94 015 24X Flche 50-275.83/10/26.8311160135 


0-308310057 IE Info Notice 03-73. "Radiation Cxposuro From Oloves 
Contanlnatai W/U Daughter Products " Sve list ohcl 

PABTLOW. JO Division of QA. Safeguards Inspection programs (Post 
0301031 03/10/31 Consolidated Eidison Co of New VOrk, Inc 

|]6pp 21154 240 84X Fiche 90-000 . 03/10/31.03 08310057 


83Oe310{)76 IE Info Notice 83-76. "Reactor Trip Dreoker Malfunctions 
i Undervol tage Trip Devices on OE Type AK-2-25 Dreakers) " 

Sve list encl 

J'artDAN. E L Division of Emergency Propafedness b Englnaerlng 
nttponse {Post 030103) 93/11/02 Consolidated Edison Co of New 

York. Inc llDpp 215J4 024 24X Flche 50-000, 83/11/02.8300310076 


B30&310075 IE Info Notice 83-75. "Improper Control Rod Manip ulat I on ” 
0VC list end 

■JORDAN. E L Division of Emergency Proparednes s i Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

Yorli Inc U4pp 21913 253 24X Fiche 90-000. 03/1 1/03, 8300310079 


B311010D15 IE Info Notice 63-77. "Alr/Oas Entrainment Events ItesuXting 
in Bys Failures " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Reeponsi (Post 830103) 83/11/14 Consolidated Edison Co of Naur 

York, Inc 114pp 24X Fiche 90-000. 03/1 1 /I4. 831 lOlOOl 5 


6311200161 Responds to IE Pulletin 03-06 re alleged nonconforming 
Tuba-Line metis Matls not incorporated into facility 
SOUYLER.J 0 Pacific Das Electric Co 03/1 l/i6 MARTIN, J B 
Raglan 9, Office of Director Ip 21203 022 24X 

Flche 90-275.63/11/16.0311200161 


eStlOiOOlQ IE Info Notice 83-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list enc 1 

JDRDAN.E Division of Emergency Preparedness 9< Engineering 
Hasponse {Post 630103) 83/11/17 Consolidated Edison Co of Nb_ 

Vorl, Inc U7pp 21603 001 24X Flche 90-000. 83/1 1 / 17, 031101001^^ 


B Reportable nccurrenres. LERs fc- related c orrespend once 


B311070393 interim deficiency ropt ra three potentially defective 
Pacific Scientific Moeol P9A-3 snubbers Initially reported 
on 831012 Neit rept uill be submitted in 30 dags 

SCHUYLER. J 0 Pacific Gas b Electric Co 63/10/20 MARTIN, J D 
Region 9, Office of Director Ip 21063 076 24X 

Fiche 90-323,83/10/26.8311070393 


8311090348 Supplemental Part 21 rapt re short circuit bus bracing 
inadequate for lO-cycle - 78. ODO-ampher e withstand test 
Equipment redesigned i mod kits << Instr uc tian books 
prepared Listed custo-mers advised to initiate mod 

DWYER. P W General Electric Co 83/10/28 DEYOUNG, fl Director's 
Office. Office of Inspection and Etifor< ament 7pp 21103 294 24i< 

Flche 90-000,03/10/26.8311090348 


8311200272 Final deficiency rept re capstan spring tang cracks in 
Pacific Scientific Model PSA-3 snubbers Three snubbers will 
be replaced prior to fuel load 

SCHUYLER, J O Pacific Das & Etoctrlc CO 03/11/10 MARTIN, J D 
Region 9. Office df Director Ip 21230 005 24X 

Ficfie 90-323.83/11/10,0311280272 


T Hearing transcripts on non-anti trus t matters 


8311070191 Transcript of 631031 hearing in Avila Beach, CA Pp 0-201 - 
D~421 Supporting documentation end 

« Atomic Safety and Licensing Board Panel 03/10/31 265pp 

21099 OOi 24X Ficho 90-279,03/10/31,8311070191 


6311060005 Transcript of 831101 hearing In Avila Reach, CA Pp D-422 - 
D-623 Supporting documentation end 

» Atomic Safety and Licensing Appeal Panel 03/11/01 294pp 

21075 001 S4X Flche 50-273,83/11/01.8311000009 


6311090204 Transcript of 631102 hearing in Avila Beach. CA Pp D-624 - 
D-B41 Supporting documentation end 

# Atomic Safety and Licensing Appeal Panel 03/11/02 324pp 

21096001 24X Flche 90-279.03/11/02,0311090204 


8311090063 Transcript of 631103 hearing In Avila Beach. CA Pp 0-842 - 
0-1002 

* Atomic Safety and Licensing Appeal Panel 83/11/03 240pp 

21100 334 24X Ficho 50-379,03/11/03,0311090063 


8311800233 Tostimony of POLE Panel 9 addressing Contentions 7 6 6 re 
failures in design OA program 6 OA program implementation, 
r espec ti vol y . for Insertion in 831103 transcript following 
Page 0-847 

* Atomic Safety and Licensing Appeal Panel Oi/11/03 4]pp 
2I2B0 123 24X FiChv 90-279, 03/ i 1/03, 831 1 20O32J 


031115OI'95 Transcript of 031104 bearing In Avila Beach. CA Pp D-1.003 - 
D-l, 153 

s Atomic Safety and Licensing Appeal Panel 83/11/04 70pp 
2U73 ODl 24X Flche 90-279,83/11/04.0311150199 


8311190192 Transcript of 831107 hearing In Avila Seach.CA Pp D-l. 194 
D-l. 441 

M Atomic Safety and Licensing Appeal Panel 03/11/07 371pp 

21173 292 24X Flche 50-2/9,03/11/07,0311150192 


6311140274 Transcript of 031 lOB d I scussl on/vote on refuel ts to lift 
suspension of Diablo Canyon )C'W power licenie In 
Washington. DC Pp j-1 7 

« Contmi ssidnors 03/11/09 17pp 21164 208 84X 

Flche 50-275,03/11/08.8311140274 


8311160066 Transcript of 831100 hearing in Avila Beach, CA Pp D-l, 442- 
0—1,671 Supporting doctimenta fc ion ancl 

« Atomic Safety and Licensing Appeal Panel 03/11/00 308pp 

21194 031 34X riche 50-279,03/11/00,0311160066 


0311160070 Transcript of 031107 hearing in Avila Beach, CA Pp D-l, 672- 
P-1,B66 

k Atomic Safety and Licensing Appeal Panel 03/M/O7 238pp 

21196 007 24X Flche 90-279,03/11/09,6311160070 


Q3111Q0042 Transcript of 031110 hearing In Avila Beach.CA Pp D-t. 067- 
D-2i D79 Supporting documentation end 

* Atamlc Safety and Licensing Appeal Panel 03/11/10 290pp 

21323 164 24X Fiche 50-375, 83/11 / 10, 631 1 18C}'042 


8311310S43 Transcript of 031114 hearing In Avila Beach.CA Pp 0-2.076 
D-2. 297 Supporting documentation end 

e Atamic Safety and Licensing Appeal Panel 63/11/14 262pp 

21233 001 24X Flche 90-375. 83/ 1 1 /I 4. 031 I 210243 
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3313820413 Transcript of 831115 hearing In Avila fl«ach, CA Pp D-2. 30o- 
D-2( 3B6 Si^ppnrling id oc urnentation end 

* Atoflnic Safety Licensing Appeal Panel 83/11/13 l 13pp 
S1261 I7B 241;( FicAe 30-273.03/11/19,6311230413 


0311830093 Trarticrlpt of 83H lA hearing in AviJa Death. CA Pp 0-2.397 
0 - 3 . ^S9 

■* Atomic Safetv Licensing APP«aI Panel 83/J1/16 3lSpp 
21369 17B 24X FI the 30-275.83/11/16.0311230093 


Q3I 1260096 Transcript oF 031117 aTfirtna tton/discu«sic)ii 6 vote In 
Washing tan. DC oti SCCY-03-393 r« immediate effectiveness 
oerf*r for San Onofre Units 1 6 2 Pp 1-2 
* Commissioners 63/11/1/ 6pP 21307 0l6 24X 

Fltfh e, 30-273. B3/1 1/ J7. 831 1290096 


6311300009 Transcript of 031 j 17 hearing in Avil* Beach. CA Pp 8-2.631- 
P-2.866 aupportihg documentation end 

* Atomic Safety and Licensing Appeal Panel 83/11/17 2a9pp, 
21313 141 24X Fithe 5P-a75. 93/1 1/1 7, 031 1300009 


03113PDO76 Transcript of B311I0 hearing in AvUa Qeacfi.CA Pp 0-2.867 ‘ 
3.105 Supporting documentation *ncl 

* Atomic Safety and Licensing Appeal Panel 03/11/18 262pp 

21316 aS5 24X Flche SO-2 73. 03/11/18. 831 1300076 


031 1300081 Transcript of 831121 hearing In Avila Beach. CA 
Pp 3, 106-3. 240 

* Atomic Safety and Licensing Appeal Panel 93/11/21 I42pp 
21316 07S 24X Fiche 90-275. 93/1 1/21. 931 1300091 


U Congre s siOfial /Exec iftiv« Correspondence 


8311088105 9aques-ts prompt festoratton of Ql fc fuel loading operation^ 
PyageLL.W R CaUfomU. State of 93/10/31 BaLLADINO, N 
Commissioners ip 21074 991 g4X Piche 90-275,03/10/31. 

831 1080165 


docket 50-324 ORUNSMrCK fiTEAM ELECTRIC PLA^fT. ^NIT 2 
F Security, medical, emergency 6 fire protection plans 


8311070188 FQriKards IE Infp Repts 30-324/83-31 6 50-325/03-31 on 
830918- J6 No n one amp 1 < an< « noted 

VEB2ELLIjO H Division of Project 6 Resident Programs 03/18/12 
UTLEV. E E Carolina Power 6 Light Co Spp 81059 353 24X 

Flche 50-394.03/10/12.0311070128 


— 3311070132 IE Insp Repts 50-324/03-31 6 50-329/03-31 on 830912-16 
noncompl lance noted Major areas inspec tetfi IE circulars. 

ALARA. Ins trument ca Jlbr. hea 1 th physics technician training, 
waste disposal sys & posting. l^be ling 6 control 

AUBRIOHTrR H Region 2. Office pf Director 0ARR. K P Division 

of Engineering 6 Operatipnal Programs 03/10/04 4pp 21099 399 

24X Flche 90-324.03/10/12.8311070120 


0310200362 Oenerlc Ltr 83-33 to all licensees & applicants of nuclear 
poupr reactors re NRC positions on certain requirements of 
App R to lOCFRSO Sve list end 

ElSRNHlITiD 0 Division of Licensing 03/10/19 Con tol 1 dated 
Edison Co of New York. Inc 2lpp 21114 829 24X 

Flche 50-000.83/10/19.0310200362 


0311070402 Irtforms that review af Revs 7 6 a to ray loipg {cal emtrgerictj 
plan comp lateif Plan continues tp meet IOCFR90 47 «tds tf 
App E requirements Any changes to plan which meg decrease 
effectiveness of plan require NRC approval 

VERRELUrP H Division of Project t Resident Progrems 83/10/21 

UTtCY. E E Carolina Power U Light Co tp 21067 164 24X 

Fiche 50-324. 63/10/21. 0311070402 


0311010340 Requests limited review & preliminary evaluation of 630017 
emergeneg operating procedures generation package, per 
NLIRE0-0SB9. Section 7 1 h Supf 1 I to NUREC-0737, he provided 
ty 040101 

TlhHERMAN. 6 R Carolina Power 6 Light Co 03/10/27 DENTON. H R 
Office of Nuclear Reaefepr Regulation. Director |p 20973 068 24x 

Fiche 50-324. 63/10/27/ 831 1010340 


0311100124 Notlf 1 ca tf an of postponement until 031100 of 031103 meetin; 
u/util in Dethesda. MD to discuss progress rept on fire 
protection re alternate shutdown lys.addl anal yses, f le 1 4 
vsrlf 1 cation p hlgh-ipw pressure interfaces 

rtACHAV. a D Operating Reactors Branch 2 03/11/01 VA8BALL0.0 8 

Operating Reactors Branch 3 2pp 21149 360 24X 

Flche: 50-324, 03/11/01. 031 1 100124 


0311080168 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03 /i1/ot Decuaint 
Management Branch ip 21068 05? 24X Flche 50-324,63/11/03: 

8311060168 


— 6311060193 Foritiards public version of revised emergency plan 
imp 1 emerttinq procedures, including Procedures PEP-oa 4 ra 
emergency control - site emergency 6 PEP-03 5 3 re plu/re 
tracking by actual measurement 

ZIMMERMAN* S R Carolina power & Light Co 83/06/03 
O'REILLY. J P Region 2. Office or Director 2pp 2ID0Q 0^0 
Flche 5o-*324. 83/ i 1/03. 031 1060166 


—8311080197 Public version of revised emergency plan imp 1 tmentl ng 
procedures. includ ing Procedures PEP-02 4 re emergency 
control - site emergency Sc PEP^OG S 3 re plume tracking by 
actual measurement 

BOYER. L Carolina Ppwer & Light Co 83/05/13 74pp S1O0& 0&2 
34X Flche 30-334.83/11/03,6311000186 


8311180122 Advises that Revs 9 6 ID to radiological emergency plan 
meet planning stds of lOCFRSO 47(b) 6 App E to I0CFR50 
requirements 

VERRELLI.d M Division of Project 6 Resident Program* 03/11/04 
UTLEY. E E Carolina Power 8. Light Co 2pp 21325 3hl 24X 
Piche 30-324,83/11/04.0311180122 


8311150241 Forwards "App R - Fire Protection' Alternative Bhutdeun 
Capability Assessment." quarterly rept. per NRC 830727 
directive 

HOWE.P W Carolina Power 6 Light Co 83/11/07 VASaALLO.D B 
Operating Reactors Branch 2 Ip 21166 065 24X 

Flche 90-324,03/11/07.0311150241 


*•-8311150240 "App R “ Fire Protection Alternative Shutdown Ca^ablllls 
Assessment." quarterly rept 

* Carolina Power «< Light Co 83/11/30 lOpp 21168 866 a4X 
Flche 50'*324, 83/1 1/07. 031 1 150241 


0311290349 Advises of completion of review of B21806 830415 

submittals re habitability 6 location of emergency 
Operations facility Facility complies w/NUrE 0‘*0737. Supp I i 
requirements 

VASBALLO.D B Operating Reactors Branch 2 03/11/09 UTLEY. E E 

Carolina Power 6 Light Co 2pp 21308 310 24X 

Piche 90-324.03/11/09.8311290349 


8311230047 Notification of 031207 meeting w/utll in Bethssda.HD to 
discuss progress rept on fire protection covering alterhata 
shutdown sys 6 cable routing 

MACKAV. 0 D Operating Reactors Branch 2 03/11/17 VASSALtO. 0 t 

Operating Reactors Branch 2 Ip 21298 392 24X 

Flche 50-324,03/11/17,8311230047 


P Operating license stage documents & correspondence 


6311030292 Summary of 830629 meeting w/OE 6 hark I Owners Croup lio 
Bebhesda.MD re differing opinions between NRC OE re 
acceptability of use of OE suppression pool temp analysis 
IMultl-plant Action 0-01) 

8IE0EL. B Operating Reactors Branch 2 63/10/05 Operating 

Reactors Branch 2 74pp 21093 244 24X Flche 50-000.03/10/09. 

8311030292 


8311100123 Responds to 030202 ltr endorsing OWR Owners Oreup position 
on NUREO-0737, Item II £ 4 2<7). "containment Isolation on 
High Radiation '• Position wnsccop table. Oased on end 
evaluation of BHR Owners Oroup position 

VAB0ALLO,d 0 Operating Reactors Branch 2 83/10/17 UTLEY.EE 

Carolina Power 8, Light Co 5pp 2li50 ool 24X 
Fiche 50-324. 83/10/17.031 1100123 


0311000249 Forwards safety evaluation of util rfspome to NLiR£0-8737. 
Item III D 3 4. "Control Room Habitability " Requi rtments 
met Item resolved 

VA8SALL0, P B Operating Reactors Branch 2 03/10/10 uTLEV, E E 

Carolina Power 6 Light Co 7pp 21092 099 24X 

Fiche 50-324.83/10/16-0311060245 


0311110219 Forwards notice of consideration of Issuance of xmintfs to 
License DpR-62 6 proposed NSHC determination opportunity 
for hearing re 830929 request to extend augmented offgas 
mod completion date to Mar 1984 

VASSALLO. D 0 Operating Reactors Branch 2 03/10/29 UTLEY* E E 

Caroline power h Light Co 2pp 21159 i2i S4X 
Fiche 50-324.03/10/95.8311110219 


— 0311110220 Notice of cons 1 deration of issuance of amend te LJceius 
OPR-62 6 proposed N3Hc determination 8. opportunity fgr 
hearing 

VAS8ALLO1 D 0 Operating Reactor® Branch 2 03/10/25 7pp 

21159 12^ 24X Fiche 50-324.63/10/23.0311110219 
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^6S 


8311010418 Request! exteneion until B40630 of schetiule everxiption from 
tTiteriJn requirements re hqdrogen control &. certain degraded 
Ci^rc considerations EitensJon requested because NRC has not 
oe-t ruled on util permanent exemption request 

HDWEiP W Carolitia Power e< Light Co 83/ 10/27 VASSALUO.D 8 
Operating Reactors Draiich 2 3pp 20971 326 a4X 
Fiche 30-324- BG/lO/a?, B3U0I0418 


8311100391 Foruard* safety evaluation of utU B30126 response tp NUREv- 
0737- Item 11 0 3i "Pos t~Acc i dent Sampling Sys. " identifying 
three unrosolved Items & requesting addl in f o/c omnti tmen ts 
Reiponse due In 60 days Guide for preparing procedure enct 
VASSALLOi D n Dpcratiog Reactors Branch S 83710/29 UTLEV. E E 

Carolina Poujer & Light Co Upp 21134 142 a4X 
Fiche 30-324* 83/10/29. e3I 1 100391 


--0311100392 "Pos t-rtc c i dent Sampling Guide for Preparation of Procedui e 
to Eftifnate Core Damage 

» NflC - No Detailed AfflUiition Given 03/10/29 9pp 
21134 153 24X Flche S0“324i 83/10/29* 831 1100391 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors fc applicants for OL re NURE0-Q9&3i ”NRC Inventory 
of Dams " Forwards NUREG-0963 "NRC Inventory of Dams'* for 
Info only end Svc list end 

eiSEWHUT. D G Division of Licensing 03/10/31 Consolidated 
Edison Co of N«i/ york, Inc Upp 21184 019 24X 

Fifhi 50-OOG* 03/10/31. 8310310403 


0311140109 Forwards safety evaluation based on util submittal ra Till 
Action Plan Item II D 1* "Safety Relief l/alve Testing " 
Hsquiremantf met 

VAS0ALLO.D D Qparating Reactors Branch 2 83/10/31 UTLEyi E E 

Carolina Pousr Si Light Co I7pp 21164 090 24X 

FichS 90-324*83/10/31*8311140189 


8311010180 Generic Ltr 83'-36 to all BUR licensees re NURe0~0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
v/puldence In NWlG0-'0737 Response required within 90 days of 
receipt of ltr Svc list end 

eiS£WlllfT*tt 0 Division of Licensing 83/11/01 Commonwealth 
Edison Co 22pp 21184 029 24X Tithe 90-000.63/11/01*6311010180 


831 t 140179 Forwards request for addl info re reload methodology In 
respenis to 630310 submittal addressing RECORD code. 

PRE6T0-S code & code validation 

VASSALLO*D 0 Operating Reactors Branch 2 B3/J1/01 UTLEV, E E 

Carolina Fewer V Light Co 13pp 21163 310 24X 

Fichi 90-324.03/11/01,0311140179 


B31 1020091 Generic Ltr 63*39 to all licensees of operating reactors* 
applicants for OLt It holders of CPs re dari f lea tloi> of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
deaionitrat ion will satisfy requirements Bve list end 
EtGENHUT.DO Division of Licensing 83/11/02 Consolidated 
Edison Co of New York* Inc l6pp 21184 001 24X 

FI Che 90-000*03/11/02*6311020091 


8311140019 Foruards ^'Control of Heavy Loads* Qrunsul ck Units i & 2, “ 
draft technical evaluation rept Response to open Items 
identified in rept due in 60 days 

VASffALLOiD D OpeTatlng Reactors Branch 2 03/11/03 UTLEV* E, E 

CarnHna Power L Light Co 3pp 21162 269 24X 

Ft«he 90-324,03/11/03,8311140010 


— H3L1140017 "Control of Heavy Lo*dsi Drunsulc k Units 1 2, " draft 

technical evaluation rept 

#I0FKIM*T Tranklin Instl tute/Frank I In Research Center 
T£R-C9257-64/ifr9 DFIFT 82/07/09 CLEMENaON* F NRC - No Detailed 
Affiliation Given 32pP 21162 268 24X F Iche. 30-324* 83/1 1 /03. 

63UM00I9 


83M 190220 Forwards response to 030708 Generic Ltr 63-28 re required 
actions based on generic Implications of Salem ATUS events 
HDNE'F. U Carolina Power it Light Co 83/11/07 EIGENHUT* D 0 
Dlvielon of Licensing 392pp 2ll7i 176 24X FJche 90-324* 

83/11/07.8311190220 


631 1230037 Forwards Amends 49 U 82 to Licenses DPR*?! tt DPR-6B* 
raspactlvely & safety evaluation Amend revises surveillance 
raquiremints for hydraulic snubbers 

VABBALLD. D B Operating Reactors Branch 2 63/11/00 UTLEV. E E 

Caroline Power I*, Light Co 2pp 21299 009 24X 

Fiche 90-324*03/11/00,8311230037 


— 83LL230041 Amends 49 & 82 to Licenses DPR-71 8i DPR-62* resp iCtlvely* 
revising gurvellUnce requirements for hydraulic snubbers 
UAS0ALLQ. D D Operating Reactors Branch 2 63/11/08 24pp 

21299 007 24X Fiche 90*324.03/11/08.6311230037 


— 0311230046 dafety e^’aluation supporting Amends 49 it 82 to Licenses 
DPB*7l It DPR-62i respec ti vely 

s Office of Nucleai Reactor Regulation, Director 83/11/08 4p: 

21299 031 a4X Fiche 50-324. 83/1 1/08* 031 1230037 


8311190267 Supplemental application for .amend to Licensers DPP-71 
DPn~62, re Vi s>ng administrative tontrol* section of 
radiuloglcal effluent Tech Specs 

HQWE*P W Carolina Power t Light Co 63/11/11 VA8SALL0- D D 
Operating Reactors Branch 2 2pp 21181 262 24X 

Fiche 90-324.03/11/11,8311150267 


--6311190268 Proposed changes to administrative controls section of 
rad i o log i-c a 1 effluent Tech Specs 

* Carolina Power h Light Co 03/11/11 4Ppp 21161 264 24X 

Fiche 30-324.03/11/11*6311130267 


0 Inspection reports* IE Bulletins 8< corrosp ondence 


0311070120 Forwards IE tnsp Repta 50-324/03-31 k 90-329/03-31 on 
830912-16 No none cun p 1 ianc f noted 

VERRELLt.D K Division of Project Zt Resident Programs 03/10/12 
UTLEV, E E Carolina Powei it Light Co 2pp 21099 333 a4X 
Fiche 30-324.63/10/12,8311070128 


—8311070132 IE Insp Repts 90-324/63-31 8. 50-329/03-31 on 630918*16 No 
nanpompl lance noted Major areas inspected |£ circulars, 

ALARA, instrument ca 1 1 br, h sal th physics technician training, 
waste disposal sys it post i ng, l4 b e I ing k control 

ALBRIGHT, R H Region 2. Office of Director BARR* K P. Division 

of Engineering it Operational Programs 83/10/04 4pp. 21059 SSC' 

24 X Fiche 50-324*63/10/12*6311070123 


6308300797 IE Info Notice B3-6’9* “Improperly installed Fire Dampers 
at Nuclear Power Plants '* Svc list end 

JORDAN, E L Division of Emergency Preparedness t> Engineering 
Response <Post 6301031 03/1-0/21 Consolidated Edison Co of New 

York. Inc I37pp 21114 381 34X Fiche 90-000,83/10/21.830030079/ 


0311070179 Act receipt of 831012 ltr informing NBC of steps taken to 
correct violations noted in IE Insp Repts 80-324/03-30 
it 30-325/03-30 

VERRELLI*D M Division of Project & Resident Programs 03/10/21 

UTLEY. E E Carolina Power L Light Co kp 21061 209 24X 

Fiche 50-324,03/10/21,03)1070179 


—0311070166 Responds to NRC 030913 Ur re vlotationi noted In IE Insp 
Repts 30-324 / 03-30 it 80-325/63*30 Corrective actions 
procedure revised to require using position indications on 
motor control ctr or observation of valve stem travel 
HOME.P W Carolina Power fc Light Co 0J/1O/I2 O'REILLV.J P 
Region 2. Office of Director 3pp 21061 210 24X 

Fiche 50-324,63/10/21,0311070179 


—0311070199 Torwards IE Insp Repts 50-324/03-30 t 90-329/03-30 on 
630719-0015 €i notice of violation 

VERRELLl.D M Division of Project t Resident Programs 03/09/13 
UTLe/, E E Carolina Power it Light Co 2pp 21061 213 24X 

Fiche 50-324*03/10/21,0311070179 


— B311070201 Notice of violation from Insp on 830715*0019 

e Region 2* Office of Director 03/09/13 Ip 21061 219 24V 

Fiche 50-024,03/10/23*8311070179 


—8311070211 IE rnsp Repts 50-324/03-30 U 50-328/03-30 on 030715-0019 
NoncompUance noted failure to establish adequate 
surveillance procedure for determining stroke times of 
standby gas treatment train inlet outlet dampers 
MVERe, D 0 . GARNER, L U Region 2* Office of Director DEMIB* P R 
Division of Project L Resident Programs 03/09/13 9pp 
2L061 216 24X Fiche 50-324,83/10/21.0311070179 


8300310030 IE Info Notice 03-70. "Vibration Induced Valve Fallurei “ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPoit 630103> 63/10/25 CDriaol 1 dated Edleon Cp of Meu 

York. Inc H7pp 21057 219 34X Fiche 30-000. 03 /I D/25, 03063 1003i' 


0311070170 Requests review l< comments on LER 00-099 re failure of 
anchor bolts at plant it recent Reactor Controliilnc 630915 
ltr questianlng description of work performed Response 
required within 30 days of receipt of Jtr 

O'REILLY, J P Region 2* Office of Director 83/10/25 UTLEY. E E 
Carolina Power Light Co Bpp 21061 300 24X 

Fiche* 30-324,03/10/23*631 1070X70 
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— 9311070174 nespourfs to NRC 630008 1 tr, "Draft of lNa3-XX, fteac tor 
Contt'Ql9< Inc const Deficiencies " Info to alter ^ieclBioti to 
issue draft IE info notice detailed Requests add! time 
to obtain info to strerigtJben case 

MILLETT.J C Reactor Controls. loc B3/07/15 JORDAN. E L 
Division of Emergency Preparedness «< Engineering Response <Piist 
830103) lipp 21061 308 24X flche 30-324, 83/10/23. ©311070170 


9308300799 IE Bulletin 83-07. 8uppl "Apparentl'g Fraudulent Products 
Sold By Ray Miller. Inc " Svc list end 

DEyoUNO. R C Director's Office. Office of Inftpecbion and 

Cnforcetnent 93/10/26 Consolidated Edison Co of New York, Inc 

I79pp 21070 170 24X Flche 30-000.83/10/26,6308300799 


0308310034 IE Info Natice 83-71. '^Defect In Losd-Dearins Melds on 
lifting Devices for Vessel Head 6 Internals " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness te Engineering- 
Response iPost 030103) 63/10/27 Consolidated Edison Co of Noj 

Vorlc, Jnc lJ3pp 21057 357 24X Fiche 30-000,83/10/27,0308310031 


8311040043 Requests mod of 830826 Insp order to permit delay of t^nit 3 
shutdourn until completion of weld overlays on Unit 1, 
eipected to be completed 931109 

HOWE. P W Caroline Power 6 Uight Co 03/10/27 VASSALtO. D B 
Operating Reactors Branch 2 Bpp 21052 240 a4X 
Fiche 50-324, 03/ 10/27. 831 1040045 


630B31004B IE Info Notice 03~72. "Envl ron Qualification Testing 
Experience " Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 63-0103) B3/10/2B Consolidated Edison Co of Neu 

Vork, Inc i31pp 21155 024 24X Fiche 50-000. 83/10/29, 8309310048 


9311100279 Summary of B31021 meeting u/QWR reactor licensees in 
Bethesda.HO re future insps for Intergranul ar stress 
carroslon cracking NRC uillL evaluate Unit 1 Fe6 1993 insp In 
light of current criteria b later Insp results 

OftOTENHUlS, M Operating Reactors Drench 2 83/10/20 Operating 

Reactors Drench 2 3pp 2I1S4 034 24X Fiche 50-324.03/10/20. 

0311100279 


0300310057 IE Info Notice 83-73. "Radiation Exposure From Gloves 
Contaminated U/U Daughter Products “ Svc list enc I 

PARTLOU/J Q Division of OA, Safeguards & Inspection Programs (Pos^ 
830103) 03/10/31 Conso-1 Idated Edison Co of Neui York, Inc 

ll6pp 21154 248 24X Fiche 50-000.83/10/31.0308310057 


0300310076 IE Infs Notite 93-76. "Reactor Trip Oreaker Malfunctions 
(UndervoJ tags Trip Devices on OE Type AK-2-25 Breakers) " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 83/11/02 Consolidated Edison Co of New 

Ypri, Inc llSpp 21514 024 24 X Fiche 30-000.03/11/02,0306310070 


6300310075 IE Info Notice 03-75, ‘'Improper Control Rod Manipulation " 
Bve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 93/11/03 Consellda ted Edison Co of Nev 

York, Inc Il4pp 21513 253 24X Fiche 50-000,03/11/03.9308310075 


83I1O1D0I5 IE Info Notice 03-77, "Alr/Oas Entrainment Events Resulting 
in Sys Failures " Svc list end 

JORDAN. E L Dlvieion of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/11/14 Consolidated Edison Co of Nsu 

York, Inc 114pp. 24X Fiche 50-000.03/11/14,9311010015 


0311010010 IE Info Notice B3-’7Q, "Apparent Improper Mod of Component 
Affecting Plant Safety " Bve list end 

JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Risponse (Post 830103) 03/11/17 Consolidated Edison Co. of New 

York, Inc U7pp 21603 001 24X Fiche 30-000. 03/1 1/ 1 7, 831 10100 


8311300220 Notification of 831 122 ifiee ting M/utll in Batheeda,HO to 
discuss intergranular stress cordslon cracking Insp 

QRDTENHUI3. M Operating Reactors Branch 2 93/11/21 VASSALLO.D 0 

Operating Reactors Branch 2 Ip 21324 251 24X 

Fiche 50-324,83/1 1/21.8311300 220 


R Periodic operating reports & related corresponifence 


8311030017 ''Semiannual Environ 4, Effluent Release Rep t, vPan-Junep 
1901 “ V|/8lO0ia itr 

DIETZ, C R Carolina Pouar V Light Co 8i/06/30 O'REILLY, J P 
Region 2, Atlanta, Office of the Director (81/03/01) iBSpp 
21026 333 24X Fiche 50-324.01/06/30,83(1030017 


0311030012 "Semiannuat Environ Ic Effluent Release Rep tr Ju l-Dec , 1901 '■ 
* Carolina Power 5 Light Co- 81/12/31 I16pp 21030 tOJ 24X 
Fiche* 50 -324,01/12/31.03110 30012 


8311030016 "Semiannual Environ 6 Effluent Hetease Rept. Jut~Dec L?2? ■■ 
N/a30303 transmittal note 

DAVIS. J U Carolina Power 6 Light Co 82/12/31 ALDF) tONf. R w: 
No Detailed Affiliation Given 76pp 21023 102 24X 

Fiche 50-324,02/12/31,0311030016 


0311110023 Responds to FOIA request for five catagortes of n 

proposed revs to 1DCFR20 6 evaluation of occupational 
exposure to radiation at nuclear power plants during C\02 
Forwards documents 

FELTON, J M Division of Rules and Records 83/07/29 HAY8Efra(. I 
Critical Hass Energy Project 3pp 21160 329 24X 

Fiche 30-000.03/07/29.0311110025 


— 0308010127 Farwards summary of available data qn oc cupa 1 1 an »9 rsii 
received at DMRs re snubber testing & malnt/ropalr 
Radiation doses Incurred from snubber tasting i< 
maint/rcpalr is 40 per s on-rem/yr 

CONOEL.F J Radiological Assessment Branch 03/07/18 
ANDERSON, W F Mechanic al /Struc tural Engineering Branch IC>j 
21162 242 24X Fiche 50-000.83/07/29,0311110025 


0311150245 Monthly operating ropts for Oct 1983 N/01ilO4 Hr 

HARRISON. F Carolina Power 6 Light Co 63/10/31 DEYOONO, H C 
Director's Office. Office of Inspection and Enforcem.ent I0j)p 
21166 027 24X Fiche 50-324.03/10/31,831113024 5 


8311150241 Forwards "App R - Fire Protection Altsrnatlv* Dhu-tde^n 
Capability Assessment." quarterly rep t, per NRC 030727 
d Irectl ve 

HOWE.P W Carolina Power & Light Co 83/ I i /07 VASOALLO, 0 B 
Operating Reactors Branch 2 Ip 21160 063 24X 

Fiche 50-324,03/11/07,0311130241 


— 0311150240 "App R - Fire Protection Alternative Shutdown C4|il|ILt| 
Assessment." q,uarteriy rept 

e Carolina Power & Light Co 03/11/30 iOpp 21168 Ob6 S-li 
Fiche 50-324,03/11/07.0311130241 


8 Reportable occurrences, LCRs L related c orr espondenc# 


0311100200 NPOES non compl lance notification on 830927 , c 1 rcul 4 I Ir | ss1h“ 
pump ID, equipped w/fine mesh screens, out af svc to repair 
seal water line that became disconnected Corrective actions 
mag be to dredge portions of intake canal 

HOWE.P W Carolina Power L Light Co 83/10/13 WAMlin.C 
Carolina, State of 3pp 21126 033 24X Fiche 90-324.83/10/13 

8311100200 


8311010063 Updated LER Bt-097/03L-0 on 810911. when reactor 
recirculation pump 2A tripped, no annunclatert received 
Caused by intermi ttontly sticking contacts of logic channels 
A ft G. Switch replaced W/031018 Itr 

ALLEN. H T , DIETZ. C R Carolina Power U Light Co 03/10/18 
O'REILLY, J P Region 2, Office of Director 2097^) 040 241 

Fiche, 90-324.83/10/10. 8311010063 


0311010164 Updated LER B3-O37/03L-1 on 030325, RHR Div II 
pool cooling valve 2-Ell-F024n unable to open using 
either valve motor operator or manual operator Caused by 
loose antirotation device setscrew (4/031010 Itr 
PASTVA. K J , DIETZ. C R Carolina Power L Light Co 63/10/10 
O'REILLY, J P Region 2, Office of Director 3pp 20977 219 
Fiche 90-324.03/10/18.0311010164 


0311010037 LER 03-O07/O3L-O on 030720, reac tor recirculat Lon pufp »* 
tripped due to unintentional actuation of ATW8/RPT8 
Instrument B21-LTM-N024A Caused by inadvertent selection Of 
card file Location 3 Trip condition reset W/831017 Itr 
PASTVA, M J , DIETZ. C R Carolina Power ic Light Co D3/I0/I9 
O'REILLY, J p Region 2, Office of Director 2pp E0970! 095 S4l 
Fiche 90-324. 83/10/ 19. 83UO10037 


0311010239 LER 03-081 /oaL-O on 830930, i s a la t i ng function of TIP C 
guide tube primary containment Isolation ball valve found 
Inoperable when machine probe would not fully retract fren 
core investigation will be performed (4/031019 1 br 
PASTVA, M J , DIETZ, C R Carolina Power & Light Co 83/10/19 
O'REILLY, J P Region 2, Office of Director 2pp 20976. SIO 3*1 
Fiche 90-324. 83/10/19. 83U0 10230 


D31 1010397 Updated LER 02-O22/O3L-1 on 820210. TIP otathlne prob# 
not fully retract from core, render Ing TIP A guide tube tall 
valve inoperable Caused by bent TIP tubing Probe 6 tubing 
replaced W/831019 1 Cr 

PASTVA. h J , DIETZ, C R Carolina Power U Light Ce 03/10/19 
O'REILLY.J p Region 2, Office of Director. 2pp 20973 293 2U 
Fiche 90-324,03/10/19.0311010397 
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B3n'0l0S34 updated LER a3-O06/O3L—l nn 63091&< surye i ) Ldiic e revealed 
math si earn lino radiation monitor 2-Dia-LRM-K&03D showing 
indication less than indicated by redundant instrumentatian 
Caused by instrument drift Honitor colibr W/B3102O- Ltr 
PASTVA, n J ► DICTZ.C R Carolina Pouier Z Light Co 03/10/20 
0'R£3LLV-J P Region 2. Office of Director 2pp 20993 143 24X 

Fiche 30-324, B3/l0/c’O. B3i 1010234 


031101005B LER B3-0BB/03L-O on B3Q927.RHR subsystem HA outlet isolation 
valve 2-E11-F003D failed to open using valve motor aporator 
Caused by mechaTiically stuck circuitry contactor Auxiliary 
contactor replaced W/031025 ltr 

PASTVa, H J , DIETZ, C R Carolina Power h Light Co 63/10/25 
O'REILLV, J P Region 2. Office of Director 2pp 20970 054 24X 

Fiche 50-324.83/10/25,8311010038 


6311010310 LER Qa-OBS/oaL-O on B3092B, while performing diesel generator 
4 monthly load Test PT~12 2d>dt09el generator would not 
develop generator output current Caused by failed solenoid 
cell 91031) Cell replaced H/S3102:5 ltr 

PABTVA, M J , DIETZ, C R Carolina Power U Light Co G3/10/25 
O'^RElLLYfJ P Region 2, Office of Director Bpp 20979 023 24X 

Fiche 30-324, 03/10/25,831 1010316 


6311070170 Requests review fi> cormnents on LER 8D-0dd re failure of 
anchor holts at plant ?« recent Reactor Controls, Inc 83091S 
ltr questioning description of work performed Response 
required within 30 days of receipt of ltr 

O'ftElLLV, JP Region 2> Office nf Director 63/10/25 UTLEY. E E 

Carolina Power << Light Co Bpp 21061 300 24X 

Flcha &0-324, 03/10/25. 031 1070170 


--G31 1070174 Responds to NRC 830608 ltr, “Draft of IN63-KX, Reactor 
Controls, Inc Const Deficiencies *’ Info to alter decision to 
IsfiUD draft IE info notice detailed Requests addl time 
to obtain info to strengthen case 

HIILETT^U C Reactor Controls, Inc 03/09/15 JORDAhf, E L 
Dlvitilon of Emergency Pieparedness & Engineering Response {Post 
030103) llpp 21061 30B 24X Fiche 50-324,63/10/25,0311070170 


0311020279 DO 2-88-83-26 on 630930, gamma analysis of bottom sediment 
simplo collected B3D90B revealed Co-60 concentration in 
eictis of Tech Specs Mo radiation hatard exists Sampling 
frequency will be increased from semiannually to monthly 
D1BT2,C R Carolina Power & Light Co 03/10/26 a'RElL.LY,J P 
Region S. Office of Director 2pp 21011 003 24X 

Fiche 30-324, 03/10/26. □311020279 


0311040034 RO on 83092B & 30, while performing visual insps of fire 
barrier penetration seals in panels cabinets of control 
roamri pen* tratlon seals CD-2-033-, CD-a-158 t< 00-2-161 could 
not be adequately inspected Spot checks will be performed 
DIETZ. C R Carolina Power U Light Co Q3/10/2B O'REILLY, J P 
Region 2 , Office of Director 3pp 21050 166 24X 

Fiche 30-324.63/10/28,0311040034 


0311170242 LER 6a-074/03L-0 on 031006. reactor recirculation pump 2A 
tripped due to motor generator set high fluid drive temp. 

Caused by slight mechanical shack of mater generator set 

fluid drive high temp trip device W/031 103 ltr 

PASTVA, M si , DIETZ, C R Carolina Power tt Light Co 03/11/03 

D'REILLY.J P Region 2, Office of Director 3pp 21214 1B8 24X 

Flchft 90-324. 03/11/03,631 1170242, 


6311170372 RO 2-83-95 on B31 102, while performing Tech Spec required 
visual Insp on fire bar r iers. d Iscovered that some 
penetrations contained only leak seal Caused by lack of addl 
barrier matl Fire watches established 

0IET2,C R Carolina Power U Light Co 03/11/03 O'REILLY, J P 
Region 2, Office of Director 2pp 2120? 003 24iX 
Fiche 50-324, B3/n/03. 8311 170372 


B311170361 RD 2-03-04 on 030930 , dotormined rod worth mtnlmizer 
inoper-able due to sequencing overlap Further evaluation 
concluded event not reportable Deletion of LER 2-03-84 
requasted- 

DSETZ.C R Carolina Power Light Co 03/11/04 O'REILLY.JP 
Region 2, Office of Director ip 21212 362 24X 

Fiche 50-324.63/11/04,8311170261 


6311110092 PN0-n-B3-O91 on 031 108, ul trasonlc exam oP recirculation sys 
piping revealed listed crack indications Licensee expending 
*cop« of Inspi begun in response to fJRC 030722 confirmatory 
order Media Interest not expected 

BLAKE, J J , HARDIN, A K Region 2, Office of Director 03/11/08 
2pp 21148345 24X Fiche 30-324,03/11/00.0311110092 


6311170392 RQ 2-03-97 on 031100, insp revealed that four welds had 
indications of Intergranu lar stress corrosion cracking 
Evaluation of corrective actions still in progress 
DXETZxC R Carolina Power «< Light Co 03/11/00 O'REILLY, J P 
Region 2. Office of Director Ip 21200 333 24X 

Fieha 30-324,03/11/08.8311170392 


6311210127 RO 2-83-97 during recirculation piping insp required by IE 
Bulletin B3-02, three welds had Intergranular stress 
carroslon cracking indications Evaluation Z. corrective 
action in progress 

DIETZ. C R Carolina Power h Light Co 03/11/10 O'REILLY, J P 
Region 2. Office of Director Ip 21232 292 24X 

Fiche 50-324.83/11/10,0311210127 


8311170800 RO 2-B3-B9 W/o end 

DtETZ.C n Carolina Power L Light Co 83/11/11 D'REtLLY. J P 
Region 2> Office of Director ip 21211 347 24X 

Fiche 50-324,83/11/11,8311170300 


8311280350 RO 2-03-97, uh 1 1 e performing insp an recirculation piping poi 
IE Bulletin 03-02 L flRC 830026 ord er, de termined that addl 
weld had Indications of Intergranular stress corrosion 
cracking Evaluation in pragress 

DIETZ, C R Carolina Power t. Light Co 03/11/11 a'REILLYjj p 
Region 2, Office of Director 2pp 21288 350 24X 

Fiche 50-324.83/11/11,0311200350 


0311220460 RO 2-83-97 during r ec Ircu 1 ation piping Insps required by IC 
Dulletln 63-02. two indications of intergranular stress 
corrosion cracking determined on addl weld Evaluation in 
progress 

DIETZ, C n Carolina Power h Light Co 03/11/14 O'REILLY, J P 
Region 2. Office of Director 3pp 21239 116 24X 

Fiche 30-324,83/11/14,0311220460 


0311220477 l/pdated LER 62-024/OlT-l on 020203. determined that control 
bldg emergency ventilation sys trains will not Isolate upon 
receipt of chlorine isolation signal if control switch in on 
position due to design deficiency U/831114 ltr 
ALLEN,H T , DIETZ, C R Carolina Power U Light Co 33/11/14 
O'RCILLV, J P Region 2, Office of Director 3pp 21259 180 24X 

Fiche 50-324,83/11/14,0311220477 


0311260136 LER B3-095/OIT-0 on B3ll02fUhite parforming visual Insp of 
fire barrier penetratl ont, some p enatrattiins contained link 
seals failing to meet 3 h fire barrier criteria Cause under 
investigation I4/031U6 ltr 

POULK. R ri , DIETZ. C R Carolina Powsr U Light Co 03/11/16 
O'REILLY. J P Region 2, Office of Director 3pp 21203 027 24X 

Fiche 50-324.83/11/16.0311280136 


8311200462 RO on 831 1 1 5, wh i 1 e performing addl Insps on recirculation 
piping, per IE Qitlletin 83-02 031026 order, determined tub 

addl welds in suction piping to recirculation pump 2Q had 
indication of intergranular stress corrosion cracking 
DIETZ. C R Carolina Power & Light Co 83/11/16 O'REILLY.J P 
Region 2, Office of Director Ip 21284 3Dl 24X 
Flcha SO' 324. 83/1 1/16, 8311280462 


8311280445 LER e3-093/03U-0 on 831024. control room post-accident 
monitoring rec order /indl c ator 2-CAC-AR-I263 exhibited 
erratic indications of drguell oxygen concentration Caused 
by excdstfve buildup of foreign mail tl/831117 ltr 
PASTVA, H J . DIETZ, C R Carolina Power b Light Co 03/11/17 
O'REILLY, J P Region 2. Office of Director 2pp 21264 347 24X 

Fiche 50-324.03/11/17,8311280445 


8311280481 Part 21 rapt forwarding list of HUAC units supplied to 
facilities All units built in Ulns ton-Balem. NC facility 
DJtDWN.if T Dahnson Co , Inc (subs of Hillman -Coal % Coke Co 1 
03/tl/ia OEYQUNO.R C Director's Office, Office of Inspection and 
Enforcement 2pp 21203 35? 24X PUhe 50-000.03/11/10,0311280401 


X Onsite Btorage of Low Level tlaste 


8311280107 Requests NRC approval to dispose of waste lubricating oils 
containing traces of licensed radioactive mat! onsite, per 
lOCFRaO 3D2{a> Response requested within 30 days 
UTLEY. E E Carolina Power U Light Co B3/li/2) DENTON* H R 
Office of Nuclear Reactor Regulation, Director I3pp 21203 J76 
24X Fiche 50-324,83/11/31*8311200107 


DOCKET 50-323 ORUNSMICK STEAM ELECTRIC PLANT, UNIT I 


F. Security, madlcal. emergency & fire protection plans 


8311070128 Forwards IE Insp Rapts 30-324/03-31 50-325/03-31 on 

830912-16 No none anp 1 ianc« noted 

VERRELLI.d H Division of Project 6 Resident Programs 83/10/12 
UTLEY, E E Carolina Power 6* Light Co 2pp 21085 282 24X 

Fiche 50-324,83/10/12,8311070120 


—8311070132 IE Insp Repta 50-324/03-31 1, 50-325/03-31 on 830912-16 N^ 
noncomp ] i ance notad Maior areas inspected IE circulars. 

ALARA* instrument ca 1 ibr, health physics technician tral-ning. 
waste disposal sys I* po sting, 1 abe 1 tng & control 
ALBRlCmr, R H Region 2. Office of Director 83/10/04 4pp 
21059 335 a4X Fiche 50-324,03/10/12.0311070128 
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63]0200G£>2 Gener'ic tstr 63^33 to licensees & applicants of nuclear 

paujor roacton re NFIC positions on certain requirements of 
App R to 10CFR30 Svc list er»c3 

ElBENhl/T.D G Division of Licensing B3/10/19 Consolidated 
Edison Co of New Vor k. Inc Slpp 21114 329 2<tX 
Fiche 50-000483/10/19,9310200362 


□311O704S2 Informs that revieu of Revs 7 (c 6 to radiological emergenct^ 
plan completed Plan continues to meet lOCFRSO 47 stda 
4pp E T e qui rernents An^ changes to plan uhicP mag decrease 
effectiveness of plan require ^RC approval 

VEfJftELLl,D M Division of Project 6 Resident Programs B3/10/21 

UTLEy4E E Carolina Power ^ Light Co Ip 21067 1^,4 24X 

Flcha 50-324,03/10/21.9311070462 


831 1010346 Requests limited review tn pro) imlnarg evaluation of 830817 
emergencg oporatirig procedures generation packagetper 
NUREO-OOe?, Sect ion 7 1 1. Sup p 1 1 to NUREO-O737.be provided 
bq 840101 

ZIMMERMAN; S R Carolina Pouter Light Co 83/10/27 DENTON; H R 
Office of NJClear Reactor Regulation. Director Ip 30973 066 24^ 

Flcfie 30-324.03/10/27. 8311010346 


6311100124 HotificaiiDn -of postponement until 631108 of 831103 meeting 
w/util In Dethfsda.MD to discuss progress rept on Fire 
protection re alternate shubdcwn sgs. addl analg ses, f Je id 
verification & high-lou pressure interfaces 

MACKAV; S D Operating Reactors Branch 2 83/11/01 VASSALLO. D 0 

Operating Reactors Branch 2 2pp 21149 360 a4X 
Flche 30-324. 03/1 I /Ol; 6311100124 


63i]OBOl69 Releases public version qf revised emergaricg plan 
ImpleRienting procedures 

FCLTDN. J H Division of Rules and Records 63/11/03 Document 

Management Rranch ip 21068 DS9 24X Flche 50'3244 63/1 I /03r 
6311080166 


—6311060193 Forwards public version of revised emergencu plan 
implamentlng prqced ure» • 1 nc lud 1 ng Procedures PEP-02 4 re 
emergencg control - site emergencg 8. PEP-03 5 3 re plume 
tracking bg actual measuremfnt 

ZIMMERMAN. S R Carolina Power tt Light Co 33/06/03 

O'REILLY; JP Region S> Office of Director Spp 2103 8 060 24k 

Fiche 50-324; 63/11/ 03; 8311000166 


— 0311080197 Public version of revised etnergencg plan Impienentlng 
procedures. Incl udlng Procedures FEP-02 4 re emergency 
control - sit* emergencg & PeP-03 5 3 re plume tracking by 
actual measurement 

DOVER. L Carolina Power 6 Light Co 63/05/13 74pp 21068 062 
24X Fiche 50-324.33/11/03.8311060183 


6311180123 Advise* that Revs 9 1. 10 to radiological emergency plan 
meet planning stds of lOCFRJO 47(h>,t( App, E to lOCFRSO 
requ I t ements 

VERRELLIiD M Division of Project !< Resident Programs 83/11/04 
UTLEY. E E CaroMna Power & Light Co 2pp 31225 361 a4X 
riche 50-324; 83/1 1/04.0311180123 


6311190841 Forward* "App ft - Fir* Protection Alternative Shutdown 
Capabllitg Assessment)*' quarterly rept. per NRC 030727 
d Irect 1 v« 

HDNErP U Carolina Power h Light Co 63/11/07 VAB8ALL0. 0 0 
Operating Reactor* Drench 2 Ip 21168 065 24X 

Flche 50-384.63/11/07.0311150241 


— 6311150243 "App R - Fire Protectlqn Alternative ShutdawA Capabllitti 
Atsessinentf " quarterig rept 

« Carolina Power & Light Co 83/n/3D lOpp 21166 066 24X 

Flcha 50-324.63/11/07.6311150241 


3311290349 Advises Of completion of review of 621206 it 930415 
submittals re hatltabilitg location of emergency 
operations facility Facility complies w/NUHEO-0737, Supp I 1 
requirement* 

VASSAULO.D P operating Reactors Drench 2 83/11/09 UTLEY. E E 

Carolina Power Light Co 2pp 21308 310 2 4X 

Flche 50-324,03/11/09.6311290349 


831J230047 Notification of 831207 meeting u/util in Bethesda.MO to 
discuss progress rapt on fire protection covering alternate 
Shutdown sy* L cable routing 

MACKAY. S D Operating Reactor* Branch 3 ©3/11/17 VASaALLO. D B 

Operating Reactors Branch 2 iP 21293 352 24X 

Flche 50-324; 83/11/17; B3l 1230047. 


! 


P Operating license stage documents 6 correspondence 


6311030292 Summary of 630625 meeting w/C£ & Mark I Owners Orovf in 
Dethcsda.MD re differing opinions between NRC (« OE rt 
acceptab i 1 i by of use of gE suppression pool ternp analysis 
(Multi-plant Action D-Ol> 

SIEGEL. D Operating Reactors Branch 2 63/10/05 Dperatln| 

Reactors Branch 2 74pp 21053 244 24X Flche 90-000* 03/lO/O>, 

3311030292 


8311100123 Responds to 630202 1 tr endorsing BUR Owners Group poililen 
on NUREO-0737, Item II E 4 2(7); "Containment Isolation on 
High Radiation " Position unacceptab le. based on end 
evaluation of OUR Ouners Group position 

VAS8ALL0, D fl Operating Reactors Branch 2 03/10/17 UILEV.E f 

Carolina power 8. Light Co 5pp 21150 001 24X 

Flche 90-324,03/10/17.0311100123 


8311080245 Forwards safety evaluation of util response to NlPflEQ'0737r 
Item III D 3 4, "Control Room Habitability " Roquiriment* 
met Item resolved 

VA89ALL0; D D Operating Reactors Branch 2 03/10/10 UILEV. E E 

Carolina Power b Light Co 7pp 21092 099 24X 

Fiche 50-324,83/10/18.6311080245 


0311010418 Request* eitension until 040630 of schedule ectfsptior frca 
interim requirements re hydrogen control & certain degraded 
core consideration* Citension requested because Nrc ha* ftei 
yet ruled on util permanent eiemption request 

HOUE.P W Carolina Power & Light Co 83/10/27 VA99AI.LQ+DB 
Operating Reactors Branch 2 2pp 20971 326 24X 

Flche 90-324.03/10/27.0311010410 


3311100391 Forwards safety evaluation of util 030126 response t& 
0737. Item II Q 3« "Post-Accident Sampling Bys. " Idtctifying 
three unresolved items $< requesting addl Inf o/commltment# 
Response due In 60 day* Guide for preparing procedure end 
VAS8ALL0. D B Operating Reactors Branch 3 8 3/10/29 UTLEY. E E 

Carolina Power & Light Co llpp 21154 142 24K 

Flche 50-324.83/10/29.8311100391 


6310310403 Generic Ltr 83-38 to all licensees of oparatin^ powir- 
reactors & applicant* for OL re NLiREG-0969' "NRC Inventory 
of Dams " Forwards NURE<J-0969 "NRC Inventory of Dams" for 
info only W/o end Svc list enct 

EIBENHUr. 0 G Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc l4pp 21184 019 S4X 
Flche 90-000. 83/10/3 1.8310310403 


8311140109 Forward* safety evaluation based on util submittal ri TJlI 
Action Plan Item II D 1, "Dafety & Relief Valve TBsting> 
Requirements met 

VAS8ALL0.0 P Operating Reactors Drench S 83/10/31 urLCV.E E 

Carolina Power & Light Co 17pp 21164 050 S4X 
Flche 90-324.83/10/31.8311140189 


8311010160 Generic Ltr 03-36 to all DWR licensees re NUReG-0737 Tech 
Bpecs Requests review of Tech Specs to determine conilstency 
w/guidance in NUREO-0737 Response required within 90 days of 
receipt of ltr Bvc list enci 

EI8ENHUT.0G Division of Licensing 83/11/01. Commenwiilih 
Edison Co 22pp 21184 029 24X Fiche 90-000. 63/U/Ol . 031 lOlOlEO 


8311140179 Forwards request for addl info re reload methodology in 
response to B3O310 submittal addressing RECORD code, 

PREBTQ-D code {< code validation 

VABBALLO, D D Operating Reactors Branch 2 03/11/01 UTLEY. E E 

Carolina Power & Light Co 13pp 21163 310 S4X 
Flche 90-324.83/11/01.0311140179 


6311020091 Generic Ltr 63-39 to all licensee* of operating reactors.^ 
applicants for OLs i holders of CPs re clarification gf TMI 
Action Plan Itom II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list »ncl 
EIBENHUT. n G Division of Licensing 83/11/02 Consol Idati f 
Edison Co of New York, Inc 16pp 21104 OOi 24X 
Fiche 50-000/83/11/02.8311020091 


8311140015 Forwards "Control of Heavy Loads. Brunswl c k Ifriiti 1 L 3. " 
draft technical evaluation rept Response to open itemi 
identified In rept due in 60 day* 

VA69ALL0.D D Operating Reactors Branch 2 03/11/03 UTLEV.EE 

Carolina Power L Light Co 3pp 21162 265 24X 

Flche 30-324,03/11/03.0311140015 


— 8311140017 "Control of Heavy Loads. Druniwick Units 1 & 2, " drafl 
technical evaluation rept 

HOPHIN. T Franklin ins ti twte/Frankl in Research Center 
TER-C9257-64/65 DRFT 82/07/09 CLEMENBON. F NRC - No Dti«Ni4 
Affiliation Given 32pp 21162 268 24X Fiche 50'224. 03/ l)i/C3 

0311140019 
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g jp I j J0220 PorwdTdi to 030708 Oensric Ltr 83-38 T« required 

jrtfant !>«6ed dti generic implications of Salem ATW3 events 
ZowE-f^ W Carolina Pou/er t Light Co 03/11/07 EISENHUT. D G 
Licensing 35c!pp 21171 176 24X Fiche 50-324i 

a 3/ 1 1 / 0-7> 9311130220 


3311230037 Forwards Amends 49 L B2 to Licenses DPR-71 t> DPR-6S* 
TUptcUveli^ & safety evaluation Amend revises surveillance 
TeauiTements for hydraulic snubbers 

UASSALLOi D D Dperating Reactors Drench 2 03/11/00 UTLEV. E E 

Carolina Power h Light Co 2pp 21299 005 24X 

Fichf 50-324,83/1 1/00,6311230037 


--83312300*11 Amends 49 t 82 to Licenses DPR-7i & DPR-62. resp ec tivoiy , 
reviling lurvclllance requirements for hydraulic snubbers 
gA534l-LDt D P Operating Reactors Branch 2 63/11/08 24pp 

31219 007 24X Fiche 90-324,03/11/08.6311230037 


a3l|ja0046 Safety evaluation supporting Amends 49 tt 82 to Licenses 

OPp-71 h DPR-6a, respectively 

e Office of Nuclear Reactor Regulation, Director 83/11/08 4pp 
21 299 031 24X Fiche 90-324,83/11/03,0311230037 


8311150247 Supplemental application for amend to Licenses DPR-71 I, 
CPfl-43r revi i ing administrative controls section of 
radiological effluent Tech Specs 

H0Wt,P W Carolina Pouer S, Light Co B3/I1/11 V/ASSALLO, D 0 
Opirfting Reactors Dranch 2 2pp 21181 262 24X 

Flch# 30-324,83/11/11,8311190367 


— 8311190268 Propose)! changes to adminis tratlve controls section of 
radiological effluent Tech Specs 

a Carolina pouer V Light Co 83/ll/tl 48pp 31181 264 24X 

Fiche 50-384.03/11711,831 1190267 


G Iniptetlon reports, IE Duiletins & correspondence 


6311O7OJS0 Forwards IE Insp Repts 30-324/03-31 & 30-389/83-31 On 
8309 IS- 16 No noncompi iance noted 

l/ERRCt-i-S, D M Division of Project & Resident Programs 03/10/12 
UtlEV, E E Carolina Pouer 6 Light Co 2pp 21039 393 24X 

Fiche 30-324, 03/10/12. 031 1070120 


8311070132 IE Insp Repts 90-324/03-31 & 50-323/03-31 on 830912-16 No 

noncawpl lance noted Major areas inspected IE circulars, 
alar A, instrument c al ibr, h eal th physics technician training, 
vasts disposal tys & post Ing, label ing & control 

ALBRIG'HT.n H Region 2, Office of Director OARR, K P Division 
af Engineering Operallonal Programs 83/10/04 4pp 210S9 33? 
Fiche 50-384,03/10/12.8311070128 


8303300797 IE InfO Notice 83-69, "Improperly Installed Fire Dampers 
al Huciisr Pouer Plants “ Sve list encl 

JOfiDAN, E L Division of Emergency Preparodnsss h Engineering 
Rlieonts (Post □30103) 83/10/21 Consolidated Edison Co of Now 

Yorl, (hC 137PP HI 114 331 24X Fiche 30-000,83/10/21.8300300797 


£211070179 Ack receipt of 031012 ltr informing NRC of steps taken to 
cornet violations ncito)! in IE Insp Repts 30-384/03-30 
t 30 - 3 ^ 29 / 83’' 30 

VIRRElLliDM Division of Project L Resident Programs 03/10/21 

DTLEV.E E Carolina Power ft Light Co Ip 21061 209 24X 

Fichl 50-324. 83/10/21 . Bdl 1070179 


->S 31 1070186 Responds to NRC 030913 ltr re violations noted in IE Insp 
Repts 30-324/83-30 «< 90-325/03-30 Corrective actions 
^ro'Cidure revised to require using position indications on 
aotdr control e tr or nbiervafcJon of valve stem travel 
HOSiE.F W Carolina Power L Light Co 03/10/12 O'REILLY, J P 
Replan 2. Office of Director 3pp 21061 210 24X 

Fi<hi 90-324,03/10/31,8311070179 


-'8311070193 Forwarde IC Insp Repts 50-324/83-30 It 30-329/03-30 on 
830719-0819 t, notice of vialaitlon 

VEflRELLl.D M Division of Project i« Resident Programs 03/09/13 
UTLEYjE E Carolina Power i Light Co 2pp 21061 213 24X 

Fiche 50-324.03/10/21,0311070179 


831107020) Notice of violation from insp on 030713-0015 

» Region 2, Office of Director 03/09/13 Ip 21061 215 24X 

Flchi 90-324,83/10/21,0311070179 


— 83II0702II IE insp Repts 5O“a24/03-3O $t 90-323/03-30 on 030713-0013 
Wancoapllance noted failure to establish adequate 
suTVilUance procedure for determining stroke times of 
slandby gas treatment train inlet & outlet dampers 
MYEfiB, D P , 0AnNCrt,L W Region 2, Office of Director DEMIS, P R 
Division of Project & Resident Programs 03/09/13 9pp 
21061 216 24X Fiche 90-324,03/10/21,0311070179 


0300310030 IE Info Notice 03-70. "Vibration Induced Valve Failures " 
Sve list enc ] 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPost 6301031 03/10/23 Consolidated Edison Co of Nc^i 

York, Inc ll7pp 31037 219 24X Fiche 50-000.83/10/23,830031003'^ 


0300300799 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Products 
Said fly Ray Miller, Inc ■' Sve list encl 

DEYOUNO, fl C Director's Office, Office pf inspection and 

Enforcement D3/10/26 Consolidated Edison Co of Neu) York. Inc 

I79pp 21070 170 24X Fiche 50-000,03/10/26.8300300799 


0306310034 IE Info Notice 83-71, "Defect In Load-Dearing Uelds on 
Lifting Devices for Vessel Mead t Internals " Sve list encl 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103} 03/10/27 Consolidated Ediion Co of New 

York, Inc 1 1 9pp 21097 337 24X Fiche 30-000.03/10/27,8300310031 


8311040049 Requests mod of 030826 insp order to permit delay of Unit 2 
shutdown until completion of weld overlays on Unit 1, 
expected to be completed 031109 

HOWE, P W Carolina Power & Light Co 03/10/27 VASSALLQ, D & 
Operating Reactors Branch 2 epp 21032 240 24X 

Fiche 50-324, 03/10/27. 831 1040 045 


8308310048 IE Info Notice 83-72. "Environ Qualification Testing 
Experience " 8vc list end 

JORDAN, E L Oivlslon of Emergency Preparedness Ul Engineering 
Response (Past 030103 ) 83/10/20 Conso 1 iiiatsd Eiiison Co of Nsw 

York, Inc I3lpp 21153 024 24X Fiche 90-000,03/10/20.0303310048 


031 1 100279 Dummairy of 031021 meeting u/BWR reactor licensees in 
Dethesda.ND re future insps for Intergranular stress 
corrosion cracking NRC will evaluate Unit 1 Feb 1933 insp In 
light of current criteria later insp results 

CROTENKUTB, M Operating Reactors Dranch 2 03/10/28 Operating 

Reactors Branch 3 3pp 21194 034 24X Fiche 30-324,83/10/20, 

D3U 100279 


831 1100409 Grants D31027 request fpr oied to 030026 shutd)iwn urder. 
extending Unit 2 operation for 0 dags to allow Unit i 
return to sve Repair of Unit 1 welds should be completed by 
B3U09 

DENTON, HR Office Of Nuclear Reactor Regulation, Director 
83/10/20 UTLEV, E C Carolina Power 6 Light Co 4pp 21154 043 
24X Fiche 90-329,03/10/28,0311100409 


0300310097 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " 8vc list enc] 

PARTLON, J 0 Division of OA, Safeguards t< inspection Programs (Post 
030103) 83/10/31 ConsoUdateti Edison Co of New York, Inc 

1 I6pp 21134 240 24X Fiche 50-000,83/10/31,9300310057 


0308310076 IE Info Notice 83-76, "Rsactor Trip Breaker Ita Ifunc felons 
lUndervol tags Trip Devices on GE Typo AK-2-2S Dreakers) " 

Sve Hat end 

JOROANfEL Division ef Emergency Preparedness t. enginooring 
Response (Post 030103) 83/11/02 Consolidated Edison Co of Nsu< 

York, Inc ilSpp 21314 024 24X Fiche 30-000,03/11/02,6308310076 


0308310073 IE Infd Notice 03-73, "improper Control Rod Manipulation " 
8vc 1 let encl 

JORDAN, E U Division of Emergincy Preparedness U EnQineerlng 
Response (Post 030103) 83/11/03 Consolidate)! Edison Co of New 

York, Inc 114pp 21313 253 24X Fiche 50-000.83/11/03.8308310079 


0311110293 Summary of 031021 meeting w/3NR licensees In Defehesda,hD re 
future insps fur Intergranular stress corrosion cracking 
previously Inspects)! under IE Bulletins 02-03 & 03-02 
Heating notice h list of attendees end 

ZW0LlM8Kr,J A Division of Licensing 03/11/03 MOLAHAN.O H 
Division of Licahsing 6pp 21160 103 24X Fiche 50-000.63/11/03 

83111 10293 


B31 1010013 IE tnfu Notice 83-77, "Alr/l^as Entrainment Events Resulting 
in 8ys Failures " Syc list encl 

JORDAN. E L Divl«lon of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of Neuj 

York, Inc ll4pp 34X Fiche 50-000,93/11/14,8311010015 


0311010010 IE Info Notice 83-79. "Apparent improper Ha)J of Component 
Affecting Plant Safety " 9vc list end 

JORDAN, E L Division of Emergency Preparedness 8« Engineering 
Response (Post 030103) 03/11/17 (Consolidated Edison Ca, of Neu 

York. Inc U7pP 21603 001 24X Fiche 50-000, 83/U/17, 8311010010 
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H Periodic ciperating imports related correipondence 


B3l 1D30017 " S 1 3 n ^ ^ I E^nvirop & Effluent Release Repti Jan~Jur>B4 

19BI '■ g/Bioaia it-r 

DiETZrC R Carolina Pfxjer *< tiSHt Co 61/06/30 O'REILLY, J P 
Region 2. Atlanta, Office of the Director (81/03/01> iHSpp 
21036 333 pjix Ftche 50-3^4.61/06/30,6311030017 


Q31L030012 "SenTt 1 annua 1 Environ 8< Effluent Release Rapt, Jul— Dec ■ 1901 ” 
* Carolina Potuer & Light Co Bl/lS/31 U6pp 21030 101 34)f 

Flche 00-3344 01/1273! , 8311030012 


031 1030016 '"Senitannua 1 Environ I* Effluent Release Rept.Jul-Dec 1902 ” 
W/a30303 transflai tta I note 

DAV'IS. J iJ Carolina Power L H^ht Co 82/12/31 ALDRIOHT.R NRC - 
Nd Oetalled Affiliation Oiven 76pp 2i02B 103 24X 

Riche 90-324,82/12/31,0311030016 


BailllOOSS Responds to FOIA request for five categories of records ro 
proposod r«Vis to 10CFP2O 6 evaluation of occupational 
eiposore to rodlaftian at nuclear pouier plants during CV02 
Forwardi documents 

FELTON. J M Division ijf Roles and Records 83/07/39 MAVRERRY. S 
Critical Mas* Energy Project Spp 31160 339 34X 

Flche 50-000 . Q3 /07 /29. 63 1 1 1 1 0035 


'B3O0O1O127 Foruiards su/nimary of available data on occupational dose 
received at DlJRs ra snubber testing tn malnt/repair 
Radiation doses incurred froffl snubber testing & 

<na 1 nt /repa 1 r is 40 person-rem/gr 

CONQEL. F J Radiological Assessment Dranch 03/07/10 
ANDERSON. F liechanical/Structural Engineering Branch lOpp 
21162 24a 34 K Flche 50-000,03/07/89.6311110033 


0311150S49 Month 1-y operating repts for Dct 1903 U/831 104 Itr 

HARR ISDN. F Carolina PowDr I Light Co 83/10/31 DEYOUMO.R C 
Director's Office. Office of Inspection and Enforcement 10pp 
21160 027 24X Flche 50-334. 03/ l0/3i, 531 1 1 50343 


8311190241 Fortaards “App R - Fire Protection Alternative Shutdown 
Capability Assosstnent. " quarterly rapt, per NRC 830727 
tf irec ti ve 

HOWE.P W Carolina Power 1. Light Co 03/11/07 VASSALLO.D 6 
Operating Reactors Branch 3 Jp 3U60 063 34X 

fUh® 50-324. 93/1 l/07> B3I 11 50341 


—9311150240 "Apji H - Fire Fretecbion Alternative Shutdown Capability 
AsBea sffient. " quarterly rept 

e Carolina Pouer tc Light Co 03/11/30 lOpp 21168 066 C4X 
Flche 50-324.83/11/07.6311150341 


S Reportable pc curr ences. LERs li related correspondence 


03111100200 NFdEB Timnc oittp 1 1 ance notification on 830937# c ircul at ing water 
pump ID# equipped rftesh screens.out of sve to repair 

seal liTater lin* that became disconnected Corrective actions 
may be to dredge portions of intake canal 

HOWE I P W Carolina Power t Light Co B3/J0/13 WAKILD#C Nqrth 
Carolina# State of 3pp 31136 033 34X Flche 50-334.03/10/13, 

9311100200 


0311010171 LER fl3-047/O3L-0 on 030925. eontro 1 rod accumulator low 
pres*ure/hlgh wafear level alarm for control rod 06-23 
annunciated Caused by valve stem packing leak w/83l0iB ttr 
PA9TVA.M J , dIETZ. C Jl Carolina Power 8t Light Co 83/10/18 
O^REILLY, J P Region 3, Office of Director 3pp 20977 218 24X 

Flche 50-323# 83/lO/lB. 8311010171 


8311020379 RO 2-SR-S3-26 on 830930# gamma analysis of betioa leltminl 
sample collected 830900 revealed Co-60 concentration In 
eicess of Tech Specs NO radiation haiard exists Sampling 
frequency will be increased fro/n Semiannual 1 y to monthly 
DIETZ# C R Carolina Power «« Light Co 63/10/26 O'REILLY. J p. 
Region 3# Office of Director 2pp 21011 0 0 3 24X 

Flche 90-324. 83/10/26# 031 1030279 


8311020423 LER e3-046/03L-0 on 830929# performance of iuppr«SRi«n >Eal 
level indications operability test revealed level to be 
-26 a inches by gagegtass Cause not stated Suppretilon pool 
level returned to within specs N/B3l03a Itr 

POULK.R K , DIETZ# C R Carolina Power & Light Co 03/10/70 
O'REILLY# J P Region 2# Office of Director 2pp 21014 303 241 

Flche 50-325. 83/ 10/28# 031 1020423 


8311170372 RD 2-03-95 on 631 102# while performing Tech Spec rfqiiii.ii>l 
visual Insp on fire barr i ers# d Iscovered that some 
penetrations contained only leak seal Caused by lack of Addl 
barrier matl Fire watches established 

DIETZ# C R Carolina Power & Light Co 83/11/03 O'RElLLYivJ P 
Region 2# Office of Director 2pp 31209 003 24X 

Flche 30-324# 83/1 1/03, 031 1170373 


0311170266 LER 83-049/OiT-O on B3l02t# testing per Ig Bu H • tin 013-02 
revealed two crack indications in HaZ on pipe side of u«ld 
B32-nBCirc-2a-A-l4 6 032-Rec 1 rc-28-D-B Caused by 
intergranular stress corrosion cracking M/031104 Itr 
PASTVA.M J , DIETZ# C R Carolina Power L Light Co 83/11/04 
O'REILLY# J P Region 2# Office of Director 3pp 81212 20-9 211 

Flche 90-335,03/11/04.8311170286 


8311210395 Updated LER B3-033/03L-0 on 030802# dur 1 nq perforaahtt pi 
high steam line radiation channel functional t«st#iniln Itisa 
line radiation monitor actuated above limits Cauied by 
monitor Instrument drawer problems W/B31ill Itr 
PA0TVA.M J , DIETZ# C R Carolina Power it Light Co 03/U/U 
O'REILLY, J p Region 2, Office of Director Spp 2L236 304 24X 

Flche 30-325# B3/il/n# 031 1210393 


6311260461 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built In Mins ton-Salem. NO facility 
ORDMN# J T Dahnson Co # Inc (subs of Hillman Coal tc Colt Cfr } 
83/11/18 PEYOUNO.R C Director's Office. Office of IriptcKgr ••'1 
Enforcement 2 pp 21283 397 24X Flche 50-000# B3/1 1 / 18. 0311280*31 


X Onsite Storage of Low Level Masts 


8311260107 Requests NRC approval to dispose of waste lubrltatihg oils 
containing traces of licensed radioactive matl onsite# per 
10CFR20 302(a) Response requested Within 30 days 
UTLEViE e Carolina Power 6 Light Co 03/11/21 DENTCN# H R 
Office of Nuclear Reactor Regulation. Director i3pp 81203 176 
24X Flche 30-324. sa/H/21# 8311290107 


DOCKET 90-326 UN IV OF CALIFORNIA AT IRVINE RES REACTOR 


H, Oeneral correspondence 


6311000328 Requests all interested NRC branches be mailt awira of 
changes In mailing address for untv Mail continues to be 
sent to Old mailing address which delays Internal 
distribution 

LILLYMAN.W J California# Unlv of. Irvine# CA 03/10/31 
Division of Licensing Ip 21081 215 24X Flche 90-326# 03/SO/3 1 . 

0311000320 


0311010422 LER 03- 043/03L-0 on 031QD2# contro 1 rod drive accumulator low 
presture/h igh water level alarm annunciation received for 
control rod 46-39 Accumulator declared inoperable W/a3lO10 
1 tr 


PA8TVA.M J # DIETZ jC R Carolina Power 6 Light Co 
□ 'REILLY# J P Region 2. Office of Director 3pp 
Flche 90-329, 83/10/ IB, 6311010422 


03/10/10 
20973 325 


24X 


B3i 1010293 LER 83-04 B /0-3L-0 on 831009# fITOB suppression pool level 
indicator I-CAC-LR-’2602 indicated I- 1/2 inches lower than 
actual level Caused by loose negative input lead Lead 
connected to LR-JZ602! terminal block M/Q31019 Itr 
PASTVA# M J # OIETZj C R Carolina Power 6 Light Co 83/10/19 
O 'REILLY# J P Region 2. Office of Director 2flp 20992 356 
Fiche 50-325# 83/10/19. B3 1 10 10253 


24X 


0311010403 no 1-03-49 nongeqmetric reflectors discovered on loop A B 
welds Caused by i n tergrarvular stress corrosion cracking 
Indications will be repaired w/weld overlays 

DIETZtC R Carolina Power & Light Co 63/10/24 O'REILLY, J P 
Region 2# Office of Director Ip 20973 03S 24X 

Flche 90-329# 83/10/34# 831 1010403 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT# UNIT I 
F Security# medical# emergency it fire protection plans 


0311170119 Forwards IE Safeguards Insp Repts 90-327/83-19 it 
90-320/03-19 on 030911-19 it notice of violation Notice of 
violation St insp rept details withheld (ref 10CFR73 211 
LEM 16# R C Division of Project & Resident programs 03/IO/DJ 

PARRlBiH G Tennessee Valley Authority 2pp 21216 173 24X 

Fiche 50-327# 03/10/09,0311170119 


—6311170129 IE Safeguards Insp Repts 90-327/03-19 L 50-320/03-19 on 
B309H-19 Noncomp I iance noted failure to maintain Isoljtlflri 
zones clear of obstacles Details withheld (ref 10CFR73 21) 

MOORE# 0 E Region 2, Office of Director MCOUlRE.D R DivJilcn 
of Emergency Preparedness St Materials Safety 03/10/04 ]p 
21216 179 24X Fiche 90-327,03/10/0910311170119 


0311010206 Forwards Rev 6 to generic security personnol training it 
qualification plan Rev withheld 

MILLS# L M Tennessee Valley Authority 03/10/16 O'REILLV.JP. 
Region 2# Office of Director Ip 20976 242 24X 

Fiche 50-000,03/10/18,0311010206 
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S:3l4:i2<K)3&0 Gererlc Ltr Q3~33 bo aM licensees & applicants of nuclear 
pcwer reactors re NRC positions on certain requirements of 
Ajif R to lOCFRSO Svc list end 

ElSENHUFi-D O Division of Licensing 03/iO/19 Co-nso 1 Idabed 

Edison Co of Neu York, Inc Slpp 21114 329 24X 

FiChi 30-000. Q3/1 0/19^ 03 1 02003 A-2 


6311200074 Poruiards proposed rev to phijslCdl securitg plan Rev withheld 
dref I0CFR73 21) 

KILLS^L M Tennessee VaUeg Authority 03/10/20 Q'REILLV.J P 
Region S. Office 'Of Director Ip 21270 299 24X 

FiEhs 90-327. 83/10/2B« 631 1280074 


iwdeiie 1 -Pinding unlawful d i jcr imina 1 1 on 

evidence ^ awarding emplogee corapensatorg damage. 

Pi K V Circuit 03/02/10 

24X Ficho S0-327i B3/09/06, 031 I 3 {) 009 ij 


supported by 
llpp 21325 07) 


UBclfion finding utilauif 
c oeipensatery damages 

Court of Appeals Ath Circuit 
24)C Flche 30-327. 83/09/0^. 031 130009i> 


discrimination 


B3/02/10 


awarding empl'i^ee 
aopp 21325 03S 


stage documents & correspondence 


6311070087 Forward* generic procedures gcnerabion package for emergenug 
operating procedures, per Oenerlc Utr 82-33 (Suppl i to 
£0-0737) 

rlLLS.UH Tennessee Valleg Authoritg 03/10/31 ADENSAM, E O 
l,ic*Tiilng Branch 4 Ip 21059 269 24X Flche 90-000.83/10/31, 

6311070097 


Pltimn vr V vxup u I e r 1 1 1 Q inermal Compliance t 

ni ™??T ^ Sequoyah Nuclear Plant « EPA approval 

Or compliance method requested 

EL-AQHRY. M T Tennessee Vail eg Authqritg 83/10/14 TRAINA P J 
Environmental Protection Agency 2 p p 2) 192 2 ^ 24 X 

F i the 90-327,33/10/14. B3lUd>0 103 24X 


— 6311070)03 Generic procedures generation package for emergency 
operating proceduresA p er Generic Ltr 92-33 iSuppl i to 
h!i!jME0-0737J 

* Tennessee Valley Authority B3/10/3J 40pp 21059 270 24X 

Flche 50-000103/10/31,6311070087 


631l1S00b7 Acl receipt of 631014 ltr Informing NHC of steps taken to 
correct violations noted in JE Insp Repts 90-327/83-13 It 
50-328/83-13 

LEUIS.R C Division of Project h Resident Program* 63/11/03 
PARRJBjH 0 Tennessee Valley Authority Ip 21229 239 SAX 
Fichi 50-027.63/11/03.0311100067 


- 631 11601 10 ’’Validation of Computerised Th 
Sequoyah MucJear Plant " 
MCINTOSH, D A . JOHNSON, & E , SPEAKS, E B 
Authority UR28- 1 -4s-l 1 9 83/08/31 

Fiche 30-327,63/10/14,6311160106 


ermal Compliance & 

Tennessee Valley 
7app 2)192 221 


Plume 


24 X 


8311090339 DenUs 830906 request f 
response to Generic Ltr 63-28 re 
Salem ATHS events Info requested 
extant practical.by 83U05 
ADENSAM, E 0 Licensing Branch 4 
Valley Authority 3pp 21141 3! 
6311090359 


r extension to submit 120-day 
generic implications of 
should be submitted, to 

83/10/26 PARRia, HG Tenness 
a 24X Fiche 50-000.83/10/26, 


ae 


— 83LL1B0O74 Responds to NRC B3D913 ltr re violations noted in IE Insp 
flcrt* 50-327/83-13 30-328/B3- 1 3 Corrective actions 

requlreinents added to Implementing procedures to provide 
routine status updates to control room & supervisors 
KAlHHERiD S Tennessee Valley Authority 63/10/14 Q^RE1LLY,J P 
Region S, Office of Director Spp 21229 260 24X 

Fiche 90-327.83/11/03.6311100067 


— SSllieOOBO Forwards IE Insp Repts 50-327/03-13 4i 
830711-15 No noncnmp I lance noted Response due 
corrections to imergancg preparedness program 
6‘REILLV. J P Region 2, Office of Director 
PARRZSfH 0 Tennessee Valley Authoritg 2pp 
Flche 90-327,83/11/03.0311180067 


50-320/83-13 on 
in 30 days re 
def ic i enc i es 
03/09/ 1 3 

21229 268 24X 


— B3ltl90086 IE Insp Repts 90-327/03-13 li 90-328/83-13 on 030711-19 No 
nonconp 1 1 anc e noted Major areas inspected emergency 
preparedness exercise 

HLFFMAN.O H , STDDDART.P 0 Region 2, Office of Director 
JENKIND.O R Division of Emergency Preparedness L Materials 
Safety G3/O9/0B 13pp 21229 270* 24X Fiche 50-327, 83/11/03. 

B31I1G0067 


P*""!? ‘■‘r *“ 0 , oper.llnj poutr 

reactors «< applicants for OL re NUREO-0965, "NRC Inventory 

Inventory of Dams" for 


OL re NUREO-0965, "NRC Inventory 

of Dams Forwards NUHEO-0965 “NRC 

info only W/o enc I Svc list end 
EISENKUTiD 0 Division of Licensing 
Edison Co of Neu York* Inc t4pp 
Flche 90-000,83/10/31,6310310403 


03/10/31 
21184 OIS 


Consol idated 


8311070298 Foruardf respons 
mitigation sys pertaining 
conditions for equipment 
to CLA3IX code question e 
HILLB, L M Tennessee Val 
Licensing Branch 4 5pp 
831107025B 


B to 8300 1 B ltr re add! info on hydrogen 
to CLASIX code & environ 
survivability evaluation Response 
vpected by 840204 

ley Authority B3/11/01 ADENSAM. E 
21063 331 24X Flche 90-327,83/11/01. 


0311070494 Forwards responses to NRC 831011 ltr re TAVCO igniter teit 
program Program scheduled for completion by end of Nov 1983 
MILL8*L M TennessDB Valley Authority B3/il/01 ADEN3AM. E 
Licensing Branch 4 Spp 2i070 060 24X Fiche 90-327.83/11/01. 


S'311280'S13 Forwards proposed rev to physical security plan Rev 
ulthhild Cref 10CFR73 21 > 

MlLLS.L M Tennessee Valley Authority 83/11/03 O^REILLV, J P 
Region 2. Office of Director Ip 21200 278 24X 

Fiche 50-327,63/11/03.831 1200213 


p 3L 1170364 Act receipt of 631104 ltr informing NRC of steps taken to 
correct vlolatlone noted in IE Insp Repts 90-327/83-19 ■&< 

30-320/83- 1 9 

LEldlS.R C Division Of Project 6 Resident Programs 83/11/14 
PAARISjHG Tennessee Valley Authority Ip 21209 IJ4 24X 
Flche 30-327.83/11/14,631 1170364 


— &3l1t703ft9 Responds to NRC 831005 ltr re violations noted In IE Insp 
Repts 50-327/63-19 6 50-329/03-19 Corrective actions 
ktithheld <ref 10CFR73 21) 

HlLLSiL M Tennessee Valley Authority 03/11/04 O'REILLY, J P 
Region 2, Office of Director Ip 21209 115 24X 

Fiche 90-327*03/11/14.0311170364 


53 1 1 250323 Ac k receipt of 83DG02 L 1028 ltr* transmitting 830619 rev tc 
physicel security plan Changes consistent u/provlslons of 
10CFR90 sqipl acceptable 

LEM|9,R C Olvitian nf Project & Resident Programs 03/11/81 
FARRIS. H 0 Tennessee Valley Authority Spp 21288 897 24X 

Flih* 50-327,63/11/21.6311200323 


) Adjudicatory correspondence 


^311300096 Responds to FOIA request for four categories of documents ' 
promulgation of 820714 47FR304S2 final rule, "Protection of 
EapLoytes Who Provide Info " Forwards App A documents Matl 
1 I 10 available In PDR 

FELTON, iJ M Division of Rules and Records 03/09/06 NEUMAN, K A 
Delevoise t Liberman Spp 21324 321 24X Fiche 90-327,83/09/06. 

8311300096 


0311020091 Generic Ltr 83-39 to all licensees of operating reactors, 
applicants for DLs U holders of CPs re clarification of TMI 
Action Flan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
EiaENHUr, DO Division of Licensing 93/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21184 001 24X 

Fiche 30-000.03/11/02.8311020091 


8311190111 Forwards response to fFlC Q307GQ Generic Ltr 83-20, 
'■•nequlred Action* Dased on Generic Imp I icatlons of Salem 
ATW8 Events " Info provides statu* of util conformance 
tu/poeltions stated 

HILLS, L M TeTinessee Valley Authority 03/11/07 ADENSAM, E 
Licensing Branch 4 39pp 2U74 296 24X Flche 5 £>-327, 03/ U / 07, 

0311190111 


0311100297 Requests exten&ion of required completion date for 
qualification of Unit 1 safety-related electrical equipment, 
due tu pTocurement delays List of NUREC-O900J Category IV 
component* end 

MILL0. L M Tennessee Valley Authority 83/11/14 ADENSAM, E 
Licensing Branch 4 llpp 21228 310 24X Fiche 50-327. 83/ ) 1 / 1 4, 

0311100297 


0311300239 Application fop 
Of mods associated w/post 
w/NunEO-0737. Item I f B 3 
cards are in PDR Amend fe 
MILLS, L M Tennesfoe Val 
Licensing Branch 4 12pp 
6311300235 


amend to License* DPR-77 DpR-79 , c on* t *t ing 
-accident sampling. to comply 
W/lO oversire drawings Aperture 


05 end 
ley Authority 
21311 026 


83/11/23 ADENSAM, E 
24X Flche 50-327.83/11/23. 
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G Inspection reports, IE Bulletins U tor re spondenco 


8311170119 Fonuards IE Safejuards Insp Rapts 50-337/03-19 t< 
30-328/03-19 o»i 030911-15 «f notice of violation Notice of 
violation L intp rept details uith^eld (ref 10CFR73 21 > 

LEMfS, R C Division of Project & Resident Programs 83/10/03 
PARfiia, N G Tennessee Valley Authority 2pp 21216 173 24X 

Flche 30-327,83/10/03,0311170119 


—8311170125 IE Safeguards Insp Repts 50-327/83-19 & 50-320/03-19 on 
830911-15 Nonconip liancfl noted failure to maintain iBolatlon 
2 ones clear of obstacles Details uithheld Iref 10CFR73 211 
NOOREi D E Region 2. Office PF Director MCGUIRE, D R Division 
of Emergency Preparedness i Materials Safety B3/J0/04 Ip 
21216 175 24X Fiche 50-327,03/10/05.6311170119 


0300300797 IE Info Not ire 03-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants " 8vc Hit end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/21 Conso 1 i dated Edison Co of New 

York, Ire l37pp 21114 351 24X Fiche 30-000.03/10/21,030030079' 


8308310030 IE Info Notice 03-70, ''Vibratien Induced Valve Failure* '■ 
Gve list end 

JORDAN, E L Division -of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/23 Consolidated Edison Co of Neu 

York, Inc I17pp 21057 219 24X Flche 90-000, 03/10/23, 030B3 1003V 


0300300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Products 
Said By Ray Miner, Inc " Sve list end 

DEYOtINO. R C Director's Office, Office ef Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of Neu) York, me 

I79p^ 21070 170 24X Fiche 50-000,03/10/26,0300300799 


03U1BO105 Forwards IE imp Repts 50-327/03-20 & 50-320/83-20 on 
830927-30 No none omp I lanc e noted 

VERRELLI,D H Division of Project U Resident Programs 03/10/26 
PARRIS, H 0 Tennessee Valley Authority 2pp 21226 011 24X 

Fichd 50-327103/10/26,8311100185 


--0311100189 IE Insp Repts 50-327/03-20 tc 50-328/83-20 on 330927-30 No 
noncampllan.ee noted Major areas Inspected Independent insp 
ef for t, Inservlca insp review of procedures, data review 
{( evaluation tt IE Bulletin 79-13 

COtEY, J L Region 2, Office of Director BLAKE, J J Division of 
Engineering Operational Program* 03/10/21 9pp 21226 013 
24X Flche 50-327,03/10/26,0311180105 


8300310034 IE Info Notice 03-71, “Defect In Uoed-Beartng Uelds on 
Lifting Devices for Vessel Head tt Internals " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 6301031 83/)0/S7 Consolidated Edison Co of New 

York, Inc llSpp 21057 357 24X Flche 30-000,03/10/2710300310034 


0300310048 IE Irtfo Notice 03-72, “Environ Qualification Testing 
Experience “ &vc list end 

JORDAN, E L Division Of Emergency Preparedness U Engineering 
Reipanse (Post 030103) 03/10/20 Consolidated Edison Co of New 

York, Inc l3Jpp 21tS5,024 24X Flche 50-000. 83/10/201 03OB31OO4( 


6300310057 IE Info Notice 03-73, “Radiation Exposure From Oloves 
Contaml oateid N/U Daughter Product* " Sve 1 1 *t end 

PARTLOWi J Q Division of QA, Safeguard* tf Inspection Programs (Post 
&30103> 03/10/31 Consplidated Edison Co of N«w York, Inc 

lJ6pp 21134 240 24X Fiche 90-000, e3/|0/3l , 0300310037 


8300310076 IE Info Notice 03-76, “Rpactor Trip Breaker half unc tions 
(Undarvol fcago Trip Devices on GE Type AK-2-25 Dreakars) " 
gvc list end 

J DR DAN I E L Division of Emergency Preparedness l< Engineering 
Raspanee (Post D30103) 03/11/02 Consolidated Edison Co of No'j 

York, In< USpf 21914 024 24X Fiche 30-000, 03/ U / 02. 0300310076 


0306310073 IE Infn Notice 03-75, “Improper Control Rod Manipulation “ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Englnearlng 
Response (Post 030103) 63/11/03 Consolidated Edigon Co of Nau 

York) Inc il4pp 21513 253 24X Fiche 30-000,03/11/03,0300310075 


0311100067 Ack receipt of 031014 Ur informing NRC af step* taken to 
corrfcl violatlan* noted in IE Imp Repts SO-327/03-13 it 
90-323/83-13 

LEWIS, R C Division of Project & Resident Programs 83/11/03 
PARRIS. H G Tennetsee Valley Authority Ip 21229 299 24X 

Furha 30-327,83/11/03.0311100067 


— 8311100074 Responds to NRC 030913 Itr re violations noted In IE Insp 
Repts 30-327/03-13 4. 50-320/03-13 Corrective actions 
re^iul rements added to implementing procedures to provide 
routine status updates to control room L supervisors 
KAMMER, D S Tennossee VaUoy Authority 03/10/14 O'REIlL'V.JF 
Region 2. Office of Director Bpp 21229 260 24X 

Fiche 50-327,03/11/03,0311180067 


— 0311180080 Forujards IE insp Repts 50-327/03-13 4 30-328/83-13 an 
030711-15 No noncompliance noted Respansa due in 30 day* re 
corrections to emergency preparedness program deficiencies 
O'REILLY, J P Region 2- Office of Director 83/09/13 
PARRIS, H 0 Tennessee Valley Authority Spp 2122? 268 24X 

Fiche 50-327,83/11/03.0311180067 


—8311180086 IE Insp Repts 30-327/03-13 h 50-320/83-13 on 030711-15 N: 
noncomp 1 1 ance noted Major areas inspected emergency 
preparedness exercise 

HOFFMAN, O N , STODDART. P 0 Region 2, Office of Director 
JENKINS, (5 R Division of Emergency Preparedness l.Mat«rU1f 
Safety 03/09/00 iSpp 21229 270 24X Flche 50-327.03/11/03. 

0311100067 


0311100009 Ack receipt of 031101 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt* 50-327/03-10 k 
50-329/03-10 

LEWia.R C Division of Project 6 Resident Projrami 83/11/07 
PARRIS, H G Tennessee Valley Authority Ip 21225 208 24X 

Fiche 90-327,03/11/07.0311100009 


— 8311100006 Responds to NRC 831003 Itr re violations fiet*d in IE In** 
Repts 50-327/03-18 6 50-320/83-18 Corrective actions 
procedures Identified in review as needing double signoff 
verification will he revised by 031230 

MILLS. L M Tennessee Valley Authority 03/11/01 a'RElUYiJP 
Region 2, Office of Director 3pp 31225 209 24X 

Flche 90-327,03/11/07.0311180009 


—8311100013 Forward* IE Insp Repts 50-327/83-10 U 90-328/83-1(1 an 
030006-0905 6 notice of violation 

LEUI6, R C Division of Project U Resident Program* 93/10/03 
PARRIS. H Q Tennessee Valley Authority 2p p 21223 212 24X 
Fiche 50-327,03/11/07,8311100005 


— 8311100015 Notice of violation from Insp on 830006-0905 

« Region 2. Office of Director 83/10/03 Ip 21229 214 249 

Flche 50-327,03/11/07,8311100003 


—0311100019 IE ln*p Repts 50-327/83-18 30-323/63-18 on B3O0O6'O7O9 

Noncompliance noted portion of Unit 2 auxiliary fedduatir 
F-3~l42 loop callbr performed u/inadequat* procedure p«r 
NUREO-0737. Item I C 6 

FORD, E J , BUTLER, S D Region 2, Office pf Director JULjANiC A 
Division of Project !< Resident Programs 03/09/29 6pp 
21229 213 24X Fiche 50-327,03/11/07,0311100003 


6311010016 IE Info Notice 03-77, “Alr/Gat Entrainment Events RisuUinj 
in Sys Failures “ 3vc list end 

JORDAN, £ L Division of Emergency Preparedn*** & Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of N*« 

York, Inc U4pp 24X Fiche 30-000,83/11/14.8311010010 


8311170364 Ack receipt of 031104 Itr informing NRC of steps takin kd 
correct violations noted In IE Insp Repts 30-327/63-1? b 
50-328/03-19 

LEWIB.R C Division of Project U Resident Programs 03/l|./M 
PARRI0. M O Tennossee Valley Authority Ip 2120? 114 24X 

Fiche 90-327,03/11/14,0311170364 


—0311170369 Responds to NRC 031009 Itr re violations noted in 1€ ln*p 
Repts 30-327/03-19 «, 50-329/03-19 Corrective action* 
withheld (ref 1QCPR73 21) 

MlLLBrL M Tennessee Valley Authority 83/11/04 O'REILLY. J P 
Region 2, Offico of Director Ip 2120? 119 24X 

Fiche 50-327,83/11/14,6311170364 


0311010010 IE Info Noticp 03-70, "Apparent Improper Mod of Campenert 
Affecting Plant Safety " 8vc list end 

JORDAN, £ L Division of Emergency Preparedness b Engineer Irg 
Response (Post 030103) 03/11/17 Consolidated Edison Co of Nev 

York, Inc U7pp 21603 001 24X Fiche SO-QOO, 03/i 1 / | 7, ©3| IOIODI0 


n Periodic operating reports & related correspondence 


0311030076 Suppl to "Effluent Sc Waste Disposal Bemlannual Rept, 
Jul-Dec 1901 " 

< Tennessee Valley Authority 81/12/31 24pp 2J029 <M 6 24* 

Fiche 90-327,81/12/31.8311030076 



DOCKETED ITEMS 


173 


?3II03^01B1 Foru^rdfi- ' Ha 4 i o 1 ag i 1 Impact Assessmeat. " madVBrtsnt Ig 
an).tt«4 from 020223 ‘tffluent & Waste Disposal Somlatinual 
Rfpt ' Data on radioactive discharges for Jan-Uune 1901 
transmitted bg 01OG31 ifcr 

nlLLSpL H Tennessee V/aUeg Author itg 82/03/10 O'REILLY. J P 
Rejiiin S. Office of Oir^ctot Ip 21034 126 24X 

Fithi 50‘'327i 02/03/ lO. Q31 1030181 


031 1 170317 LER Qa-jaa/OtT-O on 031029- me orrec t valines noted ih reactLi 
trip Instnumcntatl on callbr proceduTet for overternp delta 
temp Caused bg personnel error Computer program corrected & 
Instruments recaltbi W/G31I07 itr 

KIRK-G Q - IIARDINO, M R > OREEfJ.H J Tenn«3see K/ailey Authority 

B3/11/07 O'REILUV. J P Region 2* Office of Director 3pp 

21212 210 34X Flche 50-3a7j 03/ 1 1 /07. 03 1 1 1 703 17 


--S31 lO-SOl'?? "Radiological Impact Assessment. 1901 " 

t Tennessee Valleg Authoritg 01/12/31 35pp 21034 127 24X 

PKhe 50-327182/03/10-0311030101 


a31i«l7O209 Mortblg operating repts for Sept 1903 W/031013 Itr 

hOBLES.L M . EDOtNOS. H G . DUPREE. D C Tennessee V/alleg Authority 
Q3/07/3D Office of Resource Management. Director 32p p 

21212 099 24X Flche 30-327.03/09/30.0311170285 


3 Repartable occurrences. LCRs 6 related correspondence 


B31ID10O9O Updated LEft 02-000/01 X-1 on 020708- Ulh i le in Made 1 at lOOX 
pouitr. < ontrcil h auiiliarg vent board IBl-D tripped Caused bg 
-Tailere -of control transformer to control bldg emergency 
preisur ( lat Ion fan due to improper sue fuse W/031020 Itr 
PDGEJIS-II B . HARDINQ.M R . OREEN. M J Tennessee ValUy Authority 
i83/l0/20 O'REILLY. J P Region 5. Office of Director 4pp 
20973 067 24XFiqhe 30-327103/10/20.0311010090 


0311010382 LER a3-J16/03L-0 on 830924. computer P-2S0 fal 1 ed. rendering 
reactor coolant subcoaling margin monitor inoperable Caused 
by power spike to disc due to bus transfers made in SOO-tW 
suilchgear Computer restarted W/031020 Itr 

ROGERS. H R , HARDING- H B . GREEN. H Tennessee Valleg Authority 
03/JO/2O O'REILLV. J P Region 2. Office of Director 2pp 
20979 223 24X Fiche 30-327.03/10/20,0311010202 


0311010092 LER 63- 1 SS/ODL-O on 030926. train A of auklliarg bldg gas 
ireateiint sys declarod inoperable due to control damper 
J -FCV-30''149 failing to operate Cause unknouin Controller 
replaced W/0310S1 Itr 

PDGERS. M R . HARDING, n R . GREEN. H J Tennessee Valley Authority 
83/10/21 O’RriLLY.-V P Region 2, Office of Director 2pp 
20977 laa B4X Flchs 50-327.03/10/21.0311010092 


0311010315 LER 03- 1 22/03L-0 On 830927. dur ing surveillance testing in 
ilcde I. diesel generator 2A-A declared inoperable due to 
failure to maintain load of 4.400 kW Caused bg faulty 
eielter iransfarrner Transformer replaced M/G3l02t Itr 
HOCERS. H n . HARDING. M R . GREEN. H J Tennessee Valley Authority 
03/10/21 O^BEILLY- J P Region 2. Office of Director 2pp 
20979 027 24X Fiche 90-327. 83/10/21. 831 i0l03l5 


8311010251 LER 03-12a/03L-0 On 030989, containment ventilation radiation 
rcritar l-nM-90-l06R for gaseous activity declared 
lb-operable Caused by hi^h radiation relay unplugged from 
tSTAina 1, Re lay reinstalled U/031OS4 

RQCERS.H R . HARDING. N R . GREEN. H J Tennessee Valley Authority 
93/10/24 O'neiLLY. J P Region 2. Office of Director 2pp 
20992 39B 24X Flcho 30-327.83/10/24.8311010291 


031 1170306 LER B3-137/03L-D on 031010 U 13. water discovered In diesel 
generator 2D-0 oil No cause found for first event Second 
event caused by leak tn lube oil cooler Cooler replaced 
11/031100 Ur 

KtBK, 0 P . HARDING, h H . GREEN, H J Tennessee Valley Authority 
83/11/00 O'REILLY J P Bogian 2. Office of Director 3pp 
21212 247 24X Fiche 50-327.03/11/06,0311170306 


G3L1170060 LER e3-134/03L-0 on 031015 19, reactor coolant subcooliny 

margin monitor for accident monitoring instrumentation 
declared inoperable due to loss of plant computer Computer 
failure caused by parity errors h vibration W/031)lO itr 
ROGERS. H R . HARDING, M ft Tennessee Volley Authority 03/11/10 
□ 'REILLY. J P Region 2. Office of Dtrectar 2pp 21216 099 24X 

Fiche 50-327.83/11/10.0311170060 


8311170073 LER a3-l39/03L-0 on 83101 5. pr imary containment internal 
pressure exceeded + or -1 3 psiy relative to annulus for 
approx 15 minutes Caused by failure to open exhaust fan 
suction isolation valve during valve lineup W/03UI0 Hr 
KIRK. 0 D , HAROING-M R . GREEN, H J Tennessee Valley Authority 
B3/11/10 O'REILLY. JP Region 2. Office of Director 2pp 
21216204 24X Flehe 50-327.83/11/50,3311170073 


9311170279 LER e3-l38/03L-0 on 031013* containment isolation valve 
l-FCV-43~64, steam generator bjewdown sample Isolation 
valve, dl scovered leaking Caused b-y broken bellouis Dellouis & 
bonnet assembly replaced 11/831110 Itr 

KIRK. O D . HARDING. H R , GREEN. H J Tennessee Valley Authority 
03/11/10 O'REILLY. J P Region 2. Office of Director 2pp 
21212 107 24X riche 30-327.03/11/10,0311170279 


0311220380 L^R a3-I36/03L-0 on 83i DIB, d i ese 1 generator 28-0 declared 
Inoperable due to loss of associated 125-volt dc battery 
bank Caused by cell 20 specific gravity b s 1 ou a i 1 auiab 1 e 
value Cell replaced W/B31US Itr 

green. H J * ROGERS. H R , HARDING. H R Tennessee ValUy Authority 
B3/11/19 O'flEILLV.J P Region 2. Office of Director 29 p 
21261 094 24X Piche 30-327.03/11/19.8311220300 


03112BO496 LER 03-I43/O3L-O on 931021 , rovl ow of surveiUaoce bests 
revealed that on 831006. tuas ts gas dacay tank H had high 
oxygen cone ontrat i on of 2 27 Caused by vol control tank 
returned to sve after being open to atnvosphere W/S3llia Itr 
KIRK.O D . HARDING. N R . GRE£N,H J Tennessee Valley Authority 
83/11/18 O'REILUV. J P Region 2. Office of Director 2pp 
21284 292 24X Fiche 50-027,03/11/10,6311260456 


DOCKET 90-389 BEQUOYAH NUCLEAR PLANT. UNIT S 
F Security, medical, emergency £t fire protection plans 


0311020329 LER a3~l26/03L-0 on 830926. dur Ing Ice condenser Insp.lco 
buildup discovered on intermediate deck dears Caused by 
humidity entering ice condenser Ice condenser Insp frequency 
increased W/831025 Itr 

KtRK.O B , GREEN.H J . HARDING. H R Tenneesee Valley Authority 
83/10/25 O'REILLY. J p Region 2, Office of Director 2pp 
21010 226 24K Fiche 50-327.83/10/29.0311020329 


B311170119 Foruards IE Safeguards Insp Repts 50-327/03-19 
50-320/03-19 an 03091 1-15 n notice of violation Notice of 
violation 6 Insp rept details withheld <ref lOCrR73 21) 

LEWIS, R C Division of Project t* Resident Programs 83/10/05 
PARRIS. H G Tennessee Valley Authority 2pp 21216 173 24X 

Fiche 90-327,83/10/05-0311170119 


6311070999 Part 21 rept re potential defect in replacement RlA rubber 
valve seat for 49-inch RlA containment purge valve Initially 
rtported on 831025 Buppl 1 er. Ouffalo Weaving L Del tthg, uit 1 1 
produce anvil seats using extruded preform 

WILSON. A K Henry Pratt Co 03/10/20 KEPPLER. J Q Region 3. 
Office Of Director 4pp 21065 267 a4X FUhe 90-000.03/10/28, 
03] IO70553 


6311070227 Updated LER 03-122/O3X-1 on 830927 h 28. diesel generator 
2A-A declared inoperable due to failure to maintain lead of 
4,400 kil during surveillance testing Caused by faulty 
exciter W/e31l01 Itr 

ROGERS. H R . HARDING. M R . GREEN, H J Tennessee Valley Authority 
B3/!l/0l □'REILLY. J P Region 2. Office of Director 3pp 
21062 313 24X Fiche 50-327.83/11/01.0311070227 


03ltO?O3O3 LEfI 03-14a/O3L'-O on 831007, w/unlt In Mode 1, plant procedorr 
Lilting safety-related snubbers 51-162 1 discovered not Ih 
agrermant in nom-ber ti/Table 4 7 9a of Limiting Condition for 
Operation 379 Caused by misinterpretation W/031104 Itr 
HARDING, M R . OREGN. H J Tennessee Valley Authority B3/U/04 
O'REIULV.J P Region 2. Office of Director 4pp 21105' 184 24X 

Fiche 90-327.83/11/04,8311090302 


—B3H 170125 IE Safeguards Insp Repts 50-327/83-19 U 50-328/63-19 Qn 
930911-15 Noncomp I I anc e noted failure to (naintaln Iso-latlon 
lOnes c tear of obstacles Details luLthheld <ref 10CFR73 2 1)- 
NOaRE. D C Region 2, Office of Director 83/10/04 Ip 
21216 179 24X Fiche 50-327. 03/ 1 0/09* 8 J1 i 1 701 19 


9311010206 FoTuards Re'./ 6 to generic security personnel training tt 
qualif icai I on plan Rev uithhcld 

MILL8.L K Tennessee Volley Authority 03/10/18 O'REILLY. J P 
Region 2. Office of nirector Ip 20976 242 24X 

Flcho 90-000,83/10/10.6311010206 


8310200362 Generic Ltr S3-33 to all licensees L applicants Of nuclear 
pouer raartors re NRC positions on certain requirements of 
App R to 10CPR5Q Sve list end 

EI8ENHVT.D O Dlvisjon of licensing 03/10/19 Consolidated 
Edison Co of Neu York. Inc 2)pp 21114 329 24X 

Fiche 50-000.83/10/19,9310200362 


B31i280D74 Foruards proposed rsv to physical security plan Rev ulthhe'a 
Iref 10CrR73 21) 

MILLB.L M Tennessee Valley Authority 03/10/20 O'REILLY.J P 
Region 2, Office of Director Ip 2127Q 259 2»1X 

Fiche 90-327. B3/10/2S 8311200074 
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83110700B7 Foruards ge-neri-t procedures gsner^fclon package ifor emergencg 
operating proi: edfurie i per Qenerlc Ltr 82-33 <8uppl 1 to 
NUReO-07371 

hILLSiL n TertneosBo Valley Authority B3/10/3t ADENSAMf £ 0 
Licensing Branch 4 Ip 01O3<? 269 24K Fiche 5a~0oa. B3/ 10/31. 

6311070097 


— 6311070103 Generic procedures generation package tor e-mergeneg 
operating proc edwr os. per Oeneric Utr B2-33 CQuppl 1 to 
MLWE0-O737) 

» Tennessee Valley Authority 03/10/31 40pp 21059 270 34X 

Ficho' 30-000. 63/10/31.8311070067 


B3111B0067 Act receipt of 831014 ltr informing NRC oi steps taken to 
correct vlalatlons noted In IE Intp Repts 50^327/63-13 fc 
50-328/83-13 

Lewia.R C Division of Project & Resident Program# 83/11/03 
PARRIS.H & Tennessee Valley Authority ip 21229259 24X 

Flche 50-327,63/11/03.8311160067 


— B3111B0074 Responds to iNRC 630913 ltr re violations noted in IE Insp 
Repts 50-337/63-13 & 50-326/63-13 Corrective actions 
Tciulrecnents added to implementing procedures to provide 
routine status updates to control room ^ supervisor# 

KAriMER. D 6 Tennesse* Valley Authority 83/10/14 O "REILLY. J P 
Region 2. QfFlce of Director Spp 21229 S60 S4X 
Fiche 50-327. 83/11/03. &31 1 180067 


— 6311160060 Foruierds IE Insp Repts 30-327/83-13 1> 50-328/83-13 on 
830711-15 No noncomplian.ee noted Response due In 30 dags re 
correction# to emergency preparedness program dePtctencle* 
a'REIULY. J P Region 2. Office of Director 83/09/13 
PARRIS. HO. Tennessee Valley Authority 2pp 2122? 260 24X 

Fiche 50-327.03/11/03.6311180067 


—6311180066 Ig Insp Repts 00-327/63-13 it 50-328/83-13 On 830711-15 No 
noncomp llanc e noted Major area# 1 nspected: emergency 
pr«paredne«s exercise 

KUFFMA^;. 0 N. Region 2. Office of Director 03/09/08 I3pp 
21329.270 24X Fiche 50-327.83/11/03,6311180067 


8311280213 Forwards proposed rev to physical security plan Rev 
withheld (ref 10CFR73 21) 

MILLS. L t1 Tennessee Valley Authority 83/11/03 O'REILLY. J P 
Region 2. Office of Director Ip 21280 276 24X 

Fiche 50-327.83/11/03.6311260213 


8311170364 Ack receipt of 831104 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt# 30-327/03-19 S( 
50-326/03-19 

LEWIE. R C Division of Project tc Resident Programs 03/11/14 
PARRIS. H 0 Tennessee Valley Authority ip 21209 114 24X 

Fiche 30-327.83/11/14.0311170364 


— 6311170365 Responds to NRC 631005 Hr re violations noted In IE Insp 
Reptf 50-327/63-19 fc 50-329/63-19 Corrective actions 
withheld <ref 10CFR73. 21) 

K1LL6.L M Tennessee Valley Authority 83/11/04 O'REILLY^JP 
Region 2. Office of Director Ip 21209 tlS 24X 
Fiche 50-327,83/11/14.0311170364 


0311260323 Ack receipt of 830602 li 1026 1 trs transmitting 830619 rev to 
physical security plan Changes const stent u/provlsl on# of 
10CFR90 S4Cp> ti acceptable 

LEtflS. R C Division of Project t. Resident Programs 83/11/21 
PARRtSrH 0 Tennessee Valley Authority 2pp 21289 297 24X 

Fiche 50-327.03/11/21,8311280323 


0 Adjudicatory correspondence 


8311300096 Responds to FOIA reyuest for four categories of documents re 
promulgation of B2G714 47FR30452 final rule, “Protection of 
Employees Who Provide Info “ Forward# App A document# Matl 
also available in PDR 

FELTON. J M Division of Rule# and Records 03/09/06 NEWMAN. K A 
Debevoise & Liberman 2pp 21324 321 24X Fiche 30-327.63/09/06. 

8311300096 


— B311300114 Decision finding unlawful discrimination supported by 
evidence b awarding employee compensatory damages, 
e U 9 Court of Appeals 6th Circuit 03/02/10 Jlpp 21323 071 
24X Fiche 50-327,83/09/06.6311300096 


— 0311300119 Declslofi finding unlawful d 1 ^crimination St auarding employee 
enmp cn I atory tfamages 

* U, S Court of Appeals 6th Circuit 03/02/10 EOpp 21325 085 
24X Fiche 50-327, 83/09/06. 03J 1300096 


P Operating license stage documents & correspondence 


0311160106 Forwards "Validation of Computerized Thermal Campliance 4 
Plume Development at Bequoyah Nuclear Plant '* EPA approval 
of compliance method requested 

6L-A8HRY, M T Tennessee Valley Authority 83/10/54 TRAINA.P 
Environmental Protection Agency 2pp 21192 219 24X 

Fiche 30-327,83/10/14,0311160108 


— 8311160110 "Validation of Computerized Thermal Compliance 6 Pita# 
Development at Sequoyah Nuclear Plant " 

MCINTOSH, D A . JOHNSON. D E . SPEAKS, E B Tennessee Valley 
Authority WR2e-l-43-l 15 83/00/31 78pp 21192221 24X 

Ficho SO-327. 63/10/14, 031 1 160108 


8311090355 Denies 630906 request for extension to submit ISO-day 
response to Generic Ltr 83-26 re generic implications of 
Salem ATUS events Info requested should be submitted, to 
extent practical, by 031105 

ADENBAM. E 0 Licensing Branch 4 03/10/26 PARRIS.HO Terinliiel 

Valley Authority 3pp 21141 358 24X Fiche 50-000,03/10/26, 

031 1090355 


0310310403 Generic Ltr 83-30 to all licensee# of operating power 
reactors 6 applicants for OU re NVRE0-0963t "NRC Inventory 
of Dams " Forwards NUREO-0965 "NRC Inventory of Dam#" for 
Info only W/o end 6vc list and 

EIB£NHUT,DG Division of Licensing 63/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21184 015 C4X 
Fiche 50-000,03/10/31.0310310403 


0311010102 Generic Ltr 83-37 to all PWR licensees re NUHEO-0737 Tech 
Specs Requests review of Tech Specs to determine conilftency 
itf/guldance In NUREO-0737 Response required within 90 dag# 
of receipt of ltr 6vc list end 

EI8ENKUT.DG Division of Licensing 83/11/01 Coniolldotid 
Edison Co of New York. Inc 22pp 21149 090 24X 

Fiche 30-000.83/11/01.0311010162 


6311070230 Forwards response to 630010 ltr re eddl info on hydrogir 
mitigation sys pertaining to CLA8IX code 6 environ 
conditions for equipment survivability evaluation Response 
to CLA8IX code question expected by B40204 

MILL9. L M Tennessee Valley Authority B3/U/01 ADENaAM. C 
Licensing Branch 4 Spp 21063 331 24X Fiche 50-327.63/11/0). 

6311070230 


0311070434 Forwardi responses to NRC 031011 ltr re TAYCO igniter tret 
program Program scheduled for completion by end of Nov 1983 
MILLS. L M Tennessee Valley Authority 03/11/01 ADEKBAH. E 
Licensing Branch 4 5pp 21070 060 24X Fiche 50-327.63/11/01. 

8311070434 


0311020031 Generic Ltr 63-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TH I 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHUT. 0 0 Division of Licensing 03/11/02 Consol idatad 
Edison Co of New York, Inc i6pp 21164 001 24X 

Flcha 30-000.03/11/02.0311020031 


0311150111 Forwards response to NRC 030706 Generic Ltr 03-26, 
"Required Actions Based on Generic Implications of 8alem 
ATW9 Events " Info provides #tatus of util conformance 
w/posltlons stated 

HILLS. L M Tennessee Valley Authority 83/11/07 AI>EN8AM,E 
Licensing Branch 4 39pp 21174 296 24X Fiche 50-327,83/11/07. 

0311150111 


6311160141 Informs of Intent to include eight fuel assemblies 
fabricated by British Nuclear Fuels Ltd in Cycle 3 Pellets 
will be sub to thermal stability test per Reg Guido 
1 126 Expeditious review to identify any concerns requested 
MILL6. L H Tennessee Valley Authority 83/11/14 ADENaAM, E 
Licensing Branch 4 2pp 21223 236 24X Fiche 50-328. 93/1 i/M. 

0311180141 


6311180257 Requests extension of required completion date for 
qualification of Unit i safety-related electrical equlpmint. 
due to procurement delays List of NUREG-OSBB. Category IV 
components end 

HILLB. L K Tennessee Val ley Authority 83/11/14 ADENSAH. E 
Licensing Branch 4 Hpp 21226 310 24X Fiche 50-327.03/11/14, 

8311100237 


6311300235 Application for amend tq Licenses DPR-77 t DPR-??. tonslstlnp 
of mods associated w/post-acc ident sampl ing, to comply 
w/NURE0-0737r Item II B 3 W/10 oversize drawings Aperture 
cards are in PDR Amend fees end 

MILLE. L M Tennessee Valley Authority 03/11/23 AOENeAll, E 
Licensing Branch 4 12pp 21311 026 24X Fiche 50-327.83/11/23, 

0311300235 
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H InipB^tton. te. Oulletlna h. coTrespon<iBncc 


nLCl70U9 Farwar4i IE Safeguards Insp Rupfcs 30-327/03-19 & 

50 320/03-19 DU a30*?1 I— notice of violation Notice of 
violation insp rept detaiU withheld (ref 10CFR73 21> 

L£H(S> H C ClviiLon of Project & Resident Projjrams 03/10/03 
PAflRiSiHO Tennesnee Valley Authority 2pp 21216 173 a4X 
Fiehe 5&-3a7. 03/ 10/03. Q31 I 1701 19 


B31 1170123 IC SafeQuartS^ Insp Repts 50-327/03-19 t, 50-328/83-19 on 
B309ti-J3 iiOTt c or^ip 1 1 on c 0 noted failure to maintain ifioJalJon 
Yonai clear of obstacloi Details withhold (ref 10CFR73211 
HOQRE. 0 e Region 3, Office of Director MCOUlRE, 0 R Division 
of Em^rponcy Preparodness 6 Materials Safety 83/10/04 Ip 
B121& 173 24X FJche 30-327,83/10/03-0311170119 


0300300797 IE Info NotlcG B3-&9* "Improperly Installed Fire Dampers 
It Nuclear Ppwer Plants. " Svc list end 

,/DRDANit: U Division of Emergency Preparedness & Enginseritig 
ReipansQ (Post aa01O3i 03/10/21 Consolidated Edison Co of New 
Yort. Inc I37pp ail 14 351 24X Fiche 30-000.03/10/21,030030079’^ 


— 0311180074 Responds to NRC 830913 Itr re violations nottd In IE Imp 
Rfpts 50-327/83-13 ti 30-328/83-13 Corrective actions 
requirements added to ioiplementlng procedures to provide 
routine status updates to control room t supervisors 
KAMMER.D 8 Tennessee Valley Authority 83/10/14 O'REILLY. J P 
Region 2. Office of Director Bpp 21229 260 24X 

Ftche 50-327.83/11/03,8311180067 


—0311180080 Forwards IE Inip R«pts 50-327/83-13 «• 50-329/03-13 on 
830711-15 No noncomp 1 iancs noted Rsiponsi due in 30 days r* 
corrections to emergency preparedness program deficiencies 
O'REILLY, P Region 2. Office of Director 03/09/13 
PARRIS. H Q Tennessee Valley Authority 2pp 21229 269 S4X 
Fiche 50-327,83/11/03,9311180067 


—8311180086 IE Imp R«pts 50-327/83-13 U 50-328/03-13 on 030711-15 NO 
noncompllance noted Major areas inspected emergency 
preparedness eiercite 

HUFFMAN, 0 N , STOOD AR T, P 0 Region 2, Office of Director 
JENKIN5,0 R Division of Emergency Priparednees & Materials 
Safety 03/09/08 13pp 21229 270 S4X Ftche 50-327,83/11/03, 
8311180067 


&3083}OD30 IE info Notice 03-70, "Vibration Induced Valve Failures " 
Svc 11 at one 1. 

JORDAN. E L Division of Emergency Proparedneis 6 Engineering 
Piaponao (Post 030103} 03/10/25 Consolidated Edison Co of New 

Yorl, In: H7pp 21057 219 24X Fiche 30-000,63/10/25,8308310030 


5309300799 IE QuLlotin G3-07jSuppl 1, "Apparently Fraudulent Products 
Bold Dy Ray HllUr, Inc " Bve list end 

DiEYOUNO. R C Director's Office, Office of InspBCtlon and 

33/10/2^ Consolidated Edison Co of New Yorkr Inc 

J79pp 21070 170 34X Fiche 50-000, 83/10/86, 8300300799 


eilllBOlDS Forwards IE ln»p Repts 50-327/63-20 & 50-328/83-20 on 
030987—30 No none omp 1 i ^nc e noted 

VERRELLI.D M Division of Project U Resident Programs 63/10/26 
PARRID.N 0 Tenneisoe Valley Authority 3pp 21226 011 S4X 
Flthe 50-327.03/10/26,0311100105 


-sail 100 1B9 IE Insp Repte 50-327/63-20 8< 50-320/63-20 on 830927-30 No 
noncompllance nofcod Major areas inspected Independent insp 
if f or tdnsarvi c e insp review of procedures, data review 
A evaluation 6 IE Dulletin 79-13 

COLEV, U L Region a. Office of Director DLAKE, J U Division of 
Englnaering & Operational Programs 83/10/21 9pp 21226 013 
24X Fiche 50-327, 93/10/26,6311 100105 


9JOa3lOOJ4 IE Info Notice 83-71, "Defect in Load-Pearing Welds on 
Lifting Devices for Vessel Head h Internals " Sve list end 
JOFIDANiE U Division of Emergency Preparedness U Engineering 
Riapfl-nse (Pnst 630103} B3/1Q/27 Consolidated Edison Co of New 

Ysri. Inc ll5pp 31057 357 24X Fiche 90-000,03/10/27,0308310034 


BStllBOOOS Ack receipt of B31101 Itr informing NRC of steps taken to 
correct violation* noted in lE Imp Repts 50-327/83-10 6 
S0-32B/83-IB 

LEWIS, R C Division of Project 6 Resident Programs 03/11/07 
PARRIS. K 0 Tennessee Valley Authority Ip 21225 208 24X 

Fiche 50-327. 63/ 11/07, 031 UB0005 


—6311180008 Responds to NRC 031003 Itr rt violations notod in IE Insp 
Repts 50-327/83-18 i* 60-328/03-10 Corrective actions 
procedures Identified In review as needing double tignoff 
verification will ha revised by 831230 

MILLS. L M TentiessBa Valley Authority 03/11/01 O'REILLY. J P 
Region 2< Office af Director 3pp 21225 209 24X 

Fiche 50-327,83/11/07.0311100005 


—8311160013 Forwards IE Insp Repts 50-327/83-16 «* 50-328/03-18 on 
830S06-090 5 & notice of violation 

LEWIS, R C. Division of Project tt Resident Progremi 83/10/03 
PARRIS, H G Ternesoee Valley Authority 8pp 81229 212 84X 
Fiche 50-327,83/11/07,0311100005 


— 8311180015 Notic* of violation from Insp on 630006-0903 

e Region 2, Office of Director 83/10/03 Ip 21225 214 24X 

Fiche 50-327,63/11/07,0311100005 


— 831 1100019 IE Insp Repts 90-327/03-18 (, 5O'3a6/03-l0 on 830806-0909 
Noncompllance noted portion of Unit 2 auilliary feedwater 
p-3«.j42 loop callhr performed w/inadequete procedure per 
NURBO-0737. Item I C 6 

F0RD»E j . BUTLER^S D Region 2, Office of Director JULIAN, C A 
Division at Project 8, Resident Propr^as 83/09/29. 6pp 
21229 215 a4X Fiche 50-32?, 03/11/07, 8311180005 


e7O[93lOO40 IE Info Notice 83-72, "Environ Qualification Testing 
Eiperlvnce " 8vc ll«t end 

JDADANi E L Division of Emergency preparedness €, Engineering 
Rtsponie (Post 630103} 83/10/28 Consolidated Edison Co of New 

YQTfc» Inc laipp ail 55 024 24X Fiche 50-000,03/10/28,8308310049 


8311010015 IE Info Watice 83-77, "Atr/Oas Entrainment Events Resulting 
In Sys Failures " Sve list end 

JORDAN, E L Divlsien of Emergency Preparednese *« EnsinSering 
Reiponte (Post e30t03» 03/ll/lA Camel idated Edison Co of New 
York, Inc ll4pp 24X Fiche 50-000, 83/1 1/14. 0311010015 


OlODdlOOSr IE Info Notice 03-73, "Radiation Exposure From Olovei 
Centaminated W/U DaughLar Products " 8vc list enCl 

PAitTLGW, J 0 Divielon of QA, Safeguards it Inspection Programs (Post 
03OtO3> 03/10/31 Consolidated Edison Co of New York, Inc 

L16PP 21154 240 24X Fiche 50-000,83/10/31.8308310057 


0308310076 IE Info Nofcicu 03-76, "Reactor Trip Breaker Malfunctions 
I Und ervol tag B Trip Davlces on GE Type AK-2-89 Breakars} " 

Sve list end 

JOtRDAN, E U Division of Emergency preparedness l< Engineering 
Reeponer (Post B30103}. 03/11/02 Consolidated Edison Co of New 

York, Inc ll9pp 21314 024 24X Fiche 50-000.83/11/02,8308310076 


0300310075 IE Info Notice 83-73, "Improper Control Rod Manipulation " 
8 vc lilt enc 1 

JORDAN, E L Division of Emergency preparodness Engineering 
nesponte (Post 030103} 83/11/03 Consolidated Edison Co of New 

YOrIcr Inc 1 14pp ai513 253 24X Fiche 50-000,03/11/03,8308310075 


831118006? Ack receipt of 631014 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/03-13 6 
SO-328/83-13 

LEWIS. R C Division of Project 6 Resident Programs 03/11/03 
PArRIOiM O Tannesseo Valley Authority Ip 21229 259 24X 

Fiche’ 90-327, 83/11/03, B31 1190067 


8311170364 Acit receipt of 031104 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 9O“327/03-19 Ic 
50-328/03-19 

LEWI9,fl C Division of Project 6 Resident Programs 83/11/14 
PARRI0»M 0 Tennessee Valley Authority Ip. 21209 114 24X 

Fiche 50-327,83/11/14.8311170364 


— 8311170365 Responds to NRC B3J005 Ur re violations noted In IE Imp 
Repts 50-327/63-19 6 50-329/83-19 Corrective actions 
withheld (ref 10CFR73 21) 

mills, L H Tennessee Valley Authority 83/11/04 O'REILLY, JP 
Region 2, Office of Director Ip 2t209 kl5 24X 
Fiche 50- 327,63/11/14,0311170364 


0311010018 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list end 

JORDAN, E L Division of Emirgincy Preparedness fa Enginitrlng 
Response (Post 0301031 83/11/17 Consolidated Edison Co of New 

York, Inc 117pp 21603 001 Z4X Fiche 50-000,83/11/17,8311010018 


R Periodic operating reports fa related correspondenc i 


8311030076 Buppl to "Effluent fa Hasti Disposal aemtannuel 
Jul-Dec 19BI “ 

e Tennessee Valley Authority 01/12/31 24pp 21029 
Fiche 50-327. 81 /lS/31. 831 1030076 


Rept. 

016 


24X 
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B311030181 Forijjflrds R ad 1 0 1 0 3 i ce I Impact Asaesafneiit, “ 1 na rf ve r t »nt 1 y 
omitted FroTi 820223 Effluent & Waste PUposal Semiannual 
Rept “ Data oTt radioactive dlsc^at'ffes For Jan-June I'?9l 
transmitted 910831 Itr 

MILLS, L rt Tennessee Vpiley Authority 82/03/10 P'pEILLYpJ P 
Region S:, Office of Director Ip 21034 126 34)( 

Flche 30'327- 82/03/ 10 831 1030iSt 


— B^tlOOOI^a "Radiological Impact Ass essmentp 19B1 “ 

e Tennessee valley Aufchoritg 81/12/31 3SPP 21034 127 24)( 

Fiche 30-327,82/03/10,8311030181 


0311170285 Munthli^ operating rapt*- for Sept 1983 W/a3loi5 Itr 

nobles. L M . EDDINOS, M O - DU.PREE. D C Tennessee Valley Authority 
83/09/30 Office of Resource Management/ Director 22p p 

2Sai2 099 24X Fiche 50 - 327 , 83/09/30. 831 1 1 70283 


a Reportable occurrences, LERs & related correspondence 


6311010071 LER 03-124 /03L-0 on 030925. c ondenser vacuum exhaust flow 
rate monitor failed Caused bg ou t-of-cal Ibr transmitter due 
tfl lero shift in output Transmitter recalibr Prevention of 
sanse line condensate buildup under study W/031O2J Itr 
ROGERS, w f? , HARDING. M R , GREEN/ H J Tennessee Valley Authority 
03/10/21 0'REILLy,J P Region 2. Office of Director 2pp 
20971 2B2 24X Fiche 30-328.83/10/21,8311010071 


8311010329 Updated LER &3-027/03L-1 on 030225. d i sc overed that 
containment pressure greater than -*-0 3 psi relative to 
annulus Caused by ruptured diaphragm in air regulator to 
pressurlipr PORV a-PCV-60-334 W/83I02J Itr 

KlRKiG 8 I HARDlMG.-n R , GREEN, H U Tennessee Valley Authority 
83/10/21 D'REILLY,J P Region S, Office of Director 3pp 
20979 233 24X Fiche 50-358. 83/ I<J /2 1 * B3l 10 1 0329 


8311030013 part 21 rep t re misloaded pellets in Sequoyah Unit 2 fuel 
assembly Initially reported on 031025 OC instruc tion re 
operations of gamma scan unit modified tt generic revieu of 
critical mfg tc QC procedures initiated 

RAHE, E P WestinghDuse Electric Carp 03/10/25 DEVOUNO. R C 
Director's Office/ Office of Inspection and Enforcement 3pp 
2102? 255 24k Fiche 50-328.83/10/25.8311030013 


8311070355 Part 21 rapt re potential defect in replacement RlA rubber 
valve seat for 48-inch RiA c ontain^nent purge valve Initially 
reported on 031025 Sup p 1 1 er . Duf f a i 0 leaving U Belting. uill 
produce anvil seats using extruded preform 

HltSON. A K Henry Pratt Co 83/10/28 KEPPLER. J G Region 3, 
Office of Director 4pp 2t06S 267 24X Fiche 50-000,^3/10/28, 

8311070555 


8311090266 LEfl B3-140/03L-L on 831 003. w/un 1 1 in refueling operations, 
discovered containment sump level channels LT-63- 176, -1 77 t 
-178 out of talibr Caused by air leakage around 0-ring seal 
on oil fillad ref leg of sense lines Id/83ll0t Itr 
RQOHRSi H R . HARDlNQ.h R , GREEN. H J Tennessee Valley Authority 
83/11/01 Q'REILLY/J P Region 2, Office of Director 2pp 
21099 046 24X Fiche 50-328,83/11/01.6311090266 


0311000143 PND- 1 1-83-087 on B3110'2i2B TVA employees contaminated by 
Rb'‘80 during degassing of vol control tank Incident occurred 
during shutdown for reactor coolant pump h valve repairs 
WRAY, J R , GIDSON, A F Region 2, Office of Director 03/11/02 
2pp 21071 357 24 X Fiche 50-328.83/11/02,8311080143 


8311090299 LER 63-J27/03L-0 on 83 1004. d I sc overed preseurlior safety 
valves 2-ttV-6e-563 - 365 not tested uithln setpoint lift 
setting limits Caused by valve spring relaxation Two valves 
replaced A one repaired W/S3I102 Itr 

KIRK.G 0 , HARDING, M R . GREEN,H J Tennessee Valley Authority 
83/11/02 O'REILLY, J P Region 2. Office of Director 3pp 
21105 215 24X Fiche 50-323/83/11/02,8311090299 


031 1090325 LER B3-1 41 /03L-0 on 8310'04. during shutdcun for fafuelitig, 
steam header pressure channel 2~PS-l-9 discovered out of 
cellbr Caused by instrument drift Loop racallbr hl/83l 102 
1 tr 

RQGER&i H n . HARDING, M R , GREEN, H J Tennessee Valley Authority 
03/11/02 □■'REILLY/J P Region S. Office of Director app 
21104 228 24X Fiche 50-326,83/11/02,8311090325 


8311090254 Updated LER 83-099/ 0<3X- 1 on 831000, five main steam line 
safety valves found uplift setpoints out of tolerance Caused 
by normal aging & ambient temp Valves adjusted, tasted & 
returned to svc W/a3ll04 Itr 

KIRKjG^ B , HARDING. M R , GREEN, H J Tennessee Valley Authority 
03/11/04 O'REILLY, J P Region 2, Office of Director ^pp 
21099 235 24X Fiche 30-328.03/11/04,8311090254 


8311090332 LER a3“132/03L-0 on 031 007, w/uni t In Mode 3. ttaan generator 
blaufdoEun liquid effluent radiation monitor declared 
inoperable Caused by failure to maintain adequate sample 
flou Change to HX expected M/B3li04 Itr 

ROGERS, K R , HARDING. M R , GREEN, H J Tennessee Valley Authority 
83/n/04 O'REILLY, JP Region 2, Office of Director 2pp 
21104 233 24X Fiche 50-328,83/11/04,0311090333 


0311170194 LER S3-130/03L-0 on 831009, one containment tump level 
channel 2-LT-63-177 declared Inoperable due to failing 
surveillance requirements Caused by air bubble in oil-ftllid 
ref leg Leg refilled H/831107 Itr 

ROGERS, H R , HARDING, H R , GREEN, H J Tennessee Valley Authority 
B3/11/07 O'REILLY, J P Region 2, Office of Director 2pp 
21216 014 24X Fiche 50-320,03/11/07.8311170194 


0311170371 LER B3-147/03L-0 on 031009, during Mode 3 operation, etese. 
generator level channel 2-LT-3-106 failed U declared 
inoperable Caused by personnel operating incorrect valve 
Drain line closed Individual counseled U/a31i07 Itr 
ROGERS, H R , HARDING, M R , GREEN, H J Tennessee Valley Aij-«-horily 
83/11/07 O'REILLY, J P Region 2, Office of Director 2pp 
21209 005 24X Fiche 50-328,83/11/07,8311170371 


0311170379 LER B3-127/03L-0 on 031010, loops 3 & 4 main steaiB line 
Isolation valves 2-FCV-1-22 & 29 mould not close Caused by 
hardened packing around stem Valve stems lubricated tc 
satisfactorily tested H/a311O0 Itr 

KIRK, 0 a . HARDING, M R , GREEN, H J Tennessee Valley Authority 
□3/11/08 O'REILLY, J P Region 2, Office of Director 2p p 
21200 097 24 X Fiche 50-328,83/11/00,8311170379 


B311170106 LER 03-1 44/03L''0 on 83101 i, during IB-month catlbr cf rtictpr 
trip sys 1 nstrumenta t i on, one channel of RCS ftou b poutr 
range neutron flux found out of tolerance Caused by 
instrument drift Channels recalibr W/031109 Itr 

ROGERS, H R , HARDING, M R , GREEN, H J Tennessee Valley Authority 
03/11/09 O'REILLY, J P Region 2, Office of Director 2pp 
21216 155 24X Fiche 90-320,83/11/09,0311170106 


0311170016 LER 83-131 /03L-0 on 831012, condenser vacuum eihau-st floj 
rate monitor failed to meet surveillance requirements Caused 
by condensate in sense lines giving flow transmitter high 
readings No further action required W/031110 Itr 
GREEN, H J I ROGERS, H R , HARDING. H R Tennessee Valley Authority 
83/11/10 O'REILLY, J P Region 2, Office of Director 2pp 
21216 086 24X Fiche 50-328,03/11/10,8311170016 


0311170275 LER 83-146/oaU-O on 831 01 2, pros sur 1 1 er level chanrels 
8-LT-6B-320 & 2-LT-6B~335 found out 0 # callbr during 
refueling operations Probably caused by instrument drift 
Transmitter recalibr & returned to svc W/B31110 J tr 
ROGERS, H R , HARDING, M R , GREEN, H J Tennessee Valley Authority 
03/11/10 O'REILLY. J F Region 2, Office of Director SpP 
21211 398 24X Fiche 50-328,83/11/10,0311170279 


0311170200 LER e3-l33/D3L-0 on 031012, aux i 1 i ary feedii/eter putrp dtclarcJ 
inoperable due to failure of automatic control valve 
2-LCV-3-196 to open on demand Caused by Incorrect air 
pressure supply regulator setting W/631110 Itr 

RQOERBi H R, HARDING, H R , GREEN, H J Tennessee Valley Authority 
83/11/10 O'REILLY, J P Region 2, Office of Director 2pp 
21212 105 24X Fiche 50-328,83/11/10,8311170280 


831128040? LER S3-14B/03L-0 on 831022, condenser vacuum eihautt flay 
rate monitor failed high h declared inoperable Caused by 
zero shift in transmitter butput of channel 2-FT-2-B97 
Transmitter recalibr it design change initiated M/B31110 Itr 
HARDING, M R , ROGERS, H R 1 GREEN, H J Tennessee Valley Authority 
83/11/10 O'REILLY, J P Region 2, Office of Director app- 
21285-182 24X Fiche 50-328,83/11/18,0311280409 


8311170066 LER B3-145/03L-0 on 03101 1 . d ur 1 ng refueling cycle 
aurvei 1 lance, steam generator level channels 8-LT-3-39 4c 107 
found out of callbr Probably caused by transmitter drift 
Transmitters recalibr W/B31109 Itr 

ROGERS, H R , HARDING, M R , GREEN, H J Tennessee ValUy Authcfity 
03/11/09 O'REILLV, J p Region 2, Office of Director 2pp 
21216 082 24X Fiche 50-328,03/11/09,8311170066 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A App 1 Icatlon/conetructlon stage documents tc correspondence 


8311300186 FOIA request for records on 830615 briefing of 
Commissioners re facilities 

GARDE, B P Government Accountability Project 83/08/09 Offlci 
of Administration 2pp 21324 252 24X Fiche S0-3a9r 83/08/09- 

0311300186 



DOCKETED ITEMS 


177 


^31^190316 Responds to FQIA request for documents re Caseload Forecaefc 
I’anel 830419 mtetlng Forwards App A documents Document 3 
antlrelg withheld i(ref FOIA Exemption 3> 

FELTOW- ‘J M Division of Rules and Records 83/0B/09 0ARDE< B P 
ttovrrn/nent Acc puntab 1 llty Project 4pp 81116 001 84K 

Flche 30-389< 63^08/09. 0310190316 


— 0210130691 Requests caseload panel visit Visit should Include 
assesiment of schedules for remedial soils activities 
EISFHHUT.D O Division of Licensing 02/09/23 BASSETT. H S 
Division of Data Automation C< Management Information 6pp 
21116 359 24X Fiche 30-329.03/00/09,8310190316 


— B304S0Q0B3 Submits dailg highlight for B30412 Const estimates revised 
Const completion scheduled for Unit 1 by Feb 1989 6 Unit 2 
by Oct I9B4 Commerc ial operation dates are Feb 1969 for Unit 
a & May 1989 for Unit 1 

HOOD. D Licensing Branch 4 83/04/12 DENTON. H NRC - No 

Detailed Affiliation Given 5pp 21117 175 2AX 
Fiche 50-339,03/00/09,8310190316 


— S311090064 Dlscuases Caseload Forecast Panel estimate of const 
coflplitlon schedule per 030419-21 meetings Addl time beyond 
Second Quatter 19B'6 required to complete Unit 2 const 
NQ^AK.J NRC - No Detailed Affiliation Given 03/05/17 COOK. J 
NRC - No Detailed Affiliation Given Bpp 21116 053 24X 

Fiche 50-339. 83/00/09.8310190316 


— 0311090067 Draft oummary of 830419-21 meetings w/util, Bech t»l 6 NRC 
CaselDad Forecast Panel re const completion schedules Const 
COApletion dates of Oct 1984 6 Feb 1905. for Units 1 6 2, 
respectively, anticipated 

HOOD, D NRC - No Detailed Affiliation Given 03/05/16 NRC - 
N« DetaUed Affiliation Given 174pp 21116 060 24X 

Fiche 50-339.83/08/09.8310190316 


— 831J090069 "Test Program Status 8f Rev 12 - Test Schedule 

a Carolina Power it Light Co 03/04/12 ll7pp 21116 242 24X 

Fiche 50-339.83/08/09.0310190316 


—8311090079 Agenda for Caseload Forecast Penel 830419 tt 21 meetings 
u/uti 1 in hidland.lil to discuss const completion schedule 
Vieugraphs end 

* NRC - No Detailed Affiliation Given 03/04/19 NRC >> No 
Detailed Affiliation Given 3lpp 21117 ii9 24X 
Fiche 50-339,83/08/09.0310190316 


6311090001 Foruards news release ri facility const schedule 
COOK. R NRc - No Detailed Affiliation Given 03/04/13 
Lavei.ACEiN NRC - No Detailed Affiliation Given 3pp 21117 169 
24X Fiche 50-329.83/00/09.8310190316 


--Q311D9D090 Notification of canqelation of 630311 meeting u/util In 
Bithesdar MD 

HERMAN. R N Licensing Branch 4 03/03/11 ADENSAM. E 0 

Licensing Branch 4 2pp 21118 021 24X Fiche 50-329.63/00/09. 

8310190316 


— 8311090091 Forwards Form ElA-254i "Quarterly Progress Rept on Status 
nl Reactor Const*" for period through 821231 Supporting 
dacuaientation enc 1 

MOLLENKOPFiA R Consumers Power Co 03/03/04 CLARK. R 0 
Energy. Dept of 4pp 21110 023 24X Fiche 50-329.03/08/09. 

8310190316 


— 8311090115 Forwards news articles re layoffs at facilities 

CODK.R Director's Office. Office of Inspection and Enforcement 
82/12/03 KDDDj D NRC - No Detailed Affiliation Given llpp 
21118 043 24X F i c he‘ 50-329. 03/08/09. 8310190316 


— &3LI09Q11B Bubmits dally highlight for 031109 Present eitlmates of Jul 
1993 for cbmplatlon of const for Unit 2 may not be met 
because of delays in starting const of remedial soils work 
HOOD. D Licensing Branch 4 02/11/10 DENTON. H . CASE.E . 

PURPLE. R NRC - No Detailed Affiliation Given Spp 21116 062 
24X Fiche 50-329* 83/08/09.0310190316 


— &3tia?0138 Forwards Midland Dally News article re pipefitters 
ratification of new contract at facllltlas 

COOK. H Director's Office. Office of Inspection and Enforcement 
93/00/09 HaaD*D NRC - No Detailed Affiliation Given 2pp 
21118 103 24X Fiche 50-329.83/00/09.0310190316 


— 8311090143 Rev IS to planning schedule 

a Consumers Power Co 83/04/S0 52pp 21110 109 24X 

F 1 th e 50-329 , 03/0 8/09. 03 1 0 1 903 1 6 


□311040117 Partial response to FOIA request for documents re 
consideration of TEflA Carp independent design h const 
verlf icat loti program as one of pilot progi ams under Bcctlon 
13 of Public Law 97-415 Forwards App A documBUts 

FELTON. J M Division of Rules and Records 83/06/25 GARDE. D P 
Government Accountability Project Ip 21058 134 24X 

Fiche SO-329. 83/08/25.031 1040117 


— 8311040125 Submits proposal to prepare Itr to TERA advising that NRC 
believes meeting w/util & consultants on substantive matters 
applies to discussion on confirmed items Future meetings 
should be subj to protocol Audit of records needed 
HOaO. D 0 Licensing Branch 4 83/06/30 NDVA|<.. T M NRC - No 

Detailed Affiliation Given Bpp 21058 159 24X 

FlChc 50-329. 63/08/25. 831 J04DI 17 


— D311040L27 Confirms commitment to J Taylor of IE to utiHie Indepefioent 
design & const verification program, currently being 
performed by TERA Corp on facilities as pilot programs 
Discussion initiated u/TERA to modify program- 
EIBENHUT. D 0 Division of Licensing 82/08/25 COOK, J H 
Cotisumers Power Co Ip 2105B 171 24X Fiche 30-329.83/00/29. 

8311040117 


G311300187 Responds to FDIA request for records on 030615 briefing of 
CofflmlBS toner s re facIlltiaB Forwards App A documents 
Documents also available in PDR App 8 document withheld 
<rof FOIA £semptlon< 5) 

FELTON. J M Division of Rules and Records 83/09/12 OARDE. D P 
Government Accountability Pro>ect 4pp 21324 254 34X 

Fiche 50-329, 83/09/12, 8311300187 


—0311300195 Handwritten notes from 830615 meeting 

A8SEL8TINE, J K Commissioners 83/06/15 3pp 21324 238 24X 

Fiche 50-329.03/09/12.8311300107 


— 6311300385 Forwards vieugraphs used at Commission 830615 meeting 
Certificate of 8vc end 

BTUCKV. 8 H Docketing it Services Branch 63/06/27 NRC - No 

Detailed Affiliation Given 9pp 21324 310 24X 

Fiche 50-329.03/09/12.0311300107 


6311170301 Confirms transmittal of controlled copies bf listed PQCl 
fc/or changes to S1,W 

PUCCI. J A Consumers Power Co 83/09/15 DARANOU.S Stone & 
Webster. Inc Ip 21212 307 24X Fiche 50-329r 83/09/ I ». 831 1170301 


8311300217 Final response to FOIA request for documents re 830619 
briefing of NRC Commissioners concerning facilities Foruards 
App A documents info also available in PDR 

FELTON. J M Division of Rules and Rec-ords 83/09/30 GARDE, B P 
Government Accountability Project 2pp 21324 063 24X 

Fiche. 90-339. 83/09/20. 0311300217 


— 0311300222 Forwards comments & corrections to 830616 testimony befoi r 
House Subcommittee on Energy & Environ re QA at facilities 
HEPPLER*J 0 Region 3i Office of Director 03/07/20 KAMMERER. C 
Office Of Congressional Affairs 2pp 21324 067 24X 

Fiche 50-329,03/09/20,8311300217 


— 0311300224 "Midland Summary Rapt " 

» Consumers Power Co 83/09/20 14pp 21324 070 24X 

Fiche 50-329,03/07/20.0311300217 


831108011) Confirms transmittal of MPOAD (balance of plant) Inspector 
records computer printout Printouts Include tral nl ng, esams, 
performance demonstrations U cert i f Icat 1 ons 

BOTlhER. L Consumers Power Co B3/D9/26 DARANOW. 0 Stone t< 

Webster Engineering Corp Ip 2L071 348 24X Fiche 50-329, 

03/09/26. 631 lOBQl 1 1 


B311290163 Confirms transmittal of controlled copies of PQCIs. 
consisting of Rev 6 to E-1 60tRsv 13 to C-l SD.Rev 7 to 
C-1 60 & Rev 7 to E-6 10 

EWERT.O F . PUCCI. ^ A Consumers Power Ca 83/09/26 BARANOW, 0 
Btone it Webster, Inc Ip 21305' 216 24X Fiche 90-329,93/09/26* 

8311290163 


831129-0310 Confirms transmittal of controlled copies of PQCI 2</ar 
changes 

PUCCI. J A Consumers Power Co 83/09/28 QARANaW, 8 atone U 
Webster. Inc Ip ?1302 118 24X Fiche 50-329.83/09/20.8311290310 


0311010143 Confirms that util will adopt protocol governing 
communications for S&WI Independent third-party overviews 
provided in 830915 Itr 

COOKrJ U Consumers Power Co 83/09/30 KEPPLER, J C Region 3. 
Office of Director. 2pp 20977 342 24X Fiche 50-329.83/09/30. 

B31 1010143 
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E33J10G0115 Confir<n« transmittal of MPQAD ibalance of pla-nt) inspector 
record computer printouts Printouts include train ing* o x ams. 
performance dejiionstra 1 1 on 5 Ic certifications 

DDriHERpL A Consumers Power Co S3/t0/17 BAR A NOW, 9 Stone t 

Webster Engineering Carp ip 3l07i 349 B4X Fiche SO-329, 
03/10/17, 03L1OBOH3 


0311020393 Confirms transmittal of controlled copies & diangea to 
listed PCOl 

PUCCI, J A Consumers Power Co 03/10/21 pARANOVi, J Stone 8 f 
Wetster. inc Ip 210J4 031 24X riche 30-329,03/10/31,0311020393 


63lJ0BO39t Forwards ‘'Evaluation of Change U Nonconf o-reianc e Documents, 
Independent Asaesament of l/nderp 1 nntng " 

LUCKS. A S Stone & Webster, Inc 83/i0/31 COOK,R NRC - No 

Detailed Affiliation OJven Ip 21076 131 34X 

Fiche 50-329.03/10/31,0311090391 


— 6311000390' "Evaluation pf Change & Nonconformance Document s, Indep endetit 
Assessment of Underpinning " 

» Stone U Webster, Jnc 03/10/31 33pp 3107B 122 24X 

Fiche 30-329,83/10/31,0311000391 


03110303^0 Forurards summarv of remedial soils const campletlon 
pragrarn 031013 mnnthlg th i rd'-partg assessment meeting re 
status of Independent assessment of underpinning t. remedial 
soils work 

ANORUGDpA P 0tane b Webster, Inc 03/10/34 IIARRIRON, J J Region 
3, Office of Director lOpp 21010 106 24X Fiche 50-339,03/10/34, 
0311020350 


6311080289 Canfirme tra-nsmlltal af three computer printouts containing 
i-nfo on NPOAD balance of plant inspector records Printouts 
cover all train Ing, exams; per farmance demos Si 
cer tif I cations 

OOTIHER.L A Consumers Pouter Co 03/10/34 DARANOW. 8 3tane & 
Webster Engineering Corp Ip S1O70 332 24X Fiche 30-329, 

□3/1 0/24 . 0311 OBOS a? 


0311020173 Confirms transmittal of controlled PQCls & changes to 8trW as 
listed 

EWERT.O F , PUCCI, J A Consumers Power Co B3/10/25 DARANOW.S 
Stone <€ Webster, Inc Ip 31011 ISO 24X Fiche 90-339,03/10/29, 
0311030173 


C3110P0363 Responds to util proposal to vent reactor vessel head per 
lOCFRSO 44 ProposDd bead design vent unacceptable Analgsis 
must prove that steam vented from head will not affect core 
cooling by natural circulation 

NOVAK, T H Assistant Director for Licensing B3/10/S9 COOK, J W 
Consumers Power Co 3pp S1049 292 24X Fiche 90-329, 03 /1 0/29. 

□311030363 


031O3IO3I I A-uthorliBS critical Temedlal ooll* wort activities for 
Nov 1903 

HARRISON, J vl Region 3, Office of Director 03/10/26 QUAMME,D L 
ConsumBrs Power Co 2pp 30961 160 24X Fiche 90-329,03/10/26, 

0310310311 


0311020434 Confirms dlscuaslons between HL Bupp»0D Turner U R Scallon 
re requests for listed Zack OA manual U draft program 
documents to evaluate past welding to photon procedures 
LCDNARD.H P Consumers Power Co 03/10/26 BARANOW, 8 . Stone it 
Webster, Inc Ip 21014 293 e4X FI che 90-329. 83/10/26, 031 1020424 


□311020397 Forwards affidavit U resume of RL Lgkens Likens ul)l supp 1 
independent assessment team 

LUCKS, A 8 Stone Webster, Inc 03/10/27 HARRISON, J Region 3, 
Office of Director iP 21010 060 24X Fiche 90-339.03/10/27, 

0311030357 


--031 1020360 Affidavit of RL Lykens 

LYKEN 81 n L stone & Webster Engineering Corp 63/10/81 9pp 
21010 061 24X Fiche 90-329,83/10/87,8311020397 


G3110903BB Forwards listed Bechtel Itrs S, Rev J to "Program to Evaluate 
Past Welding to Photon Procedures, “ per RD Turner/J Barr 
discussion W/a enc 1 

WaaD,J L , LEONARD, H P Consumers Power Co 03/10/87 BARANOW, 0 
Stone & Webstar, Inc Ip 21103 106 34X Fiche 90-329,83/10/37, 

0311090300 


8306310059 Board Notification 83-163 forwards Info re util 031005 stop 
work order on seismic Class J pipe banger it enubher 
activities t< layoff of 132 craft U support personnel 
NOVAK, T t 1 Assistant Director for Licensing 63/10/28 Atomic 
Safety and Licensing Board Panel 3pp 21014 333 24X 

Fiche 30-329. 83/10/88, 0300310099, 


— 8311030378 Submits nett, info & matl relevant to OH/OL pnoceedlrfs r* 
licensee 831003 decision to stop all Class I saf e iy>r » 1 a ed 
pipe hanger 6 snubber activities Deficiencies noted In 
welding bolting for hangers Retraining program expected 
WARNlCK,n F Region 3, Office of Director 03/10/17 
ElBENHUT. D Q Division of Licensing Ip 21014 336 34X 

Fiche 90-329,03/10/20,8308310099 


B31102016B dubmlts synapsis of orpanliation changes requiring rev to 
OA Topical Rept CPC-i-A Rev 19 to rept In approval cycle 6 
will be issued for review by 031119 

CRHARDT.R J Consumers Power Co 03/1O/2B DENTON, H R OffUs flf 
Nuclear Reactor Regulation, Director 9pp 21011 t51 24X 

Fiche 50-329,03/10/28,8311030168 


0311020429 Responds to 831104 Itr re followup meeting u/Caifloed 
Forecast Panel on schedule for completion of plant Nsu 
schedule far Unit 3 will be submitted in early 1964 
COOK, J W Consumers Power Co 83/10/30 DENTON, H R DffUe cf 
Nuclear Roactor Regulation, Director 3pp 21014 305 34X 

Fiche 50-329,03/10/28,0311020429 


8311070308 Responds to 831012 request for CCP training pTogram far tils 
mgt ofc staff info Training program currently being 
formal lied 

OOAMNE, D L Consumers Power Co 03/10/20 BARANOW, S W Gtone i, 
Webster, Inc Ip 31063 141 24X Fiche 50-329, 03/]O/Sfi. D311070J>|'1 


0311100396 Forwards addl Info re NRC independent confirmatory piping 
analysis, including revised hanger isometric hanger detiil 
drawings 6 revised Bechtel specs W/one oversiie drawing 
Aperture card Is available In PDR 

ERHARDT,R J Consumers Power Co 83/10/28 DENTON, H R Offics oF 
Nuclear Reactor Regulation, Director 3lpp 21127 003 84X 

Fiche 50-329,03/10/28,8311100256 


— 8311100299 Rev 2 to "Design Spec for Nuclear Sve Piping for CPC, 
Midland Units 1 S< 2 " 

» Bechtel corp 83/05/09 93pp 21127 033 24X 

Fiche 90-329,83/10/28,8311100236 


— 8311100260 Rev 6 to "Design 8 pec for Component Support* for Huciiir 
8 vc Piping for CPC, Midland Units 1 8 , 2 " 
s Bechtel Corp 83/09/12 22pp 21127 063 S4X 
Fiche 90-329,83/10/28,8311100256 


— 0311100263 Rev 24 to "Piping Clast Sheets for CPC, Midland Units l t 
3 " 

* Bechtel Corp 83/09/10 76pp B1137 039 24X 

Fiche 90-329,83/10/38,8311100296 


—8311100264 Rev 19 to "Piping Class Summary Sheets for Midland kinlli 
1 Ic 2 " 

« Bechtel Corp 83/09/16 141Bpp 21127 161 24X 

Fiche 90-329,03/10/28,8311100296 


—0311100366 Rev 8 to "Insolation Schedule for Midland Units I it 2 * 
* Bechtel Carp 83/02/18 I9pp 21131 139 24X 

Fiche 50-339,83/10/38,8311100296 


— 831U00267 Rev 9 to "Spec for Earthquake Resistance Deiifln of 
Equipment Located In Reactor Bldg for CPC, Midland Units 
1 l< 2 ■* 

s Bechtel Corp 83/06/34 I84pp 31131 l9B 34X 
Fiche 90-329,83/10/28,8311100396 


— 8311100270 Rev 2 to Procadure BHNP-20004, "Functional Spec for rCS 
Displ acements, 8 ei smlc Response Spectra & LOCA Dlsplac tnent 
Time Histories " 

a Babcock ^ HUcox Co 8S/11/04 59pp 21131 382 24X 

Fiche 90-329,83/10/38,8311100296 


8311040070 Discusses 831029 meeting w/utU in Bethesda, MB re NRC 
perception of need to include independent audit of utll mgt 
as part of corrective actions program Vtll given opportunltv 
to state position re violation of ASLB 020430 order 
KEFPLER, J Q Region 3, Office of Director 83/10/31 Region 3, 

Office of Director 2pp 21091 030 24X Fiche 30-339,83/10/31, 

831 1040098 


8311070366 Forwards remedial soils work activity list for Nov 1983 I 
siipplemonta 1 work activity list for Dec 1983, per ASLD 820400 
order Review, comments l( author! latlon requested 

MOONEY, J A Consumers Power Co 03/10/31 HARRISON, J J Ragion 3 
Office of Director 20pp 21063 033 24X Fiche 50-329.83/10/31- 

8011070366 
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)M07CJSB2 Forua»>ds summary of concept of reactor monitoring oys 
Aithado logiy designated fined margin Tech Spect to he 
^liEUised at 831113 niBfftiTig In Na ah i ng ton. DC 

EfiKA!^DT*R O Condymer^ Poiuer CO Q3/l0/3i DENTQNi H ft Office of 
HjCJfar Raactov RdgoUtlon* Director SOpp 2J066 lOO 841f 
Fict* 50-3E9. 05/10/31,0311070502 


®3'1‘= 1 OtW l„ 

1 i Tech Spec limit methodologu to 

Mil lFR S f methodology Agenda end ’ 

MILLER, M A Ulcenaing Branch A 63/11/00 ADENBArti E 0 Llcenilni} 
ranc 4 5pp ai 183 179 2AX Flche 50-329> 03/ U /09, 03 U 140392 


J11UM37 Conflrma tianfmlttal of Hated controlled copies of PQCls 
g/ar fAangea to POCU 

PUttCl^'J A ConsufUer* pohier Co 03/10/31 QARANaW. S Btone & 
ITeHt^Td Inc ip 2U4B 232 24X Flc he 50-329, 03/10/31 . 03U MOOS? 


fo^DllDS-E ^ e. condolTfe clbler'^"' 

Co 83/11/00 HAftRlsDN,J J Region 3, 
21335 054 SAX Fich^ 50-329,93/11/08. 


)ll]4032^ Approves B30'?0f» regueat for extension to respond to Generic 
Lip 63-28 re imp 1 icet 1 ona of Qaiam ATWS event* Supmittal 
dati for l20-(lay retponae la 040401 

ADCKSAM.E 0 Licencing Branch A B3/10/31 COQH, J u Consumers 
fBuir Co 4.pp 2U66 366 24X Fiche 50-329.83/10/31,8311140335 


LEORADd,? H d ifOODp J U Conaumera Pouer Co 
Stone Sc tlebster, inc Ip 2l2i5 177 
□311170149 


03/11/0? BaRANOW, S 
24X Flche 50-329.03/11/09* 


111030145 PorufArds ^udit repta Sc other documents recently Issued by 
QA dept Related correipondenca 

SRUt^iEft.J E Conautners Poiuor Co 03/1 1/04 BECHHOEFER, C * 
HARBOJift^J , COWANdF p Atomic Safety and Licensing Board Panel 
445pp 21039 024 24X Fiche 50-329. B3/M /Ol, 031 1030143 


83112Q0493 ConfiTma transmittal 
chanjp^e ta S&W. aa Hated 
EWERT, o F Con Sumer 4 Fowar Co 
Hobatar* Inc ip 21234 291 


of controlled copies pf PQCI t,/or 

63/11/09 BABANOW.S Stone t 
34X Fiche 50-329. 03/1 1/09. B3US80453 


IJtOQiO'234 forward* Summary of 831020 meeting re indepcndont design it 
Esnsi verlfl cation program 

LEVUi-H A TERA Corp 03/11/01 KCPPLeR. J 0 Region 3. Office of 
Director ElSENHUT.D 0 DivUlon of Licensing COOK. J M 
Cenaumera Power Co I4pp 21000 1 76 a4X Fiche 50-329,03/11/01, 
B31J0Q0234 


miOOlll of 830824-85 task force site visit ui/DNL, util, 

Bifhtsl.TERA Corp. Structural Mechanics Aaaoc tc Portland 
Ciaint Assoc re diesel generator bldg Agenda ft vlewgraphs 
escl 

KILLERiM a Licensing Branch 4 03/U/Ol Licensing Branch 4 

143PP 21 ISO 100 24X Fiche 50-329,63/11/01,8311100111 


1U70L48 Conflrns transmittal of three computer printouts containing 
Info an hPOAD balance-oF-plant inspector recoids 
BDTIIAER.L CtnaumSTS PQuiaT Co B3/M/01 DARANQW, 8 6ton« it 

Ufibster EnglnesTlng Corp ip 21815 174 84X Fiche 50-3294 

aj/M/OM0311l7Ol4d 


11520091 Oanerlc Ltr 83-35 to all licensees of operating reactors, 

applicants for OL* I. holders of CPs re Clarification of TMI 

Action Plan Item 1 1 K 3 31 Submittal of bounding 

lemons tration uill satisfy requirements sue list end 

EISENfft/T.D G Division of Licensing 83/11/02 Consolidated 

Edison Co of Mew York, Inc 16pp 21184 001 S4X 

riche 90-OM. 63/1 1 /OS, B3i tOSOOSt 


G3tlS2Q426 Rev 15 to Vul 1 of QA program manual 

COOK, ti U , DEgiTT. R D Consumers Poi 4 )er Co CPC-1 -A R15 VOl 
03/11/15 lOopp Si257 325 24X Fiche 50-329, 03/ 1 l/i 3 , 031 1220426 


8311280440 Forwards R«v 15 to CPC-l-A. OA topical r.pt Affidavit end 
W/o stated rav 

CRHARBT, R dt Consumers Power Co 83/11/15 DBNTOW, H R Office of 
Nuclear Reactor Regulation* Director 2 pp 21505 i?a 24X 
Flclie 50-329.83/11/15.6311260440 ^ 


0311290164 Confirms transmittal of ref copy of NCR 1101-5-3-223 
PUCCI. J A Consumer* Power Co 83/U/15 BARANOH, 0 Stone tt 
Webstar, Inc Ip 21305 217 24X Fiche 30-329. 03/11/19. 8311290164 


6311S90194 Confirms transmittal of three computer printouts containing 
info an HPOAB inspector records Printouts cover all 
training, esatns.performanco demos h certifications 
DOTIMCR.L A Consumer* Powar Co 83/11/15 BARANOW, S Stone Sc 
Uabstar, inc ip 21303 347 SAX Fiche 50-329,83/11/19* 0311290194 


0311220369 Fopbiard* remedial «oiii activities. Identi fled as critical 
work activities, scheduled for Nov 1903 Activity detail* 

TOiluestsd 

HARRISON, g J Region 3i Qffica of Director 83/11/16 QUAMME, 0 L 
consumers Power Co 3pp 21261 194 24X Fiche 50-329.83/11/16, 

B31 1280365. 


11080345 Notifies Of start of resolution process for facility 
ipatiek sys interaction program/sei emte 

>EHNOtDS*J H Consumers Power CP 93/11/04 OEMTOll.H n Office of 
Vueiear Reactor Regulation. Director 2pp S107e 318 24X 

r J c h I 90-329. 63/ i I /04 , 03 1 1 080345 


I108D353 provides supplements! info In support of NRC independent 
(Cnfiraatory analysis Info identifies bases for 

lasaufling core flood lines from RCB in analyses evaluating 
iys -response due to asymmetric LDCA loadings 

lE/NOLDS, JH Consumer* Power Co 83/11/04 DEnTON.H R Office of 
/uclear Reaefo-r Regulation. Director 2pp 2107 b 32S 24X 

icfce 50-329.83/11/04.6311080353 


11170346 Confirms transmittal of listed Bechtel field procedures D 
iniJnrering prpeeduxes B1<W 

k^RT.O F Consumers Power Co 03/M/O4 DARAMow. S Btone b 
feliiteri Inc Ip 21212 325 24X Fiche 50-329.03/11/04.8311170346 


H701D9 FOTiiJards Table 3. "Evaluation of Weld Samples," per 
0 lurner i* R Scallon requests W/o end 

iCODpJ L . LEONARD, it P Consumers Power Co 03/11/07 DARANOW, S 
lone S, Web Stan Inc Ip 21216M39 24X Fiche 50-329.03/11/07, 

1311170109 


I170J29 Requasts to be informed of status of OA Requests Rt-0009. 
T-0006 tr flT-0007 Completion date for QA requests Is 831104 
AftAHQH,S W atone t. Webster Engineering Corp 83/11/07, EWERT.G 
i(re ic Nfrbster Engineering Corp Ip 21216 103 24X 

iche 50-329.03/11/07,0311170129 


IJ7C23Q Confirm* transmittal of three computer printouts containing 
nfo on MPOAD balance-of-p lant Inspector records 
DHHFR.L Consumers Power Qo 63/11/07 DARANQWtB Stone 6 
fistit Engineering Corp Ip 21214 172 24X Fiche 30-329* 

3/11/07, 0311170238 


B31 1010021 Doard Notification 83-174 provides Info re autlllary bldg 
un5erp inning Differential settlemenf limit based'on field 
nonliaring records lulll assure structural Integrity 
NDVAK.T M Assistant Director for Licensing 83/11/21 Atomic 
Safety and Licensing Board Panel 4pp 21203 166 24X 

Fiche 50-329.83/11/21,0311010021 


— 8311140495 Bummarlies 830914-15 »lte audit in Ann ATboriMI re licensee 
reanalysis of auilllary bldg 

WARWICK. R F Region 3» Office of Director 83/10/i 1 
eiBENHUTi D G Division of Licensing 8pp 21205 170 24X 

Fiche 90-329,83/11/21.0311010021 


Q31 1010023 Board Notification 03-181 provides info re util 831103 step 
tuDTlc QT-der Issued due to discovery of duplicate ueldi-ng 
criteria ift project DC Instructions used to control 1-nsp of 
electrical Itis trumentatlon support welds 

NOVAK. T H Assistant Director for Licensing 83/11/21 Atomic 
Safety and Llcenslny Board panel 3pp 21204 316 24X 

Fiche 30-329* 63/11/21, 03 1 101 0023 


-831 1200464 Recommends Issuance of board notification re util 031103 
stop work order issued due to discovery of duplicate welding 
criteria In prQ|ect OC i-ns tructlons used to control imp of 
electrical 1|1 b trumentatl on support welds 
WARMICK.R F Region 3, Office of Director 03/11/00 
EIGENHUT, DO Division of Licensing Ip aiaa4'0l9 SAX 
Fiche. 50-399. 93/11/21,0311010023 


6311280279 Natl Pies of 931130 meeting In Ann Arbor. HI tv discuss 
status of cpnfipnied 1 tarn*, f indingi it finding resolution 
from IDVP 

LEVIM.H A TERA Cprp 03/11/22 KEfPLER.JQ Region 3; Office of 
Director ElBEflHUT.D G Division of Licensing CdOK. J 8 
Consumars Power Co 5pp 21200 032 24X Fiche' 50-329,03/11/22, 

8311200279, 



180 


DOCKETED ITEMS 


B31 10100^6 Doartf NabiPicafciDn 03-]6^3A transmits 
ad^quacij of dies^vl gennrator bldg 
NDVAKi T H DlvlUon of Ulcttiiifig 53/11/23 
UitBh&lng Board Pan«l 3pp 21302 320 24X 

031 1010026 


rapt re structural 

Atomic Safety and 
FI Che 50-329,83/11/23 


B311160452 Releasee public version of revised general ofc control e tr V 
emergency operations facility procedures 

FELTONp J M Division of Rules and Records 03/11/10 Docu^m^rt 
Management Branch Ip Si 222 077 24X Fi che BO-000, 83/1 1/10. 

8311160432 


■ — 8311290183 Foruards corrected Pages 9,17 fc< 20 to, "Rept on Revteu of 
Diesel Oenerat-or Qldg ’* 

KUO, P Structural & deotechnical Engineering Branch B3/11/I4 
KNIOliTi J P Assistant Director far Cemp & Structures Engineering 
CPost □30201) 5pp 31302 323 24X Fiche 50-329.83/11/23. 

031 1010026 


— 8311160457 Forwards public version of Rev B to General Ofc Control Ctr 
Procedure GOCC-?. “Health Physics Support Team Leader" ^ 

Rev 0 to Emergency Operations Facility Procedure EOF-/. 

"Health Physics Support Team Leader " Receipt form end 
CARLEYi A consumers Power Co 83/10/27 Docuaient Hjnagtaint 
Branch 2pp 21222 080 24X FichP 50-000. 03/1 1 /1 0. 03 1 L 1604» 


E NRC Safety Evaluation Report (SER>, sgpp 1 s & correspondence 


031121O30D Discusses item not addressed In SER re sve water pump 
structure load transfer Piers 1-6 & tA-6A will be loaded to 
123X of Stage 1 loads before pxcevating Pier Pits 7 & 7A 
OUAMME, D L Consumers Power Co 83/11/04 HARRlSChT. J J Region 3, 
□ ffiee of Director Ip 21239 110 24X Fiche 30-229.83/11/04. 

831 1210380 


F BecurltUi medical. energericy> &< fire protection plans 


8310190316 Responds to FOIA request for documents re Caseload Forecast 
Panel 830439 meeting Forwards App A documents Document 3 
entirely withheld (ref FOIA Exemption 31 

FELTON. J M Ofvlsian of Rules and Records 83/08/09 GARDE. D P 
Government Accountability Project 6pp 21116 001 S4X 
Fiche- 50-329.83/08/09, 8310190316 


— 8209280507 Discusses fire protection site survey NRC B2Q90S meeting 
concluded that const has not progressed far enough to 
conduct valid fire protection site survey Further discussion 
scheduleiT for early Jan 1983 

HERMAN, R H Licensing Branch 4 82/09/17 NOVAK, T M Assistant 

Director 1 ur Licensing 3pp 21118 085 S4X 
Fiche 50-329 03/OS/-O9. 8310190316 


831.0SCD362 Denari; Ltr 83-33 to all licensees ti applicants of nuclear 
power reactrrs r« NRC positions on certain requirements of 
App R to lorrRSD five list end 

ErSENHUr, D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, Inc 3lpp 21114 329 24X 

Fiche 90-000,83/10/19,8310200363 


8311110272 Releases public version of revised emergency plan 
Implementing procedures 

FELTON.iJ N Division pf Rules and Records 63/11/06 Document 
Management Qrattch ip 21160 215 24X Fiche 50-000. 83/1 l/08« 

8311110272 


--0311110274 Forwards public version of revised emergency plan 
implementing pr ocedur es. 1 ncludi ng Procedures OEN-2 re 
emergency telephone numbers & GOCC-2 re general ofc control 
ctr director 

YARGERj ; 0 cansumers Power Co 83/05/19 NRC - No Detailed 

Affiliation Given 4pp 21160 216 24X Fiche 50-000. 83/ 1 1/00, 

0311110272 


— 8311ii0276 Public version of revised emergency plan imp 1 enientl ng 
procedures. 1 nelud Ing Procedures OEN-2 re emergency telephone 
numbers it GDCC-2 re general o-fc control ctr director 
DEWITT. R D Consumers Power Co 03/05/19 IDOpp 21160 220 
24X Fiche 50-000.83/11/08.8311110272 


Q31JS30249 Summary of 831026 meeting u/u til, TERA, Bechtel & Engineering 
Planning it Mgt. Inc r« fire protection it safe Shutdown 
capability List of attendees b visugraphs end 

HILLER. M A Licensing Drench 4 03/11/09 Licensing Branch 4 

a4pp 21273 319 24X Fiche 50-329.83/11/09.0311220249 


8311160427 Releasee public version of revised general ofc control ctr 6 
energeYictj operations facility procedures 

FELTON. J H Division of Rules and Records 83/11/iO Document 
Hanagement Branch Ip 21221 004 24X Fiche 50-000.03/11/10, 

D31 1160427 


— 0311160469 Public version of Rev 0 to General Ofc Control Clr Ppeceff.ri 
QOCC-7, "Health Physics Support Team Leader" le Rev 8 to 
Emergency Operations Facility Procedure EDF-7, "Health 
Physics Support Team Leader " 

DEWITT, R D Consumers Power Co 03/10/21 29pp 21222 002 a** 

riche 30-000,63/11/10,0311160452 


03111B0121 Forwards Rev 1 to emergency response capabilities tchidut^ 
per Generic Ltr 82-33 Schedule for completion of Unit 2 
being reevaluated Subsequent rev will be submitted within 
6 months 

COOK.J W Consumors Power Cp 83/U/lO DENTON. H R Office of 
Nuclear Reactor Regulation, Director 3pp 21226 197 24X 

Fiche 50-329,83/11/10.0311180121 


G Adjudicatory correspondence 


8311070160 Informs of Intention to request AfiLD review of depctitloni 
Clark will not appear for 031010 deposition 

KARR. J W Karr Lyons KARR.J W Government Accountability 
Project 83/10/14 PROCTDR, 8 D Isham, Lincoln St DeaU Ip 
21061 196 24X Fiche 50-329,03/10/14,8311070160 


B31I020301 Hemoratidum in support of 031021 appeal of A8LB ordarf 
granting issuance of subpoenas Subpoenas violate First Amend 
rights Certificate of Sve encl 

KARR.J W Government Accountability Project 63/10/25 Atomic 

Safety and Licensing Appeal Panel llpp 21010 272 24X 

Fiche 50-329.83/10/25,0311020301 


8311170147 Summarizes understanding of 831024 agreement re 831011 
discovery request & util 831020 response Objections 
reserved on all items upon which no agreement made 

BRUNNER, J E Consumers Power Co 03/10/25 DERNADEI.L Oovirrmiht 
Accountability project 3pp 21214 068 24X Fiche 30-329. 83/10/ 

0311170147 


0311010342 Forwards State of MI Circuit Court protective order eottrsd 
by stipulation in Dow litigation 

8TEPTDE.P P Isham. Lincoln it Beale STEPTOE,P P Consumers Fcvfr 
Co 03/10/27 BECKH0EF6R.C . COWAN. f'P , HARDOl/R. J Atonic 
and Licensing Board Panel 5pp 20979 335 24)C 

Fiche 50-329. 03/tO/27. 0311010342 


8311030079 Forward^ responses to B Stamlrls 031011 Interrogatories 
Responses do not address questions objected to In util 
031025 objections to D Stamlrls 031011 Interrogatories tt 
document production requests Related correspondence 
PROVENZANO, V P Consumers Power Co 83/10/27 BErnADEI. L 
Government Accountability Project 2pp 21027 257 24X 

Fiche 50-329. 83/10/27. 83 U 030079 


— 8311030081 Responses to 831011 interrogatories Questions l-S will hf 
answered at later date Certificate of Sve end Related 
correspondence 

BRUNNER. J E . KOSTIELNEY. J E i MURRAY. 0 Consumers Power Co 
03/10/27 3TAMIR15,B Stamlrls. B 53pp 21027 359 24X 

Fiche 50-329. 83/ 1 0/27. 831 1 030079 


8311010203 Memorandum it Order LDF-B3-70. affirming 830729 ruling on 
atty-cllent privilege Order issued in response to M Sinclair 
830012 motion to reconsider prior ruling re utl l/Bechte 1 
821124 meeting Protection available it was not waived 
DECHHDEFER.C Atomic Safety and Licensing Board Panel 03/10/28 
14pp 20979 207 24X Fiche 50-329.83/10/20,8311010203 


—8311160482 Forwards public version of Rev 7 to General Ofc Control Ctr 
Procedure GOCC-2. "General Ofc Control Ctr Director" 6 
Rev 7 to Procedure EOF-2, "Emergency □perattans Facility 
Director " Receipt form end 

CARLEV. A Consumers Power Co 63/ JO/26 Document Management 
Branch 2pp 21281 087 24X Fiche 50-000,83/11/10.8311160427 


— B3I1I60430 Public version of Rev 7 to General Dfc Control Ctr Procedure 
GaCC-2, "Generiil Ofc Control Ctr Director*' (i Rev 7 to 
procedure EOF-2. "Emergency Dperatlans Facility Director “ 

DEWITT. R B. Consumers Power Co B3/ 10/23. 23pp 21231,009. 24X 

Fiche 50-000.83/11/10.6313160427 


6311040017 Motion to reopen h suppl record on Sinclair contenttan 14, to 
submit OA Sommers. JP Bradley it CR Nefe affidavits Affidavits 
provide results of postulated evergreen fog sweep or planted 
barrier analysis 

OILOMEN. D R Consumers Power Co OlLOMEN. D R fsham, Lincoln h 
□sale 03/10/28 Atomic Safety and Licensing Board Panel 
210SO 334 g4X Fiche 50-329.03/10/20.0311040017 


— 8311040024 Affidavit of DA Sommers providing addl Info on ph-gslciL 
restrictions fc limited ef f ectl venass of evergreen fog 
sweep or barrier between cooling pond dike h QordonvilJ* 

Road 

B0MMER8. D A Consumers Power Co 83/10/26 19pp 210 50 34D 
24X Fiche 50-329.83/10/20.8311040017 
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Affidavit of JP BradJet^ providing info on tgpo. location ? 

dtptli t>f treos for effective fog depletion or barrier 
BFIADLEY, J P Con-sumera Power Co 03/10/20 30pp 21050 362 
2-1X Flche 3Q-3S'?» 83/ 10/201 8311040017 


a 31 1040038 Affidavit of CR Nefe re postulated Oordonvllle Road tree 

plantings 

HEFEtC R Conaumers Power Co 83/10/20 7pp 21051 031 24X 

Ficha 50-329,83/10/20.8311040017 


831 lOTOSSO Rep 1 g to applicant 831014 response to second supplemental 
BeBoratiduffl In support of B Stamirls B3100S tfiotlon to 
litigate two Dow issues Issues tlmelg raised & present new 
♦ vldtnca Certificate of Svc end 

BEArMB£I<L Bbamlrlsi 0 OERNABEI.L Oovernment Acc ountabi 1 i tg 
Projtct 03/10/31 Atomic 8afetg and Licensing Board Panel 7pp 

2L011 066 24X Flcha 30-329.03/10/31.0311020200 


031 1030 14S Forwards audit repts other documents recently Issued bg 
OA dept Related; correspondence 

BRyNWfiioJ E Consumers Power Co 03/11/01 BECHHOEFERi C . 
MARBDlW^vf > COWAN. F P Atomic Safety and Licensing Board Panel 
445pp 21039 024 24X Flche 50-327.03/11/01.0311030145 


83 U 040030 Motion to compel b application for enforcement of subpoenas 
against Qovt Accountability Project deponents. L ClarJi. 

T DevinerSF Garde & L Hallberg Response from deponents must 
be filed before 031110 Certificate of Svc end 

PSOCTOT. S D Consumers Power Co PROCTOR. S D Isham. Lincoln «« 
Seale 83/11/0-2 Atomic Bafetg and Licensing Board Panel 23pp 
21052 248 24)( Fiche 50-329.03/11/02.8311040030 


831107-0163 Foruardi Se^ihlt C to motion to compel t< application for 
infDrcement of subpoenas against Oovt Accountab 1 1 1 tg Project 
Hfipontnts W/o end Svc list end 

PftQCTWiS D Isham. Lincoln & Beale PROCTOR. Q D Consumers Power 
Co 83/11/03 DECHHOEFER.C Atomic Safety and Licensing Hoard 
Pans I 3pp 21061 S07 24X Flche 50-329.83/11/03.8311070163 


8311070221 Order granting util 031102 request for reduction In response 
tlai to 63U0S motion to compel 6 application for 
inforcement of subpoenas against Oovt Accountab i li tg Project 
-del onents 

BECIffQEFER. C Atomic 8afetg and Licensing Board Panel 83/11/03 
Coniuatrs Power Co 2pp 21062 269 24X Flche 50-329i 03/11 /03. 

8311070221 


63111160136 Response to util motion to compel it application for 
enforcement of subpoenas Bubmisslon to discovery would 
<iuiB Immediate grave 6 Irreparable injury to organiiat lonal 
viability Certificate of Svc end Related correspondence 
KAFRjJ W Government Acc ountabi 1 Itg Project 03/11/04 Atomic 
Safety and Licensing Board Panel 3pp 21194 010 24X 

Ficbi. 50-329. 03/11/04. 331 1 160136 


831 1 100204 Reques ts feasibly expeditious judicial enforcement of 
i-utp«tnat to enable applicant to fulfill end 031100 
Aiaorandum S< order 

AECHHOEPER. C Atomic Safety and Licensing Board Panel 03/11/08 
FITZOERALDjJ A Office of the General Counsel Ip 21126.125 24X 

Fiche 50-329.03/11/08 . 8311100804 


— e31]|00214 Memorandum 6 order granting util motion to compel Oavt 
Accountabl J Itg Project responses to subpoenas 6 seeking 
judicial enfoTcament of subpoenas 

EECIiMBEFER. C Atomic Safety and Licensing Board Panel 03/11/08 
Eube Power Co Sjip 21126 126 24X Flche 50-329.03/11/00. 

0311100204 


H Oeneral correspondence 


0311150170 Commonds util efforts to develop emplageo assistance progrom 
to deal u/cMplogee substance abuse problems Pressure should 
be placed on remaining contractors 6 subcontractors to 
develop similar programs 

HANDLER, h A Af fi 1 iatl on Un known 83/10/31 DECHHQEFER. C Atomic 

Safety and Licensing Board Panel Ip 21172 187 24X 

Fiche 50-329.03/10/31.8311150170 


P Operating license stage docuriiBntt 6 correspondence 


8310310403 Oenerlc Ltr 03-38 to all licensees of operating power 
reactors t applicants for QL re MunEQ-0965. "NRC Invent-ory 
dF Dams Foruierds NUREO-0965 ”NRC Inventory of flams" for 
info only W/o end Svc list end 

EI8ENHUT, DO Division of Licensing 03/10/31 Consolidated 

Edison Co of New Vork. Inc i4pp 21164 015 24X 

Flche 30-000. e3/H>/3l*B3t03i0403 


Q Inspection reports. IE Bulletins & c orrespondenc e 


0307150175 Requests Commission review analysis of serious mishandling 
of NRC imp /invest 1 giitl on of allsgatlo-ns raised re both 
specific l< generic welding flaws at Bechtel-constructed 
plants 

GARDE. 0 P Government Accountability Project 03/06/20 
PALLADINQ.N J Commissioners 27pp 21D24 146 24X 

Fiche 50-000.03/06/20.9307150173 


— 0311020170 Comments on developments in investigations of allegations 
Opportunity to submit input U initiation of investigative 
effort requested, 

GARDE. D P Government Accountability Project 02/09/06 
KEPPLER.JO Region 3. Office of Director i4pp 21024 199 24X 

Flche 50-000,03/06/20.0307130175 


0311300123 FOIA request for documents re Investigat ions, comp la Ints it 
enforcement actions at facilities 

DAVIS, J R Dice. Bwceneg. BulUvan. Feikeris. Hurbls & Foster. P C 
83/08/03 Region 3, Office of Oireebor Ip 21325 113 24X 

Flche 50-339.03/03/03.6311300123 


0310190316 Responds to FOIA request for documents re Caseload Forecast 
Panel 830419 meeting Forwards App A documents Document 3 
entirely ultbhcld (ref FOIA Exemption 5) 

FELTON. J H Division of nules and Records 03/00/09 GARDE. B P 
Government Accountability Project 6pp 21116 001 24X 

Flche 50-329.63/00/09.8310190316 


0311090017 Responds to FOIA request for documents re alterations of 
radiographs of welds in piping subassemblies by ITT Orlnnell 
Corp Forwards documents listed on App A Review of addl 
documents subj to request continuing 

FELTON. J M Division of Rules and Records 83/00/11 FUQUA. D M 
Wallace. Ifllburm Claytqn, Calhoon 6 Forster. Ltd 3pp 21092 002 
24X Fiche 50-000.83/00/11.0311080017 


— 831)080032 Discusses alterations of radiographs of welds In piping 
subassemblies supplied by ITT Grinnell Industrial Piping. 

Inc to facility Bulletin or circular should be Issued to 
inform affected licensees 

POTAPOVS. U Division of Vendor Technical Programs 02/05/88 
JORDAN. E L Division of Engineering St Ovality Assurance {Fro 
030103) N0RELIU8. C £ Division of Engineering 2pp 21092 008 
24 K Fiche 50-000. 83/00/1 1 . B3UOC0O1 7 


0311300126 Further response to FOIA request for Info re investigations. 
6311290214 Notice of appearance in proceeding Certificate of Bve enc I complaints U enforcement actions at facilities Forwards 

GLEEfiOW.C « Consumers Power Co 03/11/17 3pp 21305 899 84X documents responsive to request 

Flche 55-3291 03/11/17. B31I290214 FELTON. J M Division of Rules and Records 03/09/01 DAVIB.JR 

Dice. Sweeney. Sullivan. Felkens. Kurbls it Foster. PC Ip 
21325 114 24X Flche 50-329.83/09/01.8311300126 

B31J2B0043 Qrder extending time until 831230 for Cammlssion to act to 
revleu Director 's Decision DD-B3-i6 

CHJLK.a J Office of the Secretary of the Commission 03/11/22 — 8311300130 Forwards rept on design U const problems for period from 

Ceamiii loners Ip 21279 213 24X Fiche 50-329,03/11/28. start of const through 080630, In response to ACRB 820608 

8311200045 ltr 

WARNICK.R F Region 3. Office of Director 02/10/29 
EI8ENHJT, 0 Q Division of Licensing 32pp 21325 il5 24X 
BCI 1 1200030 Request far extension until 031209 to file brief opposing Fiche 50-329# 03/09/01 . 8311 200126 

appeal of Oovt Accountability Project deponents Certificate 
nf Svc end. 

PROCTOR. B D CoTieumeri Power Co PROCTOR. 8 D Isham, Lincoln 8. B31II10069 Forwards nonconformance Identification repts for review 

Seale 83/11/22 Atomic Safety and Licensing Appeal Panel 4pp Records of sIm persons randomly selected from population of 

S)27B 242, 24X FI che. 50 - 329 , 03/1 1/22. 031 1200050 45 persons trained for PQCJ E-6 0iRev 16 lifted on 830919 

printout Weekly repts expected 

BARANQW.8 W Btone 6c Webster. Inc 83/10/03 KEPPLER.J O Region 
6311300242 Order cancelling 031202 evidentiary hearing, Further 3, Dfflce of Director llpp 21148 353 24X Flche 50-329.93/10/05. 

evidentiary hearing will be held on 031203 in Betheida.MD 8311110069 

BECHHGEFER.C Atomic Safety and Licensing Hoard Panel B3/U/29 
Ip 21312 032 SAX Fiche 50-329.03/11/29.0311300242 
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6300300797 Info Notice 83-69. "fjnproperly InstaUed Fire Dartpers 
at Nuclear Power Plants '' Svc list encl 

JOflDAN, E L tIi^^lslon of F/nergency Preparedness it Enainoerlng 
Response (Post 03OIO3> 63/10/21 Consolidated Edison Co of Neu 

Vori, Ifit I37PP 21114 3&l 24X Flche 50-000.03/10/21.6300300797 


B31 1020325 Faruards IE EnPorce^erit Confercrcs Repts 50-329/83-22 ti 
□0-330/03-23 on 831011 Mo none amp 1 lane e noted 

KEPPLER, J G Region 3. Office oP Director 03/10/21 COOK.J W 
ConioJflers Power Co 2pp 21010 218 24X Flche 30-329. 03/10/2 1, 
83 11 020325 


— B3U020330 JE Enforcement Conference Repts 30-329/a3-<22 h 30-330/03*23 
on eaiOll Mo none omp Uanc e notetf Kajor areas discussed 
alleged violation o-f ASLB order S- CP condition re remedial 
$Dils work 

MARffISDM. J J > HAWICK, n f Region 3, Office of Director 

03/10/20 3pp 21010 220 24 X Flcfte 30-339; 83/ 10/3 1 . 931 i020325 


0311210296 Forwards IE Mgt Meeting Repts 50-329/03-34 & 3Q-330'/e3-25 
on 031013 to discuss remedial soils S( const completion 
program independent third-party assessment/ovorvl aw 
activities 

MARNICK.R F Region 3. Office of Director 03/11/04 CCDIH> J U 
Consumers Power Co Spp 21239 216 24X Fiehe 50-329.03/11/04. 

0311210296 


—8311210304 IE Mpt Meeting Repts 50-329/83-24 « 30-330/83-2 5 on e3iCl3 
Major items discussed assessment of remedial soils/ 
underpinning it remedial soils uorJc 

OARDNERiR N , HARRISON. J J Region 3; Office of plractor 

03/11/03 3pp 21239 210 24X Fiche 50-329, 93/1 1 /0-4. 83] I 2|0^6 


'03112J0386 Forwards Weekly Rept 53 of Independent assesement of 
underpinning for period 030910-24 

LUCKS; A S Stone & Webster, Jnc 03/09/27 COOK, ft KHC - No 
Detailed Affiliation Given 13pp 21239270 24X 

Flcbe 50-329, 03/11/04; 031 1210296 


8300310030 IE Info Notice 03-70. "Vibration Induced Valve Failures " 
3vc list end 

JORDAN. E L Division of Emergent^ Preparedness 1* Engineering 
Response CPost 03D1<)3) 83/10/25 Consolidated Edison Co of Mew 

York. Inc ll7pp 21057 219 24X Ficfie 30-000,03/10/23,8308310030 


— 0311210372 Forwards Weekly Rept 54 of independent astesiAink of 
underpinning for period 030925-1001 

LUCKS, A S Stone Sc Webster, Inc 83/10/05 CQOK.R NRC - Uo 
Detailed Affiliation (?iv«n 12pp 21239 283 24!( 

Ft Che 30-329,03/11/04,8311210296 


8311090313 Forwards IE Insp Repts 30-329/03-13 it 30-330/83-14 an 
830621-0720 it natices df vialatinn & deviation 

WARfflCK.R F Raglan 3, Office of Director 03/10/23 COOK, J W 
Consumers Power Co 2pp 21104 288 24 X Flche 50-329,83/10/25. 
83J 1090313 


— 8311210390 Forwards Rept 15 of const 
030919-23 

I1ARANQW;S W Stone it Webster, Inc 
Region 3, Office of Director 7pp 
Flche 50-329,03/11/04,0311210296 


Implementation overvleiii for psrjel 

83/09/26 KEPPLER, J 0 
21239 319 S4X 


— B31 109031 5 Notice of vlolatipn From Insp on 830621-0720 

WARWICK, n F Region 3. Office of Direetdr 83/10/23 3pp 
81104 890 24)5 Fiche 50-329,03/10/23,0311090313 


— 8311090318 Notice of deviation from insp on 830621-0720 

«■ Region 3, Office of Director B3/10/25 Ip 21104 292 24X 

Flche 50-329; 83/10/23, 031 1090313 


--8311090321 IE Insp Repts 50-329/83-13 6 50-330/03-14 on B30621-0720 
Noncomp ) 1 ance Tvated failure to take adequate corrective 
action re document control problems in remedial sgiis area 6 
failure to fallow procedure for approval of lesson plans 
DURGESS, D L , COOK, R V , OARDNERpR N Region 3. Office of 
Director 83/10/25 ilpp 2U04 293 24X Flche 50-329,03/10/25, 

83i 1090313 


0308300799 IE DuMetln 03-07. Suppl 1, "Apparently Fraudulent Products 
Sold Bg Ray Hiller, Inc " Svc list end 

DEYOUNG, R C Director'^a Office, Office of Inspection and 

Enforcement B3/10/26 Consalidated Edison Co. of New Yorkr Inc 

179pp 21070 170 24X Fiche 50-0 00183/10/26.03083 00799 


0308310034 IE Info Notice 03-71, "Defect in Load-Dearlng Welds an 
Lifting Devices for Vessel Head b Internals '* Svc list encl 
JORDAN, E L Division of Emergancg Preperednees & Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York, Inc ll5pp 21057 357 34X Flche 3 O-DOO, 83/10/27, 0300310034 


0308310046 IE Info Notice 03-72, "Environ Qua 1 i f Icati on Testing 
Experience " 8vc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/10/28 Consolidated Edison Co of New 

Yortii Inc ISipp 21155 024 24X Fiche 50-000,83/10/20,8308310040 


B3O031DO57 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaml nated M/U Daughter Products " Svc list end 

PARTLDIV. J 0 Division of 8A, Safeguards b Inspection Programs (Post 
830103) 03/10/31 Consolidated Editan Co of New York. Inc 

ll6pp 21 154 240 24X Fiche 50-000.83/10/31,0300310057 


— 0311210403 Forwards Rept 16 of const implementation overview for 
B30926-30 

BARANOW.S W etone b Webster, Inc 03/11/04 KEPPLER, J 0 

Region 3, Office pf Director 14pp 21239 326 PAX 

Flche 50-329,03/11/04,0311210296 


0311010015 IE Info Notice 03-77, "Alr/Oas Entrainment Events Reidtlng 
in By 5 Failures " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison cc of Ms-j 

York. Inc 114pp 24X Flche 50-000,63/11/14,8311010015 


8311170436 Confirms 031116 meeting u/util In Schiller Park,rL to 
discuss alleged violation of ASLD order re remedial soils 
area b possible IE enforcement actions 

WARWICK, R F Region 3; Office of Director 03/11/14 CODK-JM 
Consumers Power Co Ip 31200 318 24X Fiche 30-329,03/11/14, 

8311170436 


0311010010 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Bafety " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Ni>v 

York, Inc l|7pp 21603 001 84X Flche 50-000,83/11/17,0311010016 


S3U220197 AcK receipt of 83U04 Itr informing NftC of steps taken to 
correct violations noted in lE Insp Rept* 5D-329/93-I2 b 
50-330/03-13 

WARNICK,R F Regions, Office of Director 83/11/17 COOK. J W 
Consumers Power Co 2pp 81254 107 24X Fiche 90-329,83/11/17, 

0311280197 


—0311220202 Responds to NRC 830929 Ur re violations notad In IE Imp 
Repts 50-329/83-12 b 50-330/83-13 Corrective ac « 1 ons' han jst* 
removed, rep laced or reuelded as necessary Review during 
currant work stoppage underway 

COOK, J W Consumers Power Co 83/11/04 KEPPLER, J 0 Region 3, 
Office of Director Spp 21254 109 a4X Flch* 50-329.83/11/17, 

031 1230197 


0311030066 EN-63-069A oti 031036. no t Ic e of Violation b propoaed 
imposition of civil penalty discussed in EN-B3-069 not 
lasued Enforcement conference scheduled for 831104 to 
discuss excavation b fire line relocation activities 
KLINGLEft. 0 , AXELRAD, J Director's Office, Office of 1 n s p ec tl an an d 
Enforcement 03/10/31. £p 2i029 251 24X Flche 90-329,03/10/31. 

0311O3OO6B 


0306310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
(Untfervol tags Trip Devices on C£ Type AK-8-23 Dreakers) 

Svc list encl 

JORDAN; E L Division of Emergency Preparedness b Engineering 
Response (Post 83GI03) 03/11/02 Consolidated Edison Co of New 

York. Inc USpp 21514 024 24X Fiche 50-000, 03/L 1/02, 8300310076 


83O031OP75 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Svc list encl 

JORDAN, £ L Division of Emergency Preparednees b Engineering 
Response (Post 030103) 83/11/03 (Consolidated Edison Co of New 

York; Inc Il4pp 21513 253 24X Flche SD-OOO, 83/1 1 /03, 0300310075 


0311200469 Part 21 rept re IE Bi/lletin 63-06, "Nonconforming Hatli 
Supplied by Tube-Line Corp '* identification b di sposi 1 1 onl ng 
of suspect vendor matl expected to be complete by end of 
Feb 1904 Next response by 840316 

CDDKrJ W Consumers Rower Co 83/11/17 KEPPLER, J 0 Region 3, 
Office of Director 9pp 21264 305 24X Flche 50-329. 03/ 1 1/ 17, 

0311260469 


0311010023 Board Notification 83-181 provides info re util 631103 stop 
work order Issued due to discovery of duplicate welding 
criteria in project 00 instructions used to control insp of 
electrical instrumentation support welds 

NDVAK, T M Assistant Director for Licansing 83/11/21 Atomic 

0afcty and Licensing Board Panel 3pp 21884 316 l24X 
Flche 50-329,03/11/81,0311010083 
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93113-^0464 R^cairvnand s Isfuance Of board notification re util 031103 

■Itap order l-a>ued due to discovery of duplicate ualdlng 

(rittrld lo project QC Instrurtlons ueed to control inop of 
electfltal 1 netrumentation support welds 
tftftRNlCK.R F Roglon Office of Director 03/11/00 
£ISENHDT(D 0 Division of Licensing ip 21304 319 24X 

flchi S0-329i 03/t 1 /21, 031 1010023 


K Ferlodlc aperating reports related correspondence 


& 3 l 1 iSQ-SOa ForuflT di “hldland independent Design Const Verification 
Pf<j|ri»p" Monthly Statu* Rept h for Oct 1903 

LEVIN'.H A TEHA Corp S3/11/15 KEPPLER. J 0 Region 3. OffiCD of 
CkTCctpr eiSENHUT.D 0 Division of Licensing COOK, J U 
CoTHiJerrt Power Co 3pp 21220 179 24X Flche 90-329,03/11/15. 


--aaUlBOSll "Midland Independent Design It Const Verification Progra<n. ‘ 
Honth-ly Status Rept h for Oct 1983 

WDUCflERTY, F A TERA Corp 03/10/31 AOpp 21228 103 24X 

Ftchr SO-Sa?, 83/1 1/13,0311 100300 


■SQl 1210293 For w« rill monthly status rept for Oct 1983 

WAANJCK.R F Region 3. Office of Director 03/11/13 KEPPLER.J O 
R«|lon 3, Office of Director Ip 21234 301 24x 

Fiche ^0-329, 83/11/ 19. 0311210295 


“e'31iai0297 Forwards monthly status rept for Oct 1903 

CDOK-R J Region 3. Office of Director 03/H/OB WARWICK, R F 
Reglan 3> Office of Director 3pp 21234 302 S4X 
Fichi 50-329.03/11/19,0311210399 


S Riporlibit occurrences, LERs & related correspondence 


£310190316 ni Ip ends to FOIA request for documents re Caseload Forecast 
Pant] 830419 tneatlng Forwards App A documents Document 3 
entirely vlthhald tref FQIA Exemption S) 

FELTOW.VW Division of Rules and Records 03/OQ/O9 GARDE, B P 
ftevtrnaint Accountab 1 11 tg Project 6pp 21116 001 24X 

Fichi 50-329. 03/00/09,0310190316 


-*&31 ID9&079 PMO-IIl-63-049 on QDOAl?, Merg ent im« Corp, contractor 
firfornlng remedial soils work, announced layoff of 40 
workiri from workforce of lOS Layoff due to NRC delay in 
approving ntxt stage of remedial soils work 

OARDRER.R > klARKlCK,R Region 3, Office of Director 83/06/17 
ip 81117 116 24X Flche 90-329,03/03/09,0310190316 


B3lt0il0028 Interim deficiency rept re loose locking clips in instrument 
ciklneti Initially reported on 030130 Clips replaced on 
Unit 1 equipment Unit 2 equipment requires determination of 
safety-related cables by Bechtel Next rept by 031230 
COOK. J H Consumers Power Co 03/09/30 HEPPLER, V 0 Region 3, 
Office of Director 3pp 20970 016 24X Flche 90-329,03/09/30, 

B3UO1D022 


631X010198: Interim deficiency rept re safety-related electrical 
equlpaint not meeting project requirements Initially 
riportii on 021330 Bechtel task force established to 
l-nvastlsete Tesalve MCAR 66 Next rept by 831230 
COOKiJW Consumers Power Co 03/09/30 KEPFLER. J O Regions, 
Office of Director 14pp 20993 242 24X Flche 90-329,83/09/30, 

B31101010B 


e3li-010-245 Interim deficiency rept re Q&W steam generator auxiliary 
ficduitir hvader design change Flanges welded to headers for 
eonnectlon of rliers on Unit 2 Work on Unit 1 header stopped 
due to delay of startop dates Next rept by 831130 
COOK, wl H Consumers Power Co, 03/09/30 KEEPLER, J 0 Region 3, 
Off let 9f Director 3pp 20993 001 24X Flche 90-329,03/09/30. 

0311018245 


031 1010190 Final deficiency rept re incorrectly installed check valvQS 
In caaporiint cooling water sys Initially reported on 030702 
Check Yilvei will be replaced Bchedule for replacing valves 
p-rovLdH 

COOK. J if Consumers Power Co 03/10/02 KEPPUER.JO Regions. 
Office of Director 7pp 20993 296 24X Flche 90-329.03/10/02, 

B311010i90 


0311010447 Final deficiency rept re overloading of Class IE motor 
control ctn Initially reported on 830902 Corrective action 
Ini tletidi per (ICAR 71 Bchedule for releasing design change 
paclagi to modify hardware provided 

CDGK.J B Consumers Power Co 83/10/02 KEPPLer, J W Region 3, 
Off let of Director 6pp 20971 320 24X Fiche 90-329,03/10/02. 

6311010447 


0310270479 PNO-1 1 1-83-104 on B31024,nltie stop work oroers Issued based 
on extensive safety-related activities after OA site audit 
Audit revealed field design changes not identified un all 
const drawings Review of drawings in progress 
HAnRISON,J Region □, Office of Director 83/10/24 ip 
20928 012 24X Flche 30-329,03/10/24,8310270479 


0311070939 Part 21 rept re potential defect In replacement RlA rubber 
valvB seat for 4Q-iTich RlA containment purge valve Initially 
reported on 831025 Supp 1 1 er. Duffa 1 o Weaving & D e 1 1 1 ng . w 1 1 1 
produce anvil seats using extruded preform 

WILSDM, A K Henry Pratt Co 03/10/20 KEPPLER, J 0 Region 3, 
Office of Director 4pp 21063 267 24X Flche 30-000,03/10/20, 

0311070555 


0311150318 Final deficiency rept re upgrade of D6W nohseismtc 
transmitter mounting brackets Installation S< verification of 
seismic qualification of replacement brackets will be 
documented in NCR MOl-92-063 

COOKrJ W Cotiaumers Power Co 03/10/23 KEPPLER, J 0 Region 3. 
Office of Director 2pp 21179 24Q 24X Flche 90-329, 03/ 1 0/28, 

831 1 130310 


83lill9036B Interim deficiency rept re electrical raceway sys 
nanconf armances Final judgment on Impact o-n plank safety 
will be made when results from const verification program 
available Next rept wilt be submitted by 04OS24 

COOK, J U Consumors Power Co 03/10/28 KEPPLER, j o Roglon □, 
Office of Director 2pp 21170 268 24X Flche 30-329,83/10/20, 

0311130368 


031 1 1 901 18 Final Deficiency Rept MCAR 67, Rev 1, re instai I atl on/d esign 
of Class IE cabinets ti panels Initially reported on B3031I 
Equipment location dra-ulng revised to specify clearance 
relocate cablnats Next rept by 840427 

COOK, J U Coneumors Power Co 03/10/31 KEPPLER, V 0 Region 3, 
Office of Director 13pp 21174 273 24X Flche 90-389,03/10/31, 

03111S0U0 


0311190107 Interim deficiency rept re adequacy of shear reinforcement! 
at major containment penetrations Initially reported on 
810919 All evaluatlofit it analytes will be completed by 
031SOI Next rept expected by 040127 

COOK, J 14 Consumers Power Co G3/l0/3i KEFPLER, j 0 Region 3, 

Office of Director 3pp 21172 181 24X Flche 50-329.83/10/31. 

0311 130187 


0311190380 Interim dofic 1 ency rept re accident temp effects on 
containment level measurement Initially reported on 820914 
Field design changes should be complete in Jan 1904 Interim 
or final rept will be submitted by 040127 

COOK, J N Consumers Power Co 03/10/31 KEPPLER. J 0 Region 3. 

Office of Director 2pp 21170 021 24X Flche 90-329, 03/ 10/31. 

831 1 1303QO 


B3111903G6 Interim deficiency rept re cracking of core support 
structure bolting Vtil elected to replace ABME 0A 493 Grade 
66o bolts w/fasieners fabricated from alternative metis 
Next rept will be submitted by 040)09 

COOK, J W Consumers Power Co B3/it/0l KEPPLER. j o Region 3, 
Office of Director 3pp 21177 0Q3 24X Flche 50-329,03/11/01, 

0311150306 


0311140172 PND-1 1 1-83-1 16 on 83li09iUthl announced projected commerclnl 
operation date for Unit 2 revised from Feb 1905 to gnld-19D6 
Schedule for Unit 1 under review 

MARRieON, J , WARNICK.R Region 3, Office of DlrectoT 83/11/09 
Ip 21130 194 24X Fiche 50-329,03/11/09.8311140172 


0311200362 Pinal Deficiency Rept 02-07 re 0-related equipment cooled by 
non-Q HVAC sys Bechtel completed all engineering studies 
required to Identify corrective action Balected auxiliary 
bldg HVAC sys upgraded to Q status 

CCQK, J U Consumers Power Co 83/11/15 KEPPLER. J G Region 3, 
Office of Director ip 21289 033 24X Fiche 90-329,83/11/19, 

D3112B0362 


8311200469 Part 21 rept re IE Bulletin 03-06. ’*Nonc on farming tlatli 
Supplied by Tube-Line Corp " Identification 6 d i spoil tlon 1 ng 
of suspect vendor matl expected to be complete by end of 
Feb 1904 Next response by 840316 

CQ0K, J U Consumars Power €o 03/11/17 KEPPLER, j Q Region 3, 

Office of Director 5pp 21204 305 2 4X Flche 50-329,83/11/17, 

031 1200 469 


T Hearing transcripts on non-antltrwet matters 


031)070299 Transcript of 03JO31 evidentiary hearing in Midland, til Pp 
21, 213-21,306 

e Atomic Safety and Licensing BaariJ Panel 83/10/31 94pp 
21062 004 24X FiChe 90-329,83/10/31.8311070299 
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0311070007 Transcript o# a3llOJ evidentiary hearing in Midlandriii 
#>p 2J* 307'-2l. 497 

a Atotnic Safety and Licenaing Board Panel 63/11/01 I93pp 
2106! 001 ZAH Flche 50- 329i 63/1 1/01. 831 1070007 


8311090010 Transcript 031102 evidentiary hearing in Mldlandilir Pp 
31. 498-21. 676 

a Atomic 9aFety and Uicensing Doard Panel 63/11/02 179pp 

21071 050 24X Flche 50-329. 03/1 1 /02, B3| 1 OBOOlO 


B3J1090I9S Transcript of 031103 evidentiary hearing In Nldland.MI 
Pp 21,677-21.091 

* AtPiile SaPety and Licensing Ooard Panel B3/11/03 2l4pp 
21096 115 24X Fiche 50-329.63/11/03.0311090195 


6311 100004 Transcript of 031104 hearing in Midland. Ml Fp 21.692-22.053 
• Atomic Safety and Licensing Beard Panel 63/11/04 161pp 

21139 136 24 K Fiche 50-329.83/11/04.0311100004 


Q31JI40256 Transcript of 031107 evidentiary hearing in Midland. Ml 
Pp 22,054-22,190 

e Atoffiic Safety and Licenmltiff Board Panel 83/11/07 9app 
21150 3J3 24X Fiche 30-329, 63/1 l/l»7. 831 1 1 40256 


6311150272 Transcript of 031106 evidentiary hearing in Midland. MI 
Pp 22.199-22,363 

« Atonic Safety and Licensing Bdard Panel 63/11/06 18Spp 
21101.001 24 X Fiche 50-329. 03/ 1 1/06. 631] J 50372 


8311150376 Transcript of 031109 hearing In Midland. MI Pp 22.364-22.562 
# Atomic Safety and Licensing Board Panel 03/IJ/O9 IGSpp 
21177 196 24X Fiche 30-329. 03/ 1 1 /09. 63 1 1 1 50376 


6311230120 Designation. 41 direct tei timongj of end portions of 
deposition transcript of JL Donnell 

WILLIAMS. F C Consumers Pouter Co 83/11/21 2pp 21266 353 24X 

Fiche 90-329.83/11/21.0311230126 


— 6311230131 Portions of JL Oonnell deposition. desl gnatetf «• direct 
testi/)oray Certificate of 5vc encl 

DONNELL, J L Consumers Power Co 63/ll/Sl I9pp 2l26a'395 
24X Fiche 50-329. 63/11/21* 6311230126 


OnCKET 50-330 MIDLAND PLANT. UNIT S 


A App H cation/cons cruet i on stage documents k correspondence 


8311300106 FDIA request for records on 030615 hrlefing of 
Commissioners re facilities 

OAROE. B P Oovernment Accountability Project 83/08/05 Office 
of Administration 2pp 21324 232 24X Fiche 50-329. 03/OB/OS. 

631 1300166 


8310190316 Responds to FOIA request for documents re Caseload Forecast 
Panel 630419 meeting Forwards App A documents Document 3 
entirely withheld Cref FQlA Exemption 5> 

FELTCN. J M Division of Rules and Records 63/06/09 DA FIDE, D P 
Ooverpment Accountabi i 1 ty Project 6pp 21116 00] 34X 

Ficha 50-329.63/00/09.6310190316 


— 6210120631 Requests caseload panel visit Visit should include 
assessment of schedules for remedial soils activities 
EISENKUT. D D Division of Licensing 82/09/22 BA8BETT.H 6 
Division of Data Automation 1. Management Information 6pp 
21116 359 24 X Fiche 30-329.63/08/09.6310190316 


--&304200003 Submits daily highlight for 630412 Const estlmatas revised 
Const ccmpletlon scheduled for Unit 1 by Feb 19B5 k Unit S 
by Oct 1964 Commercial operation -dates are Feb 1965 for Unit 
2 t< May 1905 for Unit 1 

HOOD. 0 Licensing Branch 4 83/04/12 06NTCN* H NRC - No 

Detailed Affiliation Given 5pp 21117 173, 24X 

Fiche 50-329.03/08/09.6310190316 


— 8311090064 Discusses Caseload Forecast Panel estimate of const 
complatian schedule per 630419-21 meetings AddJ time beyond 
Bgcond quarter 19Q6 required to Complete Unit 2 const 
NOVAK. J NRC ” No Detailed Affiliation Given 63/05/17 COOK. J 
NRC - No Detailed Affiliation Given 8pp 21116 053 24/ 

Fiche 50-329.63/06/09.6310190316 


—0311090067 Draft Summary of 630419-21 meetings w/utl 1 . Bech tel 8. NRC 
Caseload Fprecast Panel re const completion schedules Const 
completion dates of Oct 1964 U Feb 1985. for Units 1 1. 2. 
raspectiveJyianticipated 

HOOD. D NRC - No Detailed Affiliation Given 63/05/16. NRC - 
No Detailed Affiliation Given I74pp 21116 668 24X 

Fichq 50-329*83/00/09,0310190316 


— 8311090069 ’*Teat Program Status Rev 12 - Test Schedula '* 

a Carolina Power Ir Light Co 83/04/12 ll7pp 21116 24S 241 

Fiche 50-329. 83/0S/O9. 8310190316 


— 0311090079 Agenda for Caseload Forecast Panel 030419 it 81 aiellriis 
ur/utll in Midland. MI to discuss const completion schedule 
Viewgraphs encl 

e NRC - No Detailed Affiliation Given, 63/04/19 NRC - No 
Detailed Affiliation Given 3lpp 21117 119 24X 

Fiche 50-329.83/06/09.0310190316 


— ^8311090081 Forwards news release re facility const ichedull 
COOK. R NRC - No Detailed Affiliation Given 83/04/13 
LOVELACE. M NRC - No Detailed Affiliation Given 3pp 211 17 169 
24X Fiche 50-329.63/08/09.8310190316 


— 0311070070 Notification of cancelation of 030311 meeting w/util l» 
Bethesda.MD 

HERNAN. R N Licensing Branch 4 63/03/11 A DEN SAM. E 0 

Licensing Branch 4 2pp 21118 021 24X Fiche 50-329. B3/C6/07-. 

0310190316 


— 8311090091 Forwards Form ElA-254. "Ouarterly Progreii Rept an Sta-lus 
of Reactor const. for period through 021231 Supporting 
documentation encl 

MOLLENKOPF. A R Consumers Power Co 83/03/04 CLARK. fl 0 
Energy. Dept of 4pp 21110 023 24)( Fiche 50-327.03/06/09. 

6310190316 


— 6311090115 Forwards news articles re layoffs at facilitlet 

COOK. R Director's Office. Office of Inspection and enforcemi-nt 
82/12/03 HOOD. D NRC - No Detailed Affiliation Given llfp 
aiilB 043 24X Fiche 50-329.03/00/09.6310190316 


— B31109011G Submits daily highlight for 831109 Present eetlmitti cf JjI 
1903 for completion of const for Unit 2 mey not be met 
because of delays in starting const of remedial soils work 
HOOD. D Licensing Branch 4 82/11/10 DENTON. H . CASE. E . 

PORPLE.R NRC - No Detailed Affiliation Given 8pp 21116 C62 
24X Fiche 50-329.03/08/09.0310190316 


—6311090138 Forwards Midland Daily News article re pipefitters 
ratification of new contract at facilities 

CODK. R Director's Office. Office of Inspection and Enforcimant 
03/00/07 HQDO. D NRC - No Detailed Affiliation Given 2pp 
21116 103 24X Fiche 50-329.03/08/09.8310190316 


—0311090143 Rev 12 to planning schedule 

a Consumers Power Co 03/04/20 92pp 21116 105 S4X 
Fiche 50-329.83/00/09.8310190316 


8311040117 Partial response to FQIA request for documents re 
consideration of TERA Corp independent design & const 
verification program as on* of pilot programs under Section 
13 of Public Law 97-415 Forwards App A documents 

FELTON. J M Division of Rules and Records 03/00/25 GARDE. D P 
Government Accountability Project Ip 21056 134 24X 

Fiche 50-329,83/08/25,8311040117 


—0311040125 Submits proposal to prepare Itr to TERA advising that WRC 
believes meeting w/util 6 consultants on substantive matters 
applies to discussion on confirmed Items Future meetings 
should be subj to protocol Audit of records needed 
HOOD. D 8 Licensing Branch 4 63/06/30 NOVAK. T M NRC - No 

Detailed Affiliation Given Spp 21058 159 24X 

Fiche 50-329.03/06/25.6311040117 


—0311040127 Confirms commitment to J Taylor of IE to utilli* independent 
design 8c const verification program, currently being 
performed by TERA Corp on facilities as pilot programs 
Discussion initiated u/TERA to modify program 
EIBENHJT. 0 G Division of Licensing 82/00/25 COOK, J M 
Consumers Power Co ip 21056 171 24X Fiche 50-329.63/00/25' 

8311040117 


6311300187 Responds to FQIA request for records on 83D615 brle/lnj of 
Commissioners re facilities Forwards App A documents 
Documents also available In PDR App 6 document withheld 
(ref FOIA Eiemptiun 5) 

FELTON, J M Division of Rules and Records 03/09/12 GARDE, B P 
Government Accountability Project 4pp 21324 254 24X 

Fiche. 50-329. 03/09/12. 031 13001 87 


— 0311300195 Handwritten notes from 630615 meeting 

AaSELSTINEiJ K Commisitoner* 63/06/15 3pp 21324 258 24X 

Fiche 50-329.03/09/12,8311300167 


— 0311300305 Forwards viewgraphs used at Commission 030615 meeting 
Certificate of Sve end 

STl/CKY. 8 N Docketing 6 Services Branch 03/06/27 NRC - No 

Detailed Affiliation Given 9pp 21324 310 24X 

Fiche 50-329.83/09/12,6311300187 
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■S^1H7030J Con^irma of controlled copies of listed P<1CI 

changes to SSrW 

PUCCIxJ ft Cansumers Power Co 03/09/19 BARANOUt 8 Stone It 
Mebitarp Inc Ip S13I2 307 24X Flche 90-329.03/09/15.6311170301 


6311300217 Final response to FOIA request for documents re 030615 
Krlefing of NRC Camntissioners concerning facilities Forwards 
A documents Info also available in PDR 
FELTON. J M Division of Rules and Records 83/09/20 GARDE. D P 
Gavatnflient Accountability Project 2pp 21324 063 24X 

Flch# 50-329,03/09/20.0311300217 


— B3H300222 Forwards cornffients tt corrections to 030616 testtoiory before 
KcuSB SubcomjTii ttee on Energy & Environ re QA at facilities 
HEPPLERiJ 0 Region 3. Office of Director 83/07/20 KAMMERER, C 
Office of Congressional Affairs 2pp 21324 067 24X 

Fithl 50-329,83/09/20.0311300217 


— @311300224 “Midland Summary Ropt " 

4 Ceniumars Foiktor Co 03/09/20 14pp 21324 070 24X 

Fllhe 90-329, 03/09/20, B3U 300217 


0311050111 Confirms transmittal of MPQAD (balance of plant) Inspector 
records computer printout Printouts include training, exams, 
pirforaance dem'onB.trat 1 ons I. certifications 

iOTlMER<L Consumer* Power Co 03/09/26 DARANOW, 8 Stone & 
Uibiter Engineering Corp Ip 21071 348 24X Fiche 50-329, 

e3/0';/26i 931 10001 1 1 


331 1 290163 Confirms transmittal of controlled copies of PQCIs, 
cofisiiting of Rev 6 to E-1 60, Rev 13 to c-1 SO, Rev 7 to 
C-l 60 & Rev 7 to E-6 10 

EWERLG F , PUCCI. J A Consumers Power Co 03/09/26 BARANOW.S 
Stpni 6 iitbster. Inc ip 21305 216 24X Fiche 50-329,83/09/26, 
@31 1290163 


03LIS903IO Confirms transmittal of controlled copies of PQCl 6/or 
c ivanies 

PUeCt, J A Consumers Power Co 03/09/26 OARANQM, 8 Stone 6 
UetSter, Inc Ip 21302 lie 24X Fiche 50-329,03/09/28,0311290310 


B31 1010M3 Confirms that util will adopt protocol governing 
eciTiavnicat ions for S6W independent third-party overviews 
previded In 030915 Itr 

C0C4(, J Vf Consumers Power Co 63/09/30 KEPPUER,J 0 Region 3, 
Office of Director 2pp 20977 342 24X Fiche 50-329,03/09/30, 

631 1010143 


@31 IC901 15 Confirms transmittal of KPQAD (balance of plant) inspector 
record computer printouts Printouts Include training, exams, 
perfornance demons trati ons 6 certifications 

DDTlItER.L A Consumers Power Co D3/iO/17 DARANOW, S Btona & 
tfetilcr Engineering Corp ip 21071 .349 24X Fiche 50-329, 

B3/10/17, 631)000115 


B3I10S0393 Confirms transmittal of controlled copies 6 changes to 
listed PCQI 

PUCCIpJ a Contumers Power Co 03/10/21 OARANOW.J Stone & 
Wsbsltr. tnc ip 21014 031 24X Fiche 50-329. 03/10/21# 831 102039J 


8311080391 Forwards "Evaluation of Change U Noncenf ormance Documents, 
Independent Assessment of Underpinning *' 

LUCKg^A S Stone Webster, Inc 03/10/21 COOK, R NRC - No 

Cetalled Affiliation Given Ip 21070 121 24X 

Fic^l 50-329,03/10/21.0311060391 


— S3J1D60398 “Evaluation of Change 6 Nonconformance Documents# Independent 
Aiiiiiment of Underpinning “ 

* Stone Cl Webster# Inc 03/10/31 32pp 21070 122 24X 

Fiche 50-329# 03/10/21. 0311060391 


8311020350 Forwards summary of remedial soils it const completion 
program D31D13 monthly third-party assessment meeting re 
status of Indepandent assessment of underpinning 6 remedial 
i«l is wort 

AM0flU50,A P Stone U Webster# Inc 83/10/24 WARRIBON. J J Region 
3. Office of Director lOpp 21010 106 24X Fiche 50-329. 83/ 10/24. 
6311020350 


831 1 000209 Confirms transmittal of three computer printouts containing 
Info art hPOAD balance of plant Inspector records Printouts 
covtr all tralnlngi a xami# per f ormance demos & 
certif 1 cati ons 

B01Zli£R#L A Consumers Pouer Co 03/10/24 DARANOW. 0 Stone & 
Wibitri Englreerlnj Corp Ip 21078 332 24X Fiche 50-329# 

B3/lOfS4# E31 1000209 


831 1020173 Confirms transmittal of controlled PQCIs t< changes to S6W as 
listed 

EHERT#© F * PUCCI, J A Consumers Power Co 83/10/25 BARANOW.S 
Stone L Webster# Inc Ip 21011 150 24X Fiche 50-329,83/10/25. 
6311020173 


8311030263 Responds to util proposal to vent reactor vessel head per 
iOCFRSO 44 Proposed head design vent unaccoptahJe Analysis 
must prove that steam vented from head will not affect core 
cooling by natural circulation 

NOVAK# T H Assistant Director for Licensing 63/10/25 COCK, J W 
Consumers Power Co 3pp 21049 292 a4X Fiche 50-329# 03/10/25. 
8311030263 


□310310311 Authoriies critical remedial soils work activities for 
Nov 1903 

HARRI80M.J J Region 3, Office of Director 83/10/26 QUAMKE, D L 
Consumers Power Cq 2pp 20961 169 24K Fiche 50-329.83/10/26, 

B3103103L1 


6311020424 Confirms discussions between ML Oupp.RD Turner *# H Scallon 
re requests for listed Zack QA manual draft program 
documents to evaluate past welding to photon procedures 
LEONARD, M P Consumers Power Co 63/10/26 DARANOW. 9 Stone it 
Webster. Inc Ip 21014 293 24X Flthe 50-329, 83/10/26, 931 1020424 


8311020357 Forwards affidavit it resume of RL Lykens Lyken* will suppl 
Independent assessment team 

LUCK5#A S Stone & Webster, Inc 83/10/27 HARRISON, J Region 3. 
Office of Director Ip 21010 060 24X Fiche 50-329. 83 MO/27, 

0311020357 


—0311030360 Affidavit of RL Lykcni 

LVKENS-, R L Stone h Wobiter Engineering Corp 03/10/21 Spp 
aiOlO 061 24X Fiche 50-329.83/10/27.0311020357 


D31 10903BD Forwards listed Dechtel Itra & Rev I to "Program to Evaluate 
Past Welding to Photon Procedures." per RD Torner/J Barr 
discussion W/q end 

WOOD.J L . LEONARD.H P Consumers Power Co 83/10/27 BARANOW.S 
atone & Webster# Inc Ip 21103 186 24X Fiche 50-329,03/10/27, 

0311090308 


8300310059 Board Motif Ication 83-162 forward’s Info re util 031005 stop 
work order on seismic Class I pipe hanger li snubber 
activities layoff of 133 craft & support personnel 
NOVAK, 7 M Assistant Director for Licensing 83/10/28 Atomic 

Safety and Licensing Doard Panel 3pp 31014 333 24X 

Fiche 50-329,03/1(1/20,0300310059 


--B311020379 Submits new info 6 matl relevant to Oh/OL proceedings re 
licensee 831005 decision to stop all Class 1 safety-related 
pipe hanger t< snubber activities Deficiencies noted In 
welding & bolting for hangers Retraining program expected 
HARNICK, R F Region 3# Office of Director 83/10/17 
EISENHUT, D 0 Division of Licensing }p 21014 316 24X 

Fiche 50-329, 03/10/28# 0300310059 


0311020160 Submits synopsis of organiiation changes ^requl ring rev to 
QA Topical Rept CPC-l-A Rev 15 to fept in approval cycle 6 
will be Issued for review by 831115 

ERHARDT.R j Consumers Power Co 83/10/28 DEMTON# H R Offica o* 
Nuclear Reactor Regulation. Director Spp 21D11 151 24X 

Fiche 50-329.03/10/20.831 1020168 


0311020439 Responds to 831104 Itr re followup meeting u/Caseload 
Forecast Panel on schedule for completion of plant Neu 
schedule for Unit 2 will be submitted in early 1984 
CQDK.J N Consumers Power Co 83/10/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 21014 305 24/ 

Fiche 50-329.03/10/26,6311020429 


6311070309 Responds to 831D12 request for CCP training program for site 
mgt Dfc staff info Training program currently being 
forma 1 1 zed 

QUAMNE# D L Consumers Power Co 63/10/28 DARANOW# 8 W Stone tt 
Webster# Inc Ip 21063 141 24X Fiche 50-329# 03/ 1 0/2B. 831 1070308 


03111OO2S6 Forwards addl info re NRC independent c onf irm-ator y piping 
enaly s is. inc 1 uding revised hanger isometric C. hanger detail 
drawings l< revised Dechtel specs W/one oversize drawing 
Aperture card is available in PDR 

ERKARDT.R J Consumers Power Co 03/10/29 DENTON# II R Office of 
Nuclear Reactor Regulation, Director 21pp 21127 003, 24X 

Fiche 30-329.03/10/28,8311100256 


— 8311100259 Rev 2 to “Design Epee for Nuclear Bve Piping for CPC, 
Midland Unite 1 It 2 “ 

« Bechtel Carp 03/05/09 53pp 21127 033 24X 

FUhe 50-329,03/10/28,8311100236 


— 8311100260 Rev 6 to "Design Spec for Component Supports for Nuclear 
6vc Piping for OPC. Mid land Units 1 2 *' 

« Bechtel Carp 83/05/12 22pp 21127 063 24X 

Fiche 50-329,03/10/28,0311100336 
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'-03111002-62 Rev 24 to -'Pipinj Class Sheets for CPCtMidl^Txl Units 1 S' 
2 " 

# Bechtel Corp B3^03«/I0 76pp 21127 083 SAX 
FI Che 50-329i 03/10/23. sail 100256 


— 03iUOO264 Rev 15 to 'nipins Cla»s Summary Shseta for Midland Unit* 
J & a '• 

« Berhtel Carp 03/05/16 UlSpp 21127 161 24X 

FI Che 30-329, B3/ 10/20, 031 1100256 


— 0311100266 Rev Q to ‘Insulation Schedule for Midland Unite 1 fc 2 “ 
* Bechtel Corp B3/O2/10 19pp 21131 139 24X 

Fich<> 50-329,03/10/28,0311 100236 


--8311100267 Rev 9 to “Spec for Earthquake Reeietance Design of 
Equipment Lototed in Reactor BldQ for CPC, Midland Unite 
1 2 " 

# Bechtel Carp 03/06/24 124pp 21131 150 24X 

Fiche 90-329. 03/10/20. 03111 00236 


— 0311100270 Rev 2 to Pro-cedure QWNP-20004i ’‘Functional Spec for RC5 
Di sp lavements* Sd i fmic Reeporiee Spectra St LOCA Displacement 
Time Histories " 

• Babccck 6 Hllcox Co 02/11/04 59pp 21131 202 24X 

Flchc 90-329.03/10/20.6311100236 


8310310403 Generic Ltr B3-3B to all licensees of operatins pQuer 
reactors & applicants for OL re NUREG-096S, “NRC Inventory 
□ f Dams '• Fcruiards NunEG-'096S "NRC inventory of Dams" for 
info only Vl/o end Bve list encl 

EISEfJHUTiDO Division of Licensing 03/10/31 Consolidated 
£di 5 on Co of Meui York. Inc Hpp 81104 015 24X 

FlchP 50-000.03/10/31.0310310403 


0311040098 Discusses 831025 roeetin® u/utll In DethesdaiHD re NRC 
perception o-f need to include independent audit of util mg t 
as part of corrective actions program util given opportunity 
to state position re violation of ASLD 020430 order 
klEPPLER, J 0 Reglan 3. Office of Director &3/10/3I Region 3, 
Office of Director 2 pp 21051 038 24X Plche 90-329.83/10/31. 

031 104009B 


□31J070366 Foruards remedial soils uior t activity list for Nov 1903 8 . 
supplemental uori activity list for Dec 1983, per ASLD 020430 
order Review, comments tt auth or Iratloh requested 

MDONEY, J A Consu/iers Power Co 83/10/31 HARRISDN. J J Region 3, 
Office of Director 20pp 21063 033 24X Plche 50-329,03/10/31. 

8311070366 


8311D7C5G2 Foruards summary af concept of reactor monitoring sys 
imBthodoiagy designated flied margin Tech Specs to he 
discussed at 831119 meeting In Ua sh Ittg t on. DC 

EHHARDT.R J Consumers Power C-o .03/10/31 DENTOM, H R Office of 
Nuclear Reactor Regulation. Director 30pp 21066 100 24X 

Flcho 50-329.03/10/31,0311070502 


0311110057 Confirms transmittal of listed controlled copies of PQCts 
&/or changes to PQCIi 

PUCCI, J A Cofisotners Power Co 03/10/31 BARANDW.S Stone 
Weiater, Inc Ip 21140 232 24X Flche 90-329.03/10/31,0311110097 


D3lJi4'0329 Approves 030906 request for extension to respond bo Generic 
LCr B3-28 re implications of Salem ATUS events Submittal 
date for iSO-day response Is S404D1 

A DENS AM. E G Licensing Branch 4 03/10/31 COOK. U U Consumers 

Power Co 4pp 21166 266 a4X Fiche 50-329,03/10/31,831 1140325 


8311030149 Forwards audit repts 6 other documents recently issued by 
OA dap t Related correspondence 

BRUNNER. JE consumers Power Cp 03/11/01 DECHHOEFER, C Atomic 
Safety and Licensing Hoard Panel 445pp 21039.024 24X 

Fiche 50-329. 03/11/01. 031 1030 149 


8311080234 Forwards summary of B3102B meeting rt independent design t, 
Const verification program 

LEVIN. H A TERA Corp 03/11/01 KEPPLGR, J O Region 3, Office of 
Olrectdr EISENHUT. D O Division of Licensing COOK. J U 
Consumers Power Co 14pp 21000.176 24X Flche 90-329, 93/11/01. 

031 J08D234 


0311100111 Summary of 030024-25 task force site vi sit w/ONL, util. 
Bechtel. TERA CorP, Ebruc tural Mechanics Assoc & Portland 
Cement Assoc re diesel generator bldg Agenda & vleugraphs 
end 

WlLLERj M A Licensing Branch 4 03/11/01 Licensing Branch 4 

143PP 21190 100 24X Flche' 50-399. 03/1 1/01 , 031 1 1 OOJ 1 1 


8311170148 Confirms transmittal of three computer printouts containing 
info an NPQAD bal ance-of-p lent inspector record*. 

□□TIMER, L Consuniers Power Go 03/11/01 BARANQM.E Stone 
Uebster Engineering Corp Ip 21215 174 24X Flche 50-329. 

83/1 1/01,0311170148 


Q3ll02DD5i Generic Ltr 03-33 to all llcenseo* of operating reactofii 
applicants for OLs it holders of CPs re clarification of 7M[ 

Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENMUT.DG Division of Licensing 03/11/02 Com 0 1 1 d attd 

Edison Co of New York. Inc i 6 pp 21104 001 24X 

Ficho 90-000, 03/11/02. 031 1020091 


0311080349 Notlfloa of start of resolution process for facility 
spatial sys interaction p rog ram/se 1 smi c 

REVN0LD3,v» W Consumers Power Co 83/11/04 DENTON. H R Olflci of 
Nuclear Reactor Regulation. Director 3pp 21070 310 24X 

Fiche 50-329.03/11/04,0311000349 


0011000353 Provides supplemental info in support af NRC iTidcf sndent 
confirmatory piping analysis Info identifies base* for 
decoupling core flood lines from RCS in analyses evaluating 
sys response duo to asymmetric LOCA loading* 

REYNOLDS, J U Consumers Power Co 03/11/04 DENTON. H R Off ICS of 
Nuclear Reactor Regulation. Director 2pp 2J079 392 S4X 
Flche 90-329. 83/1 1 /04, 031 1000353 


0311170346 Confirms transmittal of listed Dechtel field proceduns L 
engineering procedures to S&M 

EUERT. G F Consumers Power Co 03/11/04 BARANDW. 8 Stoni -t 
Uebster. InC Ip 21212 329 24X Fiche 90-329, 03/1 1/04. 03LJ 1 70346 


0011170105 Forwards Table 3. "Evaluation of Weld Samples. " per 
RD Turner it R Scallon requests W/o end 

WOOD, J L , LEONARD. K P Consumers Power Co 03/11/07 QARAlfCN-S 
Stpne & Webster, Inc Ip 21216 199 24X riche 50-329.80/11/07. 
0011170109 


0311170129 Requests to be Informed of status of QA Requests HT-O005. 
RT-0006 V nj-0007 Completion date for OA requests is 831104 
DARANOW.S W Stono 6 Webster Engineering Corp 83/tJ/07 EVERT. O 
8 tone & Webster Engineering Corp ip 21216 183 24X 

Ficho 50-329,03/11/07.8311170129 


0311170230 Confirms transmittal of three computer printouts contalring 
info on MPOAP balance-of-plant inspector records 
DOTIMER.L Consumers Power Co 03/11/07 DARANOW,S Bton* L 
Webster Engineering Corp Ip 21214 172 24X Flche 90-389. 

00/11/07. 0311170200 


03U14O3O2 Notification of 031119 meeting w/util St D&W in BethesJa-MD 
to discuss changing current Tech Spec limit methodulogi/ to< 
fixed margin Tech Spec methodology Agenda end 

MILLER, M A Licensing Branch 4 B3/lt/O0 A DEN SAM, E G LleersiTig 
Branch 4 9pp 21183 !79 24X Fiche 90-329> 83/11/00, 831 11403^3 


6311210219 Requests remedial soils work authorl ration for rework at 
Instrument conduit & cable for EX2 St EX3 & conduit & cables 
for 0MD9-E 

MOONEY. J A Consumers Power Co 03/11/08 HARRISON, J J Reqion J, 
Office of Director ip 81239 054 24X Fiche 90-329.03/11/00. 

0311210215 


0311170145 Confirms discussion between tW Tate S< R Scallon 4. forwards 
listed documents W/o end 

LEONARD,? H , WOOD. J L Consumers Power Co 83/11/07 BAflANOMi S 
Stone St Webster. Inc Ip 21219 177 24X Flche 50-329. 83/ H/D9. 
0011170149 


031 120D493 Confirms transmittal of controlled copies of pQCt 9 </or 
changes to 3W> as listed 

EWERT, 0 F Consuraors Power Co 83/11/09 DARANOWtS Stone «< 
Webster. Inc Ip 21204 291 S4X Flche 90-329. 03 / 11 /O?, 9JJ I 280453 


0311280426 Rev 13 to Vol I of QA program manual 

COPK.xl W . DEWITT, n □ Consumers Power Co CPC-l-A R19 VOl 
83/11/19 lOOpp 21899 329 24X Flche 90 - 329 . 83 / 11 / 19.8311220486 


0311280440 Forwards Rev i9 to CPC-l-A. QA topical rept Affidavit end 
W/o stated rev 

ERHARDT. R J Consumers Power Co 03/11/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 8 pp 212B9 176 24X 

Fiche 50-329,83/11/19.0311880440 


0311290164 Confirms transmittal of ref copy of NCR M0l-"9-3~223 
PUCCI. J A Consumers Power Co 03/11/19 DARANOW.S Stone 6 
Webster, inc Ip 21309 217 24X Flche 90-327.03/11/19.6311390164 


8311290194 Confirms transmittal of three computer printout* contalniTi'g 
info nn MPQAD inspector records Printouts cover all 
training. exams, performanc e demos 6 certifications 
ODTIMER.L A Consumers Power Co 03/11/15 DARANOW, 0 atone i. 
Webster, Inc ip 21303 347 24X Flche 50-329,83/11/19,8311270194 
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S3 C 12203i 65 Forwards rem^diai *oils act ivl^ics* identlf led as critical 
Marl ac Hvt 1 1 Bs» schedul pd for Nov 1983 Activity details 

T E 

KAfiftl&DN-J J fiaftlon 3 , Office qf Director Q3/11/IA QUAHME, D L 
Consuners Potupr Co 3p p 21361 154 &4X Fiche 50-329. 83/ 1 1/ 1 6< 


clIlOLOOSl Board Nobl F 1 c a ti on 03-174 provides info re auklliary bldg 
VT\d*rpinn:lrg Differential settlement limit based on field 
• QnltoT Ing records u)t 1 1 assure Structural integrity 
MlrJAK. T M Assistant Director for Licensing 03/11/21 Atomic 

Eafcty and Licensing Board Panel 4pp 212Q5 166 24X 

Fiche 50-339,63/11/21,031 1010021 


— =8311140453 Summarlics 930914-15 site audit in Ann Arbor, MI re licensee 
reanalytis of auiiliary bldg 

C < ift F Reg inn 3, Office of Director 03/10/11 
EISHNfillT.D o Divigion of Licensing Spp 21265 170 24X 

Fithe 50-329, 83/ n /SI, 931 1010021 


B31|OJC}023 Board Notification B3-1BI provides Info re ytl 1 831103 stop 
leorl orde^ issued du^ to discovery of duplicate uelding 
■criteria in projsct <3C Instructions used to control insp of 
electrical Instr umentat i on support uields 

NOVAM.T M Assistant l>lr»-ctor for Liconsthg 83/ll/ai Atomic 
8i#ity antf Licensing Board Panel 3pp 21284 316 a4X 
Fide 90-329.83/11/31,0311010023 


-^311280464 Recoinmends issuance of board notification re util 831103 
Stop work order Issued due to discovery of duplicate melding 
trJttfla in project QC instructions used to control insp of 
electrical instrumentation support melds 

F Region 3, affice of Director 63/11/00 
ElfiEHHUTiD 0 Division of Licensing ip 21284 319 24X 

Flche 50-329, 83/1 1 / 21 , 031 i0itX)23 


6311280279 Notifies of 931130 meeting in Ann Arbor. MI to discuss 
titatus of confirmed i terns* f Ind ings h finding resolution 
PwQth JDVP 

LEVIN, H A TEflA Corp 03/11/22 KEPPLER, J 0 Region 3, Office at- 
director EISENHUT, o 0 Division of Licensing COOK, J W 
Csnsuaers Power Co Spp 21200 032 B4X Flche 50-329,83/11/22, 
^311280279 


6311010026 Board Notl f lea t i an 03-I63A transmits rept re structural 
adequacy of diesel generator bldg 

NOVAH.T M DivUloh of Licensing 03/11/23 Atomic Safety and 
Licensing Board Panel 3pp 21302 320 24X Ficbe 50-329.03/11/23, 

Q3IID10026 


—0311290103 Poruards corrected Pages 9,17 & 20 to, "Rept on Review or 
DUsel OBneratar Bldg ” 

KLa.P etructurai b Geotechnical Engineering Branch 83/11/14 
XKtOHl,J P Assistant Director for Comp L Structures Engineering 
IPosfc 030201) Spp 21302 323 24X Ficha 50-329,03/11/23. 

83)1010026 


E SRC 8afety Evaluation Report (8ER), suppls |i correspondence 


831)210380 Discusses item not addressed In SER re sve mater pump 
structure load transfer Piers 1-6 6 IA-6A will be loaded to 
12aX of Stage I loads before excavating Pier Pits 7 6 7A 
QUAMME, D L Consumers Power Co B3/U/04 HARRISON, J J Region 3. 
DFflce of Director ip 21239 110 24X Flche 50-329,03/11/04, 

8311210380 


F Security, mBdlcali emergency 6 fire protection plans 


8310190316 Responds to PQIA request for documents re Caseload Forecast 
Panel 830419 meeting Forwards App A documents Document 3 
entirely withheld tref FOIA Exemption 3) 

FELtONi J M Division of Rules and Records 63/00/09 OARpE, 8 P 
Oovernment Accountability Project 6pp 21116 OOI 24 X 
Fizh9 50-359.03/03/09,931-0190316 


--0209280367 Discusses fire protection site survey nRC 820908 meeting 
concluded that const has not progressed far enough to 
conduct Valid firo protection site survey Further discussion 
scheduled for early Jan 1983 

F^RNANpR W Llcensinfl Branch 4 02/09/17 NOVAK, T M Assistant 

Director for Licensing 3pp 21110 003 24X 

Flche 50^329,03/06/09.0310190316 


63'10200362 Generic Ltr 03-33 to all licensees h applicants of nuclear 
pawsr realtors re NflC positions on certain requirements of 
AfP R to lOCFRSO 0VC list end 

ElBENFtUT'D Q Division of Licensing 03/10/19 Consolidated 
Ediion CD of New York. Inc 2lpp 21114 329 24X 

Fiche 50-000.03/10/19,8310200362 


Q3llik0272 Releases public version of revised emergency plan 
implementinj} procedures 

FEUTON, J H Division of Rules and Records 63/1I/C8 Document 
Management Branch Ip 21160215 24X Fiche 50-000,03/11/00, 

83111 10272 


-*0311110274 Forwards public version of revised emersency plan 
Implementing procedures , inc 1 ud ing Procedures GEN-2 re 
emeraency telephone numbers OOCC-2 re seneral ofc control 
ctr director 

VARQERi Z □ Consumers Power Co 63/05/19 NRC - N't) Detailed 
Affiliation Given 4pp 21160 216 24X Fiche 50-000, 03/ 1 S /oa, 

0311110272 


— 0311110276 Public version of revised emergency plan implementing 
proced urea, Includ ing Proesduree GEN-2 re emergency telephone 
numbers (. OOCC-3 re general ofc control ctr director 
DEWITT, R D Consomera Power CO 83/05/19 lOOpp 2kl60 220 
24X Fiche 30-000.83/11/00.0311110272 


0311220249 Summary Of 831026 meeting u/ut 1 1 , TERA. Dach te 1 4« Engineering 
Planning t, Mgt, Inc re Fire protection I, safe shutdown 
capability List of attendees 6 vlewgraphs end 

MILLER, M A Licensing Dranch 4 B3/11/09 Licensing Branch 4 

34pp 21273 319 a4X Ficha 50-329,63/11/09,8311220249 


0311160427 Releases public version of revised general Qfc Control ctr f 
emergency operations facility procedures 

FELTON, J M Division of Rules and Records 03/11/10 Document 
Management Dran-ch ip 21221 004 24X Fiche ^O-OCX). B3/i 1/ 10, 

0311160427 


—0311160462 Forwards public verslpn “f Rev 7 to General Dfc Control Ctr 
Procedure OOCC-a, "General Dfc Control ctr Director" L 
Rev 7 to Procedure EQF-2* •'Emergency Operations Facility 
Director '■ Receipt form end 

CARLEY.A Consumers Power Co 03/10/26 Dbcument Management 
Branch 2pp 21221 0B7 24X Fiche 50-000,03/11/10,0311160427 


— 631116D430 Public vorslon of Rev 7 to Oaneral Oft Control Ctr Procedure 
OOCC-2, '•General ofc Control Ctr Director" 6 Rev 7 to 
Procedure EOP-S. "Emergency operations Facility Director •• 

DEWITT, R D consumers Power Co 03/10/21 SOpp 21221 0B9 24^ 

Fiche 30-000,83/11/10.8311160437 


03L116O452 Releases public version of revised general ofc control ctr f 
emergency operations facility procedures 

FELTON, J M Division of Rules and Records 03/11/10 Document 

Management Branch ip 81222 077 84X Fiche 30-000,83/11/10. 

031 1 160452 


—0311160437 Forwards public version of Rev B to General Dfc Control Ctr 
Procedure ODCC-7. “Health Physics Support Team Ueatfer" U 
Rev B to Emergency Operations Facility Procedure EOF-?. 

•'Health Physics Support Team Leader •• Receipt form end 

carle Y, A Consumers Power Co 03/10/27 Document Management 

Branch 2pp 21228 080 24K Fiche 50-000,03/11/10.8311160452 


-'-0311160469 Public version of Rev B to General Ofc Contro-l Ctr Procedure 
GOCC-7. "Health Physics Support Team Leader" 6 Rev 8 to 
Emergency Operations Facility Procedure EDF-7, "Health 
Physics Support Team Leader •' 

DEWITT. R D Consumers Power Co 03/10/21 29pp 21582 082 24x 

Fiche 50-000,83/11/10.0311160452 


B31116018I Forwards Rev 1 to emergency response tapab i 1 1 ties schedule 
per Generic Utr 95^33 Schedule for completion bf Unit 2 
being reevaluate<l Subsequent rev will be submitted within 
6 months 

COOK, J W Consumers Power Co 03/11/10 DENtON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 21226 197 a4X 
Fiche 50-329, QS/n/ 10, 031 1 100121 


0 Adjudicatory correspondence 


B31i07Dl60 Informs of Intention to request A0LD review of depositiohs 
Clark will not appear for 63101B deposition 

KARR,J W Karr 6 Lyons KARR.J W Government Accountability 
Project 83/10/14 PROCTOR, S D Isham, LinColSi 6 Oeale ip 
21061 196 34X Fiche 5Q-329, 03/ 10/14. 031 1070160 


0311020301 Memorandum in support of 031021 appeal of A9LB orders 
granting issuance of subpoenas subpoenas violate First Amend 
rights Certificate of Bve end 

KARR,J W Government Accountability Project 83/10/P5 Atomic 

Safety and Licensing Appeal Panel llpp 21010 272 24X 

Fiche 50-329,83/10/25.0311020301 



188 


DOCKETED ITEMS 


B311170147 Summarjjes^ understanding of 9jjD2'4 agreement r« B31011 
discovery request Sc util 031020 res;>Dn*e Objections 
reserved on all iteris upon utilcb no agreement made 

DRUNWEH-J E Consymers Power Co e3^i0/25 BEftNADEI, U Governmert 
Accountability Project 3pp 21214 060 24X Fiche 50-329# 03/ 10/2?- 

0311170147 


031 1010342 Poruaids State of MI Circuit Court protective prder entered 
by stipu-latiOTi in Dou litigation 

STEPTOE.P P Jsfiarfl- Lincoln & Deale BTEPTDE^P P Consutners Powai 
Co 03/10/27 DECHKaEFER.C . COWAN. F P , H ARDOUR, J Atomic Safety 
and Licensing Board Panel 5pp 20979 333 24X 

Fitfie 50-329, 63/10/27, B31 1010342 


0311030079 Forwards responses to 0 Stamtri* 831011 i nterr 0 !ja tpr 1 es 
Rejipansei do not address questions objected to in i/tll 
031025 objections to 0 Stamtrls 831011 interrogatories & 
doctiment production ret^uasts Related correspondence 
PROUENZANO, U P Consumers Poujor Co 83/10/27 DEflNAQEri L 
Government Accountability Project 2pp 21027257 24X 

Flche 50-327,03/10/27,6311030079 


■0311030001 Responses ta 831011 Interrogatories Questions 1-9 will bo 
ansuered at later date Certificate of Svc end Related 
correspond Br>cB 

DRLNNER.J E , KDSTIELNEY, J E , MURRAY, G Consumers Pouer Co 
83/10/27 STAMrnlS, D Stamlris, D 53p p 21027 299 24X 

Flche 30-329, 93/10/27. 831 1030079 


8311010263 Memorandum ■!« Order Lap-83-70* affirming B30729 ruling on 
atty-dient privilege Order issued in responea to h Binclair 
830812 matipn to reconsider prior ruling re uti l/Rechtel 
821 124 meetinq protection available & uas not waived 
DECHHOEFER, C Atomic Safety and Licensing Board Panel 83/10/20 
14pp 20979 207 24K Fl ch e SO-329, 03/ 10/28. 031 lOl 0SB3 


83ll0400i7 Motion to reopen 8, suppl record on Sinclair Contention 14, to 
submit PA Summers, JP Bradley CR ffefe affidavits Affidavits 
provide results of postulated evergreen fog sueep or planted 
barrier analysis 

OILOMEN,B R Consurrers Power Co GILOMEN, G R Isham, Lincoln & 
Seale 03/10/23 Atomic Rafety and Licensing Board Panel &pp 

21090 334 24X Ficbe 50-329,03/10/23,0311040017 


--0311D4OO24 Affidavit of DA Bomners providing addl Info on physical 
restrictions & limited effectiveness af evergreen fog 
sweep or barrier between coaling pond dike & Oerdonvilla 
Road 

SOMMERS, D A Consumers Power Co 03/10/26 19pp 21050 340 
24X Flche SO- 329. 63/10/20, 0311040017 


— 031 L040031 Affidavit of JP Bradley providing info on type, location t 
depth of trees fat effective fug depletion or barrier 
BRADLEY, J P Cons-umere Power Co 03/10/28 30pp 210SO 3£i2 
24X Flche 50-3^9,83/10/28,0311040017 


— 0311040030 Affidavit of CR Nefe re postulated Oordonvllle Road tree 
plantings 

NEft, C R Consumers Power Co 03/10/20 7pp 2J051 031 24X 

Flche 50-329.63/10/28,0311040017 


0311020280 Reply to applicant 631014 response to second supplemental 
memorandum in support of 0 StamirJs S31009 motion to 
litigate two Dow issues issues tlmeiy raised & present neu 
evidence Certificate of 8vc end 

EERNABE1,L Stamlris, B BERNABEI.l Government Accountability 
Project 03/10/31. Atomic Safety and uicensi-ng Guard Panel 7pp 
aiOll CA6 24X Fichft 50-329.83/10/31,8311020280 


8311030145 Forwards audit repts & other documents recently Issued by 
OA dspt Related correspondence 

BRUNNER. 3 E Consumers Power Co 83/11/01 DECHHOEFEH.C , 
HARBOUR, j , COHAN, F P Atomic Safety and Licensing Board Panel 
445pp 21039 024 24X Flche 50-329, 83/ 1 1 /Oi , 83U03O14 5 


8311040030 Motion to compel & application far enforcement of subpoenas 
against Opvt Accountability Project deponents. L Clark, 

T Devine, PP Garde ^ L Hal Iberg Response from deponents must 
be filed before 831110 Certificate of Svc end 

PROCTOR, 8 D Consumers Power Cu PROCTOR, 0 D fsham, Llnculn & 
Beale 83/11/02 Atomic Safety and Licensing Board Panel 23pp 

2JDS2 248 24 X Flche 90-329.83/11/02,8311040030 


0311070163 Forwards Exhibit C to mution to compel ■& application for 
enforcement of subpoenas against flovt Actountab J 1 1 ty Project 
deponents, W/o encl Svc list end 

PnO-CTOR.S D isham, Lincoln Si Beale PR8CT0R, 8 1> Consumers Power 
Co 83/11/03 DECHKCEFER.C Atonic Safety and Licensing Board 
Panel 2pp glOftl 207 24 X Fiche 50-329,03/1 1/03,031 1070163 


0311070221 Order granting util 631102 request for reduction Jn rrtpo^ii 
time to G31102 motion to compel E application fur 
enforcement of subpoenas against Govt Accountability Project 
deponents 

DECHHDEFER, C Atomic Safety and Licensing Board Panel Q3/ilJ03 
Consumers Power Co 2pp 21062 269 24X Flche 90-329, B3/1 1/03, 

0311070221 


8311160136 Response to util motion to compel & application for 
enforcement of subpoenas Submission to discovery would 
cause immediate grave & irreparable injury to organ 1 1 atl on a 1 
vlabilitij Certificate of Svc end Related correspondence 
KARR, J H Government Acc oun tab 1 1 1 ty Project 03/11/04 Alcaic 
Safety and Licensing Board Panel 3pp 21194 DlO 24X 
riche 90-329,83/11/04,0311160136 


0311100204 Requests feasibly expeditious judicial enforceaient of 
subpoenas to enable applicant to fulfill end 03J1OB 
memorandum 6 order 

BECHHOEFER, C Atomic Gafety and Licensing Board Panel S3/tl/08 
riTZGERALD, J A Office of the General Counsel Ip 21126 129 Z**. 

Flche 90-3S9, 03/ U/ 08. 0311100204 


--6311I00214 Memorandum & order granting util motion to ccenptl Govt 
Accountability Project responses to subpoenas t seeking 
judicial enforcement of subpoenas 

BECHHOEFER, C Atomic Bafetij and Licensing Board Panel B3/LI/CB 
Duke Power Co 9pp 21126 126 24X Flche 50-329,03/11/001 

03U 100204 


8311290214 Notice of appearance in proceeding Certificate of 0vc «nc I 
OLEBSON, C M Consumers Power Co 03/11/17 3pp 21303 277 24X 

Ficho 50-329,83/11/17,0311290214 


0311200049 Order extending time until 031230 for Commission to act to 
review Director's Decision DD-03-16 

CHiLKiS J Office of the Secretary of the Commission 03/11/22 
Commissioners Ip 21279 213 24X Ficho 50-329,03/11/22. 

63112B004S 


0311200098 Request for extension until 03120? to file brief opposing 
appeal Of Govt Accountability Project deponents Certificate 
of Svc encl 

PROCTOR, S B Consumers Pouei Co PROCTOR, S D Isham, Lincoln- in 
Beale 83/11/22 Atomic 0afety and Licensing Appeal Panel 4pf 
21270 242 24X Flche 50-339.03/11/22,0311200090 


0311300242 Order cancelling 031202 evidentiary hearing Further 
evidentiary hearing will be held on 831203 in Bethesda,MD 
BECHHOEFER, C Atomic Safety and Licensing Board Panel 03/11/2'? 
Ip 21312 032 a4X Fi che 50-339,03/11/2918311300242 


H General correspondence 


0311150178 Commends util efforts to develop employee assistance progru'i 
to deal w/employee substance abuse problems Pressure should 
be plated on remaining contractors b subcontractors to 
develop similar programs 

HANDLER. M A Affiliation Unknown 03/10/31 BECHHOEFER, C Atomic 
Safety and Licensing Board Panel Ip 21172 JB7 24X 
Fiche 90-329,03/10/31,8311150178 


0 Inspection reports. IE Bulletins & correspondence 


8307190175 Requests Commission review analysis of serious mishandllni 
of NRG insp/investigation of allegations raised re bath 
specific & generic welding flaws at Bechtel-constructed 
p lants 

GARDE, B P Government Accountability Project 83/06/30 
PALLADINO, N J Commissioners S7pp 31024 146 24X 

Flche 50-000, 83/06/20, 0307 1 901 79 


— 0311020170 Comments on developments in Investigations o-f sUejations 
Opportunity to submit input & initiation of investigative 
effort requested 

GARDE, B P Government Accountab 1 1 Ity Project 62/09/D6 
KEPPLER.J o Region 3. Office of Director I4pp 21034 199 3^ « 

Fiche 90-000,83/06/30.8307190179 


Q31130D123 FOIA request for documents re 1 nve i tl gation s , c omp I a i nts it 
enforcement actions at facilities 

DAVIS, J R Dice, Bweeney, Sullivan, Feikent, Hurbls & Foster. P C 
83/00/03 Region 3, Office of Director Ip 31325 113 24X 

Flche 50-329,03/08/03.0311300133 


0310190316 Responds to FOIA request for documents re Caseload ForeCist 
panel 030419 meeting Forwards APP A documents Document 3 
entirely withheld (ref FOIA Exemption 5) 

FELTON, J H Division of Rules and Records 03/00/09 GARDE, D P 
Government Accountability Project 6pp 21116 001 24X 

Fiche 50-329,03/08/09,8310190316 
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Further reapoTise ta FDIA request for info re invcstigiitiDnt 
4 cap|A^nt 9 h enforcemefit action* at facilities Forwards 
i,.i:uEients responsiro to request 

FeXTWi J M Division of Rules and Records 83/09/01 DAVISi J R 
DiECi Sueerey, Balltvani Faikensi Hurbis L Foster. PC ip 
JI325 iH Fithe 50-339.83/09/01.8311300126 


■*-6311300130 Forwards rept on design l< const problems for period fi om 
Start of const through Q20&30i in response to ACR 6 B30608 

Itr 

F Region 3i Office of Director 0P/1O/29 
6I5ENKUT»D 0 Division of Licensing 3Spp 21325 113 24X 

FiChf 50-329.33/09/01.8311300126 


S311UM69 Forwards none onf ormanc e identification repts for review 
Rrcprdi of six persona randornly selected from population of 
perions trained for PQCI E'6 0. Rev 16 listed on 030919 
irintoiPt Meelilv rfpta eipected 

IW-ANOMp S W Stone & Uebster. Inc B3/10/OS KEPPLER.J 0 Regiori 
3, Offic* of Director llpp 21140 353 24X Fiche 50-329. 03/ 10/0*» 
63111)0069 


5>:a3O0797 IE Info iNofclce 03-69. "Impropeily Installed Fire Dampers 
It Kaclear Pouibt Plants “ Bve Hat end 

jCFDANiE L Division of Emergency Preparedness e* Engineering 
Priponti iPost 0301031 03/10/21 Consolidated Edison Co of Nei^ 

ToTfc. [nc I37pp 31114 351 24X Fiche 50-000.03/10/21.830830079* 


E^l 1020325 forwards IE Enforcement Conference Repta 50-329/83-22 tc 
50-330/03-23 on 031011 No noncompliance noted 

flPPLERiJ 0 Region 3. Office of Director 03/10/21 CQQK.J W 
Ccninaeri Power Co Spp 21010 210 24X Fiche 50-329. 83/10/21. 
0311020325 


—0311020330 I£ Enforcement Conference Repts 50-329/03-22 8 i 50-330/03-23 
cn 831011 Wo none QFipl iance noted Major areas discussed 
allr)i-d violation of A9L6 order it CP condition re remedial 
idlli work 

HASflLSON.J J . WARNICH. R F Region 3. Office of Director 

€3/10/20 Opp 21010 220 84X Fiche 50-329. 83/ 10/21 . B3l 1020325 


^0310030 IE Info Notice 83-70. "Vibration Induced Valve Failures " 
5 ,e list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
HiteDDSt (Post 030103) 03/10/29 Consolidaled Edison Co of Noj. 

Vapth Ire n7pp 21097 219 24X Fiche 50-000.83/10/25.830831003'^ 


f3ll0903|3 Forwards IE Insp Repts 50-329/83-13 & 50-330/03-14 on 
0JOS21-O72O it notices of violation 8 < deviation 

HWNlCKiR F Region 3. Office of Director 83/10/25 COOK../ W 
{Bnsvarrs Power Co 2pp 21104 268 24X Fiche 50-329.03/10/25. 
*111070313 


—6311070315 Notice of violation from insp on 030621-0720 

UAFINICK.R F Region 3. Office of Director 83/10/25 2pp 
2IID4 290 24X Ticho 50-329.83/10/25.0311090313 


"8311090318 Notice of deviation from insp on 030621-0720 

e Region 3i Office of Director 03/10/25 Ip 21104 292 24X 

Fichr 50-329.03/10/29.0311090313 


-8^11090321 IE Insp Repts 50-329/03-13 50-330/03-14 on 030621-0720 

Ncncoap I lance noted failure to take adequate corrective 
actloh re document control problems in remedial soils area «f 
failure to follow procedure for approval of lesson plans 
BVnUEES.D L . COOK. R xJ . GARDNER. R N Region 3. Office of 
Director 03/10/25 Upp 21104 293 24X Fiche 50-329.03/10/25. 

03 U 0903 13 


K?C’B30O799 IE Dulletin 83-07. Suppl 1. "Apparently rraubulant Products 
SbM Eg Rav Miller. Inc " 8 vc list end 

tEVDUNO.R C Olrector'e Office. Office of Inspection and 

Erforciaent 83/10/26 Consolidated Edison Co of Neu York. Inc 

I79PP 2)070 170 24X Fiche 50-000.03/10/26,8308300799 


1300310034 IE Info Notice 03-71. "Defect in Load-Bearing Welds on 
Lifting Divlces for Vessel Head it Internals “ 3vc list end 
■JQRDA/I.E L Division of Emergency Preparedness it Engineering 
R 41 »oti 1 I fPost B30103) 03/10/27 Consolidated Edison Co of Neu 

Xert. Inc ll 3 pp 21097 337 24X Fiche 50-000,03/10/27.8300310031 


&jOa3lOC4B IE Info Notice 03-72. "Environ Qual I f i cation Testing 
Eiperitrca " Bve list end 

JQRDAN.E L Division »f Emergency Preparedness tt Engineering 
Riipenif (Post 830103) 83/10/28 Consolidated Edison Co of New 

far) I Ire laipp. 21195 024 24X Fiche 50 - 000 . 03 / 10 / 28 . 8306310048 


&3053I0057 EE Info Notice 63-73, "Radiation Exposure From Gloves 
Canianjnated H/U Daughter Products " 8 vc list end 

f>RT1-<Wj J 0 Division of QA. Safeguards it Inspection Programs (Post 
6X)J03J 83/10/31 Consolidated Edison Co of New York, Inc 

il 6 pp 21194 248 24X Fiche 50-000.03/10/31.0300310057 


8311030068 EN-B3-069A on 83 1026, notice of violation tc proposed 
Imposition of civil penalty discussed in EN-B3-069 not 
issued Enforcement conference scheduled for 03tiO-4 to 
discuss uxCAVatiuti L fire line relocation activities 

KLINGLER. D . AXELRAD. J Director's Office. Office of Inspection- and 
Enforcement B3/10/3) Ip 21029 251 24X Fiche 90-329.83/10/31 

8311030066 


0300310076 IE Info Nutlce 63-76, "Reactur Trip Breaker Malfunctions 
( Undervol tage Trip Devices on GE Type AK-2-23 Dreakers) " 

Sve list end 

JORDAN. E L Division of Emergency Preparedness 8 < Engineering 
Response (Post B30103) 03/11/02 •Consolidated Edison Co of New 

York, Inc ll5pp 21914 024 24X Fiche 50-000, 03/i I /02.G30B31007r 


830S310079 IE Info Notice 83-75. "Improper Control Rod Manipulation '' 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Englnssring 
Response (Post 830103) 83/11/03 Consolidated Edison Co of New 

York, Inc 1 14pp 215J3 293 24X Fiche 50-000, 83/11 /03, 83003 1 0079 


0311210296 Forwards IE Hgt Meeting Repts S0-329/B3-24 6 50-330/83-29 
on 831013 to discuss remedial soils it const completion 
program Independent third-party assessment/overview 
activities 

WAnNiCK, R F Region 3. Office of Director B3/U/04 COOK.J U 
Consumers Power Ce 2pp 2123? 216 24X Fiche 90-329. B3/ 1 1/04. 

83C 1210296 


—0311210304 IE Mgt Meeting Repts 50-329/03-24 it 50-330/03-29 on 831013 
Major items discussed assessment of remedial soils/ 
underpinning it romedial soils uorji 

GARDNER. R N . HARR I BON. J J Region 3. Office of Director 
83/U/03 3pp 31239 2tB 24X Fiche 50-329.83/11/04.0311210296 


—0311210386 Forward! Weekly Rept 53 of independent assessment of 
underpinning for period 030918-24 

LUCKS. A S Stone & Webster, Inc 83/09/27 COOK. R NRC - No 
Detailed Affiliation Given 13pp 21239 270 24X 

Fiche 50-329.03/11/04.8311210296 


— 8311210392 Forward! Weekly Rept 54 of independeeit assessment of 
underpinning for period 830925-1001 

LUCK0, AS Stone 6 Webster. Inc 83/10/05 CGDK. R NRC - No 
Detailed Affiliation Given 12pp 21239 203 24X 

Fiche 50-329.83/11/04,8311210296 


— Q31 1210396 Forwards Rept 15 of const implementati on overview for period 
030919-23 

DARANOW, 8 M Stone 6 Webster. Inc 03/09/26 KCPPLER. J 0 

Region 3. Office of Director 7pp 21239 319 24X 

Fiche 50-329,03/11/04.6311210296 


— 8311210402 Forwards Rept 16 of const implementattan overvLeui for p«i lod 
030926-30 

DARANOW.B W Stone 8 . Webster. Inc 83/11/04 KEPPLEft. J 0 

Region 3. Office of Director 14pp 31239 326 24X 

Fiche 50-329.83/11/04.8311210296 


0311010015 IE Info Notice 63-77. "Atr/Oas Entrainment Events Resultiti) 
in 8 ys Failures 3vc Hit end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of New 

York. Inc 114pp- 24X fiche 50-000.83/11/14,8311010019 


8311170436 Confirms 031)16 meeting w/utll in Schiller Park.IL to 
discuss alleged vlnlation of AQLD order r« remedial soils 
area S< possible IE enforcement actions 

HARNICK, n F Region 3, Office of Director 03/11/14 CDOK, J W 
Consumers Power Co Ip 21208 312 24X Fiche 50-329.03/11/14. 

8311170436 


8311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Bafety " 8 vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Nevi 

York, Inc I17pp 21603 001 24X Fiche< 50-000. 03/1 1 / 17. 831 1010018 


0311220197 Ack receipt ef 931104 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-329/B3-12 6 
5O-33D/03-13 

HARNICK, R F Region 3, Office of Director 83/11/17 COOK. J W 
Consumers Power Co 2pp 21254 187 24X Fiche 30-339103/11/17, 

8311220197 


— 8311220202 Respends to NRC 030729 Itr re violations noted In IE Insp 
Repts 90-329/83-12 it 50-330/83-13 Corrective actions hangers 
removed, replac ed or rswelded as necessary Review during 
current work stoppage underway 

CDORiJ W Consumers Power Co 83/11/04 KEPPLER.J Q Region 3 
Office of Director 3pp 21234 169 24X Fiche 50 -329,83/11/17. 

0311220197 
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0311230^69 Part 21 rapt re IE Dullefcin 03-06. “Non con forming Mafcjs 
aujpliod by Tiibe-Linff Corp '• 1 <jeivti f K a ti on & d i tpofci 1 1 oni ng 
of suapect vendor ma 1 1 ejpetted to be complete by end of 
Peb J 9B4 Next reapon^e by 840316 

CQDK» v) N fonsuners Power Co B3/11/17 KEPPLER, J O Region 3* 
Office of Director 5pp 21284 305 24X Fiche 50-329.03711/17. 

0311200469 


E311010D23 Board Notification 03-101 provide* Info re util 031103 atop 
uork order issued due to discovery of duplicate welding 
critprla in project 0C instructions used to control Insp of 
electrical instrumentot 1 an support <j«lds. 

NDVAI^'T N Assistant Director far Licensing 03/11/21 Atomic 

Safety and Licensing Doard Panel Spp 21204 316 24X 

Fiche 50-329. B3/1I/21. B31 1010023 


— 83112BD464 Recommends issuance of board notification re utlJ 031103 
stop wort order latued due to discovery of duplicate melding 
criteria in project DC instructions used to control insp of 
electrical instrumentation support welds 
HAfiNICJi.R F ftegion 3r Office of Director 03/il/OB 
EISENHUT.DO Division of Licensing Ip 21204319 24X 

Fiche 5D-329i 03/ i 1/21 1 031 1010023 


R Periodic operating reports h related correspondence 


0311100308 Forwards “Midland Independent Design Const Verification 
Pro-gram. ” Monthly Status Rapt 6 for Oct I9B3 

LEVIN. H A TERA Corp 03/11/15 KEPPLER^ 0 Region 3» Office of 
Director ElSBNHUT. D Q Division of Licensing COOK» J W 
CaTisumers Power Co Dpp 21230 179 24X Fiche 50-329# 83/1 1/15. 

0311180308 


— 0311180311 "Midland Independent Design Const Verification Program-'’ 
Monthly status Hept 6 For Oct 1903 

DODOHERTV# F A THRA Corp 03/10/31 60pp 21220 182 24X 

Fiche 50-329.03/11/15# 8311 130308 


0311210295 Forwards j^anthly status rept for Oct 1983 

HAHNICK.R F Region 3# Office oF Director 83/11/15 KGPPLER, J 0 
Region 3. Office of Director. ip 21234 301 24X 

Fiche 50-329# 83/11/15. 0311210299 


'0311210297 Forwards monthly status rept for Oct J9B3 

COOK. R J Region 3; Office of Director 03/11/00 WARNICK. R F 
Region 3, Office of Director 3pp 21234.302 24X 

Fiche 50-329,03/11/15# 831 1210295 


S Reportable occurrence*. LERs related correipondence 


8310190316 Responds toi FQIA request for documents re Caseload Forecast 
Panel 830419 meeting Forwards App A documen fcs. Document 3 
entirely withheld <ref F8IA Exemption 9) 

FELTON. J M Division of Rule* and Records 03/08/09 OARDE. 8 P 
Oovernment Accountab 1 M ty Project 6pp 21116001 24X 

FIcho 50-329.83/00/09,8310190316 


— 031 1090073 PNO- 1 1 1-03-049 on B30617, Mergent lm« Corp. con trac tor 
pBTfQTtnlng remodlal soil* wort, announced layoff of 40 
workers from workforce of lOS Layoff due to NRC delay In 
approving next stage of remedial soil* work, 

OAflDNER.R . WARMICH.fl Region 3, Office of Director 83/06/17 
Jp 211J7 116- 24X Fiche 30-329# 03/00/09. 0310190316 


8311010028 Interim defltlerycy rept r« loose locking clip* In Instrument 
cabinet* Initially reported on 030130 Clip* replaced on 
libit 1 equipment Unit S aquipment require* determination of 
safety-related cable* by Bechtel Neat rept by 831230 
COOKiJ W Consumer* Power Co 03/09/30 KEPPLER, j o Region 3. 
Office of Director. 3pp, 20978 016 24X Fiche 50-329.03/09/30, 

B31101002S 


0311010180 Interim deficiency rept re safety-related electrical 
equipment not meeting project requirements Initially 
reported on 021230 Dechtet task force established to 
investlgatft & resolve HCAR 66 Next rept by 031230 

COOK.J' N Consumers power Ca 83/09/30 KEppLER, J 0 Region 3. 
Off ice of Director Hpp 20993 24 2 24X Fiche 50-329# 83/09/30, 

0311010180 


0311010345 Interim deficiency rept re B&N steam generator auxiliary 
feedwater header design change Flanges welded to headers for 
connection of risers oin Unit 2 Ifork on Unit 1 header stopped 
due to delay of startup dates Next rept by 831130 
CODK.J kl Consumers power Co 03/09/30 KEEFLER. J 0 Region 3. 
Office of Director 3PP 20993 OOl 24X Fiche 50-329.83/09/30. 
B3t 1410245 


B311010190 Final deficiency rept re incorrectly installed chick valvfi 
in component coaling water sys Initially reported on 030902 
Check valves will be replaced Schedule for replacing valve* 
provided 

COOK# J W Consumer* Power Co 03/10/02 KEPPLER. J G AlgUn 3. 
Office of Director 7pp 20993 256 24X Fl c h B' 50-329, 83/ I0/02i 

8311010190 


B31 1010447 Final deficiency rept re overloading of Class IE motor 
control ctrs Initially reported on 83090^ Corrective actiatv 
1 nl tlated. per MCAR 71 Schedule for releasing design change 
package to modify hardware provided 

CDOK.J W Consumers Power Co 83/10/02 KEPPLER. J kJ Riglon 3. 
Office of Pirector 6pp 20971 320 24X Fiche 30-329. 33/10/02. 

03HO1O447 


0310270479 PNO-1 1 1-83-104 on 031024. nine stop work order* Lisusd basfd 
an extensive safety-related activities after dA site audit 
Audit revealed field design changes not identified on all 
const drawings Review of drawing* In progress 
HARRISON. J Region 3. Office of Director B3/10/24 Ip 
20922 012 24X Fiche 50^329.03/10/24.8310270479 


8311070553 Part 21 rept re potential defect In replacement RLA rubber 
valve seat for 4S-inch RlA containment purge valve Initially 
reported on 031O2S supp 1 i er, Duf f a 1 o Heaving & Beltlng.wlll 
produce anvil seats using extruded preform 

kfILBDN, A K Henry Pratt Co 63/10/28 KEPPLER# J 0 Reqlen 3« 
Office of Director 4pp 21065 267 24X Fiche 30-000# 03/10/20. 

031 1070535 


8311150318 Final deficiency rept re upgrade of bLH nonselsnic 
transmitter mounting brackets Installation *# verification of 
seismic qualification of replacement brackets will be 
documented In NCR MO 1 -92^-065 

COOK. J H Consumers Power Co 03/10/20 KEPPLER. vi 0 Region 3. 
Office pf Director 2pp 21179 240 24X Fiche 50-029.03/1^/28# 

831U30:?ie 


0311150360 Interim deficiency rept re electrical raceway syi 
nonconf urmances Final judgment on Impact on plant safety 
will be made when result* from const verification program 
available Next rept will be submitted by 040224 

CODK.J U Consumers Power Co 03/10/20 KEPPLER, J 0 Region 3i 
Office of Director 2pp 21170 260 84X Fiche* 50-329. 03/10/20-. 
0311150360 


0311150118 Final OeflcUncg Rept MCAR 67/ Rev l.re ins tal 1 atlon/df s igrs 
of Class IE cabinets & panels Initially reported on Q30S1I 
Equipment location drawing revised to specify clearance 
relocate cabinets Next rept by 840427 

COOK# J W Consumers Power Co 03/10/31 KEPPLER. J O Region 3. 
Office of Director 13pp 21174 273 24X Fiche 50-329.93/10/31. 

eattisoiie 


B3111501B7 Interim deficiency rept re adequacy of shear reinforcement* 
at major containment penetrations Initially reported on 
810515 All evaluations t* analyses will be completed by 
831201 Next rept expected by 640127 

COOK.J H Consumers Power Co 03/10/31 KEPPLER, J 0 Region 1> 
Office of Director 3pp 21172 101 24X Fiche 50-329.03/10/31, 

8311150187 


0311150380 Interim deficiency rept re accident temp effect* on 
containment level measurement Initially reported on 820314 
Field design changes should be complete in Jan 1984 Interim 
or final rept will be submitted by 640127 

COOK.J W Consumers Power Co 03/10/31 KEPPLER. J O Region 3. 
Office of Director 2pp 21178 021 24X Fiche 50-029.03/10/31. 

0311130300 


8311150366 Interim deficiency rept re cracking of care support 
structure bolting Util elected to replace A6ME 8A 453 Grade 
660 bolts w/fasteners fabricated from alternative mails 
Next rept will be submitted by 840109 

COOK, J « Consumers Power Co 03/11/01 KEPPLER# J Q Raqlcn 3. 
Office of Director 3pp 21177 063 24X Fiche 50-329.02/11/01. 

8311150366 


031S14OS72 PNO-i 11-83-1 16 on 831109, util announced projected commercial 
operation date for Unit 3 revised from Feb 1985 to mld-1906 
Schedule for unit 1 under review 

HARRISON. J . WARNICK, R Region 3. Office of Director 03/11/09 
Ip 21150 194 24 X Flcb* 50-329# 03 / 11 /09# Q3U 140172 


0311200362 Final Deficiency Rept 82-07 re O-related equipment cooLid by 
non-Q HVAC sys Bechtel completed all engineering studies 
required ta Identify corrective action Selected auxllxarij 
bldg HVAC sys upgraded to Q status 

CODKiJ W Consumers Power Co 83/11/15, KEPPLER# JO Region 3, 
Office of Director Ip 21205 033 24X Fiche 50-329. 83/ * 1 / 1 

831 1280362 
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Part SI rept re lE DuUetln G3-0iii '’None nof orming MotH 
E>il|llc4 111 Tjb»^Ukrytt Corp " Identification ^ d ispo^i ti oni ng 
luipict v«ndo? (natl expected to be complete bg end of 
Fit |i?84 N«it re*«panfte by 840316 

fX*.J H> canaunxert Power Co 03/ll/i7 KEPPLER, J 0 Region 3. 
:4#lCi Of Director 5pp SiaQ4 305 2AX Fich® SO-as*?, 03/1 1/ 17, 
« L 1 M 0469 


' Kiarlnj tianicript-i orv non'onfci trus t (natters 


£^>■1070259 Trarscript of 031031 evidentiary hearing in hi <1 land « {il Pp 
J 1.713-31, 306 

e Atoai-c Safety and Licencing Board Panel 03 / 10/31 ? 4 pp 
2 i:*a 004 24 X Fictia 90 - 329 . 83 / 10 / 31,0311070259 


I 3 U 3 T 0007 Transcript of 631101 evidentiary hearing In hidland.lll 
SI 497 

* Atoalc Safety and licensing Doard Panel 83 / 11/01 I 92 pp 
2 LC ,61 001 24 X Fiche 50 - 329 , 03 / 11 / 01.8311070007 


KHOSOOIO transcript of 031102 evidentiary hearing in MidlandpMl Pp 
aj, 49 B- 2 1.676 

* Ataeic Safety and Llcenting Board Panel 83 / 11/02 I 79 pp 
81071 050 24 X FUhe 30 - 329 , 83 / 11 / 02.0311080010 


MIIJ 90195 Transcript of 831103 evidentiary hearing in Midland. hi 
fj 21. 67 7-2), 691 

♦ Ateaie Safety and Licensing Board Panel 83 / 11/03 ai 4 pp 
ai 09 & US 94 X Fiche 50 - 339 . 03 / 11 / 03,8311090195 


KII 10 <>OD 4 franscrlpi of 631104 hearing In Midland, Ml Pp 21 , 892 - 32.053 
* Atcelc Safety and Licensing Doard Panel 83 / 11/04 lilpp 
81139 136 34 X Fiche 50 - 339 , 03 / 11 / 04,8311100004 


4311140856 Transcript of 831107 evidentiary hearing in hldlandiMI 
7| 32.M4-22. 190 

• Alcaic Safety and Licensing Board Panel 03 / 11/07 90 pp 
2115.8 ai 3 34 X Fiche 30 - 329 , 83 / 11 / 07,0311140236 


WIIISOSTS Transcript of 03 1 LOB evidentiary hearing in Midland, MI 
fp 22 , 199 - 22.383 

* AtoaU Safety and Licensing Board Panel 83 / 11/00 l 0 Spp 
21181 001 24 X Fiche 50 - 329 , 83 / 1 1 / 00 , 8311 150272 


W) I 1 S 0376 Transcript of 831109 hearing U Midland, MI Pp 22 . 384 - 22,562 
■ Alpa)( Safety and Licensing Board Panel 83 / 11/09 lQ 2 pp 
21177 196 24 X Fiche. 50 - 329 , 83 / 1 1 / 09 , 831 1 150376 


& 3 ]l 234 i 2 a Designation, as direct testimony, of end portlans of 
fi^osiUon transcript of OL Donnell 

VILLIAHS. F C Consamero Power Co 03 / 11/21 2 pp 21268 353 24 < 

Fitlie 50 - 329 , 83 / 11 / 21,8311230128 


—8311230131 Portions of jl Donnell deposition, des Ignated as direct 
teillmory Certificate of Bvc end 

DOHHELL.J L Consumers Power Co 83 / 11/21 i 9 pp 21268 359 
2 %X Fiche 50 - 329 , 83 / 11 / 21, 0311230128 


^«E 1 50-331 DUANE ARNOLD ENERDY CENTER 
F Sicurliy, medical, emergency 6 fire protection plans 


S 310200362 Oeneric Ltr 83-33 to all licensees 6 applicant* ef nuclaor 
pc-wir resclori re NRC positions on certain requirements of 
A»p R to lOCFasG Bve lilt encl 

El 8 €ftHJT ,0 0 Division of Licensing 83 / 10/19 Consolidated 
Ellson Co of Now York, Inc 2 lpp 21114 339 24 X 

Fiche 55 - 000 , 83 / 10 / 19,8310200362 


B 3 ltO 20346 Forwards procedures generation package in response to 
Ei/rpl I to NUREO-0737, Item 7- 2 Q 

KCOAOSHV. R U loua Electric Light h Power Co 83/10/31 
£EMTDf6H R Office of Nuclear Reactor Regulation, Director 17pp 
aiOlO 116 a4X Flcha 50-331,83/10/31,8311020346 


—8311020340 "Ouldaline for Preparation of Emergency Operating 
Frocidures, " 

lOOK.R L . MANNEN.R loua Electric Light t« Power Co 83 / 10/17 
46 pp 21010 133 24 X Fiche 50 - 331 . 83 / 10 / 31,0311020346 


8311040175 Releases public version of revised corporate plan 
f ap^liBiintlng procedure 

FELTON, U M Division of Rules and Records 83 / 10/31 Document 
flanage^ent Branch ip 21098.353 24 X Fiche 50 - 331 , 83 / 10 / 31 , 

831)040175 


— 8311040180 Public version of Rev I to Coiporate Plan Implementing 
Procedure CplP -1 6 , "Cammunicat i ons t Data Transmission By* 
Coordination W/ 03 loai ltr, receipt form t, revtsBd index 
QRONER. H F , NILBON. D L louia Electric Light L Power Co 
83 / 10/20 DENTON, i-< R Office of Mudear Reactor Regulation, 
Director 8 pp 21098 354 S 4 X Fiche 90 - 331 . 83 / 10 / 31,0311040175 


D 311 O 60166 Releases public version of Tevlaed emergency plan 
imp 1 Qjncht ing procedures 

FELTON, J M Division of Rules and Records 93 / 10/31 Docunent 

Management Branch ip 2)094 112 24 X FUhe 90 - 331 . 03 / 10 / 31 , 

831 1080166 


— 8311080171 Foruards public version of reviled qJhergency plan 
Implementing prnc edures, inc lud Ing Procedures CPSP -2 l re 
doge assessment 6 protective action re-c ommertd at i ons S« 

CPlP -4 I re malnt of emergency plan preparodnesE 

WfLEQN, D L lowa Electric Light 6 Power Co 83 / 10/21 

DENTON, M R Office of Nuclear Reactor Rogulation. Director 3 pp 

21094 113 a 4 X richo 50 - 331 , 03 / 10 / 31, 031 1080166 


-- 831 1030176 Publ I c varslon of revised BmergeTicy plan implementing 
procedures, Including Procedures CFlP -2 ) re dose assossment 
ft protective action re commendation* 6 CPIP -4 1 re malnt off 
emergency plan pruparednoss 

YC|UNO*K , W 1 L 80 N,D L loua Electric Light & Power Co 03 / 10/14 
109 PP 21094 116 aaX Fiche 30 - 331 . 83 / 10 / 31, 0311080166 


p Operating license stage documents 6 correspondence 


0311030292 Summary of 03 OB 29 meotiiig u/OE 6 Mark I Dunors Group in 
Betheada.MD re differing opinions betueen NRC L CE re 
acceptability of use of 0 £ suppression pool temp analysis 
(Multi-plant Action D- 01 ) 

QIEGEL, n Operating Reactors Branch 2 83 / 10/05 Operating 

Reactors Branch 2 74 pp 21093 244 24 X Fiche 50 - 000 , 03 / 10 / 09 , 

031 1030292 


8311010434 Forwards safety evaluation concluding ECCS performance 
within dc power supply failuro ac c eptab 1 e , based on 000723 
subtnlttal Issue resolved 

V/AS 8 ALL 0 , D D Operating lleacters Branch 2 83 / 10/24 L 3 U, L Iowa 

Electric Light 8 < Power Co 2 pp 210)7 079 24 X 

Fiche 90 - 331 , 83 / 10 / 24.0311010434 


— 8311010437 Safety evaluation concluding ECCS performance within dc 
power supply failure acceptable 

« Office Of Nuclear Reactor Regulation* Director 63 /L 0/24 2 pp 
21017 Oai a 4 X Fiche 90 - 331 , 03 / 10 / 24.6311010434 


8310310403 Centric Ltr 63-30 to all licensees of operating power 
reactors 6 applicants for OL re N 6 REO- 0969 , "NRC Inventory 
of Dams ■' Forwards NUREO -0963 "NRC tf'vontory of Dams" for 
info only N/e end Bve list ond 

EI&ENHUT.DO Division of Licensing 83 / 10/31 Consolidated 

Edison Co of New York* Inc I 4 pp 21184 019 24 X 

Fiche. 50 - 000 , 03 / 10/31 ♦ 8310310403 


03 HO 1 OIQO Oe-neric Ltr 83-36 to all DWR Ucensoes ts NJREO -0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
u/guldance in Nl/REO -0737 Response required within 90 days of 
receipt of ltr Sve list encl 

EISENHUt.B 0 Division of Licensing 83 /li/Dl Commoiiwnalth 

Edison Co 22 pp 21104 025 24 X Fiche 50 - 000 , 83 / 11 / 01,6311010180 


6311 OQO 20 O Provide* info re mods to control rod drive return line per 
NUBEO -0619 a. NRC 611026 ltr DUhd CspectacUl flange 
installed during Spring 1903 refueling outage 
MCOAUCHY, R H iQwa Electric Light 1 . Power Co 63 / 11/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2 pp 
21001 097 24 X Fiche 50 - 331 , 83 / 1 1 / 0 1 , 83 1 1000280 


8311020091 Qeneric Ltr 03-39 to all licenseos of operating reactors, 
applicant* for OLs ii holders of CPs re clarification of TMI 
Action Plan Item II H 3 31 Submittal of bounding 
demonstra 1 1 on will satisfy requirement » Sve list encl 
EISCNHUT.DO Division Of Licensing 83 / 11/02 Consolidated 

Edison Co of New York, Inc I 6 pp 21104 001 24 X 

Fiche 50 - 000 , 03 / 11 / 02,8311020051 


8311150491 Forwards safety evaluation of compliance oj/NUREO- 0737 . 
Item II D I re testing of RC 8 safety t< relief valves 
Response acceptable Item, resolved 

VA 0 BALUO, D Operating Reactors Branch 2 03 / 11/04 LIU. L Iowa 

Electric Light L Power Ca 17 pp 21103 102 24 X 

Fiche 90 - 331 , 03 / 11 / 04.0315150491 



192 


DOCKETED ITEMS 


031110009? Fory^rds rflspons* to INRC 83J019 request for submittal* to 
eitent practical^ info requested in Generi-c Ltr 33^26* 

"Required Actions fiasetf on G^nari'C Xfnpl i cat ions o# Saleiin 
ATWS Events •' 

NCGAUOHY.Ji W lotoa Electric Light S« Power Co 03/11/07 
DEWTDWjH fl 0-Pflco of Nuclear Reactor Regulation* Director 19pp 
21137 27B Flche 30-331,83/11/07,0311100092 


O Inspgcilan reports, IE bulletins 8r correspondence 


B31 1020351 FoTUariis lE tnsp Rept 30-331/03-15 on 030031-0930 No 
noncDirp 1 1 anc e noted 

SHAFER, M D Region 3, Office of Director B3/10/19 LIU.L louj 
Electric Light ?c Power CO 2pp 21010 09i 24X 

riche 30-331*83/10/19, 831 1020351 


— G3110203S7 IE Insp Rept 50-331/03-15 on 830031-0930 No non c oRip 1 lance 
noted Major areas inspected aperatlonel saf etg* malnt* 
survei i lance* procurement. Tiil action items & regulatory 
perFormanco of improvoment program 

CLARDV*L S . WALKER. R 0 Region 3. Offica of Director 03/10/19 
0pp 21010 096 aqx Ffche 50-331 * 83/ 10/19* 831 102035 1 


6300300797 IE Info Notice 03-69* “Improperly Installed Fire Dampers 
at Nuclear Power Plants •* Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response CFost 02OJO3) 03/10/21 Consolidated Edison Co of New 

ynrlc* Inc 137pp 21114.391 a 4X Flche. 50-000, 03/10/Sl , 830B30079’ 


0309310030 IE Info Notice 03-70, ''Vibration Induced Valve Failures “ 
Svc list end 

ODRDANj E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) B3/10/29 Consolidated Edison Co of New 

Yorfci Inc 117pp 21037 219 ZAX. Flche 50-000,03/10/25.6308310030 


6306300799 IE Bulletin e3-07*Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, inc '■ Svc list end 

DEYOUNG* R C Director's Office, Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of New Vorh, Inc 

179PP 21070 170 24X FUhe 50-000,83/10/264 0300300799 


8300310034 IE Info Notice 03-71, "Defect in Load-Rearing Welds on 
Lifting Devices for Vessel Head b Internals Svc list end 
JORDAN) E L Division of Emergency Preparedness k Engineering 
Response (Post B30103) 03/10/27 Consolidated Edison Co of New 

YorJi, Inc ilSpp 21057 357 24X Pi che. SO-OOD, 03/10/274 03OB31OO34 


0300310049 IE Info Notice 03-72* “Environ Oua 1 if Ication Testing 
Eiperlence “ Svc list end 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response CPost 0301031 03/10/20 Consolidated Edison Co of New 

York, Inc I3lpp 2U55 024 24X Flche 50-000,83/10/20*8300310049 


0306310057 IE Info Notice 83-73* ♦'Radiation Exposure From Gloves 
Contaminated W/li Daughter Products " Svc List end 

PARTLDW.J 0 Division of OA, Safeguards k Inspection Programs (Post 
030103) 93/10/31 Consolidated Edison Co of Keu York* Inc 

Ii6pp 21134 240 24X Flche 50-008,03/10/31,0308310097 


0300310076 IE Info Notice 03-76, "Reactor Trip Dreeter Malfunctions 
fUndervo Jtage Trip Devices on CG Type AK-2-25 Breakers) " 

Svc list encl 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103} 63/11/02 Consolidated Edison Co of New 

York* Inc ilSpp 21S14 024 24X Flche 50-00 0.03/11/024 0308310076 


0300310075 IE Iftfo Notice 63-75* “Improper Control Rod Manipulation “ 
five list ensL 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response rPost 030103) 63/11/03 Conso 1 irfatod Edison Co of New 

York, Inc 114pp 21513 253 24X Flche 50-800,03/11/03,8300310075 


8311110293 Summary u# 831021 meeting u/DUR licensees In Oethesda.MD re 
future insps for intergranular stress corrosion cracking 
previously inspected under lE Bulletins 82-03 U 63-02 
Meeting notice b list of attendees end 

ZWDLINSKIjJ a Division □# Licensing 03/11/03 H3LAHAM, 0 M 
Division of Licensing 6pp 21160 185 24X Flche 50-000,03/11/03. 

03111 10293 


8311220169 Responds to IE Bulletin 01-01, "Survei 1 lance of Mechanical 
Snubbers " Replacement Pacific Scientific snubber at 
Location DCA-6-S8-50 visually Inspected k found acceptable 
MCGAUGNT, R W lawa Electric Light b Power Co 83/11/10 
KEPPLERi J 0 Region 3, Office o-f Director 3pp 21254:330 24X 

Fiche, 50-331*03/11/10, Opl 1220169 


0311010015 IE Info Notice 03-77* “Air/Oas Entrainment Events Resulting 
In &y» Failures " Bvq list end 

JORDAN, E L Division of Emergen-cy Preparedness b Engineering 
Response fPost 830103) 03/11/14 Consolidated Edison Co of New 

York, Inc ll4pp 24X Flch e 50-000, 83/11/14, 031 lOlOOI 5 


S3110I0018 IE Info Notice 03-70, "Apparent Improper Mod of GanjonSM 
Affecting Plant Bafety " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineer Irj 
Response (Post 830103) 83/11/17 Consolidated Edison Cc of NeJ 

York* Inc 117pp 21603 OOl 24X Flche 50-000* 83/1 1 / 1 7. B3IS0 1 POl 0 


R Periodic operating reports b related correspandenc e 


8311000261 Forwards semiannual rept summaritlng progress ii> 
implementing NRC requirements concerning plant mods, 
identifying changes in Schedules A b D b summarising riesoris 
for completion date changes 

MCOAUGHV.R W Iowa Electric Light k Power Co 03/)l/O3 
DENTON, H R Office pf Nuclear Reactor Regulation, Director l^fp 
21001 117 24X Flche 50-331, 03/1 1/03, 83J 10B026J 


0311210410 Monthly operating rept for Oct 1903 N/03lll!S Itr 

ANDERSEN. M * MI NECK, D L Iowa Electric Light b Power Co B3/||/I5 
Director's Office, Office of Inspection and Enf orrement 9(p 

21236 295 24X Flche 50-331,03/11/15,0311210418 


B Reportable occurrences, LERs b related correspondence 


8311090349 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for lO-cycle - 70, OOO-amphere withstand test 
Equipment redesigned k mod kite b instruction books 
prepared Listed customers advised to initiate mod 
DWYER, P W General Electric Co 03/10/28 DEYOUNG, R Dinetor 
Office, Office of Inspection and Enforcement 7pp 21103 S94 S4J 
FUhe 50-000,83/10/28,0311090340 


8311200087 LER 03-O39/O3L-O on 031 01 7, revi fiw of steam line high 
radiation instruments revealed nonperformance of scheduled 
030725 calibr Caused by personnel error Calibr performed b 
personnel relnstructed W/B31116 Itr 

ANDERSEN, M W , MINECK, D L Iowa Electric Light b Poiuer Co 
03/11/16 KEPPleR, J 0 Region 3, Office of Director 2pp 
21879 030 24X Flche 50-331,03/11/16,0311200087 


8311200499 Responds to NRC request for addl info re 63S0S6 M91V 
closure Detailed event description b excerpts from 
proprietary GE Topical Rept NEl)C-3002t re transient events 
end Rept excerpts withheld 

MCOAUOHV, R W Iowa Electric Light k Power Co B3/11/21 
DENTON, H R Office of Nuclear Reactor Regulation, Oireebor 3pp 
21283 270 24X Flche 50-331,03/11/21.0311200499 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


D NRC Draft/Final Environmental Statements, suppls b cor r esponJenc b 


0310310403 Generic Ltr 03-30 to all licensees of operating powir 
reactors <« applicants for OL re NUREG-0965< "NRC Inventory 
of Dams " Forwards NUReo-0965 "NRC Inventory of Dams'* for 
info only W/o end Svc list end 

EISENHUT, D 0 Division of Licensing 03/10/31 Conso} Idated 
Edison Co of New York, Inc 14pp 21104 015 24X 

Fiche 50-000,03/10/31,8310310403 


F, Security, medical, emergency k fire protection plans 


8310200362 Generic Ltr 03-33 to all licensees & applicants of tiudear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Svc list end 

EIBENHUT, DO Division of Licensing 03/10/19 Consolidated 
Edison Co of Hew York, Inc 21pp 21114 329 24X 

Flche 50-000.03/10/19,8310200362 


0311200521 Forwards IE Insp Rept 50-333/83-23 on 831011-13 No 
noncpmp 1 iance noted 

MARTIN, T T Division of Engineering tc Technical Programs 83/ll/t4 
MCNEILL, C A Power Authority of the State of New York 2pp 
21284 07S 24X Flche 50-333,83/11/14.8311280521 


— 0311280524 IE Insp Rept 50-333/83-23 on 031110-13 No noncomp llanca 
noted Major areas Inspected 031012 emergency exercise 
COHEN, I Region 1, Office of Director CROCKER. H W Division 6f 
Engineering k Technical Programs 03/11/10 7pp 21204 d77 241 

Flche 50-333,03/11/14,8311200521 


P Operating license stage documents t, correspondence 


0311030292 Summary of 030025 meeting w/0£ k Mark 1 Owners Group In 
Pethesda.MD re differing opinions between NRC & CE re 
acceptability of use of 0£ suppression pool temp analysis 
(Multi-plant Action D-01) 

SIEGEL, D Operating Reactors Branch 2 63/10/05 QperatLng 

Reactors Branch 2 74pp, 21053 244 24X Flche 30-000*03/10/05* 

8311030292 
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Diniti 6309^06 r»<^it64t for ISO-day e^^tenalon to submit form-il 
t»ppfln*c to Ltr Ba-HSi "Clor 1^= icatioti of fiatiolr^d 

^cifAns BJiStf on Ooneric I^pHcatlons of Sal«m ATMS £vonts " 

Irro s^atrld to sgbm i 1 1« il« to extent practicaltbq B3ti09 
»*SSALL0,D9 Dper*tir>9 Reactors Branch 2 83/10/19 BAVKE.J l> 

Tcder AwtiKQ^i ty o# the State of New York 2pp 21024 354 2AX 
ritfca 5Q-335 i B3/ 10/ 1*?, B31 1020476 


B:Li{>lOl80 Orhirlc Utr 93-36 to all BWR licensees re NUREO-0737 Tech 
Spics Rf^jeiis revieui of Tech Specs to deteresine consistencu 
e/|tfi.tfartce in NUflEO— 0737 Responae renoired tulthln 90 days of 
Tecelj^t of Hr Svc list end 

EXs£Ni^T> D 9 Division of Licensing 83/11/01 Cooimonueal th 

£di»an Co 22pp 21104 033 24X Piche 90-000* 83/ 1 l /oi* 83 IJOlOiaO 


^11020051 Citirric Ltr 63-33 to all Licensees of operating reactors* 
ijp1lc«nts far fie holder* of CP« re clarification of TMI 

^ciltn Plin itoA II K 3 31 Subr^lttal of pounding 
dea-anstratlen will satisfy requirements 6vc list end 
EtSCNHljt* D 0 Division of Licensing 03/11/02 Consolidated 

Cllsen CO tf New Yorki Inc 14pp 21154 OOjl 24X 
Fl^be 30-000*83/11/02*8311020031 


K?S12^0<X34 Foruard* Amend 76 to License DPR-g9 (■ safety evaluation 
Aiird «d<l4 limiting caA-ditions for operation & surveillance 
Ireernts for reactor protection sys electrical power 

s^ppl i es 

I apPrating Reactobp Branch 2 83/11/07 BAYNE* J P 

P4««r Authority of the State op Neiu York 3pp 2)299 099 24X 

f iche: S 0-332* 53/11/07, 03)1230004 


8311010314 Forwards lE Insp Rept 50-333/S3-I9 on 030523-24 


noncontp I lance noted , „ ^ « 

MARTIN* T T Division of Kngineerlns 4 Tachnital Program* 
WCNElLL*C A Power Authority of the State O'f York 

20979 029 24X FlChe 3-0-333* 83/10/ »7' ^31 10103|4 


No 

B3/10/1- 

2pp 


-8311010319 IE Insp Rapt OO-aas/BS-lY on B30B23-3& 

noted Major areas inspected inservlf® Insp activities 
licensee response to IE DuUetln 03 'Ci 2 * including reviei-> ^ 
veri f icat iort of ultrasonic enam data a' 5 /o 9 / 3 n 

MCBBEAPTY. R A > DURR* J P Region 1. Office 
4pp 20979 031 24X Fiche g0'-333* 93/ li>/17*®^l 


830B300797 IE Irrfo Notice 83-69. "l^nipropSr ly Installed Fire DompifTS 
at Nuclear Pouiar Plants " Svc list end 

JORDAN, E L Division af Emergency of New 

Response (Post 030103) 03/10/21 Consolidated Edison Co 

VoTk^ Inc I37pp 211)4 351 


24X Fir he 90 - 000 * 03/10/21 -830030079^ 


8308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures 

Svc list end ^ , 

JORDAN, E L Division of Emergency P»'®''3red»ies5«- Engine 9 
Response (Post 830103) 93/10/39 bSosSIoSSo 

Vorl, Inc 117PP 21097 219 24X Pi c h e fiO-DOO. 03/ 10/29- 

B30B300799 IE Bulletin 83-07. Suppl t, "Apparently Fraudulent Product* 
Sold By Bag Miller, Int " Svc list end 

DeyQUNO*R C Director's Office* QffU* of Inspection an 
Enforcement 63/10/26 Consol Ida ted i sbn Co d Haul Yo 


^3^311930007 Ajsend 74 to License DPR-g9i adding limiting conditions for 
ojiratioh & surva 1 1 lance requirements for reactor protection 

t-yi (over luppHet 

VASSALLOiD 0 Operating Reattors Branch 2 B3/ii/07 ISpp 

31299 061 24X Flche 50-333,53/11/07*0311230006 


1308310034 IE Info Notice 83-71* "Defect in ° 

Lifting Device* for Vessel Head t* Internals Svc J 

JORDAN. E L Division of Emergency P’'®^*’'*'*’?*** ill Co of New. 

Response IPost 930103) B3/i0/27 ^ lOO?-» 


—9311230009 Safety avalvatiofi supporting Amend 76 to License DPR'59 
AHTfED.i OfPloe o-f Nuclear Reactor Regulation* Director 
83/11/07 app 2)299 068 24X Flche 50-333* 03/il/O7* 83U230006 


— EA07110T7I "Technical Evaluation Rept on Monitoring of Electric Power 
tci- R-eaetor Protection 8ys for JA Fitzpatrick Nuclear Power 
Plant - 

S€l.Af>C*J C Laurence Livermore Laboratory FIN a- 0290 
UCID-197D6 63/06/lS NRC - No Detailed Affiliation 81veo 
B99 31899 070 24XFlch» DO-aBS* 03/1 1 /07, 0311230006 


$9H1-60L8] Poruards application for amend to License DPR-59, revis tng 
Tech Spfc* to reflect installation of containment isolation 
vilvgf In reactor bldji closed loop cooling water sy* fi* 
aiclvsien of valves from quarterly surveillance 
f AVNE* J p Power Authority of the State of New Vark 03/ 11/10 
VASSALLO. D B Ops-ratiJig Reac tqrs. Branch 2 2pp ^ 21109 339 24x 

FI the 90-333*03/11/10,6311160101 


1300310048 lE Info Notice 03-72, "Environ Qualification Testing 
Eiperlence " 9vc list enc 1 

JDROaN.E L Division of Emergency ijeer ing 

ff.ep.n.. (P<..t eaoiOT- . B30B3I0043 


1308310057 lE Info Notice 03-73, "Radiation Exposure From Glove 
Contaminated W/U Daughter Products “ five list ff'c* OT.«Ar«ms (Post 
PARTL(3M. J D Division of OA, Safeguards U 
930103) 83/10/31 Consolidated Edison Co ’ 


031117O3B3 Forwards IE Insp Rept 50-333/03-20 on 030629-0902 No 

an,i„.r*nj, * T.chnica. Pr,...- B3/.0/a, 

MCNEILL* C A Power Authority, of the ^ 

21200 353 24X Fiche 30-333.03/10/31,0311170383 


^311 160106 App 1 icat I on for amend to License OPR-99, revl sing Tech specs 
to reflect Instial la 1 1 on of containment isolation valves in 
rijeto-r tldg closed loop cooling water sys it exclusion of 
valves from quartarly surveillance requirements 
tAYNE.JP power Authority of the State of New York 83/11/09 
19 2Ue9 341 24X Flche 80-333,03/11/10,0311160101 


—3311*70398 IE I„p Re*>t 80-339/93-80 on 830029-0002 No noncol.pll.ro/ 
noted Major areas i-nspacted environ monltorins proQTamt* 
including mgt controls, QC of analytical measurements ^ 
followup of previous insp findings . rif*ite of 

8TRUCKMEV6R, R , COSTELlO, F H , PASClAK, M J Region 1' Of 

Director 83/10/24 3PP 21208 35S 
0311170383 


_ „ Reg ion 1 ’ 

24X Flche 50-333,03/10/3) 


—03II16OJO7 Proposed Tech Specs reflecting installation of new 
corrtei ninfnt isciiation valves in reactor bldg closed loop 
tooting water sys & exclusion of valves from quarterly 
svrvel Hence requirrmants 

s peutr Authoritig nf the State of New York 83/11/10 9pp 
9ti$9 342 24X Flche 50-333. 03/1 1/iO, 03U I 6 OIO 1 


11170428 Forwards IE Rept 50 - 333 / 03-21 on 830906-1007 No 

"“^Vl.lor rrr*..t . n...d.r* Pro,,... ^ 
ICNEILL.C A Power Authority of the State of Ms^ Vovk gp 


I Ihspectton reports, IE Bulletins 6 correspondence 


531)920446 Ack receipt of 630608 ItT transmitting OA manual per 
lOCFRSO 54{a) Dubmittal nat swbj to 10CFR50 34<ai 
r Squ^trcoints Hartwai returned w/o further review 

fOTAFOYB.O Region 4, of flea of Director 83 / 06/27 SPRANCERS* C « 
Tvladynr Engineering Services Ip 21250 017 24X 

F f C h e SO-333, 83/06 / 29 , 08 1 1 220 4 46 


--0311220452 Forwards Rev 0 to QA manual, per lOCFRSO 54<a) H/o end 

5)>RAliOER3>C 0 TelBdyTie Engineering Services 53/06/00 Region 
4. Office of Director Ip 21250 0 I 8 24X Fiche 50-333.03/06/29, 
&31 1250446 


.93*. *70,30 .e ,n., «.pt 50-333/93-2* on 

noted Major areas inapscted LER review, op eratianah 

verlPlcatitin, eurveillancB observat i on®, ms int btseryations 

startup testing - refueling u j 

00SRFL61N.*. T R.|,i9o *• O.ftc, of 0‘.-“ ii" 


1093*0076 IE In,. Not*** B3-76. "RMCt,, Trip Br.,l..r r* 4 *funct*or. 
CUnderVoltaye Trip Devices on GE Type Breakers 

JDRDANrE Division of EmergHncg Preparedness 6 f i!!® 

<r.p.t 930103* 03/.1/O3 _ C.n.9*14aW0_Edi.»n 








* 1 .^ *-.*1 15.3 y I 


e 3 llOl' 02?9 Notifies thmt review of purchase orders for 1981 to present 
revialad no Tubi-Llna supplied A 9 ME Code matls ordered or 
red-alvirf. In rasponse to lE Bulletin 53-06 

fbCNEELLiC A Power Authority of the state of New York 03 / 10/11 
MrXouMO.R C Region 1 . Office of Director 2 pp 20979 238 24 X 

Fi c He : 30 - 333 , 83 / 10 / 1 1 , fiOL 101 0279 


18310075 IE Info Notice 83-75, “Improper Control Rod Manipulation 

loRDAhlfE Division of Emergency New 
:esponse (Post 030103) 83/11/03 ^ Con.o I i dated Ed s on Co of NeW 
>orl, Inc 114PP 21513 253 a 4 X Fi cbe 50 - 000 , 83/1 1/03, B30a31u^>/o 
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a3LUl0293 aontitarij of G31021 mettins ui/BwR licensees In Botheada^flD r& 
fuiurr inspt for intergranular itrefs corroiion cracbins 
previouelv inspected under IE flulletins 0iJ-O3 Ci 83-02 
Meeting notice & U»t of attendee* end 

ZWOLlNSKIiJ A Division of Licensins 83/11/03 HOLAHANi O M 
Division of Licensing &pp 2H60 109 24X Fiche 30-000> 63/ 1 1/03< 

0311110293 


B3UOIQ015 IE Info Notitc 83-77* "Air/Oas Entrainffvent Event* Resulting 
In aqs Failures " Svc list end 

JORDAN* E L Division of Emergency Prepdrednets Engineering 
Response iPost fl30l03> 83/11/14 Consolidated Edison Cd of Neu 

Vori* Inc ll4pp 24X Fiche 50-000.83/11/14,0311010019 


0311300521 Forwards IE Insp Rspt 50-333/83-33 on 031011-13 No 
noncomp llance noted 

HARTIN. T T Division of Engineering Ic Technical Progi'ama 83/11/11 
HCNEILL.C A Pouet Authority of the State of Neui York 2pp 
21204 073 24X Ficha 30-333. 03/1 l/l4* B31 1300331 

—0311300534 J£ Insp Rept 50-333/83-23 on B3U 10-13 No none o dip Hone e 
noted Major areas Inspected 831013 emergency exercise 
COHEN. I Region I* Office of Director CRDCKER*H W Division of 
Engineering S. Technical Programs Q3/ii/i0 7pp 213B4 077 34X 

Fiche 50-333*03/11/14.0311300521 


0311010018 IE Info Notice 03-78. “Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN* E L Division of Emergency Preparedness 6* Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Cd of New 

yori* Inc U7pp 3li03 001 34X Fiche 90-000. 83/11 /17, 0311010018 


R Periodic opBratlng reports It related correspondence 


8311090413 Forwards corrected monthly operating rept for Oct 1903 
MCNEILL.C A Power Authority of the State of New York 83/11/07 
Office of Administration Ip 31103 199 24X Fiche 50-333. 

B3/U/07. 8311090413 


— 6311090415 Corrected monthly operating rept for Oct 1963 

COOK. J Power Authority of the State of New York 63/10/31 8pp 
31103 19ii 24X Fiche 50-333.83/11/07,6311090413 


8 Reportable occurrences* LERs & related correspondence 


8311810268 LER 63-042/03L-0 on 830985. LPCI B independent pouer supply 
tripped Caused by faulty inverter leg assembly Atsemblg 
replaced tr inverter tested satisfactorily power supply 
returned to svc tJ/B3lU3 Itr 

RUDDY* D * MCNEILL.C A Power Authority of the State of New York 
83/10/06 MURLEY.T Region 1* Office of Director 2pp S1335 343 
24X Fiche 50-333*83/10/06*8311810268 


8311070310 LER 83-03e/03L-0 on 830916* while performing RHR motor 
operated valve operability Surveillance Test F-ST-3C. LPCI 
valve 10HDY-25B stopped In middle of open stroke Caused by 
loosened motor pinion tt djlsloged key 1I/B31013 Itr 
RUODYj D * MCNEILL* C A Power Authority of the State of New York 
03/10/07 MURLEY.T Region ir Office of Director 3pp SI062 252 
34X Fiche 50-333*83/10/07*8311070218 


8311010153 LER a3-033/03L-0 on 830909, during eurvol I lane e te sting* main 
Steaen line high flow switch 02-DPIS-U6D did not trip 
primary containment isolation syt logic Caused by failed 
microsuitch Microsultch replaced H/8310i3 Itr 

KCNEILL.C A Power Authority of the State of New York 83/10/13 
HURLEY. T £ Region I* Office of Director 2pp 30977 380 84X 
Fiche 90-333.83/10/13*8311010153 


— 8311310300 Updated LER 03~O42/O3L-l on 830925* LPC I Indopandent power 
supply 0 tripped Caused by faulty inverter leg assembly 
Assembly replaced ?r inverter tested satisfactorily 
RUDDY* D Power Authority of the State of New York 63/10/20 
Region 1. Office of Director Ip 21334 300 34X 

Fiche 30-333,03/10/20*8311210293 


0311170063 LER B3-045/03L-0 on 831004. d 1 SCO vered Surveillance Test 
F-ST~3D “APRtl Instrument Functional Test" exceeded Tech 
Spec 7-day frequency Caused by test overdue on surveillance 
schedule computer printout W/831025 Itr 

LENDSEY. D J * MCNEILL.C A Power Authority of the State of New York 
03/10/35 MURLEY.T E Region 1. Office of Director 3p p 
21216 096 24X Fiche 90-333*63/10/23.0311170063 


8311310374 LER 03-O43/O3L-O On 630937* condensate storage tank lout llvtl 
eultch 33-L8-'74A failed to trip at setpoint of 39 5 inches 
above tank bottom Cause unknown Switch mechanism lui 11 be 
observed further W/031026 Itr 

KIETH.H N , MCNEILL.C A Power Authority of the State of New York 
63/10/36 MURLEY.T E Region 1* Office of Director 3pp 
21233 335 24X Fiche 90-333,03/10/26,8311210274 


6311170230 LER 83-044/03L-0 on 030930* dry wol 1 continuous atmoiphpr* 
particulate radioactivity monitoring sys sides A I. D out of 
svc Possibly caused by loose connection between detector 
high voltage connection & cable connector W/B3l03a ifcr 
KIETM,H N , MCNEILL.C A Power Authority of the 9tate of Neui York, 
83/10/28 MURLEY.T E Region 1. Office of Director 3pp 
81214 194 24X Fiche 50-333,63/10/20,0311170230 


0011100313 LER a3-049/03X-l an 631004/ d 1 sc overed Surveillance Test 
F-BT-9D, ''APRM Instrument Functional Test," exceeded Tech 
8p«c requirements by 16 minutes Caused by personnel error 
Surveillance schedule updated W/B3il0i Itr 

UNDaEY.D J , MCNEILL.C A Power Authority of the State of Neu Y-ort 
03/11/01 MURLEY.T E Region 1* Office of Director 3pp 
21228 107 S4X Fiche 50-333*83/11/01,6311180313 


8311210337 LCR 03-O46/O3L-O on B310DQ* plant entered 24 h limiting 
condition for operatlun due to control rod 03-S3 rod 
selection switch Inoperability Caused by old age of twitch 
Switch replaced E* verified operable N/031103 Itr 

KIETH.H N * MCNEILL.C A Power Authority of the State Of New York 
83/11/03 MURLEY.T E Region I* Office of Director 2pp 
31239 259 34X Fiche 90-333*03/11/03,0311310237 


0311210241 LER 63-090/03L-0 on 831024, reactor cleanup sys equlipmirt 
area high temp switch 12-78-1398 setpoint found higher than 
Tech Spec max Caused by Instrument drift Setpoint reset 
W/B31104 Itr 

KIETH.H N . MCNEILL.C A Power Authority of the State of Neu York 
63/11/04 HURLEY, J E Region 1. Office Of Director Spp 
21235 310 24X Fiche 50-333.83/11/04,0311210241 


0311210249 LER 03-O40/O3L-O on 031021 , dur Inp normal operation, plant 
entered 24 h limiting condition due to control roq selection 
switch 10-15 being inoperable Caused by switch aging Switch 
replaced H/83U04 Itr 

KIETH.H N . MCNEILL.C A Power Authority of the State of New York 
63/11/04 MURLEY.T E Region 1* Office of Director 2pp 
81235 300 84X Fiche 90-333,83/11/04.0311210249 


8311310310 LER 83-09t/03L-0 on 031025. Condensate storage tank loui level 
switch 23-LS-74D setpoint found below Tech Spec min- Caused 
by setpoint drift Setpoint immediately adjusted U/63il04 
1 tr 

KIETH.H N . MCNEILL.C A Power Authority of the State of New York 
03/11/04 MURLEY.T E Region 1* Office o# Director 2pp, 

21334 109 24X Fiche 90-333.83/11/04*8311210310 


8311070342 LER 83-039/03L-0 on 830920* main steam line containment lo 
pressure switch setpoint found less conservative than Tach 
Spec requirements Caused by Instrument drift Setpoint 
readjusted U/eSlOlB Itr 

MCNEILL, C A Power Authority of the State of New York 83/10/18 
MURLEY.T E Region 1* Office of Director 2pp 21063 010 24X 
Fiche 50-333,03/10/18,8311070242 


0311100073 Revised LER 83-040/03L-1 on 830921, during testing of 
post-accident sampling sy s, deuterium C* oxygen sampling ays 
inoperable Caused by neu mod Change to Tech Specs allowing 
short-term isolation initiated W/B31i07 Itr 

HERRMANN, T J , MCNEILL.C A Power Authority of the State of New 
York 03/11/07 MURLEY.T E Region 1, Office of Director 3pp 
21229 343 24X Fiche 50-333,63/11/07.8311180093 


8311010197 LER 83-031/03L-0 on 830912, two of five tested Target Rock 
safety/relief valve* had setpoint values lower than 
allowable tolarance, two had lift setpoints above tolerance t< 
on* did not lift Valves refurbished by vendor U/831017 Itr 
CLEMENTS* P . MCNEILL.C A Power Authority of the State of New York 
83/10/19 MURLEY.T Region 1. Office of Director 3p|i 20977 29^ 
24X Fiche 30-333.83/10/19.0311010157 


6311160253 LER B3-047/03L-0 on 831027, during surveillance testing, one 
af four scram Instrument vol drain valves A0V35 failed to 
close within specified time frame Relaxation of lower stroke 
time limit under evaluation H/831107 Itr 

BERN6TEIN.8 A * MCNEILL.C A power Authority of the State of New 
York 03/11/07 MURLEY.T E Region 1. Office of Director 3pp 
21226 321 24X Fiche 50-333.03/11/07,8311160253 


8311210292 Submit* rev to 031013 cover Itr & forward* LER Q3-042/03L-1 
Original Itr erroneouily listed rept as 83-048 it LER had 
error in reporting date 

Authority of the State of New York 03/10/20 
HURUiYi T Region 1. Office of Director Ip 21234 297 24X 

Fiche 50-333,53/10/20.8311210292 


0311280253 LER 83'049/03L-0 on 631022* stem of HPCl turbine *top valve 
fractured near valve operator coupling Sys declared 
Inoperable Cause unknown Stem replaced Failed stem sent to 
8MI for analysis W/BplllB Itr 

BCHLAU. P . MCNEILL.C A Power Authority of the State of New York 
83/11/16 MURLEY.T Region 1* Office of Director 3p p 2S2B0 23^ 
24X Fiche 90-333,03/11/18.8311280253 
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e>aLlS«0:3g2 LER Ba-032/03U-0 on 831 lOl . during F-ST-4B. HPCI turblng atof 
tri{>?ed Shut Caused by dirt under trip piston allowing 
hyipaulic oil to be dumped from stop valve hydraulic 
actuator Trip assembly cleaned U/B3111Q Itr 

W1E-GJE,R . KCNEJLLiC f\ Pouer Authority of the State of Ne u Vork 
S3/11/1B MUfltEV.T Region 1* Office of Directoi 3pp 21205 09* 
24X Flche 50-333< 03/11/ IBi B31 tSB03B2 


6311S80405 LER 83-053/03L-0 on B306O4* has ep 1 a tc of snubber support on 
torus cooling line found ui/concrete anchor bolts pulled from 
concrete embediTient Caused by u/ater hammer All discrepancies 
repaired U/631113 Itr 

L3&£MQ,R j MCNEILLi C a Pouer Authority of the State of Now York 
es/il/is MURUEY.T Region 1* Office of Director 3pp 21205 17*' 
24< FI the 50-D33i83/U/ia, 8311280405 


DOCKET 50-334 BEAVER VALLEV POWER STATION, UNIT 1 


F Sicurltyi medlcali emergency & fire protection plans 


B310SD03&2 Oenertc Ltr &3~33 to all licensees & applicants of nuclear 
potiir reactors re NRC positions on certain requirements of 
App R to lOCFRSO Bve list end 

ElBENHUT. D 0 Division of Licensing B3/10/19 Consolidated 
Edison Co of Neiu York. Inc 2lpp 21114 329 24X 

FIche 50-000*03^10/19, 0310200362 


9311090222 Foruards IE Insp Rept 9Q->334/e3-20 on 830913-1017 No 
neneoflpllance noted 

STAR-OSTECKIi R Division of Project ft Resident Programs 03/10/26 
CAREY. J J Duquesne Light Co Spp 21099 056 24X 

Flche 50-334.03/10/26.0311090222 


—8311090223 IE Insp Rept 80-334/83-20 on 030913-1017 No noncompliance 
rated Major areas inspected plant operations. housekeep ing, 
fire protec tlon. radiological control s, physical security, 
aalnt activities It interofc ti onsite LER follouup 
TflOSKDSKi.W H * TRIPP. L E Region 1. Office of Director 
03/10/25 19pp 21099 05B SAX Flche 50-334. 03/10/26. B3l 109022P 


9311150243 Foriuards Rev 1 to physical security plan Rev withheld 
<ref 10CFR73 21} 

l/OOLEVER.E J Duyuesne Light Co B3/11/10 DENTON. H R Office o*- 
Nuclaar Reactor Regulation. Director 2pp 21180 357 S4X 
Fkh# 50-334.03/11/10*0311150243 


931 12L0514 Releases public version of revised emergency plan 
lapLamentlng procedures 

FELTDN.J H Division of Rules and Records 03/11/16 Document 
Kiragement Branch Ip 21265 033 24X Fiche 50-334.83/11/16. 

0311210514 


— 831)210517 Forwards public version of revised emergency plan 
implementing procedures. inc lud Ing Procedures EPP/iP i 1 re 
interim notifications & EPP/IP 1 2 re communications 
dlsiemlnat 1 on of info Receipt form end 

SIEBERjJ D DUiiuesne Light Co 03/IO/ao VAROA. B A Operating 
Reactors Branch 1 2pp 21265 034 24X Fiche 50-334.03/11/16. 

8311210514 


—8311210522 Forwards public version of revised emergency plan 
iaplenentlng procedures. inc lading Procedures EPP/IP 1 1 re 
interim notifications h EPP/IP 1 2 re cammunlcati ons 6 
dissemination of Info 

SIEEER. J D Duquesne Light Go 03/10/07 VARGA. 8 A Operating 
Reactors Branch t 2pp 21265 037 24X Flche 50-334.03/11/16. 

8311210514 


0311210528 Public version of revised emergency plan Implementing 
prccedures. Inc lud Ing procedures EPP/IF 1 1 re interim 
notifications & EPP/IP 1 2 re communications 6 d i ssomination 
of info 

LACEY* U s . SiEBERiJ D DuquBsne Light Co 03/10/11. 50pp 
21265 040 g4X Fiche 50-334.03/11/16,8311210514 


J InsuTanee 1 . indemnity information 


8311150027 Forwards check as payment of indemnity feo for period of 
BSms — 031114 In accordance w/Involce C0016 dtd 831015 
EtEECR.J D Duquesne Light Go 03/11/01 Office of Resource 
Kinageaent. Director Ip 21175 011 S4X Flche 50-334.03/11/01* 
B311190D27 


P Operating license stage documents & correspondence 


0311010455 Forwards Amend 73 to License DPR -66 8 . safety evaluation 
Amend restores several Tech Spec pages eliminated when fimend 
61 issued to permit operatlan during Cycle 3 w/50^ of 
in-core flue detector thimbles inoperable 

TAMjP S Operating Reactors Branch 1 B3/ 10/13 CAREY. J J 

Duquesne Light Co 3pp 21018 155 24X Fiche 50-334,03/10/13* 

0311010455 


— 8311010457 Amend 73 to License DPR- 66 , restoring several Tech Spec 
pages elimtnated by Amend 61 to permit Cycle 3 operation 
w/50/ of in-coro flux detector thimbles inoperable 
VARGA. 8 A Operating Reactors QTonch 1 03/10/13 dpp 

21010 1 30 24X Fiche 50-334. B3/ 10/13. 031 1010455 


— B31 1010459 Safety evaluation supporting Amend 73 to License DPR -66 
a Office of Nuclear Reactor Regulation, Director 83/10/13 3pc 
aiOla 166 24X Fiche 30-334.03/10/13.8311010495 


0311030337 Forwards revs to Amends 70 1* 69 to License DPR -66 * 1 ssu ed 
030906 

TAIi. P S Operating Reactors Branch l 83/10/ L9 CAREY* J J 
Duquesne Light Co 2pp 210-49 262 24X Flche 50-334.03/10/19. 

831 1030337 


— 831L030339 Rev to Amend 70 to License DPR :-66 re min shift crew 
c umpositi on 

* NRC - hfo Ditalked Affiliation Given 83/10/19 Ip 21049 264 
24X Fiche 50-334,03/10/19.0311030337 


— BSl 103034) Rev to Amend 69 to License DPn -66 re safety-related 
hydraulic Ic mechanical snubbers 

e NRC - No Detailed Affiliation Given 03/10/1? 4pp 
21049 265 24X Flche 80-334*03/10/19.0311030337 


0311030359 parwards Amend 74 to License DPR -66 6 safety evaluation 
Amend Imposes limits on use of overtime by operating staff it 
requires reporting of safety 6 relief valve challenges 6 
failures per Generic Ltr B2-16 

TAM, P S Operating Reactors Branch I 03/10/21 CAREY* J J 
Duquesne Light Co 3pp 31049 235 24X Flche 50-334,93/10/21, 

0311030359 


—0311030361 Amend 74 to License DPR -661 impos ing limits on use of 
overtime hg operating staff tt requiring reporting of safety 
& relief valve challenges & failures 

VARGA, 8 A Operating Rsacters Branch 1 B3/10/21 7pp 

21049 2 30 24X Fiche 50-334.03/10/21,3311030359 


—0311030362 Safety evaluatlen supporting Amend 74 to license DPR -66 
e Office of Nuclear Reactor Regulation, Director Q 3 / 10-/21 2 pp 
21049 243 24X Flche 50-334.83/10/21*031103035'^ 


0311030070 Forwards add! license fees re B2il83 applicetion for snubber 
Tecli Spec change, per 031014 request Tech Spec change 
reclessiflad from Class 11 to Class Ell 

BIEBER, V D Duquesne Light Co 03/10/25 License Fee Management 

Branch ip 21029 240 24X Flche 50-334. 03/ 10/2S. 031 1030070 


031 1OB0299 Forwards application far amend to License DPR-66* request Lny 
relief from inservice insp visual eram requirements of 
lWD-260O(cl for ll Class til pipe supports 

CAREY. J J Duquesne Light Co 03/10/25 VAROA, S A Operating 
Reactors Branch t Ip 21080 330 24X Flche 50-334.83/10/25. 

0311000299 


— 0311080306 Applitatioti for amend to License DFR-66. raques ting relief 
from inservice insp visual exam requirements of 11 ^ 0 - 2600 ( 0 ) 
DlBcu&slon of relief request basis for requesting relief 
enc 1 

CAREY* J J Duquesne Light Co B3/11/02 6pp 21080 331 24X 

Flche 30-334,03/10/25.0311000299 


8311070254 Submits revised resppnse to Generic Ltr 03-13 re mod of 
surveillance requirements for testing HEPA filters fr 
charcoal adsorbers Oenertc ltr inapplicable to operating 
reactors Earlier response no longer applicable 

CAREY. J J Duquesne Light Co 83/10/27 VAROA.S A Operating 
Reactors Branch 1 Ip 21063 090 24X Fiche 50-334*03/10/27. 

8311070254 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors 6 applicants for OL re NUREG-0965. "NRC Inventory 
of Dams ” Forwards NUREG-0965 "NRC Inventory of Dams" for 
InPu only U/o end 8vc list end 

EtSENHDT.D Q Divisian of Licensing 03/10/31 Consolidated 
Edison Co of New York. Inc I4pp 21104 015 24X 

Flche 50-000,83/10/31.8310310403 
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B3110101B2 Cntnc Lir B3-37 to all Pm ItcenJeo. ro MlBEO-0737 Tech 
soece B.qoe.t, r.vl.u. of Tech Specs *'"‘'1 

u/goldanco in NUflEO-0737 Response eeiulred ellthln 90 days 


Ui/gu 

of fcceipt of Itr S^c ll«t end 
EIBENflUT.D 0 DivUion of Llcenalng 83/11/01 
Edlaao Co of Nan/ York* Inc 22PP 21149 090 
FlchB 5O-OOO*03/ll/OlfB3l 1010102 


Conftol idated 


3311020051 Cereric Ltr 03-35 to all licameet of operating reactors, 
applicants for Ol-s & holders of CP* ra clarification of TMl 
Action Plan Item H K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc Hat end 
ElSEtlHUTeD 0 Division of Licensing 03/11/02 Consolidated 
EdlBon Co of New York* Int l^PP 21104 001 24X 

Flche 50“000< 03/11/02. 0311020051 


9311150357 Forwards application for amend to License DPR-66i delet Ing 
ETB already incorporated In Tech Spec*. per Amend 66 
CAREY. Duauesne Light Co B3/JI/03 9AR0A, 9 A Operating 

Reactors Drench 1 2pp 21170 236 a4X Flche 30-334. 03/ 1 1 /03. 
9311130357 


—0311150359 Application for amend to License OPR-66. del eting ETS alrrady 
Incorporated In Tech Specs 

CAREY. J J Duquesne Light Co 83/11/04 Ip 21170 230 24X 

Fiche 50-334.03/11/03.0311150357 


— 03IU3O363 Proposed Tech Specs deleting ETS. per Amend 66 Safety 
evaluation end 

* Duquesne Light Co 03/11/03 16pp 21178 239 24X 

FUhe 50-334.83/11/03,0311150337 


8300300799 IE Bulletin 03-07. Suppl 1. *'Apparontlg Fraudulent Prodv-fti 
Sold Dy Rag Miller. Inc ’* Svc list enc 1 

DEY0UNO. R C Dlructor'fi Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Cp of Neu Vorl ► |r,c 

I79pp 21070 170 24K Flche 50-000. 83/ 1 0/26, 0308300799 


8311090322 Forwards IE Insp Rcpt 50-334/03-20 on 030913-1017 No 
noncomp 1 lance nqtud 

STAROBTECKI. n Division ef Project 6 Resident Frograrit 03/10/36 
CAREY. J J Duquesne Light Co 2pp 21099 056 24X , 

Fiche 50-334.03/10/26,0311090222 


— 0311090223 IE Insp Rept 50-334/03-20 on 030913-1017 No non c onp I iar. c e 
noted Major areas Inspected plant operat loni, houseteep itig-. 
fire protec tlon. rad lolog leal controls. phys leal security* 
malnt activities & interofc 6 onsite LER followup 
TROSKOSKI.U M . TRIPP.L E Region 1. Office of Director 
03/10/25 I9pp 21099 050 24X Fiche 50-334.83/10/26*0311090222' 


0311150256 Forwards payment of Class III license fee for 031023 
request for relief from Inservice insp requirements of 
|W0-2600(c) for visual exam of two Class 3 pipe supports 
0IEOER, 3 D Duquesne Light Co 63/10/26 License Fee Manigeisint 
Oranch Ip 21101 319 24X Fiche 50-334.03/10/26.8311150256 


0300310034 tE Info Kotlce 03-71, “Defect in Load-Hearing Ual4s on 
Lifting Devices for Vessel Head & Internals " Svc list end, 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co cf 

York. Inc ilSpp 21057 357 24X Flche 50-000.83710/27*030931003 4 


B3U 160126 Forwards “Response to Oeneric Ltr 03-28. “Required Actions 
Based on Generic Implications of Salem ATWS Events 
Proprietary list rules will be forwarded separately 
CAREY, J J Duquesne Light Co 03/11/04 EI8ENHUT. D G Aiiiptant 
Director for Licensing 4pp 21191 009 84X Flche 30-334.03/11/04. 

0311160126 


—0311160133 “Response to Generic Ltr 83-20. 'Required Actions Based on 
Generic Implications of Salem ATWS Events 
a Duquesne Light Co 03/11/30 364pp 21191 093 a4X 

Fiche 50-334,83/11/04.0311160126 


0300310040 IE Info Notice 03-72, “Environ Qualification Testing 
Experience '• Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 E*ig inear Ing 
Response (Post 030103} 03/10/20 Consolidated Edison Co uf New 

York* Inc I31pp 21155 024 24X Flche 50-000, 03/1O/S8. 03O83LOO4S 


B3O031CO57 IE Info Notice 83-73. “Radiation Exposure From Gloves 
contaminated M/U Daughter Products “ Svc list end 

PARTLOW, J 0 Division of QA* Oafeguards 6 Inspection Programs (P-a«t 
030103) 03/10/31 Consolidated Edison Co of New York, tne 

116pp 21154 240 24X Flche 50-000.03/10/31.0308310057 


0311200491 Forwards Rev 5 to “Beaver Valley Power Btation 0*9 - List 
Rules.*’ per B31 104 response to Generic Ltr 83-20. Posl tl on 
2212 Affidavit end Rept withheld (ref 10CFR2 790) 

CAREY. J J Duquesne Light Co 03/11/21 EISENKUT.DO Division of 
Licensing 3pp 212Q4 2BB 24X Fiche 50-334.03/11/21,0311200451 


0300310076 IE Info Notice 03-76, “Reactor Trip Breaker Malfunctions 
(Ondervol tago Trip Devices on GE Type AK-2-29 Dreakersl “ 

Svc list end 

JORDAN, e L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/11/02 Consolidated Edison Co of 

York. Inc llSpp 21514 024 24X Flche 90-000.83/11/02*8300310^76 


Q Inspection reports. IE Bulletins 6 correspondence 


0311020319 Forwards IE Insp Rept 50-334/83-17 on 030016-19 No 
noncompliance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 83/10/16 

CAREYiJ J Duquesne Light Co 2pp 21010 204 24X 

Fiche 50-334103/10/10.8311020315 


— B3U020317 IE Insp Rept 50-334/03-17 on 830016-19 No noncompliance 
noted Major areas inspected radiation protection program. 

Including 10CFR61 compliance preparation, dosimetry, surveys, 
respiratory protection, procedures, posting 6 instrumentation 
CLEMONS, P Region 1. Office of Director 5HANDAKV. M Division of 
Engineering 6 Technical programs 03/10/12 Spp 2lOiO 206 24X 

Fiche 50-334,63/10/10.0311020313 


0300300797 IE Info Notice 63-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) Q3/10/21 Consolidated Edison Co of Neu. 

York. Inc ia7pp 21114 391 24X Fiche 90-000,03/10/21,8306300797 


6308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
0VC list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/10/25 Consolidated Edison Co of New 

York, Inc ll7pp 21097 219 24X Flche 50-000,63/10/29.8300310030 


8300310079 fC Info Notice 83-79, “Improper Control Rod Manipulation 
9vc list end 

JORDAN, E U Division of Emergency Preparedness Engirisering 
Response (Post 630103) 83/11/03 ' Consolidated Edison Co of Ncv< 

York. Inc 114pp 21513 293 24X Fiche 90-000.83/11/03*03083100 7 3 


0311070269 Advises of special Insp program to verify licensee 
commitments, descrlp t ions 6 schedules re imp lementatlo-n of 
NUREO-0737 Items II D 3, II F 1-1-3 L III D 3 3, per 
NURE6-0660 action plan 

HURLEY, T E Region 1. Office of Director 03/11/03 CAREY. J J 
Duquesne Light Co 3pp 21062 123 24X Fiche 50-334,03/11/03, 

8311070289 


0311010015 IE Info Notice 03-77. "Alr/Oas Entrainment Events Resulting 
in Sys Failures " 8vt list end 

JORDAN, E L Division of Emergency Preparedness L Enginierlng 
Response (Post 830103) 03/11/14 Consolidated Edison Co of New 

York, Inc il4pp 24X Fiche 90-000. 03/11 / 14, 031 1 010019 


0311200306 Forwards response to Item 1 of IE Bulletin 03-06 re 
nonconforming metis supplied by Tube-Line Corp Items 2 8« 3 
inapplicable to facility Westlnghouse may have supplied subj 
matl Insp results forthcoming 

CAREY. J J Duquesne Light Co 03/11/15 MURLEY. T E Reg Ion 1. 
Office of Director 3pp 21202351 24X Flche 90-334*83/11/19* 

Q3i 12Q0306 


0311060299 Fcrwarifi application for amend to License DPR-66. requesting 
relief from inservice Insp visual exam requirements of 
IWB-2600(c} for li Class III pipe supports 

CAREY. J J Duquesne Light Co 63/10/25 VARGA, S A Operating 
Reactors Branch I Ip 21000330 24X Fiche 50-334.83/10/25, 

031108029? 


0311010010 IE Info Notice 03-70. “Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Enginterlng 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Ne^j 

York. Inc U7pp 21603 001 24X Fiche 50-000, 03/1 1 / 17* 83 1 lOlOO J 9 


6311080306 Application for amend to License DPR-66. requesting relief 
from inservic* Vnsp visual exam requirements of IWp-2600(d 
Discussion of relief request 6 basis for requesting relief 
end ji 

CAREY, J J Duquesne Light Co 03/11/02 
Flche 50-334.03/10/25,6311060299 


6pp 21000 331 24X 


R Periodic operating reports 6 related correspondence 


0311170400 Monthly operating rept for Bept 1903 W/S3lCX)7 ltr 

HOLTZ. J L . CAREY, J J Duquesne Light Co 03/10/04 NRC - No 

Detailed Affiliation Given Bpp. 21206 203 24X 

Fiche 50-334, 63/10/04. 6311170406, 
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sll l0tQ4ai Foruard* “rJPDES DHchargv Monitoring Rept.Sept 19B3. " a% 
ti<<%albted to PA Dept of Environ Resources 

FElTKMECHf.C Duquesno Light Co B3/10/24 REIDiR 14 Operating 
Re^etors Branch 4 Ip 20971 332 S4X Piche 30-334.03/10/24, 
B3n0l0434> 


— ©31 10-10432 KPDE9 noncompliance notification on 030930. ERA discharge 013 
ifLiragf treatment plant found out of spec In total suspended 
tolldf Caused t>ij excessive solid buildup in clarifier 
Cduplfd u/high flourate Solids removed 

SWJD€HSlt]pR J Duquesne Light Co S3/10/04 Environmental 

Protection Agency tp 20971 333 24X Fichc 50-334.03/10/24. 

0311010426 


— e3ilOSC436 "NPCEB Discharge Monitoring Rept.Sept 1903 •’ 

STEED. L S Duqoesne Light Co 83/10/27 I3pp 20971 334 24X 

fiehf 30-334* 03/ LO/24, 0311010426 


83114^207 For ufards NPDES discharge monitoring repts for Oct 1903 
FEIIMNECKT.C Duquesne Light Co 03/11/21 REID. R W Operating 
Heacton Branch 4 Spp 21306 004 g4X Fiche 50-334.03/11/21. 
8311290207 


— 8311290209 NPDEG discharge monitoring repts for Qct 1903 
« Duquesne Light Co 03/10/31 I3pp 21306 006 24X 

Flehe 50-334103/11/21.0311290207 


Reportable occuTrances. LERs & related correspondence 


8310250395 LER 03-Oa4/O3L-O on a30918i during core subcooling monitor 
svrvaillehce test to check channel behavior. moni tor found to 
te Ttadlng erroneously Caused by loose connector uiithin 
unit Connector repaired 14/B31O07 Itr 

D^SL^AiR J Duquosne Light Co 03/10/07 ALLAN. J M Region 1. 
Office of Dirattor 4pp 20900 306 24X Piche 50-334.03/10/07. 

B31 0250593 


8311010303 LER e3-Qa3/O3L-0 on 030910. during performance of BVT 
1 1-1 47 4 !< 1 3-1 47 S discovered valves & flanges ui/ 
vnj e ce^tatle leakage Caueed by inability to hold applied 
jpTeseure Valves/flanges replaced 14/031010 Itr 

DROSA.R J . LACEV, U 8 Duquesne Light Co 83/10/10 HURLEY. T E 
Rijlen 1. Office of Director Spp 20973 052 24X 

Ftche 50-334.03/10/ lOi 8311010383 


0311010326 LER 03-026/03L-0 on 830919. u>h lie filling safety injection 
«e-cenv later lA. accumulator loui level alarms & containment 
tuaf alarm received in control room Reducer did not provide 
p-rpper dreubaeV Reducer repaired (4/031014 Itr 

DRIKA 4 .R J . tACEY.W 8 Duquesne Light Co B3/10/i4 HURLEY. T E 

Region h Office of Director 4pp 20979 229 24X 

Fiche 50-334. B3/40/ 14. B3U0i0326 


B3 1 1030126 LER B3-0S7/03L''0 on 830910. d i scovered main steam pressure 
traniaittfT PT-MS-404 reading lero uihile tuo redundant 
Channsli indicated 400 pslg Caused by osc i 1 lator/ampl if l*r 
out of calibr Instrument recallbr (4/031014 itr 

CRU9A.R U . LACEVi (J 8 Duquesne Light Co 83/10/14 HURLEY. T E 

Region 1. Office of Director 4pp 21038 277 24X 

Fiche SO-334. □3/10/14, 8311030126 


83]]2I0250 LER B3-O33/O0L-0 on 030922. two of three river water pumps 
le-ft In pun-to-'l-ock position Caused by operator failure to 
return river water sys to pretest condition Corrective 
actions conplebe o-r in progress (4/031021 Itr 

DflUOAdB J . LACEY, d 8 Duquesne Light Co 83/10/21 HURLEY. T E 

Region I. Office of Director Spp 21235 311 24X 

Flehf 50-334,03/10/21.0311210250 


6QI101D4S6 Forwards "NPDEa Discharge Monitoring ReptrSept 1903.'* as 
sutBltltd to PA Dept of Environ Resources 

FE 1 TAKE CUT, C Duquesne Light Co 03/10/24 REIO.R (4 Operating 

Raactori Branch 4 Ip 2097i 332 24X Fiche SO-334. 03/10/24, 

B31L0L0426 


—8311010432 NPDES non c omp I lane e notification on 030930. EPA discharge 013 
seuegt treatment plant found out of spec in total suspended 
solids Caused by excessive solid buildup In clarifier 
ccupUd w/hlgh flowrate Boilds removed 

EUrDEREKti R. J Duquesne Light Co 83/10/04 Environmental 
Protection Agency Ip 20971 333 24X Fiche 50-334.83/10/24, 

0311010426 


S3UI60127 LER 03-O27/O3L~O on 830925. operator attempting to raise 
voltage on sys station sve transformer lA w/lnstalled tap 
charger used incorrect vo 1 tmeter. causing overexc 1 tatlon of 
transformer Caused by operator error VI/B31025 Itr 
DRU0A.R J , LACEY* W 8 Duquesne Light Co 83/10/24 HURLEY. T E 

Ragloh 1. Office of Director 4pp 21192 299 24X 

Fiche 50-334.83/10/24.0311160127 


6311160013 LER B3-020/03L-0 on 030926* c h arg 1 ng Isolation valve 
HQV-CH-SlO would not reopen after being stroked shut 
Caused by dislodged cantactor drive pin resulting in 
misalignment Pin realigned U/631026 Itr 

DRUOA.R j . LaCEY.U S Duquesne Light Co 03/10/26 MURLEV. T E 

Region 1. Office of Director 4pp 21160 334 24X 

Fiche 50-334.03/10/26,8311160013 


8311160030 LER 63-030/03L-0 on 331003. c harg 1 ng header isolation valve 
rtDV-CH-269' failed to reopen after being stroked closed for 
OST 1 11 10 Caused by binding of mechanical interlock on 
valve line starter Coil replaced W/B31026 Itr 

DRUGA, R J , LACEY. (4 S Duqoesne Light Co 03/10/26 HURLEY, T E 
Region 1* Office of Director 4pp 21169 OOl 24X 
Fiche 50-334.03/10/26*6311160030 


0311100116 LER 03-031 j'^OGL-O on 031006. lau alarm received on acoustic 
monitor FZ-RC-IOOD for pressurlxer relief valve Channel 
reset taut alarm continued Caused by pre-amp bias adjust 
patentlometer adjustment drift Unit adjusted 14/B31D31 Itr 
DRUOA. R J . LACeViW E Duquesne Light Co 63/10/27 MURLEV.T E 

Region J* Office of Director 4pp 21226 184 24X 

Fiche 50-334.83/10/27,0311180116 


8311210359 LER e3-033/03L-0 on 831003. sa f e ty injection accumulator 
91-TK-lB boron concentration found above Tech Spec limit 
Caused by tank samples showing higher concentration 
Personnel will hold meeting to review incident W/83U02 Itr 
DRUOA, n J . LACEY, 14 & Duquesne Light Co 83/11/02 HURLEY* T E 
Region 1. Dffice of Director 4pp 21239 106 24X 

Fiche 50-334,83/11/02, B31 1210359. 


8311180140 LCR 83-025 /03L-0 on 831009 h iO. nucUar instrumentation 
power range channel M41 failed downscale Caused by failed 
connector in high voltage power supply cable Cable replaced 
g/03UO7 Itr 

DRUOA* R xl . LACEY.U 8 Duquesne Light Co 03/11/07 HURLEY. T E 

Region 1. Office of Director 4pp 21226 145 24X 

Fiche 50-334. 03/ 11/D7. 0311100140 


G311210S54 rNO-1-63-113 on 031115. two util personnel arrested In 
connection u/offslte altercation Involving Local man on 
631020 who sustained injuries l« subsequently died on 831114 
Employees being held without bail 

TR0SK08HI. TRIPP. KGIMIO Region 1, Office of Director 03/11/17 
Ip 21235 324 24X Fiche 50-334*83/11/17.6311210234 


DOCKET 50-335 ST LUCIE PLANT, UNIT 1 


R Security, medical, emergency L fire protection plant 


8310200362 Qeneric Ltr 03-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to lOCFRSO Sve list encl 

EISENHUT.D Q Division of Licensing E3/10/19 Consolidated 
Edison Co of New York. Inc 21pp 21114 32? 24x 

Fiche 30-000.63/10/19*0310200362 


6311070438 Advises that Info re Chapter 0 to physical security plan 
inadvertently -omitted from Revs 5 L 6 to plant physical 
security plan Requests info be included in Rev 7 to current 
plan, per 10CFR50 54(p) 

WILLIAMS* J W Florida Power & Light Co 83/10/21 O'REILLY. J P 
Region 2, Office of Director tp 21070 039 24X 

Fiche 50-335,83/10/21.0311070426 


6310310101 Forwards "Procedures Generation Package." per B304 1 5 
commitment 4. in response to Buppl 1 to NUREO-0737 Program 
developed to convert C-E emergency procedure guidelines Into 
emergency operating procedures 

WILLIAMS, J W Florida Power & Light Co 83/10/26 EISENHUT. D 0 
Division off Licensing Ip 20947 056 24X Fiche 50-335*83/10/26. 

0310310101 


— 8310310102 ‘'Procedures Oeneratlan Package 

• Florida Power Light Co 03/10/26 40pp 80947 057 24X 

Fiche 50-335.03/10/26*0310310101 


0311180069 Forwards IE Insp Rept 50-333/03-32 on 030927-30 No 
noncomp I lane e noted 

DANCEtK C Division of Project & Resident Programs 83/10/26 
UHRIO.R E Florida Power Be Light Co 2pp 21229 302 a4X 
Fiche 50-335,83/10/26,8311160069 


— 8311180075 IE Insp Rept 50-335/83-32 on 830927-30 No none omp 1 1 ance 
noted Major areas inspected fire proc tectlon/preyentton 
program h implementation 

OIBDON8. T 0 Region 2, Office of Director CONLON. T E Dlvtslnn 
of Engineering U Operational Programs 83/10/20 5pp 21229 304 
24 X Fiche 50-335,83/10/26.8311180069 
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Q3U&aQ241 Forward* "Detaiird Control Room Oosign Revlou. " summariy 
Jot par 05 o415 c omm, * r. t. Supp 1 1 to NUREO-0737 fc TMI 
I 0 t . . 

HlLjUlAMS J M Florida Power U Llgnt Co 
Division of Licensina Jp 510B3 2Bb 
031 (000241 


03/ 11/01 ElSENKUr.D G 

24J{ Flche W-a3», 03/ 1 J /0 1 . 


0311020051 Generic Ltr 03-39 to all licensees of operating reactn-Tep 
applicants for OLs it holders of CPs re clarification of 7h1 
Action Plan Item II K 3 31 Submittal of boontflng 
demonstration will satisfu requirements Svc list end 
ElSENHUTiDO Division of Licensing 03/11/02 Consol iditrd 
Edison Co of New Vopk* Inc lipp Si 104 001 24X 

Fichfi 90-000.03/11/02,8311020051 


— 0311000246 "Detailed Control Room Design Revlewi ” 
# Florida Power 6 Light Co 03/10/31 490pp 

Flcha 30-335,03/1 1/01.0311000241 


summary rept 
20033 237 24 X 


G311280361 Grants permission to dodet 030923 ltr re temporary 
oerimetar tarrier changes 

WILLIAMS^ J W Florida Power & Light Co 03/11 /OG O'REILLV, J P 
Region 2- Office of Director Ip 21205 049 24X 

Fiche 30-335,03/11/00.8311200361 


9381160435 Releases public version of revised emergencg plan 
Implementing procedures 

FELTDM, J M Division of Rules and Records 03/11/10 Document 

Hanagrment Dranch Ip 21201 235 24X Fiche 90-339.03/11/10, 

03S1160435 


— &31116D439 Forwards public version of revised emergency plan 
impleiBenting procedures, inc luding Procedures 3100022E re 
classification of emergent 1 e», 3100024E re natural 
emergencies & 31000272 re reentry 

HlLLlAMEiOf W Florida Pouier 6 Light Co 83/10/26 O'ftEILLY, J P 
Region 3. Office of Director Ip 21201 236 a4X 
Fiche 50'335, 03/11/10,8311160439 


— 8311160444 Public version of revised emergency plan, implementing 
proc edures I Inc lud ing Procedures 3100038E re classification 
of emergencies# 3100024E re natural emergencies & 3100027E 
re reentry 

WILLIAMS, J-W Florida Pouer & Light Co 03/tO/IO 73pp 
21201 237 24X Fiche 90-.333, 63/1 1/10# 0311 160439 


B3112S0216 Ack receipt of 030928 6 1100 Itfs re 030920 rev to physical 
security plan Revs consistent u/provlsions of lOCFRSO 94(p> 
tc acceptable 

LEWIS. R C Division of Project ^ Resident Programs 83/11/21 
WILLIAMS J W Florida Pouer t, Light Co 3pp 21260 279 S4X 
Fiche 50-335.83/11/21,8311200216 


03J 1290309 Forwards util proposed solution re tecurltg sys * perimeter 
fence 6 final quarterly status rept Ends uithheld 
<r«F tOCFfi73 211 

WILLIAMS, >7 W Florida Power St Light Co G3/1I/2S EISENHUT, D 0 
Division of Licensing 2pp 81302 120 24X Fiche SO-339, 63/1 1/23. 

8311290309 


J Insurance & indemnity information 


8311080387 Notifies that presentation of thermal shield faituri 
analysis, as part of plant recovery program, rescheduled fur 
831ll0iper NRC request 

WILLIAMS, J IfJ Florida Potjer tc Light Co 03/11/02 HILL6R. J R 
Operating Reactors Oranch 3 Ip 21077 309 24X 

Flcho 90-339-03/11/02,6311000307 


8311110196 Forwards procedures to support util actions re Osrierlc Ltr 
83-28 on generic implications of Salem ATWS events 
WILLIAMS, J W Florida Power St Light Co 83/11/08 EJSENHLPTiD 0 

Division of Licensing 16pp 21149 006 24X Fiche 90“333, 63/1 1 /08i 

8311110196 


—8311110213 Rov 14 to QA Manual DP 4 1, "Control of Requisitions i 
Issuance of Purchase Orders for Epare par t s. Rep J acema nt 
Items $t Svcs '* 

MiLLlAMSrj u Florida Power It Light Co 83/09/15 S6pp 
21149 028 24X Fiche 90-339,83/11/00,0311110196 


8311190481 Requests remission of Class III fee for review of 03091* 
application for license amend re changes to containment 
leakage paths, penetration 29 Review will involve 
consideration of single safety Issue 

OIOOS, R H License Fee Management Dranch 03/11/09' UltflJO, R E 
Florida Power & Light Co Ip 21180 285 24X Fiche 90-339. 

83/11/09, 8311150421 


0311170311 Forwards 831101 Ur to EPA serving notifications cf 
intentional diversion of wastewater per provisionis o# NPDEB 
Permit FL000220a 

WILLIAMS, J W Florida power & Light Co 83/11/14 O'REJLLVpJ P 
Region 2. Office of Director 4pp 21212 231 24X 

Fiche 50-339,83/11/14,8311170311 


6311220392 Advises that proprietary tt nonproprietary versions of 
CEN-250(F)-P & C6N-23B(F)-NP "Plant Recovery Program-Draft 
Failure Mechanism Analysis Pr asentatlon"' presented at 8311 10 
meeting, provided to p Sells 

WILLIAMS, J W Florida Power it Light Co 03/11/16 MILLEfl# J Fl 
Operating Reactors Dranch 3 Ip 21261 396 24X 

Fiche 50-335,33/11/16.6311220353 


6311280278 Forwards addl Info re loss of offsite power, in response to 
NRC G31012 ltr & 830986 telcon 

WILLIAMS, J W Florida Power & Light Co 03/11/21 MILLER. J R 
Operating Reactors Dranch 3 2tpp 21280 037 24X 

Fiche 90-339,63/11/21,8311280270 


0311290099 Forwards Endor ssments 40 * 30 to NELIA Policy NF-227 Sc 
MAELU Policy MF-00. rtspectlvely 

DUCKij 0 Marsh 6 McLennan, Inc 63/11/17 SALTZKAN, J Assistant 
Director for State & Licensee Relations 3pp 21306 177 24X 

Fiche 50-335.03/11/17,0311890039 


P Operating license stage documents & correspondence 


8311090495 Denies 830907 request for estension to submit 120-*ilag 
response to Generic Ltr 83-28 re itnplicatlqns of Salem ATWS 
events Response should be submitted, to extent practicality 
831105 

MILLER, J R Operating Reactors Branch 3 03/10/29 WILLIAMS, J W 

Florida Power & Light Co 3pp 21141 348 24X 

Fiche 30-335.83/10/29.8311090495 


a Inspection reports. IE Bulletins & correspondence 


8908300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of flew 

York, Inc 137pp 21114 391 24X Flcho 90-000,03/10/21.83083007^7 


B30B310030 IE Info Notice 83-70. "Vibration Induced Valve Failure* 

Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/10/29 Consolidated Edison Co of Weu 

York, inc 117pp 21057 219 84X Fiche 90-000, 83/10/23* 03083 J0O3O 


8310310403 Generic Ltr 03-36 to all licensees of operating power 
reactors «, applicants for OL re NVREG-096S, "NRC Inventory 
of Dams "* Forwards NUREO-0969 "NIIC Inventory of Dams" for 
Info only W/o end Svc list end 

EISENHUT, D 0 Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21184 013 a4X 
Fiche 50-(300. 83/10/31. 8310310403 


8311070447 Notifies that reac tor vessel surveillance specimen rapt 
summarijing test results will be provided by 831215 
WILLIAMS, J W Florida Power |c Light Co 03/10/31 ElBENHUTtP O 
Division of Licensing ip 31067 259 24X Fiche 50-335.83/10/31, 

03 J 1070447 


B3110101B2 Generic Ltr 03-37 to all PWR licensees re NI;REG-0737 Tech 
Bpecs Requests review of Tech Specs to determine consistency 
w/gutdance (n NUREG-0737 Response required within 90 dayfi 
of receipt of ltr 8vc list and 

EI6ENNUT, D G Division of Licensing 83/11/01 Consolidated 
Edison Co of New Vork, Inc 22pp 21149 098 24X 

Fiche 50-000. 83/11/01 . 831 1010162 


8308300799 IB Oullatln 03-07, Buppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " Svc list end 

DEYOUNG, R C Director's Off Ice, Office of Inspectioh and 

Enforcement 03/10/26 Consolidated Edison Co of New York* Int 

I79pp 21070 170 24X Fiche 50-000,83/10/26,0303300799 


0311180069 Forwards IE Intp Rept 50-335/83-32 on 830927-30 No 
noncamp 1 lance noted 

DANCE, H C DlvislDh of Project St Resident Programs 83/10/26 

UHRIO, R E Florida Power & Light Co 2pp 21229 302 S4X 

Fiche 30-339,83/10/26,0311180069 


—0311180079 IE map Rept 50-339/63-32 on 830927-30 No ntjncdmp 1 1 ant ■ 
noted Major areas Inspected fire pfoctec tion/pr*v*ntion 
program 6 implementation 

OIDBDNS.T D Region 2, Office of Director CDNLON, T E Division 
of Engineering St Operational Programs 83/10/20 9pp 21239 304* 
24X Fiche 50-335,03/10/26,0311180069 
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1&9 


^3'^3llOOd4 (e IriiFo Notice e3-71< "Defect Xn Load "Q ear ing Welds on 
Devices for Vessel Head tt Internals " Svc list enc I 
sX)PI>AMp £ L Division of Einergency Preparedness Sc Engineering 
Riipant* iPQst B30103I 03/10/37 Consolidated Edison Co of Net.. 

Y6t 1. Int llSpp 21037 357 a4X Ptche 50--000. 03/10/37. 0300310034 


&30&3l004a IE Info rootles 03-72. "Environ Qualification Testing 
Experience Sve list end 

.TDflDAWiE L Division Of Emergency Preparedness S« Engineering 
neipontc iPaxt 630103) 03 / 10/20 Cnasolidated EdisQh Co of Nou* 

Verk. Inc l3lpp 21153 024 047 Ficha 50-000. B3/10/2Q, 03093 1004B 


8300310037 IE Info Notice 03-73. "Radiation Exposure From Qloves 
Contaei nat e d U/0 Daughter Products ’* 3vc list end 

PAATLQll.J Q Division of QA. Safeguards &< Inspection Programs (Post 
8301011 Ol/lO/Gl Consolidated Edison Co of New VOrk. Inc 

HAPP 21134 240 SAX Flche 30-000.03/10/31.0300310037 


EGIIOTOILQ Ack receipt of 030052 Ur infoifning NRC of stops taken to 
correct violations noted in IE Insp Repts 30-333/03-19 ^ 
50-307/03-42 Violation re tritium analysis of liquid 
effluentt stands at stated 

□ ■flElLLY. J P Region 2, Office of Director 03/11/01 UHRIO. R E 
Flerida Pouier & Light Co 2pp 21039 334 24X 

Fi<h* 50^333. 03/11/01. 031 1070110 


—9311070122 Responds to NRC 030710 Ur re violations noted In lE Insp 
Ripts 50-333/03-19 Sr 50-309/03-42 Corrective actions 
technic karts Instructed to properly handle geometry tables 
Violation re Procedure C-44 on tritium measuretnent disputed 
WRIO.R E Florida Power it Light Co 03/00/22 O'REILLY.O P 
Region 2. Office of Director 3pp 21039 336 SAX 
Fithe 30-335i 03/ 1 1/01. 9311070118 


— 03LID7O127 Foruards lE Insp Repts 50-335/03-19 fa 30-3B9/03*-42 on 
630523-23 -fa notice of violation 

LEMIBiR C Division of Project fa Resident Programs 03/07/10 

WRIO.R £ Florida Power fa Light Co gpp 21059 339 24X 

Flche 30-333.03/11/01,0311070118 


— 0311070130 Notice of violation from insp on 030523-25 

• Region 2. Office of Director 03/U/Ol Ip 21059 341 a4X 
Flche 50-333,03/11/(51,3311070110 


— £311070135 IE Insp Repts 50-335/B3-19 fa 50-389/03-42 on 030523-23 
None Qmip 1 lane e noted failure to fully implement procedures 
for oparatian of gemma spectroscopy eye fa tritium analysis 
KV2a. 0 a Region 2. Office of Director MDNTOOMERY, D Division 
of Engineering fa Operational Programs 83/07/00 llpp 
21059 342 24X Fiche 50-335,03/11/01.0311070110 


B30931007£. IE Info Noti-ce 03-76. "Reactor Trip Drcaker halfunctions 
lUndirvo 1 tag e Trip Devices on GE Type AK-2-25 Breakers) '■ 

Svc list and 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Past 030103) 83/11/02 Consolidated Edison Co of Neia 

York. Inc USpp 21514 024 24X Fiche 50-000. 83/ U/02, 030031 007* 


8300310079 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Svc list end 

JORDAN. E* L Division of Emergency Preparedness fa Enginsering 
Riiponse iPost 030103) 03/11/03 Consolidated Edison Ca of Neu 

Yorl, Inc ll4pp 21513 253 BAX Fiche 50-000.83/11/03,0300310075 


0311100320 Confirms NRC intent to conduct training assessment team insp 
during period 03 1 1 20-1202, per 031104 dUcussion 
LEm9i R c Division of Project fa Resident Programs 03/11/00 
H1LLIAH5. vf W Florida power fa Light Co Ip 31220 160 24X 

Flche 50-335,83/11/08.0311100320 


8311010015 lE Infd Notice 83-77, "Alr/Oas Entrainment Events Resulting 
in Sgs Failures *“ 3vc list encl 

JORDAN. £ L Division of Emergency Preparedness fa Engineering 
Response (Post 930103) 03/11/14 Consolidated Edison Co of Neu. 

York. Inc 114pp 24X Fiche 50-000.03/11/14,8311010015 


8311010018 IE Info Notice 03-79. "Apparent Improper Mod of Component 
Affecting Plant Safety ■' sve list end 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Post B3O103) 03/11/17 Consolidated Edison Co Of Neu 

York. Inc 1 17pp 21603 001 24X FUhe 50 - 000 . 03/1 1 / 17. BDUOlOOkO 


R Perlodiic operating reports fa related correspondence 


8311030152 "Semiannual Radioactive Effluent Release Rept. Jul-Dec 
1901 *• W/B2030a Itr 

LHRIO.R E Florida Power fa Light Co 81/12/31 O'REILLY. JP 

Region 2, Office of Director 32pp 21036 2B2 24x 

Flche 50-335.81/12/31.8311030152 


031LD3O115 "Semiannual Radioactive Efflviunt Raieaee Rept, Jan-June 
1982 " W/820aa7 Itr 

UHRIO, ft E Florida Power fa UlsP* <^o 82/06/30 □ 'REILLY, J P 

Region 2, Office of Director 27pp 21038 354 24X 

Flche 50-335.02/06/30,0311030115 


8311030156 "Semiannual Radioactive Effluent Release Rept. Jul-Dec 1902 
W/03D3O1 Ur 

UHRIO.0 E Florida Pouer fa Light Co 02/12/31 0 REILLY, J P 

Region 2. Office of Director 3Bpp 21035 299 24X 

Fiche 50-335,02/12/31.8311030156 


8311170289 Monthly operating repts for Sept 1903 W/QSlOl? Itr 
GRANT, N W , PACE. P L > WILLIAMS. J W Florida Pouffcr fa Light Co 
03/09/30 Office of Resource Manag emant . Director IBpp 

21209 021 24X Flche 50-000.93/09/30.0311170209 


Q Reportable occurrences. LgRa fa related correspond once 


8311070535 Part 21 rept re potential defect In replacement RlA rubber 
valve seat for 40-inch RlA containment purge valve InUtatly 
reported nn 831025 Suppl ter. Dof f al a Weaving fa Belting. will 
produce anvil seats using eetrwded preform 

WILSON. A K Henry Pratt Co 83/10/28 HEPPLER.J 0 Region 3, 
Office of Director 4pp 21065 267 24X Fiche 50-000,03/10/20. 

B3 11070553 


B311210214 LER fl3-O20/O3L-O oh B31004. while defueUd.tast connections 
not provided spare electrical penetration £-4 u/flange 
cover Caused bg design deficiency not showing flanged 
connection Design change performed W/83i03i Ur 
PARKS. D M , WILLIAMS, J W Florida Rower fa Light Co 33/11/03 
O'REILLY. J P Region S. Office of Director 2pp 21233 065 ^4X 

Flche 30-333,83/11/03,9311210214 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency fa fire protection plans 


8311070090 Partial respanie to FOlA far 12 categories of 

documents re fire-reLated subjs Forwards App B documents App 
A documents available In PDR Review of addl records subj to 
req,uest In progress 

FELTON. J h Division of Rules and Records 03/08/16 BQ, D K 
Public CltUen Litigation Group 0pp 21096 035 2<iK 
Flche 30-000. 03 /Oa/ 16, 0311070098 


8311010216 Forwards IE Insp Repts 30-245/93-15 fa SC-336/93-21 cn 
030607-0903 No nongomp I lane e noted 

9TARQSTECK1 , R Division of Project fa Resident Programs 83/10/17 
COUMQlLitf G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 20993 016 24X FI c he* S0-24S, 93/10/ 1 7. 031 101021 6 


—0311010223 IE Insp Repts 50-243/B3-15 fa 50-336/83-21 nn 930807-0903 No 
none o inp 1 lance netted Major areas inspected evaluations af 
plant operations, eoiuipnent alignments fa read iness. Tadiat i on 
protection. phys 1 cal security fa fire protection 
8HEDL0BHV.JT Region I, Office of Director ELSA33ER. T C 
Division of Project fa Resident Programs 63/10/13 16pp 
20993 010 24X FUhe 50-245. 83/ 10/ 17. 031 1D10216 


0310200362 Q-eneric Ltr 93-33 to all licensees fa applicants of nuclear 
power reactors re NRC positions on certain reRuirements nf 
App R to 10CFR50 Sve list end 

E16ENHUT.D0 Dlvl s i on o f Li c enslng B3/10/19 Consolidated 
tdison Co of New York. Inc 21 Pp 21114 329 24X 

riche 50-000.63/10/19.8310200362 


0311070449 Forwards enforcement conference rept of 830908 meeting in 
King of Prussia.FA to discuss IE Insp Rept 50-336/83-19 
Safeguards details withheld tref tOCFf?73 1 

MARTIN. T T Division of Engineering fa Technical Programs 63/10/24 
COUNSlLrW G Northeast Nuclear Energy Co (subs of Northeast 
Utllltiesi 4pp 21067 235 24X Fiche 50-336. G3/I0/20. 0311070449 


6311070471 Forurards IE Insp Repts 50-245/03-14 & 50-336/03-10 on 
B30703-0B06 No noncompiiahce noted 

BTAROSTECkl. R Division of Project fa Resident Programs B3/10/21 
CDUN3IL,M O Northeast Nijciear Energy Co (subs of Northeast 
Utilities! 8pp 21066 599 24X Flche 50-245.83/10/21.8311070471 


—0311070477 IE insp Repts 50-245/83-14 fa 30-336/83-13 on 830703-0006 Mt> 
noncompl i ancB noted Major areas inspected plant operations, 
equipment alignments fa r eadine ss. rad lation protection, 
physical security fa fire protection 

6HEDLQSKY. J T Region 1, Office of Director ELSASSER. T C 
Division of Fruject fa Resident Programs 03/07/27 I7pp 
21066 30l 24X Plche 50-843,83/10/21.8311070471 
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B31JDB0093 public v'^r-tlon of revised' emergcncij plan 

i mp Jementing prdcsilur^s 

FELTOM, J M Dlvlslort of Rules atnl Records 03/11/02 Dacu<nent 

Manag«rt»tit Brarich Ip 21094 265 24X Flche 50-243, 63/1 1/02. 

03110010005 


— >0311000009 Foruards pt/bLlc of Rc-v 3 to Eeier^enctJ Flan 

Implementing Procedure EPIP 42J S-* "'Unit 1 Stack 6 
Containment rtir Post-Accident Sartpling'*^ & Rev 12 to 
Procedure EPJP 2902v ''‘Emergency Bbutdautn •(Reactor Trip I " 
COUM 3 IL 4 W Q Northeast Nuclear Energy Co (subs of Nortbeast 
Utilities) COUNSlLi U G North east tit 1 1 1 1 ies B3/10/S4 
E15ENHUT>0 Q Division of Licensing 2pp 21094 26 24X 
FI Che 50-243.03/11/02.0311000085 


--0311000097 Public version of Rev 8 to Emergency Plan Implementing 
Procedure EPiP 4215. "Unit 1 €tach b Containment Air 
Post-Accident Beiupllna" L Rev 12 to Procedure EPIP 2903. 
"Emergency Shutdown (Reactor Trip) " 

MRDCZKA.E J . KEENAN. J S . UIUKEN9. D L Northeast Nuclear Energy 
Co (»uh» df Northeast UtUitles} 03/09/01 82pp 21094 269 
24X FI Che 50-249, 63/1 1/02. 8311080003 


0311210293 Forwards IE Safeguards Jnsp Repts 90-249/03-16 & 
50-336/03-23 on B3Q926-30 t. notice of violation 

MARTIN. 7 T Division of Engineering & Technical Programs 83/11/07 
C0UN9IL,U Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 21234 011 S4X Flche 50-249.03/11/07.8311210293 


--831 1210301 Notice of violation from In&p on 030926-30 Safeguards info 
deleted (ref IOCFR73 21) 

# Region 1. Office of Director 83/11/07 Ip 21234 013 24X 

FlehB 50-24 5.03/11/0710311210293 


—6311210318 IE Insp Repts 90-249/33-16 U 50-336/03-23 on 830926-30 
Noncomp 1 1 arc a noted failure to display all alarms per 
physical security plan to secure emergency protec ted/v Ital 
area keys Safeguards info deleted <rsf 10CFR23 21) 

DUNLAP. JM Region 1. Office of Director 03/11/04 Spp 
21234 014 24X Flche 90-245.83/11/07.0311210293 


0311180096 Advises that Cfirtaln portions of Revs 16 -b 17 to security 
plan unacceptable To make portions acceptable, plan must 
revert to previously approved wording Revs requested in 30 
days End withheld (ref 10CFR73 21) 

THOMAS. T T Division of Engineering ie Technical Programs 83/11/10 
COUNSIL, H C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Spp 21220 24S 24X Flche 90-249.83/11/10.8311190096 


0311220425 Forwardis listed revs to corporate organliatlon for nuclear 
Incidents (CONI) procedure manual W/o end 

COLFNSILiN G Connecticut Van&ee Atomic Power Co B3/11/14 
EISENHUT.D G Division Of Licensing Ip 21260 067 24X 
Flche 50-000.83/11/14.0311220425 


6311220416 Forwards JE Safeguards Insp Rept 90-336/83-19 on 830808-12 b 
notice of violation Civil penalty will not be proposed since 
Violations promptly reported to KRC V comprehansive 
corrective actions were taten by util mgt 

HURLEY. T E Region 1. Office of Director 03/11/16 COUNSIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) Spp 
21260 132 24X Fiche 50-336.63/11/16.0311220416 


'—0311220422 Notice of vlnlatian from insp on 030008-12 None ompl lance 
noted failure to maintain security guard outside vital area 
6 failure to review. veri fy 6 approve mod of opening outside 
vital area Safeguards info deleted (ref 10-CFR73 21) 

* Region I. Office of Director 03/11/16 4pp 21260 135 24X 

Fiche 90-336.83/11/16.0311220416 


8311200517 Responds to util 030624 Rev t to sul tabil Ity. trainl ng I. 
qualification plan Fortions consistent u/provlslons of 
1OCFR90 94(p) For unacceptable port ions. correc ted pages 
due within GO days plan withheld (ref 10CFR73 31 > 

MARTINET T Division of Engineering {« Technical Programs B3/11/18 
COUNSIL. N 0 Northeast Nuclear Energy Co Csubs of Northeast 
Utilities) 4pp 21204 209 24X Fiche 90-249,83/11/10.031)280917 


P Operating license stage documents S< correspondence 


031 109O366 Forwards safety evaluation of Bltll9 response to Generic 
Ltr 61-21. "Natural Circulation Cooldown " Submittal did not 
contain sufficient info to determine ade^^uacy of training 
program Info due In 90 days 

MILLER, J D Operating Reactors Drench 3 83/10/20 COUNSII-.NG 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
21143 343 24X Flche 50-336, 03/10/20. 031 1 090366 


— 0311090370 Safety evaluation re util 011119 rasponii to Omirlc Ltr 
01-21/ "Natural Circulation Cooldown ’’ Upper head voiding Is 
not safety concern Licensee has sofflcitht condeniate Mater 
supply Approved training program must be Implementad 
* Office of Nuclear Reactor Regulation. Director B3/10/20 !)■) 

21143 346 34X Flche 90-336i 03/10/20. 0311090366 


6311090443 Forwards safety evaluation accepting licensee actioni 
(endorsing C-E Ounare Group rept) to comply iij/NURE0-0737» 

Item II K 2 17 rs voiding In RCS during transients 
MILLER. J R Operating Reactors Branch 3 e3/l0-/21 CCUMaiL. N O 

Northeast Nuclear Energy Co (subs of Northeast UtilltieiJ 9PP 
21123 330 24X Fiche 50-336.83/10/21,0311090443 


0311030266 Responds td 830921 Jtr re plant-specific bactfittlnp b 
commsnta on SECY-a3-33l "NRG Plan for Mgt of P lent -Sped f I c 
Backflttlng of Operating Power Reactors " Backfit procedures 
still under development Comments will be considered 
DENTDN. H R Office of Nuclear Reactor Regulation. Director 
03/10/29 COUNSIL. W O Northeast Utilities 4pp 21059 302 24* 

Fiche 90-000.03/10/29.0311030266, 


—0311030271 Comments on 6ECY-e3-321 "NRC Plan for Mgt of P I ant-3f ec 1 f ) t 
Backflttlng of Operating Power Reactors " Urges same degree 
of backfit protection be given to near-term OLs 
COUNSIL. N 0 . BEARS. C F Connecticut Yankee Atomic Power Co 
C0UN31L.W 0 Northeast Utilities 03/09/21 OIRCKS. H U OMite 
of the Executive Director for Operations 4pp Si059 306 24X 

Flche 90-000,03/10/29,8311030266 


— 0311030279 Comments on staff requirements memo on bsclcfitting Bugjests 
need for explicit cost-benefit analysis tt backfit 
4 usti ficatlon. consideration of near-term DL« 1. appaal 
process (k plant reloads 

CQUNSIL.W 0 Connecticut Yankee Atomic Power Co COUNatL.W G 
Northeast Nuclear Energy Co (subs of Northeast UtiUtiit) 

COUNSIL. W 0 Northeast Utilities 83/08/17 BOLLDER. H Office 
of Inspector 6 Auditor 7pp 21099 310 24X 

Fiche 90-000.03/10/29.0311030266 


0311030019 Forwards response to fRC 030902 comments on unrsso-lved 
items re containment purge/vent review No addl Tech Specs 
or equipment mods warranted Cperablllty rsq^ulretnen t met 
w/compliance u/TMI Item II E 4 2 

COUNSIL. N O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL.N 0 Northeast Utilities 03/10/27 

MILLER. J R Operating Reactors Branch 3 Spp 21026 290 24X 

Flche 50-336.03/10/27.8311030019 


8311070347 Verifies operability of post-accident sampling ey ♦ fTMt 
Item II 0 3) Actual reactor coolant sample will be drawn 
from Unit 2 when plant condition permits 

C0UN3IL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W 0 Northeast UtlUtlei 03/10/27 
MURLEY. T e Region 1. Office of Director 2pp 21062 119 24X 

Fiche 90-245,03/10/27,0311070347 


0310310403 Generic Ltr 83-3S to all licensees of operating pausr 
reactors 6 applicants for DL re NUREG-0969. "NRC Inventory 
of Dams " Forwards NURE0-()969 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EI8ENHUT. D 0 Division of Licensing 03/10/31 ContoMdated 
Edison Co of New York. Inc 14pp 2UB4 019 24X 

Flche 90-000,03/10/31.0310310403 


8311010102 Generic Ltr 83-37 to ell PUR licensees re MJREO-0737 Tech 
Specs Requests review of Tech Specs to determine cnnslitincg 
w/guidance In Nl^EO-0737 Response required within 90 days 
of receipt of ltr 8vc list encl 

ElSENHUT. D G Division of Licensing 83/11/01 Conioltdatetf 
Edison Co of New York, Inc 22pp 21149 098 24X 

Flche 90-000. 03/11/01.8311010102 


0311020091 Generic Ltr 83-39 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs rs clarification of TM 1 
Action Plan Item IJ K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
ElSENHUT. D 0 Division of Licensing 83/11/02 Consol ids ted 
Edison Co of New York, Inc I6pp 21184 001 24X 

Flche 90-000. 83/11/02.8311020091 


8311180179 Provides summary of reevaluationi of LOCA based on 
Identification of several assemblies containing leaking fM*l 
pins ic fuel-related damage which necessitated rev to Cycle 6 
core loading pattern 

COUNSIL. N G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. N 0, Northeast Utilities 83/11/02 

HILLER, J R Operating Reactors Branch 3 4pp 21226-067 24X 

Fiche 90-336.63/11/02,8311180179 
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S31I260090 ForuArds response to Generic Ltr QG-^SB re generic 
lnpUc«llon& of Saletii ATWS events Nucieer util test action 
coEVilttee formed to develop practical approach to Item 2 2 S 
Cvcndor interface) Rept due by B^OSOi 

CQUNSIL.VI O Connecticut Yankee Atomic Poiuer Co COUNSIL.W 0 
>lortheatt Nucleai' Energy Co (subs of Northeast utilities) 
CQUNSILptf 0 Northeast Utilities B3/li/0B eISE^4HUT. D 0 
Division of Licensing 146pp 21278 077 24X Flche 90-000. 

B3112G0050 


£311160412 Informs that Class I & II fees due for revleui of gtil 
830216 request for deletion of nonradiol og leal uiater quality 
t tSTreatrial monitoring programs 

fllLtERiW □ License Fee Management Branch S3/11/10 COUNSIL.U 0 
Hartheast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
21241 06S 24X Flche 30-249.83/11/10.0311160412 


B31LZS0423 Foruards listed revs to corporate organization for nuclear 
Incidents IC-ONI ) procedure manual vt/o end 

COUNSEL. N 0 . SEARSj C F Connecticut Yankee Atomic Pouer Co 
COUNSIL.N 0 Northeast Utilities 63/11/14 EISEh»<UT. D G 
Division of Licensing Ip 21260 067 24X Flche 30-000. B3/1 1/14. 

6 3J 1220429 


83J123O026 Request* addl confirmatory evaluations & justification of 
analytical model applied to both steamline break 6 steam 
gemrator tube rupture events for Cycle 6 reload uiithin 
60 days 

HILLER. O R Operating Reactors branch 3 83/11/14 COUNSIL. U 0 

Horlheatt Nuclear Energy Co (subs of Northeast Utilities) ilpp 
2|2*f9 035 24X Fithe 50-336.03/11/14.8311230026 


E31L2S03I4 Inforns of program developed ui/Thames Valley State Technical 
College to upgrade shift technical advisor knouiledge to 
fulfill requirements of NUReo- 0737. Item I A I 1 First 
lisiicn evpected to begin on 831209 

CCKJNSK.Vf 0 Connecticut Yankee Atomic Pouier Co CQUNBIL.U 0 
Kortheast Nuclear Energy Co (subs of Northeast Utilities) 

COLR^IL.tf 0 Morthaaet Utilities 83/11/18 EISEhKUT.D O 
aivLslon of Llcenelng 4pp 21282 226 24X Flche 50-000.03/11/18 

8311260314 


)3lL2S0470 Notice of consideration of issuance of amend to Licenses 
CPA-21 b DPR-69 & proposed NSHC determination 6 opportunity 
for hearing 

^RUTCKFIELD. D Operating Reactors Branch 5 83/11/17 6pp 

21234 299 S4X Flche 50-245.83/11/18.8311280487 


I Xnipectlon reports. lE Bulletins b correspondence 


011010216 Forward* IE I nap Repts 90-245/83-15 b 90-336/B3-2S pn 
630307-0903 No ndi'c omp I i ante noted 

SIAROSTEOKI . R Division of Project b Resident Programs B3/t0/17 
CQUNSILiU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltlei) Spp 20793 016 24X Flche 90-249.83/10/17.8311010216 


-8311010223 IE InSp Repts 90-249/03-19 b 90-336/03-21 on 830807-0903 No 
noncomp 1 1 ante noted Major areas inspected evaluations of 
plant operati ona« eq.uipment alignments b r eediness. rad lat Ion 
protec tlon. phgs Lea 1 security b fire protection 
E){E1>LDSKY« J T . LIP INSKI, D R . KERCH. H N Region 1. Office of 
Director 03/lO/i3 l6pp 20993 018 24X Fiche 50-249,83/10/17. 

031 101 021 6 


131107044? Foruards enforcement conference rept of 830900 meeting in 
King of Prussia.PA to discuss IE Insp Rept 90-336/63-19 
Safeguards details withheld (ref 10CFR73 21) 

MARTIN. T T Division of Engineering b Technical Programs 03/10/20 
CQW9IL. H Q Northeast Nuclear Energy Go (subs of Northeast 
UtLlitiesl 4pp &1 067 255 24X Flche 50-336, 83/10/20. 831 1070449 


300300797 IB Info Notice 83-69. '‘Impraperly Installed Fire Dampers 
at Nuclear Power Plants “ 8vc list end 

^JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Pott 030103) 03/10/21 Consolidated Edison Co of New 

Yori. Int l37pp 21114 391 24X Flche 50-000.03/10/21,030030079^ 


3LS07O371 Forwards IE Insp Rept 50-336/63-20 on 030808-12 Mo 
n oneo flip 1 lane e nate-d 

MARTIN, T 7 o-ivl*lon of Engineering b Technical Programs 03/10/21 
COUN8IL. M O Northeast Nuclear Energy Co (subs of Northeast 
iXillltlas) 2pp 21063 221 24X Fiche 50-336183/10/21.0311070371 


-8311070379 JE insp Rapt 50-336/83-20 on 830008-13 No noncompliance 
rated Major areas inspected radiation protection program 
during outage c nn d i t i ons. Inc lud ing select ion. qual if icati on b 
training, survey enposure control b respiratory protection 
HlMlTz. R L . SHANDAKY.M M Region 1, Office of Director 
D3/10/18 I2pp 21063 823 24X Fiche 90-336.83/10/21,8311070371 


0311070471 Forwards IE Insp Repts 50-245/83-14 b 50-336/03-18 on 
030703-0006 No noncomp 1 lance noted 

STARDSTECKt. R Division of Project b Resident Programs 03/10/31 
CQUNSIL, N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 21066 29? 24X Fiche 90-249,03/10/21.8311070471 


— 0311070477 IE Insp Repts 50-845/83-14 b 50-336/B3-IB on 630703-0906 No 
noncompl sane e noted Major areas inspected plant operatians. 
equipment alignments b read i ness, rad lat Jon protection, 
physical security U fire protection 

SHEDLOSKV.J T . LIPINSKI.D R , KINNEY. W N Region 1, Office of 
Director 03/09/27 l7pp 21066 301 24X Fiche 50-245.03/10/21 

8311070471 


0300310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Sve list end 

JGRBAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 03/10/29 Con so L Ida t n d Edison Co of Neu. 

York, Inc J I7pp 81097 219 24X Flche 90-000, B3/J0/25, 03OB31OO3U 


0308300799 3E Oulletln a3~07>Suppl 1. ''Apparently Fraudulent Products 
Sold Og Ray Miller. Inc *' Sve List end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 63/10/26 Cnnsolldatad Edison Co of New York. Inc 

179PP 21070 170 24X Flche 90-000.03/10/26.0308300799 


0308310034 IE Info Notice 03-71, "Defect in Load-Oearlng Uelds on 
Lifting Devices for Vessel Head b Internals " 8vc list enc 1 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/10/27 Consolidated Edison Co of New 

York. Inc 119pp 21097 397 24X Flche 30-000,83/10/27.8308310034 


03OB3IOO40 IE Info Notice 03-72, "Environ Oual 1 f I cat i on Testing 
Eiperlence " Sve list end 

JOROAN.E L Division of Emergency Preparednost b Engineering 
Response (Post 830103 ) 83/10/88 Consolidated Edison Co of Neui 

York, Inc I31pp 21)99 024 a4X Fiche 50-000.83/10/20.8300310048 


6308310057 lE Info Notice 83-73, "Radiation EipoSore From Cloves 
Contaminated W/0 Daughter Products '' Sve list end 

PARTLOW.J <9 Division of OA. Safeguards b Inspection Programs (Post 
030103) 83/10/31 Consolidated Edison Co of New York. Inc 

116PP 21194 248 24X Fiche 90-000.83/10/31.0308310097 


6308310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
CUndervol tage Trip Device* on OE Type AK-2-29 Breakers) ” 

0VC list end 

JORDAN. E L Division of Emergency Preparedness fe Englneartng 
Response tPost 830103) 83/11/02 Consolidated Edison Co of Neu 

York. Inc 119pp 21514 024 24X Flche 50-000.03/11/03.0300310076 


8308310079 IE Info Notice 03-75. "Improper Control Rod Manipulation " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Englneorlng 
Response (Post 030103) 63/11/03 Consolidated Edison Co of Neu 

York. Inc U4pp 2151 3 293 24X Flche 50-000.83/11/03,6308310075 


0311000589 Notification of Significant Licensee Meeting 83-98 on 
63112? in BorllhiCT to discuss SALP mgt 

EL8ASSER. T C Region 1, Office of Director 83/11/03 Region 1. 

Office of Director 2pp 21113 336 34X Flche 50-000.83/11/03, 

631106090? 


6311210293 F-oruards IE Safeguard* Insp Repts 50-245/63-16 b 
50-336/83-23 on 830926-30 b notice of violation 

MARTlN.T T Division of Engineering b Technical Programs 03/11/07 
CQUNSIL.U G Northeast Nuclear Energy Cu (tubs of Northeast 
Utilities) 2pp 21234 011 24X Fiche 90-249, 03/ 1 1 /07, 831 1210293 


— B311210301 Notice of viniation from insp on 030926-30 Safeguards Info 
deleted Cref 10CFR73 21) 

* Region 1. Office of Director 83/11/07 Ip 21234 013 24X 

riche 50-249. 83/1 1/07, 631 1210293 


— 0311210310 IE Insp Repts 90-245/03-16 b 50-336/63-23 on 830926-30 
Nancomp 1 iance not ed failure to display all alarms per 
physical security plan b to secure emergency pratec te d/vlta 1 
area keys Safeguards info deleted (ref tOCFn73 21) 

DUNLAP, j M , SMITH, 0 C » OODV, A T Region 1. Office of Director 
03/11/04 9pp 21234 014 a4X Flche 30-245,83/11/07,8311210293 


8311210350 Responds to IE Bulletin 63-06. "Nonconforming Metis Supplied 
by Tube-Uifio Corp " No Tube-tine supplied matls used jn 
safety-related sys 

C0UN8IL, U 0 Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) CQUN8IL. W O Connecticut Yankee Atomic Potuer Co 
CQUN9IL, N G Northeast Utllitlo* 83/11/07 MURLEY, T E Region I- 
Office Of Director 2pp 21234 119 24X Flche 90-000.03/11/07, 

B31 1210390 
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pai 1010013 IE InFo Notice 03-77- "Alr/Gaa Entrainment Events Resulting 
In Sys failures " Svc Il-st end 

JORDAN-e L division of Emergency PTspareriness U Engineering 
Response fPost B30103) &3/n/l^ Consolidated Edison Co of 

York. Inc iHpp 24X Flthe 50-000- B3/’l 1/ M. fl31 lOlOOJ 3 


8311220416 Faruards IE Safoguards In«p Rept 50-336/93-1*? on 830Q0B-12 tr 
notice OF violation Civil penalty uill not tie pridposed since 
violations promptly reported to NRt & comproli ens Ive 
corrective actions uere taken by otll ntgt 

HURtEYi T E Region 1- Office of Director B3/11/16 COUNSIL.MO 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
21260 133 24X Flche 50-336.33/11/16,8311220416 


— 8311220422 Notice of violation from Insp on 830808-12 None omp 1 lance 
noted failure to maintain security guard outside vital area 
& failure to revl eui ver i fy & approve mod of opening oiitside 
Vital area Safeguards info deleted (re# 1 0CFR73 211 
e Region 1. Office of Director 83/11/16 4pp 21260 185 a4X 
Fiche 30-336,83/11/16,6311220416 


83110100JB IE Itifo Notice 63-78^ "Apparent Improper Hod of Component 
Affecting Plant Safety ” Sve list end 

JORDAN, E L Division of Emergency Prepprodneas 6 Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Neiu 

York, Inc Il7pp 21603 O&l 84K Fiche 50-000,93/11/17.8311010010 


H Perioillc operating reports 6 related correspondence 


8311170401 MontHly operating repfc for 8cpt 1983 W/Q3l0i4 I fcr 

OIBSaNjJ * HRQCZKA, E 3 Northeast Nuclear Energy Co (subs of 
Northeast Utilities! HFtOCZKAiE J Northeast Utilities 63/10/13 
Division of Data Automation tc Management Information 7pp 
2120B 169 24X Fichc 50-336,93/10/13.0311170401 


S Reportable occurrences, LERs 6 related correspondence 


6311070096 Partial response to FOIA request for 12 categories of 
documents re fire-related subjs Forwards App 6 documents App 
A documents available in PDR Revteui of addl records sub j to 
request in progrees 

FELTON, J M Division of Rules and Records 63/08/16 BO, D K 
Public Citizen Litigation Oroup Spp 21086.035 24X 

Flche, 50-000. 93/08/16, 0311070070 


■0311070154 Respomfi to request re LER a3-D0S/03L-0 concerning fir* 
actuation signal in diesel generator A room causing diesel 
oil spill Design should have included conservatism for 
eccoedlng amount of oil N/o stated end 

DUCCI.D NRC - No Detailed Affiliation Given 82/09/0^ 

STEBS, C I SENDERj H ACR9 - Advisory Committee on Reactor 
Safeguards ip 21066 233 2 4X Fiche. 50-000. 83/00/ 16 . 0314070090 


9311010345 RO on 03001 1 , 1 isted anomalous levels of radioactivity 
observed in sample o-f oysters from ulthin 500 ft of plant 
dis-charge Caused by higher than routine releases of Co-60 
from- Unit 8 during refueling outage 

MnaC2KA,E J Northeast Nuclear Energy Cp (subs of Northeast 
Utilities) HRDC2KA.E J Northeast Utilities. 83/10/03 
NURLE/, T E Region I. Office of Director 3pp 80973 063 24X 

Fiche 50-24 5, 03/10/03-6311010345 


8311210312 LER 03-O27/O3L-O on 830926. during refueling "a* received" 
Btaam Set Pressure Test 2-nc-20l performed Valve failed 
test exceeding set pressure by greater than Cause 
unknoun Valve rebuilt U/931026 itr 

SEROINi J M . MROCZKA, E J Northeast Nuclear Energy Co (suhs of 
Northeast Utilities) BEROIN.^IN Northeast Utilities 83/10/26 
HURLEY^ T E Region 1, Office of Director 2pp 21234 378 24X 

Flche 50-336,93/10/26,0311210312 


8311220124 Summary of 931012 meeting td/util 6 Weetlnghouse In Bethasda, 
HD re failed fuel assemblies Vieiiigraphs 6 list of attendees 
one J 

LEECH, P If Operating Reactors Dranch 3 03/10/27 MILLER. J T 

Operating Reactors Dranch 3 26 pp 2 1 276' 327 24X 

Fiche 00-336.83/10/27.9311220124 


83H070355 Part 21 rept re potential defect in replacement RlA rubber 
valve seat for 40-lnch RlA containment purge valve Initially 
reported on 0310:25 Suppl I er, Buf fal o Heaving te Belting, ulll 
produce anvil seats using estruded preform 

WILSON, A K Henry Pratt Co 03/4 0/20 KEPPLER.J 0 Raglan 3. 
Office of Director 4j>p 21069 267 a4X Flche 50-000,03/10/20, 
0311070555 


0311170146 Updated LER 03-024/01 X-1 on 030630, dur lug NEE of core 
support barrel. through-(ja 1 1 crack found in lug Area 4 
Cause unknoun Repairs mill be determined upon completion of 
full Insp W/B3102B Itr 

DATES. R W . HRaCZKAi £ J Northeast Nuclear Energy Co (subs ol 
Northeast Utilities) DATES, R N Nor th sas t Ut i 1 1 1 1 • i 83/J0/S9 

HURLEY. T E Region I, Office of Director 2pP 21215 175 24X 

Fiche 50-336,03/10/20.0311170146 


0311210365 Summarises 031012 meeting u/NRC in Detheida,HD r* futi pin 
failures 6 schedule for submitting revised safety analyses 
to support Cycle 6 operation ui/revised loading pattern 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Nartheail 
Utilities) COUNSIL.W O Northeast Utilities 03/11/04 
HILLER, JR Operating Reactors Branch 5 44pp 21239^142 aiX 
Fiche 50-336,83/11/04.0311210365 


0311140270 Notification of 031109 meeting ui/util In BethesdS.HD t» 
discuss core barrel damage & repair plans 

HEITNER.K U Operating Reactors Dranch 3 03/11/07 MILLER, JH 

Operating Reactors Branch 3 ip 21164 274 24X 

riche 50-336.03/11/07.8311140270 


0311210305 RO ETS-NR/e3-05 on 031012. activity levels obiarved In 
samples of aquatic flora from within 500 ft of discharge 
exceeded contra! station average activity by greater than 
factor of 10 Caused by add! processing of liquid raduaite 
HR0CZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) HROCZKA. E J Northeast Utilities 03/11/10. 
MURLEY.T E Region 1, Office of Director 3pp 2i234< 106 24X 

Flthe 30-245,03/11/10,8311210305 


0311200401 Part 21 rept forwprding list of HVAC units supplied td 
facilities All units built in Winston-Salem. NC facility 
DROWN, J T Bahnson Co . Inc (subs of Hillman Coal 6 Cot ■ Co > 
03/11/10 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 2pp 21203 357 24X Fiche 50-000. 03/11/ 10. OSUSCgiBl 


DOCKET 50-330 NORTH ANNA POWER BTATIDN. UNIT I 


F Becurity, medical, emergency & fire protection plane 


0311010151 Forwards IE Safeguards Insp Repts 50-336/03-21 b 
50-339/83-21 on 030015-19 No noncompliance noted 
LEWIS. n C Division of Project h Resident Programs 03/09/21 
STEWART. W L Virginia Electric 8, Power Co 2pp 20977 2Q2 Z4ir 
Fiche 50-338.03/09/21,0311010151 


— B3U010159 IE Safeguards Insp Repts 50-330/03-21 & 50-339/&J-31 on 
030015-19 No nonco/np 1 iance noted Major areas inspected 
review of security plan 6 procedures, records it rep ti. te* kin) 
fc maint Details withheld (ref 10CFR73 21) 

HALL. D L Region 2. Office of Director MCGUIRE, D R Division ef 
Emergency Preparedness I, Materials 'Bafety 03/09/21 ip 
20977 204 24X Fiche 50-330,03/07/21.0311010191 


0310200362 Generic Ltr 03-33 to all licensees 6 applicants of nucLear 
power reactors re NRC positions on certain requirements of 
App R tP 10CFR50 9vc list end 

EI8ENHUT. 0 G Division of Licensing 03/10/19 Coniotidjted 
Edison Co of New York. Inc 21pp 21114 329 Z4X 
Fiche 50-000,03/10/19.8310200362 


8311100110 Forwards IE Irtsp Repts 50-338/03-25 k 50-339/03-29 on 
030927-30 No noncompliance noted 

DANCE,H C Division of Project k Resident Frograms 03/10/26 
STEWART, W U Virginia Electric k Power Co 2pp 21226 I OO 24X 
Flche 50-330. 83/10/26,8311100118 


— 03lUeol23 IE Insp Repts 50-338/03-25 k 50-339/03-25 on B3C927-30 Na 
nancomp 1 lance noted Major areas inspected, fire pTotectlon 
MILLER. W H Region 2, Office of Director CONLON. T E Dlvlllon 
of Engineering l< Operational Programs 03/iO/SO 5pp 21226 490 
24X Fiche 50-330,83/10/26.8311180110 


8311010075 Forwards design description of mods to emergency switchgear 
rooms to comply w/App R. Item IH 0 3, per 10CFR50 4B(c)(5* 

Halon 1301 fire suppression sys will be installed In each 
room 

STEWART. W L Virginia Electric k Power Co 03/10/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Dlrecter MILLER, J R 
Operating Reactors Branch 3 Spp 20970 OlO H4X 
Flche 50-338,83/10/27,0311010075 


8311010160 Ack receipt of 831021 Ur informing NRC of steps taken 
correct violations noted in IE Insp Repts 50-330/93-21 i 
50-339/83-21 

DANCE.H C Division of Project k Resident Program* 03/10/27 
8TEHART.W L Virginia Electric k Power Co Ip 20977 259 3At 
Fiche 50-338.83/10/27.0311010160 



DOCKETED ITEMS 
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P3l|OlOi7B Foruardfl fesponBe tp NRC B30921 Itr ro violations noted J i' 
IE Insp Repts 5O-33a/03“Sl & 90-339/83-21 Response uithNeld 
<ref iOCFft73 21 > 

BTEMART*W L Virginia Electric & Power C<j B3/10/21 
D'REI-LLV-J P Region 2. Q^flce of Director Ipp 20977 260 21^ 

Fiitliie 50“33a. 03/10/27, 0311010160 


11030122 R-eq.uests eiemption frpm App R to 10CFR90 <18 requiremant 
lor addi] fiied fire suppression sijs in control room area 
Beit fire suppression sqs for control room tirea 

air vadv 1 r-itai led 

STEVAJlT*li t_ Virginia Electric 6 Power Co 83/10/31 DENTONj H R 
Office of fJh/clear Reactor Regulation, Director hlLLER«J R 
Qpireiing Reactors Branch □ ip 2103B 163 24X 

Fltfac 90-330,03/10/31,0311030122 


i]lOT0274 Advises that 830407 rev to radiological emergencig plan & 
830519 rev to corporate emergency plan acc eptab le, per App E 
rcqulreenenti l« lOCFRSO 471b) stds 

TAMCEjH C Division of Project It Resident Programs 83/11/01 
STCVIART.H L Virginia Electric It Power Co Ip 21063 207 24X 

Flc^e 50-330,83/11/01,8311070274 


J1040I37 Releases public version of revised corporate emergency 
response plan t< plan implementing procedures 

FELTONpJ H Division of Rules and Records 83/11/02 Document 

henigeAsnt Dranch Ip 2106Q 059 24X Fiche 50-000,83/11/02. 

B3i 1040137 


8311040)46 Public version of revised corporate emergency response 
(lin 11/630912 Itr 

STEMART«H L Virginia Electric & Power Co 83/08/19 

CRElLtYrJ P Region S, Office of Director iSOpp 21068 060 

rich* 50-000, 83/11/02, 0311040137 


83)1040195 Public version of corporate plan implementing procedures, 
including Procedures CPIP-I 0 re corporate response manager 
<a L loui/ac tl vation -b CPIP-8 0 re public news ctr director 
■salloui/aetlvation 

♦ Virginia Electric & Power Co 03/08/15 123pp 2106B 210 

24X Fit he 50-000.83/11/02,0311040137 


Adjudicatory correspondence 


II0I03Q2 Order extending time until 0311)5 for Commission to act to 
r e vl rv ALAD-74i 

ChULKiB J Office Of the Secretary of the Commission 03/10/31 
CeoAl ssioneri ip 20979 306 24X Fiche 50-330,03/10/31, 

8311010392 


|||'fi0044 Informs that JN Chri-stman should be removed from mailing 

list 

LAMBEnT,^ K Hgnton it Uilllams 83/Jj/OQ Docketing it Services 
Bransh Ip 51195344 24X Fiche 50-330,83/11/08,0311160044 


II 170541 Advises that time for Commission to roview ALAD-741 
iiplred 'CommlsBlon declined review Decision became final 
i]«ncy action on 831115 

CHlEKiS J Office of the Secretary of the Commission 63/11/15 
Atoaic Dsfety and Licensing Board Panel Ip 21214 104 24X 

Fichr 59-338,63/11/15,0311170241 


Oeneral correspondence 


11160044 Informs that JN Christman should be removed from mailing 
list 

LAKSERT.H H Hunton it UUliems LAMOERT, N K Virginia Electric 4c 
Pflutr Co 83/11/08 Docketing U Services Drench Ip 21195 344 
24* Fiche 50-338, 83/ U /OB, 83 1 1160044 


OpsTalttng license stage documents U correspondence 


11C205D7 Forwards safety evaluation supporting licensee 811130 
rispome to Generic Ltr 81-21. "Natural Circulation 
Cooldown " Review conducted as part of Thl Action Item I C 1 
isneric review of vendor guidelines Review complete 

A Operating Reactors Dranch I 83/10/19 STEWART. W L 
Virginia Electric & Power Co. 2pp 21040 272 24X 

Fiche 50-000, 83/10/ 19. 0311020907 


&3JIO2O5O-0 Safety evaluation supporting util 811130 response to Oeneric 
Ltr 01-21, ’'N’atural Circulation Cooldown " 

• ftflC - N'o Detailed Affiliation Olven 83/10/J9 0pp 
3104B 274 24X Fiche 90-000,03/10/19,8311020507 


8311030057 Suppls 030909 ltr re transshipment of spent fual from Surr,, 
to fact 1 itl rs, in response to NRC 830719 request for add! 

Info re proposed amend to. Licenses NPF-4 t NPF-7 ha* 40 
shipments of three Fuel assemblies each shipped per yr 
STEWART. W L Virginia Electric 8, PowEr Co Q3/10/S9 DENTON, H R 
Office of Nuclear Reactor Rcgolationj Director MILLER, J R 
Operating Reactors Branch- 3 Ip 21029 252 24X 

F JChe 50-338, 83/10/28.831 1030097 


8311030109 Requests etemption from 10CFR50 44Cc ) ( i u i . requl ring RCS 
vent instal 1 ation/opera 1 1 on by outage beginning 02070; 

Concurrent implomentst i on of RCS vent pruCEdures b training 
& revisc>d emergency operating procedures planned 

STEWART, WL Virginia Electric 6 Power Co 03/10/28 DENTON, H R 
Office of Nuclear Reactor Regulation,, Director HILLER, J R 
Operating Reactors Branch 3 2pp 21038 252 24x 

Fiche 50-338.83/10/28,0311030109 


6311080243 Forwards ”2. 500-Ub Object Drop Analysis'* b "Spent Fuel 
Rack Drop Analysis," in response to request for addl info 
re proposed amend to Licensed hPF-4 b NPF-7 

STEWART.WL Virginia Electric 6 Power Co 03/iO/2O DENTCN, H R 
Office of Nuclear Reactor Regulation. DirectDr MILLER, J R 
Operating Reactors Branch 3 2pp 21081 145 24x 

Fiche 50-338,83/10/20,6315000243 


—0311000250 "2,500-Lb Object Drop Analysis " 

DHAOAT, D , DALTON. J Nuclear Energy Service, Inc 03/10/31 
39pp 21001 147 24X Fiche 50-330.83/10/20,8311000243 


-831 10B0596 Rev O to "6pent Fuel Rack- Drop Analysis 

SHAH, O , DALTON, J Nuclear Energy Service, Inc BiADBBD ROO 
03/10/31 22pp 210BI 166 24X Fiche SO-338, 03/ io/2B, B3U 08024 Js 


63103)0403 Generic Ltr 63-30 to all licensees of operating power 
reactors b applicants for OL re NUREG-0965, "NRC Inventory 
of Dams " Forwards NUReo -0965 "NRC Inventory of Dams" for 
Info only N/o end Sve list and 

ElSENHUTtD 6 Division of Licensing 03/10/31 Consolidated 
Edison Co of Neu Vorl, In-c I4pp 21184 015 24X 

Fiche 90-000,83/10/31,8310310403 


83L1O1O10S Generic Ltr 03-37 to all PNR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
tj/guidance in NVREO-0737 Response required within 90 days 
of receipt of ltr Sve list end 

ElSENHUTiD O Division of Licensing 83/11/01 Consolidated 
Edison Co of New Vorlt, Inc 22pp 21149 098 24X 

Fiche 50-000.63/11/01,8311010102 


B311020051 Generic Ltr 03-39 to all licensees -of operating reactars. 
applicants for OLs t holders of CPs re clarification of TH t 
Action Plan Item 11 K 3 3l Submittal of bounding 
demonstration will satisfy requirement# Sve list end 
EISCNHUT.D 0 Division of Lfcenslng 03/11/02 Consolidated 
Edison Co of New VorV, Inc I6pp 21184 001 S4X 
Fiche 50-000.83/11/02.6311020051 


B3L 1100104 Forwards response to Generic Ltr 83-20, "Required Actl-ons 
Based on Generic Implications of Salsm ATH5 Events " U/nlne 
oversiie drawings Aperture cards are available In PDR 
QTEWART, U L VtrQlnle Electric b Power Co 03/11/04 DENTDN.H R 
Office of Nuclear Reactor Regulation. Director ElSENHUTiD 6 
Division of Licensing BOpp 21132 352 24X Fiche 30-000.83/11/04. 

8311100184 


(3311100304 Application for amend to License NPF-4i revising Tech Specs 
re ESF actuation sys instrumentation surveillance 
requirenents to conform to STB b provide consistency 
uf/Unlt 2 Tech Specs 

STEWART, W U Virginia Electric U Power Co 83/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 3pp 21228 074 S4X 
Fiche 30-330,83/11/15,8311100304 


— 8311160306 Proposed Tech Spec Table 4 3-2, "E6F Actuation Qys 
Instrumentation Surveillance Requirements " 

* Virginia Electric ^ Power Co 03/11/15 2pp 21S29 077 24x 

Fiche 50-338,83/11/15,0311180304 


831 1280053 SummariiBS present status of inservice testing program for 
pumps & valves Revised programs transmitted on 631009 b will 
be implemented by B40301 Valve testing will coenmenc e w i th i n 
48 h of cold shutdown 

STEWART, W U VlTBiPla Electric & Power Co 83/11/18 DENTON, H R 
Office of Nuclear Reactor Regulation., Directar HILLER, J R 
Operating Reactors Branch 3 2pp 21279 312 24X 

Fiche 90-338,03/11/16,6311260053 


204 
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B31 12&0487 Forudrdf notii.e' Q’f consideration of Issuance of amends to 
Licenses CPH-3J h DPR-65 proposed fiSHC det ormaitatlor 8* 
opportunity Fdr tteorur^ re -opnrator staffing reqe irertents 
CRUTCHFIEL&I D Operating Reacfcora Branch 5 03/11/18 CDUNSIU. W - 

Union Electric Co 2pp 21284 2S7 ZAX Fiche 30-243* 03^ 1 i/i0. 

03J 1200487 


0311290046 Application for amend to Licenses NPP'^4 it fJPF-7» revising 
1 Bch Epee limits for quadrant pouer tilt ratio to allow 
full-core flu* mapping 

BTEUAf^T, 14 L Virginia Electric t* Fouer Co 03/1 l/ia DENTONi H R 
Office of l^uciaar Reactor Regulation! Director MILLGR»J R 
Operating Reactors Branch 3 4pp 21306 193 24X 

Fiche 50-338, 83/11/ 10, 831 JS9004i) 


— B31 1290047 Praposed Tech Epees re quadrant poiMor tilt ratio 

« Virginia Electric 6 Power Co 03/11/10 14pp , 121306 197 24» 

Flch« 30-33B* B3/1 1/10*0311290046 


U31130016S- Responds to 931110 request for add 1 Info re eipansion of 
spent fuel stor-^ge capacity Response will be provided by 
B3l 20*? 

STEWART, W L Virginia Electric & Power Co 03/ M /23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director rtILLEfi<J R 
□perafcing Reactors Dranch 3 Ip 21311 327 24X 

Ficho 30-330.03/11/23,8311300165 


83tl300296 Supplemental infd to application for Amends 73 & 74 to 
Licenses DPff-32 6 DPR-37i respective 1 g 6 Amends 36 6 16 to 
Licenses NPF-4 6 NPF-7, r espec tivdlg » re removal of 
resir icbion on eartended burnvp operation to 43*000 llWD/tITU 
STEWART, W L Virginia Electric (* Power Co 03/11/23 DENTON* H R 
Office of Nuclear Reactor Regulation* Director EISENHUT* D 9 
Division of Licensing 2pp 21311 112 24K Flcbe 30-000,03/11/23* 

B3ll30&a9fa 


0311300304 Notifies that addl time needed to review independent 
consultant environ (jualif i cation of saf efcg-re leted 
electrical rept Rep t will b-e submitted b<j 631201 

STEWART, W U Virginia Electric h Pouer Co 03/11/23 DENTON, H R 
Office of Nuclear Reactor Regulation* Director EESENHUT*0 0 
Division of Licensing Ip 2J311 114 24X Fiche 50-000,03/11/23* 

QDl 1300304 


0 Inspection reports, I£ Sulletins 8* correspondence 


B3tlOlOJ$l Forwards IE Safeguards Insp Repts 50-339/03-21 6 
50-339/B3-21 an 630015-19 No noncomp Hanc e noted 
LEWIS, R C OiviKion of Project 6 Resident Programs 63/09/21 
STEWART* W L Virginia Electric fic Power Co 2pp 20977 202 24X 

Fiche 50-330*03/09/21,6311010151 


— 0311010159 IE Safeguards Insp Repfcs 50-336/03-21 6 50-339/B3-21 on 
030015-19 No none ojnpl lance noted Najor areae Inspected 
review of security plan *» proe edures* ret ord* 8< repts* testing 
li Details withheld tref lOCFfl73 21) 

ilMLL*D L Region 2* Office of Director MCGUIRE, D R Division of 
Emergency Preparodpesa it Materials Safety 03/09/21 Ip 
S0977 204 24X Fiche 50-333.63/09/21,0311010151 


03OQ3OO797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Pouibt Plants *' Sve list encl 

JDRDAM, £ L Division of Emergency Preparedness 6 Engineering 
Response <PDSt 830103) 63/10/21 Consolidated Edtso>n Co of Neu 

York* Inc I37pp 31114 351 24X Fiche 50-000, 03/10/21 * 030030079’’ 


0309310030 IE Info Notice 83-70, "Vibration Induced Valve Failures ■< 
Bve list one I 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response fPo«t 030103) 03/10/25 Consolidated Edison Co of New 

York* Jnc n7pp 21057 219 245< Ficho 50-000*03/10/25,0300310030 


0300300799 lE Dultetln 03-07* Suppl 1, "Apparently Fraudulant Products 
Sold By Ray Miller, inc *’ Sve list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

I79pp SIO70 178 24X Flclie 50-000, 03/10/26, 6300300799 


8311100116 Forwards IE Insp fiept* 50-330/03-25 U 50-339/83-25 on 
030927-30 No none omp I latice noted 

DANCE. H C Division Of Project 6 Resident Programs 83/10/26 
STEWART. W L Virginia Electric It Power Co 2pp. 21226 188 24X 

Fiche 50-336*03/10/26,6311160110 


0311160133 IE Insp Repts 50-330/63-25 6 50-339/63-25 on 830927-30 Nu 
noncoflip 1 i anc e noted Major areas inspected, fire protection 
miller* W H Region, 2* Office of Director CONLON, T E. Division 
of Engineering & Operational Programs 03/10/20 5pp 21226 190 
24X Fiche 50-330*03/10/26,8311160118 


8300310034 IE Info Notice 03-71, "Defect in Load-Bearing Welds cn 
Lifting Devices for Vessel Head 6 Internals " 0vc list tricl 
JORDAN, E L Division of Emergency Preparedness 6 Engineerjnj 
Response (Post 030103) 03/10/27 Consolidated Edison Co af Le* 

York, IOC llSpp 21057 357 24X Fiche 50-000,03/10/37.0300 31003+ 


0311010160 Ack receipt of 831021 ttr informing NRC of steps tiken to 
correct violations noted in IE Inap Repts 50-339/03-21 6 
50-339/03-21 

DANCE. H C Division of Project 6 Resident Programs 03/10/27. 
STEWART* W L Virginia Electric 6 Power Co Ip 20977 259 24Jt 
Fiche 50'-33B* 03/10/27, 831 1010160 


■0311010)70 Forwards response to NRC B30921 Itr re violatLeni noted i" 
IE Insp Repts 5O-3J0/B3-21 6 50-339/83-21 Response uitblield 
<ref 10CFR73 21) 

STEWART, W L Virginia Electric »< Power Co B3/10/21 

O'REIUUY* J P Region 2, Office of Director Ipp 20977 260 a + i 

Fiche 50-338,03/10/27*0311010160 


0308310040 IE Info Notice 03-72* "Environ Dual if i cation TeitXng 
Experlente " &vc list end 

JORDAN, £ L Division of Emergency Prsparednets 6 Engineering 
Response (Post 830103) 03/10/28 Consolidated Edison Co at tUj 

York* Inc I3lpp 21155 024 24X Fiche 50-000, 83/10/28- 030a3l<3049 


0311100002 Forwards IE Insp Repts 50-33a/83-23 it 50-339/63-23 fln 
03OQO6-O9O5 No noncompliance noted 

DANCE, H C Division of Project 6 Resident ProSTams 83/10/38 
STEWART* W L Virginia Electric & Power Co 2pp 21229 321 243f 

Ficho 50-330,03/10/28,8311180003 


—0311180092 IE Insp Repts 50-330/83-23 6 50-339/63-23 on BSOBOA-O^OS n 
noncatnp 1 lance noted Major areas Inspected surveillance V 
malnt activi ties* f ol louup items, plant operations 6 LERs 
BHVWLOCK* M D , LUEHMAN, J 0 Region 2, Office Of Director 
LANDIS, K Division of Project 6 Resident Program* 03/10/36 
lOpp 21229 323 24X Fich® 50-338*03/10/20*8311160002 


6300310057 IE Info Notice 03-73* "Radiation Exposure From Olovil 
Contaminated W/U Daughter Products " Sve list encl 

PARTLOW, J G Division of QA* Safeguards it Inspection PrflgraAi (Fast 
830103) 03/10/31 Consolidated Edison Co of New Yorl. Itie 

ll6pp 21154 248 24X Fith® 50-000. 03/ 10/31 , 8303310057 


0300310076 IE Info Notice 03 - 76 , "Reactor Trip Breaker Malfunctions 
(Undorvoltago Trip Devitos on GE Type AK-2-25 Breakers) " 

Bve list end 

JORDAN. E L Division of Emergency Preparedness 6 Englneerlrg 
Response (Post 830103) 03/11/02 Consolidated Edison Co sf Mi-i 

York, Inc ll5pp 21514 024 24X Fiche 50-000.63/11/02.0303310076 


B3O031OO7S IE Info Notice 03-75, "Improper control Rod Manlpu J it Ion ’ 
Sve list end 

JORDAN* £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/03 Consolidated CdlKin Co of Weu 

York* Inc ll4pp 21513 253 84X Fiche 50-000* 03/1 1 /03- B3O031OO75 


8311010015 IE Info Notice 83-77* "Alr/Oas Entrainment Evsntt Result in j 
in Bye Failures " 8vc list end 

JORDAN* E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 83/11/14 Consol idated Edison Co of Niu 

York, Inc U4pp 24X Fiche 50-000,03/11/14,8311010015 


0311010016 IE Info Notice 03-70* "Apparent Improper Mod of Coaponent 
Affecting Plant Safety " Sve list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of Wiu 

York, Inc U7pp 21603 001 24X FUhe 50-000* 63/1 1 /17* 031101001 8 


031J300153 Suppls 030916 response to IE Dulletin 03-06, "Noncon f orn 1 n p 
Metis Oupplled by Tube-Line Corp Facilities " FoUotiiup- 
actions to determine if Tube-Lino matls in use at facilities 
will be completed by 631209 

STEWART, W L Virginia Electric «c Power Co 03/11/18 O' RE ILLY, J F 

Region 2* Office of Director 2pp 21312 337 24X 

Fiche 50-000,03/11/18*8311300132 


R Periodic operating reports & related correspondence 


0311030007 "Radioactive Effluent Release Semiannual Rept* Jan-Juri 
1901 " W/01Oa31 Itr 

□ 'CONNELL, J 0 * LEASOURO, R H Virginia Electric & Power Co 
01/06/30 O'REILLY, J P Region 2* Atlanta* Office of the Director 
(81/03/01) 595PP 21031 323 24X Fiche 50-338*01/06/30. 

0311030007 


0311030097 “Radioactive Effluent Release Ropt.Jul-Dec 1931 " W/02D225 
Itr 

O'CONNELL, J 0 , STAFFORD. A H * CARTWRIGHT, W R Virginia Electric i. 
Power Co 01/12/31 0'HEILLY*J P Region 2* Office of Director 
323pp 21025 127 a4X Fiche 50-338,01/12/31,8311030097 
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iJlbjTOS'iS McritMy aperating r«pts for Sept 1903 W/BjiiH Itr 
t€E. J K . STEWART. W L Electric t> Pouier Cg 03/10/04 

N M □fFxce &f Res^aurce Management* Director 1 5p p 

Sfeaj2 181 24X Fiche 90-338.83/10/04.0311170292 


ilepcrtable occ urr enc ea.- 1-ERs & related correspondence 


$3Llll0025 Responds to FOIA request for five categories of records re 
pT^pGsed revs to 10CFR20 t. evaluation of occupational 
• ijposLire to radiation at nuclear pOuier plants during CY02 
ForuardS documents 

FELTCiN. J M Division of Rules and Records 03/07/29 MAVDERRY. S 
Critical Hass Energy Project Spp 21160 329 24X 

Fithie 50-000. 03/07 / 29. B31 H 10023 


1 1 JCO00 "Items of Interest for Wi Ending 821217 ' 

* RRC - Wo Detailed Affiliation Given 82/12/17 ip 21162 23' 
24X FicSe 30-000.03/07/29.0311110025 


SDJ 1010247 UER QS-OAS/OSL-O on 030928. post-reac tor shutdouin speclPlc 
activity samples of rcB indicated dose equivalent 1-131 
le-.rl greater than Tech Spec limit Caused by post-trip 
emhaeicina release of fission fragments W/031019 Itr 

KASHEi,L.EM Vlrfllnla Electric & fouer Co 83/10/19 O'REILLY. J P 
Region 2, Office of Director 3pp 20993 004 SAK 
Fiche 50-333,03/10/19,031 1010247 


E3IIQ10259 LER 03-066/ 03L-O on 030929. during startup, six individual tl J 
poillLun Indicators deviated from group demand position 
greater th.an JS steps Caused by instrument drift 
Indicator c^anneJs recalihr W/031019 Itr 

HARRELL, E M Virginia Electric <* Power Co 03/10/19 O'REILLY, J P 
Rif Ian 2, Office of Director 2pp 20992 339 24X 

Elchl 50-333,03/10/19.031 10 1 0280 


63 1 1 0 L0392 LER 0D-OiS/O3L— O on 030920. RCB unidentified leakage exceeded 
I gpQ Cause not stated After leakage quantified & verified 
Pdt to be pressure boundary leakage. unident if led leatage 
decreased Identified leakage increased W/03lOi9 Itr 

HAHRELL, E H Virginia Electric t* Power Co 83/10/19 O'REILLY, J P 
Region 2. Office of Director 2pp 20973 288 2qx 
Fiche 30-330.83/10/19,031 1010392 


331 1 0 10406 LER 63-062 /OSL-O on B3092S. tonta ihment sump pump discharge 
IsoLition valve TV-DA-IOOB would not fully close either 
autoBatically or manually from control room Caused by 
aicihanicil binding Limit switch arm realighed U/B31019 Itr 
HARRELL, e W Virginia Electric «< Power Co 03/10/19 Q'REILLY.V P 
fTaglon 2. Office of Director 2pp 20973 307 a4X 
Flchl 50-330.83/10/19,0311010406 


83 11 0104 19 LER 83-061/03L-0 on 630921 . w/h Igh head safety injection 
lH}-e31) pump ic out of SVC. second HHSI ^pump removed from sve 
Cue to high hearing vibrations Cause not stated HHSI pump iC 
lasted If returned to »vc W/B31019 Itr 

HARWELL, e W Virginia Electric h Power Co 83/10/19 O'ftEILLY.J P 
Region 2. Office af Director 3pp 20973 322 24X 

Fit he 50-330,03/10/19,0311010419 


S3 1 ltM;’0026 LER B3-069/03L-0 on 031002. Channel III of steam generator 
le^fl C drifted high erratically Caused by leaking vent 
vJivi Valve replaced during scheduled maint outage 
U/83iOS6 Ur 

HAftRELL, E W Virginia Electric 1* Power Co 83/10/26 O'REILLV. J P 
Region 2. Office of Director 2pp 21082 284 24X 

FICtil 50-330, 03/10/26, 031 1040026 


&3| 1040064 LER B3-064/03L-0* on 030920. steam generator B main steam 
trtji valve TV-Ma**10lB required greater than 2 minutes to 
cl«it uhen actuatBEf from control room Caused by corrosion 
ak c^eck valve Valve cleaned W/831026 Itr 

HA-^RELL.E w Virginia Electric 6 Power Co 03/10/26 O'REILLY,^ P 
Region 2. Office af Director 4pp 21050 141 24X 

Fiche 50-330.03/10/26,0311040064 


5311040069 LER a3-O70/03L-0 on 031002, one of two inservlce control ractr 
hottied air banlii dro{iped below min 2.300 psig pressure 
Cagited by open high pressure unloader valve check valve 
falling to prevent baciflow Valve replaced W/Q31026 Itr 
HAflRELL>E H Virginia Electric 6 Power Co 03/10/26 O'REILLY, J P 
Aigion 2. Office Qf Director 3pp 21031 102 S4X 
Fiche 80-330, 63/ 1 0/26 . 83 1 1 040060 


63<1J 020303 LER G3-O68/03L-O on 030930. while attempting to increase 
kurbln* speed. RCB temp fell rapidly to 538 F which manually 
tripped reactor Caused by excessive steam flow to turbine 
ginerator Speed sensor replaced W/031027 Itr 

HARRELL, E H Virginia Electric & Power Co 83/10/27 O'REILLY. J P 
Raglan 2. Office of Director 3pp 21010 269 24X 

Fith# 50-330. B3/ i 0/27. 831 1020303 


8311090288 LER 03-O75/O3L-O on 031013. Fire Door 854/ H , b e twe sti Unit \ 
turbine bldg & Unit 2 emergency switchgear room, failpd ta 
latch Caused tq misaligned striker Continuous fire watch 
posted Latch repaired W/B31102 Itr 

HARRELL. E H Virginia Electric 6 Power Co 03/11/02 O'REILLY. J P 
Region 2, Office of Director 2pp 21099 233 24X 

FI Che 50-330,83/11/03. B31 1090285 


0311090300 LbR 03-071 /03L-0 on 83 1 009. w/ur i t in Hade 5, one train of RvS 
low temp overpressur 1 1 ation protection sys taken out of sve 
Caused by vert valve malfunction In liquid nitrogen plant, 
making train unavailable for nitrogen makeup lf/B3i 102 Itr 
HARRELL.E W Virginia Electric 6 Power Co 03/11/02 D'REILLY, J P 
Region 2. Office of Director 4pp 21105 174 24X 

Ficho 80-338.83/11/02,0311090300 


0311090347 Updated LER e3-022/03L-i an 830412, review of ASliE XI 1 
program identified 126 valves exercised $i/or stroke timed 
at incorrect frequency Caused by implementation af 
fragmented program 11/831302 Itr 

HARRELL.E H Virginia Electric b Power Co 03/11/02 O'SEIULY, J P 
Region 2. Office of Director 4pp 21105 lU 24X 
Ficho 50-330,83/31/02.0311090347 


8311090394 LER B3-072/03L-0 on 03101 1. dor Ing le-month valve operability 
test. HCV-t200B fcontainment isolation valve for RC« iekdoun} 
stroked closed longer than 10 s max required time -Caused by 
dry packing (c dirty stem 11/031102 Itr 

HARRELL.E W Virginia Electric b Power Co 03/11/02 O'REILLY. J P 
Region 2, Office of Director 2pp 21103 1B7 24X 

Fiche SO-ODB, 83/ i 1/02. 031 1090394 


0311170132 LER □3-O60/O3L*'O on 83101 1, carbon dioxide for fuel oil pump 
Roam 1 did not discharge automatically when tamp sensor 
heated above setpoint during periodic test Caused by fouling 
of pilot control valve Valve replaced U/631100 Itr 

HARRELL.E U Virginia Electric U Power Co 03/11/08 O'REILLY, J P 
Region 3, Office of Director 2pp 21236 187 S4X 
Fiche 50-339.03/11/00,0311170132 


8311320157 LFR B3-073/03L-0 on 831028, cental nment average temp dropped 
below 86 F Caused by component cooling water to contaln-nant 
cooling coils dropping 20 P Large heat load changing 
procedure will bs revised H/B3ill4 Itr 

HARRELL,E U Virginia Electric 6 Power Co 03/11/14 □'REILLY, J F 
Region 2, Office of Director 2pp 212S4 347 S4X 
Fiche 50-330,83/11/14,8313220157 


0311220284 LER 03-O76/O3L-O on 031039. ui/un 1 1 in Mode 3, RC8 loop 3 temp 
narrow range indicated ID P lower than RC8 Loops 1 & 2 
Caused by valve leakage Supervisor relnstructed U/03J 1 1 4 
1 tr 

MARRELL^E M Virginia Electric ft Power Co 83/11/14 O'REILLY. V F 
Region 2, Office of Director 4pp 21253 341 24X 

Fiche 50-339.03/11/14,0311220284 


0311220380 LER e3-077/03L-0 on 031017, three snubbers failed visual insp 
periodic tests Two found w/vneovered hydraulic fluid ports ft 
third u/lou oil level Bnubhers replaced H/S31114 Itr 

HARRELL.E W Virginia Electric ft Power €o 03/11/14 O'REILLY, vj F 
Region 2, Office of Director 4pp 2126i 139 24X 

Ficho 80-338. 83/11/14,831 1220380 


8311220427 LER 03-O67/O3L-O on 031017, both level Indicatars for ECCS 
accumulator tank D improperly ca I ihr, retul ting in indicated 
level reading higher than actual level Caused by Instrument 
drl ft 

HARRELL.E U Virginia Electric ft Power Co 03/11/14 O'REILLY. J P 
Region 2. Office of Director app 2I2S9 293 24X 

Fiche 50-330,83/11/14,8311220427 


8311220232 Errata to LER B3-077. Inadvertently omitted from original 
distribution M/83U17 Ltr 

PARRISH. D Virginia Electric ft Power Co 63/11/17 Riglon 2. 
Office of Director 2pp 21254 139 24X Fiche 90-338,03/11/17, 
G3 11220232 


8311280151 LER 63-077/031-0 on 031020, leakage observed from body-to- 
bonnet region of loop Isolation valve l-RC-67 Caused by 
excessive boric acid corrosion in studs Valve reparled ft 
RC0: pressuro reduced to 2.235 pslg U/B31117 ltr 

HARRELL.E U) Virginia Electric ft Power Co 83/11/17 O'REILLY. J P 
Region 2, OPflCB of Director 4pp 21200 316 24X 

Fit he 50-338,83/11/17,8311280151 


B3I12BD152 Errata to LER 03-077 /03L-0, forward ing Pago 2, inadvertently 
omitted from original distribution 

PARRIBKtU Virginia Electric ft Power Co B3/li/17 Rsglon 2, 
Office of Director 2pp 21203 136 24X Flthe 50-330,83/11/17, 
031 12B0132 
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DOCKET 50-33'? NORTH AINNA POWER STATION* UNIT 2 


F Security^ medical* enorge-ticy & iFire protection plans 


63llD10l5i Forujards IE Safeguard* Iii*p Hept* 50-338/63-21 
50-339/63^21 an 630615-19 No npncomp L lance noted 
UEMISj R C Oivlsion of Project & Resident Programs 63/09/21 
STEWART, W t- Virginia Electric Power Co 2pp 2097 7 262 24X 

flche 50-336*03/09/21,6311010151 


— B3U010139 JE Safeguards In*P Rept* 50-338/03-21 & 50-337 / 03-21 on 
630615-19 No none G/np 1 1 anc e noted Major areas inspected 
revieu Of security plan h procedures* rec ords & rept&* testing 
«< mflint Details withheld Cref 10CFR73 21) 

HALUi B L Region 2, Office of Director 63/09/21 Ip 
20977 204 24X Flche 50-330*63/09/21*0311010151 


B310200362 Oenerlc Ltr 63-33 to all licensees tf applicants of nuclear 
pQii;er reactors re NRC position* on certain regulrements of 
App R to lOCFnao Sve list enci 

EIGENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of N«(ii Vork* Inc 2lpp 21JI4 32>? 2dX 
Fiche 30-000* 63/ 10/ 17* 03103003 12 


0 Adjudicatory correepondence 


0311010302 Order extending time until 631115 for Commission to act la 
review AUAB-741 

CHlLK*a J Office of the Secretary of the Commission. 03/10/31 
Commissioner* ip 20779 30Ii 24X Fiche 50-336,63/10/31, 
6311010302 


631117024* Advises that time for Commiision to review A1.A8-741 
expired Commission declined review Decision became final 
agency action on B311J5 

CHiLKp S J Office of the Secretary of the Commission 83/11/15 
Atomic Safety and Licensing Board Panel Ip 21214 1G4 249( 

Fiche 50-336,63/11/15*6311170241 


H General correspondence 


0311160044 Informs that JN Christman Should be removed from eialHng 

list 

LAMBERT* M K Hunton & Williams LAMBERT, M K Virginia Electric U 
Pouer Co 63/11/08 Docketing & Service* Branch ip 21J95 344 
24X Fiche 50-338,63/11/08,6311160044 


031 11001 IB Forujard* IE In»p Repts 50-336/63-25 & 50-339/03-25 on 
830927-30 No none amp 1 1 a PC e noted 

DANCE, H C Division of Project t Resident Programs 83/10/26 
STEWART, W U Virginia Electric U Power Co 2pp 21226: 160 24X 

Fiche 50-338.83/10/26*6311160116 


—8311100123 IE Insp Repts 50-333/03-25 U 50-339/83-25 on 830927-30 No 
nontamp I lance noted Major areas inspected fire protection 
HILLER, W H Region 2, Office of Director 83/10/20 Spp 
21226 190 SAX Fiche 50-336*83/10/26,6311160116 


D315O1D075 Foruiards design description of mods to emergency SLiltchgeat 
rdo.ms to comply ui/App R, Item III G 3, per 10CFR50 4BCc}i5> 

Hsian 1301 fire suppression sys will pe installed in each 
room 

STEMART, W L Virginia Electric fc Pouipr Co 83/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Gra-nch 3 Spp 20776 010 24X 

Fiche 50-330,03/10/27.8311010075 


B311010160 Act receipt of 031021 Itr informing NRC of steps taken to 
correct violations noted in IE In*p Rept* 50-330/63-21 ti 
50-339/63-21 

DANCE, H C Division of Project t, Resident Programs 83/10/27 
STEWART, W L Virginia Electric V Power Co Ip 20977 257 24X 

Fiche 30-330.83/10/27, 631 1010160 


— 03*1010170 Feruards reaporse to NRC 830721 Itr re violations noted in 
IE Insp Rept* 50-336/03-21 E 50-339/83-21 Response withheld 
Iref H0CFR73 2l ) 

STEWART, M L Virginia Electric 8r Power Co 03/10/21 

O'REILLY, J P Region 2. Office of Director Ipp 20977 260 24X 

Fiche 50-336,83/10/27,0311010160 


6311030122 Requests exemption frc^i App R to lOCFRSO 40 requirement 
for addl fixed fire suppression sys in control room area 
Best fixed fire suppression sys for control room area 
already Installed 

STEWART, W L Virginia Electric S, Pover Co 03/10/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLERiJ R. 
Operating Reactors Branch 3 ip 21036 163 34X 

Fiche 50-330,63/10/31,6311030122 


P Operating license stage documents & correspondence 


6311020507 Forwards safety evaluation supporting licensee 611)30 
response to Generic Ltr 81-21, "Natural Circulation 
Cooldown " Review conducted as part of THI Action Item I C 1 
generic review of vendor guidelines Review complete 
VARGA* S A Operating Reactor* Branch 1 03/10/17 STEWART, H L 

Virginia Electric & Power Co 2pp 21046 272 24X 

Fiche 50-000,63/10/19,6311020507 


— 8311020508 Safety evaluation supporting util 811130 response to Q«a«r*< 
Ltr 61-21, "Natural Circulation Cooldown " 

« NRC - No Detailed Affiliation Given 63/10/1? Bgg 
21040 274 24X Fiche 30-000,83/10/19,8311020507 


6311080024 Forwards Amend 32 to License NPF-7 1, safety evaluation A^tnd 
revises average RCS temp from 580 3 F to S02 8 F at 
currently licensed thermal power level of 2*773 MWt 
ENGLE, L B Operating Reactors Branch 3 63/10/19 STEWART,!/ L 

Virginia Electric & Power Co 2pp 21092 172 24X 

Fiche 50-339,03/10/19.0311000024 


— 831106002^ Amend 32 to License NPF-7, revl Sing average RC8 teffp from 
300 3 F to 502 B F at currently licensed thermal power level 
of 2* 775 MWt 

MILLER, J R Operating Reactors Branch 3 03/10/17 9pp 

21072 174 24X Fiche 50-339,03/10/17,8311080024 


—6311080031 Safety evaluation supporting Amend 32 to License NPF-7 

» Office of Nuclear Reactor Regulation* Director 03/10/19 3pp 
21092 103 24 X Fiche 50-339,03/10/19*8311000024 


□311030037 Buppls 03090? Itr re transshipment of spent fuel from Burry 
to facilities* in response to NRC 830719 request for addl 
info re proposed amend to Licenses NPF-4 NPF-7 Max 40 
shipments of three fuel assemblies each shipped per yr 
BTEWART.W L Virginia Electric 8< Power Co 03/10/28 DENTON, II R 
Office of Nuclear Reactor Regulation* Director MILLERjJ R 
Operating Reactors Branch 3 Ip 21029 252 24X 

Fiche. 30-330, 83/10/20, 031 1030037 


8311070274 Advises that 030407 rev to radiological emergency plan i< 
830515 rev to corporate e«nergency plan acceptah 1 e* per App E 
requirements & 10CFR5D 47<b* std* 

DANCE.M C Division of Project It Resident Programs 03/11/01 
STEWART, W L Virginia Electric I, Power Co Ip 2106^J 207 24X 

Fiche 50-330*03/11/01,0311070274 


8311030109 Requests exemption from 10CFR30 44 < c ) ( 1 i i } . r e qu Ir li>g RCS 
vent in*tal latlon/operati on by outage beginning 820701 
concurrent implementation of RC8 vent procedures l< training 
8, revised emergency operating procedure* planned 

0TEWART.W L Virginia Electric & Power Co 03 /JO/ 2 S DENTON. II R 
Office of Nuclear Reactor Regulation, Director MILLER, ^1 R 
Operating Reactor* Branch 3 2pp 21030 252 24X 

Fiche 30-330,03/10/28*0311030109 


8311040137 Release* public version of revised corporate emergency 
response plan & plan implementing procedures 

FELTON* V M Division of Rule* and Records 93/11/02 Document 
Management Branch, Ip 21060 059 24X Fiche 50-000*03/11/02* 

B3UO40137 


— 6311040140 Public version of revised corporate emergency response 
plan W/030712 ltr 

STEWART* W L Virginia Electric & Fowur Co 03/06/15 
O'RElLLYrap Region 2, Office of Director, ISOpp 2106B 060 
24X Fiche SO-OOOi 63/1 1/02, 031 1040J37 


0311000243 Forwards "2* 500-Lb Object Drop Analysis" L "Spent Fuel 
Rack Drop Analysis, " in response to request for addl info 
re proposed amend to Licenses NPF-4 & NPF-7 

BTEWART.W L Virginia Electric 8, Power Co 83/10/20 DENTON* H R 
Office of Nuclear Reactor Regulation, Director MILLERt J R 
operating Reactors Branch 3 2pp 21001 145 24X 

Fiche 50-330,03/10/28,8311060243 


— B3110B0250 "2,500-Lb Object Drop Analysis " 

OHAGAT. D, DALTON* J Nuclear Energy Service* Inc 63/10/31 
37pp 21081 147 24X Fiche 50-330103/10/28*6311000243 


--0311D4O155 Public version of corporate plan implementing procedures* 
including Procedures CPIP-1 O re corporate response manager 
cal 1 out/ac tlvatl on Ic CPJP-2 0 re public news ctr director 
call out/ac tlvat i on 

e Virginia Electric t< Power Co 03/09/15 I2&pp 21060 210 
24X Fiche 50-000* 63/] 1/02. 031104007. 


— 0311000256 Rev 0 to "Spent Fuel Rack Drop Analysis “ 

SHAH, J , DALTON, J Nuclear Energy Service* Inc giAOBdO ROD 
03/10/31 22pp 21001 166 24X Fiche 50-336*63/10/28,0311080241 
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1. 33 10403 '0«n*ric Ltr 03-36 to all licensees of tj(>eratJn 9 pouer 
frictDrf l< applicants for OU re NUriEG-0965i "Knc Inventory 
*f OaJis “ Foruard^ KUfiE(3-0965 "IMRC Inventory of Gams'* for 
LhtTa Ui'o encl Svc list end 

EJS£NHUT»DO DiVlsiOTi of l,ico-nsing 83/10/31 ConsDlidatod 

EilKQn Co of Neiii Yorkii Inc Hpp 21164 015 24X 

FtcM 50-000-03/10/31. G310310403 


f3LJ0lClB;j Cinerlc Ltr 03-37 to all PWR licensees re NUREO-0737 Tech 
ravieu aF Tech Spac« tq determine consistency 
r/toldancr in NL/nC0-O737 Response required tiilthin 90 days 
4f receipt of Itr Bvc list end 

EtS£M^UTiD 0 Division of Licensing 63/11/01 Consolidated 

Edlion CO of Neu Vork> Inc 22pp 21149 098 24X 

FLchv SO'COO. 63/ 11/01. 831101 0182 


£31 1020051 Generic Ltr B3-35 to all licensees of operating reactors, 
ilpllcinti fcT 0L« It holders of CPs re clarification of TMI 
Aci.l'Drs Plan lien li K 3 31 Submittal of bounding 
(t«or $ -tret ion ulll -satisfy requirements Svc list end 
£|E£HHUir.D D Division of Licensing 63/11/02 Consolidated 
£|lKon CD of Neu York^ Inc I6pp 21184 001 24X 

F 1 c h • 50*000. 63/11/02. 031 1 020091 


£311 1001 1&4 Foruards response to Generic Ltr 83-28. ‘'Required Actions 
Itiil on Generic Implications of Salem ATtlS Events ” U/nine 
tkiriJic drawings Aperture cards are available in PDR 
SfEWAST-W L Virginia electric t< Pouier Co 83/11/04 DCNTON, H R 
□ flier of Riiclear Reactor Regulationi Director BDpp 21132 332 
241 F-Jchf 50-000. G3/ I 1/04. 8311100184 


S3] 1280033 Burtifnar 1 1 V s present status of inservlce testing program for 
iVBp ( Ic valves Revised programs transmitted on 831005 h uii 11 
if iBpleaanied by B40301 Valve testing uill commence ulthin 
48 h of cold shutdown 

STEUART^lfL Virginia Electric it Pouier Co 83/11/18 DENTON, HR 
Qfflca of Rutlear Reactor Regulation, Director tilLLER.J R 
Cj era 1 1 in g Reactor s Draanch 3 2pp 21279 312 24 X 

Flche 50-336.83/11/18.0311280053 


i3ll2*7004A Afplieati on for amend to Licenses NPF-4 it hPF-7. revising 
Te-ch B^ec limits for quadrant pouiar tilt ratio to allou 
fjll-corf flui mapping 

STCkbtRT.RL Virginia Electric it Power Co 83/11/18 DENTON.HR 
Orflc* of iNutlear Reactor Regulation. Director MlU-ER.J R 
□lera 1 1 ng Hes-c tor t Dranch 3 4pp 21306 193 24X 

F i c h e S 0-336. 83/ 1 l / 18. 031 1 290046 


—831 1270-0-47 Proposed! Tech Gpecs re quadrant power tilt ratio 

* Virginia Electric it Power Co 03/11/18 I4pp 21306 197 24X 

flehe 50-330,83/11/18,8311290046 


6311300165 Ritpe-nds to 831110 request for add) Info re expansion of 
i|tn.t fuel Storage capacity Rnqpapse mill be provided by 
631203 

STEUAnr^U L Virginia Electric 6 Power Co 83/11/23 DENTON.HR 
QNir* of Nuclear Reactor Regulation. Director MlLLERi«J R 
□leratlng Riactors Pranch 3 Ip 21311 327 24X 

Flcfca: 50-336,03/1 1/83. 0311300163 


6011300296 Supplemental info to application for Amends 73 6 74 to 
LIcinatt DPfl-32 U DPFI-37j respective! y 6 Amends 36 i< 16 to 
Llc-icists NPF-4 b NPiF— 7, respective ly. re removal of 
restrictlpn an ai tended burnup operation to 49.000 HHD/HTU 
STEWAftT.Hl- Virginia Electric it Pouier Co 83/11/23 DENTON.HR 
Offica of Nuclear Hea-ctor Regulation. Director 2pP> 213if 112 
24DC Flchi S-D-OOO. B3/ 1 1/23. 8311300296 


6311304304 notifies that ad d I time needed to review independent 
conivitant environ qualification of safety-related 
electrical rept Rapt ^lfill be submitted by 631201 

STEWAftT.WL Virginia Electric it Power Co 83/11/23 DENTON.HR 
ClfK* Qf Nuclear Reactor Regulation. Director ip 21311 114 24X 

FlcKe 50-900,93/11/83,6311300304 


% tnsfection reports. IE Dulletins & correspondence 


6111010191 FOruards IE Safeguards Insp Repts 90-338/83^21 it 
on 030813-19 No none omp I i anc 0 noted 
LETft'S.R C Division of Project & Resident Programs 03/09/21 
*TE14WJtT.HL Virginia Electric & Power Cq 2pp 20977 282 24 X 

Fiehe; 30-33B. 83/09/21 . 831 1010191 


—8 311014159 IE Baf eg yards Imp Repts 90-330/83-21 6 90-339/B3-21 on 
830013-19 Ng -non c 0(rp I lane e noted Major areas inspected 
ravle-u of security plan it procedures, records fc repts. tei ting 
t« isaint Details withheld (ref 10CFR73 21) 

HALLt B L Region 2. Office of Director MCOUIRE.DR Division of 
Ea-er^ency Preperadness & Materials Bafety 83/09/21 Ip 
20977 284 24){ Flch* 50-330.93/09/21.8311010191 


0309300797 CE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants ” Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of 

\orVr Inc 137pp 311 i4 391 24X Ft the 90-000.03/10/21,830830079'’ 


9308310030 IE Info Notice 03-70. “Vibration Induced Valve Failures " 
Bve list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Rflispoitse (Post 830103) 83/10/29 Cons o 1 i da t e d Edlioh Co of Net. 

York. Inc ll7pp 21097 219 24X Flch« 50 - 000 . 03/10/29, a30S3l003r» 


8308300799 IE Dulietin 83-07, Bup pi 1. "Apparently Fraudulent Products 
Sold Dy Ray HlLlar. Inc " Svc list end 

DEYOUNQ'.R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison -Co of Mew York, Inr 

179pp 21070 170 a4X Ficho 50 - 000 . 03/ 10/26, 6308300799 


8311180116 Forwards IE Insp Repts S0-33B/03-23 h 30-339/03-25 on 
630927-30 No none omp I lane e noted 

DANCE, H C Division of PTnject 6 Rosldant Programs 83/10/26 
STEWART. W L Virginia Electric U Power Co 2pp 21226 18S 24X 

Ptciie 50-330, 93/10/26. S3H 1801 ID 


--0311180123 IE Insp Repts 80-338/B3-P5 t 30-339/83-25 on 030927-30 No 
non comp lie race noted Major areas Inspecfcod fire protection 
MILLER.W H Region 2, Offltt of D-lrsCtor CDNLON. T E Division 
of Engineering 6 Operational Programs 03/10/20 3pp 21226 190 
24X Fiche 30-338,63/10/26,8311100110 


8308310034 IE Info Notice B3-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head 6 Internals " Svc list encl 
JORDAN. E L Division of gmergancy Preparedness ft, Engineer ing 
Response (Post 630103) 03/10/27 Consolidated Edison Co of New 

York. Inc llSpp 21097 357 24X Flche 50-000,83/10/27,8308310034 


8311010160 Act receipt of 831021 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90—338/83-21 i. 
90-339/83-21 

DANCE.H C Division of Project 6 Resident Programs 83/10/27 
STEWART, W L Virginia Electric fc Power Co Ip 20977 299 24X 

Fiche 50-338,83/10/27.6311010160 


— 8311010178 Forwards response to HRC 830921 ltr re violations noted m 
IE Insp Repts 90-338/83-21 «« 90-339/03^21 Response withheld 
(ref I0CFR73 2l> 

STEWART. W U Virginia Electric it Power Co 03/10/21 
□ '■REILLYiJ P Region 2, Office of Director Ipp 20977 360 34 <. 

Flche 90-3PQ, 83/10/27. 031 1010160 


8308310048 IE Info Notice 83-72, ‘'Environ dual if icatlon Testing 
Experience " Svc list end 

JORDAN, E L Division of Emergency Preparedness ft< Engineering 
Response (Post 830103) 63/10/28 Consolidated Edison Co of 

York, Inc I31pp 2113S 024 24X Flche 90-000. 03/10/28. 8306310048 


8311180082 Forwards IF Insp Repts 90-33B/B3-23 it 50-339/03-23 on 
630806-0905 No none empl Ian c e noted 

DANCE. H C. Division of Project ic Resident Programs 83/10/28 
STEWART. W L Virginia Electric R Power Co 2p p 2)229 321 24X 

Flche 90-338, 03/10/28,8311 1B0QB2 


— 8311180092 lE Insp Repts 50-338/03-23 ic 50-339/83-23 on 630806-0905 No 
none omp li anc B noted Major areas Inspected BurvellSante U 
malnt ac 1 1 vttles. followup items, plant operations 6 uERs 
SHVNLDCU. M 8,, LUEHMAN. J O Region 2. Office of Director 
LANDIS. K Division of project & Resident Programs B3/10/E6 
iOpp 21229' 323 24X Flche 50-338,83/10/28.8311100082 


6308310057 IE Info Notice 83-73. "Radiation Exposure From Oloves 
Contaminated W/U Daughter Proitucts " Bvc list encl 

PAR7L0W,J O Division of OA. Safeguards 6 Inspection Programs (Post 
030103) 83/10/31 Canso I Ldated Edison Co of New York, Inc 

ll6pp 21154 248 24X Fiche 90-000, aO/iO/Sl , 03OQ3IOO57 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
lUndervD 1 tags Trip Devices on 0£ Type AH-2-25 Breaker*) ” 

Svc list end 

JORDAN. E L Oivlslon of Emergency Preparedness h EnglnooriTjg 
Response (Post 830103) 63/11/02 Consolidated Edison Co of New 

York, Inc llBpp 21914:024 B4X Fithe 90-000, 03 / 1 1/02. 8308310076 


0308310073 IE Info Notice 03-73> “Improper Control Rod Manipulation " 
Svc List end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 03/11/03 Consolidated Edison Co of New 

York. Inc H4pp 21913 233 24X Ficha 50-000, B 3/1 i/03. 8300310075 
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eS^llOJOOtS IE Infq Notice- 03-77j "A»r/Gaa Entrsir^ment Evef^ts Reiultini; 
in 5gs Fa i Lures Svc list end 

JGRWMp E L Oivisior o-F EiPBrjency Preparednei i & Engineering 
RespoTisB IPost Q3Q103) 63/11/14 Consolidated Edison Co of Neiij 

Vorlfi Inc 1£4 fp a4X Flchfr 50-00 0, 93/ U /14, Q3HO 1001 5 


83E1010DJQ IE Info Notice 03-7G, "Apparent Improper Hod of Component 
AfFfictlng Plant Safsty ” Svc list end 

JORDAN# E L Division of Emergency Preparedness it Engineering 
Response fPost B3D1031 93/11/17 Consolidated EdltOn Co of Nc;# 

York. Inc lJ7pp ai/»03 001 a4K Fiche 50-000, 03/1 1 /17, 031 lOlOOl « 


8311300153 Suppls 630916 response to JE Bulletin G3-^06, “Non conforming 
Matls Supplied by Tube-Line Corp Facilities ' Followup 
actions to determine if Tube-Line matis in use at facilities 
will ba completed bg 031209 

STEWART# W U Virginia Electric «« Power Co 83/11/10 0 'REILLY, J P 

Region 2. Of-fice of Director app ai3ia 337 a4X 
Fiche 50-000, B3/11/ la# 831 1300153 


R Periodic operating reports L related carre spondervce 


6311030087 ''Radioactive Effluent Release Semiannual Rapt. Jan** June 
1901 ■■ lnl/BlO03l Ur 

O'CONNELL# J O # LEA9EORO, R H Virginia Electric «, Pouer Co 
3i/Q6/30 O'REILLYiJ P Region 2# Atlanta# Office of the Director 
iai/03/0lJ 593pp S1031 023 24X Fiche 50-338, 61/06/30# 

8311030007 


6311030097 "Radioactive Effluent Release Rept,Jul-Dec 1981 U/820a29 

1 tr 

O'CONNELL. J 0 , STAFFORD# A H # CARTWRIGHT, M R Virginia Electric & 
Power Co Bi/i2/3i O'BEILLY.J P Region 2* Office of Director 
923pp aiOaS 127 a4X Fiche 50-33B,ai/i2/3l, 831 1030097 


6311170292 Honthly operating^ repts for Sept 1903 W/SDlllA itr 
LEE.J N i STEWART# W U Virginia Electric %i Power Co G3/10/04 

HALLER, N rt Office of Resource Kanagement# Oirector iSpp 

21312 109 24X Fiche 50-338.03/10/04,9311170292 


S neportable occurrences# LERs L related correspondence 


6311110029 Responds to FOIA request for five categories of records re 
proposed revs to 10CFR20 h evaluation of occupational 
eiposure to radiation at nuclear power plants during CYB3 
Foruards documents 

FELTON# J H Division of Rules and Records B3/07/39 HAVDERRY.S 
■Critical Mass Energy Project 5pp 21160 329 24X 

Fiche 90-000. S3/07/29, B31 11 10025 


"G311110DB6 “Items of Interest for Wk Ending 021217 “ 

» NRC - No Detailed Affiliatiort Given 02/13/17 Ip 21162 237 
24X Fiche 50-00-0, 03/07/29# 831 1 110029 


631 1170013 LER 83-07i/03L-0 on 831017# contro I room battled air 
pressur 1 latldn sys fell below Tech Spec limit Caused bg 
inadvertent train S safety injection Safety injection reset 
& sys repressur lied VI/B3110B Ur 

HARRELL# E W Virginia Electric U Power Co 03/11/06 O'REILLY. J P 
Region 2. Office of Director 3pp 31216 0GB 24X 
Fiche 50-3391 03/L1/D8, 031 1 17QD13 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT# UNIT 2 


A App 1 1 catlon/construc t i on stage documents & correspondence 


0311030292 Sunmary of 030625 meeting u/GE 4 Mark I Owners Group in 
Dethesda, MD re differing opinions between NRC U OE re 
acceptability of use of qe suppression pool temp analysis 
( liultl-p jant Action D-OJl 

SIEGEL. B Operating Reactors Branch 2 83/10/05 Operating 

Reactors Branch 2 74pp 31053 244 24X Fiche 60-000.03/10/05. 

6311030292 


B30G310072 Board Motlfication 63-OOlA provides info re seismic risk to 
BMR plants BWR absolute cure melt probability & risk results 
developed In limited QNL study not meaningful 

EIBENHUT.D G Division of Licensing 03/10/26 PALLADIN0#N J . 
OILIMSKY.V . ROBERTS. T Comml ssi oners 12pp 21103 242, 24X 

Fiche 30-000, 03/10/26, &30e3l0072 


0311O4ODSO Forwar-ds Certificate of Svc for Amend 51 to amended & 
substituted application far licenses 

HATHAWAY, C H Detroit Edlsdn Co 03/10/36 Office of Wuclear 
Reactor Regulation, Director app 21052 231 24X 

Fiche 90-341.83/10/26.831 1040050 


0310310403 Generic Ltr 63-30 to all licensees of operating 
reactors 8< applicants for QU re NUREG-0963. "NRC Invrntori 
of Dams " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only U/o end Svc list end 

ElSENHUTiDO Division of Licensing B3/to/31 Ccnifll''* 

Edison Co of New York. Inc 14pp 21184 Ol5 24X 
Fiche 50-000# 63/ 10/Jl, 0310310403 


8311070439 Forwards summary of licensee progr’am for coaplta*'r 
iOCFRSO 49 re electrical equipment Important to safety L 
equipment qualification Equipment adequately addressed by 
Jul 1983 NUREG-OSBa rept S# response to NUREO-0737# Sup p 1 1 
TAUBER, H Detroit Edison Co 93/11/01 VOUhtOBLOOD- B J - i- 

Branch J 7pp 21067 267 24X Fiche 30-341 # 03/ ! 1 /D1 « ^ 


0311150502 Forwards EOttG draft technical evaluation repts r| i:' 
heavy loads for Phases I & 1 1 Phase I open items should ts 
resolved prior to fuel load Resolution of Pftaee n ppe-n 
items prior tp first refueling outage recoftimend ed 
YOUNG DLQOD# D J Licensing Branch 1 83/11/01 TAUBER. H r.i* 

Edison Co 42pp 21 1B0 093 24X Fiche 50-341.03/11/01,6- ► . ’ 


— B3101G0524 "Control of Heavy Loads at Nuclear Power Plants' C- 
AtOffllc Power Plant, =UnU 2# Phase II," draft technical 
evaluation rept 

SHADER, C R EO&O, Inc FIMA-6497 03/09/30 NRC 

Detailed Affiliation Given 30pp 21109 097 24X 

Fiche 50-341# 03/11/01, 83111 30302 


— 0306090292 "Control of Heavy Loads at Nuclear Power Plants. 
Fermi Atomic Power Plant, Unit 2 IPhas# I) •« 

SHABER. C R E08.0, Inc FIN A-6457 ECG-H3-6191 83/03 
STICKUEY.T H NRC - No Detailed Affiliation Given 40;p 
21180 127 24X Fiche 50-341,03/11/01,6311130502 


0311020051 Generic Ltr 83-35 to all licensees of operating riect 
applicants for QLs & holders of CPs re clarification of TMl 
Artion Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
EISENHUT.D 0 Division of Licensing 03/11/0? ConsoUdJ^e, 
Edison Co of New York, Inc 16pp 21104 ool 24X 
Fiche 50-000,93/11/02,0311020051 


0311060302 Forwards response to Generic Ltr 03-20# "Required *>.* 
Based on Generic Implications of Salem ATWQ Events " 

Procedures referenced to demonstrate compliance of program 
Description of programs in developmental stage provided 
JENS. W H Detroit Edison Co 03/11/03 YOUNODLaOD, B J l 

Branch 1 46pp 21060 289 24X Fiche 90-341. 63/1 1/03. S3l 1 ' 


F Security, medical, emergency 6 fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees it applicants of " - 
power reactors re NRC positions on certain requirements of 
App R to lOCFRSO Svc list end 

EISENHUT.D G Division of Licensing 03/10/19 Consol 
Edison Co of New York# Inc 21pp 21114 32? 24X 

Fiche 50-000, 83/10/19# 0310200362 


0311150191 Informs that 840327-26 full-scale exercise InpotsibJIe i 
insufficient load time between proposed completion of 
radiological emergency response planning & current exercise 
schedule to accomplish required training 
WESTOVER, A T Monroe County# MJ 83/10/31 BASOLO.P R 
State of 2pp 21172 339 24X Fiche 50-341# 83/10/31 , 831 1 1 J ,5 


0311070439 Forwards summary of licensee program for compliance ■»#• 
I0CFR50 49 re electrical equipment important to safety & 
equipment qualification Equipment adequately addressed by 
Owl 1903 NUBEQ-058a rept 6 response to NUREO-0737, Sopp I 1 
TALHJER, H Detroit Edison Co 83/11/01 YQLINGBLDaD, 0 J L s : • - 
Branch 1 7pp 21067 267 24X Fiche 50-341, 03/1 1/01 # 631 tO 


0 Inspection reports, lE Bulletins S# correspondehc e 


630B300797 lE Info Notice 03-69, "Improperly Installed Fire Di*J •"**=) 
at Nuclear Power Plants " Bv< list end 

JORDAN. E L Division of Emergency Preparedness & Engineer irj 
Response (Post 03OIO3J 03/10/21 Consolidated Edison Cc a r 
York, Inc 137pp 21114 351 24X Fiche 90-000* 03/ tO/Bt# 


6311020266 Forwards IE ln«p Rept 50-341/83-21 on 03OB'O3-D9i6 t t* j s 
of violation 

SPESSARD, R L Division of Engineering 63/iO/Sl NELLS, C A 
Detroit Edison Co 2pp 21011 021 24X Fiche 50-341.03/10,21 

8311020266 


— B31 1020267 Notice of violation from insp on 03OBD3-O916 
SPESSARD, R L Division of Engineering 83/10/21 2pp 
21011 023 34X Fiche 50-341.83/10/21.8311020266 
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-*^3110302*0 IE lra() Kept 50-341 on 830803-0716 Noncomp 1 lanca 
tQ conduct; adei^u«to rete&t of spare batterij 
tkarner if f«t]ut <0 to r«vise F 8 An requirement for regulation 
voltage from module potiicr Onitd 1 (c 2 
C^ONTi S <1 • fiE,ves^ U A Region 3i Office of Director 83/10/20 
21011 025 B4>t Fiche 50-341.83/10/21,8311020266 


-8311BBM60 16 insp R.pt 50-341/83-2? „„ 83 , 004 - 2 , R.nc onpl , .n, . „„„ 
preoperati onak test procedure* did not collect or retain 
supportive test data 

Director 03/11/10 

6 pp 21284 356 a 4 X Fiche 50 - 341 . 83/1 l/iO. 03 i 12004 &0 


1X9310030 IE info Notice GS-ZQ? '^Vibration Induced Valvo Failureo " 
5 .nit Ittt inti 

JOfiDAR*!. E L Division of Emergencg Preparedness «, Engineering 
Jeiporst (Post 8301031 B3/10/25 Consolidated EdisOn Co of Neu 

Ut». Ire ll7pp 21057 319 a4X Fichc 50-o00, 83/10/23, 0308310030 


4 wi . c- , 4 . Z, . . «vn»rflin 4 neni fcveni* Retultin., 

In Sgs Failures Sve list gncl 

JORDAN, B L Division of tmergency Preparedness 5 Entfineerina 
Response (Post 630103) 93/11/14 Consolidated Edison Co nf Ue^ 

Yor\, Inc 114PP g4X Flche 50-000. B3/U/14, B3i lOiOOlS 


1X9300799 ]E Bulletin 83-07' Suppl 1' “Apparently Fraudulent Products 
Saif iy Ray ftlller, Inc “ Sve list end 

C£iiXf(0/R C Director's Office, affice of Inspection and 
t-»f pre leent Ba/tO/as C on to 1 1 dated Edison Co of Neu York, Inc 

21070 170 aox Fithe 50-000.03/10/26,8308300797 


IE Notice S3-7B. “Apparent Improper Mod of Component 

Affecting Plant Safety " Sve list end 

JORDAN, E L Division of EmoTgenty Preparedness I, Eng i neer ing 
Response (Post 030103) 83/11/17 Consd idaie/ ediaon Cc of 

York, Inc ll7pp 21603 Ool 24x Fiche 50-000. 83/1 1/ 17, 931 lOlOOlw 


aX‘331'0034 JE Infa Notice 83-71, '^Defect in Load-Bearing Welds on 
tilting Device* for Vessel Head & Internals “ Sve list enc I 
vCF&AK.C L Division of Emergency Preparedness Engineering 
Keiponit (Post 030103) G3/10/27 Oonsalidated Edison Co of Ne>, 

itTir Inc U5pi» 210 57 357 24X Fiche 30-000, 83/10/57. 8308310034 


0311290137 Adt receipt of 831) 10 J tr informing NRC of steps taken to 
correct noncamp J lanre noted ir> JE Jntp ftspt 5D-34i/a7-l5 
KNOP, R C Region 3, Office of Director 03/ J 1/31 WELLS, D A 
Detroit Edison Co ip 21293 109 24X Fich* 50-341,83/11/21, 

0311200127 


eK83l'OO+0 IE Info Notice 93-7B, ^'Environ Oua I i f icatlnn Testing 
Eiperirnce ” Sve list end 

..CKOAA.C L Divislori of Emergency Preparedness Engineering 
Rripens* (Post 830103) BO/10/20 Consolidated Edison Co of Heu 

Xitt* Int iSlpp aU55 024 a4X FicAa 50-000,83/10/58,0300310048 


B:-<«3SD037 l£ Info Notice 03-73, ^'Radiation Exposure From Gloves 
Cc-i-taairated M/U Daughter Prodtjcte " Sve list end 

fARTLDU»v) Q Division of 8 A, Safeguard* L Inspection Programs (Post 
63/10/31 Consolidated Edison Co of Neu York, Inc 

I16|» aiL54 340 Z4X Fiche 50-000.83/10/31,8300310057 


93C,B3l0076 IE Infa Notice 03^76, “Reactor Trip Breaker Halfunctlons 
(LhiarvaltagC Trip Devices on CE Type AK-2-25 Breakers) “ 

£ 6 C list end 

JCrtDAW/EL OivisiOh of Emergency Preparedness U Engineering 
feiponie (Post 830103) 63/11/02 Consolidated Edison Co of Neu 

Yerbp Int llBpp 21514 024 24X Fithe 50-000,03/11/02.8308310076 


83«3H>07S IE Info Notice 83-75, “improper Control Rod Nanipulation '' 
SiC list met 

JORDAN. E L Division of Etdsrgericy Preparedness |, Engineering 
fM| 9 nst (Post 830103) 03/11/03 Consolidated Edison Co of Nauj 

Y«Ti 4 Int iHpp 31513 253 24X Fiche 50-000,83/11/03.0308310075 


«llCi90?2i Aci receipt of b 3I031 itr informing NRc of steps taken to 
correct viclations noted in IE insP Rept 50-341/03-17 
SScOPkR C flegloA 3, Office af Director 83/11/04 WELLS, DA 
Citron Edison Oo Ip ai099 136 24X Fiche 50-341,93/11/04, 

6 mo 9 ojai 


"9311090225 Feruards responee to NRC 830928 Itr re Violations noted tn 
IE Lnsp fiept 50-341/63-17 Corrective actions emergency 
diesel imerator 11 voltage regulator mods halted Neu 
-Ie»parary Mod 44 issued to replace temporary Mod 12 
WELLS.DA Detroit Edison Co 63/19/31 KNop, R C Region 3 , 
Office of Diractor 3 pp 21099.157 24X Fiche 50-341,83/11/04, 

8 311090221 


&3liai0230 Forijardli IE Ihsp flept 50-341/03-20 on 830901-30 8 < notice 
ef violation 

^C^ELIUS.C E Division of Pro 4 ect «» Resident Programs 83/11/04 
kELLS.D a Detroit Edison Co 2 pp &1235 274 24X 

Fifhe 50-341,83/11/04,9311210230 


"&3112I0232 Notice of violation from Insp Pn 830901-30 

rtaRELlJS.C E Division of Project L Resident Programs 03/11/04 
5pp 21235 276 94X Fiche 50-341, 83/1 1/04, 9311210230 


"0311210242 lE Insp Rept SO-'aA I /83-20 on 830901-30 Noncomp lUnce noted 
warpt not tagged or Identified In HPci pump.reiey rooms L 
reaete shutdoum panel Discrepancies found in storage S, 
nandUng of safety-related matls 

BYRDH.P M , PARKER. M E , KONKLIN, J E Region 3. Office of 
Director 83/11/03 i2pp 21235 201 24X Fiche 50-341, 83/11/04, 

6311210230 


^ 31 12^0450 Forwards lE lASp Rept 50-'a4i/a3-22 on 831004-21 L notice 
sf vi«l 4 t«on 

ETFEEKR.jf Region 3. Dpflc* of Director 93/11/10 HELL8,D A 
Lt\te.i \ Ediipn Cp 2pi> 31284*352 24X Fiche 50-341,83/11/10, 

031 1 280450 


"03<1I2BO455 r(Qttce of violation from Insp on 831004-21 

STiPEtlER, j F Region 3* Office of Director 83/11/01 2pp 
212 B 4 354 Sax Fiche 50-341,03/11/10,8311200450 


— 8311280130 Forwards aniended responae to NBC 03O7B0 Hr re none omp 1 1 anc e 
noted In IE Insp Rfpt 30-341/03-15 Corrective action* two 
project procedures initial ed, descrlb Ing reguire/nents for 
component identification L storage/control of metis 
WELLS, D A Detroit Edison Co B3/il/10 KNOP.R C Region 3, 

Office of Director 4pp 21283 ilO a4x Fiche 50 -341.03/11/21, 
8311280127 


8311290169 Ack receipt of 831 ilO itr informing NRC of tteps taken to 
correct violations noted in IE Insp Root 50-:341/fi3-l7 
KNOP.R C Region 3. Office of Director 83/11/22 UELL 8 , D A 
Detroit Edison Co Ip 2130S 196 24X Fiche 50-341,83/11/22, 

931 1S90169 


— 9311290170 Amends response to >HC 030928 Itr re violations noted in JF 
Insp Rept 30-341/83-17 CorTectlvs actions ulo^ll on emergency 
diesel generator 11 voltagd regulator stopped L new 
temporary mod issued 

WELLS. 0 A Detroit Edison Co SD/U/IO KNOP.R c Region 3. 
Office of Director 4pp 21305 i97 24X Fiche 3o-34l, 03/ n/P2. 

031 1290169 


ft Periodic operating reports 1« related correspondence 


9311230425 Foruards Vol 4 to “IDVP," suppl to final rept 

TEftO, D A Cygna Energy Gervices 03/11/14 YOUNG Q lO OD. B J 

Licensing Qranch 1 COLBERT, W F Detroit Edison Co 2pp 

21285 327 24X Fiche 50 - 341183 / 11 / 14.0311200425 


— 9311280428 Vol 4 to “IDVP. “ suppl to final rept 

FERO, D A Cygna Energy Services 83/11/15 227pp 21285329 

54X Fiche 50-341^83/11/14,8311280425 


3 Reportable occurrences. LERS & reletecl correspondence 


9311070438 Interim deficiency rept. Item 101 re check valve in rkR sys 
ituct In open position Initleiiy reported on 830920 Impeller 
cracks evaluated by manufacturer to determine impact on 
operati on 

WELLS, D A Detroit Edison Co 83/10/20 kEPPLER,j 0 Region 3, 
Office of Director 2pp 9 1 067 240 24X fithe 50-341,03/10/20. 

Q3J 1070438 


B311040110 Final Deficiency Rept 10$ re damaged control rad Msdes on. 
RHR pumps Initially reported on 830927 Blade guides which 
interfereil w/control rod insertion are temporary L will be 
replaced u/fuel bundles at fuel load 

WELLS,D A Detroit Edison Co 83/10/27 KEPPLER. J G Region 3, 
Office -of Director 8PP 21050 490 24X Fiche 50-341,03/10/27. 

6311040110 


aailOTOSJ? Interim deficiency rept, Item 103 re Pacific Scientific 
capstan s-^vlnj tang track ■* in PSA'-i L PSA-3 mechanical 
snubbers tnitially reported on 830930 New snubbers purchased 
to augment warehouse supply 

WELLS.D a Detroit Edison Co 03/10/30 KEPPLER, J 0 Region 3, 
Office of Director 2PP 210^4 916 24X Fiche 50-341,93/10/20, 

8311070517 


8311320245 Amend 1 to final deficiency rept, Item 102 re damaged control 
rod blades Initially reperted on 630927 Investigation 
revealed mi satignmant of several control rod blade guides 
Guides realigned „ „ 

WELLS. D A Detroit EdiSQn Co 03/11/10 KEPPLER. J 0 Region 3, 
Office of Director 3pp 21254 130 24X Fiche 50-341,03/11/10* 

□311220243 
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B311210Q19 Intierxm rept re premature re£ettin 9 of automati 

digital load sequencer reported on B3I004 

Caused h'g electric naise generated bv eiternallg located 
components Design change issued Final rept forthcoming 
WELLS, D A Detroit Edison Co 03/11/11 KEPPLEF?, J 0 Region 3, 
Office of Director 2pp 31231 317 24X Fiche 50-341 > B3/1 1/1 1 ■ 

Q311210019 


DOCKET 50-344 TRDJAN NUCLEAR PLANT 


F Security, medical, emergency ti fire protection plana 


0311070102 Responds to FDIA request for documents re emergency 
operation facilities (EDFI ihelng located betiufeon 10 L 20 
miles from npclear plant & records approving or denying 
location of £DF at distance greater than 30 miles 

FELTON, J M Division of Rules and Records B3/0B/IB O'NEILL./ H 
bhaiu, pittmon, Potts & TrciiJbT i dg e 3pp 310B5 260 34X 

Flche 90-000. 63/08/13,8311070102 


— 8309200104 Forwards response to request for review of util 830617 Itr 
ro NRC position on SECY^'SS-IR? Cost figure for mod of 
primary emergency operation facility may be too loui 
Isolation of ventilation sys might improve habitability 
JORDAN. E L Division of Emergency Freparednesa S« Engineerlny 
Response (Post 830103) 83/06/03 LAINAS, O Assistant Director 

for Operating Reactors Spp 21083 271 24X 

Flcho 50-000,83/00/18,8311070102 


831020036S Generic Ltr 83-33 to all licensees I* applicants of nuclear 
power reactors ro NRC positions on certain requirements of 
APP R to lOCFRSO Svc list end 

E1S£NHUT,0 6 Division of Licensing 83/10/19 ConsaLldatad 
Edison Co of New York, Inc aipp 21114 329 24)C 

Ficho 30-000.83/10/19,8310200362 


Q311020494 Responds to 630819 ltr re changes to security fprco training 
Ic qua 1 1 f icatlon plan Changes consistent w/provlslons of 
lOCFRSO 94<p> li do not decrease effectiveness of plan 
MILLER, / R Operating Reactors Branch 3 83/ 10/21 WITHERS. 0 D 

Portland General Electric Co 2pp 21024 398 24X 

FI Che 50-344. 03/10/21, 8311020494 


8311030102 Forwards responses to B30929 notice of violation & proposed 
imposition of civil penalty NRC inconsistent In Imposition 
af fire protection regulations Proposed civil penalty 
unwarranted b arbitrary 

WITHERS, D D Fortland General Electric Co 83/10/28 Dlrector'’s 

Office, □fflce of Inspection and Enforcement I6pp 2103B 165 24V 

Ficho 50-344.83/10/28,8311030102 


—8311030104 Forwards partial response to 030620-24 fire protection insp 
rept Corrective actions task force formed to reevaluate 
compliance w/App R Documentation of reasscs snent will be 
achieved by June 1984 

WITHERS, D D Portland General Electric Co 83/07/20 HARTIN. J 8 
Roflion 5. Office of Director I3pp 21036 221 24X 

Flche 90-344, 03/10/28, 831 1O30102 


8311140294 Advises that changes to security plan transmitted In 830614 
ltr consistent w/lOCFRSO 54<p) provisions t, do not decrease 
plan effectiveness Ends to ltr withheld (ref 10CFR73 21) 

HILLBRiJ R Operating Reactors Branch 3 83/10/31 WITHERS, B D 

Portland General Electric Co 2pp 21164 333 24X 

Ficho 50-344,83/10/31.8311140294 


8311280076 Forwards Ik Inap Rept 50-344/83-27 an 830808-0930 No 
noncomp I lance noted 

BlBHOPrT W Division of Res ident, Heai: tor Project 6 Engineering 
Programs 83/11/08 WITHERS, D D Portland General Electric Co 
2pp 21278 260 24X Flche 50-34 4# 33/ 1 i /OB, 831 1280076 


— 8311200079 IE Insp Rept 50-344/03-27 on 830800-0930 No noncompliance 
noted Major areas Inspected surveillance tes ting, maint, 
security, plant trip l< independent Insp 

J0HNST0N,0 W Division of Resident, Reactor Project t* Engineering 
programs WIULET,0 J . DODDS, R T Region 5, (3ffice of Director 
83/10/31 5pp 21270 262 24X Flche 50-344,83/11/09.8311280076 


B311J90202 Forwards Procedures Oenaratlon Package AQ-4— 7, Rev D, '^Writer 
Ouide for Emergency Operating Procedures, " in response to 
fluppi I to NUREG-0737 

WITHERS, n D Portland General Electric Co 83/11/10 EIEENHUT. 0 O 
Division of Licensing 3pp 21169 173 24X Flche 30-344,83/11/10. 

8311150202 


— 0311150207 Procedures Generating Padage AO“4-7rRevO. “Writer Ouide 
for Emargencij Operating Procedures “ 

a Portland General Electric Co 83/09/10 4Bpp 21169 178 24x 

Flche 30-344,03/11/10.8311 150202 


8311160466 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records B3/11/I0 DocuJienk 
Management Branch Ip 21222 D4B 24X Flche 50-344,03/11/10, 
0311160466 


— 031116O46B Forwards public version of revised emergency plan 
implementing procedures# me Lud Ing Procedures EP-0 12 re 
radiation protection emergency operations facility team 1, 

EP-8 17 re radiation protection field team 

PUZEV, A N Portland General Electric Co 83/10/31 CLARK, N A 
Office of Nuclear Reactor Regulation, Director Ip 21222 049 
24X Fiche 90-344,83/11/10.0311160466 


—0311160470 Public version of revised emergency plan implementing 
procedures, Includ ing Procedures EP-0 12 re radiation 
protection emergency operations facility team & EF-8 17 re 
radiation protection field team M/revlsed table of conkenti 
yUNDT.C P Portland General Electric Co 83/10/31 34pp 
21222 051 24X Fiche 50-344,03/11/10,0311160466 


0311160049 Forwards “1903 Trojan Rep t, Emerg one y Response Plan 
Exercise " 

KRIMM, R W Federal Emergency Management Agency 83/11/14 
JORDAN, E L Division of Emergency Preparedness It EngineeTltig 
Response (Post 030103) Ip 21195 016 24X Flche 90-344,83/11/14 

0311160049 


— 8311160091 "1903 Trojan Rept, Emergency Response Plan Exercise “ 
« Federal Emorgoncy Management Agency 03/10/03 60pp 
21193 017 24X Fiche 50-344,83/11/14,9311160049 


0311200449 Advises of necessity for l-yr extension for completlo-n of 
safety parameter dosplay sys Final rept re conformanice to 
Reg Guido 1 97 delayed until end of 1904 8lxty-day extension 
requested for response to Suppl 1 to NJREO-0737 

DROEHL, D J Portland General Electric Co 03/11/23 ElSENlfJT. D O 
Division of Licensing 2pp 21204 350 24X Fiche 30-344,83/11/93 
8311200449 


P Operating license stage documents S< correspondence 


8311220301 “Hydraulic It Mechanical Onubber SurvelUante far Trqjan 
Rancho Seco Facilities," program l< financial rept for 8ept 
1903 

WHITE, R L , CUMMINGS, Q E Laurence Livermore Laboratory FIN 
0-0562 83/10/17 PADDVAN, M L Region 5, Office of Director p 

21261 008 24X Fiche 50-000,03/10/17,0311220301 


6310310403 Generic Ltr 83-30 to all licensees of operating power 
reactors & applicants for DL re NUREG-0969, “NRC Inventory 
of Dams “ Forwards NUREG-0969 “NRC Inventory uf Dams" for 
info only W/o end Svc list end 

EI0ENHUT, D 0 Division af Licensing 03/10/31 Consolidatod 
Edison CU of New York, Inc i4pp 21104 015 24X 

Flche 50-000.83/10/31,8310310403 


8311020293 Forwards Amend 1 to License Change Application 94 to Llcei 
NPF-1, revising Pages 4,5 It 5g to prohibit movement of spent 
fuel shipping cask into plant fuel bldg & revising Page 
5-5 nf App A re storage of spent fuel 

WITHERB.O D Portland General Electric Co 83/10/31 MILLER^JR 
Operating Reactors Branch 3 2pp 21QI0 285 24X 

Flche 50-344,83/10/31,0311020293 


— 0311020293 Amend 1 to License Change Application 94 to License HPF-1 
revising Pages 4, 5 & Sg tP prohibit movement of spent fuel 
shipping cask into plant fuel bldg & Page 5-3 of Tech Hpacs 
re storage of spent fuel 

WITHERS, U D Portland General Electric Co 03/10/31 Ip 
21010 287 24X Ficho 50-344,63/10/31,8311020293 


— B311020297 Proposed Tech Specs re storage of spent fuel & il** of s^ent 
fuel assembly shipping cask 

a Portland General Electric Co 83/10/31 16pp 21010 203 E4X 
Fiche 50-344,03/10/31,0311020293 


8311010102 Generic Ltr 03-37 to all PWR licensees re hKJflEG-0737 Tech 
Hpecs Requests review of Tech Specs to determine consistency 
w/ggidance in NUREG-0737 Response required within 90 days 
of receipt of itr Svc list end 

EIBENHUT, D 0 Division of Licensing 83/11/01 Consolidated 
Edison Co of New York, Inc S?2pp 21149 098 24 X 

Fiche 30-000,83/11/01,0311010102 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors,^ 
applicants for OLs I* holders of CPs re c lari f Icatlon of TKJ 
Action Plan Item II K 3 31 Eubmlttal of bounding 
demonstration will satisfy requirements Svc list end 
EiaCNHUT, D O Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21104 001 24X 

Flche 30-000.63/11/02,8311020051 
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foruards response to Generic Ltr 03-28 re required actions 
leiiJ on gtreric implications of Salem ATI^S events Reactor 
pr^-teetLon egs designed to alloui on-line testing of reactor 
\r-ip breatert by use of bypass breakers 

mrrCfiSrB & Portland General Electric Co 83/11/04 EISENHUT.D - 
Civi-siori 0 # Licensing 5^PP 21077 313 24X Ftche 50''344i 

E:/I 1/04j fi31 1000379 


53U22K>3ie Foruardi addl Info in response to NRC 630810 8 ER re 
VJEff-0737. 1 ten II D 3^ "Post-Accident Sampling Sy 5 
Ctar if 1 caileb Sr/or corrections to info in 8 ER & util B21S17 
ltr ens I, 

Min-ERffjB !> Portland General Electric Cn 83/11/16 GISENHUT.D ‘ 
SlvlUon fif Licensing 3pp 21237 013 SAX Fiche 30-344, 03/ 1 1/ln- 
E3kl2233X9 


3^3129029 1 FoTuards responBe to 030930 request for addl info re 
jrs^asrd tpant fuel pool storage capacity increase U/40 
l»mLie- proprirtary draialngs & affidavit for ml thhal d ing. 

P4F 10CFR2 790 Aperture cards In Central Files 

i^ZOHL. D J Portland General Electric Co 83/11/23 MILLER, J R 
Citratlng Reactors Qranch 3 40pp 21302 333 24X 

Fiche SO- 344 , 83/1 1/23. 1131 1290291 


1 Iniperiion reportsi IE OuHetlns & correspondence 


»XB30flT97 ]E Info Motice 83-69, "Improperly Installed Fire Dampers 
■t Nuclear Pouer Plants ** 8vc list end 

JCrtDAN- E L Divisiftn of Emergency Preparedness t< Engineering 
Fpiponir (Post B30103) 63/10/21 Consolidated Edison Co of Neuj 

I’irl. tnc I37pp 21114 331 24X Fiche 30-000,03/10/21,8308300797 


$OC83I0030 [E Info Notice 03-70. "Vibration Induced Valve Failures " 

iS<c list end 

...CFDAM, E L Division of Emergency Rreparednoss It Engineering 
Reippnc* (Post 030103) 63/10/29 Consolidated Edison Co of Neo 

fPTi. Inc 117PP 21037 219 24X Fiche 50-000.83/10/29,8308310030 


K>:$300799 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Products 
laid By Ray Miller, Inc " &vc list end 

KrtXWO.fl C Director's Office, Office of Inspection and 

Enfoecinent 03/10/26 Consolidated Edison Co of Neu> York, Inc 

21070 170 24X Fiche 50-000.83/10/26,8308300799 


SX93HiH>34 IE Info Notice Q3-7i, "Defect in Load-Qearing Welds on 
Lifting' Devices for Vessel Head I, Internals " Svc list and 
XBDAWkE L Division of Emergency Preparedness h Engineering 
Response IPoit 830103) 03/ JO/27 Consolidated Edison Co of Neu 

Y«fI. Inc 113pp 21037 357 24X Fiche 50-000,03/10/27.8308310034 


B3083I004IB IE Info Notice 83-72. "Environ Qualification Tasting 
Fipetience " 3vc list end 

JDfLDAN, E L DlvlsioTi of Bmet g enc y ^ Prep ar edno s s |< Engineering 
Flip arise (Post 830103) 83/10/28 Consolidated Edison Co of Ne'u 

YbTl. Inc 131pp 21155 024 24X Flcha 50-000. 83/10/28. 03OB31OO4B 


glLl03Q-]D2 Forwards responses to 830929 notice of violation L proposed 
le^DsJtlen of civil penalty NRC inconsistent in Imposltten 
4f fit* pretectlon regulations Proposed civil penalty 
cruerrairited 6 arbitrary 

WITFEFSp B D Portland General Electric Co 03/10/28 Director's 
□fflcci Office of Inspection and Enforcement l8pp 21038 165 24X 

Fiche 50-341,63/10/20,0314030102 


—8311030104 Forwards partial response to 830620-S4 fire protection insf 
Tea Ccrrsc t i vf actions task force formed to reevaluate 
eoepllance u/App R Documentation of reassessment will be 
achieved by June 1984 

WIThtHRS.B D Portland General Electric Co 03/09/28 MARTIN. J D 
Rigipn 5, office of OlTecfcor 13pp 21038 221 24X 

Fitbe 50-344,83/10/28,8311030102 


$303310057 IE Info Notice 03—73. "Radiation Exposure From Gloves 
rated W/W Daughter Products " Svc list end 
FARTL04I> J Q Division of QA. Safeguards 8* Inspection Programs (Post 
i&30l03} 83/10/31 Consolidated Edison Co of New York. Inc 

il4pp 21154 249 24X Fiche 50-000.83/10/31,8308310057 


e3C*3l0076 IE InF-o Notice 03-76. "Reactor Trip Breaker Malfunctions 
ll/niteT VO Jtaji Trip Devices on OE Type AK-2-23 Breakers) " 

S-*t list end 

iTORDANiE L Division of Emergency Preparedness & Engineering 
Haipense (Post 830103) 83/11/02 Consolidated Edison Co of New 

roTt, Inc 113pp 21514 024 24X Fiche 50-000,83/11/02,8300310076 


S3093l00'75 IE Info Notice 03-75. “Improper Control Rod Manipulation " 
£vc list end 

JOPDANj C L Division of Emergency Preparedness L Engineering 
Bisponie (Past 830103) 83/11/03 Consolidated Edison Co of New 

Yart. Inc lt4pp 21513 253 24X Fiche 50-000,83/11/03.8308310075 


8311280076 ForuaTds IE Insp Rept 50-344/B3-27 on 030800- 0930 No 
noncomp lienee noted 

DIBHOP.T W Division of Resident. Reoc tor Project 6 Engineering 
Programs 83/1 l/OB WITHERS, B D Portland General Electric Co 
2pp 21270 260 24X Fiche 50-344.83/11/08,0311280076 


— 0311280079 IE Inap Rept 50-344/83-27 on 030800-0930 No none omp 1 ian c e 
noted Major areas inspected surveillance te s 1 1 ng , ma i nt, 
security. plant trip & independent insp 

JOHNSTON, G M Division of Res ident. Reactor Project it Engineering 
Programs MILLET.D J , DODDS, R T Region 5. Office of Director 
83/10/31 Spp 21570 262 a4X Fiche 50-344. 03/ 1 1 /OBr 831 1200076 


0311010015 IE Info Notice 03-77, "Alr/Cas Entrainment Events Resulting 
in Sys Failures Svc list end 

JORDAN, E U Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co of Neo 

Yerk, Inc l)4pp 24X Fiche 50-000,83/11/14,8311010015 


8311010018 IE Info Notice 83-78. "Apparent Improper Mod. of Component 
Affecting Plant Bafety " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Enginesring 
Response (Post 830103) 03/11/17 Consolidated Edison Co of Neu 

Yort, Inc Il7pp 21603 OOi 24X Fiche 30-000,83/11/17.8311010010 


R Periodic operating reports 6 related correspondence 


8311170268 Monthly eperstireg rept for Sept 1933 W/0aiOO6 Ur 
KENT,0 J , VUNDT,C P Portland General Electric Co 83/10/04 
Office of Resource Management. Director 5pp 21213 OOl 24X 
Fiche 50-344.83/10/04,0311170268 


B Repartable occurrences, LERs & related correspondence 


8311070569 LBR 83-0i5/03L-O on 830926, eng in earing review revealed that 
operability check of emergency dlese) generator A not 
performed on 830725 Caused by operator error In interpreting 
test requirements Procedures will be revised H/031026 Ur 
DAIR.O 0 . YUNDT, C P Portland General Electric Co 93/J0/26 
MARTIN. J J) Region 5, Office of Director Dpp 21063 344 24X 

Fiche 50-344,83/10/26,831)070569 


8311280235 NPDES noncompl ianc e notification on 031019. sewage treatment 
plant effluent pH limit violated Effluent pH determined to 
be S 93 u/NPDES limit 6 0-9 O Caused by ovoraeration of 
sewage Aeration time reduced to correct low pH condition 
YGNDT,C P Portland Oenoral Electric Co 03/11/08 MARTIN. J fl 
Region 5. Office of Director tp 21280 204 24X 

Fiche 30-344,83/11/00,831 1280235 


8311280484 RO 03-16 an 8310 1 4. ut 1 1 notified by West i nghouse of errors 
In ITT Barton Model 763 pressure ferajSimi Iter temp 
compensation calibr methods 6 current Leakage problems 
Caused by manufacturers methed of temp compensation 
YUNDT.C P Portland General Electric Co 03/11/14 MARTIN.J Q 
Region 5, Office of Director 3pp 21284 128 24X 

Fiche 50-344.83/11/14,8311200 4 94 


DOCKET 30-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency ft, fire protection plans 


8310200362 Generic Ltr 83-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requ irementi of 
App R to IOCFRSD Svc list encl 

EISENHUT, D G Division of Licensing 83/10/19 G onso 1 1 dated 
Edison Co of Neu York, Inc 21pp 21114 329 24X 

Fiche 50-000.03/10/19,8310200362 


8311080329 Forwards Rev 20 to industrial security plait RbV withheld 
(ref 10CFB73 21) 

CROUSE, R P Toledo Edison Co 83/10/20 CREED. J Region 3, Office 
of Director ip Pioai 214 24X Fiche 50-346.03/10/20,6311080329 


8311040003 Forufards final SALP Rept 50-346/03-11 for Apr 1982 - Mar 
1983 Improvement in areas of operations 8, surveillance 
urged 

KEPPLER. J 0 Region 3, Office of Director 03/10/28 CROUSE. B P 
Toledo Edison Co 3pp 21052 181 24X Fiche 50-346,83/10/28. 

0311040003 


— 9311040000 Final SALP Rept 50-346/83-11 for Apr 1902 - Mar 1903 

e Region 3, Office of Director 83/10/20 31pp 21052 184 24jr 
Fiche 50-346,83/10/28.8311040003 
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— C]3110't0014 Toirusards pT(f 1 imi rvary SALP -Findings for Apr 1903^ - Mar 1963 
iti preparatinn for e3i07]2 mflctjitg 14ritteii comments should fte 
provided u^ifchln 20 day^ 

MIND-J A Rag ion □, of Director 03/07/07 CftOUSE. « P 

Toledo Edison Co 4pp 21Q52 Sl6 24X Piche $0-346.03/10/26, 

B3J 1040003 


-0311040020 Takes -pxceptlon u/pral iml narg SALP rspt findings ra 
emargency preparedness for period Apr 19B2 - Mar 1903 
Category 1 rating still justtflad 

CROUSE, R P Toledo Edison Co B3/09/0Q KINO, J A Region 3. 
Office of Director Opp 21032 220 24X Flche 30-346.63/10/20, 

B31 1040003 


6311040160 Releases p^/t>Llc version of revised emergency plan supporting 
procedures indei 

FELTON, if h Division of 6ulfs and Records 63/11/02 Document 
Hatiagement Branch Ip 21098 346 24X Fiche 30-346. 33/ 1 1 /02> 

6311040160 


— 6311040163 Public version of Rev 192 to emergency plan supporting 
procedures Inden W/831011 Itr 6 receipt form 

4 Toiado Edison Co 83/10/31 NRC - No Detailed Afflllafclon 

Given 2pp 21098 347 34X FI Che 50-346,03/11/02.0311040160 


0311160456 fleluaBe* public version of rev to emergency plan 
imp 1 ement ing procedure administrative memo 

FELTON, J M Division of Rules and Records 63/11/10 Document 

Management Dranch Ig 21198 347 245C Fi t he 50-346. 03/1 1 /lO. 

B31 1160496 


—0311160459 Public version of Rev 29 to Administrative Memo 41, 
"Emergency Duty Officer t other Emergency Duties " M/B31013 
Itr.recelpt form & Rev 193 to procedures Index 
MURRAV. T Toledo Edison Co 63/10/17 NRC - No Detailed 
Affiliation OiVBti 4pp 21196 348 24X Fiche 90-346.00/11/10, 

eSl 1 160456 


6311220344 ConFlr^s plans to conduct enforcement conference on 831129, 
at Olen Ellyn. 1 l per 63110? discussion Enforcement 
conference concerns results of App R Iflre protection) insp 
NORELIUBiC E Division of Project 6 Resident Programs 03/11/16 
CROUSE. R P Toledo Edison Co Ip 2J261 352 24X 

Fiche SO-346 rl3/l 1 / 16, 631 1220344 


B3il2B0192 Forwards fee In full payment re compliance W/10CFR9O 4B. 
per 831028 reciuest 

CROUSE.R P Toledo Edison Co 83/11/16 MILLER. U O License Fee 
Management Branch Ip 21283 201 24X Fiche 90-346,63/11/16. 

8311280192 


6311220402 Informs that, except for items identified in end, changes 
to Industrial security plan & security training (< 
qualifications plan transmitted by 831020 Itr acceptable 
End items u/lthheld (ref J0CPR73 21) 

AXELSON. W L Region 3, Office of Director 83/11/17 CROUSE, R P 
Toledo Edison Co 3pp 21261 12? 24X Fiche 50-046.63/11/17# 

6311220402 


0311280432 Requests expeditious issuance of amend to License NPF-3.per 
601223 application & 810710 supplemental submittal ro fire 
barrier penetratl ons, Tech Spec (Iteff>&) 

CROUSE. R P Toledo Edison Co 63/11/22 STOLZ. J F Operating 
Reactors Branch 4 2pp 212B3 355 24 X Fiche 50-346,03/11/22, 
03U280452 


8311290102 Forwards revised schedule for plan to address findings of 
NRC lOCFRSOiApp R audit Schedule updates 630913 commitment 
Extension needed to incorporate concerns of IE Info Notice 
63-69, ''Improperly Installed Fire Dampers- " 

CROUSE. R P Toledo Edison Co 83/11/23 EISENHUT.O 0 Division of 
Licensing 3pp 21303 310 24X Fiche 50-346.63/11/23,6311290102 


P Qperatifig license stage documents h correspondence 


6311090449 Denies 031006 request for extension to submit i20-tfay 
response to Generic Ltr 03-28 re Salem ATWS events Response 
should be submitted, to extent practxcBl,by 631109 
STOLZ. xjf F Operating Reactors Branch 4 83/10/29 CROUSE. R P 

Toledo Edison Co 3pp 21141 320 24X Fiche 90-346.63/10/25, 

6311090449 


6311160363 Foriu-ard* Amend 63 to License NPF-'3 Amend deletes requirement 
for periodic charnel functional tests & calibr ef auxiliary 
feed pump turbine speed siultches 

BTOLZ.J F Operating Reactors Branch 4 83/10/26 CROUSE. H P 

Toledo Edison Co 7pp 21199 018 24X Fiche 90-346,63/10/26. 

8311 160393 


— 6311160406 Amend 63 to License NPF-3. delet ing requirement for peiflodLC 
channel functional tests & calibr of auxiliary feed pump 
turbine speed sipitches 

STOLZ, J F Operating Reactors Branch 4 03/10/26 4pp 

21199 024 24X Fiche 90-346,33/10/26.0311160303 


G311110116 Advises of delay In submittal of operating procedures for 
trip of reactor coolant pumps (TMI Item 11 K 3 9 -Ei Generic 
Ltr 83-10) Program reviewed In light of Generic Ltr 63-31 re 
abnormal transient operating guidelines 

CROUSE, R p Toledo Edison Co 03/10/27 8TCLZ.J F Oparabing 
Reactors Branch 4 Ip 21146 347 24X Fiche 50-346.83/10/27, 

83111101 16 


6311090441 Requests remission of Class III fee far NRC review of 
restart portion of 630626 plan for corrective action to 
comply ur/l0CFR30 48 

MILLER, K O License Fee Management Branch 63/B0/2B CRDU&E. R P 
Toledo Edison Co Ip 21123 339 24X Fiche 90-346,63/10/29. 

031 1090441 


0310310403 Generic Ltr 03-38 to all licensees of operating pflusr 
reactors 8, applicants for DL re NUREO-0965, "NRC Inventory 
of Dams “ Forwards NUftEO-0965 "NRC Inventory of Dams" for 
info only K/o end Sve list end 

EI8ENHUT. D G Division of Licensing 63/10/31 Con so 1 1 dat ■ i| 

Edison Co of New Vork, Inc 14pp 21104 013 34X 

Fiche 30-000,83/10/31.8310310403 


6311010182 Generic Ltr 83-37 to all PNR licensees re NURE0-D737 Tefh 
Specs Requests review of Tech Specs to determine consistency 
u/guidance in NUREG-0737 Response required within 90 days 
of receipt of ltr Sve list end 

EI6ENHUT. D 6 Division of Licensing 03/U/Ol Consol (datetf 
Edison Co of New York. Inc 22pp 2114? 096 24X 

Fiche 30-000,83/11/01.8311010182 


8311020051 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs i holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8vc list end 
EIGENHUT, D G Division of Licensing 83/11/02 Cdnso) idat id 
Edison Co of New York, Inc 16pp 21164 001 24X 

Fiche 50-000.03/11/02,8311020031 


6311160268 Forwards Amend 64 to License NPF-3 6 safety evaluation 
Amend modifies action statement of Tech Spec 3 2 9 to pernit 
thermal power tradeoff during flow reduction below specified 
limit 

STOLZi J F Operating Reactors Branch 4 63/11/03 CR0DBE,R P 

Toledo Edison Co 2pp 21201 032 24X Fiche 50-346* 83/ I 1 /03, 

0311160268 


— 6311160270 Amend 64 to License NPF-3. mod If y ing action statement of 
Tech Spec 3 2 3 tp permit thermal power tradeoff In event 
of flow reduction below specified limiting condition for 
operation 

STOLZ, >1 F Operotlng Reactors Branch 4 63/1 J/03 2pp 

21201 094 24X Fiche 90-346.83/11/03,6311160268 


—8311160275 Safety evaluation supporting Amend 64 to License NPF-3 

# Office of Nuclear Reactor Regulation, Director 03/11/03 4pp 
21201 096 24X Fiche 50-346.83/11/03,0311160268 


6311150235 Forwards response to Generic Ltr 03-28 re required actiort 
based on generic implications of Balem ATU5 events Joint 
response w/INpO 6 NUTAC will be submitted by 840731 

CROUBE.R P Toledo Edison Co 83/11/07 EIGENHUT. D G Division of 
Licensing 53pp 21170 079 24X Fiche 50-346. 83/11/07, 831 1130235 


8311290394 Notification of 031213 meeting w/util In Bethesda.MO to 
discuss environ qualification of safety-related electrical 
equipment 

DEAGAZIO, A Operating Reactors Branch 4 03/11/13 BTOLZ.J F 

Operating Reactors Branch 4 2pp 21318*001 24X 

Fiche 30-346.03/11/15.8311290394 


8311260192 Forwards fee in full payment re compliance w/lOCFRSO 4Q. 
per 831028 request 

CROUSE, R P Toledo Edison Co 83/11/16 MILLER, (f 0 LI cent* Fee 
Management Branch Ip 21283 201 24X Fiche 90-346.83/1 1/16, 

0311280192 


8311200251 Forwards application for amend to License NPF-3. r*qu< st ing 
rev to Tech Spec to remove 400-volt ac power from DHR 
Isolation valves during Modes 1.2 6 3 when valves doted 
CROUSE. R P Toledo Edison Co 03/11/21 6TQLZ. J F Operating 
Reactors Branch 4 Ip 21280 206 24X Fiche 90-346.93/11/21. 

8311280231 
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~S3iiSBua5ii llcat ion for amrrid to License revi s In^ Tech Spec 

SeetloTi 4 S ? d 8« Table 3 3-10 re removing 4BO-volt ac 
|ici*'er fron DffR Isolation valves during Modes 1 < 2 t* 3 tuhen 
^Pjlvei closed 

CACKTSE.P P Toledo Edison Co B3/11/SI 4pp 512^0 SO? S^K 
Flch* 83/1 1/21, B3l 1200351 


—^31138025? Proposed Tech Spec changes^ Sec t ion 4 S 2 d «< Table 3 3-lC 
re OHR Isolation valves 

» Toledo Ediion Co 03/11/21 5pp 21200 211 24X 

Fir hr S0-34&, B3/1 1/^21. G31 12B0251 


■ISH2&0452 Requests eipe-dltlous issuance of amend to License NPF-3. pec 
$^:1K3S3 eppllcatlon h 810710 supplemental submittal re fire 
kaTrler p inetratlons* Tech Spec (Item 6> 

iECVSe-.R P Toledo Edison Co 03/11/22 STOUZ. J F Operating 
fiictori branch 4 2pp 21203 355 24X Piche 50-346,03/11/22* 

Bsiissona 


£^'11300163 Forwards agenda for 031313 meeting u/KRC in BethesdaiMD to 
lisivsi b risolve outstanding issues re environ 
tuslif it sllon of electrical equipment 

<FOLE£rH P Toledo Edison Ca 03/11/23 STQLZ. J F Operating 
teacters Branch A 2pp 21312 347 24X Piche 50-3464 03/11/23, 


33U3U-0ISS Providrs list: of amend requests sent to State of Oh per 
IKFBJO 91 

R P Toledo Edison Co 03/11/25 STOLZj J F aparating 
»i*€Ut% areneli 4 Ip 2l3ia 346 a4X Fiche 50-3464 03/11/25, 
&3 IB 300 15a 


I Insfrciittn reports, IE Sulletins & correspondence 


B3C9WQ797 IE liifo Notice 63-69, "Improperly Installed Fire Dampers 
4kt H'jclear Pauer Plants “ 8vc list end 

L Division of Emergency Preparedness 8< Englneerinfl 
»ii|inst iPost 030103) 03/10/21 Consolidated Edison Co of Neu 

¥»tI. Ire I37pp 21114 351 24X Fiche SO-OOO, 03/10/214 03O03OO79'> 


IE Info Motice 63-70, "Vibration Induced Valve Failures " 
Svc list end 

VC8DAW,€ L DivlvLon of Emerjency Preparedness Engineering 
Neiponse (Post 830103) 83/10/25 Consolidated Edison Co Of Nei- 

Terl, Ire ll7pp 21057 219 24X Fiche 50-0004 83/10/25,8300310030 


TE Dullatlrv 03-074 Suppl 1, "Apparently Fraudulent Products 
Soil By -Ray Millar, Inc “ 5vc list encl 

CSfOUrWpR C Director's Office, DPfice of Inspection and 

EnFerc i-nient 83/10/26 Consolidated Edison Co of New YorV* Inc 

179 PF 21070 170 24X Fiche 50-0004 83/10/264 6300300799 


IE Info Notice 83-71/ "Defect In Load-Bearing helds oh 
Lifting Devices for Vessel Mead 8, Internals " Sve list encl 
VORDANj E L Division of Emergency Preparedness tt Engineering 
Fittotiie iPoit 030103) 03/10/27 Consolidated Edison Co of Msw 

Tart* Int iispp aiO&7 357 fiAX Fiche 50-000,03/10/27.8300310034 


£3C?3t0O48 ]E InfD Notice 83-72, "Environ Qualification Testing 
£ipiTLin(e ■’ Sve list end 

^.X]flDAN,£ L Division of Emergency Preparedness & Engineering 
HiS^oni* (Post B30103) 03/10/20 Consolidated Edison Co of New 

TarkH Inc ]3ipp ^1155 024 S4X Fiche 50-000. 83/10/204 0308310040 


9131040003 Forwards final SALP Rept 50-346/03-H for Apr 1902 - Mar 
1903 Inprovinent in «Teas of operations 6 surveillance 

VTfEijl 

SEPfLER. ^ O Region 3, Office Of Director 83/t0/28 CROUSE, R P 
Teledo Edison Co 3pp 2i052 101 24X Fiche 50-346, 63/10/26. 

831 1040003 


-'63H040000 Final BALF Rapt 50-346/03-11 for Apr 1982 - Mar 1903 

* Region 3, Office of Director 03/10/29 31pp 21052 184 24X 

Fiche 30-3464 93/10/20,0311040003 


— 0311040014 forwards preliminary 0ALP findings for Apr 1988 - Mar 1903. 
in preparation for 630712 meeting Written comments should ba 
provided within 20 days 

HtWDiJ A Ftegian 3, Office of Director 63/07/07 CROUSE. R P 
ToLelo Edison Co 4pp 21052 216 24X Fiche 50-346.03/10/204 

B31J04C003 


■0311040020 Takes esc option U)/preHminarg SALP rept findings re 
eaergerev preparedness for period Apr 1902 - Mar 1903 
Cattgor^ L rating still justified 

CROUSE, R P Toledo Edison Co 03/09/09 HIND, J A Region 3, 
Office of Director app. 21052 220 24X Fiche 50-346,03/10/28, 

ail 1040003 


031121014 1 Forwards IE Insp Rept 50-346/63-19 on 030701-0912 i< notice 
of violation 

BHAFER.W D Region 3, Qfflce of Director 63/10/20 CROUSE, R P 
TdledU Edison Co 2pp 21231 351 24X Fiche 50-346,03/10/20, 

0311210141 


— 8311210142 Notice of violation from insp on, 830701-091E 

SHAFER, W D Region 3, Office of Dlrectar 03/10/26 2pp 
21S31 353 84X Fiche 50-346,03/10/26,0311210141 


—8311210147 IE Insp Rept 50-346/63-19 on 03O7O1-O912 No n c omp 1 i ance 
noted failure to incorporate Facility Chang* Request 03-066 
into test proredure & to implement QA program personnel 
training requirement 

RGOERB.W G . JACKIW, 1 ti Region 3, Office of Director 63/10/27 
8pp 21231 355 24X Fltho 50-346. 03/ 1 0/20, 831 1 210 i 4 1 


6300310057 IE Info Notice 03-73, "fladlation Exposure From Oloves 
Contaminated W/U Daughter Products '' Sve list encl 

PARTLQH.J 0 Division of QA, Safeguards U Inspection Programs fPost 
□301031 03/10/31 Cansoltdatad Edison Co of New York, Inc 

116pp 31154240 24X Fiche 50-000,03/10/3148300310057 


a31i0<70271 Confirms 031104 meeting in Dak Harbor. DH to discuss 
regulatory improvement program Update of comprehensive 
Corrective action program in areas of malnt, drawing control 
S( operations requaeted 

NORELIUS. C E Division of Project t* Resident Programs 83/10/31 
CROUBEtR P Toledo Edison Co ip 2l(}62 251 24X 

Fiche 50-346,83/10/3148311070271 


0300310076 IE info Notice 03-76, "Reactor Trip Breaker Malfunctions 
( Undervoi tag s Trip Devices on CE Type AK-S-25 Dreakers) " 

Bve list encl 

JORDAN, E L Division oF Bmargency Preparedness U Engineering 
Response fPost BBOiOO) 63/11/02 Consolidated Edison Co of N«u> 
Yort. Inc U5pp 21514 024 24X Fiche 50-000, 63/11 /02. 8300310076 


B3Q33iO075 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
8vc list encl 

JDRDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 0301031 03/11/03 C-onsatl dated Edison Co of New 

York, Inc lt4pp 21513 253 24X Fiche 50-000483/11/03,8300310075 


031 1 1701 IB Responds to IE Bulletin 03-06. "Noncanf orming Mails 
Supplied by Tube-Line Corp " Installed caps Tc bees 
certified to be In compliance w/ASHE Section llliCless 2, 
r oqu irements 

CROUSE. R F Toledo Edison Co 63/11/10 KEPPLER, J 0 Region 3. 
Office of Dlrectar 4pp 21216 169 a4X Fiche 50-346, 03/1 1/ 10. 
8311170110 


631 1010015 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
in Sys Failures Sve list encl 

JDRDAN, E L Division Of Emergency Preparedness h Engineering 
Response (Post 630103) 63/11/14 Consolidated Edison Co of New 

York, Inc I14pp 24X Fiche 50-0004 63/11/14,83110100)5 


8311220344 Confirms plans to conduct enforcement conference on 63112? 
at Qlen Ellyn, IL per B31109 discussion Enforcement 
conference concerns results of App R Ifire protection) Insp 
NDRFLiUSi C E Division of Project U Resident Programs 83/11/16 
CROUSE. R P Toledo Edison Co Ip 21261 352 24X 

Fiche 50-346,83/11/16,6311220344 


6311010018 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety Sve list end 

JORDAN, E L Division of Emergency Preparedneis t< Engineering 
Response (Post 93D103) 93/11/17 Consolidated Edison Co -of New 

York. Inc U7pp 21603 OOl 24X Fichu 50-000.93/11/17,0311010010 


8311290207 Responds to 0303)0 IE Bulletin 03-03 "Check Valve Fa i lures 
in Raw Uater Cooling Sys of Diesel Generator " Test results 
indicate swing check valves CC-l7,CC-ie 8, CC-19 acceptable 
CRDU0E. R P Toledo Edison Co 83/11/26 DEYOUNQ, R C Director's 
Office, Office of Inspection and Enforcement 2pp 21302 130 24 t 

Fiche 50-346,03/11/26,6311290207 


R Periodic operating reports l< related correspondence 


B31 1170266 Monthly operating rept far Sept 1903 N/B31007 Itr 

SARSOUR.D . MURRAY, T D Toledo Edison Cp 63/10/07 HALLER, N 
Office of Resource Manaysmsnt, Director 3lpp 21213 033 24X 

Fichu. 50-346, 03/10/074 0311170266 
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8 RepPTtablg occurrences. LERs «f related correspotidcnce 


831 1070533 LER B3-052/03L-0 on 030922. determined that: decay heat cooler 
1-a bypass valve PH 1 3A npt pinned m fail-safe closed 
position prior to entering Mode 3 Caused by personnel error 
& procedural 1 nadetiuactJ Keu pm installed U/831021 Itr 
SEKUIK, P . MURRAY. T D Toledo Edison Co 03/10/21 KEPPLEft, J 0 

Region 3. Office of Otrector 4pp 210&4 027 24X: 

Flche 50-346, B3/10/S1. 83 1 1070533 


03ilO7O35B tGR 03-O53/O3U-O on 830925. fuel handUng/spent fuel pool 
area radiation monitor REB446 found deenergized Cause 
unltnoun Readout module auitch found In off position 
W/a3l025 Itr 

BLUNKfO , flURRAYi r D Toledo Edison Co 03/10/25 KEPPLER.J 0 
Region 3, Office of Director 3pp 21063 027 24X 

riche 30-346, 03/10/23. 0311070358 


0311070268 Revised LER B3-O36/03X'-l on 830715 & 21. safety features 
actuation sgs channel 4 containment radiation monitor 
RE2007 failed loui Caused by detector failure RE2007 
replaced W/e3ioa8 1 fcr 

R DOERS. J . MDRRAy. T D Toledo Edison Co 83/10/20 KEPPLER.JO 
Region 3. Office of Director 4pp 21062 320 24X 

Riche 50-346.83/10/28,8311070260 


031 1070555 Part 81 rapt re potential defect in replacement RIA rubber 
valve seat Pot 48-inch RlA containment purge valve Initially 
reported on 031025 Suppl 1 or. Buffalo Weaving & Belting, will 
produce anvil seats using eztruded preform 

Wits DM. A Henry Pratt Co 03/10/20 KEPPLER. J 0 Region 3. 

Office of Director 4pp 21065 267 24X Riche 50-000. 03/10/23. 

0311070555 


8311070617 LER B3-034/03L''0 on 030930. discovered Oroup B relative 
position Indication did not respond to rod pull 6 differed 
from absolute position indication Caused by failure cf 
Group 8 motor programmer Phase A W/a3lO20 Itr 

SWARTZ, J . MURRAY, T 0 Toledo Edison Co 03/10/20 KEPPLER, J 0 
Region 3. Office of Director 3pp 21065 241 24X 

Flche 50-346,63/10/28,8311070617 


0311210137 LER B3-0S3/03L-0 on 031006. securl ty officer found Fire Door 
S03i a(J z 1 1 iary bldg centra.1 stairway access door. 565-Pt 
level, propped open by email air hose 6 extension cord Caused 
by personnel errors Door closed W/B3iJ04 Itr 

HAIJSEN.vl . RICHTER.U . MURRAY. T 0 Toledo Edison Co 83/11/04 
KEPPLER. JC Regions, Office of Director 4pp 21233 205 24X 

Flche 50-346,83/11/04.8311210137 


8311210132 LER a3-056/03L-0 on 031010. during radiation monitor shift 
chec k. rad latien monitoring cabinet C5762J) found deenergized, 
resulting in deenerg i zafcionn of cabinet RE0446 Caused by 
blown distribution panel fuse Fuse replaced H/a31l09 Itr 
USBDIMO.R , MURRAY, t D Toledo Edison Co 03/11/09 KEPPLER, JO 
Region 3, Hfflce of Director 3pp 21232 201 24X 

Fiche 50-346,83/11/09.0311210132 


0311230343 Updated LER 83-031/03X-i on 030909. snubber SR-4-R-3 found 
u/oll In reservoir Caused by cracked 0-rlng in fluid 
reservoir Snubber replaced u/spare Insp Interval reduced 
from 18 to 12 months W/0J111O Itr 

O'NEILL. J , HURRAY, T D Toledo Edison Co 03/ll/JO KEPPLER. J 0 
Region 3. Office of Director 3pp 21262 069 24X 

Fiche 50-346.83/11/10.6311220343 


031 1220435 Updated LER 61-037/03X-2 on 010624. RCS saturation margin 
meters l< auxiliary feedwater flow Indication 1 lost Makeup 
pump 1-1 tripped Caused by mechanical shock to ITH relay 
M/a311fO Itr 

batch. S N . MURRAY. T D Toledo Edison Co 03/11/10 KEPPLER, J 0 
Region 3. Office of Director 6pp 21359 245 24X 

Fiche 50''346. 83/11/10. 831 1220435 


0311210133 PMD-III-B3-117 on B31 1 14. reac tor tripped automatl ca ) Ly due 
to neutron flux imbalance in reactor core Imbalance 6 
inadvertent insertion of control rod group 2 due to 
electrical fault in control rod drive sys 

JACK I U, I . SHAFER.W Region 3. Office of Director 03/11/14 
21232 2Q9 24X Fiche 50-346.83/11/14.0311210135 


0311290101 MP0E8 noncompliance notification on 031114 L |6, oil b greazt 
limits exceeded et Outfall 604 Caused by surface runoff 
during heavy rainfall & melting snow Oil absorbent matl 
placed within Outfall Areas 604 & 002 

MURRAY, T 0 Toledo Edison Co 03/11/17 DUNLAUV. D Env IronnenUL 
Protection Agency 2pp 21304 009 24X Fiche 50-346.93/11/17.. 

0311290161 
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F Security, medical, emergency & fire protection plans 


6310200362 Generic Ltr 63-33 to all licensees Sc applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR30 Bvc list end 

ElSENHUTiD 0 Division of Licensing 63/10/19 Cansolideted 
Edison Co of New York. Inc 2ipp 21114 329 24X 

Fiche 50-000.83/10/19.8310200362 


8311090433 Forwards 6ER denying 030124 application for license amend 
to modify current metearolog leal monitoring instrumentation 
Proposal would unacceptably relax min number of channels 
presently established Instrumentation tables end 
VARDA, 8 A Operating Reactors Branch 1 83/10/21 CLAYTON. F L 

Alabama Power Co 5pp 21123 333 24X Fiche 50-348,03/10/21. 

8311070433 


—8311090438 8ER denying 831084 application for license amsnd to modify 
current meteorological 6 surveillance Instrumentation 
Quidellnes in 8uppl 1 to NUREO-0737 should be utillietf 
e NRC - No Detailed Affiliation Given 03/10/21 4pp 
21123 338 24X Fiche 50-340.63/10/21.0311090433 


0311030071 Forwards control room design review program plan per Suppl 1 
to NURCO-0737 for review Plan describes util conduct of 
human factors review of control rooms 6 addresses how 
previous efforts will be utilized for review 

CLAYTON, F L Alabama Power Co 83/10/31 VAROA. 8 A Office Of 
Nuclear Reactor Regulation. Director 2pp 21031 240 24X 

Fiche 50-348.83/10/31.6311030091 


—0311030092 Rev 0 to "Alabama Power Co Control Room Design Review 
Program Plan " 

* Alabama Power Co 83/10/31 32pp 21031 242 24X 

Fiche 50-348.03/10/31.8311030091 


6311060059 Releases public version of revised emergency plan 
Implementing procedure 

FELTON, JM Division of Rules and Records 03/10/31 Document 

Management Branch Ip 21088 312 24X Fiche 50-348. 83/10/31. 

831100005? 


—8311000063 Public version pf Rev 4 to Emergency Plan Implementing 
Procedure FNP-O-ElP-6. "Technical Support to Emergency 
Plan " W/831020 ltr 

HUDSPETH. J D Alabama Power Co 03/09/12 Office of nuclear 
Reactor Regulation, Director 20pp 2108B 313 24X 

Fiche 50-340.83/10/31.8311000059 


B311O40193 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J H Division of Rules and Records 03/11/02^ Documsrii 

Management Branch Ip 21067 040 24X Fiche 50-348. 83/11 /02. 

8311040195 


8311230507 Revised LER fl3-044/03X“l on 030822, during performance of 
containment local 1 eat rate test, four containment valves 
found w/leakage rates in excess of Tech Spec limits Caused 
by component failures Valves repaired W/631110 ltr 
MI08IO.D , LAMQ,T , MURRAV.T D Toledo Edison Co 83/11/10 
KEPPLEft.J Q Region 3. Office of Director 5pp 2125^ 199 24X 

Fiche 50-346.83/11/10.0311220507 


— B311040I97 Forwards public version of revised Emergency Plan 
Implementing Procedures GQ-ElP-115 re deeicalatlon of 
emergency classl f icatlon# O0-E1P-135 re emergency plan review 
(< rev h OO-eIP- 137 re siren lys testing 

CLAYTON. F L Alabama Power Co 03/10/24 Document Menagamant 
Branch Ip 21069 041 24X Fiche 50-348.83/11/02.8311040195 


8311220250 LER e3-057/03L-0 an 031015. dur Ing 
auxiliary Feedoater pump turbine 2 started 
tripped. Caused by component failure due to 
linkage Linkage cycled Turbine returned to 
THOMPSON. T . MURRAV.T D Toledo Edison Co 
Region 3, Office of Oirector 3pp 21254 
Fiche 50-346. 83/1 £/l 1 1 831 1220250 


feedwater transient, 
but immediately 
sticky trip 
SVC w/eaiiii ltr. 

83/11/11 KEPPLER. J 0 
083 24X 


— 8311040200 Public version of revised Emergency Plan Implementing 
Procedures OP-ElP-115 re deescalation of emergency 
c lass t f Ication. Ga-EiP-135 re emergency plan review & rev L 
00-EiP~l37 ro siren sys testing 

MCODMAN.J W Alabama Power Co 83/lD/iB 23pp 21069 044 S4X 
Fiche 50-346.83/11/02,8311040195 


8311080146 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 03/11/02 Ooetjment 
Management Branch Ip 21107350 24X Fiche 50-348.03/11/02. 

0311080146 



DOCKETED ITEMS 


215 


— 0311000150 F{irujar<1fi public version of Rev 4 to Emergency Plan 
lap 1 rment in Q Procedure FNP ~0-EIP''7 j "Security Support to 
Ettprjency Plan" & Temporary Change Notice 2BA to 
FMP-O-E JP-Qt "Notification Roster " 

HUDSPETH, J D Alabama Pouter Co 03/10/24 Document ManagiomenC 

Branch 3pp 21107 351 24X Fiche 30-'34a, 03/1 1 /02, 031 10B0M6 


1000154 Public version of Rev 4 to Emergency Plan Implementing 
Procedure FNP-O-EIP-7# "Security Support to Emergency Plan" 
k Temporary Change Notice 20A to Fl^-O-Elp-e, "Notification 
Roster ** 

* Alabama Polut Co 83/10/21 7pp 21107 35S 24X 

Fiche 50-34B, B3/1 1 /02r B31 10B0146 


©3IJ090434 Releases public version of revised sve bldg telephone 
directory 

FELTONp J It Division of Rules and Records 83/11/07 Document 

HaTiiflPment Branch Ip 21144 012 24X Fiche S0-34B. B3/1 1 /O?, 

€31 1090434 


— B311O90437 Public version of revised SVC bldg telephone directory) for 
inclusion uj/Procedure FNP-D-EIP-Q 

COBBi-R Alabama Power Co 83/09/10 79pp 21144 013 24X 

Fiche 50-348,03/11/07,0311090434 


P Operating license stage documents & correspondence 


0311020001 Forwards Amend 34 to License NPF '*2 1< safety evaluation Amend 
allows one narroui-range sump level channel to be inoperable 
Ir neither channel to be operable for up to 7 days 
VAROArS A Operating Reactors Branch 1 83/10/14 CL AVTQNi F L 

Alabama Pouer Co 3pp 21024 344 24X Fiche 50-340, 03/ 10/1 4« 

031 1020001 


—-0311020004 Amend 34 to Llccnsi NPF-2( al lowing one narrotu-range sump 
level channel to be Inoperable & neither channel to be 
operable for up to 7 days 

tt NRC - No Detailed Affiliation Given 03/10/14 4pp 
21024 347 a4X Fiche 50-340, a3/l0/l4i 831 1020001 


— B311020006 Safety evaluation supporting Amend 34 to License NPF-2 
e Office of Nuclear Reactor Regulation, Director 83/10/14 ip 
21024 391 34X Fiche 50-348,83/10/14,8311020001 


0311020227 flrants 030920 request for extension of deadline for final 
ervlroh qualification of post-accident monitoring electrical 
equipment until 850331 for Unit 2 L Apr 1984 for Unit 1 
DENTON, K R Office of Nuclear Reactor Regulation, Director 
B3/I0/51 CLAYTON, F L Alabama Power Co 5pp 21023' 346 24X 

Fiche 50-348,03/10/21,8311050227 


B3L1090433 Forwards SER denying 830124 aj>p 1 ication for license amend 
to modify current meteorological monitoring instrumentation 
Profosel would unacceptably relax min number of channels 
preiintly established Instrumentation tables end 
VAR0A,3 A Operating Reactors Branch 1 83/10/21 CLAYTON, F L 

Alabane Pouer Co 9pp 21123 353 24X Fiche 50-348,83/10/21, 

0311070433 


—8311070438 SEr denying 831024 application for license amend to modify 
current metaorolag leal & surveillance instrumentation 
Guidelines in Suppl i tu NUREO-0737 should be utlliied 
» MHC - No Detailed Affiliation Given 03/10/21 4pp 
21123 390 24X Fiche 50-348,83/10/21,8311090433 


0311140123 Confirms 031021 verbal author 1 lation for one-time change in 
Tech Bpecs accepting core flux map pending completion of 
repairs to moveable in-core mapping syf,per 831021 request 
Official license amend will be forwarded Draft 8ER end 
L AINAS, G C Assistant Director for Operating Reactors 83/10/21 

CLAYTON, F L Alabama Power Co 2pp 21163 221 24X 

Fiche 50-348,63/10/21,8311140123 


— 0311140126 Proposed Tech Specs authorlxlng one-time change by 
accepting cort flux map pending completion of repairs to 
moveable in-core mapping sys 

e Office Of Nuclear Reactor Regulation, Director 93/10/21, 2pp 
21163 223 24X Fiche 50-348,83/10/21,8311140123 


8311030120 Forwards requested fee associated w/NRC review of util 
611218,830201,0406.0606 & 0630 submittals 

CLAYTON.F L Alabama Power Co 83/10/20 HILLER, NO License Fee 
hanagement Branch Ip 21038 155 24X Fiche 50-348,03/10/26, 

3311030128 


0310310403 Generic Ltr 63-38 to all licensees of operating power 
reactors & applicants for DL re NUREC-0965, "NRC Inventory 
of Dani. " Forwards NUREO-0965 "NRC Inventory of Dams’' for 
info only N/o end Sve list end 

ElBENHUT, DO Division of Licensing 83/10/31 Coh sol I da ted 

Edison Ca of New Yort, Inc I4pp 21184 015 24X 

F I th e 9 0-000^ 03/ 1 0 / 31 , 83 1 03 1 0403 


d3111l02B3 Forwards Amend 39 to License NPF-3 & safety evaluation AmertiJ 
modifies Tech Spec surve i 1 larc e requirement by extending 
visual map of all inaccessible hydraulic snubbers for □ 
months or until next shutdown 

reeves. F A Operating Reactor* Branch 1 83/10/31 CLAYTON, F L 

Alabama Power Co 2pp 21159 349 24X Fiche 50-340,63/10/31, 

0311110263 


— 6311110284 Amend 35 to License NPF-2, mo d I f g In g Tech Spec Surveillance 
Roqulrament 4 7 9a by extending required visual Insp of all 
inaccessible hydraulic snubbers far 3 months or until next 
shut-d own 

VARGA, B A Operating Reactors Branch 1 63/10/31 4pp 

21159 391 24X Ficha 50-346, 83/ 1 0/0 1 , 031 1 I 1 0203 


— 6311110289 -Safety evaluation supporting Amend 35 to License NPF-2 

e Office of Nuclear Reactor Regulation, Director 83/10/31 2pp 
21159399 24X Fiche 50-348.83/10/31,8311110263 


0311010182 Generic Ltr 83-37 to all PWR licensees re NUREO-0737 Tech 
Specs Requests review of Tech Specs to determine CDnsistency 
w/guldance in NUREO-0737 Response required within 90 days 
of receipt of ltr Bve list end 

EISENHUT. D O Division of Licensing 63/11/01 Consolidated 

Ediaon Co of New York, Inc 32pp 21149 090 24X 

Fiche 90-000,63/11/01, 931 1010102 


831 1220025 Forwards Amend 36 to License NPF-S safety evaluation 
Amend allows one-time use of 74-7SX, of detector thimbles for 
flux map ending 831013 

VAR0A,8 A Operating Reactors Branch 1 63/1 t/Ol CLAYTON, F L 

Alabama Power Co Ig 21273 354 24X Fiche 50-348,83/11/01, 

8311220025 


—0311220030 Amend 36 to Liesnae NPF-a, allowing one-time only change 
to Tech Spec to allow use of 74-78% of detector thimbles In 
In-core detection sys far Flux map ending 831013 
VAROA, S A Operating Reactors Branch 1 83/11/01 2pp 

21273 356 24X FUKe 50-340,03/11/01,6311220025 


— 6311220033 Safety evaLuatlan supporting Amend 36 to License NPF-2 

e Office of Nuclear Reacter Regulation, Director 83/11/01 2pp 
21S73 360 24X Fiche 50-349,83/11/01.8311220025 


8311020031 Generic Ltr 03-33 to all licensees of operating reactors, 
applicants far OLs U holders of CPs re clarification of TM I 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EI6ENHUT, D G Division of Licensing D3/11/02 Consalldatcd 
Edison Co of New York. Inc I6pp 21104 001 24X 

Fiche 50-000,03/11/02,0311020051 


0311090060 Responds to Oeneric Ltr 83-28 re generic Implications of 
Salem ATUS events Post-trip review (< analysis program 
described in detttl 1 , inc 1 ud ing criteria for determining 
ac ceptab 1 lity of restart 

CLAVTON.F L Alabama Power Co 83/11/0-1 VARGA, S A Office pf 
Nuclear Reactor Regulation. Director 150pp 21102 001 24X 

Ficha 50-340,83/11/04,8311090080 


0311150259 Clarifies current commitments re surveillance & maint of 
reactor trig breakers following installation of hew 
automatic shunt trip feature Feature already installed in 
Unit 2 it will be installed In Unit i in First Quarter 1984 
CLAYTON, PL Alabama Power Co 03/14/07 YAROA. & A Office of 

Nuclear Reactor Regulation. Director 2pp 21168 097 24X 

Fiche 50-340,83/11/07.0311150259 


6311160217 Forwards safety evaluation & technical evaluation rept re 
licensee responses to NUREG-0737, Item II » I, "RCS Vents " 

Actions completed 

VARGA, 3 A Operating Reactors Branch 1 63/11/07 CLAYTON, F L 

Alabama Power Co Spp 21201 138 24X Fiche SO-349. 03/ 1 I /07, 

83111&0217 


—0306070474 "Selected Operating Reactor Issues Program II RCS Sys Vents 
<NURE0-O737, Item 11 6 1)," final technical evaluation rept 
HELD, J T Energy. Inc TF-336/0B12A 03/03/02 ALOERTHAL, Q 

Division of Licensing 6pp 21201 146 24X Fiche 90-349, 

83/1 £/07, 8311160217 


03-11160352 Natl f 1 cation of 0311J6 meeting w/util In DetheadaiHD to 
discuss proposed licensing amend schedules for 1964 
REEVES, E A Operating Reactors Branch 1 83/11/14 VARGA, S A 

Operating Reactors Branch 1 2pp 21282' 16B 24X 

Fiche 90-340.63/11/14,6311160352 
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831iS90O^2 Foruard^ S£R canfirnlns licensee 830518 venflcatian that 
sufficient condensate supplies, for natural circulation 
cooldaii^n emstjpeT Oener-ic Ltr- B3-2J Cref TMI Action ltfl<n 
I C 1 «f Generic Utr 

VAROA, S A Operating Reactors Branch 1 B3/U/IS CLAYTON, F L 
Alat>a/i5d PoiiiCT Co 3pp 2130? 287 34X Flche 50-348,83/11/15. 

6311270052 


--8311290103 SER verifying that licensee has lofficlant condensate 
supplies for natural circulation c ooldoiuni per Generic Utr 
81-21 

# NRC - No DetatUdi Affiliation Olvoti 83/11/13 epp 
21309 289 24X Fiche 50-348,83/11/15,8311290052 


Q Inspection reports. lE Qulletins it correspondence 


8300300797 IE Info Notice 8a-il>9, •' Improperly Installed Firo Dampers 
at Nuclear Pouer Plants " Svc list enc 1 

JORDAN. E L Division oF Emergency Preparedness it Engineering 
Response (Post 830103) 63/10/21 Consolidated Edison Co of Npu 

Vorlfi Inc I37pp 21114 351 24X Flche 50-000.83/10/21.0300300797 


0311070237 Confirms 831110 mgt meeting it) Qirmlngiham. AL to discuss 
results of first phase of SALP program for Aug 1982 - Jul 
19Q3 Proposed agenda encl 

O'REILUY.JP Region 2. Office of Director 83/10/21 
MCDONALD. R P Alabama Pouer Co 3pp 21063 305 34X 

Flche 50-340,03/10/21.0311070237 


830B310030 lE Info Notice B3-70* <'91brattDn Induced Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/25 Consolidated Edison Co of Neu 

York, Inc ll7pp 21057 219 24X Flche 30-000. a3/10/2Si 0300310030 


8308300799 IE Dulletln 83-07, Suppl 1, "’Ap parent I g Fraudulent Products 
Sold Oy Ray Hiller. Ire " Byc list enc 1 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 63/10/26 Oonso 1 1 dated Edison Co of Neuj York« Inc 

179pp 21070 170 24X Flche 50-000.03/10/26,8300300799 


8311010220 Foruards revised reactor vessel exam program, in response tu 
Generic Ltr 83-15, ''Implementation of Rev I to Reg Qdlde 
1 ISO” tt subj reg guide. "Ultrasonic Testing of Reactor 
Vessel Nelds During Preservice 6 Jnservlce Exams " 

CLAYTON. F L Alabama Power Co 03/10/26 VARGA. 0 a Office of 

Nuclear Reactor Regulation, Director 3pp 20993 147 24X 

Flche 50-348,03/10/26,6311010220 


— 8311010224 "Alabama Pawer Co Position for Augmented Reactor Vessel Exam 
Program " 

* ilestinghpusfl Electric Carp 63/10/06 32pp 20993 130 24X 

Piche 90-340.83/10/26,8311010220 


8308310034 IE Info Notice Q3-7i. ^Defect in Load-Bearing Helds on 
Lifting Devices for Vessel Head & Internals, ” Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Past 830L03) 63/10/27 Consolidated Edison Co of Nouj 

York, Inc llSpp 21057 357 24X Flche 50-000,83/10/27.8308310034 


9308310040 IE Info Notice 83-72. "Environ Gual 1 f Ication Testing 
Experience “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineer I'Og 
Response fPoit 8301031 03/10/20 Coniolidatad Edison Co of Neuj 

York. Inc I3lpp 21195 024 24X Flche 50-000. 83/10/20. 0300310046 


03OQ31OO57 IE Info Notice 63-73, ''Radiation Exposure Fr-pm Gloves 
Contaminated M/U Daughter Products " Svc list end 

PARTLOH,J G Division ol GA. Safeguards it Inspection Pragramt iPost 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21154 240 24X Flche 30-000,63/10/31.6308310057 


6311110203 Foruards Amend 35 to License NPF-2 U safety evaluation Amend 
modifies Tech Spec surveillance rsgulrement by extending 
visual insp of all inaccessible hydraulic snubbers for 3 
months or until next shutdown 

REEVES, E A Operating Reactors Branch I 83/10/31 CLAY TON, F L 
Alabama Pp(,>er Co 2pp 21159 349 a4X Flche 90-346,03/10/31, 
6311110283 


— 83tiUO204 Amend 35 to License NPF-a, mod 1 f y ing Tech Spec Surveillance 
Requirement 4 7 9a by extending required visual Insp of all 
inaccessible hydraulic snubbers for 3 months or until next 
sbutdoun 

VARGA, S A Operating Reactors Branch 1 03/10/31 4pp 

21159 351 24X FI c he* 50-340, 03/10/31. 031 11 10283 


--8311H0265 Safety evaluation supporting Amend 35 to License NPF-2 

» Office of Nuclear Reactor Regulation, Director 03/10/31 2pp 
21159 355 24X Flche 50-348,03/10/31,8311110203 


8308310076 IE Info Notice 83-76, "Reactor Trip Breaker Half utic tlcfii 
(Undervol tage Trip Devices on DE Type AK-2-25 Breaksrs> " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/02 Consolidated EdUon Co of Ku 

York, tnc 115pp 21514 024 24X Flche 50-000.83/11/02,8309310076 


8300310075 IE Info Notice 83-75, "Ifliproper Control Rod Manipulation " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Poet Q301D3) 03/11/03 Consolidated Edison Co of Kiu- 

York. Inc ll4pp 21513 253 24X Flche 50-000. 03/ 1 1 /03. 6300310075 


8311290297 Responds to IE Bulletin 03-07 Suppl 1 Companies ItfentJ-fled' 
as not having sold products to nuclear facilities listed 
GARNER, H F Southern Co Servicos, Inc 03/11/09 RECNER.H 
Director's Office, Office of Inspection and Enforcemsht 2pp 
21302 123 24X Flche 50-000,83/11/09,8311290297 


8311010015 IE Info Notice 83-77, "Alr/Oas Entrainment Events Resulting 
In Sys Failures " Svc list end 

JORDAN. £ L Division of Emergency Preparedness t. Engineer lr 9 
Reeponse (Post 830103) 83/11/14 Consolidated Edison Co of Nl- 

Vork, Inc 114pp 24X Fiche 50-000, 83/1 t/i 4, 031 1010015 


8311010010 IE Info Notice 03-78, "Apparent Improper Hod of CDAponent 
Affecting Plant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Co Of Na-f 

York, Inc 117pp 21603 001 24X Flche 50-000. 03/1 ] /i7, 9311 0100 IQ 


R Periodic operating reports S* related correspondence 


6311030112 "Semiannual Radioactive Effluent Release Rep t, Jan- Jure 
1902 " W/a2O03O ltr 

CLAYTON, F L Alabama Power Co 02/06/30 O'REILLY.J P Region 2- 
Office of Director 129pp 21037 321 24X Fiche 50-340.82/06/30. 
83110301 12 


6311030137 "Semiannual Radioactive Effluent Release R«pt,Jul-D4c 1902 " 
H/eJ022a ltr 

CLAYTON. F L Alabama Power Go 82/12/31 O'REIULY. J P Reg Icn 2' 
Office of Director I04pp 21035 105 24X Fiche 50-348, D2/1 2/31 , 

8311(530137 


0311030140 "Semiannual Radioactive Effluent Release Rept.Jul-Dec 19G2 ” 
H/e3022a ltr 

CLAYTON. F L Alabama Power Co 82/12/31 O'REILLY, J P Rigiar 2 
Office of Director lOOpp 21036 322 24X Fiche 50-348.62/12/31' 
8311030140 


0311030177 Forwards revised S 3022 B "Semiannual Radioactive Effluent 
Release Rep t, 1982 " Rev corrects error in Table 8-CA re 
cumulative joint frequency distribution Error caused by 
computer software problem 

CLAYTON. FL Alabama Power Co 03/03/15 O'REILLY, JP Region 2. 
Office of Director Ip 21034 111 24X Flche 50-34&, 83/03/1 5. 

8311030177 


—0311030203 Revised Table B-CA re cumulative joint frequency 
distribution to "Semiannual Radioactive Effluent Release 
Rept, 1982 " 

» Alabama Power Co 02/12/31 14pp 21034 112 24X 

Flche 50-348,83/03/15,0311030177 


B311C30O39 Forwards revs to "Semiannual Radioactive Release Repts, 

1781 & 1902 " 

CLAYTON, F L Alabama Power Co 03/06/20 O'REILLV. J F Region 2. 
Office of Director 2pp 21027 181 24X Flche 50-348.83/06/20, 

B3J I 030039 


— -0311030041 Revs to "Semiannual Radioactive Release Reptsd9ai h I YOU- " 
e Alabama Power Co 62/12/31 3lpp 21027 103 24X 

Fiche 50-348,03/06/20,8311030039 


8311150291 Forwards status of all licensing items Identified ir> util 
830113 ltr Status provided on monthly basis td include addl 
submittals requesting approval, 

CLAYTON, F L Alabama Power Co 83/11/04 VARGA, 6 A Office of 
Nuclear Reactor Regulation, Director ISpp 21166 053 24X 

Fiche 50-348,03/11/04,0311150291 


B31115D327 Forwards monthly operating rept for Oct I9S3 U revised 
pages for Jan-Juns 19B3 repts 

CLAYTON, F L Alabama Power Co 83/11/10 Office of Reeource 
Management, Director 2pp 21170 105 24X Flchp 50-340, 03/1 1/1 O'- 

0311150327 


—0311150330 Monthly operating rept for Oct 1983 

HAIRSTON, W O Alabama Power Co 83/11/07 I3pp 21170 l07 24Y 

Flche 50-348,03/11/10,8311150327 
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->031 11S033'4 Revised page to monthli^ 
HAIRSTON. V) 0 Alabama Poujer Co 
Fich* aO-348. B3/1 1/10, BGl n 30327 


— 031J15O339 Revised page to moAthlg 
HAIASTDM. W 0 Alabama Pouer Co 
FicUt 30-3la,B3/l 1/10. 031 1 130327 


— 631 1 130342 Revi sad page to manthlij 
HAlRSTONi N O Alabama Poiuar Co 
FUl»« 50-34B.fi3/il/10, 031 1 150327 


— 0311150347 Revised page to monthly 
HAIR9T0N. W O Alabama Power Co 
Fiche 50-340,03/11/10.8311150327 


— 8311150351 Revised page to monthly 
HAIRSTON, M (> Alabama power Co 
flChe 50-340,03/11/10.0311130327 


— 0311150384 Revised page to monthly 
HAIRSTON. W 0 Alabama Power Co 
FUhe 50-340.03/11/10,0311150327 


operating rcpt 
03/02/02 Ip 


operating rept 
B3/03/02 Ip 


operating rept 
83/04/02 Ip 


operating ropt 
83/03/02 Ip 


operating rept 
03/04/02 Ip 


operating rept 
03/07/06 Ip 


for Jan 1933 

21178 120 24X 

for Feb 1983 

2117B 121 24M 

for Mar 1903 

21170 122 24X 


for Apr 1983 
21178 123 a4X 

for May 1903 

ail7B 124 2:4X 

for June 19B3 
21176 125 24X 


S RrpPrlabla occurrences, LERs S. related correspondence 


— 8311170326 LEr fl3-067/03L-0 on B31007, train A ^ronirol room emergancy 
air cleanup sys declared Inoperable where pressure indicator 
PDI-2768A did not meet acceptance criteria of Tech Spec 
377 Caused by failure of drive converter for damper a768A 
HAIRSTON, W O Alabama Power Co 03/11/07 Region 3. Office of 

Director Ip 21212:234 24X Fiche 50-348.03/11/07.6311170319 


— 631)170331 lea a3-O60/O3L-O on 031OOB. 1 nstrumentati on channel 
associated w/Uvel indicator LI-32B2A declared inoperable 
when indications failed to Increase u/increasing sump level 
Caused by malfunctioning level siuitch mechanism 

HA1R8T0N.U 0 Alabama Pouter Go 63/11/07 Region 2, Office of 

Director 2pp 21212 255 a4X Ficha 5O-*340> 83/ 1 1 /07 . 031 1 I 7031 9 


— 0311170334 LER E3-069/O3L-O on 931003. rad i a 1 1 on nonitors 8-11 R~l,’ 

declared inoperable uhen vacuum pump tripped Caused by 
electrical transient resulting from Unit 2 loss of offsite 
power Pump reset tc monitors returned to svc 

HA1RBTQN,N O Alabama Potuer Co 83/11/07 Region 2. Office of 

Director Ip 21212 237 a4X Fiche 50-348.03/11/07,8311170319 


— 9311170337 LCn a3-045/O3L~0 on 031006. source rarepe monitor N-32 
declared inoperable when review revealed that Functional 
Choclt FNP“*2-8TP''41 I not performed within allowed time 
Caused by personnel error Choct performed 

HAIRSTON. U O Alabama Power Co B3/11/07 Region 3. Office of 

Director ip 21212 25B 24X Fiche 50-340,83/11/07.0311170319 


e31i{ll<lO?3 LER e3-063/03L-0 on 830921, train B chlorine detector tape 
brok« CfUifr unknown Tape cassette replaced W/831D21 itr 
HAlRaiON. H 0 , GLAYTQNiF L Alabama Power Co 03/10/21 Region 
a. Office of Director 2pp 20977 iB4 a4X Fiche 50-348.03/10/21, 
8311010093 


— 0311170344 LER 63-047/03L-0 on 031008, of Psi te power to startup 
transformers 2A & SB lost Caused by phase- to-ground fault on 
Phase 3 of breaker 630 Breaker 830 Isolated & startup 
transformers 2A it 20 reenergiiod 

HAIRSTON. II 0 Alabama Power Co B3/11/07 Region 3, Office of 
Director Ip 21212 259 a4X Fiche 50-345,03/11/07,0311170319 


831)020277 LER S3-064/03L-0 on 030926, train D control room emergency 
air Cleanup sys declared inoperable after annunciator N'*54 
alareed, result Ing in discovery of open breaker F014 Breaker 
cLotid M/03lO2b Itr 

HAIRSTON. H 0 • CUAVTQN. F L Alabama Power Co B3/10/26 Region 
3, Office of Director Spp 21011 075 24X Fiche 50-346,03/10/26' 

9311020277 


€311070555 Part 21 r*pt re potential defect in replacement RlA rubber 
valve seat for 4Q-lnch RlA containment purge valve Initially 
repoTted on €31025 Suppl 1 er, Duf f alo Heaving Sc Belting, will 
preduce anvU seats using extruded preform 

HLiSDN.A K Henry Fratt Co 83/10/20 KEFPLER, J Q Region 3. 
Office of Director 4pp 21065 267 24X Fiche 50-000.03/10/20, 

631)070955 


8311040340 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for 10-cycle - 70, OOO-ampher* withstand test, 

Eqjipirent redesigned L mod kits S( Instruction boots 

prepared, Listed customers advised to initiate mod 

DHYCAiF H Oeneral Electric Co 83/10/20 DEYOUNO, R Director's 

□fflca, Office of Inspection and Enforcement 7pp 21103 254 24x 

Fiche 90-000,83/10/26.0311090349 


8311170369 Forwards LERs B3-070/03L-0. B3-040/03L-O U 83-049/031.-0 
CLAYTON. F L Alabama Power Co 03/11/09 Region 2, Office of 
Director Ip 21209 017 24X Fi ch e 50-348. 83/1 )/09, 031 1 170369 


--0311170373 LER eO-OTO/OaL-O on 831010. changing pump suction head motor 
operated valves Inadvertentlg removed from emergency care 
cooling valve inservlce test Caused by personnel error 
Test revised 

HAIRSTON, H O Alabama Power Co 83/11/09 Region 2, Office of 
Director ip 2l209 OIQ 24X Fiche 50-340. 03/ 1 1/09. 83 1 1 170369 


— 8311170370 LER 63-04B/0aL-0 on 83101 l.RHR pump 2D lower motor bearing 
oil Bight glass found devoid of oil Caused bg error in 
Vendor Info Proper oil level marked 

HAIRSTON. H 0 Alabama Power Co B3/11/09 Region 2, Office of 
Director Ip 2:1209 019 24X Fiche 50-340.63/11/09,8311170369 


— B311 170301 LER a3-049/03L-0 on 831011. RCB chloride concentration found 
low Cause undetermined Letdown L purification restored & 
concentration returned to acceptable level 

HAIRSTON, H 0 Alabama Power Co 03/11/09 Region 2. Office of 
Director Ip 2120? OSO 24X Fiche 50-348,33/11/87,6311170369 


839(1078606 Forwards LCRs 03-O65/O3L-O t, 03-O43/O3L-O 

CLAYTON, F L Alabama Power Co 03/10/31 Region 2, Office of 
Director Ip 21070 047 24X Fiche 50-348,03/10/31,0311070606 


6311220357 Forwards LERs 03-071 /03L-a & e3-072/83L-0 

CLAYTON, F L Alabama power Co 83/11/14 Region 2, Dffice of 

Director Ip 21861 145 24X Fiche 50-348, 83/1 1 / H. 031 1 220357 


— 031)070616 Ler 63-065/03L-0 on 830930,1001,07,0? 8. 12, diesel generator 
IB declared inoperable due to receipt of several spurious 
alarms Caused by intermittent fault In electronic speed 
switch Switch replaced 

KaIRBTON.H 0 Alabama Power Co 03/10/31 Region 2, Office of 
Director 2pp 21070 048 24X Fiche 50-340. 03/10/31. 0311070606 


—83)1070629 LER 03-O43/O3L-O nn 831001, RHR loop A suction relief valve 
0SE11VO13A declared inoperable due to relief setpoint being 
cut of tolerance Caused by setpoint drift 6etpaint adjusted 
HAIRSTON, H Q Alabama Power Co 83/10/01, Region 2. Office of 
Director Ip 21070 050 247 Fiche 50-340,83/10/31,6311070606 


B3J 1170319 Forwards LERs 03-O66/O3L-O, 03-O67/O3L-0, 03-O60/O3L-O. 
83-069 /03L-0. 03- 045/03L-0 8, a3'047/oaL'-0 

CLAYTON, F L Alabama Power Ce 83/11/07 Region 2, Office of 
OiTictor Ip 21212 252 24X Fiche 50-348,83/11/07,0311170319 


— 0311170323 LER Q3-066/03L-0 on 631007, train D control roam emergency 
«ir cleanup sga declared inoperable when emergency power 
iource declared Inoperable Caused by diesel generator IB 
teing declared Inoperable 

KAIRSTON. H 0 Alabama Power Co 83/11/07 Region 8, Office of 
Director Ip 31212 253 24X Fiche 50-348,83/11/07,8311170319 


—8311220360 LER a3-07l/03L-0 on 631012, train B air conditioner 
compressor tripped Caused by solenoid valve llnkags on 
evaporator line being out of adjustment Linkage adjusted 
HAIRSTON.W 0 Alabama Power Co 83/11/14 Region 2, Dffico of 

Director Ip 21261 146 24X Fiche 50-348,83/11/14,8311220357 


— 8311220363 LER 8a-072/03L-0 on 831013,14 h 17. 1 nstrumentat i nn channa) 
for flow transmitter FT-495 declarod Inoperable due to 
erroneous indication Cause not determined hSiVs closed & 
limiting condition for operation cleared 

HAIRSTON. HO Alabama Pow»r Co 83/11/14 Region 2, Office of 

Director 2pp 21261 147 24X Fiche 50-348,63/11/14.8311220397 


6311260370 Forwards LERs B3-073/03L-0. 03-O74/O3L-O h 83-07S/03L-0 
CLAYTON. F L Alabama Power Co 83/11/17 Region 2. Office of 

Director Ip 21265 080 24X Fiche 50-346,83/11/17.8311280370 


—0311200373 LER 63-073/03L-0 on 331018, train A chlorine detector 
declared inoperable due to broken detector tape Caused by 
failure of shaft which holds tape cassette In place 0haft 
repa 1 red 

HAiRBTQN.U Q Alabama Power Co 83/11/17 Roglon 2. Office af 
Director ip ^1985 081 24X FI the 50-348.83/11/17,8311280370 


— 03112BO3BO LER aa-074/O3L-0 on 831010, InstPumentatton channels 
associated w/RTOs TE-4I2A iLoOp 1 hot leg) it TE-412D ILoop I 
cold leg) declared inoperabl'e. doe to erroneous indication 
Caused by failure of amplifier card Card replaced 

HAIRSTON.Wo Alabama Pgwer Co 03/11/17 Region B, Office of 
Director Ip 21285 062 24X Fiche 30-346,83/11/17.6311200370 
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— 03n<2aODBA LER e3-075yoaL-C) trn 831018, train A control roorn e-rtior^onci/ 
air clBanup sys (Jeclarod Jnopffrable when da/nper HV-3i^28 
( fl Pc/computer UVAC supply) failed to close automatically or 
manually Caused by failure of solenoid valve 

HAIRSTON. U O Alabama l^ouer Ca 83/11/17 Region 2, Office of 
Director Ip ffiaes 083 ?4>t Flche SO -SaB, 03/1 1/17. 831 1380370 


DPCKET S 0-352 UlMERlCH GENEffATINO STATION, UNIT 1 


A Appl i catlon/c nnstruc fcipti stage do^umetits h correspondence 


GSllO^OOSA FOIA request for all documents betusen US Fish & Mildlife 
Sve employees before ASLD S</or US District Court re util OU 
applied t ion 

SUSARNANi R J Sugarrian t* Denworth G3/07/B3 NftC Mo Detailed 
Affiliation Given 3pp 21110 213 34)C Fichte 5 D~353. 83/07/22, 

B31 1090034 


8311090035 Responds to FDIA request for all doci/ffients between US Fish 8, 
Wildlife Sve employBOS before ASLB &/ar US District Court re 
util 0L ap p 1 icat i 0 n Fomrards documents listed on app 
FELTOM. J N Division of Rules and Records 83/08/18 8U0ARNAN.R J 
Sugatman & Oenuorth 2pp 21118 217 24X Flche- SO'^OOO. 83/08/18, 

8311090035 


0311220064 Further response to FOlA request for 12 categories qf 
documents prepared or received by NRC Jan 1902 Uul 1983 
f-oruards App C documents DocumeiitB Oiso available In PDR 
Revleu of addl records subj to request in progress 
FELTDN. J H OivlQlDn of Rules and Records 83/08/29 80,0 K 

Critical Hass Energy Project 2pp 21274 030 24X 

Flche 30-000,83/00/29,0311220064 


— 630Q160340 Forwards draft “preliminary Review of Limerick Oeneratlng 
Station Severe Accident Risk Ass essoient. Vol I Cora belt 
Frequency " Rept satisfies milestone for Test 1 of Project 3 
under FIM A-3393 

BARl.fl A Srookhaven National Laboratory FIN A-3393 83/08/12 

CHELLIAH. E Reliability & Risk Assessment Branch Ip 21275 005 
24X Fichfl 50-000,83/08/29,0311220064 


8308310072 Board Notification 03-OOJA provides Info re seismic risk to 
□ NR plants BWR absolute core mslt probability 4c risk results 
developed in limited 8N-L study not meaningful 

EI5ENHUT.D 0 Dlvieicn of Licensing 83/10/26 FALLADIffO.N J 
Camrnlasioners lipp 21103 242 24X Flche 50-000,83/10/26, 

0300310072 


□311010219 Forwards draft change to FSAR Page 1 13-14 re turnover of 
auxiliary operators, In response to NRC 831003 request 
Changes wiJJ be incorporated Into Nov 1983 F3AR rev 
BRADLEY. EJ Philadelphia Electric Co 83/10/SB SCKMENCER^A 
Licensing Branch 2 4pp 20993 187 S4X Flche 50-352,03/10/28, 
831 1010219 


0311010365 Forwards draft changes to FSAR Sections 6 2 4 3 1 3 23, 

6 25 l,62SSb6234 re hydregert recomb Ineri, per 831034 
telcon Changes will be incorporatad into F8AR rev scheduled 
for Ndv 1903 

□RADLEY, E J Philadelphia Electric Co 03/10/38 SCHHENCER, A 
Licensing Branch 2 9pp 20973 218 24X Flche 50-352,83/10/28# 

031 101036S 


8310310403 Generic Ltr 83-38 to all Jlcensees of operating pauer 
reactors 6 applicants for OL re NUREC-0965f ^MRC Inventory 
of Dams ’ Forwards NURE0-a965 “'NRC inventory of Dams" for 
info only W/o end 5vc list end 

EISENHUr.DO Division of Licensing 83/10/31 Consolidated 
Edison Co Of New York, Jnc I4pp 21104 015 24X 

Flche 50-000,83/10/31,0310310403 


831J03DD66 Forwards Amend 38 to application for OL.revIstng FSAR 6 file 
protection evaluation repts It implementing ml sceilanaous 
changes to accurately reflect plant design 

DRABUEY, E J Philadelphia Electric Co 83/10/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21028 212. 

24X Flche 50-352,83/10/31,0311030066 


— 8311030069 Amend SB tn application for OL. revising FSAR k fire 
protection evaluation rept Certificate of 8vc end 
DOVER, V 8 , DAUEB.E 0 , BRADLEY. E J Philadelphia Electric Co 
83/10/27 6pp 21028 214 24X Fi che, 50-352, 03/10/31# 831 1030066 


8311020031 Oenfric Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lari f feat Inn of TMI 
Attinn Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements 9vc list end 
EI8ENHUT, D 0 Division of Licensing 83/11/02 Conso 1 idated 

Edison Co of New Vorlt, Inc I6pp 21184 001 24X 

Flche 30-000,83/11/02,8311020051 


8311160018 Forwards final draft, “Estimating Economic post* «f 
Rad latlon-Induc ed Health Effects ■' Rept contains detaUid 
description of health effects cost model used! In facility 
analysis 

RICHTER, B Site Analysis Oranch 83/11/04 REDAN. M 11 Bits 
Analysis Branch Ip 21217 073 24X Flche 50-332,03/11/01, 

□311160018 


— 0311160021 Final draft, "Estimating Economic Coats of Redlatton- 
Ihduced Health Effects " 

NIEVES. L A , CURRIE.J U , HODD, L J Battel le Hofflorlal JnstMuli, 
Pacific Northwest Laboratory PNL-4664 83/11/30 OFFlce 4? 

Nuclear Regulatory Research, Director 175pp 21217 074 BIX 

Ficho 30-353,83/11/04,8311160010 


8311090234 Foiwards revised response to Items 31 k 3 3 In NRC B20749 
ltr ro concarns raised by J Humphrey concerning adequacy cf 
OE Mark III contaln/nont design 

KEMPER, J a Philadelphia Electric Co 03/11/07 SCHWENCERjA 
Licensing Branch 2 4pp 21099 lt2 24X Flche 50-352, 03/1 l/07p 
8311090234 


8311090312 Porward* summary of testing & analysis fur fatigue affatti 
duo to safety relief valve discharge loads for seisnie 
Category I equipment 

KEMPER. J S Philadelphia Electric Co 83/11/07 SCHWENCER.A 
Licensing Branch 2 123pp 21104 304 24X Flche 30-352. B3/ 1 1 /07, 

0311090312 


8311140379 Submits status of five potential candidates for temporary 
OLs Four or possibly all five plants need temporary DL In 
CV84 If startup delays resulting from extended hearings 
occur 

OlRCKS, N J Office of the Executive Director for OpBratlone. 
03/11/07 ASSEL9TINE. J K Commissioners 3pp 21321 SOI 24X 
Fithe 30-000,03/11/07.8311140379 


—8311140386 Requests estimate of which plants might need tanporary 
□L in 1984,83 k 86 

ASSELSTINE.J K Commissioners 83/10/11 DIRCKS. U J Off Ur Of 
the Executive Director for Operotlons ip. 21103 183 21X 

Fiche 30-000,83/11/07,8311140379 


8311160335 Notification of 831117 meeting w/utll in Detheidi.KD to 
discuss applicant analysis of tornado missiles for LliB 
MARTIN, R e Licensing Branch 2 03/11/09 BCHNENCEn.A Lic«n 9 .lrig 

Branch 2 4pp 81199 284 84X Flche 30-358,83/11/09,031 1160338, 


831 1130371 Responds to Generic Ltr 83-20 re required actions on 

generic implications of Salem ATWS events Issues addreiiad 
include post-trip review, equ Ipment classification k vendor 
interface 

BOYER, V S Philadelphia Electric Co 03/U/lO EISENHUT, D O 
Division of Licensing 33pp 81180310 24X Fiche 30-a32< D3/S I/IO. 

0311150871 


0311280333 Advises that util 830610 k 0915 DA program changes ravlewed 
k found acceptable 

MARTIN, T T Division of Engineering k Technical Progra(»i 03/11/14 
KEMPER. J 8 Philadelphia Electric Co 2pp 21SB2 354 24X 

Ficho 30-332, 03/11/14,831 i280333 


C Utility Environmental Report <ER}, amends 6 correspondence 


8311070406 Forwards revised draft FSAR k environ rept - OL responsas to 
Ouostions 431 9 k E431 8 re meteorological monitoring sys, 
per 831013 ltr Responses will be Incorporated into FSAR 6 
environ rept — OL stage in rev scheduled for Doc 1983 
BRADLEY, E J Philadelphia Electric Co 83/11/07 BCHWENCgR, A 
Licensing Branch 2 4pp 21103 191 24X Fl ch o- 5Q-352. 03 / A I /07, 

031 1090406 


E NRC Safety Evaluation Report <8ER>i suppls k c orrespondenctr 


6311080348 Forwards c lari f 1 cation k addi info on Integrity of foeduratcr 
containment isolation chock valves following hypothetical 
pipe rupture, to aid in closing BER Open Issue 4, per 030919 
telcon 

KEMPER. J 8 Philadelphia Electric Co 83/11/04 SCHHENCER. A 
Licensing Branch 2 5pp 21078 B99 24X Fiche 30-332,03/11/^04. 

□311080348 


6311230269 Summary of 830922 meeting u/utll k Bechtel in BfthesdA. HD 
re airborne particulate radioactivity monitoring sys per 
BER Section 325 

MARTIN, R E ncenalng Branch 2 83/11/17 Licensing Branch 3 

I3pp 21277 114 24X Fiche 30-332, 03/1 1/17, 831 1230269 
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fHl2aOJ93 Foruards description of provisions for detection of fire 
^roticiion of cable front fire Info provided to close 

sea iNUFlE0-O9«9 u Open Issue 15 

5D*^. V S Philadelphia Electric Co 83/11/53 SCHWENCER.A 
tlctrsing Dranch 2 7p p aiS03 202 24X Flche 50-352,03/11/23, 

83U2Bai93 


f EetUTlfeiji medical* emergency 3* fire protection plans 


B11C1300362 Generic Ltr 83-33 to all licensees h applicants of nuclear 
istfcr reactors re MRC positions on certain re^uineFnents of 
App ft to ICCPRSO 6vc list end 

ElSEMHUTiU 0 Division of Uitensing 03/10/19 Consolidated 
Ediian Co of Neiu Vort* Inc 2lpp 21114 329 24X 

fithe 50-0<3O. 63/10/ J 9. 0310200362 


4311020320 Rev 4 to fire protection evaluation rept 
I Philadelphia Electric Co 83/10/31 lOlpp 21015 316 24X 

FlchP 50-392*83/10/31.0311020320 


0311030066 Forwards Arnend 98 to application for OU»revisins FSAR 8« f ti e 
pToitctlon evaluation repts Ic implementing miscellaneous 
clianpes to accurately reflect plant design 

0R4DL€V.E d Philadelphia Electric Co 03/10/31 DENTOM, H R 
Office of Mueloar Reactor Regulation* Director 2pp 31020 212 
2AH Flche 50-392. B3/ 10/31,83 11030046 


—9311030069 Amend 50 to application for DL, revising FSAR fire 
protection evaluation ropt Certificate of Svc end 
BOYER. 9 S , BAUER, E 0 , BRADLEY, E J Philadelphia Electric Co 
93/10/27 6pp 21023 214 24X Flche 50-352.33/10/31,6311030066 


K3112SO340 Forwards Suppl 2 to ''Quantitative Info on Revised Fire 
Artialysis for Limerick Generating Station, Sevore Accident 
Risk Assessment " 

^tHFER.J 8 Philadelphia Electric Co 53/11/17 SCHWENCERiA 
Licensing Branch 2 7pp 21261 012 24X Fiche 50-352,03/11/17, 

93US20340 


-a3|l2a039& Suppl 1 to "Quantitative Info on Revised Fire Analysis for 
Liaericl Oeneratlng stet ion, Sever e Accident Risk 
Assessment " 

e N09 Corp 4161 5 01 53/11/30 25pp 21261 016 24X 

Flche 50-352.03/11/17.0311220340 


9311290060 Forwards Affidavit of Svc re distribution of Rev 25 to FSAR 
ft Riv 4 to fire protection evaluation, per DO Eisenhut 
010706 Ur 

BRADLEY. E J Philadelphia Electric Co 03/ 11/21 DENTDN.H R 
Office of Nuclear Reactor Regulation, Director 3pp 81270 290 
iAX Fiche 90-352.03/1 1/21,8311200068 


S311280193 Forwards description of provisions for detection of fire V 
(TOtectlon of cable trays froto fire Info provided to close 
SfR <NURE0-O'991 > Open Issue 19 

BOyER.V S Philadelphia Electric Co 83/11/23 SCHWENCER, A 
licensing Dranch 2 7pp P1S03 202 24X Fiche 50-352,03/11/23, 

G3112D0193 


9 Adjudicatory correspondence 


G31I14OI50 ReAUests hearing be held in Pottstouin, PA prior to 
evaluation of statemonts presented 2 wks previously in 
aoraugh of f'hoeni 1 Vi 1 le 

tlDODY,E 0 Fottstown. PA 03/10/26 Region 1. Office of 
Dlrictor Ip 21155014 24X Flche 50-392.03/10/26.0311140150 


^110)03)1 Memorandum 6 order confirming rulings made at 031017-10 
prihearlhg conference in Phoenlxvl 1 le. PA A8LQ wishes to be 
apprised whether govt entities plan to hold public meetings 
to receive riUBBtinns 8< comments of residents 

9REWjERjL Atomic Safety and Licensing Board Panel 03/10/20 
I3pp 80979 009 84X Fiche 90-352,03/10/28,8311010311 


8011030135 Advisee of author intent to testify In place of expert 
witness unable to testify re summary disposition of 
Contention v-4 Related correspondence 

ROMANO. F R Air and Water Pollution Petrol 03/10/20 Atomic 
Safety and Licensing Board panel Ip 21030 353 24X 

Fiche 50-352,03/10/20,0311030135 


0311OLO336 Order advising that oral argument on Del-Aware Unlimited. Inc 
iifpeal from A3LB Partial Initial Decision LBP-83-11 will be 
held DH 031215 

SHOEMAKBR.C J Atomic 3afetg and Licensing Board Panel 03/10/31 
2pp 80979 311 a4X Fiche 50-352.83/10/31,0311010330 


B3110201S4 Ack receipt of 031017 Ur re elementary school within 1 
mile of Site Marne & l-ocatior requested 

LANOiU M Atomic Safety and Licensing Board Panel 03/10/31 
MILLER, US Affiliation Unknouf) ip 21012 120 24X 

Fiche 50-352,03/10/31.0311020124 


0311030047 Identification of uitn-esses for evidentiary hearing on 
Contentions 1-62* V-3a, V-3b i* V-4 ordei of presentation 
Certificate of Sve end 

METTERHARN, M J Philadelphia Electric Co WETTER WAHN, M -J Conner 
Wetterhahn 53/10/31 6pp 21026 326 24X Fiche 50-352*03/10/31, 

0311030047 


B31 1030077 Provides assuranca that author prior HRC employment does nut 
preclude participation as util counsel in OL prnceedlng 
Participation in ALAa-726 as MRC eraployBe, involved minor 
procedural question only 

LAVERIV.J H Cohner fc Wetterhahn LAVER TY* J H Philadelphia 

Electi ic Cc 03/10/31 KOHL, C N * GDTCHY, ft L . EDLE9. 0 J Atomic 

Safety and Licensing Appeal Panel 2pp 21027 295 24X 

Fiche 50-352.03/10/31*0311030077 


8311030146 Qutli-nes steps to be taken in response to ASLD direction at 
QP1017 l« IB prehearing conffrentes re Discovery 14 on 
tueldino issue Certificate of 6vc end Related 
C-orretpondenca 

VlETTERHAHN, M J Conner & Wetterhahn 93/11/01 ROMANO. F R Air 
and Water Pollution Patrol 7pp S103B 292 24X 

Fiche- 50-392,03/11/01,031 J 030146 


0311090109 Requests ABLB order full disclosure of J Laverty 
participation In proceeding 8< that representation be 
debarred Related correspondence 

SUOARMAN, R -J Sugarman L Denuorth BUGARMAN, R J Philadelphia 
Electric Co 03/11/02 KOHL, C N . EILPERIN, B F , GOTCHY. R L 
Atomic Safety and Licensing Board Panel Ip 21108 103 S4X 
Fiche 50-398,03/11/02.0311090109 


D311090832 Forwards reply to KRC response in support of applicant 
motion for summary disposition of Contention V-4 L comments 
on applicant request for official notice of federal 
regulation on ultralight vehicles 

ROMANO, r ft Air and Water Pollution Patrol 03/11/02 Atomic 
Safety and Licensing Board Panel Ip 21099 104 24X 

Fiche 50-352.03/11/02*8311090232 


— 0311090235 Reply to NftC 031024 response In support of applicant 
motion for summary disposition of Content iPn V-4 Water 
released From towers create earburetor-tc ipg meteorological 
conditions constituting genuine issue of matl fact 
ROMANP. F R Air and Water Pollution. Patrol 63/11/03 Atomic 

Safety and Licensing Doard Panel 9pp 21099 105 24X 

Flche 50-392,03/11/02.8311090232 


0311090239 Response to applicant 031027 request for official notice of 
federal regulation on ultralight vehicles Bequest untimely 
sent Intent of cloud rule clarified 

RDKANOtF R Air and Water Pollution Patrol B3/n/0i Atomic 

Safety and Licensing Board Panel Spp 21099 llO 24X 
Flche 50-392,83/11/02,0311090238 


0311070175 Order rescheduling B31219 oral argument on Del-Auare 
Uni imlted, tnc appeal, for 031205 Name of participant 
requested by 631122 

aHQEMAHER.C J Atomic Safety and Licensing Appeal Panel 03/11/03 
2pp 21061 297 84X Flche 50-392.83/11/03,8311070175 


B3111D0140 Memorandum S* order denying oppllcant motions far summary 
dleposiclon of Friends of the Earth Contention V-3a b 3b &< 

Air 6 Water Pollution Patrol Contention V-4 Applicant did 
not prove absence of mail fact Courtesy notification end 
BRENNER, L , MORRIS, P A Atomic Safety and Licensing Board Panel 
03/11/00 Phlladolpiila Electric Co 1 4p p 21137 332 24X 

Fiche 90-352*83/11/00.6311100140 


0311100197 Forwards ft Anthony Q31102 postcard advising of Intent to 
testify Use of handwritten p ostca r d s. cs p e c ia 1 1 y u>/o «vc 
of copies, unaccep tab 1 0 

LANE/V M Atomic Safety and Liconslng Board Panel 03/ll/OS 
HODODONiA P , VOGLER. D H Hearing Dranch 2 CONNER, T 0 
Philadelphia Electric Co Ip 81137 34a 24X Flche 90-352, 

03/11/00, 031 1100197 


— 0311 100199 Informs .of intent to testify re Contentlans V-3ft 6 3b 

ANTHDNY.R L Anthony. R L 03/11/02 BRENNER, L Atuftiic Safety 
and Licensing Board Panel ip 21137 349 24X 

Flche 50-392,83/11/00,8311100197 


0311210155 Responds to 031031 request for name of elementary school 
In Limerick Township, PA 

MILLER, W S Affiliation Unknown 83/11/0? LANE. V M Atomic 

Safety and Licensing Board Panel Ip 21232 319 24X 

Fiche 50-352,83/1 1/09,8311810195 
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931X1 50:360 Order dismiising K»vston« Alliance 6 State of t>A Consumer 
Advocate as governmental participants unless good cause 
aft ouin b q 83 1 IS/ 

BRENNER, L Atomic Safety and Licensing Board Panel 03/11/10 
Keystone A] 1 lar.ce Spp 21177 070 24J< Fiche 90-332,93/11/10, 

831 1 130360 


03111^0053 Memorandum & order directing ACRS 831010 Ur bo served on 
ASLB 6 all parties to proceeding 

DRENWEfliL Atomic Safety and Licensing Board Panel 83/11/14 2pp 
211^6 OOa 24X Ptche 30-332.03/11/14,8311160033 


Q3111B0197 Joint rept on planned public mSBtinps re offsite emergency 
preparedness, per ASLB 831028 order Individual county 
meetings rerommonded Certificate of 8vc end 

FERKIN, Z 0 Penney Ivania, CommonuBa Ith of. ♦ Federal Emergency 
Management Agency ♦ MRC - No Detailed Affiliation Given 
B3/11/J4 3pp 21236 001 24X FiChe 30-332,83/11/14,831 1180197 


8211100210 Application for subpoena directing LA Christman to testify 
on 031208 in Phi ladelpfi la, PA re ARCO pipeline design 
Certificate of Svc end 

WETTERHAHM, « J PfilUdelpAla Electric Co WETTERHAHN, f1 J Conner ! 
Wettorhahn 83/11/14 Atomic Safety and Licensing Board Panel 
app 21225 330 24X Fiche S0-3Sa. 83/11/14. 0311180210 


B31I220469 Forwards onsite omergency planning contentions rept on 
status of other onsite contentions 

DORSEY. J A Dorsey, J A DORSEY, J A Limerick Ecology Action 
83/11/14 BRENNER. L , COLE, R . MORRIS. P A Atomic Safety and 
Licensing Board Panel Ip 212S9 139 24X Fiche 30-352,83/11/14. 

0311520469 


— B311BB0474 Admitted onsito emergency planning contentions 

« Limerick Ecology Action 83/11/14 Atomic Safety and 
Licensing Board panel S6pp 21259 140 24X 

Ftche 90-352.83/11/14,8311220469 


—0311250402 hfotion for relief fram 830916 memorandum order requiring 
coordination of offsite emergency planning contentions 
Author withdrawal of appearance. P Zitier notice of 
appearance 6 Certificate of Svc end 

DORSEV.J A Limerick Ecology Action D8R5EY. J A Dorsey, J A 
83/11/14 Atomic Safety and Licensing Board Panel 6pp 
81S59 166 24X Fiche 90-332.83/11/14.8311220469 


B311i70169 Memorandum !< order scheduling hearing during wk of 831212 
on Contentions V-3a. 3b & V-4 Courtesy notification end 
BRENNER.L Atomic Safety and Licensing Board Panel 83/11/19 
Friends of the Earth 4pp 31216 001 24X Fiche 30-332,83/11/15. 

8311170169 


6311170191 Notice of 831212 evidentiary hearing in Ph iladelphia. PA on 
Friends of the Earth Contentions V-3a V-3b it Air S« Water 
Pollution Patrol Contention V-4 Courtesy notification end 
BRENNER, L Atomic Safety and Licensing Board Panel 83/11/13 4pp 
21816 000 24X Fiche 50-332,83/11/15,8311170191 


B31 1170239 Memorandum 6 order granting applicant 831012 motion for 
summary disposition of Contention 1-62 Applicant established 
no genuine issue of mail fact to be Litigated Certificate 
of Svc end 

BRENNER. L . COLE, R F , MORRIS, P A Atomic Safety and Licencing Board 
Panel 03/11/15 Philadelphia Electric Co 19pp 31213 322 
24X Fiche 50-352,03/11/15.8311170359 


0311170374 Subpoena duces tecum commanding appearance at 631213 hearing 
In phi ladelphia. PA S, production of answers to end 
questions Courtesy notification enc 1 

BRENNER. L Atomic Safety and Licensing Board Panel 83/11/15 
CHRISTMAN.L A Atlantic Richfield Co 5pp 21209 009 24 X 

Fiche SO-352, 83/11/15. B3l 1170374 


6311220517 Contends that presence during Commissioner Roberts June 1982 
site visit as part of Commiisioner staff does not constitute 
participation in licensing proceeding enough to require 
d liqual If ication 

L AVERT Y, J H Conner it Wetterhahn 03/U/I5 PLAI1£. H H Office of 
the General Counsel I5pp 21236 l40 24X Fiche 30-332, B3/1 1/19, 

0311220517 


8311220448 Forwards notice of withdrawal of appearance in proceeding 
Svc list end 

AU-.TV Pennsylvania. Commonwealth of, 83/11/17 BRENNER. U , 
MORRIS* P A , COLE, R f Atomic Safety and Licensing Board Panel 
4pp 21258 001 24X Fiche 50-332*83/11/17,8311220440 


0311220523 Comments on ASLD 031115 memorandum 6 order granting 
applicant motion for summary disposition of Contention 1-62 
re reactor pressure vessel vendor facility Ralated 
corre&p ondence 

wetterhahn, M r Philadelphia Electric Co WETTERHAHN, M T Conner i 
wetterhahn 83/11/18 Atomic Safety and Licensing Board Panel 
2pp 21259 193 24X Fiche 30-392,03/11/10.8311220525 


— B311S20927 Application for subpoena directing jQ Brown to appear tn 
031212 in Phi ladelphia, PA to testify on behalf of 
Philadelphia Electric Co Unexecuted subpoena end 
Certificate of Svc end 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN, M J ConneT 
& Wetterhahn 03/11/10 Atomic Safety and Licensing Board 
Panel Bpp 21259 197 24X Fiche 90-392. 83/ 1 1 / 10, Q3 1 1 22052S 


Q31123009Q Discusses possible conflict of interest ro JH Laverty 
par tic 1 patl on in licensing proceeding due to previous 
employment ui/Commiss Ion it present employment bj/utll 
representative Dl squal 1 f icat Ion not required 

MALSCH, M 6 Office of the Oeneral Counsel 03/11/16 KOflL.C M * 
EDLESiO J . COTCHY, R L Atamlc Bafoty and Licensing Appeal Panel 
9pp S1269 141 24X Fiche 90-332.03/11/10,0311230098 


— 8311230102 Defers acceptance of JH Laverty 831003 notice of appfteri’icc 
in appeal until matter of possible dl squall f Icatl on 
satisfactorily resolved Info on Ofe of General Counsel 
discussions tu/Laverty requested 

KOHL,C N ♦ EDLE0. 6 J . OOTCHY. R L Atomic Safety and Licensing 
Appeal Panel 03/11/09 PLAINE.H £ Office of the General 
Counsel I3pp 21267 161 34X Fiche 90-392,83/11/18.8311230099 


0311230139 Memorandum it order establishing discovery schedule for 
Limerick Ecology Action Contentions l-4i, 1-42 8« VI 1 1 it Air & 
Water Pollution Patrol Contention Vl-1 re onsite emergency 
planning Courtesy notification end 

DRBNNER.L Atomic Safety and Licensing Board Panel 83/11/21 
Limerick Ecology Action 4p P 31268 349 24X Fiche 30-392, 

83/11/21,8311230139 


031128019D Motion to strike PR Romano 031114 testimony on Contantiori 
V-4 re operation it effects of cooling towers on 
atmosphere Testimony not relevant 6 FR Romano unqualified to 
be expert witness 

WETTERHAHN.M J Philadelphia Electric Co WETTERHAHN.M J Corner f- 
Wetterhahn 03/11/21 Atomic Safety and Licensing Board Panel 
7pp 21283 209 84X Fiche 50-392, 83/1 1/21 , 831 1280190 


—0311200201 Motion to strike RL Anthony it B Hashrouck 831114 kestlmory 
on Contentions V-3a b V-3b Testimony does not represent 
competent evidence & no foundation for expertise ihoun 
certificate of Bve end 

WETTERHAHN.M T Ph iladelph la Electric Co WETTERHAHN.M T Conner 
it Wetterhahn 63/11/21 Atomic Safety and Licensing Board 
panel 14pp 2J 283 216 24X Fiche 90-392, 03/11/21.8311280190 


0311200217 Informs that author will represent applicant in 831203 
proceeding. in response to B3L103 request 

CONNER, T B Conner tc Wetterhahn CONNER. T □ Philadelphia Electric 
Co 03/11/31 KOHL. C N . EDLES. 0 J , OOTCHY. R L Atomic Safety and 
Licensing Appeal Panel Ip 21281 089 24X Fiche 50-332,03/11/21. 

8311260217 


0311230141 Memorandum It order denying Limerick Ecology Action 631114 
motion for relief from responsibility to jointly coordinate 
filing of offsite emergency planning contentions 
BRENNER, L Atomic Bafety and Licensing Board Panel 03/11/22 
Limerick Ecology Action 9pp 2126B 330 24X Fiche 50-332* 

83/11/22. 8311930141 


0311280173 Requests documents ru emergency plonning for dehuyklli 
Rival', Oe laware River it City it County of Philadelphia 
BUSH,M W Philadelphia, PA 83/11/22 DRADLEy,E J Philadelphia 
Electric Co Ip 21283 230 24X Fiche 90-392, 03/11 /32< 931 12801 99 


8311200183 Informs of Bucks County, PA 831118 ordinance to acquire 
projects of Neahamlny Water Resources Authority INWRA) & o f 
B31118 taxpayer suit to enjoin Bucks County from 
implementing ordinanca Preliminary injunction sought 

CONNER. T D Conner h Wetterhahn CDNNER. T B Philadelphia Electric 
Co 63/11/23 KOHU. c N , OOTCHY, R L , EDLES, 0 J Atomic Safety jrd 
Licensing Appeal Panel 2pp 21203 234 24X Fiche 50-392.03/11/21 

83112B0183 


0311290094 Second request for info/documents re weld ing* 1 ncl udlr-g Imsp 
repts mentioning safety-related welding Infractions 
Certificate of Svc end Related correspondence 
ROMANO, F « Air and Water Pollution Patrol 03/11/23 Ip 
21306 174 24X Fiche 30-352,03/11/23.0311270094 


6311290234 Third request for listed info it documents re u/eldlng lisuei 
Certificate of 0vc end 

ROMANO, F R Air and Water Pollution Patrol S3/ii/23 Ip 
21306 166 24X Fiche 30-352,63/11/23.0311290234 
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;3]|S>0I3D of ASLD a^lUS grant of sunirnary disposition re 

{Dnt«ntiah ]-6:a Points of appeal Ustod Flolated 
i 4 rr«iipond enc d 

LfdlSi H I Leiuis* M B3/11/25 Atomic Safety and Licensing 
Pan#) app 2iaOA 051 2<)X Tjchc 50-352,03/11/25/ 

9]!|290La3 


notion Tor reconsideration of order granting applirant 
lill'Pn for s-ufnrnary disposition of Contention 1-62 Pertinent 
nrv eatl filed within lO-day appeal period Certificate of 
lit #ntl Related corrsapoindenc e 

] LeuiiSi ft 03/11/29 Atomic Safety and Licensing OoaT'ct 

fjrtl Itpp 21304 017 24X Piche 90-392.03/11/23,0311390144 


t UlUliy Final Safety Atialyels Report (FSAR) 6 amends 


^3IED30337 Rev 25 to FSAH 

I PMiadfilphla Electric Co 03/10/31 S47pp 21016 137 24X 

rilht 90-39S^ D3/10/31. G3l 1020337 


1)11200068 Forwards Affidavit of Bve re distribution of Rev 25 to FSA) 
lJ!iv 4 to fire protection evaluation! per DO Eisenhut 
610706 ] It 

IRaHLEV^E J Ph 1 ladelpMa Electric Co 83/11/21 DENTON/ H R 
Ofricf of Nuclear Reactor Regulation/ Director 3pp 21S7B 290 
iU Flftie 80-392/03/11/21/0311200060 


iMvItarif CoflwMttpe on Reactor Safeguards reports & correspondence 


DI1I4QS31 fluimmary of Oolnt Indian Point 6 Rellabilitii 6 Pr o bab 1 listi<- 
Allissntnt Subcommittee 830706 meeting in Nash ington. DC re 
iiffty goal evaluation plan t plan to resolve Unresolved 
Sifety Issue A~I7 

I ACfta - Advliory CDrimlttee on Reactor Safeguards B3/07/29' 

ACRS - Advisory Gommittoo on Reactor Safeguards 22pp 21164 123 
Hi FIchft bO-OdOi 83/07/29/ 631 1140S31 


ailHQL99 Agrees u/NRC position re 08E 6 OQE assigned in 3ER 
lNtnEO-0991 > 

MTWELL.U C flBXUtll. O C MAXVIELL, J C ACRS - Advisory Committee 
in Rtettor Safeguards 83/10/10 KERR/ U ACR9 - Advisory Committee 

in Rfactor Safaguatds Ip 21164 079 S4X Fiche 50-392i 93/iO/lO. 

9111140199 


31.)|40i204 8ubnilti comments on mail presented at ACRS Subcommittee on 
Liarrlck 031007 6 08 meetings re current understanding of 
Uiitrn US oarthRuahe 

fOr£ROY.P H Rondout Associates POMBROV/ P W ACRS - Advisory 
CiMitIte on Reactor Safeguards 03/10/11 KERR, Kl ACRS - Advisory 

C-iivilttte on Reactor Safeguards Spp 21164 0B3 24X 

Fleti* 80-332.103/10/11.0311140204 


11^260198 Guffimerlxes ACRB E02nd meeting on 631013-15 re Qt> 
ilfllcillon Review Ircludos evaluation of mgt organliat ion. 
aieratlonal staff training program for operating 6 maint 
ikaff No undue rlsii currently identified 

ESER^OL^/J C ACRS - Advisory Committee on Reactor Safeguards 
&9/L0/IS PALLADIND/ N J Commissioners 3pp 21043 072 24X 

rich*. 80-392/ 63/10/10/0310300190 


Inspection reports. IE Bulletins l< correspondence 


(090007 7 7 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
It Nuclear Power Plants " five list end 

^DAN. E L Division of Emergency Preparedness R engineering 
JtcsfPds* {Post 030103) 03/10/21 Consolidated Edison Co of New 

Url, Inc I37pp 21114 391 24X Fiche 80-000,83/10/21.8300300797 


106310030 IE Info Notice G3-70, "Vibration Induced Valve Failures " 

five list enci 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Rissonse IPnat D3»103> 03/1O/2S Cohsolldated Edison Co of New 

VdtI- Inc kl7pp 21057 Pt9 24X Fiche 50-000.03/10/25.83003100311 


6308310057 IE Info Notice 83-73, "Radiafclan Exposure From OlOves 
Contaminated U/U Daughter Products " Sve list encJ 

PARTLDW/ J G Division of OA, Safeguards (, Inspection Programs {Fas'- 
630103) 83/10/31 Consolidated Edison Co of Neut Vorki Inc 

116pp 21184 240 a4x Fiche 90-0 0 0,83/10/31,0308310057 


6300310076 IE Infp Notice 83-76, "Reactor Trip Breaker halfunctions 
(Undervoltage Trip Devices on GE Type AK-2-25 Dreakers) ” 

9vc list end 

JORDAN, E U Division of Emergency Preparedness t> Engineering 
Response iPnst 8301031 83/11/02 Consolidated Edison Co of Ne 

Yorli, Inc ll5pp 21314 024 34X Fiche 50-000,83/11/02.6309310076 


8308310075 IE Infn Notice 83-75. "Improper Control Rod Manipulation ’* 
Sve list end 

JDRDAN.E L Division of Emergency Preparedneas b Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of Ne- 

York, Inc I14pp 2)913 253 24X FI the 90-000. 83/1 1/03. 63093 1007*’' 


8311180219 Forwards IE Insp Repts 90-352/93-13 t, 90-353/03-06 on 
630903-1019 notice of violation 

STAROSTECKI, R Division of Project & Resident Programs 83/11/03 
KEMPER, J S Philadelphia Electric Co 2pp 21229 056 24X 

Fiche 50-352,63/11/03.6311180215 


— 0311160217 Notice of Vinlatlort from Inap on 830903-1015 

« Region 1. Office of Director 83/10/24 ip 21229 058 SAX 
riche 50-352,03/11/03.83)1180215 


—6311100221 IE Xnsp Repts 50-352/83-13 a. 90-353/63-06 on 630903-1015 
None o mp 1 lane » noted failure tt> fully Implement startup 
preventive maint procedure 

CHAUDHARY.S K ■ UlOOINS. J T i BRIGGS. L £ Region 1/ Office of 
Director 83/10/27 i6pp 21229 0S9 24X Fiche 50-392.63/11/03 

8311180215 


8311280373 Forwards Second Carporate Mgt Meeting Rept 50-352/83-01 on 
63£Oie 

BTAROSTECKI, R Division of Project & Resident Programs 83/11/10 
KEMPER. J S Philadelphia Electric Co 2pp 21265 114 24X 

Fiche 50-392.83/11/10,0311280393 


—8311260397 Second Corporate Mgt Meeting Rept 50-352/63-19 on 631016 
Major areas discusced status of const 6 KRC insp program 
for preoperat 1-on & startup phases 

WIGGINS. J T , CHAUDHARY.S K / CONNER, E L Region I, Office Of 
Director BD/lO/26 5pp 21285 Il6 24X Fiche 90-352.83/11/10 
8311280393 


B3110I0015 IE Info Notice 83-77, "Air/Gas Entrainment Events Resultln.ii 
in 8ys Failures " 8vc list end 

JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 03/11/14 Consolidated Edison Co of New 

York. Inc llApP 24X Fiche 50-000,83/11/14,8311010015 


8311230003 Notification af Significant Licensee Meeting 63-102 on 
831206 w/util in Limerick, PA to discuss preoperational 
health physics raduaste insp program 

MILLER. M Region 1. Office of Director 03/11/15 DlRCKB. H J 
Office of the Executive Director for Operations STELLO. V Reglond 
Operations tc Generic Requirements DEYOUNG, R C Director's Office 
Office of Inspection and Enforcement 2pp 21299 097 24X 

Fiche 90-392. 03/11/19, 0311230003 


83110100-10 IE Info Notice 03-78, "Apparent Improper Mod of Component 
Affecting Plant Bafety “ 3vc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 830103 ) 83/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 OOi 24X Fiche 90 - 000 . 63/11/17, 831 lOlOOUi 


8311280270 Ac k receipt of B3H04 Itr informing KRC of steps taken to 
correct violations noted In IE Insp Rept 50-352/03-11 
STAROSTECKI.R Division of Project tt Resident Programs 83/11/21 
KEMPER, J S Philadelphia Electric Co Ip 21280 000 24X 

Fiche 50-392.83/11/81.0311230270 


09300799 IE riglletln 93-07, Suppl 1. "Apparently Fraudulent Products 
Said ey Ray Hiller, Inc Sve list end,. 

GEYOVNG.R C Director's Dfflca, Office of Inspection and 

Irfarcaaent 83/10^26 ConaoUdated Edison Co df Nau York. Inc 

I79pp 21070 170 24X Fich* 50-000.83/10/26.8308300799 


^8310034 JE Info Notice 03-71. "Defect in Laad-Oearing Melds on 
Lilting Devices for Vessel Head t* Internals " Bve list end. 

JORDAN. £ L Dlvislpn of Emergency Preparedness & Engineering 
fitsponse (Post 830103) 03/10/27 ® ^ 

Vort. Int llSpp 21057 397 24X Fiche 50-000.83/10/2:7,030031003 


— 8311280276 Responds to NRC 931005 ktr re violations noted in JE Insp 
Rept 90-352/93-11 Corrective actions welds made by 
identified unquallfiei) uelders removed It replaced by 
qualified usidera 

KEMPER, J 8 Philadelphia Electric Co 83/1 i/04 MURLEV. T E 
Regjioh U Opfice of Director 3pp 21280 007 24X 

Fiche 90-392,03/11/21.8311280270 


06310040 TE Info Notice 03-72, "EnvlruTi Qualification Testing 
Eiperltncc “ Sve list end ^ j ^ 

JORDAN. E L aivlsion of Emergency Preparedness «< Engineering 
Nsponii {Post 03D103) 03/10/28 

Vdrtj Inc ISlpp 21159 024 24X Fiche 90-000.83/10/20.030831004.1 
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8 Reportable occurrertcea^ LERs & related correspondence 


0311100233 Interim significa-nt Oel^lcienci^ Rept SDR 85 re possible 
operational dePact in reactor uater cleanup sys isolation 
valve contrci! circuit Tnitially reported on 930912 Next rept 
ulll be subrtiltted by B31119 

KEMPER, J S Philadelpnia Electric Co 03/10/11 MURLEV, T E 
Region Ij Office of Director 2p p 21139 013 29X 

FI Che 50-353. 03/10/1 I > 031 1 100233 


9311310366 Final significant Deficiency Rept 35 re nonconforming HVAC 
fabrication installation All deficiencies tk*in be 
corrected by 090601 

KEMPER. wlS Philadelphia Electric Co 83/11/02 tUfRLEY. X E 
Region 1. Office of Director Ip 21239 115 24X 

Flche 50-352 83/11/02,8311210366 


0311280225 Final significant Deficiency Rept 74 re Oroun-Baver 1 
Electiic.lnc 4-fcV switchgear Anti&hock spring added to 
circuit breakers u/o mechanism ?< four eiistlng springs 
replaced 

KEMPER. J S Philadelphia Electric Co 03/11/IS MURLEY, T E 
Region 1. Office of Director 4pp 21200 164 24X 

Piche 50-352.03/11/15.0311280223 


8311260173 Interim rept on significant Deficiency 85 re possible 
operational defect In reactor ujater cleanup syc isolation 
valve control circuit Evaluation of repar tab i 1 1 ty 
continuing Determination rept expected by B^OIOD 
KEMPERi J 8 Philadelphia Electric Co 03/11/18 MURLEV, T E 
Region 1j Office Of Director Ip 21263 1&2 24X 

Flche 50-352, 03/11/10. 631 J2B0173 


T Hearing transcripts on non-antl trus t matters 


U Congrenfllonal/Executl ve Correspondence 


0311100399 Forwards ’’NRC Quarterly Rept, Third Quarter 1903 " Potentha) 
licensing delay of 7 months for Uimerick l anticipated 
DERNTHAL.F M Commissioners 03/10/20 BE9ILU-T Haute of Rkf , 
Appropriations Ip 21154 106 34X Flche 50-352,03/10/20. 

0311100399 


DOCKET 50-353 LIMERICK GENERATING STATION. UNIT 2 


A App 1 1 cation/construc tlon stage documents b c orresponda nc 4 


0311090034 F8IA request for all documents between U8 Fish & Ultdllfi 
9vc employees before AGLD t(/or US District Court re util OL 
application 

SUOARMAN. R J Bugarman 8< Denworth 03/07/22 NRC - N-o Detailed' 
Affiliation Given 2pp 21118 213 24X Flche 50-392.03/07/22. 

831 1090034 


0311090035 Responds to FOIA request for all documents betueen US Fish I 
Ulldllfe 0VC employees before A8LB 8«/or US District Court re 
util OL application Forwards documents listed on app 
FELTON, J M Division of Rules and Records 83/08/18 SUQAflMAN. R J 
Sugarman 6 Denworth 2pp 21116 217 24X Flche SO-OOO. 83/00/10. 

8311090035 


G311220Q64 Further response to FOIA request for 12 categories of 
documents prepared or received by NRC Jan 1962 - Jut I9Q3 
Forwards App C documents Documents also available in FDR 
Review of addl records subj to request in progress 
FELTON. J M Division of Rules and Records 83/08/29 SOi D K 
Critical Hass Energy Project Hpp 21274 030 24X 

Flche 50-000,83/00/29,0311220064 


8311180229 Subfflififilon of direct testimony re Contentions 1-62. V-3a, 

V-3b «< V-4 

gETTERHAHN.M J Philadelphia Electric Co WETTERHAHN, M J Conner 6 
Uetterhahn 03/11/14 Atomic Safety and Licensing Board Panel 

3pp 81227 274 24X Flche 50-358,03/11/14,8311100229 


— B3111BD232 Testimony of S Ranganath»LS Burns, FE Cooke ti SE Carter in 
support of motioti for summary disposition of Contention 
1-62 

rang A NATH. 5 , BURNS. L S , COOKE. F E Philadelphia Electric Co 
83/10/11 88pp 21227 277 24X Flche 50-352,03/11/14.031116022^ 


—0311180235 Testimony of JO Brown on Contention V-30 re gas pipeline 
design 

BROWN. J G Philadelphia Electric Co BROWN, J 0 Columbia Gas 
Trartsmlssion Carp (subs of Columbia Oas Sys, fnc ) 03/10/10 
0pp 21827 305 24X Fiche 50-352.83/11/14,8311160229 


— 0311100837 Testimony of VS Boyer on Contentions V-3a b V-3b re use of 
ARCO pipeline 

BQVER.VS Philadelphia Electric Co 63/11/14 4pp 21287313 
24X Flche 50-352,83/11/14,0311160229 


— B311160239 Testimony of WC Payne on Contentions V-3a & V-3b re site 
mapping of aRCD plpolliie 

PAYNE. WC Philadelphia Electric Co 03/11/14 llpp 81227317 
24X Fiche 50-352, 03/1 1 /14- 631 1 100829 


—6308160340 Forwards draft “Preliminary Review of Limerick Oeneratin-? 
Station Severe Accident Risk Assessment, Vol 1 Core Melt 
Frequency “ Rept satisfies milestone for Task 1 of Project 3 
under FiN A-3393 

BARl,R A Brookhaven National Laboratory FIN A-3393 ©3/OG/ia 
CHEULIAHrE Reliability & Risk Assessment Branch Ip 21875 005 
S4X Flche 30-000,83/00/29,6311220064 


6308310072 Board Notification 03-OOlA provides Info re seismic rti-t to 
BNR plants BNR absolute core melt probability it risk results 
developed in limited BNL study not meaningful 

EI8ENHUT, D 0 Division of Licensing 63/10/26 PALLADINO, N J 
Commissioners ISpp 21103 242 24X Fiche 50-000. 63/ 10/2&. 

6306310072 


8311010219 Forwards draft change to F8AR Page 1 13-14 re turnover of 
auxiliary operators, in response to NRC 031003 request 
Changes will be incorporated into Nov 1983 F0AR rev 
BRADLEY. E J Philadelphia Electric Co 83/10/20 8CH^6NC{:R> A 

Licensing Branch 2 4pp 2D993 107 S4X Flche 50-352 1 03/10/80, 
8311010219 


0311010365 Forwards draft changes to P8AR Sections 62431 3 23, 

6 2 5 1,6 2S2&6254re hydrogen recomb Inors, per 031024 
telcon Changes will be incorporated Into F6AR rev scheduled 
for Nov 1983 

BRADLEY, E J Philadelphia Electric Co 03/10/28 8CHWENCE0< A 
Licensing Branch 2 9pp 20973 810 24X Flche 30-352. 03/ 10/20i 

8311010365 


*--0311100243 Testimony of JO Halsh on 
analysis of ARCD pipeline 
NAL8H, JD Philadelphia Electric 
83/11/14 30pp 21227 320 24X 


Content Iona V- 3 a v-3b re F6AR 

Co WALSH. J D Bechtel Carp 
Fiche 50-352,83/11/14,8311180229 


--03! 1100247 Testimony of VS Boyer on Contention V-4 re cross— flow 
natural draft evaporative cooling towers Certificate of 
Sve end 

DOVER. V B Philadelphia Electric Co 83/11/14 4pp 21220026 
24X Flche 30-352,83/11/14.8311160229 


6311170390 Submission of LA Christman testimony re Contentions V-3a U. 
V-3b 

WETTERHAHN'M J Philadelphia Electric Co WETTERHAHN, H J Conner t 
Wetterhahn 83/11/15 2pp 21208 339 24X Flche 50-352. B3/ 1 1/ 1 5 

031 1170390 


— 0311170382 Testimony of LA Christman on Contentions V-3a It V-3b re ARCO 
pipe line Certificate of Sve end 

CmiBTMAN. L A Philadelphia Electric Co CHRISTMAN.LA Atlantic 
Richfield Co 03/11/15 I2pp 2I20B 341 ^4X 

Fiche 50-352, 03/1 i/15, 031 1170380 


6310310403 Generic Ltr 63-38 to all licensees of operating power 
reactors it applicants for OL re NUREO-0965. "NRC Inventory 
of Dams " Forwards NVREO-0965 “NRC Inventory of Dams" for 
Info only W/o oncl Sve list end 

EI8ENHUT, D Q Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc l4pp 21164 013 24X 

riche 50-000.83/10/31,6310310403 


6311030066 Forwards Amend 56 to application for OL, revising F8AR fa fii e 
protection evaluation repts fa implementing miscel laneaus 
changes to accurately reflect plant design 

BRADLEY, E J Philadelphia Electric Co 83/10/31 DENTON. H J? 

Office of Nuclear Reactor Regulation, Director 2pp 21020 212 
24X Fiche 30-352,03/10/31,0311030066 


— 8311030069 Amend 50 to application for OL, revising F8AR It fire 
protection evaluation rept Certificate of Sve end 
BOYER. V 3 , BAUER, E O , BRADLEY, E J Philadelphia Electric Co 
83/10/27 6pp 21020 214 24X Flche 50-352. 83/ lO/3i, 031 1030066 


8311020051 Generic Ltr 03-35 tq all licensees of operating reactors, 
applicants for OLs fa holders of CPs re clarification of THl 
Action Plan Item IX K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHUT, D G Division of Licensing 63/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21164 001 24X 

Flche 50-000,03/11/02,8311020051 
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FaruiBrd& revii«i} r^ip-onse to Items 3 i & 3 3 in NRC B5070B 
jir ri corttrn* raistd bv O Hump-hrev concerning adequacy of 
III containment design 

ll'fER't J B Philadelphia Electric Co 03/11/07 BCHWEMCERf A 
Lipnelnp Dranch » 4pp alow 112 a4X Fithe 50-352*03/11/07. 
1)51070234 


jtl]SW31? Forward* ■ummary of testing 1< analysis for fatigue effects 
^ safety relief valve discharge loads for solsmlc 
Ol«|»rv 1 etiul p<ner\t 

l^iRi J S Philadelphia Electric Co 03/11/07 6CHt}ENCER«A 

Drench a I83pp 2il04 304 S4X Flche 50-332, 83/1 1 /07i 

)jn!)903l2 


£jb(nite etatus of fWe potential candidates for temporary 
Ollfoer or possibly ell five plant* need tomporary OL in 
(rli If Siartup delays raBulting from extanded hearings 

iiii/r 

J Office ■of the Exocutlve Director for DperatlOnf 
|J/|i/07 A58ELBTIHFiJ K Co^wnis* ioners Spp 2l3ai 201 24X 

Mill 50-000-03/11/07,031 1 140379 


IJILI403Q6 Requests estlfnate of which plants might need temporary 
DL in i9E14i 1* G& 

J K CoiTimls * I oners 03/10/11 DIRCKa,M J affica oi- 

IM Eiecdtive Dlrectar for Operatidns ip 21183 108 24X 

fUht M-000. 03/11/07, 631 1140377 


011110035 Notification of 831117 meeting ui/utll in Dethesda.IlD to 
liicyis applicant analyst* of tornado missiles for UHs 
MTIN.R F Licensing Dratich 2 03/11/09 8CHWENCE0, A Licensing 

2 4t}p 21199 224 24X Fiche 30-355.80/11/09,0311160335 


1III50271 HespoTkds to Oeneric Ltr a3’'20 re required actions based on 
linriC iaplicatlons of Salem ATH8 events Issues addressed 
inlvdi poit-trlp r evleu, equ i pmsnt classification -It vendor 
lilirfses 

i:rtff.V B Philadelphia Electric Co 03/11/10 EIBENHUT,0 0 
likislen of LLcerkting 39pp 51100 310 24X FUhe 50-3S2> 03/11 /Ki. 


4IK0333 Advlsei that util 030610 t* 0918 OA program changes reviews'* 
Hiund acceptable 

Ki^IIMp ? T Division of Engineering 1. Technical Programs 03/11/14 
JJDfEA, J e F*hiladelph ia Electric Co 2pp 21202 354 24X 

/lilt 50-352. 03/11/14,031 1200333 


8311020320 Rev 4 to fire protection evaluation rept 

L Electric Co B3/10/31 i 0 lpp 2ioi5 31A 

Fiche 50-352,03/10/35,8311020320 


20j« 


B3110300&6 Forwards A-nend SO to application for OU.revnirg pc^R t. f i » 
protection evaluation repts It inplenentlng misciUaneou* 

Changes to accurately reflect plant design 

QRAOttV. E 0 Philadelphia Electric Co B3/V0/31 DENTON. H ft 
Office of Nuclear Reactor Regulation, Director 2pp 25020 252 
54X Fiche 50-352, 83/10/31,831 103004,6 


031 1030069 Amend 50 to application for OU. revising PSAR t> fire 
protection evaluation rept Certificate of Sve end 
eOVERiV 5 Philadelphia Electric Co 83 / 50/27 tpp 25020 254 
34 X Fiche 50 - 352 , 83 / 10 / 31.8311030066 


8311220340 Forwards Suppl 2 to '“Quantitative Info on Revised Fir* 
Analysis for Llmeriet Generating Station, Severe Accident 
Risk Assessment " 

KEMPER, J a Philadelphia Electric Co B3/II/S7 6CKWENCER.A 
Licensing Branch 2 7pp 21261 012 24X Fiche 50-352,63/11/17, 

8311220340 


— 8311220358 Suppl 1 to "Ovantitative Info on Revised Piri Analysis f i 
Limerick Generating Station, Severe Accident Risk 
Assessment " 

* NUS Corp 4161 S 01 83/11/30 2Spp 21261 016 24X 

riche 50-352.83/11/17.8311220340 


8311280068 Forwards Affidavit bf Sve re distribution of Rev 25 to FSn 
C( Rev 4 to fire protection evaluation, per DO Eitenhut 
010706 Ur 

BRADLEY.E J Philadelphia Electric Co B3/il/2l DENT0N,H R 
Office of Nuclear Reactor Regulation, Director 3pp 21278 2S0 
g4X Fiche 50-352-03/11/21.0311200060 


8311800193 Forwards description of provisions for detection of fire & 
protection of cable trays from fire Info provided to dote 
SER fNUREO-0991) Open Issue IS 

BOYER, V S Philadelphia Electric Co 83/11/23 SChMENCER.A 
Licensing Branch 2 7pp 21283 202 24X Fiche 90-3S2. 83/U/23. 

P31 1260193 


0 Adjudicatory correspondence 


UlllUy Environmftnta 1 flvtiort (ERlr amends & correspondence 


IIM 0406 Forward* revlsad draft FBAR environ rept - OL responses to 
fiill«ht A 9 t 7 it E 451 D re meteorological monitoring sys. 

|h 631013 Itr Ft-eeponse* ivill be incorporated into FaAR 

iiiYkran rept - DL itage In rev scheduled for Dec 1903 

PADLEY.E j Philadelphia Electric Co 03/11/07 SCHNENCER, A 

-lifnslirij Branch 8 App 81103 191 a 4 X Riche 90 - 392103 / 11 / 07 , 

1)1(090406 


WC Bafity Evaluation Itepart <8ER), suppls & correspondence 


ItOOOOle ForyaTds c larl pleat ion 8< «ddl info on integrity of feedwater 
llntalnment Isolation chack valves following hypothetical 
life TUpiurs-tD Mill in closing 6ER Open tstuo 4, per B30919 
l^lcen 

IfTER-J a Philadelphia Electric Co 03/11/04 SCHWENCErt-A 
.Utnilrg Sranch 2 5pp 21070 299 24X Fiche 50 - 392 / 03/U/04, 

1)11080340 


.($30269 Bomreary of G30928 meeting u/util 6 Bechtel In Betheide.llD 
k airborne particulate radioactivity monitoring sys per 
>IH Sictlon 9 :2 9 

WTJH^R E Llcansing Branch 2 03/11/17 Licensing Branch S 

VP 31877 114 84X FI ch** 50-393, 03/11/17, 8311830269 


92d(9193 Fo.rwards descr i|> tlon of provisions for detection of fire 6 
viltctlon of cable tray's from fire Info provided to close 
U (WREO-O99t) Open lasue 15 

QimV 0 PMladslphtm Electric Co 03/11/83 SCHWENCER. A 
tcinstng Qranth 8 7pp 21883 808 24X Fiche 50-358.03/11/23, 

in 890 J 93 


Srcuri tyi medical, emergency 6 Fire protection plans 


0200362 Oeneric Ltr 03-33 to all licensees b applicants frf nuclear 

«w»r reactors re NRC paaltlons on certain requirements of 

fp A to 10CFH9O 8vc Hat enc I , , ^ ^ 

0 Division of Licensing 03/10/19 Consd ioatod 
llten Co of New York. Inc 21pp 2ni4!329 24X 

Ithe 50-000. 03/10/ 19, 0310800362 


8311140150 Requests hearing be held In Pott*town,PA prior to 
evaluation of statements presented 2 wks previously in 
Borough of RhoenliVille 

moody, E 0 Pottstown. PA 83/10/26 Region 1, Office of 
Director ip 21158 014 24X Fiche 50-352. 83/10/26, 0311 140159 


0311010311 Memorandum 6 order confirming rulings made at 831017-10 
prehearing conference in Phoeniivi lie, PA ASUB wishes to be 
apprised whether govt entitles Plan to hold public meetings 
to receive questions 6 comments of residents 

BRENNER, L Atomic Safety and Licensing Board Panel 83/10/23 
I3pp 20979 009 24X Ft Che 50-352. 03/10/28, 8311010311 


111030135 Advises of authon intent to testify in place of 
Witness unable to testify re summary disposition of 
Contention V-4 Related correspondence 
ROMANO- F R Air and Water Pollution Patrol^ B3/10/29 
pafety and Licensing Board Panel ** 


21038 353 


e ipert 


Atomic 


8311010338 Order advising that oral argument on Del-Aware ' 
appeal from ABL0 Partial Initial Decision LBP'fl3-n will 
held on 831215 , „ . „ , 

BHOEMAKER.C U Atomic Safety and Li cansing ^Oard Pimel 
2pp 20979 311 24X Fiche 50-352,03/10/31.8311010330 


Un 1 i B 1 1 e d . t n L 


0311020124 Ack receipt of 831017 ltr re elementary 
mile of site Name 6 location requested 
LANO.V M Atomic Safety and Licensing Board Pane 
MILLER. W 0 Affiliation Unknown Ip 31012 12B 
Fiche 50-352,83/10/31.8311020124 


school within 1 

I B3/iO/3i 
34X 


11030047 Identification of witnesses for evidentiary hearing on 
contention* 1 - 62 , V-3a, V-3b 6 V-4 6 order of presentation 

Metterhahn 03/10/31 6pp 21026 326 24X Fiche 50 352,83/10/31 


11030077 Provides assurance that author prior NRC employment does n 
.reclude participation as util counsel in OL proceed ng 
•articlpation in ALAB-726 as NRC employee. involved minor 
procedural question only 
AVERTY, J M Conner 6 Wetterhahn 
Uectrtc Co 83/10/31 KOHL, C N 
lafety and Licensing Appeal 
riche 90-352,03/10/31.8311030077 


LAVERTY, 0 H Philadelphia 
OOTCHY, R L . EDLE5.0 J Atomic 
2pp 21027 255 24X 
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63110G0i4£> Dutlines steps to bo taken ir\ response to ASLB direction at 
831017 & 16 prehearing -conferencBs re Discovert| 14 on 
melding Issue Certificate of Svc enc 1 Related 
c orresp ondenc e 

WETTERHAHN. M J Conner Wetterhahn 83/11/01 ROMANO, F R Air 
anil Water Pollution Patrol 7pp S1038 29S 24X 

Flcho 50-352,83/11/01.8311030146 


0311090109 Requests ABLli order full disclosure of J Laver tyi 
participation In proceeding & that representation be 
debarred Related correspond enee 

SUOAPMAPL R J Sugar man & Drnuiorth SUOARMAN. R J Philadelphia 
Electric Co B3/ 11/02 HOHL, C M . EILPERIM. S F . GOTCHY, R L 
Atomic Safety and Licensing Board Panel ip 21102 103 24X 

Flche 50-352,63/11/02-8311090109 


8311090232 Foruards reply to hTRC response in support of applicant 
motion For summary disposition of Contention V-4 & comments 
on applicant request fflr official notice of federal 
regulation on ultralight vehicles 

RONAMO, F R Air and Water Pollution Patrol B3/11/02 Atomic 

Safety and Licensing Board Panel IP 21099 104 24X 

Ficho 50-352, 03/1 1/02. B31 1090233 


— 8311090235 Reply to NRC 831024 response ir> support of applicant 
motion for summary disposltian of Contention V-4 Water 
released from towers create c arbur etor-i c iP g meteorological 
conditions constituting genuine issue of mat) fact 
ROMAND, F R Air and Water Pollution Patrol 03/11/03 Atomic 
gafety and Licensing Board Panel 5pp 2J099 105 24X 

Flche 50-352,83/11/02.0311090332 


— 0311090239 Response to applicant 031027 request for official notice of 
fedoral regulation on ultralight vehicles Request untimely 
sent Intent of cloud rule clarified 

ROMANO, F R Air and Water Pollution Patrol 83/11/01 Atomic 

Safety and Licensing Board Panel 2pp 21099 110 SAX 
Flche 50-352.63/11/02.831109 0332 


8311070175 Order rescheduling 63131S oral argument on Del'^Auiare 
Un) iml t ed , [nc appeal, for 831205 Name of participant 
requested by 8Jlt22 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/11/03 
2pp 21'06l 297 24X Fiche 30-352,83/11/03.0311070175 


0311100140 KemPrandum .ti order denying applicant motions for summary 
disposition of Friends of the Earth Contention V-3a l< 3b L 
Air b Water Pollution Patrol Contention V-4 Applicant did 
not prove absence of mail fact Courtesy notification end 
DRENNERiL . MORRIS. p A Atomic Safety and Licensing Board Panel 
63/11/08 Philadelphia Electric Co 14pp 21137 332 24X 

Flche 50-352.63/11/081031 1100140 


8311100197 Forwards R Anthony 031102 postcard advising of Intent to 
testify Use of handuirl t ten p pstcards. esp ec ial ly u/o sve 
of cop les, unaccep tab 1e 

LANE. V M Atomic Safety and Licensing Board Panel 03/11/03 
HQDOBCN. A P , vaOLER.Q H Hparlng Branch 2 CONNER, T D 

Philadelphia Electric Co Ip 21137 348 24X Fiche 50-332, 

83/11/08, 83 I M 001 97 


— 0311100199 Informs of Intent to testify re Cantentlons V-3a L 3b 

ANTHONY. R U Anthony. R L 63/11/02 BRENNER. L Atomic Safety 
and Licensing Board Pane) Ip 21137 349 24X 

Flche 50-352,83/11/08,6311100197 


6311210155 Responds to B31031 request for name of elementary school 
in Limerick Township, PA 

MILLER, H S Affiliation Unknoiun B3/H/09 LANE, V M Atomic 

Safety and Licensing Board Panel ip 21232 319 24X 

Flche 50-352,83/11/09,6311210155 


6311150360 □rdcr dismissing Keystone Alliance & State of PA Consumer 
Advocate as governmental participants unless good cause 
shown by B31127 

DRENNERiL Atomic Safety and Licensing Board Panel 83/11/10 
Keystone Alliance 2pp 21177 070 24X Flche 50-352,83/11/10. 

031 1150360 


0311160033 Memoranduni h order directing ACR6 83101B 1 tr be served on 
A8LB L all parties to proceeding 

BRENNER. L Atomic Safety and Licensing Board Panel 63/11/14 2pp 
21196 OOa 24X Fiche 30-352,83/11/14,8311160053 


8311100197 Joint repfc ofi planned public meetings re offsite emergency 
p reparedness, per ABLB 031026 order Individual county 
meetings recDmntonded Certificate of 8vc end 

FERKJN, 7 O Pennsylvania. Commonwealth of, ■» Federal Emergency 
Management Agency e NRC ~ No DetaiJetf Affiliation Given 
03/11/14 3 pp 21226 001 24X Flche 50-352,83/11/14,8311180197 


8311100210 Application for subpoena directing LA Christman to tisttfy 
on 831208 in phi ladelph la, PA re ARCO pipeline design 
Certificate of Sve end 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Corr^er h 
Uetterhahn 03/11/14 Atomic Safety and Licensing Board Panel 
8pp 21225 320 a4X Fiche 50-352.83/11/14,0311180210 


8311220469 Forwards onsite emergency planning contentions L rep t «ri 
status of other onsite contentions 

DORSEY, J A Dorsey, J A DOR BEY, J A Limerld Ecology Aciton 
83/11/14 BReNNER.L , COLE, R , MORRIS, P A Atomic Safety and 
Licensing Board Panel Ip 21259 139 24X Flche 50-352,83/11/14, 

8311220469 


—8311220474 Admitted onsite emergency planning contentlnn-t 

» Limerick Ecology Action 03/11/14 Atomic Safety end 
Licensing Board Panel 26pp 21259 140 24X 

Fiche 50-352,63/11/14,8311220469 


— 8311220482 Motion for relief from 830316 memorandum h order requiriig 
coordination of offsite emergency planning contentions 
Author withdrawal of appearance. P Zitier notice of 
appearance 8, Certificate of Sve end 

DORSEY, J A Limerick Ecology Action DORSEY, J A Dorsey. -J A 
83/11/14 Atomic Safety and Licensing Board Panel 6pp 
21259 166 24X Fiche 50-332,83/11/14,8311220469 


8311170169 Memorandum t, order scheduling hearing during wk of B31SI2 
on Contentions V-3a,3b 6 V-4 Courtesy notification end 
BRENNER.L Atomic Safety and Licensing Board Panel 03/11/19 
Friends of the Earth 4pp 21216 001 24X Fiche 50-352,83/11/19, 

8311170169 


0311170191 Notice of 831212 evidentiary hearing in Philadelphia, PA an 
Friends of the Earth Contentions V-3a t« V-3b it Air << Water 
Pollution Patrol Contention V-4 Courtesy notification end 
BRENNER.L Atomic Safety and Licensing Board Panel 83/11/15 4pp 
21216 008 24X Fiche 50-352,83/11/15,0311170191 


6311170259 Memorandum & order granting applicant 031012 motion for 
Bummarg disposition of Contention 1-62 Applicant establlihed 
no genuine Issue of matl fact to be litigated Certificate 
of Sve end 

BRENNER.L , COLE, R F . MORRIS, P A Atomic Safety and Llcanslrtg Board 
Panel 83/11/lS Philadelphia Electric Co 19pp 21213 322 
24X Fiche 50-352,83/11/15,0311170259 


0311170374 Subpoena duces tecum commanding appearance at 931212 h«arlng 
in Phi ladelphia. PA 6 production of answers to encl 
questions Courtesy notification encl 

BRENNER, L Atomic Safety and Licensing Board Panel 03/11/19 
CHRISTMAN.L A Atlantic Richfield Co 5pp 21209 009 24X 

Ficha 50-352. 83/11/15. S31 1170374 


0311220517 Contends that presence during Commissioner Roberta June L962 
site visit as part of Commissioner staff doei not constitute 
participation in licensing proceeding enough to require 
d 1 squal i f icatl on 

LAVERTY, J H Connor & Wetterhahn 83/11/15 PLAlfC.H M Of Pit# of 

the General Counsel 13pp 21256 140 84X Flche 50-352,03/11/19. 

0311220517 


0311220440 Forwards notice of withdrawal of appearance in proceeding 
Sve list end 

AV. T V Pennsylvania, Commonwealth of, 83/11/17 BRENNER.L » 
MORRIS, P A , caUEtR F Atomic Safety and Licensing Board Panel 
4pp 21250 001 24X Fiche 50-352,83/11/17,8311220448 


8311220525 Comments on A8LD 831 ll5 memorandum & order granting 
applicant motion for summary disposition of Contention 1-62 
re reactor pressure vessel vendor facility Related 
c orrespondsnee 

WETTERHAHN, M T Philadelphia Electric Co WETTERHAHN, M T Contier 
Wetterhahn 03/11/10 Atomic Safety and Licensing Board Panel 
2pp 21255 195 S4X Fiche 50-352,83/11/10,6311220525 


— 8311220527 Application for subpoena directing JO Broun ta appear on 
B31212 in Philadelphia, PA to testify on behalf of 
Philadelphia Electric Co Unexecuted subpoena end 
Certificate of 8vc end 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN. M J Conner 
& Wetterhahn S3/li/ia Atomic Safety and Licensing Board 
Pane) Bpp 21255 197 24X Flche 50-352, 03/1 1/lB. 031 1220525 


BP1123OO90 Oiscusseu possible conflict of interest re JH Lavertg 
participation in licensing proceeding due to previous 
emploiiment w/Commission L present employment w/util 
representative Disqualification not required 

MALSCH, M G Office of the General Counsel 83/11/16 KCHL.C If . 
EDLES, G J , OOTCHY, R L Atomic Safety and Licensing Appeal Panel 
5pp 21269 141 24X Fiche 50-352,83/11/18,0311230098 
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"51311230102 Ctfftrs acceptance of 'JH L^verty 031003 notice of appeara’ic- 
in appeal until matter of possible d i s<iual 1 f i Cat ion 
■atlif ac tori ly resolved Info on Ofc of General Counsel 
discussions u/Uaverty requested 

HOHL, C N , EOueS-G J , OOTCHV. R L Atomic Safety and Li tensing 
Appeal Panel 03/11^0? pLAlNPiH E Office of the General 
Counsel 13pp 2L26G 161 24)t Flche 50-352. 03/ 1 1 /1G» 031 1230090 


B3].l<^3<i}135 Memoranduni h order establishing discovery schedule for 
ll«:tTlci Ecology Action Contentions 1-41,1-42 VIII Air 6 
Vaiet Poll ion Petrol Contention Vl-1 re onsite emeigency 
plATiTiing Courteski notification end 

Atomic Safety and Licensing Doard Panel 03/11/21 
Li^irick Ecology Action 4ftp 21260 349 24X Fiche 50-352. 

534^11/21.031 1S3G1 35 


ESUEBOisa Hotie^n to strike FR Romano 031114 testimony on Contention 
V ^-4 re operation effects of cooling touers on 
ataaiphere Testimony not relevant 8» FR Romano unqualified to 
cipert witness 

ve TIER HAHN J H J Philadelphia Electric Co wETTERHAHN, M 0 Conner I 
Uetterhahn 03/11/21 Atomic Safety and Licensing Board Panel 
Tfp 21203 209 24X Fithe 50-352,63/11/21.0311200190 


031 1200060 Forwards Affidavit of Bve re distribution of Rev 25 to FSAP 
& Rev 4 to fire protection eva luat i on. per DO Eiseflhut 
B10706 Itr 

BRADLEY. E J Philadelphia Electric Co B3/ll/2i OENTQN.H R 
Office of Nuclear Reactor Regulation. DireefcOT 3pp 2127B 250 
24X Fithe 50-332,03/11/21,6311280060 


0 Advisory Committee on Reactor Safeguards reports 6 c orrei pond enc e 


63L1140231 Summary of Ooint Indian Point 1, Reliability 1. ProhabUistt. 
Asseasment Subcommittee 630706 meeting in Hashlngioti, DC re 
safety goal evaluation plan 5« plan to resolve Unreaolvcd 
Safety Issue A-17 

* ACRS - Advisory ComfliitteE on Reactor Safeguards 03/07/29 
ACRQ - Advisory Committee on Reactor Safeguards 22pp 2U64 123 
a4X Fithe 30-000.63/07/29.6311140231 


0311140199 Agrees u/NHC position re S-DE <. DUE assigned in SER 

<NUREO-O99l) „ 

I4AXWELL-J C tiaxuell. J C HAXWELU J C ACRS - Advisory Committee 
on Reactor Safeguards 63/10/10 HERR, W ACRS - Advisory Committer 

on Reactor Safeguards Ip 21164 079 a4X Fiche 50-352,63/10/10. 

9311140199 


— 6311S30SQ1 Motion to ttri 
*n CoAtenttons V-3a k V 
roApetent evidence k no 
■Cirtif icate of 0vc end 
l^TTERHAHN. h T Phi lad 
k Katterhahn 03/11/21 

Fine! L4pp 21203 Si 


ke RU Anthony k D Rasbrouck 831114 testimoTU, 
-3h Testimony does not represent 
foundation for expertise shown 

elphia Electric Co METTERHAHN. M T Conne- 
Atomic Safety and Licensing Board 
6 24X Flche 50-352. B3/1 1/21. 031 1280190 


8311140204 Submits comments on matl presented et ACRS Subcommittee on 
Limerick 03100/ L OB meetings re current understanding of 
eastern US earthquake 

POMEROY, P W Rondout Asspeiates POMEROY, P M ACRS - Advisory 
Committee on Reactor Safeguards 63/10/11 KERR.W ACRS - Advlsoiy 
Committee on Reactor Safeguards 2pp 21164 003 24K 

Fiche 30-352,63/10/11,0311140204 


6311200217 Informs that author will represent applicant in 031205 
pr ocetd trig. In response to 831103 request 

HCCM/ER. T B Conner k Netterhahh CONNER. T B Philadelphia Electric 
Cej B3/U/21 kOHL.C N . EDLEBiO J » GOTCHY. R L Atomic Safety and 
Lltfnslog Appeal Panel Ip 81201 009 24X Flche 50-352.03/11/21 

031ISBO217 


0311230141 Memorandum L order denying Limerick Ecology Action 031114 
aotion for relief from responsibility to jointly coordinate 
filing of offsite emergency planning contentions 
HREhNEfl.L Atomic Safety and Licensing Doard Panel 03/11/22 
Lleerlck Ecology Action 5pp 21268 330 24X FUh« 50-352. 

63/11/22. 631 1230141 


031. L2B0195 Requests documents 
Rivir. Bel aware River k City 
EUSH.M W Philadelphia. PA 
Electric Co Ip 21203 230 


re emergency planning for Schuykill 
k County of Philadelphia 

03/11/22 BRADLEY. E J Philadelphia 
S4X Flche 30-352.83/11/22,0311580195 


8311200163 Informs ef Bucks County. PA 031110 ordinance to acquire 
kreiectf of Neshamlny Water Resources Authority <NWRA) k of 
Q3U1B lajpayer suit to enjoin Ducks p^punty from 
leptieenfiny ordinance Preliminary injunction sought 
CQf^ER.T D Conner k Wetterhahn CONNER. T B Philadelphia Electric 
Co 03/11/33 KOHL. C N , OOTCHY. R L . EDLES, 0 J Atomic Safety and 
Ulcsnsing Appeal Panel 2pp 21203 234 24X Fiche S0-3S2. 93/1 1/23. 

6311200103 


8311290094 Second request for inf o/documents re welding. Including lns(, 
Tipis menfelorting safety-related welding Infractions 
Certificate of Sve end Related correspondence 
SDMAHQ. F R Air and Water Pollution Patrol B3/II/S3 Ip 
21306 174 24 X Fiche 50-352.83/11/33.0311290094 


6311290334 Third request for listed info k documents re welding issuer. 
Ctetlflcate of Bye end 

RDMANO. F R Air and Water Pollution Patrol 03/11/23 ip 
21306 168 a4X Fiche 50-352,03/11/23.6311290834 


B31129013B Appeal of AELB 031115 grant of summary disposition re 
Cobtehtlon I-f,2 Points of appeal listed Related 
cATrtsp ondence 

LEWIEfM 1 Leuilfij M 03/11/25 Atomic Safety and Licensing 
Appeal Panel 2ap 21304 05l 24X Flche 50-352,03/11/59. 

8311290138 


0311290144 Motion for reconsideration of order granting applicant 
notion for summary disposition of Contention 1-62 Pertinent 
neu aatl filed uilthin lO-day appoai period Certificate of 
8vc end Related correspondence 

LEWIB, M 1 Lewis. M 03/11/25 Atomic Safety and Llcenaing Boat d 
Panel llpp 21304 017 24X Flche 50-352.03/11/25,8311290144 


K Dtllity Pinal Safety Analysis Report (FSAR) k amends 


&31 1020337 Rav 25 to FSAR 

+ Philadelphia Electric Co 03/10/31 247pp 21016 137 24X 

riche. 50-352.03/10/31, 0311020337 


B3102B0159 Summariiea ACRS 8a2nd msetitig on 031013-15 re OL 
application Review Includes evaluation of mgt organi la tlon , 
operational staff k training program for operating k malnt 
staff No undue risk currently Identified 

EBERSOLE.s^ C ACRS - Advisory Committee on Reactor Safeguards 
03/lO/ia PALLADiNQ.t* J Commissioners 3pp 21043 072 24X 

Flche 50-332.63/10/10,0310230156 


0 Inspection reports, IE Bulletin.* k correspondence 


B308300797 10 Info Notice 03-69, "Improperly Installed Fire Dompors 
at Nuclear Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 0301031 03/10/21 Consolidated Edison Co of Nbu. 

York. Inc I07pp 21U4 351 24X Flch e 50-000, 03/10/21 , 33083007^ 


830B3 10030 

IE 

Sve list 

enc 

JORDAN, E 

U 

Resp onse 

(Po 

York, Inc 



Info Notice 03-70. "Vibration Induced Valve Failures " 

Division of Emergency Preparedness k engineering 
St 830103) 83/10/25 Consolidated Edison Co of New 

ll7pp 91057 219 a4X Fiche 50-000,03/10/25,6309310030 


6300300799 lE Dullotin 03-G7, Suppl 1. ’’Apparently Fraudulent Products 
Sold By Ray Miller. Inc 9vc list end 

DEYOUNG, R C Director's Office, Office of Inspectl-gn and 

Enfc>rcemant 63/10/26 Consolidated Edisnn Co of New York. Inc 

I79pp 21070 170 a4X Flche 30-000« 03/ 10/26, 3300300799 


6306310034 IE Info Notice 03-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head k Internals ’’ Sve list enc 1 
JORDAN, E Division uf Emergency Preparedness k Engineering 

Response (Post 830103) 63/10/27 Conso lidateU Edison Co of Nei. 

York, Inc 115pp 21037 337 24X Fiche 50-000163/10/27,0309310034 


0300310048 IE Info Notice 83-72, "Environ OuaM f i c allu-n Testing 
Experience " Sve list onci 

JORDAN, E L Division of Emergency Preparedness k engineer ing 
Response (Post 830103) 03/10/30 Consolidated Edtion Co of Neu 

York, Inc laipp 21155 034 a4X FI che 50-000. 03/10/20. 03OC3lOO4tl 


8308310057 lE Info Notice 63-73. '’Radiation Etpoaoro From Oloves 
Contaminated W/U Daughter Products " 8vc list end 

PARTLBW* v) 0 Division of OA, Safeguards k Inspectldn Programs <Pqa . 
B30103) 83/10/31 Consolidated Edison Co of New York, Inf 

116pp 21154 249 24X Flche 50-000.83/10/31.0300310057 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(Undervo Itng e Trip Devices on OH Type AK-a-25 nresker*) " 

Sve list end 

JORDAN. E L Division of Emergency Preparedness k Eng Ineer Ing 
Response (Post 830103) B3/1I/02 Consa 1 i do ted Edison Co (if Neiu 

York, Inc USpp 21514 024 24X Fi che 50-000. 83/11 /02, 8308310076 


0308310075 IE Info Notice 03-75, "Improper Conbrcl Rod Manipulation " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/11/03 ConsoL tdaied Edison Co of Ne* i 

Vnrk. Inc U4pp 21313 253 SAX Fiche 50-000. 03/ 1 1 /03. 0300310071.’ 
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03J 1 18021 S Foriuards IC Insp Repti 30*^3 3-a/B3- 13 (t 50-333/03-06 on 
a30903''l015 !c notice of violation 

STftROSTECKIi^ R Divistari of Project It Resident Programs 03/11/03 
KEMPER. J a Philadelphia Electric Co 2p p 21229 056 24X 

Fithe 50-332.03/11/03.8311160215- 


—8311180243 Testlmanv of JD Walsh an 
analgiis of ARCO pipeline 
WALSH. J D Philadelphia Electric 
03/11/14 30pp 21227 320 24X 


Contontions V-3a h V-3li re PSAR 

Co WAL8H. J D {jQChtil Corp 
Fiche 30-332, 83/1 1/14. 0311180229 


— 0311180231 IE Insp Repts 5 0-3 52 /OS*- 1 3 U 50-353/83-06 -on 030903-1015 
Honcampliance noted failure to full^ ifipletnent startup 
preventive maint procedure 

CKAUDHARr. S K , WIGOIHB.J T . DRlGQS.L E Region 1. Office nf 
Director 83/10/27 16pp 21229 059 24X Fithe 80-332.83/11/0 1 

8311180215 


0311010013 IE Info Notice 03-77, "Air/Gas Entrainment Event* RetuUlnt 
In Sys. Failures " Svc Hat end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Cd of Neur 

Vork. Ific 114pp 24X Flche 50-000.03/11/14.8311010013 


8311010016 IE Info Notice 03-70, "Apparent Improper Mod of Camponent 
Affecting Plont Safety " Svc list entl 

JORDAN. £ L Divisio-n of Emergency Preparedness & Engineering 
Response fPost 8301031 83/11/17 Consolidated Edls-on Co of Neuj 

York, Inc ll7pp 21603 001 a4X Fl che 50-000,03/11/17.8311010080 


— 831 1180247 Testimony of ^8 Boyer on Contention V-4 re croi-i-flcw 
natural draft evaporative cooling tomers Certificate of 
Bvc end 

BOYER. V S Philadelphia Electric Co 83/11/14 4pp 21228 026 
24X Flche 30-352.83/11/14.8311180229 


8311170380 Submission of LA Christman testimony re CnntenUons V-3j b 
V-3b 

UETTERHAHN. M J Philadelphia Electric Co WETTERHAHH. H J Conner it 
Wotterhahn 83/11/15 8pp 21208 339 24X Flche 50-352,83/11/19 

8311170380 


— 0311170382 Testimony of LA Christman on Contentions V-Ga b V-3Ei r* ARCO 
pipe line Certificate of Svc end 

CHRISTMAN. L A Ph i lade Iph la Elec trie Co CHRISTMAN. L A Atlanttc 
Richfield Cp 83/11/15 12pp 21208 341 SAX 
Flche 50-352. 83/11/15. 031 1 170380 


S Reportable occurrences. LERs it related correspondence 


8311100233 Interim significant Deficiency nept QOR 85 re posslbla 
operational defect in reactor uater cleanup 6y» Isolation 
valve control circuit Initially reported on 830912 Me»t rept 
will be submitted by 831110 

KEMPER. J 5 Philadelphia Electric Co 63/10/11 HURLEY. T E 
Region 1. Office of Director 2pp S1134 013 24X 

Flche 50-332.03/10/11.0311100233 


0311210366 Final significant Deficiency Rept 35 re nonconforming HVAC 
fabrication 6 installation All defleiervcles uill be 
corrected by 04O6OJ 

KEMPER. J S Philadelphia Electric Co 83/11/02 MUR LEY. T E 
Region i. Office of Director Ip 21239 113 24X 

Fithe 50-352. 03/11/02.031 1 21 0366 


eJllSG0225 Final sianificant Deficiency Rept 74 re Droun-Boverl 
Electric, Inc 4-liV switchgear Antishock spring added to 
circuit breakers u/o mechanism 6 four etistlng springs 
replaced 

KEHFER,J6 Philadelphia Electric Co 83/11/15 MURLEY. T E 
Region 1, Office of Director 4pp 21280 J64 24X 

Fithe 50-352,83/11/15,831 1280225 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A Appl icatlon/cDnstruc t ion stage documents &. correspondence 


8311030292 Summary of 830025 meeting u/GE U Mark I Owner s Group in 
Dothesda.MD re differing opinions between NRC b GE re 
acceptab 1 1 1 ty of use of OE suppression pool temp analysis 
fHultl-plant Action D-01> 

81EQEL, 0 Operating Reactors Branch 9 83/10/05 Oparating 

Reactors Branch 2 74pp 21053 244 84X Flche 50-000,03/10/05. 

8311030292 


0311010465 Summary of 830908 meeting w/utll.KMC Corp State of NJ 
public advocates In Dethesda,MD re plans for revieu of 
application 6 opportunity for MIC mgt to highlight areas 
of elevated attention 

WAGNER. 0 Licensing Branch 2 03/10/24 Licensing Branch 2 

43pp 21018 181 24X Flche 50-354, 83/ 10/24. &31 10 1 0465 


B30B3I0072 Board Notification 03-OOlA provides info re seismic rltk to 
□WR plants BWR absolute core melt probability le risk results 
developed In limited BNL study not meaningful 

GI8ENHUT. D 0 Division of Licensing 03/10/26 PALLADINQ, N J 
Commissioners 12pp 21103 242 24X Flche 50-000,83/10/26, 

0300310072 


8311580173 Interim reft on Significant Deficiency BS re possible 
operational defect in reactor water cleanup sys isolation 
valve control circuit Evaluation of rejioT tabl 1 1 ty 
continuing Determination rept expected by 840103 
KEMPER. J S Philadelphia Electric €o 83/11/16 MURLEY. T E 
Region 1, Office of Director Ip 21283 162 24X 

Flcho 50-352,83/11/10.8311280173 


T Hearing transcripts on non-antl trust matters 


0311100229 Submission of direct testimony re Contentions l-62«V-3a. 

V-Db U V-4 

WETTERHAHN, M J Philadelphia Electric Co WET TER HAH N. M J Conner /. 

Wetterhahn 83/11/14 Atomic Safaty and Licensing Board Panel 

3pp 21227 274 24X Flche 50-352.83/11/14.8311180229 


--8311180232 Testimony of 8 Ranganath.UE Ourns.FE Cooke Ic BE Carter In 
support of motion for summary disposition of Contention 
1-62 

RANOANATH.S , DURNS.L 8 . CODKE. F £ Philadelphia Electric Co 
83/10/11 SBpp 21227 277 24X Flche 50-352. B3/U / 14. 831 1 18022 V 


— Q3111B0235 Testimony of JC Drown on Contention V-3b re gas pipeline 
des 1 g n 

BROWN. J 0 Philadelphia Electric Co BROWN. J 0 Columbia Oas 
Transmission Corp (subs of Columbia Oas Sys, Inc ) 03/10/10 
Bpp 21227 305 24X Flch* 50-3 52.83/11/14 . 0311100229 


— 8311180237 Testimony of VS Boyer on Contentions V-Ga C< V-3b re use or 
ARCO pipeline 

DOVER, VS Philadelphia Electric Co 83/11/14 4pp 21227313 
24X Fithe 50-352.83/11/14.8311100229 


— 8311180239 Testimony of WC Payne on Contentions V-3« V-3b r* site 
mapping of ARCO pipeline 

PAYNE.W C Philadelphia Electric Co 83/11/14 iipp S 1227 GH 
24X Flche 50-352.83/11/14.6311180229 


6311100224 Responds to NRC request for addl info re ongoing program 
ui/NRC B30S06 order Amend 1 to FSAR Chapters 13 4< 17 updated 
describing current organliatlon structure applicable to 
conduct of operations 

MITTL.R L Public Service Electric & Oas Co of Wow J^ersey 
83/10/20 QCHWENCER.A Licensing Branch 2 2p p 21134 219 2AX 
Flche 50-354.83/10/20.8311100224 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors & applicants for DL re NUREO-0965 j "NRC Invent oi'y 
of Bams '* Forwards N(}n£0-0965 "NRC Inventory of Dams" for 
info only W/o end 8vc list encl 

EI8ENHUT.D0 Division of Llcenelnq 03/10/31 Consotidatad 

Edison Co of Neu Yort, Inc I4pp 21184 015 24X 

Flche 50-000.83/10/31.8310310403 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clar I f I cation of THI 
Action Plan Item II K 3 31 Submittal of bounding 
dsmonstratlon util satisfy requirements Svc list encl 
EIBENHUT. 0 0 Division of Licensing 83/11/02 Cansollilated 
Edison Co of New York. Inc I6pp 21184 001 S4X 
riche 50-000.83/11/02.0311020051 


8311100170 Forwards Sheet 2 of 2 for Figure 241 S5-24 , 1 nadver t ent 1 y 
omitted from 831031 Amend 2 to F8AR for review op FGAR 
Question 241 25 

MITTL.R L Public Service Electric I, Gas Co of Weu Jersey 
03/11/02 BCHWENCER.A Licensing Branch 2. Sp p 21126 037 24if 
Flche 50-354,83/11/02,0311100170 


8311230217 Notification of 03U15 meeting u/utll In Bethesda.MD to 
discuss staffing it training plans 

WAGNER, D H Licensing Branch 2 83/11/08 BCHWENCER.A Licensing 

Branch 2 3pp 21277 187 24X Flche 50-354. 03/ 1 1/08, 93U2302I7 


8311290370 Proposes 840110-13 structural design audit meetings w/ 
Bechtel In Ban Francisco, CA Audit guideline highlighting 
areas for discussion encl 

SCHWENCERiA Licensing Branch 2 03/11/08 MlTTL.R L Public 

Service Electric I, Gas Co of New Jersey 9pi> 21310 342 24X 

Flche 50-354,83/11/08.8311290370 
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e3H2201'94 BJbmlfca ln#o proprietary nature of util 031035 (i 31 
teerasB^i tt«i a re FEAR nuestiona 8< safety relief valve 
Q^cratillty Damea Cc Moore eoilo lab manual no lonyor 
considered proprietary NEDE-"2A900-P ijj/af f Idavi t in NRC file 
L Public Bervice Electric & Oas Co of Mew Jersey 
S=3/ll/li> SCHWBNCERiA Litenslng Branch 3 2pp 31234 311 24X 

fichr 50-354,03/11/^10,^311220194 


S3U23'0253 Summary of 831005 meeting u^/ut i 1. Dech tel L Damea (, Moore In 
I lih-tsdsi MO re util draft responses to roquests for addl 
IMP 9 «rerate(j by Structrual h Geotechnical Engineering 
Blanch tafety revieius 

0 Licensing Branch 2 63/11/17 Licensing Branch 2 

aopp ?1277 141 24X Ftche 30-354i B3/1 1 /I7i 831 IS30253 


83U230-354 Summary of B3100S meeting w/ut 1 li Bechtel l< Dames S, Moore li' 
Slth«Sit4>MD re presentation of draft responses to requests 
for addl Info resulting from Geosciences Branch safety 
rovliw 

VAfiMER< D Licensing Branch 2 03/11/17 Licencing Branch S 

Ifpp 21277 129 24K Flche 50-394^ 03/11/17. 031 1230254 


B3U3800G7 Notification of B31139 meeting u/util in Bethesda.MD to 
llscuis equipment qualification program 

IfACMERiDM Licensing Branch 2 83/11/17 SCHWENCER. A Licensing 

eTCnth 2 3pp 21307 044 24X Flche 90-334.83/11/17,0311200007 


B3U300D04 Notifies that util assigned environ rept - OL stage to state 
< ) tarlnghouaej Di V of Local Govt SvcSjNJ Dept of Community 
Affairs in TrenboniNJ Distribution procedures listed for 
future amends to environ rept - OL stage 

HJlIL.'R i. Public Service Electric & Oas Co of Neui Jersey 
83/11/22 BCHWENCER.A Licensing Branch 2 3pp 21313 058 S4X 
flthe 50-394, B3/n/23. B31 1300004 


■C Utility Environmental Report <ER). amends & correspondence 


S3I122D478 Feruards revised environ rept - OL stage distribution list, 
per NRC &3i013 itr 

flITTL.R L Public Service Electric & Gas Co of New Jersey 
B3/11/DI SCHMENCER.A Licensing Branch 2 6 pp 21296 282 24X 

Flche 50-354,83/11/01,8311220470 


F Securlii|, medicali emergency fire protection plans 


30I030D362 Oenerlc Ltr 03-33 to all licensees ^ applicants of nuclear 
^ai^er reactors re NRC positions on certain requirements of 
App R to 10CFR50 8 vc list end 

ElSEKHUTi D Q Dlviston of Licensing 83/10/19 Consol idatecT 
Edlscn Co of New York, Inc 2lpp 21114 329 24X 

Pichs SO-OOO, 03/10/19. 8310200362 


B3I123C045 Notification of 831207 meeting la/utll in Bethesda,MD to 
dlscuii fire protection Issues 

VAeKER.B H Licensing Branch 2 83/11/14 SCHUENCER, A Licensing 

Branch 3 app 21290 334 24X Flche 90-334,83/11/14.8311230043 


t Adjudicatory correspondence 


331L)0<1258 Forwards memorandum of law In support of intervener 
lententions I, App 1 (Contentions 1-X) Related 
carrespondenc e 

f OTTER, R W New Jersey, State of 83/11/07 Docketing St Services 
Branch Ip ailB 6 163 24X Fiche 50-354,03/11/07.8311100230 


—G31 1100263 liemorandum of law in support of intervenor contentions, 
listed In end App I Certificate of Sve end 

POTTER, R U , REniS, 8 C New Jersey, Btate of 03/11/07 Atomic 
Safety and Licensing Board Panel 36pp 21126 164 a4X 
Fiche 30-354,03/11/07.8311100238 


0311220442 Answen opposing State of NJ 331107 proposed contentions re 
invkron conditions Contentions lack specificity pertain to 
aitttri beyond scape of hearing Certificate of Sve end 
CONNER,! D Public Service Electric & Gas Co Of New Jersey 
CONNER.! P Conner Wetterhahn 83/11/18 Atomic Safety and 

Licensing Board Panel 43pp 21239 186 24X Flche 50 - 334 . 03 / 11 / 18 , 

9311220442 


B31 1230124 Motions for Judge Carpenter disqual i f Ication* Judg e Morris 
disclosure of further biographical info &< A 8 LB postponement 
of special prehearing conference until resolution of 
Aotlons 

POTTER. R N , RBMtBjS C New Jersey, State Of 83/11/18. Atomic 
Safety and Licensing Board Panel 4pp 21269 053 24X 

Ficho 90-354,83/11/10.8311230124 


— 8311230129 Affidavit of Ril Potter supporting motions for Judge 
Carpenter d isqual i f Icat i on* Judge Morris disclosure of 
further biographical data & ASLB postponement of special 
prehearing conference until Issues resolved 

POTTER, R U New Jersey, State of 83/11/18 9pp 21267 057 
24X riche 50-394, 03/11 / 10 , 8311230124 


— 0311230134 HamDrandom of laiu in support of Qtato of NJ Public Advoc.te 
motions for Judge Carpenter disqual t f i cation. Judge Morris 
disclosure of addl info & ASLD postponement of special 
prehearing conference Certificate of Sve end 

POTTER, R N , REhlS. 5 C New Jersey, State of 33/11/10 Atomic 

Safety and Licensing Dpard Panel 15pp 21269 066 24X 

Flche 50 - 354 , 83 / 11 / 10,8311230124 


B311230054 Forwards corrected Page 26 of 031118 brief opposing State c, f 
NJ Public Advocate contention, 

CONNER,? » Conner r* Wetterhahn CONNER,! B Public Service 

Elect! Ic 8 . Oas Co of New Jersey 83/11/21 MILLER, H E , 

MORRIS, p A , CARPENTER, J H Atomic Safety and Licensing Board Panel 
ip 21271 169 34X Fiche 30-354,83/11/21,0311230094 


— 0311230056 Corrected Page 26 of 831118 brief opposing State of NJ 
Public Advocate contention 

tt Public Service Electric t< Gas Co of New Jersey 03/11/21 
Atomic Safety and Licensing Board Panel Lp 21271 170 24X 

Flche 90-334,03/11/21,8311230034 


0311260204 Partial response to NRC 631116 response to Public Advocate 
of NJ contentions ASLB should admit uncond i tlona 1 Ig 
Contentions I Sc V & admit conditionally Contantlona TI-IV i 
VI-X 

POTTER, R U , REMI 8 . 0 C New Jersey. State of 03/11/21 Atonvlc 

Safety and Licensing Oo«rd Panel 3pp 21260 243 24X 

Flcho 50-334.83/11/21.0311280204 


— 8311200206 AffidAvit of RVf Potter re applicant failure to serve Public 
Advocate of NJ w/FSAR Sc amends 

POTTER, n W New Jersey, State of B3/U/21 3pp 21280 590 
SAX Fiche 30-354.63/11/21.0311260204 


— 8311280211 Affidavit of RM Potter re timeliness of Public Advocate of 
NJ 031117-10 motions Motions Filed in timely manner 
Certificate of Sve end 

POTTER, R W New Jersey. State of 63/1 l/Si 6 p p 21280 233 
a4X Flcho 50-354,83/11/21,0311260204 


6311290229 Advises of sve of enc k document on persons on attached 
list 

SUAIN.R E New Jersey, State of 83/11/21 Docketing t* Serviced 

Branch 2pp 21303 562 S4X Fiche 50-394.63/11/21.8311590229 


— 8311290542 Submits PUC of NJ comments on NJ Dept of Public Advocate 
630909 motion for admission per 10CFR2 714 S, on ancillary 
631107 memoranilum supporting intervenor contentions Public 
Advocate does not represent official State of NJ position 
CURRAN, B A New Jersey, State of 63/11/16 Office of the 

Secretary op the Comm-issi on 49pp 21303 264 24X 

Flche 30-334.83/11/21.0311290229 


H General correspondence 


0311100246 Forwards revised distribution for all N?PD correspondence ie 
facility 

MITTL.R L Public Service Electric & Oas Co of New Jersey 
03/10/28 SCMWENCER. A Licensing Branch 5 2pp 21134 194 24X 

FLcho 50-394.03/10/20.0311100240 


K Utility Final Safety Analysis Report IFSARJ b amends 


0311010167 Forwards Amend 2 to FSAR, consist Ing of general revs 
responses to NRC 030004.10,23.29 & 0907 requests for addl 
info re CL application 

MITTL.R L Public Service Electric 6 Oas Co of New Jersey 
03/10/31 SCKWENCER, A Licensing Branch 2 lp 50973 265 24X 

Fiche 50-354,03/10/31,0311010169 


— 0311010172 Amend 2 to FSAR H/35 overaiie drawings Aperture cards are 
available In PDR 

liARIIN.T J Public Service Electric * Gas Co of New Jersey 
03/10/31 1707pp 20993 266 54X Flche 90-334,93/10/31, 

0311010169 


8311220166 Forwards affidavit certifying distribution of Amend 2 
to F0AR per 10CFR2 lOl 

MITTL.R L Public Service Electric h Gas Co of New Jersey 
03/11/08 SCHWENCER.A Licensing Branch 2 4pp 51254 341 24X 

Fiche 90-394.83/11/08.8311520166 
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Ql In^pF-ctl-on r 0 piort&> lE BuM^tlns *< corrcsp andenc 0 


B30G3007?? IE Info Wotic» 03-6?« Improparly Installed Fire Dampers 
at NuLlear Poujer Plants " Svc list encl 

JOHD/^Wp E L Division of Emergency F*reparedne ss He Enginaerlng 
Respanss (Post 030103) 03/10/51 Consolidated Edison Co of Neu 

Yort, Inc I37pp 21114 331 a4X Fiche 50-000. 03/l0/21» 830B300797 


6300310030 IE Info Notice 03-70. "Vibratioti Induced Valve Failures " 
Svc list encl 

JORDAN. E t- Division of Emergency Preparedness tt Engin oar ing 
Rasponse (Post 030103) 03/10/23 Consolidated Edison Co of Nem 

York. Inc 1 17pp 21057 219 24X Fiche SO-OOO. 031 / 10 / a3» 830B310030 


0311090216 Foriuards IE Insp Rept 30-334/03-13 dT> 030919-23 No 
nonconnp 1 1 an c e noted 

MARTIN. T T Division of Engineering & Technical Progranie 03/10/39 
MARTIN. T J Public Bervtce Electric it Gas Co of New Jarsey 2pp 
21099 003 a 4 X Fiche 50-354.03/10/55.0311090216 


—8311090220 IE Insp Rept 50-354/03-13 on 633919-33 No noncomp 1 iance 
noted Major areas inspected preservLca insp activities. 

Including program statu ». procedure revicu & observations of 
(uork In progress 

MCDREARTV.R A , DLTRR, J P Region 1. Office of Director 03/10/18 
5pp 21099 003 24X Fiche 53-334.03/10/25.0311090216 


0300300799 IE Bulletin 03-07. Suppl 1. "Apparently Fraudulent Products 
Sold Dy Rag Miller, fne " Svc li&t end 

DEYOUNG. R C DlrectPrM Office. Office of Inspectian and 

Enforcement 03/10/26 Consolidated Edison Co of Neu York. Inc 

I79pp 51070 170 24X Fiche 50-000.03/10/26.8308300799 


0308310034 IE Info Notice 03-71. "Defect in Load-Deorlng Welds on 
Lifting Devices for Vessel Head tc Internals " Eve list en-c 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 03/10/27 Consolidated Edison Co of Nauj 

York. Inc li5pp 21037 337 24X Fiche 50-000, 03/1O/27 j B30B310034 


0306310040 IE Info Notice 03-72. "Environ Qua 1 i f icafcion Testing 
Experience " Svc list end 

JORDAN. E i Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/50 Consolidated Edison Co of Neu> 

York. Inc I31pp 21155 024 24X Fiche 50-000. 93/10/20. 0308310046 


0300310037 IE Info Notice 03-73. "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products “ Svc list end 

PARTLOW. J 0 Division of OA. Safeguards It Inspection Programs (Post 
630103) 83/10/31 Consolidated Edison Co of Mru York. Inc 

I 16PP S11S4 248 24Y Fsche 50-000.03/10/31.0306310097 


0300310076 16 Info Notice 03-76. ''Reactor Trip Breaker Malfunctions 
( UntJervol tag e Trip Bevi-ces on GE Type AK-S-23 Breakers) " 

Svc list end 

JORDAN. E L Division of Efrergencg Preparedness U Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of Neu 

York. Inc USpp 21514 024 24X F1 c he 50-000. 03/1 1/02. 0300310076 


03OB3LOO75 IE Info Notice B3-75, "Improper Control Rod Manipulation " 
Svc list end 

JDRDAN.E L OivlBlon of Emergency Preparedness Engineering 
Response (Post 030JQ3I 93/11/03 Consolidated Edison Co of New 

York. Inc 114pp 21513 253 24X Fiche 50-000.03/11/03.8308310075 


6311180255 Responds to IE Bulletin 80-53, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp " Saf e ty-rela ted purchase 
orders surveyed by Bechtel & valves potentially impacted by 
bulletin Identified Valcor solenoid valves uiill not be used 
MARTIN. T J Public Service Electric h Gas Co of Neui Jersey 
03/11/04 MURlEYi T E Region 1. Office of Director, 2pp 
21227 216 24X Fiche 50-394. 83/ U /04. 831 HG 02 S 5 


031L2IO332 Responds to IE aullettn 80-20, "Failure of Hcstlnghouse Typo 
W -2 Bprlng Return to Neutral Control Switches ” Bechtel 
confirmed that Westlnghouse W -2 control switches uHt net be 
used on ''O'* equipment supplied to facility 

MARTIN. T J Public Service Electric & Gas Ca of Neui Jersey 
63/11/64 MJRLEY, T E Region I, Office of Director 2pp, 

21234 250 24X Fiche SO- 354 . 33 / 1 1 /D4, 031 1210332 


0311010015 IE Info Notice 03-77. "Air/Gas Entrainment Events Resulting 
in Bys Failures “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 03O1D3I 03/11/14 Consolidated Edison Co of New 

VoTk^ int 114pp a4X Fiche 50-000,83/11/14.0311010019 


0311010010 IE Info Notice 03-78. "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Past 030103) 83/11/17 Consolidated Edison Co of New 

York. Inc Il7pp 2l603 OOl 24X Fiche 50-000,83/11/17. 0311010010 


R Periodic operating reports & related correspondence 


0311170140 Submits monthly status completion rept Fuel load date far 
Unit 1 is Jan 1956 Const on Unit 2 abandoned in Dec 190J At 
end of Sept 1903. const progress approx 76 SB‘A complete 
LANDRIEU. P R H Public Service Electric 6 Gas Co of Neui Jirii-y 
63/10/20 MCCABE. E C Region 1. Office of Director Ip 
21316 192 a4X Fiche 90-394.03/10/28.8311170140 


B Reportable occurrences. LERs & related correspondence 


0311010417 Significant const deficiency rept re faulty valve actuators 
Initially reported on 030900 Actuators will be returned to 
DtF Valve Corp for rework i* retest Also reported per Part 
21 

MARTIN, T J Public Service Electric I, oas Co of New Jarsey 
03/10/06 MURLEY, T E Region 1. Office of Director Spp 
20973 319 24X Fiche 90-394.03/10/06,0311010417 


8311210299 Interim const deficiency rept re altered expansion anchors 
Initially reported on 630016 Former croft employee 
deliberately circumvented expansion anchor initallatlan 
program Supports wilt be reworked 

MARTIN, T J Public Service Electric & Oas Co of New Jtrsiy 
Q3/i0/2e MURLEY, T E Region 1. Office of Director 5pp 
21234 307 24X Fiche 90-354.03/10/23.0311210897 


T Hearing transcripts on non-antltrust matters 


8311020023 Transcript of 831031 telephone conference tn Wash ingteri. OC 
Pp 1-17 

# Atomic Safety and Licensing Doard Panel 83/10/31 I9pp 
21012 157 24X Fiche 90-394.03/10/31.8311020023 


0311290044 Transcript of 631122 prehearing conference iit 0a I era, II J 
Pp 10-244 

« Atomic Safety and Licensing Board Panel Q3/11/22 226pp 

21304 309 24X Fiche 90-394,03/11/22.0311290044 


DOCKET 50-395 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Appl icatlan/censtruction stage documents corretpondenca 


0311030292 Summary of B30B25 meeting w/QE I* Mark t Owners Group 1t> 
Qethesda.MD re differing opinions between NRC & GE r« 
acceptability of use of GE suppression pool temp analysis 
(Multi-plant Action 0-01) 

SIEGEL. □ Operating Reactors Branch 2 03/10/05 Bperating 

Reactors Branch 2 74pp 21053 244 24X Fiche 90 -00 a< 83/10/05. 

6311030292 


8300310072 Board Notification 03-OOlA provides info re seismic rlih to 
BWR plants BUR absolute core melt probability St risk results 
developed in limited ONL study not meaningful 

EISENHUT. D 0 Division of Licensing 83/10/26 PALLADINO.N J 
Commissioners I2pp 21103 242 24X Fiche 90-000.03/10/26. 

Q30B3 10072 


Q Inspection reports. lE Bulletins it correspondence 


0311100259 Responds to IE Bulletin 00-23, "Failures of Solinold Valv«s 
Mfg by Valcor Engineering Corp ” Safety-related purchase 
orders surveyed by Bechtel St valves potentially impacted by 
bulletin identified Valcor solenoid valves will not be used 
martin,! j Public Service Electric & Gas Co of New Jersey 
83/11/04 MURLEY. T E Region 1. Office of Director 2pp 
21227 216 24X Fiche 50-394,63/11/04.0311100295 


0311210332 Responds to IE Bulletin 00-20, "Failure of Ue» tin g house TyP* 
W-2 Spring Return to Neutral Control Switches '* Dechtel 
confirmed that Westinghouse U-2 control switches will not be 
used on "G" equipment supplied to facility 

MARTIN. T J Public Service Electric 6 Gas Co of New Jersey 
03/11/04 MURLEY/ T E Region 1. Office of Director fipp 
21234 290 24X Fiche 90-354, 83/1 1/04. 031 1210333 


0 Reportable eccurrences, LERs 4( related correspondence 


0311210299 Interim const deficiency rept re altered expansion anchors 
Initially reported on 030816 Former craft employee 
deliberately circumvented expansion anchor installation 
program Supports will be reworked 

MARTIN. T J Public Service Electric & Gas Co of New jersey 
03/10/28 MURLEY, T E Region 1. Office of Director 2pp 
21234 307 24X Fiche 50-394,03/10/20.0311210399 
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COMET 50-3SB WILLI AH H ZIMMER NUCLEAR STATION. UNIT 1 


A Appl i catlon/confitruction stage documents Sc corresponde-nce 


BSlllIJOS'?'? Su(n(nari| of 831013 meeting u/util re proposed course nf 
action to verify plant quality & to complete const 
y^l«wflraphs enc l 

Ktl^TNERfL Licensing Dranch 1 G3/10/S& Licensing Branch 1 

47rp aH53 317 2AX Ftche 30-358.03/10/23,3311100299 


B30d3lOD72 Board Notification 83-OQlA provides info re seismic risk to 
Bvn plants BUR absolute core melt probability b risk results 
developed in limited BNL study not meaningful 

ElSENHur.D Q Division of Licensing 83/10/26 PALLAOINQ, N J 
CoBrtiSsioners 12pp 21103 242 a4X Fiche 30-000,03/10/26, 
8308310072 


6i3ilSlC239 Requests concurrence in outlined approach to independent 
deiign revieu Approval necessary prior to contract auiard 
8idd«rt list.RFP If portione of order suspending const end 
UILLIAHS.J Cincinnati Qas ii Electric Co 03/10/26 KEPPlER, J 0 
Region 3, Office of Director 51pp 21233 212 2'4X 

Ficlia 50-350,93/10/26,8311310239 


I83110204D5 Foruards response to MIC 821112 order to shoui cause & order 
iaaedlately suspending const Response includes charters for 
oversight committee (, advisory staff U lists of Bechtel, OE, 

Sargent << Lundy «« util personnel assigned to facility 
HILLlAhS.U Cincinnati Oas 8< Electric Co 83/10/27 HEPPLER, J G 
Region 3, Office of Director 2S2pp StOlA 052 24X 

Flcht 30-339,83/10/27,8311020405 


8311020164 Amend 152 to OL application consisting of Rev 90 to P8AR 
WILLI AhS.d Cincinnati Oas U Electric Co 83/10/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 21040 154 
S4X Flche 30-358, 83/10/281 0311020164 


8311040091 Foruards questions on course of action, plans to verify 
quality of const !• continuation of const plan, for 
cantiderat i on during preparation of details of plans 
required by 821112 order to shoui causa 

HEPPLER.J G Region 3, Office of Director 83/10/28 NiLLtAHS.J 
Cincinnati Oas q. Electric Co 13pp 210S0 099 24X 

FIchP 50-359, 93/10/28,831 1040031 


8310310403 Generic Ltr 83-38 to all licensees of operating pouer 
reactors 4« applicants for OL re NUREO-0965, "NRC Inventory 
ef Dans " Forwards NUREO-0963 "NRC Inventory of Dams" for 
Info only W/o enci Sve list end 

E1S£M^UT,D 0 Division of Licensing 83/10/31 Consolidated 

Efisoh Co of Nets York, Inc I4pp 21184 015 24X 

Fiche 90-000,03/10/31,8310310403 


B3II020482 Coirmentt on course of action (COA) submitted to NRC by 
Cincinnati Gas (e Electric on 831005 COA falls to reengnita 
Diyton Power & Light (OP<,L) investment by not giving DP&L 
icanihgful participation In project oversight 

J^AFIZADEH, M A Dayton Power U Light Co 83/10/31 KEPPLER. J 0 
Region 3, Office of Director Ip 21014 294 24X 

Fiche 30-338,83/10/31,8311020422 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
ipplicants for OLs L holders of CPs re clarification of Till 
Action Plan Item II H 3 31 Submittal of bounding 
de«on strati on uLll satisfy requirements 6vc list end 
EISEWUT,D Q Division of Licensing 93/11/02 Consolidated 
Edison Co of New York, Inc i6pp 21184 001 84X 

Ftche 90-000, 83/1 1/02, 931 1020051 


33I1L40514 Requests review of Torroy Pines Technology 831005 rept on 
course of action for completing const Requests for addl Info 
riieded by 031103 & SER input needed by 03ill8 

EISEWHUT.D.O Division of Licensing 03/11/04 THOMPSON, H L 
Dtvtslan of Human Factors Safety Ip 21167 251 24X 

rich* 50-350183/11/04,9311140514 


6311150492 Forwards request for addl info re course of action to meet 
requirements In Commission order suspending const 
Iranimlttal to applicant requested 

ElEENii^Ti D O Division of Licensing 83/11/Q4. HARMICK, R F 
Rrglon 3. OPflte of Director 7pp 21100 175 a4X 
Fiihi 90-393, 03/11/04,0311150492 


B3J L 280340 Forwards responses to questions In Enel l of NRC 831035 ltr 
re planned course of action Responses to Enclt 2 |< 3 uill be 
provided w/plan for verification of quality of const 
esnttnuat 1 on of const plan 

UILLIAHBinI Cincinnati Oas Si Electric Co 93/11/09 KEPPUER, J 0 
BiSion 3. Office of Director 416pp 21281 156 24X 

Flche 80-390,03/11/09.0311200340 


Q311210171 Forwards second set of questions ^ comments an proposed 
course of action re insp program, physi cal testing of 
different structures independent audit per B31l0i meeting 
KEPPLER.J G Region 3, Office of Director B3/U/15 WILLIAMS,/ 
Cincinnati Gas & Electric Co 0pp 21231 333 24X 

Fiche 50-330, 83/1 1/1 9, B3t 1210171 


8311280277 Advisee that proposed course of action for facility, 
w/described role for HJ Kaiser Co-rp, unaccep tab le, based on 
info from Ofc of Investigation 

KEPPLER,J G Region 3, Office of Director 03/1 l/2i DICKHDNIER.W 
Cincinnati Gas U Electric Co 2pp 21200 030 24X 

Ftche 50-335,83/11/21,8311200277 


5311280321 Forwards responses to NRC questions re Scope of plan to 
verify quality of const raised in Enel 1 to 031115 
sufafl)! tta 1 

MlLLtAMS.J Cincinnati Gas & Electric Co 03/11/21 KEPPLER, J 0 
Region 3, Office of Director 3pp 21200 217 24X 

Fiche 50-358. B3/1 1/21, 83 1 128032i 


— 0311290329 Torwarda addl Info in response to questions raised during 
831101 meeting re scope of plan to verify quality of const 
extent of Insp of harduare Visual insp will be conducted on 
HVAC, piping 1, electrical sys 

WILLIAMS, 3 Cincinnati Gas U Electric Co 83/) 1/18 KEPPLER. J G 
Region 3, Office of Director 70pp 21S88 220 24X 

Fiche 50-358,83/11/21.8311280321 


8311290199 Informs that 831026 request for concurrence in util approach 
to conduct Independent design revl ew, ref erred to NRR for 
response 

KEPPUER, J O Region 3, Office of Director B3/LI/23 WILLIAMS, v/ 
Cincinnati Gas U Electric Co 2pp 21306 122 24X 

Fiche 50-358, B3/1 1/23, G3l 12951 99 


F Security, medical, emergency fire protection plans 


8311090290 Requests Rev 1 to "Safety Parameter Display Sys 
Implementation Plan," be withheld from public dlsciesure per 
lOrFRS 749 

WILLIAMS, J Cincinnati Oas U Electric Co 83/09/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 6pp 21Q98 013 
24X Fiche 50-350,03/09/30,8311090290 


□311040050 Forwards second status rept on actions taken to field verify 
that fiatssfaetbry remedial actions being taken or have been 
taken to satisfy offsite radiological emergency preparedness 
license eonditlan adopted by A6L8 on 820302 
KRIMH, R W Federal Emergency Management Agency 03/10/18 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Respanse (Post 830103) Spp 21050 126 24X Fiche 50-350,03/10/10, 

9311040058 


—8311040061 Requests preliminary repsonse to A8UB Decision & Order 
ALAO-727 re status of offsite emergency preparedness by 
030915 

JORDAN.E L Division of Emergency rrepar edness ft Engineering 
Response (Post 930103) 03/07/10 KRIMH, R W Federal Emergency 

Management Agency Ip 21055 132 24X Fiche 50-350,83/10/16, 

□311040090 


8310200362 Generic Ltr 03-33 to all licensees St applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to IOCFRSO Bvc list end 

EISENHUT.D 0 Division of Licensing 83/10/19 Cansolldated 
Edison Co- of New York, Inc 21pp 21U4 329 24X 

Fiche 90-000,83/10/19,8310200362 


O Adjudicatory correspondence 


8311170377 Answer opposing NRC motion to defer rulings on Miami Valley 
Power Project (MVPP> 031003 motion to reopen record Decision 
should not be deferred tn await completion of investigation 
Certificate of 8v< end 

WETTERHAHN, H J Cincinnati Gas 6 Electric Co WETTERMAHN . M J 
Conner & Uetterhahn 83/11/15 Atomic Safety and Licensing Board 

Panel |5pp 21208 103 24X Fiche SO'>390, 83/1 t/J 5, Q3l 1 1 70377 


0311170386 Respenids to A&LB request for progress rept on steps taken, to 
resolve offsite emergency planning issues Final draft on 
school sys Implementing procedures expected In early 1984 
WETTERHAHN, M J Conner & Hetterhahn WETTERHAHN,M J Philadelphia 
Electric Co B3/tl/15 FRVE.JH . HODPER.F F , LIVINGSTON, M 
Atomic Safety and Licensing Board Panel 2pp 21259 099 24X 

Fiche 30-350. 03/11/15. 831 1170306 


0311220513 Memorandum In support of NRC motion to defer rulings on 
Miami Valley Power Project motion to reopen 8, City of Mentor 
motion to further defer rulings until completion of 
Investigation Certificate of Sve end 

WEOn.D F Mentor, KY 03/11/15 6pp 2)235 SD6 24X 
Fiche 50-350.03/11/15,0311220513 



230 


DOCKETED ITEMS 


a 31 I 300273 ^lotice that 331.215 conference q# counsel iulU be on 331209 
iifi C inc innat i« OH ASLQ biill tear oral argument on Miami 
valley PoLj-er Project B 31003 petition for reconsideration of 
ASLB 330915 Memorandum U Order LDP-ao-ao 

FRYE*vl H Atomic Safety and Licensing Board Panel. 33/11/29 ip 
21312 115 24J( riche 90-35B!i 33/ J 1 739, 031 1300273 


8308300799 IE Bulletin a3-07»Suppl 1< "Apparently Fraudvlant Products 
Sold By Ray Mi)ler< Inc *' Sve list end 

DEYOUNO^R C Director's Office* Office of Inspection ard 

Enforcement 83/10/24 Consolidated Edison Co of Ynrl.. (nc 

i79pp 21070 170 24X Flche 50-000. 83/10/24 . 8303300799 


H Oeneral correspondence 


3311290293 Responds to Cincinnati City Council Resolution H/ 195-1933 re 
n&ed for area citizens to be informed of activities 
affecting const of facility, per 831014 1 tr Public info 
actions talen or planned listed 

KEPPLERiv/ G Regions* Office of Director 83/11/25 BRUSH. T D 
Cincinnati. CH 3p p Si 302 i35 S4X Flche SO-Osa. 83/ 1 1/23. 
8311290293 


K Utility Final Safety Analysis Report {FSAR> & amends 


8311020144 Amend 152 to OU application consisting of Rev 99 to FSAR 
WILLIAMS. J Cincinnati Oas & Electric Co 83/10/23 DENTOW.HR 
Office oF Nuclear Reactor Regulation. Director 3pp 21040 154 
24X Flche 30-358.83/10/28.8311020144 


8308310034 IE Info Notice 33-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals “ 5vc list me 1 
JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Post 330103) 33/10/27 Consolidated Edison Co of Wew 

York- Inc 115PP 21057 357 24X Flche 30-000. e3/lO/27i &30B3H>034 


8308310048 IE Info Notice 33-72. “Environ Qualification TfStlrg 
Experience " Sve list end 

JORDAN. E L Divlsltiii of Emergency Preparedness U Engineer (rig 
Response (Post 830103) 33/10/28 Consolidated Edison CO of 

York. Inc 13lpp 91155 024 24X Flche 50 - 000 . 03 / 10 / 20 . 830831004 □ 


3303310057 IE Info Notice 83-73. "Radiation Exposure From 01 oves 
Contaminated W/U Daughter Products ” 8vc list end 

PARTLOW. j O Division of QA. Safeguards 4 Inspection Programs (Post 
830103) 83/10/31 Consolidated Edison Co of Neu Vort* Inc 

ll4pp 21154 248 24X Fiche 50-000.83/10/31.8309310057 


—B31 1020147 Rev 99 to FSAR 

a Cincinnati Gaa 4 Electric Co 03/10/31 995pp 21040 157 

24X Fiche S0-D58i 83/10/38. 8311020164 


83L12GO3Q0 Forwards Certificate of Sve for Amend 152 In form of Rev 98 
to FSAR 

WILLIAMS. J Cincinnati Oas It Electric Co 83/11/15 DENTON.H 
Office of Nu-clear Reactor Regulation. Director 3pp 21223 327 
24)( Flche 50-353.83/11/15.8311280300 


0 Inspection reports. IE Bulletins 4 correspondence 


8300310076 IE Info Notice 03-76. "Reactor Trip Dreater Mai functions 
(Undorvoltage Trip Devices on GE Type AK-2-25 Breakers) " 

Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) 83/11/02 Consolidated Edison Co of New 

York. Inc llSpp 21514 024 a4X Fiche 50-000. B3/1 1 702.^ 63083 tl)07fv 


830B310075 IE Info Notice 03-75. “Improper Control Rod Hanif^ui atlon ‘ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 63/11/03 Consolidated Edison Co of 

York. Inc liApp 21513 253 24X Fiche 50-000. 83/11 /03. 9309310073 


8311090145 Third response to FOIA request for NRC rep t re Investigation 
of charges that Bechtel representatives were at facility 
prior to Dechtel nomination to conduct independent util mgt 
review Fortuards App A documents 

FELTON. J » Division of Rules and Records 83/08/02 ANDERBON.R H 
Shau* Pittman. Potts & Trowbridge Spp 21121 349 24X 

Fic)ie 50-358.93/08/03.8311090165 


3311110324 Forwards for revieui e omment, draft IE info notice based on 
NUREO-0947. "Rept of NRC Evaluation Team on Guality of Const 
at Zimmer Nuclear F-ouer Station " Comments received by 
B3C915 uill be considered in final rev 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/00/00 MtLLETT.jC Reactor Controls. 

Inc 7pp 21135 341 24X Flche 50-338.33/00/08,8311110324 


831 1020237 Forwards IE Insp Rept 50-35B/B3-20 on 631017 L 16 No 
none omp 1 i ance noted 

WARN1CK*R F Region 3, Office of Director 03/10/19 WILLIAMS. J 
Cincinnati Gas 4 Electric Co 2pp 21011 033 24X 

Fiche 50-350.83/10/19,8311020257 


— 0311020260 IE Insp Rept 90-350/63-20 on 331017 & 10 No none ooipl lance 
noted. Major areas inspected Part 21 K. lOCFRSO 55(e) repts !< 

IE bulletin followup 

SCHWEISINZ.E R Region 3* Office of Director 03/10/19 4pp 
21011 035 24X Fiche 50-330.03/10/19,0311020257 


3311090226 Ac k receipt of 831021 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/83-17 
HARNICK.R f Region 3. Dfflce of Director 33/11/04 WILLIAMS. J 
Cincinnati Oas 6 Electric Co 2pp 21093 019 24X 

Flche 50-393.83/11/04.3311090224 


—3311090227 Responds to NRC 330923 1 tr re violations noted In EE Insp 
Rept 50-358/83-17 Corrective actions policy for reporting 
def tc ienc ies. par lOCFRSO 95( e). revised to provide immediate 
corrective action to ensure 30-day written submittal 
WILLIAMS. J Cincinnati Ods U Electric Co 83/10/21 KEPPLER. J Q 
Region 3. Office of Director 4pp 21093 021 24X 

Fiche 50-350,83/11/04.3311090296 


3311150161 Ack receipt of 631021 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-350/83-12 
WARWICK, R F Region 3. Office of director 83/11/09 WILLIAr10.^/ 
Cincinnati Oas t, Electric Co 2pp 21172 232 24X 

Flche 50-358.83/11/09.3311190161 


—3311150167 Responds to NRC 030922 Ur re violations tinted In lE lns> 
Rept 50-353/03-12 Corrective actions Procedure MCAR 03-13^ 

“Reveri f ication of CGiE Corrective Action Program." 
developed & personnel adequately trained 

WILLIAMS. J Cincinnati Gas S< Electric Co 83/10/21 KEPPLER, J 0 
Region 3/ Office of Director 7pp 21172 284 24X 

Flche 50-358,03/11/09.8311150161 


03J 1020271 Forwards lE Insp Rept 50-358/83-14 on 030904-30 No 
noncomp 1 ianc e noted 

WARWICK. R F Region 3, Office of Director 63/10/19 WILLIAMS. J 
Cincinnati Gas 4 Electric Co 2pp 21011 003 24X 

Fiche 50-358.63/10/19,8311020271 


— 8311020273 IE Insp Rept 50-350/33-14 on 830906-30 No noncamp 1 lance 
noted Major areas inspe c ted. 1 icensee action on previous insp 
f indingti cans t deficiency repts. IE bulletins L circulars & 
plant tflurs 

CWVNN.T P . NIQHTINGALE.E , HILL, W M Region 3, Office of 
Director 03/10/19 I4pp 21011 007 24X Fiche 50-350.63/10/19, 

8311020271 


0311900477 Forwards IE Insp Rept 50-358/83-13 on 830912- 1 6. 26-30 tk 
1017-21 He nencompl lance noted 

WARNtCK. R F Region 3, Office of Director 83/11/09 WILLIAMS, vf 
Cincinnati Oas 6 Electric Co 2pp 21204 115 24X 

Fiche 50-358*83/11/09,8311280477 


—8311280482 IE Insp Rept 50-398/83-10 on 030912-16.26-30 L 1017-21 
No nancomp 1 iance noted Major areos inspected licensee action 
on previously identified 1 terns* deflc iency rept Items, flCP 
Task VI & IX activities & plant tours 

BCHEIBELOUT, C * OUSTAFaON. R N . OWYNN. T P Region 3* Office of 
Director B3/1J/09 lOpp 21234 117 24X Flche 50-35 B. 63/1 1 /C 9. 

8311280477 


3306300797 JE Info Notice 03-69. "Improperiy Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response ipDst 830103) 83/10/21 Consolidated Edison Co of New 

York* Inc I37pp 21114.351 24 X Fiche 50-000. 83/10/21* B3083D0797 


0306310030 IE Info Notice 83-70, “Vibration Induced Valve Failures " 
Sve list end 

JORDAN* E L Divlslan of Emergency Preparedness l< Engineering 
Response {Past 830103) 83/10/25 Consolidated Edison Co of New 

York, Inc ll7pp 21057 219 24X Fiche 50-000.63/10/25*8300310030 


8311010019 16 Info Notice 83-77. ’’Alr/Gas Entrainment Events Resulting 
in 8ys Failures " 8vc list end 

JORDANiE L Division of Emergency Preparedness Sc Engineerljig 
Response (Post 030103) 83/11/14 Consolidatad Edison C<j qf New 

York* Inc 114pp a4X Fiche 90-000, 03/1 1/14, 831 1010015, 


8311210171 Forwards second set of questions h cdminents on proposed 
course of action re insp program. physical testing of 
different structures & independent audit per 831101 meeting 
KEPPLER.J 0 Region 3. Office of Director 83/11/15 WILHAMB. J 
Cincinnati Gas 6 Electric Co Bpp 21231 333 24 X 

Fiche 50-398.83/11/15,0311210171 
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fjilOlOO-lB IE ln.^o Notice 03-70. '^App^irent Improper Mod of Component 
MfPcHng PJdnt Safety " Svc Hat and 
JOaOAff- E L Oiviston of Emergency Pi eparedness & Engineering 

(Post 030103) 83/11/17 Consolidated Edison Co of Ne^j 

VbtI< Inc M/pP 31603 001 el'lX Fiche 90-000. QS/U/l?. 0311010010 


jjl. 1 Porwardi responaas to NRC duestions re scope of plan to 
wrify q.ualitg of const raised in End i to B31119 
lub/ni iia i 

MlUfAna.J Cincinnati Oas C. Eloctrlc Co B3/ll/ai WEPPLER. J 0 
Ri|ion 3. Office nf Diroctor 3pp SIEQB 217 a^X 
Flche 90-33B. B 3/1 1/21* 031 1200321 


-fiJ 113^0329 Forwards addl info in response to questions raised during 
eSLiOJ meeting re scope of plan to verify quality of const &t 
lEtent of LriiSp- of hardware Visual insp will be conducted on 
HVACj piping {i electrical sys 

WILLIAMS. J Cincinnati Oa s 6 Electric Co Q3/ll/iQ KEPPLER. J 0 
Region 3. Dfflce of Diiector 70pp 212BB 220 24X 

Fiche 50-35a, a3/n/ai*a3i 1200321 


! Periodic oporatlng reports hr related correspondence 


B31 1170340 Interim deficiency rept. Items E-20 t« E-29 re adequacy of 
cable tray h. conduit support welding b cable tray support 
threaded Nelian studs Initially reported on 820903 & 0928 
Concurrence requested for pracedura) developoient 

UILLIAHS.J Cincinnati <3as l« Electric Co 83/11/08 KEPPLER. J 0 
Region 3> Office of Director 6pp 21212 313 24X 

Fichc 90-353.83/11/0010311170340 


0311170399 Interim deficiency rept. Item E'-SO re annunciator sg$ 
replacement light bulbs Initially reported on 830823 Two 
•contact blades in Drato 4390 sodet produce metal shavings 
causing short circuit Circuits will be redesigned 

MIULIAHS.J Cincinnati Oas V Electric Co 83/11/09 KEPPLER* J 0 
Region 3< Office of Director 3pp S120Q 330 24X 

FI Che 30-350,93/11/09.8311170399 


0311S1O423 Interim deficiency rept, Item B-ll re structural steel 
bolting Initially reported on D30-513 Comprehensive reinsp 
program for acceislbla connections developed Procedures 
governing rework program under development 

HILLIAHB/J Cincinnati Gas h Electric Co 83/U/09 KEPPLER.O G 
Region 3, Office of Director 9pp 21838 193 24X 

riche 50-338.83/11/09.8311210423 


i3ll&20390 Foriyards Aug & Sept 1903 quality confirmation program status 
lEfts Ic suininnrij sheet 

HILLIAHS. J Cincinnati Oas & Electric Co 03/10/25 KEPPLER, J 0 
Ri-gion 3i Office of Olrectnr 3pp 21190 145 24X 

riflir 50-a3-d. oa/lO/PS. B31 1020390 


8311020376 "’Quality Confirmation StAtus as of 830031 " 

♦ Cincinnati Oas 1, Electric Co 83/00/31 25pp 21190 140 24V 

FUM SO -3 tJa, 03/10/29. 031 1020390 


Q3n02041S ^'Quality Confirmation Status Package as of 830930 *■ 
i Cincinnati Oas 6 Electric Co 03/09/30 22pp 21190 172 24X 

Flche 50-338,83/10/85.0311080390 


0311170215 Interim deficiency rept, Item M-72 re lack of OA program foi 
fire protection sgs Installation Initially reported on 
821814 Proposed fir* protection QA program developed 
Fallotuup rept will be submitted by B40220 

UlLUIAMBiJ Cincinnati Oas 6 Electric Co 83/11/10 KEPPLER, d C 
Region 3. Office of Director 8pp 21814 107 24X 

Fiche 50-358.83/11/10,8311170215 


0311170362 Interim deficiency ropb. Item M-24 re seismic qualification 
of 13 essential damper actuator mounting brackets Initially 
reported on 601014 American farming h Ventlletlon analysis 
delayed until 831111 ffeit rept folloiulng corrective mods 
WILLIAMB.J Cincinnati Oas L Electric Co 83/11/10 KEPPLER, J 0 
Heglnn 3. Office of Director Spp 81211 316 84X 

Fiche 50-350.03/11/10,8311170362 


))1I290LAO roruards 031109 Nat Doard Intorim Ropt 16 re audit b 
iwrviil Lance activities at facility Author concurs lu/Natl 
StsT-d Audit Toflin recommendations Task NDT-4 re util takeuver 
s/ partial piping sys closed 

V08T.R A Ohio. State of 03/11/14 WILLIAMS, J Cincinnati Oas » 
Elettrtr Co 4pp 21305 218 24X Fiche 90-350,03/11/14 , 0311290160 


flrportabla occurrences. LERs & related correspondence 


an020342 InteTlm deficiency ropt. Item M-61 ro fire protection piping 
(uspinded from essential coble tray supports Hods stopped by 
631112 thou cause order Immed ioioly suspending const Final 
Mpt will be submitted upon mod completion 

VJLLIAMS,^ -Cincinnati Oas U Electric Co 03/10/29 KEPPLER, J 0 
Riglon □, Office of Director 2pp 8J010 236 ^4X 

nebs 50-3SU, 83/10/89. Q3i 1020342 


;ill0?0358 Interim deficiency rept, Item M-91 re overpressur i zatlon of 
hPCa relief valve iE22r039 Initlany reported on 830810 
/u-dit Finding Rept n3*-l9-09 issued to correct defect 
folia uup rept by 040510 

IIILLEAHB.J Cincinnati Oas 6 Electric Co 03/10/29 KEPPLER. J O 
Rtpton 3. Office of Director 3pp 81010 093 24X 

Flih* 90-3581,03/10/89.8311020392 


UU070590 Final deficiency rept. Item M-93 re improperly supervised 
Mre detection circuits Initially reported on 030823 
Inability to. verify fire detection sys unacceptable 

UILLIAM9,U Cincinnati Oas Electric Co 83/10/27 KEPPLER, JO 
Rtgion 3- nfPlce of Dlroctor 2pp 21066 129 24X 

Fiche 30-338. 03/10/27, 0311070990 


0311210338 Interim deficiency rept. Item Q-14 re inadequacy of control ’> 
distribution of design specs Initially reported on 831013 
Applicable procedures for review, approval 6 distribution 
ulll be revised Next rept will be provided by 840109 
MILLIAM3,J Cincinnati Oas 6 Electric Co 83/11/10 KEPPLER. J 0 
Region 3. Office of Director 2pp 21234 122 24X 

Fiche 50-358,93/11/10,0311210338 


0311220290 Interim deficiency rept re lack of insp personnel 
qualifications Oual 1 f icat 1 ons of 252 inspectors adequate.SQ 
Inspectors still under review k 47 inspectors not 
certifiable Followup rept t* corrective action by 940330 
mLLIAMS,J Cincinnati Oas 6 Electric Co 83/11/11 KEPPLER. J O 
Region 3, Office of Director 2pp 21261 295 24X 

Fiche 90-398. 63/1 1/1 1< 031 1S20290 


0311280140 Interim deficiency rept, Item M-lOO re warped standby liquid 
control sys tank mounting flange Initially reported on 
631021 Oap will be filled w/epocy grout to restore 

flange to original design 

WILLIAMS. J Cincinnati Oas U Electric Co 83/11/17 KEPPLER, J 0 
Raglon 3. Office of Director Spp 21279 119 24X 

Fiche 90-350.83/11/17.0311260148 


631 12804B1 Part 21 rept foruarding list of HVAC units supplied to 
facilities All units built In Wins ton-Balem, NC facility 
BROWN, J T Bahnson Co , Inc (subs of Hillman Coat k Coke Co ) 
83/11/10 DEYOUNO.R C Director's Office, Office of 
Enforcement 2pp 21203 357 24X Fiche 90-000. 83/1 1/lB. 0311280481 
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))UI10096 PNO-I n-03-1 1 4 on 031 104. layoff of HJ Kaiser document 
dnlrol tr review employBus announced as part of transfer of 
■ g| EnplDyeo* Interviewed by Kaiser 6 Dechtel to determine 


iTs-y unresolved quality -related concerns 

B{ilWEIDtN2, E; , WARNICK.H, Region 3> Office of Director 

1^ 21149 OOl 24X Fiche 90-390.03/11/07,0311110076 


03/11/07 


0UI90179 Interim deficiency rept. Item 0-17 re main steam line break 
inilyslK Initially reported on 031020 Auxiliary bldg 
prsisure differential resulting from high energy 

na( unacceptable for maoonry walls Final *^utroPi ro j o 

UILLIAKD, J Cincinnati Oas 6 Electric Co 03/it/Oa KEPPLER.JO 
RlSion 3. Office of Director Spp 51172 193 a4X 
Fiche 50-3S0. 03/11/08. 0311150173 


170113 Interim deficiency rept. Item H-97 . 

itrumentatlon welds Initially reported ♦ i. 

viation Disposition Request 1120 submitted to ** 

solve deficiency Final rept will bo J. ^ pr, j ^ 

LLIAM0. J Cincinnati Gas & Electric Co S3/II/09 KEPPLER. J 0 
jion n. Office of Director 2pp 21216 164 ,;4X 

ch« 50-358. D3/n/O0, 831 11701 13 


Fv Security, medical, emergency 6 fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees k applicants of nueUar 
power reactori re NRC positions on certain requirements of 
App R to iOCPRSO five list end ^ ^ , 

EIBENHUT, D G Division of Licensing 83/10/19 Consol Idatefl 

Edison Co of New York, Inc 2lpp 21114 329 24X 

riche 90-000, 63/10/19. 0310200362 


8311010296 Forwards description of proposed change to physical security 
plan fc lafety analysis to complete 030211 k 0009 application 
for amend to Licenses DFR-13. NPF-lO k NPF-19 Fee for 
balance of Class III k two Class I amends 
MEDFORD. M □ Bputharn California Edison Co 03/10/27 
KNIGHTON, 0 W Licensing Branch 3 5pp 20979 182 24X 

Ficha 50-206,63/10/27.0311010296 
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8311160202 Foru/ards IE inap Rept* 90-361/83-35 & 50-362/B3'33 on 
030926-30 If notice of N/iolatlon 

BlSHGPfT W Division of Res » d ent. Reac tor Project & Engineering 
Progra^fts 83/10/27 MCCARTHY, C D Soothern California Edison Co 
2pp 211B9 OBB 24Y Fiche 50-36 5.63/10/27.8311160202 


— B3Hi6020A Motite of violation from insp on 830926-30 

KIRSCH. D F Region 9. Office of Director 83/10/27 3pp 
B11B9 090 24)( Fiche 50 - 361 , B3/ 10/27, B31 1 160302 


—B31 1160206 IE Insp Repts 50-361/83-35 L 50-362/03-33 on 830926-30 
fJoncd'fnp I lanc e noted failure to fully implement approved fire 
protection plan If failure to fully implement requirements of 
Section III O of App R to tOCFRSO 

SCOWHfl^ M - KIRSCH. D F Region 9. Office of Director 83/10/25 
7pp 211B7 093 24X Fiche 50-36 1 ' 83/ 10/27. 031 11 60203 


O Ad judi catotry correspondence 


831J220S09 Order CLI-a3-3B. providing results of immediate effectiveness 
revieui of ASLQ resolution of arrangements for medical svc 
for public Ho safety problem requiring stay of decision 
effectiveness eiists 

CHILKfS J Office of the Secretary of the Commission B3/1J/1B 
4pp 21256 168 24X Fiche 50-361.83/11/18,8311220909 


P Operating lic«nse stage documents correspondence 


B310310069 Responds to FDlA request for eight categories of records re 
certain sys In C-E designed nuclear power plants Forwards U 
document If as listed in App A Nine documents listed in App 8, 
already in PDR 

FELTOH, J M Division of Rules and Records 83/07/20 9ELL.N 
Coalition for Safe Power 3pp 20998 174 24X 

Flclie 30-000,83/07/20,8310310069 


--8310310094 Discusses lack of PoRVs at San Onofre Units I U 2 License 
condition requiring installation of PORVs by first refueling 
should be imposed 

OILINSKYjV Commissioners 02/07/21 Coftimissloners 2pp 
2097B 311 24X Fiche 30-000.03/07/20,8310310069 


G3J 101D296 Forwards description of proposed change to physical security 
plan & safety analysis to complete 830211 6 0809 application 
for amend to Licenses DPR-13, NPF-10 t. NPF-19 Fee for 
balance of Class til & two Class I amends end 
HEDPORD, M O Southern California Edison Co 83/10/27 
KHtOHTOH, 0 M Licensing Granch 3 5pp 20977 182 24X 

Fiche 50-206,83/10/27.8311010296 


8311020333 Forwards "Risk Based Categori lat i on of 0an Onofre SEP 
Issues ” Comments requested within 45 days of Itr receipt 
CRUTCHFIELD. 0 Operating Reactors Branch S 63/10/28 DIETCH, R 
Southern California Edison Co 2pp 21009 233 24X 

Fiche 50-206.83/10/20,8311020333 


'S31DS70472 “Risk Based Categorization of San Onofre SEP Issues " 
ATEFtiB Science Applications, Inc HRC-03-G2-096 
SAl-a3-l31-WA 83/ JO/24 NRC - No Detailed Affiliation 01 van 

164pp 21009 255 24X Fiche 30-206,83/10/23,8311020333 


0310310403 Oenenc Ltr 83-38 to all licensees of operating power 
reactors *r applicants for OL re NUREG-0965, "NRC Inventory 
of Dams '' Forwards NUflEO-0965 “NRC Inventory of Dams" for 
info only U/o end Svc list end 

EISENHUT.D G Division of Licensing 83/10/31 Consolidated 

Edison Co of n«u York. Inc 14pp 21184 013 24X 

Fiche 30-008,03/10/31,8310310403 


8311020143 Forwards Rev 6 to ’'Inservlce Insp It Testing Program, 
Unit 2" it Rev I to "Inservlce Insp 8i Testing Program, 

Unit 3 Revs submitted to request relief from ASME Code 
testing requj reraents for mini-check valves 
riEDFQRD, M D Southern California Edison Co 83/10/31 
HNrOHTOWi O W Licensing Branch 3 Ip 21011 150 24X 

Fiche- 90-361, 03/10/31, 831 1020143 


— 0311O2OJ59 Rev i to “Inservlce Testing Plan, San Onofre, Unit 3 " 

# Bouthtrn California Edison Co 83/10/31 2pp 21011 139 24X 

Flchp 90-361, 03/10/31,831 J 020143 


--8311020171 Rev 6 to *'tnservice Testing Plan, San Onofre, Unit 2 '* 

* Southern California Edison Co 63/10/31 2pp 21011 161 24X 

Fiche 50-361.93/10/31,0311020143 


8311070088 COST/BENEFIT ANALYSIS OF ADDING A FEED AND BLEED CAPABILIT, 
TO COMBUSTION ENOINEERING PREBSURIIED WATER REACTORS 
GALLUP, D R , GAHAN, E , CHERDACK, R Sandia Laboratories FIN A-1309 
NUREG/CR-3421 83/10/31 Division of Safety Technology 165pp 
21122 109 24X Fiche 90-361.83/10/31,8311090088 


6311010182 Generic Ltr 83-37 to all PWR licenseefl re hAJREO-0737 TecJi 
Specs Requests review of Tech Specs to determine consistency 
w/guidance in NUREO-0737 Response required within 90 daye 
of receipt of ltr Svc list end 

EISENHUT.O O Dlviaion of Licensing 83/11/01 Con to t id at ed 

Edison Co of Nei*^ York, Inc 22pp 21149 098 24X 

Fiche 50-000.83/11/01,8311010102 


6311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
EISENHUT, D 0 Division of Liceneing 03/1 1/02 Con * a I tda I ■ * 

Cdifion Co of NeW> York. Inc I6pp 21164 001 24X 

Fiche 90-000, 83/11 /02- 631 1 020051 


8311280019 Forwards Amend 21 to License NPF-JO & safety evaluaiton 
Amend deletes description of specific methodology used to 
calculate min DNB R 

KNIGHTON, O W Licensing Oranch 3 B3/U/09 DASKIN. K P Eoulhetn 

California Edison Co HDLCDMBE, J C San Diego Gas L electric Co 
4pp 21306 325 24X Ficho 30-361,83/11/09.8311230019 


—8311260022 Amend 21 to License NPF-10, dolet i ng it adding daecrlptlon jI 
specific methodology used to calculate min DNDR trip 
setpoint from safety ays settings 

KNIGHTON, 0 W Licensing Branch 3 03/11/09 lOpp 2 1 OCA 323 

24X Fiche 50-361, 83/i 1/09, 6311200019 


— G3112B0024 Safety evaluation supporting Amend Si to Lieeni* NTF-IO 
* Office of Nuclear Reactor ftegulation. Director 03/11/09 3| p 

21306 330 24X Fiche 50-361, ff3/ 11/09, 031 1280019 


Q Inspection reports, IE Bulletin* t correspondence 


03O71SO17S Requests Commission review analysis of serious mlsh4in4ilin| 
of NRC insp/lnvBstlgation of allegations raised re both 
specific & generic welding flaws at Bechte l-comstructed 
p lants 

GARDE, B P Government Accountability Project 03/06/20 
PALLADINO.N U Commissioners 27pp 21024 146 24X 

Fiche 90-000,63/06/20.8307150179 


•8311020162 Affidavit of EE Kent re quality of ueldlng kn nuclaar pQjtr 
plants 1< inadequate handling of allegations by NRC 

KENT, E E Affiliation Unknown 03/06/20 S6pp 2L024 I Tit 24^ 
Fiche 50-000,83/06/20,8307190179 


— 8311020170 Comments on developments in investigations of alleg^tloni 
Opportunity to submit input & initiation of itivestl gat I v » 
effort requested 

GARDE, D P Government Accountability Project 82/09/06 
KEPPLER. J 0 Region □. Office of Director l4pp 21GZ4 19'/ 

Fiche 50-000, 83/06/20, 8307 1 901 7S ‘ 


— 8311020175 Marked-up transcript of EE Kent 031016 statement re 
inadequate welding practices 

KENT.E e Affiliation Unknown 82/10/16 lOpp 21024 214 24» 

Fiche 90-000,83/06/20,0307190175 


—8311020100 Advises that EE Kent refused to sign attached sujorn 
statement even though admitting statement veracity U/o tncL 
SHACKLETON, □ C , JOUKOFF, P U Office of Inspector 8, Auditor 
82/10/19 Office of Inspector L Auditor Ip aj024 224 24 X 

Fiche 50-000, 63/06/20, 0307 150179 


— 6311020162 Submits handwritten notes re EE Kent ueldlmg al 1 t i on • 
&HACKLETON, □ c Office Of Inspector & Auditor 02/10/12 

FOSTER, J NRC - No Detailed Affiliation Given 3pp 21024 234 

24X Fiche 50-000, 83/06/20,8307190175 


— 8311020104 Submits handwritten notes re investigation of EE Kent 
welding allegations 

SHACKLETON, 0 c Office of Inspector it Auditor 82/10/14 
Office of Inspector it Auditor Ip 21024 237 24X 

Fiche 50-000, 03/06/20. 0307 150179 


'0311020107 Submits handwritten notes re investigation of EC Kent 
welding allegations 

SHACKLETON, □ c Office of Inspector it Auditor Ba/lO/14 
Office of Inspector it Auditor I5pp 21034 239 24X 

Fiche 90-000,03/06/20,0307130179 


0306300797 lE Info Notice 83-69, "Improperly Installed Fire Dairpar'S 
at Nuclear Power Plants “ Svc list end 

JORDAN, H L Division of Emergency Preparedness it Engineering 
Response <Fost 03OIO3> 83/10/21 Consolidated Edison Co of Nieu* 

York, Inc I37pp 2U14 351 24X FI c h e 50-000. 03/3 0/2 J . D30Q3'DO79? 
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e Info Notice 03-70, "ViUratl on Induced Fallureft ■’ 

nc I 

OlvliSlon of Emerflqncy I'^rcperod nos s & Enplneorins 
Po«t etBOlO:^) 03/10/25 Consolidated Edison Co of Ne<j 

U7pp ai037 aig g4X richo SO-OOO. 83/iO/2S. B30a3l003'> 


E Bulletin 93“07* 9uppl 1< "ApporantlM Fraudulent Products 
V Minor* t nc *' Bvc list dnc I 

C Director's Office, Office of Inspection and 

.t B3/10/&6 Consolidated Edison Co of Neiu York, Inc 

070 170 a4X riche 50-000,03/10/26.8300300799 


E Info Notice B3-71, "Defect in Load-asaring Welds on 
■vices for Vessel Head 8. Internals " 3vc list oticl 
Division of Emergency Proparodncs* Engineering 
Post 030103) 03/10/27 Consolidated Edison Co of Nei,. 

M3pp 21057 357 24X Fiche 50-000* Q3/ 10/27, 830031003*1 


‘oTuards IE Inip Repts 50-206/03-20.50-361/03-31 8, 

'29 OTk 030926-30 tc lOU & notice of violation Civil 
3t Proposed for Severity Level III violations W/o 
vl of atl on 

D Hogion 3, Office of Diiector 03/10/37 MCCARTHY, C B 
raiiParola Edison Co 3pp 21193 172 a4X 
206 p 03/10/27. 031 1160093 


D le Sn«p R»pts 50-206/03-20. SO-361/03-31 «, 30-362/03-29 on 
30 U 1011 Noncamp I ianco noted failure to tiispase of 
■d inatl IP author i*ed mannei 8. failure to perform 

P * WUHSLAWSKI* E A Region 5. Office of Director 
4 lapp 21193 175 a4X Tithe 50-206.83/10/27.0311160093 


Porvards IC Insp Repts 50-361/03-35 b 50-362/03-33 on 
I h natico 6f violation 

W Division Of rtes Idont, npac tor Project b Eng ineor ing 
03/10/27 MCCARTHY.C D Southern California Edison Co 
D9 0GB a<IX Fiche 50-361*03/10/27.031 1160202 


0311280210 IE Insp Repts 50-361/03-34 8. 50-362/03-32 on 830920 Na 
noncompliance noted Haior areas inspected results of spited 
sample provided by Radiolo g it^al It Environ Sciences Lab 
(NRC contrartoT lab) 

H4MADA.0 K , WEHSLAWSKI.P Region 5. Office of Director 
03/11/10 2pp 212B0 263 24X Fiche 50-361 , 83/ 1 1 / 10, 03 H2B0a06 


83i 1010015 IE Info Notice 03-77* "Air/Gas Entrainment Events ResultinJ- 
in Sys Failures " gvc list encl 

JORDAN. E L Division of Energency Preparedness t Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of Nev 

York. Inc iMpp a^K Fiche 50-000, 03/1 1/14, B3U01001 5 


03)1010010 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Safety * five list «ncJ 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/11/17 Consolidated Fdison Co of N»^ 

York. Inc 117pp 21603 001 S4x Fiche 50-000, 03/1 1 / 1 7, 0311010018 


R Periodic operating reports 6 related correspondence 


B31U703SO Monthly operating repts for 0eot 1903 W/B31017 Itr 

MORRIS.C A . HAYNES. J 0 Southern California Edison Co 83/10/17 
Office of Resource Management. Director 13pp 21212 331 24x 

Fiche 50-361. 03/10/17. 03U 170350 


0311070319 Foruardl response to 030912 req^uest for info r* semiannual 
radioactive effluent release rept for Jan-June 1903 Pages 
3 b 53 b Tables lA, 24, ID b 20 revised 

HAYNES. J G Southern California Edison Co 03/10/24 MARTIN, J 0 
Region 5, Office of Director 2pp 21063 357 24X 

Fiche 30-361,03/10/24.8311070319 


—0311070524 Rev 1 to "Semlantiual Effluent Release Rept, Jan- June 1903 
Pages 3 b 53 fc Tables lA. 2A, 10 b 2D revised to clarify 
values ^ 

e Southern California Edison Co 63/06/30 4pp 21063 359 24X 

FUhe 50-361,83/10/24,83110/0319 


H Notice of violation from insp on 030926-30 
D F Region 5. Office of Director S3/10/27 3pp 
J90 aay Fiche 50-361.03/ 10/27,0311160209 


36 IE I nap nepta 50-361/03-35 b 50-362/83-33 on 030926-30 
ilian.ee iiotod failure to fully implement approved fire 
klon plqn b failure to fully Implement requirements of 
1 III Q of App n to lOCFRao 

4 M , HlH&CK, D F Region 5. Office of Director 03/10/25 
211Q9 073 24X Fiche 50-361,63/10/27.8311160202 


IE Snfo Notice 03-72. ’’Environ Qua 1 1 f icatlon Teotlng 
cc " Sve list enc 1 

L Dlvtfticin Of Emergency Preparednees b Engineering 
CPoat 030103) 03/10/28 Consolidated Edispn Co of Ne‘- 

c inipp 211 as 024 24X Fiche 50 - 000 . 03 / 10 / 28,8300310040 


le Info Notice 83-73* ''Radiation Exposure From Gloves 
ated W/VJ Dauflhtar Product# Sve list encl 
J 0 Diviaior of OA, gofeguard* b Inspection programs (Poat 
03/10/31 Consolidated Edison Co of Neu York, Inc 

81184 240 24X Fiche 50-000.03/10/31.6800310057 


0311140226 Forwards errata sheets correrting errors b omissions to 
"Annual Radiological Environ Monitoring Rept. 1902 " Rept 
additions include Table 16 re semiannual jackrabbit 

BASKIN. K P Southern California Edison Co 03/11/01 MARTIN' J B 
Region 5. Office of Director Ip 21150 250 24X 

Fiche 50-206.03/11/01,8311140226 


— 0311140234 Errata to "Annual RadJvOloglcal Environ Monitoring Rbpt 

i*^^SDoth«rn California Edison Co 02/12/31 4pp 21158 251 24/ 

Fiche 50-206,63/11/01.0311140256 


0311110046 Provides required monthly rept for 030916-1015. d escrib ing 
any occurrence resulting in degradation of auiillary 
feedwater sys Rept lists components involved, cause of 
outage. duration of outage b corrective actions 
MEDFORD, H 0 Southern California Edison Co 03/11/09 
KNIGHTON. G H Licensing Branch 3 3pp 21140 130 24X 

Fir ho 50-361,03/11/09.031 1110046 


3 Reportable occurrences* LERs b related 


I Foruardf Flev h to "Inservice Insp b Testing Program, 
b Rev I to ’'Inservice insp b Testing program, 

' Revs submitted to request relief from A9ME Code 
requlremants for ntlni-check valves 
M a ^aJthern California Edison Co 83/10/31 
4, O’ W Licanslno Branch 3 )p 21011 158 24X 

)-36l. D3/10/31. 831 1020143 


0311070460 RO 03-130 on 831021 . tram B emergency chiller £-335 tripped 
foUou,lM Pl.nn,. plant .volutlnn In «n.tl, po».r 
control room isolation sys realigned from Unit 2 to Uri»t 3 
Flow adjusted b chiller returned to sve 
HAYNE9, J G Southern California Edison^Co 
Region 5. Office of Director Spp 
FJrhe 50-361.03/10/24.8311070460 


83/10/24 
21067 343 24X 


|7| Rev 6 to "Inservice Testing Plan.Ban Onofre.Dhit 8 
^thern Callfornln Edison Go 03/10/31 2pP 21011 161 
50-36 1 . 03 / I Q/t31 ,e3ti QSOl 43 


24 X 


6 IE Info Nollce 83-76. "Reactor Trip Breaker Malfunctions 
nitage- Trip Devices on gE Type AK-2-25 Breaker#) 

I L'’*^^Dlvltlon of emergency 

t CFost B30I03} 03/11/02 Consolidated Edison S® 

U lUfi S1&14 024 B4X Fiche 50 - 000 . B 3/1 1 / 02 . B30B310076 


5 IG Info notice 83-75, "improper Control Rod Manipulation " 

e L^'^Dlvision of Emergency PT'eparednees b Engineering 

I (Post 030103 ) 03 / 11/03 0300310073 

nc ll 4 pp aiSlO 253 24X Tiche 50 - 000 , 03 / 11 / 03.03003100 


16 Fi>rui4r-tid IE Insp Repts 50-361/03-34 b 
Nu none omp I i ahce noted 
jSKr.F of Director 

iVi C D Bduthern California Edison Co 

JO-36 i . 83/ I J / t 0. a3l 1 SS0206 


30-362/03-32 on 

03/11/10 
app 21280 261 


S4X 


,11070177 LBR aa-iai/OOL-O on 03O9a7.coUoUtlons 

oiarpln not ultMn olloui.blo limU, Coos. ooIooko A.t.ptobl. 

DNDB .orpin vrifi.cl o>jthin 

operating limit supervisory sg# W/031025 Ur MARTIN* J B 

HAYNES. J 0 Boutb.rn Californio E'lson Co 83/10/25 HAPmi.J 
Region 5. Office of Director 3PP 21061 993 24X 


111010440 PNB-V-03-O11A oti 031023. Los Angeles b San Francisco 
newspapers quoted allegations of widespread drug use at 
facillti»« Bechtel investigating Evaluation rept expected 

cruAFPFR^ U 1 MQRDERHAUO. L R Region S. Office of Director 
Wm/ir l^P ^0?71 328 24XFi?he 50-206.03/10/26,8311010440 


1100U7 LER 03-131 /03L-0 on 031001, DNBR margin noted net 

iUc limltrcaused by inherent conservatism in Procdure 

1023-^-3 h causing DNDR to be ;B35ol7’"rU 

lower Changes No corrective actions planned Itr 

tAVNE8.J 0 Bouthern California Edison Co MARTIN. J 

legion 5, Office of DlTactor 3pp 2U40 341 ^4X 

:j£he 30-361.83/10/27.0311100117 


itthin Te:h 
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*3311070530 fiO B3-067 none onf ormdnc tf repta documenting misalng or 
tiicoTTectly instslled fjre blankdta on c^ble raceways 
identified Fire uatches establishod Investigation 
continuing Neit rept by 93UU 

HAYNES. J 0 Southern California Edison Co 83/10/29 MARTIN. J D 
Region 9. Office of Director 2pp 210A4 031 24X 

Flche 50-361,83/10/28,8311070530 


0311280^139 LCH g3-130/03L~0 on 031016, core protection caliculitor 
Channel C declared inoperable Cause could not be determined 
Trip considered spurious Channel declared operable N/O3I1L0 
J tr 

HAVNEB, J 0 Boothern California Edison Co 83/11/10 HARTCN, J 8 
Region 5, Office of Director Opp 2lSQ5 291 29X 

Flche 50-361.03/11/10,0311200439 


B311070572 LER B3-096/03L-0 on 931001, control element assembly (CEA) 19 
(Shutdown Group 0> slipped to 99 inches during Mode 1 at 
approjf 507 power Caused by dirty contacts on CGA timer card 
Timer card contacts cleaned I4/B310SB 1 tr 

HAYNES, J G Southern California Edison Co 03/10/20 MARTIN, J B 
Region 5, Office of Director 3pp 21063 341 24X 

Fiche 50-361.03/10/28,0311070572 


0311280301 LER 03~129/O3L-O on 031016. calcuXat 1 ona Indicated that tW&a 
margin not within allowable limits Cause U corrective action 
to prevent recurrence under review DNQR margin verified 
within 1 h by restoring core limit W/B31I14 Itr 

HAYNES. J G Southern California Edison Co 93/11/14 MARTIN, tJ S 
Region 5, Office of Director 3pp 21282 219 24X 

riche 50-361.03/11/14,8311280301 


03U100006 Revised LER a3-l29/0lX-l on 831002* during reactor trip 
breaker survei 1 lance, breakers 4, 5 & 6 demonstrated anomalous 
behavior when undervattage devices tested Cause under 
investigation H/631031 Itr 

HAYNES, J 0 Southern California Edison Co 03/10/31 MARTIN, J B 
Region 5, Office Of Director 4pp 21137 313 24X 

Fiche 30-361,83/10/31.0311100006 


0311280328 RO 83-143 on 831 11 1 , ui/wnl is in Mode 1, Limiting Condltian fzr 
Operation 303 entered for approx 12 mlnutee as result of 
considering emergency chiller E336 Inoperable Review 
ongoing Followup rept will be submitted by 831128 

HAYNEa. J 0 SouthoTii California Edison Co 83/11/14 MARTIN, 0 B 
Region 9, Office of Director Ip 21262 360 24X 

Fiche 90-361,03/11/14,8311200329 


0311040103 PNO-\;-B3-05O on 031028 & 3J, undervol tage coll on reactor 
trip breakers mechanicallg jammed Administrative controls 
instituted to assure that each time reactor trip breakers 
c gc led, visual insp performed to verify coil position 
KIRSCH, 0 F Region 5, Office of Director D3/tl/01 Ip 
21091 041 a4X Fiche 90-361.83/11/01,0311040103 


0311140205 Daily highlight memo On 031020 6 31, during monthly 
surveillance testing, two of eight breakers found ui/ 
vndervoltage trip attachment Inoperable Caused by mechanical 
interference between armature (< copper ring around coil 
RdODiK Licensing Branch 3 83/11/01 DENTON, H R , CA6E,E , 

CARTER, J NRC - No Detailed Affiliation Given 2pp 21164 089 
24X Fiche 50-361,03/11/01,8311140205 


0311140178 LER B3-130/01T-0 on 831021. train D emergency chiller E-339 
tripped following power supply realignment Caused by 
spurious trip from control circuit No further corrective 
actions renuired H/a3ll04 Hr 

HAYNES, J Q Southern California Edison Co 83/11/04 MARTIN, J fi 
Region 9, Office of Director 4pp 21150 198 24X 

Fiche 50-361, 83/1 1/04. 83} 1140170 


B3l 1220356 LER B3-132/03L-0 on 031000. remote shutdown monitoring 
instrumentation pressure indicator 2P1-1013C3 for steam 
generator E-089 declared inoperable Caused by failure of 
lumlgraph assembly Assembly replaced H/a3il09 Itr 
RAV.H 0 , HA'rNES.J 0 Southern California Edison Co 83/11/05 

Region 9. Office of Director Gpp 21261 174 24X 

Fiche 50-361,83/11/05.6311220356 


0311220359 LER B3-12B/03L-0 on B31007, containment airborne radiation 
monitor 2nT-7804 channel C discovered in alarm defeat Cause 
not stated Channel C reset Adminiftratlvo controls on 
monitor being revised H/a3U07 Itr 

HAYNES, vi G Southern California Edison Co 83/11/07 MARTIN, J D 
Region 9, Office of Director 3pp 21261 149 24X 

Fiche 50-361,83/11/07,0311220359 


□311220431 LER B3-i4l/03L-0 on 831007 & 09, reactor tripped on low DNDR 
signal when control element assembly calculator 1 generated 
excessive DN6R penalty factors Caused by failure of 
isolation amplifier card Card replaced H/B31107 Itr 
HAVNEB. J fl Southern California Edison Co 03/11/07 MARTIN, J D 
Revlon 5, Office of Director 3pp 21259 290 24X 

Fiche 50-361,03/11/07,8311220431 


8311280467 LER 03-133/O3L-O dn 831007, reactor trip occurred During 
post-review noted that ex-core linear power level channel C 
failed Caused by failed linear amplifier card Card 
leplaced W/a3U07 Ur 

HAVNES, J Q Southern California Edison Co B3/U/07 MARTIN, J D 
Region 9. Office of Oiractor Opp 21284 302 g4X 
Fiche 50-361,83/11/07,8311280467 


0311110046 Provides required monthly rept for 830916-1015, descrlb ing 
any occurrence resulting in degradation op auxiliary 
feedwater sys Rept lists components involved. cause of 
outago, duration oP outage b corrective actions 
MEDFORD, M 0 Southern California Edison Co 83/11/09 
KhirGHTON. 0 U Licensing Branch 3 3pp 21140 130 24X 

Fiche 50-361.83/11/09,0311110046 


831 1280395 Followup RO re fire protection cable separation Fire watches 
placed where cable separation criteria not mat will remain 
until corrective actions implemented Fire blankets Installed 
to correct three nqnconPormaces 

HAYNES, J 0 Southern California Edison Co 83/11/10 MARTIN, J 0 
Region 5, Office of Director 2pp 21269 I2i 24X 
Fiche 50-36t,83/i 1/10,031 1200395 


6311200419 80 on 031001-01, f Ire duors found inoperable during rojntlioe 
surveillances Design change packages being developed to 
upgrade door latches 6 closure mechanisms into heavier duty 
hardware 

HAYNEb, vi 0 Southern California Edison Co 83/11/15 MARTIN, J 0 
Region 5, aPflca of Director 6pp 21285 230 24X 

Fiche 90-361,03/11/13.8311280419 


0311280447 PNO-V-03-094 on 93 t 1 l4, reactor manually tripped from GOX 
power In response to decrease in pressurixar level 8, 
pressure Caused by operator Incorrectly openlnig emergency 
boration valve 

CCKHARDT, J H , KIRSCH.D Region 9, Office of Director 03/li/l9 
ip 21204 349 24X Fiche 30-361,03/11/15,0311200447 


0311220277 Part 21 rept re problem u/englne piston skirt of DSfl it DSflV 
standby diesel generator Insp at Shoreham discovered 
linear indications exceeding i/16 inch Cause not known 
piston skirts to be replaced w/l^test available design 
DOVER. n E Transamerice Delaval. Inc 03/11/16 Director's 
Office, Office of Inspection and Enforcement Dpp S1S93 330 24t 

Fiche 50-000.03/11/16,8311220277 


0311280307 LER 83-097/03L-0 on 931017, spurious fire protection ly* 
deluge actuation occurred in north cable riser area of 
control bldg Cause unknown No fire or smoke observed in 
area No corrective action planned W/03llt6 Itr 

HAYNEB, J 0 Southern California Edison Co 03/11/16 MARTIN, J D 
Region 5, Office of Director 3pp 21285 J29 24X 

Fiche 90-361.03/11/16,0311200307 


T Hearing transcripts on non-anti trust matters 


6307150179 Requests Commission review analysis df serious nlshandllnq 
of NRC insp/invostlgation of allegations raised re both 
specific b generic welding flaws at Rechtel-ciinstructeil 
plants 

GARDE, D P Government Accountability Project 83/06/20 
PALLADINO.N J Commissioners 27pp 21024 146 24X 

Fiche 90-000. 83/06/20, 0307190170 


— 0311020175 Marked-Up transcript of EE Kent 031016 statement re 
Inadequate welding practices 

KENT, E E Affillatiun Unknown 62/10/16 tOpp 21024 214 24X 

Fiche 90-000,03/06/20,8307190179 


DOCKET 50-362 SAN ONQFRE NUCLEAR BTATIDN, UNIT 3 


A Appl Icatlon/constructlon stage documents 6 cor respondenci 


0310310069 Responds to FOIA request for eight categories of records re 
certain sys in C-E designed nuclear power plants Forwards II 
documents* as listed in App A Nine documents listed In App D. 
already in PDR 

FELTON, J M Division of Rules and Records B3/07/2D BELL, N 

Coalition for Safe Power 3pp 20998 174 24X 

Fiche 30-000,83/07/20.8310310069 


— 0310310094 Discusses lack of PDRVs at San Qnofre Units I I* 2 Llc«r«e 
condition requiring Installation of PDRUs by first refueling- 
should be imposed 

OILINSKV, U Commissioners 82/07/21 Commissioners 2pp. 

20990 311 a4X Fiche 90-000,03/07/20.8310310069 
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■CtJdimi £9 1 on dt^termtnat ion stcitement ul thholding transcript 
of Comjil»«»on B309t6 di sc uss i on/possib le vote on fuU-pouiflr 
OL for San Qnofre Unit 3 

CHIL3^-3 J CfficB of the Secretary of the Conuniss ton a3/U/03 
Public Docufitent Uranch Ip 211^7 2S8 2AH Fiche 30-362.03/11/03 
e3l J H091 1 


fr Sfturlty!' rnedical. emergency S< fir© protection plans 


8310200362 Generic Ltr 83-33 to all licensees tc applicants of nuclear 
pflirer reactors re NRC positions on certain re(iuiremcnt9 of 
App H to I0-CFR50 Qvc list end 

EI&ENHUT.O Q Division of Licensing 83/10/19 Consolidated 

Edison Co of Neu> York. Int 21pp 211M 329 24X 

Flche 90-000. 93/10/19,8310200362 


8311010296 Forwards description of proposed change to physical security 
plan 6 safety analysis to complete 030211 & 0009 application 
for amend to Licenses DPR-13. NPF-10 E» NPF-15 Fee for 
balance of Class Hi ft tuo Class 1 amends end 
kEOFDRD.M Q Soutbern California Edison Co 03/10/27 
lufJJGHTaw. O U Licensing Branch 3 5pp 20979 182 24X 

Fiche 90-206.83/10/27.0311010296 


83111^30202 Foruards IE Insp Repts 90-361/a3«-35 L 50-362/83-33 on 
830926-30 L notice of violation 

aiSHOP.T U Division of Res i d ent. Reac tor Project t. Engineering 
Praarams 83/10/27 MCCARTHY. C D Southern California Edison Co 
2pp 21169 OSS aAX Fiche 90-361.03/10/27.0311160202 


— 831U60204 Notice of violation from insp on 030926-30 

ftIRSCH.D F Rogiori 9. Office of Director 03/10/27 3pp 
21189 090 24X Flche 90-361103/10/27.0311160202 


”0311160206 IE Insp Repts 90-361/83-39 & 90-362/03-33 on 830926-30 
Nanconj> 1 i^nce noted failure to fully inplemant approved fire 
protection plan tn failure to fully implement requirements of 
Biction III 0 of App R to 10CFR90 

BCOUN.K M Region 9. Office of Director 03/10/29 7pp 
21189 093 C4X Flche 90-361.03/10/27.8311160202 


fi Adjudltatarij correspondence 


@311220909 Order CLl-B3-28» providing results of immediate effectiveness 
rsvleu of ASLD resolution of arrangements for medical sve 
far public No safety problem requiring stay of decision 
effectiveness exists 

CHILK.S J Office Of the Secretary of the Commission 83/ii/lB 
4pp 21296 160 24X Flche 90-361.03/11/10.0311220909 


p Operating license stage documents U correspondence 


E2I220O369 Summsrlies findings of 021207-00 plant tour re use of PORUs 
or depr essuri xation scheme for removing decay heat Addl Info 
rc^jesteiif includes general arrangement It isometric drawings 
of piping- near 8an Qnofre pressuriier 

BEftRY.O L Sandla Laboratories 02/12/16 MARCHEBE.A R Generic 
Issuei Drench 3pp 2099Q 206 24X Fi che' 50-000. 03/07/20. 

8310310069 


&3LL010296 Forwards description of proposed change to physical security 
plan lg safety analysis to complete 030211 & 0009 application 
for amend to Licenses DPR-13, NPF-10 & NPF-io Fee for 
balance of Class III !< tuo Clasd I amends end 
HHDFORD. M D Southern California Edison Co. 83/10/27 
xnSGHTDN. G W Licensing Branch 3 Spp 20979 182 24X 

FUhe 90-206.80/10/27,0311010296 


3^311020333 Forwards "Rlst Dased Categorisation of San Onofre SEP 
tisues " Comments requested within 49 days of ltr receipt 
CnurCHFlELD. D Operating Reactors Branch 9 83/10/20 BtETCH.R 

Southern Califarnia Edison Co 2pp 21009 293 24X 

Flche 90-206,83/10/28,0311020333 


'*9310270472 "Risk Based Categorization of Ban Onofre SEP Issues " 
ATEFl.B Bcience Applications, Inc NRC-03-02-096 
SAI-B3-131-WA 03/10/24 KRC - No Detailed Affiliation Oiven 

164pp 21009 299 24 X Flche 90-206.03/10/28,0311020333 


B01C3I0403 Generic Ltr 83-30 to all licensees of operating power 
reacto-rs t* applicants for OL re NURGO-0969, "NRC Inventory 
of Dans Forwards NUREQ-0969 "NRC Inventory of Dams" for 
info only kt/o end 0vc list end 

EISENHUT. D O Division of Licensing 03/10/31 Consolidated 
Edison Co of New York. Inc I4pp 21184 015 24X 

Fleh.e 90-000, 83/10/311 0310310403 


8311020143 Forwards Rev 6 to "Inservice Insp 6 Testing Program, 
Unit 2" f< Rev 1 to "Inservice Insp 8. Testing Progiam. 

Unit 3 " Revs submitted to request relief from AShE Code 
testing requirements for mini-check valves 
MEDFORD. M O Southern California Edison Co 03/lO/3t 
KNIGHTONi 0 N Licensing Branch 3 Lp 2t0l 1 190 24X 

Flche 90-361,03/10/31.0311020143 


•— a3110?0l59 Rev 1 to "Inservlce Testing Planpdan Onofre. Uni t 3 " 

a Southern California Edison Co Q3/S0/31 2pp 21011 199 2^^ 

Flche 30-361.83/10/31.6311020143 


0311010102 Generic Ltr 93-37 to all PUR licensees re nureQ- 0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance iti NUREG-0737 Response required within 90 days 
of receipt of ltr Sve list enc I 

E16ENHOT. D 0 Division of Licensing 93/11/01 Consolidated 

Edison Co of New YorPt. Inc 22pp 21149 09B 24X 

Flche 50-000,03/11/01.8311010182 


8311020091 Generic Ltr 03-39 to all licensees of operating reactors, 
applicants for OLs K holders of CPs re clarification of TMI 
Action Plan Item II h 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list oncl 
EISENHUT. D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of New York. Inc I6pp 21184 001 a4X 
Fiche 90-000,03/11/02.8311020031 


□311200942 Approves deletion of lOO’/, power turbine trip test per Reg 
Guide 1 60 App A 9 based on similarity of turbine trip t* 
load rejection trip. In response to 031019 request 

KNIGHTON. 0 U Licensing Oranch 3 03/11/10 BABKIN. K P Eoutherr. 

California Edison Co HDLCOtIDE. J C 8an Diego Gas & Electric Co 
Spp 21306 395 24X Flche 90-362.03/11/10.0311280542 


Q Inspection reports. IE Bulletins correspondence 


8307190179 Requests -Commission review analysis of serious ntlshandling 
of NRC Insp /inves t i gat 1 on of allegations raised re both 
specific 6 generic uielding flaws at Bechtel-constructed 
p I ants 

GARDE. D P Government Accountability Project 83/06/20 
PALLADlNQ. N J C-oatmise 1 oner s 27 PP 21024 146 24X 

Flche 90-000.83/06/30,0307150179 


—0311020162 Affidavit of EE Kent re quality of welding in nuclear po t 
plants 6 inadequate tiandli-ng of allegations by NRC 
KENT, EE Affiliation Unknown 03/06/20 26pp 31024 173 24- 

Flche 50-000,03/06/20,0307190179 


—0311020175 Harkod-up transcript of EE Kent B310J6 statement re 
inadequate welding practices 

KENT, E E Affiliation Unknown 02/10/16 lOpp 21034 214 24^ 

Flche 90-000,83/06/20,8307130179 


— B311020100 Advises that EE Kent refused to sign attached sworn 
statement even though admitting statement veracity U/o and 
SHACKLETON.O C . JOUKOFF. P V Office of Inspector S, Auditor 
□2/10/19 Office of Inspector h Auditor Ip 21024 224 54X 

Fiche 50-000.03/06/20, 03071 SOI 75 


— -0311020102 Submits handwritten notes re EE Kent welding allegations 
SHACKLETON.O C Office of Inspector it Auditor 02/i0/i2 

FOSTER, U NRC - No Detailed Affiliation Given Opp 210S4 204 

24X Flche 50-000,03/06/20.0307150175 


— 031 10201B4 Bubmlts handwritten notes re invest 1 gabion of EE Kent 
welding allegations 

BHACKLETON.Q C Office of Inspector 6 Auditor 02/10/14 
Office of Inspector 6 Auditor lp 21024 237 24* 

Ficbc 90-000,03/06/20, □307150175 


— G311020187 Submits handwritten notes re 1 nvest 1 gatlon of EE Kent 
welding allegations 

SHACKLETON.O C Office of Inspector h Auditor 02/10/14 
Office of Inspector 8< Auditor 15pp 21024 238 24X 

Fiche 50-000,03/06/20.8307190179 


□300300797 IE Info Notice 83-69. "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list unci 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of Ne 

York. Inc 137pp 91114 391 a4X Fiche 50-000. 03/10/21 . 030030079' 


□300310030 IE Info Notice 83-70, "Vibration Induced VaJva Failures " 
9vc list end 

JORDAN. E L Division of Emergency Preparedness %' Engineering 
Response (Post 830103) 83/10/23 Consolidated Edison Co of Neu 

York. Inc U7pp 21057 219 34X Fiche 50-000.03/10/23.030031003 
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8300300709 IE B3-07 Sufpl 1. 'APPPrentlij Fraoaul.nt Products 

Sold Qu Ra4 Inc Svc list ant I 

DEyOUNQtR C DirectT'5 Office- Office of Inspection and 

Enforcen^ent 03/10/26 Consolidated Edison Co of New York- Inc 

T79jr ^^070 170 24)t Fiche 30-000.03/10/26,0300300797 


0300310076 IE Info Notice 83-76- "Reactor Trip Breaker Ha L f irn ctlon-i 
< UnderVD 1 toge Trip Devices on OE Tgpe AK-2-a3 DreakeTS) " 

Svc list end 

JORDAN- E L Division of gmergeneg Preparedness & enginoering 
Reeponae <Post 8301031 83/11/02 Consolidated Edison Co of 

Yoi k, Inc 115pp 21314 024 24X Fiche 50-000- 83/1 I /Oa. 830aai0076 


03OB31OO34 
Lifting D 
JORDAN. E 
Response 
York, me 


IE Info Notice 83-71, "Defect in Load-Hearing Wolds on 
evices for Vessel Head L Internals " SvC list end 
L Division of E/nergancg Preparedness Engineering 
iPost 030103) 03/1O/S7 Consolidated Edison Co of Ne - 

115PP 21057 357 24X Fiche 30-000. 03/10/27. B30831003 < 


0311280206 rorwardS IE Insp Ropts 50-361/83-34 U 30-362/03-32 on 
8307S0 No none omp 1 lance noted 

WENSLAW6KI-F Region 5. Office of Director 83/11/10 

MCCARTHY. C I) southern California Edison Co 2pp 2)200 261 24i 

Fiche 50-361,03/11/10.831 1280206 


0311O7O59B Forwards results of B30B08 insp of boundary closure 
connection threaded fasteners for primary manway covers on 
both steam g enera tors- per 16 Bulletin 02-02 Fasteners 
acceptat le 

HAYNE*i> J G Southern California Edison Co 63/ 10/27 MARTIN- J D 
Region 5- Office of Director 4pp 21065 25B 24X 

Ficho 30-362.83/10/27-8311070370 


—8311280210 IE Insp Repts 50-361/83-34 8. 50-362/83-32 on B30920 No 
noncomp I lance noted Major areas inspected results of Spiked 
sample provided by Radiological tc Environ Sciences Lab 
<NRC contractor lab) 

HAMADA.G H , WENSLAWSKI.F Region 5- Office of Director 
83/11/10 2pp 21280 263 24X Fiche 50-361.03/11/10-8311200206 


Q31116D093 Forwar/b IE Insp Repts 50-206/83-20.50-361/83-31 !< 
50-362/B3-29 or. 830926-30 6 1011 6 notice of violation Civil 
penalty not proposed for Severity Level III violations W/o 
notice of violation 

MARTIN. J B Region 5. Office of Director 83/10/27 MCCARTHY, C D 
Southern California Edison Co 3pp 21193 172 24X 

Fiche 50-206.03/10/27-0311160093 


—0311160090 16 Insp Repts 50-206/03-20-50-361/03-31 «< 50-362/83-29 
030726-30 6 lOll NoncompUance noted failure to dispose of 
licensed matl in authoriied manner it failure to perform 
surveys 

YUHAS.G P - HENSLAWSm-F A Region 5- Office of Director 
83/10/24 12pp 21193 175 24X Fiche 50-206-03/10/27-8311160091 


0311010015 IE Info Notice 83'-77, "Air/Gas Entrainment Events Result Ins 
in Bys Failures " 8vt list end 

JORDAN- E L Division of Emergency Preparedness & Engineering 
Response <Po&t 830103) 83/11/14 Consolidated Edison Co o-t Ne^ 

York, Inc 1 14pp 24X Fiche 50-000-03/11/14,031)010015 


0311010010 IE Info Notice 03-78. "Apparent Improper Mod o^ Componini 
Affecting Plant Qafety " Svc list end 

JORDAN- E L Division of Emergency preparedness 6 Eng i neei* iTig 
Response (Post 830103) 83/11/17 Consolidated Edison Co of He-* 

York- Inc 117pp 21603 001 24X Fiche 50-000- 03/ I 1/17* 031 lOlOOlfcT 


R Periodic operating reports related correspondence 


0311160202 Forwards IE Insp Repts 50-361/03-35 it 50-362/03-33 on 
830926-30 t notice Of violation 

BISHOP- T W Division of Res ident. Reac tor Project 6 Engineering 
Programi 03/10/27 MCCARTHY, C B Southern California Edison Co 
2fp 21109 088 24X Fiche 50-36 i- 03/10/27. 831 1 160202 


—0311160204 Notice Of violation from insp on 030926-30 

KIRSCH. D F Region 5, Office of Director 03/10/2/ 3pp 
21109 090 24X Fiche 50-361,03/10/27-8311160202 


“B31U60206 IE Insp Repts 30-361/03-35 6 50-362/83-33 on 830926-30 
Noncomp 1 lance noted failure to fully implement approved fire 
protection plan & failure to fully implement requirements of 
Section III 0 of App R to lOCFRdO 

5CDWN-K M , KIRSCH. D F Region 5. Office of Director 03/10/25 
7pp 21109 093 24X Fiche 50-361-83/10/27,0311)60202 


B3OB31OO40 IE Info Notice 83-72- "Environ Qualification Testing 
Eitperience " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co of Neu. 

York- Inc isipp 21155 024 24X Fiche 50-000-83/10/28*0300310048 


B30631D0S7 IE Info Notice 83-73- "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " Eve list end 

PARTLOW-J G Division of QA, Safeguards & Inspection Programs (Post 
830103) 83/10/31 Consolidated Edison Co of New York. Inc 

ll6pp 21154 240 24X Fiche 50-000. 0J/ 10/31- 0308310057 


0311020143 Forwards Rev 6 to "Inservlce Insp & Testing Program- 
Unit 2" 8f Rev 1 to "Inservice Insp H, Testing Program, 

Unit 3 " Revs submitted to request relief from ABME Code 
testing requirements for mini~chec)t valves 
MEDFORD- M O Southern California Edison Co 83/10/31 
KNIGHTON. 0 U Licensing Branch 3 Ip 210U 150 24X 

Fiche 50-361.83/10/31-8311020143 


-0311020155 Rev 1 to "Inservlce Testing Plan- San Dnufre-Unit 3 " 

* Bouthern California Edison Co 03/10/31 Spp 21011 159 2<i 

Fiche 50-361,03/10/31,0311020143 


031 1000358 Confirms 831109 enforcement conference at Region 0 ofc to 
discuss noncompl lance reported In LEft 03-73, per 031026 C< 

2/ telcons Notice of significant licensee meeting forwarded 
BISHOP, T W Division of Res 1 dent, Reac tor Project 6 Engineering 
Programs B3/II/01 FOGARTY, D J Southern Call fornla Ed ison Ci 
Ip 21070 324 24X Fiche 50'362, 03/1 I/O I- 031 1080350 


— B3J1080361 Notification of significant licensee meeting on 631109 
ui/util at Region 7 ofc to discuss violation of regulatory 
requirements identified in LER 03-73 Agenda end 

» Region 5, Office of Director 83/11/01 Region 5, Office of 
Director 2pp 21070 325 24X Fiche 50-362,83/11/01*0311000330 


8311170350 Monthly operating repts for Sept 1903 1.1/031017 Itr 

M8RR16, 6 A , HAYNES- J 0 douthern California Edison Co B3/10/17 
Dfflcc of Resource Management, Director t3pp 2J212 331 S4X 
Fiche 3t)-a61- 83/10/17, 831 J 170350 


0311070519 Forwards response to 830912 request for info re serniiannusL 
radioactive effluent release rept for Jan-June 1903 Pages 
3 & 53 & Tables lA. 2A- ID it 2D revised 

HAVNEb. J 0 Southern California Edison Co 03/10/24 HARTtN. J El 
Region 5. Office of Director 2pp 21063 357 24X 

Fiche 50-361.83/10/24.0311070519 


— 8311070524 Rev 1 to "Semiannual Effluent Release Repti Jan- June 1983 ' 
Pages 3 & S3 & Tables 1A-2A-1D it 2D revised to clarify, 
values 

•e Southern California Edison Co 03/06/30 4pp 21063 359 
Fiche 50-361,03/10/24-8311070319 


8311110046 Provides required monthly rept for 030916-1015, de sc ri hit J 
any occurrence resulting in degradation of auxiliary 
feedwater sys Rept lists components involved- cause of 
outage, duration of outage t, corrective actions 
MEDFORD. M 0 Southern California Edison Co 83/11/09 
KNIGHTON, GW Licensing Branch 3 3pp 21148 133 24?( 

Ficho 30-361-83/11/09,8311110046 


& Reportable occurrences, LERs S< related correspondence 


0311040077 Bummarlies evaluation of operability of radiation monitor 
recorders during 030929 unusual event Recorder Inking 
mechanisms will be maintained 8, sys will be monitored 
monthly Analysis end 

HAYNES- J O Southern California Edison Co 03/10/19 MARTIff. J 3 
Region 5- Office of Director 16pp 21051 054 24X 

riche 50-362-03/10/19,8311040077 


0311040022 RO 03-073 provides correction to content of 831017 ] tr 
providing rept on operability of charging pumps 

HAYNES. J 0 Southern California Edison Co 03/10/21 MARTIN, J & 
Region 5- Office of Director 2pp 21051 202 24X 

Fiche 50-362, 83/10/2 1 , 831 1040022 


0311040054 LER 83-075/03L-0 on 830922, low pressure turbine itqp valve 
3U72200V declared Inoperable after insp revealed valve 50% 
open Caused by lodged piece of wood inside piping between 
disc & seat Wood removed W/031021 Itr 

HAVNEB, J G Southern California Edison Co 83/10/21 MARTIN, J 0 
Region 5, Office of Director 4pp 21050 115 24X 

Fiche 50-362,03/10/21,0311040054 


0311070387 LER 83-070/03L-0 on B30923- control element asientblv 
calculator 1 declared Inoperable when control element 
assembly 15 indicated spurious rod movement Caused by failed 
circuit board W/a3t02t itr 

HAVNEB. J 0 Southern California Edison Co 03/10/21 MARTIN. J 0 
Region 5, Office of Director 3pp 31063 068 24X 

Fiche 50-362,83/10/31,0311070387 
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RQ 03-130 on 031031; train U omerasncy chiller tripped 

fdllOLiing planne<d pldnt evolution In which pouter supply fca 
(OnUOl room isolation sys realigned from Unit 2 to Unit 3 
Flge JUS te d tc chiller returned to svc 
H/^YME 6; U O Boutharn California Edison Co 83710/34 
Rijlfln 5* Dfflce Of [director Spp 210&7 343 24x 

fUh» 50-341, B3/10/24. 03UO7O4AO 


eiljOlOl^O PNS-V-83-011A on S3l023,LDa Angelo t U San Fr^ndeco 
nivipdpere- qooteil allogatlons of widespread drog use at 

Bechtel investigating Evaluation rept evoscted 

^ OJJI07 

SCfWE^F^f^' If W Region 5, Office of Director 63/10/24 Ip 
J097l.3aB a4X Ficha 30-206.83/10/36,8311010440 


Q3110B0361 Notification of significant licenst* afftlng en 031109 
w/utll at Region V ofc to discuss violation of regulatory 
requirements Identified in LER 03-73 Agenda end 

• Region 3, Office of Director B3/1J/01 Region 3. Office of 
Director 2pp 21078 323 2 A% Flche 30-362. 03/ 1 l/oi. S3t 1000330 


8311140203 Dally highlight memo On 931028 1. 31. during aonthly 
surveillance testing. two of eight breattrs found w/ 
undervoltage trip attachment inoperable Caused by atchatiicai 
interference between armature I, topper ring erouod coil 
R08D.K Licensing Dianch 3 83/11/01 DENTON, H R , CA8E,.E , 

CARTER.3 N0C - No Detailed Afflliatlori Qlvm 2pp 21164 095 
24X FI Che 30-341,83/11/01,9311140203 


B3n0706l0 LEFl B3-079/03L-0 on 830929.1014 6 18, core protection 
cilcOleto.r channel A failed, aft indicated by channel A DNBR 
i local power density trips Caused by Huiti-Furpose 
Acquisition it Contra! Sys Error Code 10 W/B31024 Ur 
HAVNEa, 0 Q Bouthern California Edison Co 83/10/26 HAHTIUtJ B 
fligian Office of Diractor 4pp 31066 139 24X 

fiche 5 D-36B> 83/10/26/8311070610 


831H50007 Daily highlight memo On 831031, saltwater leak Pccurred In 
condenser while at 60^ power Plant placad on manual control 
while condenser quadrant Isolated Investigation 4 evaluation 
in progress Ausiliarg feedwater sys tested latlsfactor lly 
ROOD.H Licensing Branch 3 B3/ll/02 DENTON, H , CASE, E , 

EieENHur, 0 NRC - No Detailed Affiliation Olven 2pp 21193 323 
24X Ftche 50-362> 83/11/02,0311130007 


6311070160 LER Q3-07S/03U-0 on 830929, boro nme ter 3AE0203 rendered 
lnDp«rabie when manual iftolatlon valvaft B3J 30B7iU084 6 
63l20DHUO^l closed Caused by improper *ys lineup Corrective 
icti<jn« deter 1 tied In LER e3-073/03L'-0 W/B3joa7 1 tr 
HAVNESj J 0 Southern California Edison Co 83/10/27 MARTIN, J B 
fiiglon 3, Office of Dirac tor 3pp Sl06l 233 S4X 
Plche 30-360, 03/10/27; 031 1070168 


8311140164 LEft 83-O03/O3L-O on 931007, low pressure turbine !• Intercept 
valve 3UV2200L, failed trip solenoid A 4 B tests during 
Monthly Surveillance Test BORS-D-S 34 Caused by failed logic 
card In control circuit Logic card replaced W/931103 itr 
HAVNE3,J O Southern California Edison Co 83/11/03 MARTIN, J B 
Region 5, Office of Director 3pp 2113B 1B6 24X 

Pi Che 50-342.83/11/03,8311140164 


831107O4D6 RQ 03-087 on 831026; in-coro detection monitoring sgs 
<pa;ul*r fal 1 ad, randoring Limiting Condition for Operation 
Ilcai D 10 S unsatisfied LCD 3. 0 3 invoked Cause it 
corr'ectWe mctlons uill be submitted by asilio 

llAYHEO, J O Boutharn Californio Edison Co 83/10/27 MARTIN, J B 
fftglon 9 j Office o# Director 2pp 31067 850 84X 

FKhe 90-363/ 03/10/S7; 831 1070436 


8311140171 LEA 83-002 /03L-0, on 931009. qualified safety paraaetir 
display sys train B tatan out of ftvc dua to smoky oilpr 
tminatlng from cabinet Caused by failed circuit board 
Circuit board replaced U/B3tto3 Itr 

HAVNE8,>i 0 Southern California Edison Co 83/11/03 MARTIN. J B 
Region 5. Office of Director 3pp 21158 I9i 34X 
Flche 50-342,83/11/03,8311140171 


S^niDOlOn LER C3-084/oau-0 on Q3092Q. during monthly survalUahca, 
fuilfiarv feedwater flow rate channel declared inoperable 
Cfoaeii bu indication 3FI*-47ao-a out of calibr due to 
Initrumiant drift Indicator recallbr U/83i027 Itr 
mnestj <? Southern CaUfornia Edison Co 83/10/27 MARTIN, J B 
Riglors 5/ Office of Director 3pp 21137 395 24X 

Flthe* 50-362, Q3/10/S7. 031 1100103 


8311140124 LER 03-oeB/O3L-O on 931005, PCS hot leg saaplt valve 3HV030B 
showed intermediate indication fc could not be doled from 
control room Caused by electrical malfunction Electrical 
leads to valve removed h valve locked closed H/B31104 Itr 
HAYNES, J 0 Southern Celifornla Edison Co 83/11/04 MARTIN. 0 B 
Region 5, Office of Director 3pp 21138 007 24X 

PUha 50-362,83/11/04/8311140124 


?3(lO70Saf5 LER Q3-071/03L-0 on 030929, unusual event declared after 
Yrtldent i f i ed leakage of 1 19 gpoi detected in RCS Caused by 
AlhQr leakage past either chemical 4 vol control sys letdown 
Vlive PBV-9a06 or PaV-9207 W/031028 Uf. 

HAYFIE8# J 0 Bouthern California Edison Co 83/10/28 MARTIN. J B 
Riglon 9. Office of Director 6pp 81044 051 24X 

Ficbe 90-362/83/10/28,8311070525 


6311070530 RQ 83-067. nonconformance ropts documenting missing or 
Incorrectlij installed fire blankets on cable raceways 
Idsntifietf Fire watches established Investigation 
continuing Neit rept by 83iUl 

HAYME0, J 0 Southern California Edison Co 03/10/28 MARTIN, J 8 
Riglors 5* Office of Director Bpp 21064 031 24X 

Fiche 50-061.03/10/28,8311070530 


33U0706:iB LER 83-060/017-0 on 030922, control room cabinet area 
lasrgeMcy *lr conditioning tralh A unit 3ME487 removed from 
ivc for rtiai nt, Llml ting Condition for Operation 3 0 4 
viblatffd by mode changes Process revised H/931028 Itr, 

1IAYHC9, vJ, 0 Southern Callfornle Edison Co 03/10/20 MARTiNi J B 
Rigloh 5» Office of Director 3pp 2i069 357 24X 

Flthe* 50-362, 03/10/20,031 1070638. 


f311iaOi9& RQ 03-091 on 831028, during routine performance 
rtector plant protection sys, undervoltage armatures for 
nectar trip breakers 9 8; 8 observed in mldposltlon 
Sreeker-s reset, Investlgat Ion underway, 

MAVHE&/ J O Southern California Edison Co 83/10/31 
Rigion 9. Office of Director 2pp 21137 346 24X 

Flche 50-362.83/10/31.8311100199 


of monthly 


martin, J B 


311040103 FNO-V-B^-OSO on 831020 It 31, undervoUage coll on reactor 
trip breakers mechanically jammed Administrative controls 
Instituted to assure that each time reactor trip breakers 
eye I e d f vl sual Insp performed to verify coll position 
KlRBCHi D F, Regian 5. Office of Director B3/il/0l iP 
aiosi 041 24X Flche 50-361.83/11/01,8311040103 


311000358 Confirms 031109 enforcement conference ^ ^ 

dleeuaa noncompllante reported in LER 03-73, per 031026 
27 teutons Notice of significant licensee meeting f „ 
DIBHOP^T. W Division of Res Ident, Reactor ‘J! 

Pmorams Q3/U/01 FOGARTY, p 0 Southern Califoi^la Edison Co 
Ip S 1078. 324. a4X Flche 50 - 362 , 83/11 /Oli 831 1000399 


8311220149 LER fl3-134/OX-0 Oh 031007, while comppnsnt coaling water 
pump P024 out of SVC to verify sequence relay actuation, 
relay actuated outside Tech Spec limits Caused by failed 
relay Relay replaced W/B3U04 Ur , 

KAYNE8, J 0 Southern California Edison Co 93/11/04 MARTIN. J B 
Region 5, Office of Director 3pp 21297 030 24X 

Flche 50-362*83/11/04,8311220140 


8311220436 LER B3-086/03L-0 on 031000. contro 1 element assembly 
calculator iCEACl 2 declared Inoperable due to letitor 
failure light actuation 6 invalid CEA position indications 
Caused by personnel interrupting power supply W/83U03 Ur 
HAVNES.sI G Southern CaltfoTnl* Edison Co 03/11/09 MARTI 
Region 9, Office of Director 3pp 21299 251 24X 

Flche 90-362.03/11/05.6311220436 


1311110046 Provides required monthly rept for 030916-1013. defter iblny 
any occurrence resulting in degradation of auxiliary 
feedwater sys Rapt lists components involved, cause of 
nutage, duration of outage L torrsctlye _ 

MEDFORD, M 0 Southern Callfornle Edison 

RNIOHTON, 0 U Licensing Branch 3 3pp 21148 138 24X 


311200315 BO 83-099 on 831031. unit manually tripped from 62X reaetor 
power In response to less of main feedwater Stsao driven 
auxiliary feedwater pump 3P-i40 f^JUd •J*]’ J 
investigatiort ongoing Followup rapt eipicted 

HAYHE8,J0 8outh.Tn C.Ufornl« MAIITm.J S 

Reaion 5, Office of Director 2pP 2I2SS 361 24* 


8311200531 LER 03-OBO/O3L-O on 031012, during RC0 water inventory 
^balance, min temp dropped below Tech Spec min JjJ 

operator delay In diluting RCS 

buildup Min temp specs being hARTIN,J 8 

HAYNES, xj O Southern California ^o MARTIN, v 

Region 5, Office of Oirector 3pp 21SW4 030 
Flche SO-SbE, 83/1 1/09, 631 1280931 

Ragion 5, Office of ‘ 


I 
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B3112Q049B LG« B3-0a7/'01T-O an B3102&. plant monitoring sya computer 
failetl uhile entering Limiting Condition of Operation 
3 10 2 Caused hy moving head disk error in computer Cause of 
disk error unjinoun M/831 HO Itr 

HAVNESi J 0 Southern California Edison Co 83/11/10 KARTlNiJ B 
Region 5, Office of Director 3pp 212B4 131 24X 

El Che 30-362,83/11/10.8311280488 


0311200493 LER B3-099/03L-0 on 83101 5, channe 1 A accident monitoring 
ill B trum entat i on for pressuriier uater level Indication 
declared Inoperable Caused by minor leakage from ref leg 
tubing fitting & pipe plug Leak repaired U/B31110 Itr 
HAYhfEBiJ O Southern California Edison Co 03/11/10 MARTIN. 0 D 
Region 5, Office of Director 3pp 21284 134 24X 

Flche 50-362.83/11/10.831 1280493 


8311280328 RD 83-143 on 831 11 1. u/uni ts in Mode l«Limiting Condition for 
□peratlan 303 entered for approx 12 minutes as result of 
conilderlng emergency chiller E336 inuperable Revleu 
ong olng. Fol 1 ouup rept ul 1 1 be submitted by 831128 

HAYNES^ J 0 Southern California Edison Co 83/11/14 MARTIN* J D 
Region 5* OFflce of Director Ip 21282 360 24X 

Fiche 50-361.83/11/14*8311280328 


6311280384 LER 83-0G1/O3L-O on 831012. RC0 uiater inventory balance not 
completed ulthin required surveillance interval Caused by 
operation supervisor not properly rescheduling inventory 
Inventory balance ccmpleted U/B31I14 Itr 

HAVNES. J 0 Southern California Edison Co 83/11/14 MARTIN, J B 
Region 9. Office of Director 4pp 21285 104 24X 

Ficbe 50-362,03/11/14.831 1280384 


— 831109043B SER denying 831024 application for license amend to ood-ify 
current meteorolog leal & surveillance instrumentation 
Ouidellncs in Suppl 1 to NUnEO-0737 should be utiliicd 
tt NRC - No Detailed Affiliation Given 83/10/21 4pp 
21123 358 24X Flche 30-348.83/10/21,8311090433 


8311030091 FoTbiards control room design reviehi program plan per Buppl I 
to NUREO-0737 for review Plan describes util conduct of 
human Factors revleui of control rooms addresses houj 
previous efforts will be utillxed for review 

CLAYTON. F L Alabama Power Co 03/10/31 VAROA, 0 A Of flea of 
Nuclear Reactor Regulation. Director 2pp 21031 240 24X 

Flche 50-348.83/10/31.6311030091 


—8311030092 Rev 0 to "Alabama Power Co Control Room Design Review 
Program Plan " 

« Alabama Power Co 83/10/31 92pp 21031 242 24X 

Flche 90-348.83/10/31.8311030091 


8311080059 Releases public version of revised emergency plan 
imp lomontlng procedure 

FELTON. J M Division of Rules and Records 03/10/31 Decunant 

Management Branch Ip 21080312 24X Flche 90-348.83/10/31. 

0311080059 


— 8311080063 Public version of Rev 4 to Emergency Plan Implementing 
Procedure FNP-D-EIP-6, "Technical Support to Em-ergency 
Plan " U/831020 Itr 

HUDSPETH. J □ Alabama Power Co 83/09/12 Office Of Nuclear 
Reactor Regulation. Director 20pp 21088 313 S4X 
Flche 90-340.03/10/31.8311000099 


8311280401 LER 03-O98/O3L-O on 031015,27 & 1107, core protection 
calculator B trips received Caused by faulty resistance temp 
device Temp device replaced M/831114 Itr 

HAYNEB.J.O Southern California Edison Co 83/11/14 MARTIN, J D 
Region 5. Office of Director 3pp 21209 129 24X 

Flche 50-362.83/11/14,8311280401 


8311040199 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 03/11/02 Document 
Management Branch Ip 21069 040 24X Flche 90-348.03/11/02. 

831 1040199 


8311280400 LER B3-094/03L-0 on 831012, plant pratection sys channel C 
observed in tripped condition Caused by test/callbr card 
failure. Card removed 6 new card installed U tested M/631114 
I tr 

HAYNES. J 0 Southern California Edison Co 83/11/14 MARTIN, J B 
Region 3. Office of Director 3pp 21263 399 24X 

Ficihe 50-362,83/11/14.831 1280480 


8311280419 RD on 831001-31» fire doors Found Inoperable during rountinr 
eurvel 1 Jane BS Design change packages being developed to 
upgrade door latches i closure mecheniems into heavier duty 
hardware 

HAVNES. J G Southern California Edison Co 83/11/19 MARTIN. J B 
Region 3, Office of Director 6pp 21289 230 24X 

Flche 50-361. B3/n/19, 031 1280419 


8311220277 Part 21 rept re problem u/enginc piston skirt of DSR & 09RV 
standby diesel generator Insp at Shoreham discovered 
linear Indications exceeding t/16 inch Cause not known 
Pleton skirts to be replaced w/letest available design 
DOVER, R E Transamerlca Delaval. Inc 83/11/16 Director's 
□ffice. Office of Inspection and Enforcement 3pp 21293 330 24X 

Flche 90-000,83/11/16.8311220277 


8311280282 LER B3-093/03L-0 on 831017. core protection calculator 
channel C h ex-core linear power level channel C declared 
Inoperable Caused by failed linear amplifier card Card 
replaced N/83in6 Itr 

HAVNES. J 0 Southern California Edison Co 83/11/16 MARTIN. J B 
Region 9. Office of Director 3pp 212B0 079 24X 

Flche 90-362.03/11/16.8311200202 


DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


F Security* medical, emergency fc fire protection plans 


8310200362 Oetierlc Ltr 63-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to tOCFR90 Sve list end 

EI8ENHUT. D D Division of Licensing 03/10/19 Consolidated 
Edison Co af New York, Inc 21pp 21114 329 24X 

Flche 50-000,83/10/19.0310200362 


8311090433 Forwards 8ER denying 830124 application for license amend 
to modify current meteorological monitoring instrumentation 
Proposal would unacceptably relax min number of channels 
presently established Instrumentation tables encl 
VARGA. S A Operating Reactors Branch 1 83 / 10/21 CLAYTON, F L 

Alabama Power Co 5pp 21123 353 24X Flche 50-348,83/10/21, 

B3U090433 


—8311040197 Forwards public version of revised Emergency Flan 
Implementing Procedures OO-EIP-115 re doescaletion of 
emergency c lass! f icatlon. GO-EIP-135 re emergency plan revliu 
it rev it GO-EiP-137 re siren sys testing 

CLAYTON. F L Alabama Power Co 83/10/24 Document Hanaganent 
Branch Ip 21069 041 24X Flche 90-340,83/11/02,0311040199 


—8311040200 Public version of revised Emergency Plan Implementing 
Procedures QO-EIP-115 re dcoscalation of emergency 
classification. OO-EIP-135 re emergency plan review 6 rev V 
OO-EIP-137 re siren sys testing 

MCGOWAN. J W Alabama Power Co 83/10/18. 23pp 21069 044 S4 x 
Fiche 90-348.83/11/02.0311040199 


8311000146 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 83/11/02 Oocumsnt 
Management Branch Ip 21107390 24X Fiche S0-34B* 03/ H /02. 

8311000146 


— 8311080190 Forwards public version of Rev 4 to Emergency Plan 
Implementing Procedure FNP-O-EIP-7. "Security Support to 
Emergency Plan" & Temporary Change Notice 20A to 
FNP~0-eiP-8, "Notification Roster " 

HUDSPETH, J B Alabama Power Co 03/10/24 Document Manageratnt 
Branch 3pp 21107 351 84X Flche 90-348. 03/ 1 1 /02. 031 10301 46 


— 8311080194 Public version of Rev 4 to Emergency Plan Imp 1 ement 1 rg 
Procedure FNP-0-ElP~7, "Security Support to Emergency Plan" 
it Temporary Change Notice S8A to FNP-O-EIP-B. "Notification 
Roster " 

e Alabama Power Co 03/10/21 7pp 21107 399 24X 

Fiche 90-340,03/11/02,8311080146 


031 1090434 Releases public version of revised sve bldg telephone 
d irectory 

FELTON. J M Division of Rules and Records 83/11/07 Documenit 

Management Branch Ip 2U44 012 24X Flche 90-340,03/1 1/07, 

8311090434 


— 8311090437 Public version of revised sve bldg telephone d 1 rec tary * Icr 
inclusion w/Procedure FNP-D-ElP-0 

COBB. R Alabama Power Co 83/09/18 79pp 21144 013 24X 

Fiche 90-340.83/11/07,8311090434 


P Operating license stage documents it correspondence 


0311020227 Grants 030920 request for extension of deadline for Final 
environ qualification of post-accident monitoring electrical 
equipment until 890331 for Unit 2 6 Apr 1904 for Unit 1 
DENTQN. H R Office of Nuclear Reactor Regulation* Director 
83/10/21 CLAYTON, F L Alabama Power Co 9pp 21023 340 24K 

Flche. 90-340. 83/10/21 , 8311 020227 
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MU0?i 5433 FoMji»rd« 'BER dtnyinQ B3012A application for license anend 
isitadlf^q curr«nt meteorological mon\torlno instrumcntatl on 
PrapO-sal mould uoAcceptab ig iplay mlh tiumber of rhonnels 
ffiii-Titlg e^tdliliBhed InBirumentatl or> t;ablo4 oncl 
VWlCft* B A DpOTflting Reactors Dranch l 63/10/21 CLAVTONrF 1. 
ll)lb«0na Power Co 5pp 21133 333 3/lX Flche 50-'3yj8. 03/1 0/S 1* 
0311O*?O433 


831109043D S^R denying 03102A application for license amend to modlfg 
(Crr*nt imetaaralog leal tt survei I lance Instru/nentation 
Qjldalines In Quppl \ to NUREQ-0737 should be utliited 
I KUC No Detailed Affiliation Owen 63/10/81 4pp 
;{MS3 396 34X FUhO 90’'34D. 63/10/21 . Q3l 1090433 


0311290038 Foruardi OER confirming licensee Q3091Q verification that 
tufficisnt condensate supplies for natural circulation 
cooldoun exi«t<per Generic ttr ej~2l <r*f TMl Action Item 
I C 1 Oenerjc Ltr 83-22) 

VAROA'S a Operating Reactors Branch i B3/li/15 CuAYTOn, F t 
Alabama power Co 2pp 21309 287 24X Fiche 90-34B 93/M/J5 

Q3U2TO0S2 


— Q31129D103 3Hn verifying that licensee has sufficient condensate 
supplies for natural circulation cooldown- per Centric i^tr 
0l'2i 

« NRC - No Detailed Afflllatidn Given 63/11/15 Qpp 
21^09 2B9 S4X Flche 30-346. 03/ 11 /< 5. 3311290052 


8311030136 Forwarde roquettod fuo assoc luted ui/NRC r»vlcw of util 
dliatO* 6302 OI 1 0606 ^ 0630 submittals 

CLAXfOfi*F i. Alabama Power Co 03/10/2Q MlLLEn> u O Uiccnae Fee 
M*heg*«»nt Branch. Ip 21036 139 24X Fithe SO-agO* 83/10/28. 

eatoJOisa 


j3l0ai0AO3 Generic Utr 03-30 to all llcensoea of operating power 
ruttafi^ fc applicants for DL re NL/REO-096S. "NRC Inventory 
DaAt ’* Forward a NURE0-096S “NRC Inventorij of Dams" for 
info only U/a end Gve list end 

EIDEHIIUT/P 0 Division of Licensing 03/10/31 Consolidated 
Uiion Co Df Neui York. Inc Mpp 21164 019 24X 

rUh*’ 90-000/03/10/31.0310310403 


83)10101QS Oenerlc Ltr 03-37 to all FWR licensees re NUREQ-0737 Tech 
flfiti Rvi^uasts rnvlew df Tech Specs to determine conslstoncij 
v/guldance in Nl)6F0-0737 Response required within 90 days 
4 I racbipt of Ifcr Qve Ust end 

EI&ENIKJT.D O Division of Licensing 63/11/01 Consolidated 
E4lfon €0 of Neu York. Inc 22pp 91149 098 24X 

flcbti 00-000. 03/1 1/01. 031 1010182 


Q Inspection reports. IE Bulletins 8< correspondence 


0308300797 IE Info Notice B3-69. “loiproperlg Installed Fire Da-.pers 
at Nuclear Power Plants •’ SvC list enci 

JOffOAW. e L Division of Emergency Preparedness ti Engineering 
Response {Post 630103) D3/i0/21 Consolidated Edison Co of Ne^ 

York. Inc I37pp 21114 351 24X Flche S 0 - 000 > 83 / 10/21 . 030830077' 


8311070237 Confirms 831110 mgt meeting in D irmlnghars. AL to <ll»Cu*» 
results of first phase of SAUP program for Aug 19B2 - Jul 
1963 Proposed agenda encl 

□'REILLY, J P Region 2, Office of Director 83/10/51 
MCDONALD.fi P Alabama power Co 3pp 2J0A2 3D5 5*X 

Fithe 90-348,83/10/21.8311070237 


8300310030 IE Info Notite 03-70, "Vibration Induced Valve Failures '' 
Sve list end 

JORDAN. E U Division of Emergency Preparedness L Engineering 
Response IPost 630103) 93/10/25 Consolidated EUison Co of ).»-» 

York. Int U7pp 21097 217 24X FUhe 50-000.83/10/25.030831003'’ 


BlOOaOPDl Oeneric Ltr 83-39 to all licensees of operating reactors, 
ifpllfantf for OLs t« holder* of CPs re clarification of TMI 
icUon Pler> Item il K 3 3I submittal of hounding 
jiaone trail on will satisfy roq^uirements 8vc list encl 
El(^NIfV/T. D O Division of Licensing 03/11/02 consolidated 
Ediion Co of New York. Inc Idipp 21164 001 24X 

Flthc. 90-000.03/11/02. 031 1020091 


6311090000 IiespondB to Generic Lir 63-20 re generic implications of 
SiUn ATWS ovenLs Tost-trlp review & analysis program 
iiicribad In data i 1. Inc lud ing criteria for determining 
tcc«f tab 1 1 1 ty of restart 

CLAVTDN. r L Alabama Dower Cq 83/11/04 VAROA. S A Office of 
NiJtlaar Reactor Regulailen, Director I90pp 8 IIO 2 001 24X 

Ficha 30-3411.03/11/04.0311090600 


KHM90aS9 CiarlFle* current commitment* re surveillance «< maint of 
rrAftor trip breakers following installation of new 
idtonati'C sliunt trip feature Feature already installed In 
ilnii 0 & will b« installed in Unit 1 in First Quarter 1984 
CLAYTON. F L Alabama Rower Co 83/11/07 VAROA. 6 A Office of 
Nuclear Reactor flogolafclon. Director 2pp 21168 097 24X 

Fiche &0-34Qi 8^/11/07.0311 190239 


D 3 U 1&0217 Forwora* safety evaluation 6 < technical evaluation rept re 
licensee reepooees to NUREO-OVaY. Ito'h 11 D l. "RCB Vents, 

ActLont completed ^ ^ m avtaw i- 1 

VAROA, a A Operating Reactor* Branch 1 03/11/07 CLAYTQN.) l 

Alabama Power Go. Dpp 81301 138 24X Fiche 90-340.83/11/07. 

0316160217 


8308300799 l£ Bulletin 83-07. Suppl 1. "Apparently Fraudulent Produtts 
Sold Sy Ray Miller. Inc • Sve list encl 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated Edtion Co of New York, in: 

I79pp 21070 170 24X Fiche 90-000.83/10/26.0300300799 


8311010220 Forwards revised reactor vessel eiam program* m response 
Oencrlc Ltr 03-19. "Implementation of R«v t to Reg Guide 
I 150" t» sMbj reg guide, "Ultrasunic Testing of Reactor 
Veseel Welds During Preservite b inservice Ciamt " 

CLAYTON.FU AUtB^sA Povisr Co 83/10/26 VARGA, S A OffUeof 
Nuclear Reactor Regulation, Director 3pp 20993 14/ 

Riche 50-348,83/10/26,8311010220 


34x 


—6311010224 "Alabama Rower Co Position for Augmented Reactor Vestel 

a Westlnghous* Electric Corp 83/10/06 32pp 20993 150 24X 

Fiche 30-348.03/10/26,0311010220 


1300310034 IE Inf 9 HoLtce 03-71, "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Head b Internals ■ Sve list 
JflROf M. E L Division of Emergency Rreparednes* 6 Engineer ng 

<Po» B30.0.. . aa, .o,S7 ^ 


300310048 IE Info Notice 03-72, "Environ Qual If Ication Testing 
Btperlance Sve list encl . , . 

JORDAN, E L Division Of Emergency Preparednet* b Engineering 
n^ennnse ipost 830103) 83/10/20 Consolidated Edlton Co of Ne^ 

Response .^n-ono. ea/io/sa, B3083i004t3 


"0306070474 "0olacted Operating Reactor l*so»» Program II RC8 8ys Vents 
tHUHECJ-0737. Item II B I ). " final technical I! „ 

HELDjOT Energy, Inc TR~396/0ai2A 

OlVltlon off Licensing 6pp 21201 146 24X Fiche 90-346. 

03/11/07, B31 1160217 

D3ll2a0112 ForwartI* WCAP~10429. "Analysis of Capsuls U fram Alabama 

Power Co, Jh FarlayrUnit 2 Reactor Veasol Radiation 
Surveillance Program •’ _ . n-.,!... n* 

aAVTDN. F U Alabama Power Co Q3/U/i0 

Njtleaf Raactor Regulation. Director 2pp 21357 269 aeR 
Fiche 50-364.83/11/10,8311220112 

*-0311220119 "Anaiy»li of Capsule U from Alabama Power Co UK Farley, Unit 
S noactoT Voestl Radiation eurveUlance Cars 

KUNDA.Ii K . VANICHKO, 0 E . C)«NEY. C A WesUnghouse Electric Corp 
MCAr-10429 83/10/31 86pp 21297 2?! 24X 

FlchP’ 90^36^. 83/11/10. 8311220112 

0311160352 Notification of B31116 meeting u/otll In Bethe«da. HD to 

discu** proposed licensing VAROA. 8 A 

REEVEB.E, A aparatlng Reactors Branch l 83/11/14 vnwwfl. » 
Dptrating Reactor* Branch 1 2pP 2)222 168 e 
FUh* 90-340.83/11/1418311160352 


83<I03,OOS7 16 Infc, H.tlt. B3-7a. “R.dl.M.n 6.,»,ur. Fr.« e,«v.. 

rjltCll TZVu.X <F... 

2,154 2,0 24X F105O 50-000.33/, 0,31. 23003,00,7 

03063.0070 ,B /ff« N..„, 

(Undervultage Trip Device* on CE Type AK 2 25 Drtat»rs> 

r"o.vi.,o» OF |m.Fg,pco '’’••'•"trir.Mo'cJtrorro’ «. 

02 " a,, f.co, ,o-ooo.63/„/oa.03OO3.oo7o 

03, ,270267 to ,6 BoUot.n 83-07 SupM 1 C;«F.n,.. ...nUF..4 

« not h.vlM .0,4 FroJoct. WEONeR.M 

Of?,j“'o"Fl°, orio.p,itlOn ooO 6nf«r,..,nt aop 
21302 , 23 24* Fich, 50-000. Ba/u/oo-sa'ta",®*^^ 

03„D,OO,5 IE .o.o Notice 05-77. >A,r/8,. Eotr„o..o. Ev.nt. 


A 
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8311010016 IE Info Notice B3-70. "Apparent Improper Mod af Component 
Affectinfl Plant Safety *' Svc end 

JORDAN. £ t Division of Efner^e^cy Preparedness & Efigin»crlng 
Fleseonse (Pott 830103) 03/11/17 Consolidated Edison Co of New 

Yorki Inc UTpp ?1603 00l 24X Fiche 50-000, 03/1 1 /17, B3H010010 


8311280334 Responds to IE aulletln 03-03 re diesel generator check 
valve integrity Valves foond in good operating condition w/ 
discs free to move In fully open tt shut positions 

GLAVTOM, F U Alabama Pauer Co 03/11/17 Q'REILLV*J P Region 2- 
□ ffice of Director P 21260 202 24X Flche 50 - 364 f 03/1 t/17i 

0311260234 


R Periodic operating reports & related correspondence 


8311030112 ’’Bemiannual Radioactive Effluent Release Rept, J«n-June 
1962 '* w/aaoaso itr ^ „ 

CLAYTONi F L Alabama Pouiot Cp 62/06/30 0 'REILLY/ J P Region 2 . 

Office of Director 139pp 2i037 321 24)C Flche 90-340/02/06/30/ 

0311030112 

831 1030137 'Somiannual Radioactive Effluent Release Rept/Jul^Dec 1902 
W/e3022a Itr ^ „ 

CLAYTONjF L Alabatna Poiuer CP 02/12/31 O'RElLLYiJ P Region 2, 

□ fflce of DlTectOT 104pp 21039 109 24X Flche 90-34B» 02/12/31 . 

8311030137 


0311030140 '’Semiannual Radioactive Effluent Release ReptiJul-Dec 1982 
11/630220 Itr 

CLAYTON. F L Alabama Power Co 62/12/31 O'REILLY. J P Region 3. 
Office of Director lOOpp 21036 322 24X Fiche 50-3401 02/13/31 1 

831103014(3 


031 1030177 porti/ards revised B3OS20 "Semiannual Radioactive Effluent 
Release Rept^ 1902 ” R*v corrects error in Table a-CA re 
cumulative joint frequency distribution Error caused by 
computer softmare problem 

CLAYTON/ F L Alabama Power Co 03/03/19 O'REILLY. J P Region 2. 
Office of Director Ip 21034 111 24X Flche 90-340*83/03/19/ 

0311030177 


0311070553 Part 21 rept re potential defect in replacement RlA rubber 
valve seat for 4e-lnch RlA containment purge valve Initlali-y 
reported on 031025 Supp I i pr. Buffalo Weaving (i Qelting>wlll 
produce anvil seats using oxtrudpd preform 

WILSON/ A K Henry Pratt Co 83/10/20 KEPPLER. J 9 Region 3* 
Office of Director 4pp 21065 267 24X Flche 50-000. 63/ 10/20, 

0311070593 


0311090340 Supplemental Part 21 rept r* short circuit bus bra-elrg 
inadequate for lO-cycle - 78. OOO-amphere uiithstanrf test 
Equipment redesigned 6 mod kits 6 instruction books 
prepared Listed customers advised to initiate mod 

DWYER/P M (Janeral Electric Co 03/10/28 DEYDUN9. ft DlTictdf't 
Office* Office of Inspection and Enforcement 7pp 21103 294 34X 

Flche 50-000.03/10/20,0311070340 


0311070606 Forwards LERs 03-O6S/O3L-O tt 03-O43/O3L-O 

CLAYTON. F L Alabama Power Co 03/10/31 Region 2, Office of 

Director Ip 21070 047 24X Fiche 90-340*03/10/31/0311070606 


— 0311070629 LER 83-O43/03L-0 on 031001/ RHR loop A suction relief vals • 
02eilV013A declared Inoperable due to relief setpoint being 
out of tolerance Caused by setpoint drift Betpoint adjusted 
HAIRSTON, w O Alabama Fowar Co 03/10/01 Region 2. Office «f 
Director Ip 21070 050 24X Flche 50 - 340 / 63 / 10 / 31/8311070606 


0311090303 LER a3-044/O3L'*0 on 031005. train A penetration roofu 
filtration sys declared inoperable due to unacceptable 
charcoal adsorber. Caused by use of train for removal -of 
RHR pomp room smoke Adsorber replaced W/831103 Hr 
HAIRSTON. W O , CLAYTON/ F U Alabama Power Co 63/11/03 
a, Office of Director 3pp 21109 181 24X Flche 50-364/63/11/03/ 

0311090303 


8311090327 LER S3-046/03U-0 on 831003*04/05.06 U 11/ hydraulic snkJbhirf 
St two mechanical snubbers declared inoperable after falling 
hydraulic snubber visual test & snubber functional test 
Probably caused by excessive heat 8 < vibration W/03ilO3 Ifcr 
HAIRSTON, H O , CLAYTONjF L Alabama Power Cq 03/11/03 RUjilOn 

2/ Office of Director 3pp 21104 230 34X Fiche 90-364-I 93/ 1 1 /03. 

8311090327 


— 8311030203 Revised Table O-CA re cumulative joint frequency 
distribution to "Semiannual Radioactive Effluent Release 
Rept. 1902 ■' 

* Alabama Power Co 82/13/31 I4pp 21034 112 24X 

Flche 90--348* 83/03/19/ 8311030177 


031103 0039 Faruards revs to "Semiannual Radioactive Release Repts* 

L9B1 tt 1902 " 

CLAYTON# F U Alabama Power Co 03/06/20 O'REILLY/ J P Region 2. 
Office of Director 2pp 21027 101 24X Fiche 50-340*83/06/20/ 

0311030039 


0311170319 Forwards LERs 83-066/03L-0. B3-067/03L-0, 03-060/031-“ 0, 
83-069/03L-0. 83-04S/03L-0 «< a3-047/03L-0 

CLAYTDN/FL Alabama Power Co 03/11/07 Region 2, Office Of 
Director Ip 21212 252 24 X Flche 50-348/ 03-^1 1/07. 031 1 170319 


— 0311170337 LER B3-045/03L-0 on 031006* source range monitor N-32 
declared inoperable when review revealed that Functional 
Check FNP-2-9TP-41 1 not performed within allowed time 


Caused by per 
HAIRSTON. W 0 
Dlroctor Ip 


sonnel error Check performed 

Alabama Power Co 03/11/07 Region 2i Office 
21212 258 24X Fiche 50-340/ 63/ 1 1/07# 031 1 170319 


■O-f 


— 0311030041 Revs to ''Semiannual Radioactive Release Repts# 1981 & 1902 
« Alabama Power Co 82/12/31 31pp 21027 103 24X 

FI ch e. SO-SRSi 03/06/20/ 831 1030039 


Q311150291 Forwards status of all licensing Items identified in util 
030113 Itr Status provided on monthly basis to Include addl 
submittals requesting approval 

CLAYTON/ F L Alabama Power Co 03/11/04 VAROA/S A Office of 
Nuclear Reactor Regulation/ Director t2pp 21160 033 24X 

Flche 90-348.03/11/04.8311150291 


— 8311170344 LER 83-047/031^-0 on 031OOB. of f s I te power to startup 
transformers 2A tt 20 lost Caused by phase-to-ground fault on 
Phase 3 of breaker 830 Breaker 030 isolated 6 startup 


transformers 2A 8 r 2S raeneroited 
HAIRSTON. W 0 Alabama Power Co 03/11/07 
Director Ip 21212 259 24X Fiche 30-340. 


Region 2 . Office of 
03/11/07# 031 1 170319 


0311170369 Forwards LERs 03 -O 7 O/OOL-O. 03-O40/O3L-O & B3-(549/'0'3L.-O 
CLAYTON/ F L Alabama Power Co 83/U/09 Region 2. Of f * c • i^f 
Director Ip 21209 017 24X Fiche 90-340*03/11/09.8311170369 


0311150305 Monthly operating rept for Oct 1783 W/B3ino Itr 

HAIRSTON. W 0 f CLAYTON. F L Alabama Power Cd 03/11/06 Office 
of Resource Management* Director 9pp 21179 306 84X 

Fiche, 90-364. 83/ 1 1 / 06 * 831 1 1 90309 


— 0311170378 LER e3-O40/O3L-O on 831011/ RHR pump 
oil eight glass found devoid of oil Caused by 
vendor Info Proper oil level marked 
HAIRSTON. W O Alabama Power Co 83/11/09 
Director ip 21209 019 24X Fiche 30-340/ 


2B lower motor bearir^g 
error in 

Region 2 # Office of 
03/11/09. 031 1170369 


g Reportable nccurrences, LERs «< related correspondence 


B31 1010343 Updfltud LER B3-Oa9/01X-l on 830917, while securing steam to 
turbine bldg as part of normal shutdown. MSIVs Q2N11V0016/ 

IC tt 2B initially failed to dose under no-flow conditions 
Caused by binding In valve packing W/83I019 Itr 

HAIRSTON. W G . CLAYTON.F L Alabama Power Co 03/10/19 Region 
2# Office of Director 5pp 20979 290 24X Flche 50-364/83/10/19, 

8311010343 


3011020177 LER B3-042/03L-0 on 030920. RHR pomp 2B tripped while RHR 
Loop B In SVC - 8 . RHR Loop A secured Caused by crack in lower 
bearing oil fill, drain & sight glass pipe Pipe manually 
rotated H/031028 Itr 

HAIR9T0NjW 0 # CLAYTON/ F L Alabama Power Co 83/10/20 Region 
2. Office of Director 3pp 21011 141 24X Fiche 90-364/03/10/20. 

0311020177 


— 0311170301 LER 83-049/03L-0 on 031011/ RC8 chloride concentration four 
low Cause undetermined Letdown & purification restored & 


concentration 
HAIRSTON. W 0 
Director Ip 


returned to acceptable level 
Alabama Power Co 03/11/09 Region 2. Office of 
21209 020 24X Flche 50 - 340 / B3/1 1/09. S3 1 1 170369, 


d 


0311220201 RD on 031019 * instrument air to piping penetration room 6 
containment inadvertently isolated* caus Ing letdown line tp 
Isolate tt charging line to open fully Caused by improper 
valve assembly Valve repaired 

CLAYTON/F L Alabama Power Co 03/11/14 O'REILLY, J P Region 2- 
Office of Director 2pp 21254 292 24X Flche 90-364.03/11/14, 

0311220201 
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socket 50-36<> EDWIM t HATCH NUCLEAR PLANTj UNIT 2 


F Sfcurltiji n^edicalp ^merg«ncg tc fire prot&ttign plan# 


e31l07043& Dstument# training ^ B^pgrUnce of NRC %t NRC contract 
ptricnrei ottkvrving 031013 enorgencg Bterciie 

IJAHCEiH C Dlviilon of Project & ResiQsnt Programs 83/10/05 

y ELLY* ft J Georgia Power Co 3pp 21067 29B 24x 

Fich* 50-321- 83/10/05« 831 107043S 


B3l02003ba Oenertc Ltr 93-33 to all lic»n»eefr ^ appUtanti of nuclear 
»«uBr reactors re NRC positions on certain r eq^ulrenieots of 
App R to 10CFR5D Svc list end 

CI&ENHUT, P O Division of Licensing B3/10/19 Con sol 1 dat ed 

e^lion Co of New VorV* Inc 2ipp 21114 329 24j< 

Fjche 50-000. 83/10/ 19i 8310200363 


8:311160465 Releases public version of revised emergencg pUn 
l#pl4Bienting procedures 

FELTON'O M Division of Rules and Records B3/il/io Document 
Mantgenint Branch Ip 21219 100 a4X Fiche 50-321 , 83/1 1/10, 

BI3L 1 160485 


— 8311160487 Foruarde public version of revised emergencg plan 
leplimenting procedurtsj Indgd ing Procedures HNP-'4 b 27 re 
offsite radiological environ monitoring during emergencies 8- 
HMP-4a3S re offsite dose estimation 

HlX-H C Georgia Power Co 83/10/17 Office of Nuclear Reactor 
Regulation- Director Ip 21219 lOl 24X Fich*' 30-321 * B3/1 1/10. 
631 1 i 604S5 


—6311160486 Public version of revised emergencg plan imp lamenting 
procedures* Includ ing Procedures HNP-4B27 re offsite 
radiological environ monitoring during emergancies U 
HNP-4e52 re offsite dose estimation 

OREENE.T I ROO^RSiU H p N1X<H C Georgia Power Co 63/10/12 
ia3pp 31219 103 24X Flche 50-331-83/11/10,8311160469 


83U&2D396 Forwards addl Infb juitifglng three reciuests for escmption 
fron 10CFR90 48 4- App R as discussed in 830330 meeting Rav 
to 620701 response will be submitted bg 831130 
GUCUApL T Georgia Power Co a3/il/16 STOLZ, J F Cgerating 
Aeactors Branch 4 3pp 21261 102 24x Flche 50-321,83/11/16, 

B3USSQ396 


P Opirating license stage documents t< correspondence 


B3l 1030292 Summarg Of 830625 meeting u/GE Hark I Quners Group in 
Dckhesdai MD re differing opinions between NRC b GS re 
acceptability of use of OE suppression pool temp analysis 
CHuItl-plant Action D-Oll 

BlEGELfB Qperating Reactors Branch fSi 83/10/05 Operating 
Riactors Branch 2 74pp 21053 244 a4X Fiche 50-000.83/10/05- 
6311030292 


8311020198 DLscussbs failure to meat items 9» 7 t( 6 of 830708 order 
CQnflrming licensee commitment on pipe crack issues due to 
drguelt eiiulpmeht drain sump pump failure Present method to 
determine leakage rate meets intent of order 

ElGENMUTrD G Division of Licensing 83/10/20 BECKHAMi J. T 
Gsorgia Power Co 6pp 21023 314 24x Plche 50-366.63/10/20, 

8^11020198 


B3ill)lO'i46 Application to amend Licenses dPR- 57 6 NPF-^, chang ing Tech 
Emes U ETB re onsite plant orgaril lation, 8A orgenliation 
plant review board 

HEAB, G F Georgia Power Co 83/10/S4 STQLZi J F Operating 
Reaetori Branch 4 5pp, 20977 300 24X Fiche 90-3al. 63/ 10/24- 

8311010146 


--B^IIOIOISO Proposed changes to Tech Specs r* onsite plant organ! lation, 
OA orgenliation 6 plant review board 

« Georgia Power Co 63/10/24 22pp 20977 305 24X 

Fiche 50-321. 83/10/24, 8311010146 


— 6311010152 Proposed changes to ET8 re QA organ ii at l<)n 
* Gforgla Power Co 63/10/24 7pp 20977 327 24X 

FUhe 50-321^03/10/24.6311010146 


03HOa{>Ol4 Denies 630906 request for eiteTision fur submittal of 
reipons* to Generic Ltr 63-28 "Clarification of Required 
Attiuns Based on Generic Implications of Salem ATH3 Everts " 
Reguested Info, to eitent prac tlcal. required bg 831105 
STOLZi J F Operating Reacturi Branch 4 e3/iO/25 BECKHAH. U T 

Georgia Power Co. 2pp 21049 334 24X Fiche 50-321,03/10/25. 

9311030014 


8311090376 Nfltlflcation qf 831031 meeting w/utll in Bethe a d a * MD tn 
dlscu»s plans to replace ret ir c ul a t i on sigs piping ** 
schedules for submittal qf info required for review by NRC, 
RIVEN0ARK. G Operating Reactors Branch A 63/10/26 STDLZ.J F 
Operating Reactors Branch 4 app SIJ44 170 24X 

Fiche 50-366.03/10/26,0311090376 


0311030257 Informs of authorued refund of Class III & Class I fees re 
010226 & 930919 applications fur Tech Spec changes for scram 
discharge ags 

miller, « Q License Fee Management Branch 63/10/27 BECHHAM.J T 
Georgia Power Co iP 21049 276 24X riche 50-351.63/10/27, 

03110302 57 


03110003/7 Application for amend to Licenses DPR-S7 U NPF-5< changing 
Tech Specs to incorporate revised specs for snubber 
Inservlce surveillance requirements 

HEAD. 0 F Georgia Power Co 03/10/27 ETQLZ. F Operating 
Reactors Branch 4 3pp 21078 D06 24X Fiche 50— 321 , 63/ 1 G-/ 27. 

8311000377 


— 8311000360 Proposed Tech Spec changes reflecting revised space for 
snubber inservice surveillance requirements 
* Georgia Power Co 03/10/27 56pp 21078 009 24X 

Fiche 50-321,03/10/27,0311060377 


8311140215 Notifies that Tech Specs for survelllanct of high Later 
level turbine trip turbine bypass lys de termlnd d to be 
gentrlc issue Implementation of Tech Specs not required 
BTOLZiJ F Operating Reactors Branch 4 03/10/20 DECKHAM, J T 

Georgia Power Co 2pp 21164 090 24X Fiche SG-366- 83/10/28* 

6311140213 


6310310403 Generic Utr 03-36 to all licensee* of operating pcuer 
reactors I. applicants for OU re NORKO-0963, "NRC Inventory 
of Dams Forward* NUReo-0965 "NRC Inventory of Dants" for 
Info only u/o end Svc list end 

ElBENNUT-D G pivlsiori of Licensing 03/10/31 Consolidated 

Edison Co of New York. Inc I4pp 21194 015 24X 

FUhe 50-000.63/10/31.9310310403 


6311010190 Generic Ltr 63-36 to all DVJR licensees re h^REO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldance in NUREO-0737 Response required with in 90 days nf 
receipt of Ur SvC list end 

EISENHUT.DO Division of Licensing 83/11/01 Commonwealth 

Edison Co 22pp 21184 025 24X Fiche 50-000.83/11/01.0311010160 


03ilOBOO31 Generic Utr 83-39 to all licensees of operating reactori. 
applicants for OL* t* holders of CPs re clarification of TMI 
Action Plan Item U K 3 3i Submittal of bounding 
demonstration will satisfy requirement# 8vc list end 
EIBENHUT.Do Division Of Licensing 83/11/02 Cohiolldatod 
Edison Co of New York. Inc 16pp 21164 001 24X 

Fiche 90-000,83/11/03.8311020051 


3311160303 Summary df 631031 meeting u/util in Bathesda, hiD re plans tn 
replace recirc ulat 1 on. reactor beat removal I- reactor water 
Cleanup sys Viewgraphs cncl 

RlVEKBAnK.O Operating Reactors Branch 4 03/11/03 Operating 

Reactors Branch 4 29pp 21200 002 S4X Fiche 90-366.63/11/03. 
6311160303 


6311100106 Forwards "Recirculation Piping Replacement Rept-" describing 
reactor coolant ret Uculat ion sys piping to be replaced 
during Jati 1964 outage Application for license amend 
submitted 631020 ReplacBment involves NSHC 

GUCWA.L t Georgia Power Co 83/11/07 BTOLZ, J F Operating 
Reactors Dranch 4 &p p 21137 063 24X Fiche 90-366-03/11/07. 

8311100109 


— 6311100113 "neclTCu latlnn Piping Replacement Rept '* 

* Georgia Power Co B3/11/07 66pp 21137 065 24X 

Fiche 50-366.83/11/07.0311100108 


8311160062 Forwards status rept af compliance w/Oenerlc Ltr 83-26 
re generic impi ic atiqns of Salem ATWS events Plans I* 
schedules will be provided in supplemental response by 
040229 

OUCWA, L T Georgia Powor Co 83/11/07 8TQLZ, J F Operating 
Reactor* Branch 4 I6pp 21188 316 a4X Fiche 90-321 . 63/ 1 1 /07. 
831 1 160063 


8311180307 Describes scape of post-accident sampling & analytls 
provisions, per NUREG-0737. Etam tl.B 3 , "Pos t“Accldent 
Sampling CapabiUtv " Item will be completed by 031201 
ODCWA-L T Georgia Power Co 63/11/09 9T0L7. J F Operstlng 

Reactors Branch 4 3pD 21220 079 24X Piths 90-331,83/11/09- 

8311160307 
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031 12203-64 Wlthdrau/a 031020 application to amond Tech Spec a, changing 
applicability of llrrutin-g ccndStions for operation of «y* & 
instrumentation associated u/cnoling Sr protection of fual 
in rear tor vessel 

QUCWAr L T Georgia Power Co B3/U/16 STOUZiJ F Operating 
Reactors Dranch 4 2pp 212^1 009 24X Flche 50'36>6« 03/ 1 l/lZi> 

031 1220364 


0311200930 Application for anend to License NPF'9 to alloLi RCPB piping 
replacement during ai>tage commencing in Jan 1904 NBHC 
deter (tii nation Gr safety evaluation end 

HEADr <S F Georgia Power Co 83/11/21 STOLZ*JF Licensing Drench 
4 6pp 2 1204 033 24K Flche 30-366. 03/ 1 1 /2 i > 031 1200930 


Q31 1280249 Revised application to amend License NPF-9. rep 1 ac in-g RCPB 
piping Submittal clarifte# 031121 amend proposal «, amplifies 
basis for de term! nation of no involvement of significant 
h aiard 

HFADrO F Georgia Power Co 03/11/23 STOLZ. J F Operating 
Reactors Branch 4 7pp 31201 093 24X Flcha 30-366,03/11/23. 

0311280249 


0 inspection reports, IE Bullotlna 6 correspondence 


0308300797 IE Info Notice 83-69. "Improperly Installed Fire Dampers 
at Nuclear Power Plants “ Svc list end 

JQRDAM) E L Division of Energencv Preparedness ii Engineering 
Response (Post 8301031 B3/10/S1 Consolidated Edison Co of New 

York, Inc I37pp 21114 351 24X Flche 30-000,03/10/21.8300300797 


0311070316 Forwards summary of 030920 mgt meeting ur/util re 
recircii lation pipe cracking problem & replacement plan 
O^REILLY, JP Region 2. Office of Director 03/10/24 KELLY, R J 
Georgia Power Co 4pp 21064 218 24X Ftche SO-331, 83/10/24, 

0311070516 


03O831QO3O IE Info Notice 83-70. "Vibration Induced Valve Failures ’■ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 93/10/25 Consolidated Edison Co of New 

York, Inc 117pp 21057 219 a4X Flche 30-000,03/10/29,0308310030 


0300300799 IE Bulletin B3~07. Suppl 1. "Apparently Fraudulent Products 
Sold Dy Rag Miller, Inc " Svc list end 

DBYOUNOtR C Director's Office. Office of Inspection and 
Enforcement 03/10/26 Cbnsol Idatod Edison Co of New YorJf, Inc 
I79pp 21070 170 24X Flche 50-000. B3/IO/26, B309300799 


8300310034 IE Info Notice B3-71, "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Head ^ Internals " Sve list end 
JORDAN, E L Division af Emergency Preparedness t. Engineering 
Response (Post 8301031 83/10/27 Consolidated Edison Co of New 

York, Ittc Il3pp 21097 397 ^4X Flche 30-000,03/10/27,8300310034 


030 0310049 IE Info Notice 83-72. "Environ OuaUflcation Testing 
Cyperience " Ovc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rffsponse IPost 830103) 83/10/26 Consolidated Edison Co of New 

York, Inc 13lpp 21153 024 24 X Flche 90-000, 83/10/2B, 8308310048 


0308310097 IE Info Notice 83-73, "Radiation Esposure From Oloves 
Contaminated W/U Daughter Prgducts " Bvc list encl 

PARTLOW. J Q Division of OA, Safeguards & Inspection Programs (Post 
830103) 83/10/31 Consolidated Edison Co of New York, Inc 

116PP 211S4 240 24)( Flche 90-000,03/10/31,8300310097 


0311070322 Confirms 831102 enforcement conference at site, to discuss 
NRC concerns re 030714 shutdoun method, per 831028 telcon 
Proposed agenda end 

□ 'REILLY, J P Region 2, Office Of Director 83/10/31 KELLY. R J 
(Georgia Power Co 2p p 21064 002 24X Fiche 50-366,83/10/31. 

9311070522 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker rial func ttnns 
( Underval tage Trip Devices on OH Type AK-2-29 Breakers) " 

Svc list end 

JO^RDAN, E L Division of Emergency Preparedness «« Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison C-o of New 

York, Inc 115pp 21914 DS4 24X FUhe 50-000,03/11/02,8308310076 


8308310075 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Cp of New 

York, Inc. Il4pp 213J3 293 24 X Fiche 50-000, 03/11/03. 0300310075 


83)1110293 Summary of B31D21 meeting w/BWR licensees in Bethasda.HO r* 
future insps for Intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 S, 83-02 
Meeting notice 6 list of attendees end 

ZNOLINSKI.J A Division of Licensing 03/11/03 HOLAHAN. 0 H 
Division of Licensing 6pp 21160 105 24X Flche 50-000. B3/H/03. 

8311110293 


8311180220 Ack receipt af 031024 Ur Informing NRC of steps tatin to 
correct violations noted In IE Insp Repts 50-321/03-21 tt 
50-366/03-22 

LEWlBi R C Division of Project 8« Resident Program* 33/11/09 

KELLY, R J Georgia Power Co ip 21227 210 24X 

Flche 90-321,83/11/09,8311)80228 


— 8311180230 Responds to NRC 030923 Itr re violations noted In JE Inif 
Rapt* 50-321/83-21 & 50-366/03-22 Corrective actions errors 
in software program corrected tt methods for verification of 
software program accuracy reviewed 

GUCWA.L T Georgia Pouter Co 83/10/24 O'REILLY. J P Realon 2, 
Office of Director 2pp 21227 219 24X Flche 50- 321 t 83/11 /09, 

0311100228 


—0311160231 Forwards IE Insp Repts 90-321/03-21 U 50-366/03-33 on 
630806-12 I, notice of violation 

LEKIS.R C Division of Project 8< Resident Programi 63/09/23 

KELLY, R J Georgia Power Co 2pp 21227 221 24 X 

Fiche 50-321,83/11/09,8311180228 


— 8311180233 Notice of violation from insp on 830008-12 

# Region 2, Office Of Director 83/09/23 Ip 21227 223 24X 

Fiche' 90-321,83/11/09, 0311180220 


—0311100234 IE Insp Repts 90-321/03-21 «< 50-366/83-22 on 630000-12 
Noncompl iance noted failure to properly evaluate t. determine 
adequacy of changes in computer software for gamma 
spectroscopy sys, resul ting in measurement errors 

KUZ0,0 B Region 2, Office of Director MONTGOMERY. D H Division 
of Engineering It Operational Programs 83/09/12 iSpp 
21227 224 24X Fiche 90-321,83/11/09,0311180230 


8311290297 Responds to IE Dulletln 63-07 Suppl 1 Companies identified 
as not having sold products to nuclear facilities listed 
GARNER, W F Southern Co Services, Int 83/11/09 WEGNER.H 
Director's Office, Office of Inspection and Enforcement Spp 
21302 123 24 X Flche 30-000,83/11/09,6311290297 


8311010019 IE Info Notice 03-77, "Air/Gas Entrainment Events Resulting 
in Sys Failures " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/11/14 Consolidated Ediion Co of Mew 

York, Inc |14pp 24X Flche 50-000,03/11/14,8311010019 


0311010010 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list encl 

JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Pest 030103} 03/11/17 Consolidated Edison Co of Meu 

York, Inc 117pp 21603 OOl 24X Fiche 90-000,83/11/17, 6311010010 


R Periodic operating reports j, related correspondence 


8311160077 Monthly operating repts for Oct 1903 N/e31110 Itr, 

CURTlBiC M , NIX,H C Georgia Power Co 03/11/10 Director's 
Office, Office of Inspection and Enforcement 13pp 21196 BOO B4X 
Flche 90-321,03/11/10.8311160077 


B Reportable occurrences, LERs 8< related correspondence 


8311010209 LER e3-0B0/O3L-0 on 830928, fol 1 awing manual s c ram. Standby 
gas treatment fan 2A did not auto start It certain Group 11 t< 

V Inboard Isolation valves did not auto dose Caused by 
defective relay Relay replaced N/83102D Itr 

T1PP0, 8 8 , NIX.H C Georgia Power Co 03/10/20 O'REILLY, J P 
Region 2, Office qf Director 9pp. 20979 197 24X 

Flche 90-366,83/10/20,6311010289 


0311010412 LER 83-103/03L-0 on 83093P, turbine control valve fast 
closure/stop valve scram bypass alarm would not clear. 

Indicating scram functions still bypassed w/reactor at 30X 

power Caused by broken instrument line N/B31020 Itr 

TIPP0, B B , NIXiH C Georgia Power Co, 83/10/20 O'REILLY, J P 

Region 2, Office of Director 4pp 20773 311. 24X 

Fiche 90-366,03/10/20,0311010412 


8311140023 Forwards comments on AEOD Aug 1903 "Preliminary Cast Study 
Rapt for El Hatch Unit 2 Plant Sys Interaction Event on 
020825 " Rept should be updated to reflect ongoing NRR 
ac tlvi t les 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/10/24 HELTEMES, c J Director's Office lOpp 21163 109 24X 

Flche 90-366,83/10/24,0311140023 
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—8310060173 Forufards comments on "AEOD Case Study Repfc ~ El Watch Unit 2 
Plant Sy^ InteTaction Event on Q2DB2S ” Rapt inFormat lv« & 
bieLl urttten Depth of detail reflects extensive 
invest 1 ga t i on 

hATTSONiR J Division of Systems Integration (past 8110091 
63/09/20 EISENHUT4 D 0 Division of lUicensing 4pp 21163 119 
24X Fiche 30-'366. S3/ 10/34. 03U 140023 


*-B30930016i Fariiiards comments an AEDD case study rept re 62QB29 plant 
ig« interaction event, per peer revieuj process Wore 
dlecuesion needed concerning adequacy of recornmendat ietis 
generic to QUJRs 

SPEI8. T P Division of Safety Technology 03/09/16 
EIEENHUT. D 0 Division of Licensing Spp 21163 123 24X 

FlChe 30-366.83/10/24.0311140023 


— 8311140029 Comments on AEOD Aug 1903 "Preliminary Case Study Rept for 
El Hatch Unit 2 Plant Sys Interaction Event on 020829 '■ 

Proposed revised Tech Specs do not meet NRC position on 
surve i 11 ance 

RlVEWEARk. 0 Operating Reactors Dranch 4 03/09/09 HOLAHAN. O K 

Operating Reactors Assessment Branch 2pp 21163 120 24X 

Ffche 90-366« 03/10/24. 8311140023 


B31J040079 LGR 03-1O9/O3U-O on 030930. dry uio 1 1 floor drain leakage 
Incraased in quantity greater than 2 gpm Caused by Increased 
rtector pressure during Stram recovery Leakage decreased to 
2 gpm after period of 20 h iJ/e3l027 Itr 

TIPP0. S D . WIX.H C Georgia Pouier Co B3/10/27 O'REILLYpU P 
Region 2. Office of Director 4pp 21091 090 24X 

FUh« 80-366.03/10/27.0311040073 


8311040073 LER 63-107/03L-0 on 831003. condensate storage tank local 
level sultch 2E41-N002 determined inoperable Caused by 
cenponent failure Suiitch adjusted & ealibr VJ/03iO20 Itr 
TSPF8. B C . NIX. H C Georgia Pouier Co 83/10/28 O'REILUY^J P 
Region 2, Office of Director 4pp 21031 098 24X 

fiche 80-366.83/10/20.8311040073 


93M0902B2 Vpdated LER B2-039/03X-i on 020620. control room operator 
received hydrogen peroxide analyzer failure alarm on primary 
(onialnment hydrogen/oxygen analyzer B Caused by uiorn out 
diephragm Diaphragm replaced 14/031020 Itr 

TlPPa.S D . NJX.H C Georgia Pouier Co 83/10/88 O'REILLY, J P 
Region 2. Office of Director 4pp 21099 169 24X 

Fiche 90-366.03/10/20.6311090202 


8311090344 Updated LER 7B-072/03X-'l on 7Q1117. scram primary containment 
Isolation level indicating suiitch 2n2i-NC)29A failed ta meet 
acceptance criteria Caused by pointer shaft binding 
instrunent replaced 6 ealibr 14/031028 Itr 

T1PP5.6 D . NlX.H C Georgia Pouier Co 03/10/88 O'REILLY^ J P 
Region 2. Office of Director 6pp 21109 127 24X 

FiChe 90-366,03/10/20.8311090344 


8311170379 Updated LER S3-099/03X-1 on 030929 Si 1005, hgdrog en dioxide 
analyier A declared Inoperable during Procedure HNP-2-3682 & 
out of cal ibr, TBspectivel y Caused by uiorn diaphragms In 
sample pump A 6 instrument drift 14/831028 itr 

TIPPB.S D , Niy.H C Georgia Pouier Co 03/10/28 O'REILLY, J P 
Region 2. Office of Director 4pp 21209 116 24X 

Flche 90-366,83/10/28,0311170379 


83(1070522 Confirms 831102 enforcement conference at site, to discuss 
UnC concerns re B30714 shutdown method, per 031028 telcon 
Proposed agenda enc 1 

O'REILLY. J P Region 2. Office of Director 03/10/31 KELLY.R 0 
fleorgla fauer Ca 2pp 21064 002 24X Flche 90-366.03/10/31. 

8311070322 


8311170273 LER B3-109/03L-0 on 831019. drywel I vent & purge isolation 
valve 2T40-F34O gave double position Indication & declared 
inoperable Caused by unadjusted closed position suitch 
Sultch adjusted (4/031103 1 br 

TJPPS.S D I NiXiH C Georgia Pouier Co 03/11/03 O'REILLY. J P 
Region 2. Office of Director 4pp 21213 011 24X 

Fit he 90-366.83/11/03,0311170273 


0311170339 LER a3-lll/03L-0 on 831010. while reviewing Procedure HNP-l- 
1061, "Dally Butaide Rounds." low flow 8c pressure readings 
noted on plant sve water pump 2P41'-C001A Pump 2A shut down 
Caused by worn out pump Pump 2A repaired (4/631103 Itr 
TlFPBiS 0 , WlXiH C (Jeorgla Power Co 03/11/03 O'REILLV.J P 
Region 2. Office of Director 4pp 21212 297 24X 

Fich* 50-366.83/11/03.8311170339 


8311170363 LER B3-115/03L-0 on 831016, reac tor water cleanup {R14CU) 
Mdu Indicator Indicated downscale Caused by broken wire on 
ribbon-type power cable Power cable replaced & flow summer 
ealibr RWCU sys returned to ivt on B3I019 14/831103 Itr 
TIPP&. a B , NlX.H C Georgia Power Co 83/11/03 O'REILLY, J P 
Region 2. Office of Dirnctor 4pp 21209 043 24X 

Flche 90-366.83/11/03.0311170363 


031 1210205 LER 03-113/O3L^O on 831018. drywe 1 1 D equipment drain sump 
pump control Indicatzon showed pump running but no flow 
indicated Caused by failed couplings Couplings replaced 
(4/831 110 Itr 

TIPPS.S H , NlX.H C Georgia Power Co 83/11/10 O'REILLV.J P 
Raglan 3. Office of Director 4pp 21239 074 24X 

Flche 90-366.83/11/10,6311210905 


B31121D369 LER 03— 116/03L-0 on B31029. control rod drive hydraulic 
control unit 2C11-D001-1 4-39 declared inoperable after 
determining that cartridge valve EP-iU uias leaking nitrogen 
at stem Caused, bg vaive stem packing leak (4/031110 Itr 
TIPPS.3 D . NlX.H C Georgia Power Co 03/11/10 O'REILLV.J P 
Regian 3. Office nf Director 4pp 21235 347 24X 

Ficho 50-366,83/11/10.0311210369 


0311210378 LER B3-117/OIT-0 on 03(031. discrepancy discovered between 
procedural setpoint for core spray D sparger differential 
pressure instrument t« Tech Spec requirement Caused by 
incorroct procedure Instrument readjusted 14/931U0 Itr 
TIPPS, 8 B . NlX.H C Osargla Power Co 03/U/10 O'REILLV.J P 
Region 2, Office -of Director 5pp 21239 109 24X 

FUho 50-366,83/11/10.8311210378 


8311220260 LER B3-114/03L-0 on 031010. high side panel isolation 
valve 2H2 1 -POlO-PV-7 closed when valve should have been open 
an core spray sparger differential pressure instrument 
2E21-N004A Caused by personnel error (4/831110 Itr 
TIPPS. S D , NIX,H C Georgia Power Co 83/11/10 D'RRILLY.J P 
Region 3, Office of Director 4pp 21254 120 24X 

Flche 50-366.83/11/10,8311220260 


B3112B0238 Updated LER 80-076/03X-2 on 000429, high percentage of 
accumulator pressure switches noted out of Tech Spec limit 
Caused by instrument drift Switches recalib Ir returned to 
SVC 14/eaillO Itr 

TIPPS. S D . NlX.H C Oeorgla Power Co 83/11/10 O'REILLV.J P 
Region 2. Office of Director 14pp 21281 107 24X 

Flche 50-366. 83/ 11/10, 031 1280239 


8311280394 LER 83-110/03L-0 on 831025. split ring component of plant 
SVC water pump (2P41-COOIC) selimlc restraint not in 
position Caused by Vibrations loosening nuts tt bolts Ring 
repositioned it secured in proper position (4/031110 Itr 
TIPPS. S D . NlX.H C Georgia Power Co 93/11/10 O'REILLY. J P 
Region 2. Office of Director 4pp 81209 076 24X 

Flcho 50-366,03/1 t/H>. 031 1280354 


8311200379 Updated LCR a3-046/03X-2 on 830622. util advised by AE that 
contrnl rod drive sys. reactor water cleanup sys 6 reactor 
core isolation sys had no high energy line break restraints 
Installed Caused by const omission (4/031110 Itr 

TIPPS, 5 0 . NlX.H C Oeorgla Power Ca 83/11/10 O'REILLY. J P 
Region 2, Office nf Director 0pp 81285 084 24X 

Flche 50-366.83/11/10.0311860379 


0311260254 LER 03-1O8/O3L-O on 831018. RHR pump D discharge manually 
oporated valve not locked open Cause unknown Lock replaced 
h valve verified opened & locked per Procedure HNP 514 
"Control of Locked Valves " (4/831117 Itr 

TIPPQ, S 8 , NlX.H C Georgia Power Co 83/11/17 O'REILLV.J P 
Region 2, Office of Director 4pp 21200 882 a4X 
Flcho 90-366,83/11/17.0311280254 


DOCKET 90-367 BA ILLY GENERATING STATION 


A Appl 1 cat lon/construction stage documents & correspondence 


0300310072 Board Notification B3-001A provides info re seismic risk to 
B(4R plants BUR absolute core melt probability 6 risk results 
developed in limited EML study not meaningful 

EISENHUT.DO Dlvislion of Licensing 83/10/26 PALLADUID. N J 
Commlsnioners I2pp 21103 242 24X Flche 30-000.83/10/26. 

0300310072 


DOCKET 50-369 ARKANSAS NJCUEAR ONE. UNIT 2 


F Security, medical, emergency fine protection plans 


B31020D362 Generic Ltr 03-33 to all licensees 6 applicant* of nuclear 
power reactors re NRC positions on certain requirements of 
App R ta 10CFR5O Sve list end 

EISENHUT.DO Division of Licensing 03/10/19 Conaol i dated 
Edison Co Of New York, inc 21pp 81114 329 24X 

Fiche 50-000,83/10/19.8310200362 
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0311020502 RiBsponds to 030019 Iti rp changes to physical security & 
security ^orce training & qualification plans Changes 
cansintent lu/pravl s sons of lOCPRSO S4ip> (t effectiveness of 
plans not decreaserf 

STQLZ,^ F Operating Reactors Branch 4 HIL<-ER> J R Dperatlng 
Reactors Pranch 3 63/10/30 GRIFFIN* J H Arkansas Power tc Light 

Co 3pp 21040 211 241( Fiche 50-3J 3* B3/ 10/20, 0311020502 


B3i 1290142 Forwards IE Insp Repts 30-313/03-25 $i 50-368/03^25 on 
S30701-30 L nottce of violation 

OAOLIARDP. J E Region 4, Office of Director 83/10/24 
GRIFFIN* x/ M Arkansas Power & Light Co 2pp 21304 030 24X 

Flthe 50-313,83/10/24.8311290142 


— 0311290140 Notice of violation from insp on 030901-30 

a Region 4« Office of Director 83/10/24 4pp 2 1 304 032 24X 

Fiche 50-313*03/10/24.0311290142 


--0311290150 IE Imp Repta 50-313/83-23 S, 50-360/03-25 nn 830901-30 
Noncamp 1 i ftnce noted non-O matl stored w/Q matl* equipment 
operability not documented in station log. fire doors not 
operable Ic failure of fir* watch to have fire extinguisher 
CALLAN, L J Region 4. Office of Director 03/10/21 i4pp 
S1304 036 S4X Fiche 50-313. 03/JO/24. 031 1290142 


0311020319 Releases public version of changes to emergency telephone 
directory 

FELTONj J M Division of Rules and Records 83/10/26 Document 
Management Branch Ip 21023 353 24X Fiche 50-313*03/10/26* 

B31 1020319 


—0311020321 Public version of changes to emergency telephone directory 
11/830825 Itr 

EVANS* K Arkansas power Light Co 83/00/25 NRC - No 
Detailed Affiliation Given 2pp 21023 354 34X 

Fiche 30-31^,03/10/2610311020319 


0311150083 Foruiatffa JE Insp Repts 50-313/83-19 & 50-368/03-19 on 
030716-25 i, not.ce of violation 

OAGLIAROG.J E Region 4, Office of Director 03/10/27 
GRIFFIN. J h A kafisas Power t, Light Co 2pp 21174 346 24X 

Fiche 50-313 83/10/27*0311150083 


— 8311150009 Notice of violation from insp on 030718-22 

« Region 4, Office of Director 03/10/27 2pp 21 174 340 24X 

Fiche 50-313.83/10/27*0311150033 


—0311150098 IE Insp Rept 50-313/03-19 & 50-368/03-19 on 630718-22 
Noncotnp 1 lance noted mieteorolog leal Instrumentation 
surveillance records from B10716-B20719 If independent 
emergency preparedness program review unavailable 
HACk^NEV, C A , BAIRD.J D Region 4* Office of Director 
HAUCHNEY. C ComeiCorp 03/10/10 I3pp 21174.350 24X 

Fiche 30-313, 03/10/27. 0311150003 


0311000074 Releases public version of revised emergency plan 
imp 1 etrent ing procedures 

FELTON* J N Division of Rules and Records 83/11/02 Document 
Management Dranch Ip 21094 291 24X Fiche 50-313*03/11/02. 

0311000074 


--0311030070 Forurarda public version of Rev 9 to Emergency Plan 
Implementing Procedure 1903 10. "Emergency Action Level 
RBsponse" L Rev 3 to 1903 61* "Cemmunlcatlont Equipment 
Tests " 

* Arkansas power & Light Co 83/05/27 NRC - No Detailed 
Affi 1 latlon Given ip 21094 292 24X Fiche 50-313* 03/1 1/02, 

0311000074 


— 0311000002 Public version of Rev 9 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Response" & 

Rev 3 to 1903 61* "Co/nmunUatlons Equipment Tests " 

LEVINE* J M Arkansas Pflwef 8. Light Co 03/05/27 22pp 
21094 293 a4X Fiche 50-313*03/11/02*8311080074 


8311210097 Releases public version of amend to emergency plan 

FELTOMiW M Division of Rules and Records 03/11/10 Document 

Management Branch Ip 21240 359 24X Fiche 50-313,03/11/10* 

83*1210097 


' — 8311210101 Forwards public version of Amend Q to emergency plan U/o 
enc 1 

HARSMALL.V R Arkansas Power & Light Co 03/09/22 COLLINS* J T 
Region 4, Office of Director Ip 21240 361 24X 

Fiche 50-313* B3/I l/IO* 031 1210097 


8311S20274 Requests scheduler exemption from requirements of Ap]> P to 
10CFR50 re installation of source range monitoring 
capability for alternate shutdown sys Exemption due to 
equipment delivery problems 

MARSHALL. J R Arkansas Power 6 Light Co 03/11/17 MlLLEfl^J fl 
Operating Reactors Branch □ 3pp 21353 335 24X 

Fit ha 50-360.83/11/17*8311220274 


0311290233 Forwards "Control Room Design Review Program Plan*" In 
response to NUREO-O737f Su p p 1 1 

MARSHALL* J R Arkansas Power fc Light Co 03/11/25 EI5ENHUT* D 0 
Division of Licensing Ip 21304 249 24X Fiche 50-313*03/11/25* 
031 1290235 


— 0311290237 "Control Room Design Review Program Plan " 

* Arkansas Power & Light Co 03/11/25 39pp 21304 250 S4X 
Fiche 50-313*03/11/23.8311290235 


K Utility Final Safety Analysis Report (F0AR) tt amends 


0311220293 Forwards two 0-1 isb tabs for insertion in updated F8AR 
MARSHALL* J R Arkansas Power S* Light Co 03/11/14 Office of 
Nuclear Reactor Regulation* Director 5pp 21254 000 24X 

Fiche 50-313* 83/11/14*0311220293, 


P Operating license stage documents & correspondence 


0311290213 Informs util of reorgant lation in Region IV Dntll posltlort 
of chief* Reac tor Projects Branch 2 filled, all communications 
should be directed to JE Oagllardo 

CDLLfNS, J T Region 4* Office of Director 03/10/07 ORIFFINjJ « 
Arkansas Power S< Light Co Ip 21306 023 24X 

Fiche 50-313,03/10/07*0311290213 


8311080507 Forwards safety evaluation re C-E Owners Group reipanse to 
TMI Action Item II K 2 17* ’‘Voiding In RC8 during 
Transients " Review complete 

MILLER* J fl Operating Reactors Branch 3 03/10/18 ORIFFlN. J M 

Arkansas Power Light Co 9pp 21109 353 24X 

Fiche 50-360,03/10/10*0311000507 


0311040040 Application for amend to License NPF-6 revising Tech 8p«ci 
by deleting spec on max enrichment of reload fuel Amend 
modifies earlier request to increase max fuel enrichment 
limit 

GRIFFIN* J M Arkansas Power & Light Co 83/10/27 MILLER. J R- 
Operating Reactors Branch 3 3pp 21052 234, 24X 

Fiche 50-368.03/10/27*8311040040 


—0311040053 Modified Tech Specs for design features re reactor core fu 
assemblies & design pressure & temp Significant haiards 
consideration determination end 

e Arkansas Power tt Light Co 83/10/27 3pp 21052 837 a^X 
Fiche 50-360*03/10/27*0311040048 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors I* applicants for OL re NUREO-0965* "NRC Inventory 
of Dams " Forwards NUREO-0965 "NRC Inventory of Dams" for 
Info only H/o encl 8vc list end 

EIBENHUT.D O Division of Licensing 93/10/31, Consolidated 
Edison Co of New York* Inc I4pp 21104 015 24X 

Fiche 50-000*83/10/31*0310310403 


8311000309 submits addl info on Criteria 2*10 & 11 of NUREO-0737- 
Item 11 D 3* "Post-Accident Sampling ays, '* in response to 
NRC Q30714 request N/one overslie drawing Aperture card i* 
available in PDR 

MARSHALL* J R Arkansas Power tt Light Co 03/10/31 8T0LZ* .7 F 

Operating Reactors Branch 4 MILLER. J R Dpereting Reactors Branch 

3 3pp 21078 340 24X Fiche 50-313^03/10/31*0311000309 


0311010102 Generic Ltr 03-37 to all PWR licensees re NUREa-0737 Tech 
Specs Requests review of Tech Specs to determine conilstency 
w/guldancB In NOREO-0737 Response required wlthlh 90 days 
of receipt of ltr Sve list encl 

EIBENHUT.D 0 Division of Licensing, B3/11/01 ConsoUdatad 
Edison Ca of New York* Inc 22pp 21149 098 24X 

Fiche 50-000*03/11/01.8311010182 


0311020051 Generic Ltr 03-35 to all licensees of operating reactors^ 
applicants for OLs it holders of CPs re clarification of TMf 
Action Plan Item tl H 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end, 

EIBENHUT.D G Division of Licensing 03/11/02 Consolidated 
Edison Co of NeW York* Inc I6pp 21184 001 24X 

Fiche' 30-000,83/1 1/02* 831 1020051 
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1331 ■PuT'itf&t'di response to Qensrlc Ltr fl3*'28» “Oenerlc 
lapUc^tiQos of Salem ATUS Evsnta " Response refs ^ adopts 
ILIitf owners Group response to Generic Ltr ^3^28 W/two 
oviriite diagtrarns Aperture cards are available in RDfl 
nAASHALLi J R Arkansas Poijer Light Co 83/ 11/05 EISENHUT, D 0 

division pf Licensing 200pp 21184 0A4 2AX Fithe 50-313i 

83/1 1/0-5- 831 1150374 


8311210536 Forwards Amend AB to License NPF'6 Amend revises Tech Specs 
to delete reload fuel enrichment limit 

E aperatfnq Reactors Branch 3 B3/11/07 GRIFFIN- M 

Arlania* Power U Light Co 3pp 21241 353 24X 

FKht 50-360, B3/U/07. 831 131 052* 


•^8311210338 Amartd AG to License NPF-fe- delet inp reload fuel enrichment 
(dait fror« Tech Specs 

BELLS I 0 E Operating Reactors Branch 3 83/11/07 App 

21341 356 aAX flch* 50-368183/11/07-8311210526 


8311160366 Fari43ards reciuest fat addl info re leak testing of sealed 
radloa-e tl ve scutcb-s to continue review of 83091A amend 
Application Reeponsa raguested within 60 days of ltr 
1 Ktiff t 

HELLER, R Operating Reactors Branch 3 83/11/00 ORlFFiNiJ H 

Arkanset Power 6 Light Co 3pp 21201 3il 24X 
Flth# 50-313, 83/11/081 831 1160366 


0311160423 Requests publication of FR natice of consideration of 
liiuance of amend to Licenses DPR-51 h NPF-fc 6 proposed NSHC 
determination b opportunity for hearing re raduaste gas sys 
NSHC detarmiTVAtion available in Central Files 

StOLZ* J Operating Reactors Branch A 83/11/08 MILLER, J R 

Operating Ileactors Branch 3 5pp 21198 268 SAX 
FIchi' 50-313, S3/1 i/08. 0311 160423 


0311160015 Forwards affirmation statement Inadvertently omitted from 
831105 responaa to Oentric Ltr 83-2B re Salem ATWS events 
NAflBHALU, J R Arkansas Power 4, Light Co 03/11/10 CISENHUT, D 0 
Division of Licensing 5pp 21168 338 2AX Fich#' 80-31.3, 03/1 1 /lO 
Gilt 1600 1.5 


(k Insprctloh reparts. lE Bulletins 4, correspondence 


0311220341 Forwards IE Insp Repts 50-313/83-20 %t 50-368/03-20 on 
030710-ai notice of violation 

SHIOLE,!! C Region A, Office of Director 03/09/09 GRIFFIN, 
Artansas Foiwer & Light Co 2pp 21262 001 24X 

Fi«he 50-313,83/09/09,8311220341 


— 8311220348 Moti-c e of violation from Insp on 630710-21 

a Region 4, Office of Director 03/09/09 Ip. 21262 003 84X 

FUhe 50-313, 03/09/09,0311220341 


—8311820345 IE Insp Repts 50-313/63-20 if 50-368/03-20 on BSOTlB-ai 
Noncomp 1 1 ance noted sensitivity of analytical procedure used 
to determine radioiodine concentration in milk failed to 
meet Tech Specs 

tllLBQRN«L , MURRAY, B , JOHNSON, W Region 4, Office of Director 
83/06/28 gpp 21262 004 24X Flche 50-313. 03/09 /09, 83 1 1220341 


0300300797 IE Info Notice 03-69, "improperly Inetalled Fire Dampers 
St Nuclear Power Plants ’’ Sve list end 

JORDAN* 0 L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 03/10/81 Consolidated Edison Cc o# Naw 

York, Inc 137pP 3U14 351 24X Flche 90-000.83/10/21.830030079? 


B311S9014S Forward* 10 Insp Repts 50-313/83-35 6 50-366/83-25 on 
03O9OI-3D b notice of violation 

9A0LIARDD, J E Region 4, Office of Director. 83/10/24 
ORlFFIN.v) M Arkansas Pdwrr 6 Light Co 2pp 21304 030 24X 

Fiche' 50-313, 83/10/24, 631 1290142 


— 03MS9QL4a Notice of violation from Insp on 830901-30 

• Region 4, Office of Director 03/10/24 4pp 21304 032 24X 

Fiehe 50-313, 03/ 1 0/24, 03 1 1 2901 42 


— 8311290158 IE Insp Repts 50-313/83-25 U 90-368/03-25 on 830901-30 
Nduc omp 1 i anc B noted non-Q matl stored w/0 matl, e^tulpment 
operability not documented in station log, fire doors not 
nparmbl* L failure of fire watch to have fire ejc t Inguleher 
CALLAN. L J , CUMMINS, J E , JOHNSON, W D Region 4, Office of 

Director 03/10/21 14pp 21304 036 24X Fiche 50-313,83/10/24, 

0311290142 


0308310030 IE Irtfo Notice 03-70. "Vibration Induced Valve Falluret " 
Bve lilt end 

JOFIDAM. £ L. Division of Emergency Preparedness Engineering 
Raaponsa tPost 830103) 83/10/25 Consolidated Edison Co of New 

Vort. Inc. 117PP 21057 219 24X Flche 80-000.03/10/25.0308310030 


0300300799 IE Bulletin 63-07. Suppl 1. “Apparently Fraudulent Products 
Sold By Ray fuller. Inc *’ Sve list end 

DEYOUNG. R C Director's OPflca, Office of Inspec un and 
EnfOTCsmont 83/10/26 Consolidated Edison Co of New York, Inc 

I79pp 21070 170 24X Fiche 50-000,63/10/26.8308300799 


0300310034 le Info N&tlce 03-71. "Defect In La ad-Ba »r i ng Welds On 
Lifting Devices for Vessel Head 4. Internals *’ Bve list enc 1 
JORDAN. E L Division of Emergency Preparedness s. Engineering 
ftesponse (Po*t 830103) 03/10/27 Consolidated Edison Co of New 

York, me U5pp 21057 357 a4X Flcha 50-000,83/10/87.6308310034 


03L115OOQ3 Forwards IE Insp Repts 80-313/83-19 h S0-36Q/B3-19 on 
030718-22 b notice cf violatlcin 

OAOLIARDO. J E Region 4. Office pf Directar 83/10/27 
GRlFFlNiJ M Arkansas Power b Light Cp 2pp 21174 346 24X 

Flche 50-313.83/10/27.031 1130083 


— G3111500Q9 Notice of violation from imp on 930710-22 

* Region 4, Office of Dlrecter 63/10/27 2pp 21174 348 24X 

Fiche 30-313.03/10/27,0311190003 


^-0311150098 IE Insp Rapt 50-313/83-19 L 50-360/83-19 an 030716-22 
Noncompliance noted meteordoa lea I Instr Jmentatl an 
surveillance records from 01 07 16 **0207 19 8* Independent 
emergency preparedness program revieu unavailable 
hackney, C A . rtOHTCOMERY. J L Region 4. Office of Director 
HEHRINGTON.D Battelle Memorial Institute. Pacific Northwest 
Laboratory 03/10/18 I3pp 21174 350 24X 

Fiche 30-313. 03/10/27. 8311 1 5CXJ83 


8300310040 IE Info Notice B3-72. "Environ Qua I i f icat ipn Tasting 
Eipcriencc " 8vc list end 

JORDAN, E L Division of Emergency Preparednees C. Engineering 
Responsa (Post 03OiO3J 93/10/20 Consolidated Edison Co of New 
York, me 13tpp 21195 024 24X Flche 50-000,83/10/20.0308310048 


0308310057 IE Info Notice 83-73. "Radiation Exposure From Glove* 
Contaminated H/U Daughter Product* '' Sve list end 

FARTLOW.J 0 Division of QA. Safeguards 6 Inspection Prograffl* (Post 
630103) 93/10/31 Consolidated Edison Co ap New York, Inc 

116pp 21154'24B 24X Flche 50-000.03/10/31,8308310057 


8300310076^ IE Info Notice 63-76. "Reactor Trip Breaker Malfunction* 
(Vndervoltage Trip Devices on <J€ Type AK-a-25 Dreakersi 
9vc list end 

JORDAN, E L Division of Emergency Preparadnais b Engineering 
Response (Post 030103) 03/11/02 Consol Idated Edison Go of New 

York. Inc U5pp 21514 024 84X Flche 50-000,83/11/02.6308310076 

0308310075 IE Info Notice 83-75. "Iflvproper Control Rod Manipulation " 
Sve list end 

JORDAN, E L Division of Emergency Freparedoei* It Eng i naer ing 
Response (Post B30103) 03/11/03 Consolidated Edison Co of New 

York, Inc U4pp 21513 253 24X Fl q h e 50-000, 83/1 1 /03, 0309310075 


03I1O7O3SO EN-63-073 an 031 109. noti ce of violation b propo*»(f 
impasitian of dvil penalty In amount of <40.000 issued 
Action ba»ed on license* exceeding Teth Spec limiting 
eondltipn for operability of i25-volt dc battery sys 
KLiNOLErt* 0 » AXELRAO. J Director'* Office, Office of Inapectlori and 
Enforcement 03/11/03 Ip 21062 170 Z4X Fiche 50-368, B3/1 l/03> 
B31JO7O320 


0311210247 Ack receipt of 830830 6 102I Urs informing NRC of steps 
taken to correct violation* noted In IE Insp Repts 
50-313/83-16 it 50-369/83-16 

SE1DL6,h C Region 4. Office of Director 93/11/10 ORIFFIN, J n 
Arkansas Power S< Light Co ip 21235 293 24X 

Flche 50-313,83/11/10,0311210247 


— 0311210252 Respond* to NRC B309Q1 It'f' r* vlniatlons noted In IE Insp 
Repts 50-313/03-16 30-360/83-16 Corrective actions NRC 

lead trainer instructed to personally present all 
requallficatlon schedules to operations superintendent 
MARGHALLi J R Arkansas Power 8* Light Co 03/08/30 6EI0LE.H C 
Region 4, Office of Director Ip 21235 294 S4X 
Fiche 50-313.83/11/10,8311210247 


— 8311210236 Responds to NR<J 630'DOl ltr r» violations noted In IE Insp 
Repts 50'3l3/a3-l6 & 5O-'360/03-l6 Corrective actions actual 
classTOom attendance required at requal » f 1 cat t on lectures 
MARSHALL, J R Arkansas Power & Light Co 83/1 0/21 v BE IDLE, W C 

Reflion 4* OpPice of Director 2PP 21233 296 24X 

FithB 30-313,03/11/10.9311210247 


Q3U290050 Forwards IE Insp Repts 50-313/83-24 if 90-368/83-24 on 
030926-30 No none omp 1 lance noted 

OAQLIARDO, J E Region 4, Office of Director 83/U/lO 

GRIFFIN. J M Arkansas Power t Light Cn 2PP 21306 161 S4X 

Fiche 50-313.03/11/10,8311290050 
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— 6341390059 IE fnsp Rept« 90-313/83-34 8( 90-36Q/B3-34 on 830936-30 Mo 
noncompl lance noted Major areas inapectetf procedure* 
program, and 1 1? program it record* program 

MURPHViM £ , SMlTMiW F . HUNNICUTT. D M Region 4. Office of 

Bi rector 03/it/O3 lOpp 31306 183 24)( Flche 50-313.83/11/10. 

8311290030 


8311010019 IE Info Notice 83-77, "Air/Oai Entrainment Event* Reiultlng 
In Sg* Failures " Sve list end 

tiORDAM. E L Division of Emergency Preparedneai & Engineering 
Reeponfte (Pott 830103) 83/11/14 Consolidated EdifOn Co of Neu 

Turk. Inc 114pp 24X Fich o 50-000. B3/1 1/14. 031 lOlOOl 9 


8311220240 Ac k receipt of 031019 Jltr informing NRC of tiept taken to 
correct violatlcinf noted in IE Imp Reptt 90-313/B3-20 & 
50-368/83-20 

OAOLIARDD. J E Region 4. Office of Director 03/11/19 

GRIFFIN. J M Arkansas Poitfer 1< Light Co tp 21254 133 24X 

Flche 90-313.83/11/13.8311220240 


8311290338 Advises that l/etidor Program Branch intp repts Will be 
transmitted by end form Itr instead of through resident 
inspector NRC will periodically inspect utilisation of 
vendor rept* in vendor assessment program 

C0LL1N3. JT Region 4, Office of Director 03/11/13 GRIFFIN. J M 
Arkansas Power tt Light Co 3pp 21302 317 24X 

Ficbe 50-313.03/11/19.0311290330 


aoilOiOOlB IE Info Notice a3'“7e. "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list end. 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 0301031 83/11/17 Coneolldated Edison Co of New 

York. Inc 117pp 21603 OOi. 24X Flche 90-000.03/11/17.0311010010 


R Periodic operating reports t related correspondence 


8311110029 Responds to FOIA raRi^eit for five catagorlet of records re 
proposed revs to 10CFA80 Sr evaluation of occupational 
espokure to radiation at nuclear power plants during CY02 
Foruarde documents 

FELTDMi J M Division of Rules and Records 03/07/29 MAYBERRY. S 
Critical Mass Energy Project 9pp 21160 329 24X 

Flche 90-000. 03/07/29. 031 1 i 1 0025 


—8311110082 "Fourth Quarter 1982 ALARA Rept " W/B30i29 1 tr 

BOLANIS. M J Arkansas Power Light Co 62/12/31 Arkansas 
Power 8f Light Co 9pp 21162 222 24X Fiche 90-000.83/07/29. 
63111 10025 


8311080329 Forwards "Annuel Environ Monitoring Rept.CYsa " Table 3 to 
"Solid Redwasta Rept" w/lnfo on solid waste shipped offsite 
for hurial or disposal also end 

JiARfiMALL.J R Arkansas Power fc Light Co 03/08/30 COLLINS. J T 
Regio-n 4. Office of Director Ip 21070 078 24X 

F i c h e ' 90-a 1 3. 83/08/30 . 03 1 1080325 


—8311000338 "Annual Environ Monitoring Rept.Cya3 " 

MARSHALL. J R Arkansas Power 6 Light Co 03/06/30 i6pp 
21076 079 24X Flche 90-313.63/00/30.8311000325 


—8311060344 Table 3 to "Effluent 6 Ifeste Disposal Semiannual Rept Solid 
Haste & Irradiated Fuel Shipment* " 

« Arkansas power 6 Light Co 03/06/30 Ip 21070 095 24X 

Flche 50-313. 03/00/30. 0311080325. 


6311060316 Provides eighth monthly progress rept on regulatory respon>e 
ti coimmltment control program Detailed commitment tracking 
document still being reviewed Ne^t rept will be submitted by 
831014, 

MARSHALL. J R Arkansas Power Light Co 83/09/15 COLLINS. J T 
Region 4. Off ice of Director 2pp 21001 222 24X 

Flche. 50-313.83/09/15,831 1080316 


B311170S46 Monthly operating rept for Sept 1903 N/B31015 Itr 

8RAHLETT. L S . MARSHALL. J R Arkansas Power Sc Light Co 63/07/30 
BASSETT. H S Division of Data Automation it Hanagement Information 
app. 21213 272 24X Fiche 90-360.83/07/30.0311170246 


B Reportable occurrence*. LERs 6 related correspondence 


8310-310067 Responds to FOlA request for eight categories of records ra 
certain sys in C'E designed nuclear power plants Forwards 11 
documents, as listed in App A Nine documents listed in App B. 
already in FDR 

FRLTPN, J rt Division of Role* and Records 03/07/20 BELL.N 
Coalition for Safe Power. 3pp 2099S 174 24X 

Fiche* 30-000.03/07/20.0310310069 


— 8310310081 Forwards "Analyses of Steam Generator Tube Rupturts in 
Arkansas Nuclear One. Unit 2." dtd Apr 19B3 Nork documented 
In rept performed as part of severe accident analysit 
program at NRC request 

CHARLTON, T R EO&D. Inc 03/04/05 SQLECKl.JE Energy. Dift 
of. Idaho Operations Office ip 20778 175 24X 

Fiche 30-000. 03/07/20. 0310310069 


— 9310310004 "Analyses of Steam Generator for Tube Ruptures in Arkinias 
Nuclear One Unit 2. '* Apr 1983 

DAVIB. C D . BLAKELEY. J £ Energy. Dept of. Idaho Operations 
Office FIN A-6394 E 0(3- N TAP -6226 03/04/30 66pp 20970 196 

a4X Fiche 50-000,03/07/20,0310310069 


8311030119 LGR 03-O45/O3L-O on 830916. spec lal fire door gap Insp 
revealed excessive gap between door it floor or threshold 
for listed rooms Caused fay Installation specs not addressing 
gaps Fire watch posted & gaps repaired N/B310t9 Itr 
ROOERB, P . MARSHALL. J R Arkansas Power Sc Light Co 03/10/19 
OAOLIARDQ. J E Division of Resident. Reactor Project tt Engiri<«rlrg 
Programs 9pp 21037 310 24^ Fiche 50-360. 03/10/19. 831 1 D30U9 


8311020072 PN0-l9-a3-032 on 831031 . strl ke of security guard force 
initiated Guards from Callaway t< Comanche peak stations 
relieved striking guards No violence anticipated l/nlt 2 
contract labor involved in refueling honoring picket line 
JOHNSON. N 0 . OAGLIARDO. J £ Region 4. Office of Director 
03/10/31 2pp 21012 195 S4X Flche 50-313. 03/10/31. 031 J 020072 


8311020014 PN0-IV-03-O32A on 831031. strike of security guard force 
Initiated Replacement guards from Callaway St Comanche Peak 
stations continue to replace striking guards 
JOHNBONiH D . GAOLIARDO, J E Region 4. Office of Director 
03/11/01 2pp 21012 180 24X Fiche 90-313, 03/ U/OJ. 831 1 02001 <1 


8311190081 Updated LER 83-045/03X’'l on 830716-1015. various fir* 
protection deficiencies observed Caused by Inadequate work 
controls Complete fire protection sys uialkdown insp in 
progress to validate program manual W/031107 itr 
RO<?ERB. P . MARSHALL, J R Arkansas Power it Light Co 03/11/07 
GAOLIARDO. J E Region 4. Office of Director 9pp 2n75 001 24x 

Fiche 50-366. 03/11/07.8311190081 
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F security, medical, emergency fire protection plans 


0310110104 Ack receipt of 030614 Itr forwarding Rev 4 to guard training 
tt qualification plan Portions inconsistent u/10CFR90 54(p) 
must be revised or modified 

LEWIS.R C Division of Project it Resident Programs 03/07/14 
TUCKER. H B Duke Power Co 3pp 20667 276 24X 

Flche 90-367.83/07/14.0310110104 


0310200362 Generic Ltr 83-03 to all licensees it applicants of nuclear 
power reactors re NRC positions on certain requlremtnts of 
App R to 10CFR90 Bve list end 

ElsENHUT. P G Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 21pp 21114 329 24X 

Flche 90-000. 03/10/19,8310200362 


8311180011 Forwards IE Insp Repts 90-369/83-34 it 50-370/03-41 on 
830712-16 No noncompliance noted 

DANCE, H C Division of Project it Resident Programs 83/10/24 
TUCKER. H B Duke Power Co 2pp 21223 047 24X 

Fiche 90-367,83/10/24,8311160011 


—0311180026 IE Insp Repts 90-367/03-34 it 50-370/83-41 on 830712-16 WP 
noncompl lance noted Major areas inspected emergency 
preparedness, inc ludlng emergency detection 8. classlf icat i on. 
protective action decisionmaking 1* communications 
MARSTQN. R R , 8T0DDART. P 0 Region 2. Office of Director 
JENKINS, G R Division of Emergency Preparedness & Materials 
Safety. 83/10/18 lOpp 21223 049 24X Fiche 90“369i 83/10/24, 

8311180011 


6311100017 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rule* and Record* 83/11/07 Document 
Management Branch Ip 21147 218 24X Flche 90-367,83/11/07, 

8311100019 


— 0311100024 Forwards public version of revised emergency plan 
implementing procedures. Including Procedures RP/O/A/3700/02 
re alert, RP/0/A/3700/03 re site area emergency it 
RP/O/A/3700/04 fo general emergency 

TUCKER, H B Duke Power Co 83/09/09 DENTDN. H R Qf # i ci 4 f 

Nuclear Reactor Regulation. Director ADENBAM.E 0 Llcenilng 
Branch 4 2pp 21147 217 24X Fiche 90-369.03/11/07,0311100017 
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— ^8^1^100027 Public verilon of ^Kvlsed emeigenctj plan implementing 
p^Dcedureii- Inc lud Ing Procedures RP/o/ A/5700/02 re aierti 
RP/0/A/5700/Oa re site eree emergency RP/0/A/3700/04 re 
H^rerel emergencg 

* Duke Pouer Co 33/04/10 94pp 21149 221 a4X 
TUhe 50-369,03/11/07.6311100019 


8311104336 Release* public version of tevlsed emergency plan 
iB^Irmentlng procedures 

fELTONiJM Division of Rules and Record* 03/11/07 Document 
fijnsjrment Dranch Ip 21153 OBo a4X fiche 50-369.03/11/07, 
031(100336 


— &311IO0341 Foruarils public version of revised emergency plan 
iftp lenint ing proc edure*, incl udlng Procedure* RP/0/A/3700/01 
re na tl f icatltjn of unusual event t< RP/o/A/3700/02 r« alert 
TUCH'ER.H B buke Power Co 03/09/20 DENTON, M R Office of 
Nuclear Reactor Regulation. Director ADENSAM. e 0 Licensing 
BTiTtcli 4 2pp 21133 OQl 24X Flclie 90-369.83/11/07,0311100336 


—0311100346 Public version of revised emergency plan imp lamenting 
procedures. Intludlng Procedures RP/O/A/5700/01 re 
notification of unusual event RP/0/A/S700/02 r* alert 
CLOVER. « S Duke Power Co 03/09/06 lOOpp 31193 003 24X 

Piche 94-369,63/11/07,0311100336 


B3IIL0O3&1 Releases public version of revised emergenctf plan 
iaplementing procedures 

FEITOHj J M Divlalon of Rules and Records 03/11/07 Datumenfc 
Karagamcnt BrancK Ip 21132 293 24X Flche 90-369,03/11/07, 

0 311100361 


—0311100366 Forward* public version of revised emergency plpn 
lap)«m«ntlng proc edure, Inc luding Procedure* RP/O/A/97O0/(>l 
re notification of unusual event, RP/o/A/5700/02 re alert 8, 
RP/0/ A/ 9700/03 re site area emergency 

* Duke Power Co 03/06/30 DENTON. H B Office of Nuclear 
Reactor Reaulatlon. Director ADENSAM.E 0 Licensing Branch 4 
Ip 21192 294 a4X Fithe 90-369, 03/ n/07, 03U 100361 


—0311100369 Public version of revised emergency plan Implementing 
proc idures, Incl ud Ing Procedures RP/O/a/ 9700/01 re 
natifuatibn nf unueual event, RP/O/A/5700/02 re alert 8< 

R.P/D/ A/ 5700/03 re site area emergency 

CL0VER.M 0 Duke Power Co 03/06/07 llSpp 21192.295 24X 

Plthe 90-369.03/11/07.8311100361 


0311100060 Ack receipt of 830923 Ur informing NRC of steps taken to 
corract violations noted in IE Insp Repts 90-369/03-30 h 
90-370/83-37 

LEVIS. R C Division of Project L Resident Programs 83/lJ/tO 
TUCKER, H B Duke Power Co ip 21229 203 24X 

Flche 90-369.03/11/10,0311100068 


— 0311100007 IE Insp Repts 90-369/03-30 L 9O-37O/03-a7 on 030620-0720 
Noncompllanc e noted failure to retain callbr documentation 
Ir to follow maint procedure, resulting in pump motor damage 
ORDEfia, W Region 2, Office of Director BROWNLEE, V L Division 
□f Project U Resident programs 03/00/23 I2pp 21229 290 24X 

Flche 90-369,03/11/10.8311180060 


P Qpeiretlng license stage documents U correspondence 


Bril 1030110 Buppl 3 to startup rept 

TUCKER. K B Dolce Power Co 02/11/19 O'REILLY, jp Region 2. 
Office of Director Ip 21038 294 24X Flche 50-369,02/11/19. 
6311030110 


03 40280037 Forwards Amends 6 L 29 to Licenses NPF-9 i. NPF-17. 
reip ectlvelg, safety evaluation & request for FR publication 
Amends suthorix* transfer bf spent fuel between Unit* 1 8< 2 
ADENSaii,E O Licensing Branch 4 83/io/l9 TUCKER.K B Duke Power 

Co 3pp 20964 120 S4X Flche 90-369.03/10/19.6310280037 


— 6310200043 Amends i ti 89 to Licenses NPF-9 L NPF-17, respectively . 
eutharltlng transfer of Spent fuel between Units 1 6 2. 

EISENHUT. D o Division of Licensing 03/10/19 4pp 20964 122 
SAX Flche 90-i369, 03/ 10/19. 8310200037 


— B3102B0049 Bafetg evaluation supporting Amends 6 s< 2o to Licenses 
NPF-9 NPF~17. respectively 

* Office of hTuclear Reactor Regulation, Director 83/10/19 5pp 
20964 126 24 X Fiche 50-369.03/10/19,0310200037 


- B310^B0096 nequests FR publication of notice of Iseuance L availabllsty 

of Amends 6 S, aO to Licenses NPF-9 6 NPF-17. respvctively t* 
propbied NBHC L opportunity for hearing re transfer of spent 
fuel between Unit* I L 8 

ADtNBAH, E. 0 Licensing Branch 4 03/07/06 CLARK. R A Operating 

Reactftr* Branch 3 2pp 20964 131 a4X Flche 50-369,03/10/1^7, 
6310200037 


831 1010299 Forwards justification far raising lower containment temp 
from 120 F to 129 F. per 030922 application for afsend to 
Licensee NPF-9 L NPF-17 changing Tech Specs 

tucker. H B Duke Power Co 83/10/26 DENTON. H r Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Drancb 
4 3pp 20979 203 24X Fi< he 50-369, 03/ 14/26. 031 1010299 


0311030344 Forwards Amends 26 -6 7 to Licenses NPF-9 6 NPF-17, 
respectively & safety evaluatlan Amends change Tech Epees re 
sUTveillanca testing of turbine overspeed protection sy s 
valves ti permit one-time e^ttenslon of survelllnnce interval 
ADEN9AM.E 0 Licensing Branch 4 83/10/26 TUCKER. H B Duke Fewer 

Co 2pp 21049 247 24X Flche 94-3s9. 03/ 10/26, aai t030344 


—8311030347 Amends 26 ti 7 to Licenses NPF-9 b NPF-t7.r espec 1 1 vely 
changing Tech Specs. ra surveilUnce tssting of turbine 
overspred protection sys valves h granting one-time 
extension of surveillance interval 

ADENSAM.E -0 Licensing Drench 4 83/10/26 6pp 21049 249 21X 

Flche 90-369,03/10/26.0311020344 


— 0311030349 Safety evaluation supperting Amends 86 7 to License 

NPF-9 tt NPF-17. respectively 

» NRC - No Detailed Affiliation Given 83/10/26 9pp 
21049 257 24X Fiche 50-369.93/10/26,0311030344 


0311090400 Denies 830906 request fnr extension to submit formal 120-dfiy 
respanse to Oeoerlc Ltr 83-20 re generic Implications of 
Salem ATUS events Info requested should be submitted, to 
extent practical. by 031105 

ADEKSAH.E 0 Liesneing Branch 4 83/10/26 TUCKER.H B Duke Power 

Co 3pp 21144 103 24X Fiche 50-000.83/10/26,8311090400 


□311100051 Confirms 031426 telcon author 1 1 ation for amend to Licenses 
NPF-3 it NPF-17. changing Tech Specs re limiting conditions 
for operation for containment lower compartment temp. 

NDYAK.T H Assistant Director for Licensing 03/10/26 TUCKER. H □ 
Duke Power Co 2pp 21144 347 24X Ftch*' 50-369.83/10/26, 

B311100051 


9311090434 Forwards netkee ef cons 1 deration of issuance of emends to 
Licenses NPF-? h NPF-17 6 proposed N6HC determination £< 
oppertunlty for hearing re util B30802 L 0922 submittals re 
compartment temp Notice sent to FR N/o and 

ADEN9AH. E 0 Licensing Branch 4 63/10/20 TUCKER. H 9 Duke Power 

Co 2pp 21144 106 24 k Flche 50-369,83/10/80,9311090430 


6310310403 Cenaric Ltr 63-38 to all licensees of operating powir 
reactors it applicants far OL re NUREQ-0969i ''NRC Inventory 
of Dams ■" Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only tf/o end Sve list end 

E18ENHUT.0 0 Division of Licensing 03/10/31 Consol 1 dated 
Edison Co of New York. Inc i<4pp 2llS4 0i& 04X 

Fiche 50-400,03/10/31,8310310403 


6311010182 Generic Ltr 03-37 to all PWR licensees re NUREO-0737 Tsch 
Specs Requests review of Tech Epees to detarmine caniistency 
w/guidance in NlFREO-4737 Response required within 90 days 
of receipt of ltr Bve list end 

EISENHUT. D 0 Division Of Licensing 83/il/Oi. Gonso 1 Idateil 
Edison Co of New York. Inc 22pp 21149 090 24X 

Fiche. 50-000,93/11/01. 031 lOlOlOS 


8311140396 Discusses authoriied change in Tech Spec 3 6 1 5 re higher 
c ontal hflient/ lower compartment air temp. par 031026 request 
Ltr indicating data on which canfirmotory info will b« 
submitted requested 

ADENBAM.E 0 Licensing Branch 4 83/il/Ol TUCKER.K 8 Duke Power 
Co 3pp 21183099 24X Flche 50-369.33/11/01.0311140396 


0311020031 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for QLs it holders of CPs re clarification of THl 
Action Plan Item 11 K 3 31 Bubmlttal of hounding 
demonstration will satisfy requirements 8vc list «ncL 
EI5ENMUT. D 0 Division of Licensing 83/11/02 Consolidated 
Edison Co of New York. Inc 16pp 21194 001 24X 

Flche. 50-000, 93/11/02.831 1020051 


031115Q17S Forwards response to Generic Ltr 83-20. “Required Actions 
Based On Generic Implications of Salem ATN3 Events " 

Reactor trip investigation program will tr Imp I emented by 
940101 

TUCKER.K t) Duke Power Co 83/11/04 EI6ENHUT. D 0 Division of 
Licensing 42pp 21172 I97 24X Fithe 50-369. 83/1 1 /04, B3l 1150172 


0311160280 Requests payment t>f Class III U | license fee* re 830218 
application for revised Tech Specs l< transfer »f spent fu«l 
between units 

DIGGB. R N License Fee lloTiag ament Branch 83/11/14 TUCKER^N B 
Duke Pqiwer Co |p^ 21204 001 24X Flche 50’'369. 03/1 1/ 10. 

8311160200 
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8311220490 Forward* "Safety EvaJuatlon for McOuire Unit* 1 fc 2 
Transition to Uest:in '9 hous e 17*17 Optimiied Fuel Assemblies " 

License amend reilues ts# inc luding Tech Spec changes & cycle- 
specific reload safety eval uatiOTis, wi 1 1 be submitted 
TUCKER, H B Duke Power Co 03711/14 DENTON* H f? Office of 
Nuclear Reactor Regulation^ Director A DENS A W, E G Licensing Drench 

4 app 212SS 212 24)i Fichc 30-369,83/11/14*8311220490 


— 8311220496 "Safety Evaluation fi^r McGuire Units 1 & 2 Transition to 
Westlnghoose 17x17 Optlmtied Fuel Assemblies " 

* Westinghouse electric Corp 83/11/14 26pp 212S9 214 24X 

FI Che 50-369,83/11/14*8311220490 


8311280408 Supplemental info to application for amend to Licenses 
NPF-9 8f NPF-17, Chang ing Tech Spec to allow conditional 
increase in containment lower compartment temp to 125 F 
Supplemental justification end 

TUCKER, H B Duke Power Co 83/11/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM* E 0. Licensing Branch 
4 2pp 21289 236 24X Flche 50-369.83/11/14*8311280408 


8311220423 Application to amend Licenses NPF'9 U NPF-17 revising Tech 
Specs re min BC8 flow rate for Unit 9 6 changing limit* for 
safety sys settings to accommodate neu RCS flow 
requirements 

TUCKER, H S Duke Power Co 83/11/18 DENTON* K R Office of 
Nuclear Reactor Regulation* Director ADEN8AM*E G Licensing Branch 
4 3pp 21260 068 24 X Flche 30-369,83/11/18*8311220423 


— 9311220443 Proposed Tech Spec changes re min RCS flow rate for 
Unit 2 

» Duke Power Co 93/ 11 /IB 33pp 21260 071 24X 

Flthe 30-369*03/11/19.0311220423 


0 Inspection reports, IE Bulletins fc correspondence 


9311180331 Forwards IE Insf Repts S0-369/B3-33 8c 50-370/03-42 on 
930927-30 No noncomp 1 1 anc e note<l 

DANCE, H C Division of Project tr Resident Programs 83/10/19 
TUCKER, H D DuVe Power Co 2pP 21S28 240 24X 

Ficbe 90-369.83/10/19*8311190331 


— 9311180334 IE Insp Repts 50-369/83-39 & 90-370/03-42 on 030927-30 No 
noncampi lance noted Major areas inspected low power level 
$( power level plateau data reviews 

BURNETT<P T Region 2, Office of Director UAPE.F Division of 
Engineering 8, Operational Programs 83/10/14 7pp 21220 250 
24X FlChe 50-369,83/10/19,9311180331 


9308300797 lE Info Notice 83-69, "Improperly Installed Fife Dampers 
at Nuclear Power Plants '■ 9vc list end 

JORDAN, E L Division Of Emergency Preparedness it Engineering 
Response CPost 830103) 03/10/21 Consolidated Edison Co of New 

Vork* Inc l37pp 21114 351 24X Fic he 50-000, 83/10/21 , 8308300797 


0311180011 Forwards IE Insp Repts 50-369/03-34 it 50-370/03-41 on 
030912-16 No noncompliance noted 

DANCE, H C Division of Project 8( Resident Programs 03/10/24 
TUCKER* H B Duke Power Co Spp 21223 047 24X 

Flcbe 50-369.03/10/24 . 9311190011 


--8311180026 IE Insp Repts 90-369/83-34 8. 50-370/83-41 on 830912-16 Mo 
noncompliance noted Major areas Inspected emergency 
preparedness, Inc luding emergency detection it classification* 
protective action dec i s lonmaklrg 8< communications 
MARSTONrR R , STDDDART, P O Region 2* Office of Director 
JENKINS, 0 R Dlvieiiin of Emergency Preparedness 8< Materials 
Safety B3/JO/10 JOpp 21223 049 24X FI che 50-369, 03/10/24* 

B3lJIB001i 


9300310030 IE Info Notice 93-70, "Vlhratlon Induced Valve Failures " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/10/23 Consolidated Edison Co of New 

Vork* Inc ll7pp 21057 219 24X Fiche 50-000,83/10/25,9308310030 


0300300799 IE Bulletin 83-07, Suppl 1. "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " Svc list end 

DEYGUNO, R C Director's Office, Office of Inspection and 

Enforcement 93/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24 X Fiche 50-000.83/10/26.8308300799 


031 IJ 001 76 Forward* IE Irsp Repts 50-369/03-30 8, 30-370/03-45 on 
831011-13 Ho noncompl lane e noted 

DANCE, N C Division af Project & Resident Programs 03/10/26 
TUCKER, H 0 Duke Power Co Spp 21226 071 24X 

Fiche 50-369,83/10/26*0311100176 


—0311180181 IE Insp Repts 50-369/83-38 it 30-370/03-45 on 031011-13 Na 
noncompl iancB noted Major areas inspected indspertdint 
verification of et^ulpment status 8, position 

KRUG* H E P Region 2, Office of Director JAPE, F Division of 
Engineering t Qperatlonal Programs 83/10/24 3pp 21226 073 
24X Fiche 50-369,03/10/26*8311100176 


0308310034 IE tnfp Notice 83-71, "Defect In Load-Bearing Veldl on 
Lifting Devices for Vessel Head 6 Internals " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Englntering 
Response (Post 0301031 83/10/27 Consolldeted Edison- Co of Heu 

York* Inc llSpp 21037 357 24X Fiche 50-000,03/10/27* 830931003 + 


0300310048 IE Info Notice 83-72* "Environ Qualification Tasting 
Experience " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/10/20 Consolidated Edison Co of Nej 

York* Inc I31pp 21155 024 BAX Fiche 50-000,83/10/20,9308310048 


8311100107 Forwards IE Insp Repts 30-369/03-37 ft 50-370/83-44 on 
831011-14 No noncomp 1 ianc e noted 

DANCE, H C Division of Project it Resident Programs 03/10/20 
TUCKER, H B Duke Power Co 2pp 21223 103 24X 

Fiche 50-369,83/10/28,0311100107 


—0311100111 IE Insp Repts 50-369/03-37 8, 50-370/03-44 on 931011-14 Ms 
noncofflpl lance noted Major areas Inspected review of power 
escalation tests 8c imp I ementatian of independent 
verification program 

BURNETT, P T Region 2, Office of Director JAPE.F OlvIsiOTi of 

Engineering 8< Operational Programs 83/10/26 3pp 21223 105 

24X Fiche 30-369,83/10/20.8311100107 


8300310037 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " Sve list end 

PARTLOW, J G, Division of OA, Safeguards 8« Inspection Pregrem* (Post 
0301031 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21154 249 24X Fiche 50-000, 83/10/31, 03OB31OO57 


0308310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on BE Type AK-2-B5 Breakers) " 

Sve list end 

JORDAN, E L Division of Emergency Preparedness it Enjlneerliig 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New 

York, Inc 115pp 21514 024 24X Fiche 50-000,83/11/02,0309310076 


0308310075 IE Info Notice 03-78* "Improper Control Rod Manipulation “ 
8vc list and 

JORDAN* E L Division of Emergency Preparedness Si Englnepring 
Response (Post 030103) 83/11/03 Consolidated Edison Co of 

York, Inc 114pp 21513 253 24X Fiche 50-000, 03/1 1 /03, 0300310075 


0311180060 Ack receipt of 830923 Itr Informing NRC of steps taken tc- 
correct violations noted in lE Insp Rep'ts 50-369/83-30 it 
50-370/83-37 

LEUIS,R C Division of Project 8« Resident Programs 83/11/10 
TUCKER. H 0 Duka Power Co Ip 21229 203 24X 

Fiche 50-369*83/11/10,8311180060 


—0311180077 Responds to NRC 830026 Itr re violations noted in IE ]nip 
Repts 50-369/03-30 it 50-370/83-37, Corrective actions motor 
repaired, new procedure written & proper calibr procedures 
performed 

TUCKER, H B Duke Power Co 83/09/23 D'REIULY,JP n#glon2i 
Office of Director 3p p 21229 204 24X Fiche 50-369. 83/S 1/ lO. 

8311100060 


—0311100078 Forwards IE insp Repts 50-369/83-30 50-370/83-37 on 

030620-0720 it notice of violation 

LEUI0,R C Division of Project it Resident Programs 03/09/26 
TUCKER* H B Duke Power Co 2pp 21229 287 24X 

Fiche 50-369,83/11/10,8311180068 


—8311100083 Notice Of violation from insp on 030620-0720 

o Division of Project it Resident Programs 03/08/26 Jp 
21229 209 24X Fiche 80-369*83/11/10,8311100060 


—0311100007 IE Insp Repts 50-369/03-30 it 50-370/83-37 on 030620-0720 
Noncompl lance noted failure to retain calibr documentation 
& to follow maint procedure. resulting in pump motor damage 
ORDERS, U Region 2. Office of Director BROWNLEE* V, L Divlilcn 
of Project it Resident Programs 03/00/25 12pp 21229 290 24x 

Fiche 50-369.03/11/10,0311180068 


8311010015 IE Info Notice 03-77. "Alr/Gas Entrainment Events Resulting 
in 8ys Failures *' Sve list end 

JORDAN, £ L Division of Emergency Prapartdnei* it Engineering 
Response (Post 830103) 03/11/14 Consolidated Edison Co of 

York. Inc 114pp 24X Fiche 50-000*83/11/14,8311010015 
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SJlLOtOOia !E Info Notice B3-7B< “Apparent Improper Mod of Component 
Affritlng Plant Safety " Svc list end 

«>ORDANj E L Division of Preparedness 8( Engineerino 

H^tponse (Post 8301031 83/11/17 Consolidated Edison. Co of Neu. 

Ti4Tt. Inc U7pp ?1603 001 2Ay f^iche SO^-OOO. B3/1 1/ 17, B3l lOlOOlS 


R PtrlDdic operating reports related correspondence 


3311030417 LER S3-08e/O3L-O on 030922. uih i 1 e In Mode I, invalid fire 
alarm reccivetj on Zone EPA 77 ^reciprocal crtarglng pump 
roonl Alarm uctuld not reset EFA 77 declared inoperable 
Caused bp uater entering turn bases L detectors N/d3102l Itr 
NARDDCI.P □ . TUCKER, H D Duke Potajar Co 03/10/31 O'REll-i^V.J P 
Region 2 , Office of Dlrectar 3pp 21014 3ot a4X 
Picho 50“3t9, 03/10/21, 031 1020417 


^liD 30 Oiii 2 ''Radioactive Effluent Release Semiannual Rept, Jul'^Oec 
br/B30302 Itf 

PAjflK,ER,M G Duke Power Co 61 / 12/31 O'REILLY, J P Region 3 
Atlanta, Office of the Director <Ql/ 03 / 0 l> Spn 21020 347 
FlcJie 50 - 369 , ai/ 12 / 3 i,B 3 no 300 &a 


19B1 


0:^:11030117 'Radioactive Effluent Rel eases, Uan'^June 1982 " W/B20907 itr 
TlXi'^ER, H D Duke Power Co 62/06/30 O'REILLY, J P Region 2, 
Office of Direttor 9 pp 2i037 301 24X FUhe 50 - 369 , 82 / 06 / 30 , 

6311030117 


Q31104Q037 Forwards UERs e3-0B7/03L-0 6 83-055/O3L-0 

TUCKER. H D Duke Power Co B3/ 10/21 0 'RE ILLY. J P Regldh 2. 

Offli;e of Director 3np 21050 I 2 l 24^ Flche 50-369,03/10/21, 
031 1040OS7 


— D31 1040063 LER B3-0B7/O3L-0 <}n 830900. week ly portion of fire door Insp 
periodic test not performed Caused b ij contractor personnel 
error Security personnel counseled fc Surveillances uk 1 1 be 
added to shift turnover procedures 

NARpaCl.P 6 Duke Power Co B3/10/21 Region 2, Officb Pf 

Director Ip 21050 124 a4X Fiche 50 - 369 , 33/ 10/31 j 83 1 10400^7 


6311Q3006O "Radioactive Effluent Rel eases, Sol id Uastes, Semiannual 
Reft, Uui-Dec l 982 '■ (4/030301 1 tr 

TIKKER.,M B Duke Power Co 02/13/31 O'REILLY, J P Region 2, 
Office of Direetnr I9pp 21020 291 24X riche 50-369.02/12/31, 

6-311030060 


6311030006 Foruards "Updated LADTAP Dose Assessment Rept for Calcula-t^d 
□eeet to General Public from Effluent Releases at Util for 
First Half |9S2 " Update required due to change 6 approval 
of b ioacculniat 1 on factor used for P *32 

TUCKER. M B Duke Power Co 03/09/ai Q'RElLLY.J P Region 2 , 

□ ffl<<e of Director ip 31039 042 24X Fiche 50-369.03/09/21, 

6311030006 


-6311030010 "Updated UADTAP Dose Assessment Rept for Calculated Dose to 
General Public From Effluent Releases at flcOuire Nuclear 
Station for First Half of 1902 " 

♦ Duke Power Co B2/06/30 Ip 21029 043 24X 

Fiche 50-369.03/09/21,0311030006 


6311230326 Honthlg operating repts for Oct 1903 M/831115 Itr 

REAYEB.J a . TUCKER, H D Duke Power Co 03/11/16 Director's 
Office. Office of Inspection end Enforcement lOpp 21261 340 24 X 

Fiche 50-369,03/11/15.8311220326 


S .Reportable occurrences, LERs t, related correspondence 


631)010211 Forwards LERs 83-003/011-0 b a3-047/0iT-*0 Detailed event 
Analysis end 

TUCKEb.k 0 Duke Power Co 03/10/13 O'REILLY, J P Region 2, 
Dfflc* of Director 3 pp 20973 182 24X Fiche 50-369,03/10/13, 

eaiioiogii 


■e3UOlOS17 LER 83-O03/O1T-O on 030929, two scheduled auxiliary bldg 
electrical penetration room fire watch patrols not 
iperformed Caused by personnel error Personnel counseled 
NARDOCI.P P Duke Power Co 03/10/13 Region 2, Office oP 
Director Ip 20993 105 24X Fiche 50 - 369 , 03 / 10 / 13,0311010311 


6311010333 LER O3-O47/01T-0 on 830929, two scheduled auxiliary bldg 
electrical penetratlo-n mom fire watch patrols not 
performed Caused by personnel error Personnel counseled 
WARDQCI. P fl Duke Power Co 83/10/13 Region 2, Office of 
Director Ip 20993 106 24X Fiche 50-369,03/10/10,03111)10211 


-B31104OO7O LEr B3-'055/03L"D on 630903, week ly portion of fire door insp 
periodic test not perforened Caused bij contractor personnel 
ervpr Security personnel counseled I, fire door surveillances 
will be added to shift turnover procedure 

NARDDCt.P D Duke Power Co B3/10/21 Region 2, Office of 

DlYcctor Ip 21050 125 24X Fiche 50-369. 63/ 10/21 , 831 1040037 


0311040019 LER B3-O9O/O3L-0 on 03O92A, Loop D Overpower delta f t 
overtpmp delta T declared inoperable Caused by compone-nt 
failure due to failed lead/lag amplifier card Ty-441K Card 
replaced Loop callbr H/B31024 Itr 

NARDDCI.P 0 , rUCKER, H D Duke Power Co 03/10/24 O'REILLY, J P 
Region 2. Office Of Director 2pp 21091 204 24X 

Fiche 50-369.03/10/24.0311040019 


0311070076 LER BS-CBl/ODL-O on B309k0 l« 12, trouble alarm for Fire 
Detectiori Zone eFA 150 received 6 would not reset Ceuied 
by spurious alarm it erratic voltage readings, respec t Ively 
Three detector bases replaced M/Q3t024 Itr 

NARDDCI.P B . TUCKER, H D Duke Power Co 63/10/24 Q 'RE ILLY. J P 
Region 2, Office of nirettor 2pp 21066 127 SAi 
Fiche 50-369,03/10/24*6311070576 


B311090S6? LER 03-O91/O3L-O on 830926,06 audit of completed fire door 
Insps revealed that Fire Door 0 O 6 D not inspected during 
weekly Insps Caused by metnt supervisor unf ami 1 iar Ity u/T»cK 
Spec survellUhce requirements M/631026 Itr 

MARDaCl.PO . rOCKER.H a Duke Power Co 03/10/26 Q'flEILLV.UP 
Region a. Office of Director 4pp 21096 333 24X 

Ft Che 50-369,03/10/26,8311090262 


8311090343 LER 03-092 /03L-0 on 630926, 0 A audit of fire door Imp 4 
discovered Door 723F Identified during weekly insps at 
unlocked but no corrective action taken Caused by failure td 
follow procedures Personnel counseled M/03iO26 Itr 
MARDDCt.P 0 , TUCKER, H D Duke Power Co 03/10/26 a'PElULV, j P 
Region 2, Office of Director 2pp 21105.074 24X 

Fiche 50-369,03/10/26,0311090345 


B3111702B3 LER 83-093/03L-0 an 030986. Fire Door Q19A found attached to 
door frame by top hinge b door closer mechanism only Caused 
by damage to threads of screw holes Screw holes retopped 6 
new screws installed m/ 031026 itr 

NARDOCl.P D , TUCKER* H B Duke PPwer Co 83/10/26 Q 'REILLY, o P 
Region 3* Office of Director 2 pp 21212 121 24X 

FlchO 50-369,03/10/26.8311170283 


8311070233 Confirm* 831017 enforcement conference in Region II ofc to 
4iicuss ROs T-e personnel errors it Inadequacy g# verification 
progTdn For verifying correct performance of operating 
activities Proposed agendo end 

O'ftefLLV, J P Region 2 , Office of Director 03/10/14 TUCKER. H 0 
Cuke Power Co 2pp 21062 879 24X Fiche 30-367,83/10/14, 

Q31 1070235 


8311210404 RO 369/83-65 it 370/83-50 re potential deficiency of stall tti 
conduit connections to safety-related equipment located in 
harsh onvtroin Otll intends to apply Dow Corning RTV 3143 
sealant to conduit fittings to correct deficiency 
ORDERS* M T Duke Power Co 83/ 10/27 O'REILLY, J P Region ti, 
Office of Director Ip 21236 207 24X Fiche 50-369*03/10/27. 

6311210404 


631 1 020251 LER B 3 - 0 a 9 /O 3 L -0 on 830923, annunci atoT EFA 138 declared 
Iheperable following invalid fire alarm for fire detection 
lone Caused by accumulatinn of dirt it dust In detector 
Oetector cleaned it reinstalled M/Ssioai Itr 

NAROnci.P D . ORDERS, W T Duke Power Co 03/10/21 O'REILLY, J P 
fligl6n 2. Office of Director 2pp 21011 106 24X 

Fiche 50-369,83/10/21,8311020251 


8311090291 RQs 369/83-66 6 370/Q3-54 an 830923. p o ss 1 b 1 p Inad equate 
surveillance op piro protection sy* valves which constitute 
degradation of spray t,/or sprinl<ler sy s identified 
Incidents determined not reportable 

TUCKER, H D Duke Power Co 03/10/20 Q^PEILLY, J P Regipn 2 
Office of Director Ip 21095 393 24X Fiche SO-369, 03/ 1 0/Efi! 

B3i 1090291 


6311020259 RDs 369/B3-86 1, 370/03-86 ro degradation of sprey fe/or 
sprinkler sys Investigation Incomplete Repts will be 
tubmitted by B3U04 

TUCKER, H D Duke Power Co 03/10/21 O'REILLY, JF Region 2. 
Gffice of Director Ip 21011 lOl 24X Fiche 50-369*03/10/21, 
031 L020259 


8311170318 LER 03-094 /O3L-0 on 630930, inva I i d fire alarni far fir, 
detection Zone EFA-IlO received In control room Which would 
not reset Caused by component malfunction due to 
accumulation of dust U/BQlOSG Itr 

NARDOClpP B , TDCKERiK D Duke Power Co 83/10/20 0 'REILLY J P 

Region 2, Qffico of Director Spp 21212:522 &4X 

Fiche 50-369,03/10/20*8311170310 
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QSnSlOOSS LER 03-09 3 /DDL '0 on Q30?30/st»am gonerdtor A L/ater lev^l 
high channel III -doclariid inoperafale CAu«ed by component 
(signal comparatai^ card > failure Card replaced & channel 
returned to svc W/fl31oa0 Itr 

NARDDCI-P B - TUCKER* H D Dute Power Co B3/J0/2B O'REILLY, J P 
Rcgiofi Office of Director Spp S1Z32 363 24X 

Fiche 50-3i£>9, 03/10/20. 031 1210023 


9311100099 Followup Part 21 rept re leaking tantalum capacitors In 
Class lEi9A-t relag& (ref IE Info Notice S3**63> Customers 
given option cP returning relaye or performing field mod 
SCHNlDT^i^ J Heatinghouse Electric Carp B3/11/01 LAUOEN, M NRC 
- No Detailed Affiliation Given I9pp 21137 317 24X 

Fiche 30-369*83/11/01.6311100099 


□311070472 FoLlouup to Part 21 rept re potential failure of 
Ir^est InghGuse Type 0A-1 relays (IE info Notice S3~63) Addl 
potential problems discussed in end Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 2t 
DUYALL * D D Drown Doueri Carp (subs of Drown Dover! & Co * Ltd ) 
93/11/03 DEYOUNG. n C Director's Of Fite. Office of Inspection and 
Enforcement iSpp 21067 347. 24X Ficho 50-000,83/11/03. 

8311070472 


0311170226 Revised RO 369/83-B4 on B30929. both trains of containment 
spray sgs Inoperable Unit not placed In correct mode in 
reijulred time Caused by sludge buildup doe to seal leakage, 
rendering pump Inoperable Line cleared 6 operator counseled 
TUCKER, HD puke Power Co 83/11/04 Q'REJLLY.JP Region 2, 
Office of Director 4pp 21214 OBI 24X Flche 50-369,83/11/04* 
8311 170226 


0311170329 LER e3-O97/O3L~0 on 031009, while in Mode 3. prassurl ler 
beater group 10 declared inoperable when vacuum contactor 
Failed to energise in manual Caused bg component 
malfunction Repair will be made during outage U/S31104 Itr 
t>1CDaV>IELL> H K * TUCKER. H D Duke Power Co D3/11/04 O'REILLY. J P 
Region 2. Office of Direetar 2pp 21212 262 24X 

Flche 30-369.83/11/04,8311170329 


0311210029 LER fl3-O99/03L-0 on 031006. Inva 1 i d fire alarm for fire 
detection Zone EFA 77 received in control room Caused bg 
unidentified iw-atersp 1 1 1 around celling batch plug 
accumulating around detector 6 base U/831104 Itr 

MCDDHELL*W H , TUCKER* H B Duke Power Co 83/11/04 0 'REILLY* J P 

Region 2* Office of Director 2pp 21231 319 24X 

Flche 50-369* 03/1 1/04, 031 1210029 


6311170343 Forwards LERs 03-101/011-0 6 a3~064/99T-0 

TUCKER, H D Duke Power Co 03/11/07 0 'REILLY* J P Region 2, 

Office Df Director 3pp 21212 326 S4X Flche 90-369,63/11/07* 
8311170349 


—0311170353 LER D3-l0l/OiT-O on 831024* (festinghoute notified util of 
potentially defective relays SAl Relag used in Class IE 
switchgear for diesel generator protection & mag cause false 
trip output to diesel generator Caused by mfg deflclencg 
MCDDNELL.W H Duke Power Co 83/11/07 Region 2* Office of 
Director ip 21212 329 24X Flche 90-369,83/11/07*8311170349 


—0311170360 Ler a3~064/99T-0 on 031024* Mestinghouse notified util of 
patentlallg defective relays 5A1 Relay used in Class IE 
switchgear for diesel generator protection I, mag cause false 
trip output io diesel generator Caused by mfg deficiency 
MCDDNELL. H H Duke Power Co 63/11/07 Region 2, Office of 
Director ip 21212 330 24X Fiche 90-369*83/11/07*0311170349 


6311210290 LER 03-1OO/O3L-O on B3l ODD* during monthly functional test* 
pressure of oxygen regulator JA found out of required 
tolerance Apparently caused by leakage past internal 
diaphragm Regulator replaced N/831107 Itr 

MCDOWELL* N H * TUCKER, H D Duke Power Co 83/11/07 0 'REILLY* J P 

Region 2* Office of Director 2pp 21234 309 24X 

riche 90-369,03/11/07.0311210296 


0311170336 Forwards LERs 03-102/017-0 L 83-069/01 T-0 

TUCKER* H D Duke Power Co B3/1I/0D O'REILLY* J P Region 2* 
Office Df Director 2pp 21212 303 24X Flche 90-369*83/11/08* 

D31 1170336 


—B31 1170342 ler B3-103/01T-0 on 031029. potential deficiency of capstan 
springs in Pacific Scientific mechanical snubbers 
Identified Caused by vendor aging springs prior to forming, 
resulting in cracking during plating Snubbers replaced 
MCDOWELL, W H Duke Power Co 83/11/06 Region 2, Of flee, of 
Director Ip 21212 305 24X Fiche 90-369*83/11/08*8311170336 


--0311170347 LER 83-069/01T-0 on 831029, potential deficiency of capstan 
springs In Pacific Scientific mechanical snubbers 
identifiad Caused bg vendor aging spring prior to forming* 
resulting In cracking during plating Snubbers replaced 
MCDOWELL, M H Duke Power Cq 03/11 /OB Region 2, Office of 

Director Ip 21212 306 24X Flche 90-369,63/11/0818311170336 


0311210209 Forwards LERs 03-103/03L-0 8* e3-l04/03L-0 

TUCKER. H a Duke Power Co 03/11/11 0'REILUV*J P Region 2, 
Office of Director Ip 21234 OOS 24X Flche 90-369,03/11/11, 
031 1210209 


—0311210290 LER 83-103/03L-0 on 831012. RC5 Loop D overtenp delta T 
declared inoperable when loop Indicator exceeded allousbbe 
tolerance Caused by malfunction of heat sensitive components 
on printed circuit card in process control sgs 

MCDOWELL. M K Duke Power Co 83/11/11 Region 2* Office of 

Director Ip 21234 009 24X Flche 90-369.83/11/11*8311210289 


—8311210294 LER B3-104/03L-0 on 831020, RCB Loop D overteflip delta T 
declared inoperable when loop Indicator exceeded allowable 
tolerance Caused by malfunction of heat sensitive componsnits 
on printed circuit card In process control sgs 
MCDOWELL. W H Duke Power Co 03/11/11 Region 2* Office of 
Director Ip S1234 OiO 24X Flche 30-369,03/11/11*0311210209 


8311170412 LER 03-O90/O3L-O on 831006* three lucked open valv#s found 
open & unlocked Caused by personnel failure to use operating 
precedures Personnel counseled Addl actions specified in 
RD-37O/03-53 W/B3lli4 Itr 

MCDOWELL. W H , TUCKER, H 8 Duke Power Co 83/11/14 O'REILLY. J P 
Region 2* Office of Director 2pp 21200 247 24X 

Ficho 90-369.03/11/14*0311170412 


DOCKET 90-370 WILLIAM D MCGUIRE NUCLEAR STATION* UNIT 2 


F Becurlty. medical* emergoneg & fire protection plans 


0310110104 Ack receipt of 030614 Itr forwarding Rev 4 to guard tratnlrg 
& qualification plan Portions inconsistent U/10CFR90 54{p> 
must be revised or modified 

LEWIS.R C Division of Project & Resident Programs 03/09/14 
TUCKER* H D Duke Power Co 3pp 20667 296 84X 

Ficho 90-369*03/09/14*0310110104 


0310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to lOCTRSO 8vc list end 

EIEENHUT.D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York* Inc 2lpp 21114 329 24X 

Fiche 90-000.03/10/19,8310200362 


8311160011 Forwards IE Insp Repts 90-369/03-34 & 90-370/03-41 on 
030912-16 No noncompliance noted 

DANCE* H C Division of Project 8* Resident Programs 03/10/24 
TUCKER. H a Duke Power Co 2pp 21223 047 24X 

Flche 90-369,03/10/24.0311180011 


—0311160026 IE Insp Repts 90-369/83-34 1*^90-370/03-41 on 830912-16 No 
nencomp 1 lance noted Major areas Inspected emergency 
preparedness, inc 1 ud Ing emergency detection S, classification* 
protective action decisionmaking tt communications 
MARBTQN. R R Region 2, Office of Director 03/10/10 lOpp 
21223 049 24X Flche 90-369,83/10/24*0311100011 


8311100019 Releases public version of revised emergency plan 
implementing procedures 

FELTON* J (i Division of Rules and Records 03/11/07 Document 
Management Dranch Ip 21149 216 24X Fiche 90-369i 83/1 1 /07, 

8311100019 


— B311I00024 Forwards public version of revised emergency plan 
Implementing procedures* including Procedures RP/0/A/S700/02 
re alert, RP/0/A/g700/03 re site area emergency & 

RP/O/A/9700/04 re general emergency 

TUCKER, H D Duke Power Co 03/03/09 DENTON, H R Office of 
Nuclear ReactoT Regulation* Director ADENSAM.E 0 Licensing 
Branch 4 2pp 21147 219 24X Flche 50-369,03/11/07,8311100019 


— 0311100027 Public version of revised emergency plan Implementing 
procedures, including Procedures RP/O/A/5700/02 re alert, 
RP/O/A/9700/03 re site area emergency & RP/O/A/9700/04 re 
general emergency 

a Duke Power Co 83/04/10 94pp 21149 221 24X 

Fiche 90-369*03/11/07*0311100019 


0311100336 Releases public version of revised emergency plan 
implementing procedures 

FELTON* J M Division of Rules and Records 83/11/07 DgeOment 
Management Dranch Ip 21193 080 24X Flche 90-369*03/11/07* 

0311100336 


—0311100341 Forwards public version of revised emergency plan 
Implementing procedures, Includ ing Procedures RP/0/A/g700/01 
re notification of unusual event 8< Rp/O/A/ 9700/02 re alert 
TUCKER, H D Duke Power Co 03/09/20 DENTON. H R Office of 
Nuclear BfiactoT Regulation* Director ADENBAM, E. O Ltcenting* 
Branch 4 2pp 21193 001 24X Flche 90-369* 03/ 1 1 /O 7, B3 U 1 00336 



DOCKETED ITEMS 


2S-J 


fl3lU0D346 var-^Uo r«Vi»inl on,*,, ppr.cM inr, 

%rac»(Jur»^. P^QtQdurttH RP/O/A/57Q0/O1 rp '^P ng 

natl^iCation o? avani << nrV0/rt/570a/f>£.' ,aiP»^f 

{iLlTMtPrtI S D«ko PoUiEi Co 93/09/06 lOOpp 
90 ^ 3*9 ( 03/ H/t>7.<33U 100336 


31*03 083 34X 


«)J10036l l>«bU< VBtMnn o 

i<H#infritivts fvcctJuruB 

’J ^ DlvUim’i oMd 

BrAnt^ 293 

a^i I I0P3&1 


f rovi«od plan 


Rffctirda 03/11 /ov 

34 X FI Che SP-*3A9. 03/ 


f?ccpment 


Porv(iTi^^ ftubnt vti'iidn nf revised 
Upl**i«nt inji px i>td4vt ». Rrbca-^durps 8 *^/ 8 / 6 / 3700 / 0 ^ 

T* VXHrkMt*Uot\ 4f\u<ufl* e'/0tit< RrV0/A/5700/0^ r® «Jltrt ft 

PP/O/A/9700/03 ra situ Aron i>mt>Tp»xxc>j 
« Hull a pPu>*T Q3/06/30 llQ*TONi H R OPPlCi* 

RtActar flrgulAlUrK Dlri>ttf>x- AUrNOAM. r (} BrAncfi 

it ^0- 1*9.83/11/07,8311100361 


?3U100369 PuPUt VfrvtVntt sjp TV'/i^xja orxoraannj i,u„ i/>»6 
prqcf 4 ut»is, 4Ti< I'xd ix\q Prnipdvrxxxi FF/Q/A/I/OO/O i * 

npVifU^tlop 0 / uixuiuql pvtf nt* RP/O/A/3/00/02 rp ft 

?P/0/A/?7D0»'ti3 TP Mtu Area prrxwrppiuiij 

B OP 1b PoUiur To 93/06/0? llSpp 21 152 299 PAV 
Flehff »0-369.83/VV/O/.cnulOOD6l 


WijlBOOtO Otfc rutAlp^ 830923 Ur Informing N8c 0 # stops to 

ctrriU wloUtloi'# nofcod in IC Tn«p nopts 90-368 /&a ‘,.30 
50-370/07-37 

ll^Vfi.8 C tlVlflon of f‘rpject ft ntisi(Iot>t ProgrotoB 03/11/10 
I^UIO Pfluor Co Ip ?83 tl<\y 

» dtv 1 1 / 1 0. U3 n 1 ootMi 


I3UIB0OD7 \Z ^nn *40-369/03-30 ft 90-3:/0/ 93-37 on 830620-0720 

NiiPfiqap)) An(« nni«d folliirn to r^rtain cflllhr dotumentatl nn 
V t4 IPltOui xmaint pnncBbVfp. to suiting in pwmp inotDr damage 
ODriDl&hVl llqjjlun 2. UrflcP of OlTSttox 03/OQ/&5 iQpp 

U90 aix Fith* so 3i,8»ft3/u/io. fniuoooAtJ 


> Dlsrillng l*«on*# «tags doct^mant* ft tortssponxientn 


1310500037 For>yfardt Arax^ds ft ft 29 tn lltonsas NPr-9 ft Npr-j7, 

t l«p] AafvtV tvaluAiion ft rognast for FR publication 
lAiiali author 1 10 ttansfai nf npant ftoWoan Units 1 q 

iWlHWH 6 . 0 Viesnting ttrnxirfi A 83/10/19 TUCHe^-M D Dokit potjer 
Ca U50 i54 X rich® 90-369 , 83/ 1 OU 8 , VOSO^O'S'? 


0110280043 A'nands 6 ft “Slfi Vn t^ft^xivssqs MPr-9 ft NPr-l?, rosp^c tl v* 1^, 
^ifllicr I J 1 tronsfsv nf fuol liwtwosn Units 1 ?. 2 

SJS^NIMT. 1) 0 OlvlsUn 0 / LH onslng 03/10/19 App 209*4 722 
Fith* 50-367. 03/10/19, nil 0200037 


Wl0'K>004t Odfstil svAlpatlon snppQvUng Amands Oft 25 to t. leans a* 
n»F-9 ft l|PF-l /, rasr»Ui vsly 

I OPfita Of NucUat TtaattxiT f\«gxx\atiinx. Olractor 03/10/19 Spa 
a<W64 1.16 U4X n<in> AO 369» 03/ 18/1 ‘7, 0310280037 


831 1O9OA00 Benias Peaue-ft far 

03-20 rr ^enei sp6nnt foraiaj l^D^d •‘v 

adlem AflJS evants lpf<, «h ^1!. 

=» ^PP siH, .6S 

eSutooor"” ^Vc"h* " 


c.portun.tv ‘ 

A^^rn *7' “'» •«’ r, 

C. epi 2U4i'rBr"’3«75^J aa-B^;“^§5,o,JS'.o,S43o“''‘' 


reactors ft applicant* for Qu r» WtifO-S^ir 

fJfr^cV t, ;L'-"r4;i"* 

Ftcha ^0-000. 83/10/3,. 83 105104^3^ ' 

ficbo 50-000. 00/1 |/ 0 i, 8 JlJ 0 l 0 lBa ® ^ 




Mppllttnt, Pop ol, 4 ntld.P, cO, r, cJ.rlflcIi.rr 7 rm* 

Act>o^ P>,^ K„ tl K 1 at a„l,.ltl.l % DwiSinJ ’''" 

FiaeNHuT^D r reR</*;.f«ent« 3vc U*t and 

8ISENHUT> 0 0 D1 vis Ian of LItfnsJnp bsju^m r 
Edison Co oPNBwVori, Inc "p 
*=lche 90-000. 83/ J I /02,B5J 1020031 




ai>S»4 On 0 ,neMc l,pHt 4 tlon» of Sal.™ ATMS EfPPts 
BAOlol'' ' atlon (iro,r,«oll| b, io,pl,„s„t„ 4 ^ 

Tt/CFC<?> M G 0'jk« Pouer Co 83/ 11/04 ElqEijuUT n n 4 . 

Uc.n.,n, «oP S„7, ,P7 


SaO^OOO^ft Raquoati FR poMlcatlon of notice pf issOanCB ft avaiiabiti't^ 
fit jKnfrds A I* a*! te uVc^nsaxi NP(-9 ft NPr - 17, respocti vely ft 
^Tt^aVfd WllllC ft opf^ftx iu»xiti| for hoofing I'o tfansfer of spent 
fu,| («tx/e4n units 1 ft 2 

fOtWUAM. t 0 Ltcenslng Drnm,h A (13/07/06 Ci^ARK. R A Pperatlup 
Ptseton Rranch M l’p|> '.f896A TU 24X Flcho 90*369,83/10/19, 

03JC2000J7 


1^10152^9 FoTUaf 4* ju>VlHCRtiwo for raising lowor containment: temp 
Itta ifiO F to 129 F'. pOT U309;ia aftpUcation for amend to 
Ucfns»s W»r-9 ft WWW chttxxgtug Tad. 8pocs 

WfeH, H a DOW r-ouiar Cl) 113/10/26 Df NTQN. H ft Office mf 
Njilipf R»*cto^ fteauftation, Bti’acifti AOlMQAM.G 0 Licensing Branch 
i ai^P 20979 OO'l aAX I Uhtt 90-367.0.1/10/26,8311010299 




BtOaS.R ticenee Fee ffanagemSnt Branch 83/1 1/jO TVCKER H S 

oauuS “ '' 3O-3;9.0?/M/fo ' ^ 


83ttas0498 foruards '<Safetxj Evalustloh for KcGuife Units 1 ft 2 
TfaftSitlon t6 Mesdnghdu.e I/iW Optimued Fuel Asse«M#e, " 

Lltanso amend reau^stt, Inc ludlnj Tech Spec changes ft cy*ie- 
specific ralaatf safetii evaluations, uil 1 pe submitted 
TVfCi^LR.H 0 OuU T’ow^r Co SJ/U/|4 BENTON, HR Office qf 

<t«act.Or RaguUtlan, Director AI>ENBA*1,E q i.l<;tn*ttid branch 
4 2pp 21259 212 34X Fiche 50-'364,B3/ti/iA, B33S8S0490 


ftll0t5O34^ FfrTwarO* Awxiis ab ft T tp LUonsds MPr-9 ft NPF-17, 
Milecllvtlv ft laftfVg avaluAilori Amends ipange Tech 8p«cs re 
)n,ii\Un<B tesiinij of tuvhlns dvaripoe-d protoctioix sgs 

xtWss ft pern)! t one-tlmo extension of sviTvsil lance Interval 
UtNSAFl.E O LlCensihe Brantb ^ tt3/lQ/a6 TUCKER, H D BukD Power 
U ;ttOA9 247 2AT tUh® 50 *369. m/ 18/26, 83 1 1030344 


B11I030347 Amsnds 26 ft 7 to Llconsfrs ft HPF-l7.f espeq tlvel V 

iDiflini "fici) ■(ipstS'T'S surv»iUsi>«s ts'fting of turpin* 
t^trspsid ^TiittctLoh vaW 9» ft granting ono'-tlmp 
(it«n,iion of tbr9*Ui*nce Inldf'val 

i(^FfjAK>€ Q LUeiisitxg Tirencb A 03/10/26 Gp() 3t049 349 2<1/ 

ritM 50-369, 83/l0/i!6i 831 IOHO^AA 


B1UOJ0349 Bafptv *v«luhUon supjpdrtlnfl Amend* 56 ft / to LltetsaE 
ftfF-^ ft NfF'"! 7. rotpectiveig, 

I tjiflC ** NP {J*tAW*6 AlUt^AttuA Qlvon 03/10/26 9pp 

257 W Ficht 90':I69, 03/ 10/26, D31 1030344 


-v 031(22W6 'Safety Evaluation for rlcGPire Unit* t fp 3 rraqaitien to 
Uestinghouse j7aJ7 Optimiretf Tt/eJ Assemblies “ 

* Ue%tlnghouse Electric Corp 83/11/14 
FI Che 50-3*9, 83/1 J/ 14, 931 1220490 


26pp 21555 21 4 24x 


toVVaSdAOa Euy^lemental Info to appllratJon for amend to Licences 
NPF-9 ft NPF-17, changing Tech Spec Co eUoui conditional 
ii^tvease lt\ cotvtalnm^ni lower comportment temp to 125 p 
8^pplefl1ental justlflcaWoti bmi 

'TVjCVltR,^ S fluv* Power Co 03/11/14 BENTON, H 2 Office of 
«\*clgaT Wsactar RegvUftlon, Director ADEN8AH, E e ticenelna Drancn 
4 Spp 21503 236 SAX Flcf* 50-369, 03 / 11 / 14 . 031^^30409 


8311250453 Application to amend Licenses NPF-9 ft NPF-i 7 f's^i mirror 7eth 
TB Tftin ftca flow rate for Unit 2 ft changing limits for 
aaftnm Sfet tings to atiOpxX'Od^tB new »CS flow 
rB(i>*irfemehts 

'lUCKg;R»H S Duke Power Co 83/11/18 DENTON, H r Office of 
Nudoar Reactor n^gviatiop, 7>ir»t%ov AOENSAN.E 4 Licensing Branch 
4 3pb 212^,0 060 a4X FHU 3Q-3t9, 83/ 11 /IB, 0311220423 
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—03i 1220443 Proposed Tech Spec changei re mm RCS flaw rate for 

Unit a 

♦ Duke PoLiBr Co 03/11/10 23pp 21260 071 a4X 
Fiche 50-369,03/11/10.0311220423 


0 Insppction reports* IE BuiUtiT>5 & correspondence 


6311160331 Forwards IE Ihsp Repts 50-369/83-35 6 50-370/83'42 on 
030927-30 No nonpomp 1 i anc e noteil 

DANCE, H C Division of Project ti Resident Programs 03/10/19 
TUCKER. H D Duke Power Co 2pP 21228 240 24X 

Fiche 50-369,03/10/19,0311180331 


—6311160334 IE Insp Repts 50-3*9/03-35 6 50-370/03-42 on 030927-30 No 
tioncomp 1 lance noted Major area* Inspected low power level 
6 pouer level plateau data reviews 

BUHNETT,P T Region 2, Office of Director JAPE, F Division of 
Engineering & Operational Programs 03/10/14 7pp 21220 230 
24X Fiche 50-369,03/10/19,0311180331 


0308300797 IE Info Notice 83-69, "Improperly Installed Fir« Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN, E L Division Of Emergency Preparedness Engineering 
Response (Post 03D1O31 03/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 351 24X Fiche 50-000, 03/10/21, B30B300797 


0311100011 Forwards IE Insp Repts 50-369/63-34 h 50-370/B3-41 on 
030912-16 No none ompl lance noted 

DANCE, H C Division of Project t Resident Programs 03/10/24 
tucker. H B Duke Power Co 2pp 21223 047 24X 

Fiche 50-369.83/10/24.0311100011 


— 0311100026 IE Insp Repts 50-369/03-34 & 50-370/83-41 on 030912-16 No 
noncampliance noted Major areas inspected emergency 
prop aredness, Inc lud i ng emergency detection Si classification, 
protective action decisionmaking L communications 
MARSTON. R R , 5T0QDART. P 0 Region 2, Office of Director 
JENKINS. G R Division of Emergency Preparedness f< Materials 
Safety 03/10/10 lOpp 21223 049 24X Fiche 50-369. 03/10/24, 

6311100011 


B30S310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/25 Consolidated Edison Co of New 

York, Inc 117pp 21057 219 24X Fiche 50-000.83/10/25,0306310030 


0308300799 IE Bulletin 83-07, 5uppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller. Inc “ Svc list end 

DEYOUNO.R C Director's Office' Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000. 03/10/26, 6308300799 


0311100176 Forwards IE Insp ReptS 30-369/03-38 & 50-370/03-45 on 
BSlOli-lS No noncompl ianc B noted 

dance. H C Division of Project t* Resident Programs 83/10/26 
TUCKER, M 0 Duke Power Co 2pP 21226 071 24X 

Fiche 50-369.83/10/26,0311180176 


— B3111QO101 IE Insp Repts 50-369/03-38 L 50-370/03-45 on 831011-13 No 
noncqmp liance noted Major areas inspected independent 
verification of equipment status 6 position 

KRUO.H E P Region 2, Office of Director JAPE, F Division of 
Engineering h Operational Programs 03/10/24 3pp 21226 073 
24X Fiche 50-369,83/10/26,8311180176 


0308310057 IE Info Notice 83-73, "Radiation exposure From Olaves 
Contaminated W/U Daughter Products " Svc list end 

PARTLOW, J C Division of OA, Safeguards & Inspection Pr-opramf (Post 
830103) 03/10/31 Consolidated Edison Co of New Yorl.f Inc 

116pp 21154 240 a4X Fiche 50-000,03/10/31,830031(5057 


0300310076 IE Info Notice 83-76, “Reactor Trip Dreaker Malfunctions 
(Unriervoltage Trip Devices on GE Type AK-2-25 Dreakers) " 

9vc list end 

JORDAN, E L Dlvlalon of Emergency Proparednoas h Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of 

York, Inc 115pp 21514 024 24^ Fiche 30-000- B3/1 1/ 02, 930C3lOD7<* 

03O031OO73 IE Info Notice 03-75, "Improper Control Roil Manipulation ^ 
9vc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of N#- 

York, Inc U4pp 21513 253 24X Fiche 30-000, 83/11/03, O3C031OO73 


0311100060 Aek receipt of 030923 I tr informing NRC of stepe taken ta 
correct violations noted in IE Insp Repts 50-369/03-30 4c 
50-370/03-37 

LENIB.R c Division of Project 6 Resident Programs 03/11/10 
tucker, H B Duke Power Co Ip 21229 203 24X 

Fiche 50-369,03/11/10,0311180068 


—8311180077 Responds to NRC 030826 1 tr re violations noted in IE Insf 
Repts 50-369/03-30 8c 50-370/03-37 Corrective act lank motor 
repaired, neui procedure written 6 proper calibr procedures 
performed 

TUCKER, H B Duke power Co D3/09/23 O'REILLY.J P ReBion 2. 
Office of Director 3pp 21229 284 84X Fiche 50-369.03/11/10, 

B31110OO6B 


— B31HOOO70 Forwards lE Insp Repts 50-369/B3-30 Sc 50-370/03-37 on 
830620-0720 Sc notice of vl illation 

LENI8, R c Division of Project b Resident Programs 03/03/26 
TUCKER, H 0 Duke Power Co 2pp 21229 207 24X 

Fiche 50-369,83/11/10,8311100060 


— 8311180003 Notice of Violation from insp on 030620-0720 

a Division of Project 8t Resident Programs 03/00/26 Ip 
21229 289 24X Fiche 50-369. B3/ 1 1 /|0, 831 1 1BOO60 


—0311180007 IE Insp Repts 50-369/83-30 b 50-370/B3-37 on 030620-0720 
Noncompliance noted failure to retain calibr d oc umen tati -an 
It to follow maint procedure, result ing In pump motor damciQe 
DRDERB.N Region S, Office of Directoi DRCUNLEE.V L Division 
of Project b Resident Programs 03/00/25 fSpp 21229 290 a4X 
Fiche 50-369,03/11/10,0311100060 


0311010015 IE Info Notice 03-77, "Air/Oos Entrainment Events n««ultinp 
in 8ys Failures “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co at New 

York, Inc ll4pp a4X Fiche 50-000, 03/1 1/14, QBHOIOOI 5 


8311010016 IE Info Notice B3-7ai "Apparent Improper Mod of Component 
Affecting Plant 8afety " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Enginearing 
Response (Post 830103) 03/11/17 Consolidated Edison Co of New 

York, Inc ll7pp 21603 001 24X Fiche 50-000, Q3/1 1 /17. G3l iq 100 10 


R Periodic operating reports b related correspondence 


8308310034 JE Info Notice B3-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head b Internals " Svc list end 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of Ne,i 

York, Inc llSpp 21057 357 24X Fiche 50-000,03/10/27,0308310034 


8300310040 IE Info Notice 03-72, "Environ Qual 1 f Itation Testing 
Experience '' Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/10/20 Consolidated Edison Co of New 

York, Inc I3]pp 21155 024 24X Fiche 50-000, go/] o/2S, 0300310040 


83IJ1B0107 Forwards lE Insp Repts 50-369/03-37 b 50-370/83-44 on 
03lOlJ~l4 No none omp 1 lane e noted 

DANCE, H C Division of Project b Resident Programs 83/10/28 
TUCKER, M B Duke Power Co 2pp 21223 103 24X 

Fiche 50-369,83/10/20,0311100107 


— 931118011] IE Insp Repts 50-369/03-37 b 30-370/03-44 on 831011-14 
none ompl lance noted Major areas Inspected review of power 
escalation tests b implementation of independent 
verification program 

BURNETT, P T Region 2, Office uf Director JAPE.F Division o 
Engineering b Operational Programs 03/10/26 3pp 21223 105 
Z4X Fiche 50-369,83/10/20,0311180107 


0311220326 Monthly operating repts for Oct 1903 H/B31 115 1 tr 

REAVIS, j A , TUCKER, H D Duk« Power Co 03/11/15 Director's 
□ fpiCB, Office of Inspection and Enforcement lOpp 21361 340 24X 

Fiche 50-369,03/11/13,0311220326 


8 Reportable occurrence*, LERs b related correspondence 


8311010211 Forwards LER* 03-003/011-0 b 83-047/01T-0 Detailed event 
analysis end 

TUCKER. HD Puke Power Co 83/10/13 O'REILLY, J P RefflonS, 
Office of Director 3pp 20993,102 24X Fiche 50^369* 03/ 1 0/ 1 3, 

0311010211 


—0311010222 LER 03-047/01 T-0 on B309B9, two scheduled audllary bldg 
electrical penetration room fire watch patrols not 
performed Caused by personnel error Personnel -couriseled 
NARDOCI.P D Duke Power Co 03/10/13 Region 2, Office of 
Director ip 20993 106 24X Fiche 50''369i 03/10/ 13, 03 1 1 0102 M 


0311070235 Confirms 931019 enforcement conference in Region II of< to 
discuss ROs re personnel error* b inadequacy of verlfleatlon 
program for verifying correct performance t>f operating 
activities Proposed agendo end 

O'HEILLV.J P Region E, Office of Director 83/lO/t4 TUCKEn*H D 
Duke Power Co 2pp 210&2 279 a4X Flchf 50-369,03/10/14, 
8311070235 



DOCKETED ITEMS 


253 


8311010069 a3-05l/03U-0 on B30917. d iq ita 1 rod position indication 

Lo&t shcJtdoun bant E rod H-’4 Cause determined to be in 
C4b<l> *0 coil or rod H'4 coll stacli De tec tor/encoder card 
uill be replaced during next outage W/83tOJ7 Itr 

HAHMCI-P D . TUCKER. H D DuVe Power Co 03/10/17 O'REILLV, U P 
Region 8. Office of Director 2pp 30970 070 24X 

Flcbe 50-370.03/10/17.9311010068 


8311010043 LER aa-052/03L-0 on B30919. steam generator D low iteafuline 
pressure channel It declared inoperable due to recurring 
ennuclator alarm t* statue indicator alarm in control room 
Cauied by failure of lead/lag amplifier card M/03iOi0 i tr 
i^ARDOCI.P D . TUCKER, H C Duke Power Co 83/!0/iO O'REILLV, J P 
Region a. Office of Director app 50970 OBO 24X 
Fiche 50-37Di Q3/iO/10. S3 1 1010042 


8311020339 RO '370/83-53 on BOlOODi containment spray sys pump SQ 
reelrculatl an valve 2MB-e found locked open instead of 
locked clased Evaluation incomplote Next rept win be 
submitted by S3I036 

TUCKER. H B Duke Power Co 83/10/ 19 O'REILLY. J P Region B, 
□ ffice of Director Ip 21010 239 24X Fiche 90-370.83/10/19. 

0 31102033? 


&31 L02023B RO 370/03-97 on 03iOlO. fire protection sys valve IRF-909 
faiind closed rather than locked open. l solating sprinkler 
»ys Eveluatlon Incomplete Next rept will be submitted by 
B 31026 

TUCKER. H B Duke Power Co 03/10/21 O'REILLY. U P Region B, 
Office of Director Ip 21011 102 24X Fiche 90-370.03/10/21. 

831 ]'0202Sa 


83110S039? RQs 369/03-86 Sn 37O/B3-06 re degradation of spray 8</or 
Sprinkler eye Investigation incomplete Repts will be 
PubAitted by 831104 

TUCKER. H G Duke Power Co 83/10/21 O'REILUV.J P Region 2. 
Office of Director ip 21011 101 24X Fiche 90-369.03/10/21. 

0311020299 


B3U 020399 LER B3-OD6/03L-O on 830922 I* 29. Fire Detection Zoexo EFA 16b 
trouble alarm received & would not reset Caused by component 
nal functlont due to spurious alarm t loose detector base 
Alarn reset U/B31D21 Itr 

NAflDaCl.P B , TUCKER. H □ Duke Power Co 03/10/21 O'REILLV.J p 
Region 2. Office of Director 3pp 21014 000 24X 

Fiche 90-370.83/10/21.0311020399 


0311040097 Forward* LER* 83-OB7/03L-0 ^ B3-099/03L-D 

TUCKER. H B Duke Power Co 03/10/21 0 'REILLY. J P Region 2. 
Office pf Director 3pp 21050 121 24X Fiche 90-369. 03/10/21. 
331 1040097 


—0311040070 LER 83-059/03L-D on 030908. week ly portion of fire door insp 
periodic test not performed Caused by contractor personnel 
error Security personnel counseled S. fire door surveillance* 
wiU bs added to shift turnover procedure 

rJARDQCI.P 0 Duke Rower Co 83/10/21 Region 3. Office of 
Director Ip 21090 129 24X Fiche 90-369.83/10/21.0311040097 


0311090391 LER 83-057/011-0 on 031009. during check of locked valve 
pcsitlens. fire protection sys valve 1RF989 found closed 
initeed of locked open as retiulred Cause unknown Ualve 
correctly positioned ii surveillance performed W/B31036 Itr 
MARPQCI.P Q , TUCKER. K G Duke Power Co 03/10/26 O'REILLY. J P 
Region 2. Office of Director 4pp 21109 096 24X 

Fiche 90-370,83/10/26,8311090391 


8311210111 RQ 370/03-53 on 031009. containment spray sys pump 20 
recirculation valve 2N0-0 found locked open rather than 
locked closed Evaluation Incomplete Final rept will be 
submitted by 831104 

TUCKER, HB Duke Power Co 03/10/26 O'REILLY. JP Region 2, 
Office of Director Ip 21232 204 24X Fiche 90-370,03/10/26. 

0311210111 


B31H70313 LER 03-O30/O3L-O on 030927, inva U d fire alarm for fire 
detiction Zone EFA-IJO received in control room which would 
not reset. Caused by component malfunction due to 
accumulation of dust U/B31027 Itr 

^ARIK}C[,P B . TUCKER. H D Duke Power Co 03/10/27 0‘REILUV.J P 
ftsglon 2, Office of Director 2pp 21212 229 24X 

FUha 90-370,03/10/27,8311170313 


€311210404 RO 369/83-09 ti 370/03-90 re potential deficiency of seal* at 
conduit connections to safety-related equipment located in 
harsh environs. Util intends to apply Dow Corning RtV 3149 
ttalant to conduit fittings to correct deficiency 
OflDEHQ.W r Duke Power Co 83/10/27 O'REILLY.JP Regloti 2. 
Office of Director ip 21236 207 24X Fiche 30-369.83/10/27. 

0311210404 


0311090291 BOs 369/03-66 t- 370/03-34 on 030923. p os sib le inadequate 
surveillance of fire protection sys valves which constitute 
degradation of spray :6/pr sprinkler sys identified 
Incidents determined not reportable 

TUCKER, H B Duke Power Co 83/10/26 O'REILLY. J P Region 2. 
Office of Director Ip 21095 293 34X Fiche 50-369,03/10/20. 

0311090291 


0311100099 Followup Part 21 rept re leaking tantalum capacitors in 
Class IE.0A-1 relays <ref IE Info Notice 63-631 Customers 
given option of returning relays or performing field mod 
SCHMIDT. U J Uestlnghouse Electric Corp 93/11/01 LAUDEN.W NRi- 
- No Detniked Affiliation Olven ISpp 21137 317 24X 

Fiche 50-369.83/11/01,0311100099 


8311070472 Followup to Part 21 rept re potential failure of 
Westing house Type SA— 1 relay* (IE Info Notice 03-63) Atfdl 
potential problems discussed in encl Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALL. D D Qrown Dover i Carp Isubs of Brown Dover! b Co , Ltd ) 
03/11/03 DEVOUNO. R C Director's Qffice. Office of inspection am:! 
Enforcement 13pp 21067 347 54X Fiche 50-000. 03/ 1 1 /03 . 

0311070472 


B31117033D LER 63-053/OlT-O on 831005. during monthly test of 
containment spray pumps while in Mode i , containment spray 
sys pump 2B reclrc ulat Ion valve 2NS-8 locked opon Instead of 
closed Caused by personnel error VI/031104 Itr 

NARDOCI.P n . TUCKER, H 8 Duke Power Co 83/11/04 □ 'REILLY. J P 

Region 2. Office of Director 5pp 21212 292 24X 

Ftthe 90-370,83/11/04.0311170330 


0311170349 Forwards LER* QO-lOl/OlT-O i 03-064 /99T-0 

TUCKER. H D Duke Power Co 93/ 11/07 □ 'REILLY, J P Region 2. 

Office of Director 3pp 21212 326 24X Fiche 50-369 • 03/ U /07. 

0311170349 


“0311170360 Ler 83-064/997-0 on 031024. Mestinghouse notified util of 
potentially defective relays 0A1 Relay used in Class IE 
suiltchgaar for diesel generator protection St may cause false 
trip output to diesel generator Caused by mfg deficiency 
MCDDUELL.UH Duke Power Co 03/11/07 Region 2. Office of 
Director Ip 21212 330 24X F Iche SO-369, 63/1 1/07. 03 11 170345 


0311170336 Forwards LER* 83-102/017-0 6 03-065/OIT-0 

TUCKER, H D Duke Power Co 03/11 /OB O'REILLY. J P Region 2. 
Office of Director 2pp 21212 303 24X Ficht 50-369,83/11/03. 
0311170336 


—0311170347 LER 03-069/017-0 an 831 029, potent i a 1 deficiency of capsti»n 
springs in Pacific Bcientifkc mechanical snubbers 
identified Caused by vendor aging spring prior to- forming, 
resulting in cracking during plating Snubbers replaced 
MCDDUELL. U H Duke Power Co 03/ i I /OS Region 2, Qffice of 
Director Ip 21212 306 24X Ficb e 90-369. Q3/ 11/08. 03 1 1 170336 


8311170349 LER B3-060/03L-0 on BSlOlO, RCS Loop D overpower delta T 6 
overtetnp delta T declared inoperable Caused by failure 
of lead/tag amplifier (NLL) card In process control sys Dad 
NLL card replaced W/831109 Itr 

NCDDWELL.W H , TUCKER. H 0 Duke Power Co 03/11/09 □'REIULV. J P 
Region 2. afflce of Director 2pp 21211 284 24X 

Flthe 90-370,83/11/09,0311170349 


0311220299 LER 03-061 /O3L-0 on 031013. upper head Injection isolation 
valve 2NI-243A declared inoperable after closure for 
investigation of low pressure In valve actuator Caused by 
component malfunction due to nitrogen leakage U/03I11L Itr 
MCDDMELU, w H , TUCKER, H D Duke Power Co 03/11/11 a'REILLYi J P 
Raglan 2. Office of Diroctor 2pp 21254 110 24X 

Fiche 90-370.03/11/11.0311320295 


DOCKET 90-373 LASALLE COUNTY STATION. UNIT 1 


A Appl 1 cation/canstruct i on stage documents 1. correspondence 


0310310403 Osnerlc Ltr 03-38 to all licensees of operating power 
reactors Ic applicants for QL re NUREO-0969, *’NR-C Inventory 
of Dams Forwards NUREO-0969 "NRC Inventory Qf Dams" for 
info only H/o end Sve list end 

ElfiENiHUT, D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York. Inc I4pp 21104 019 24X 

Fiche 90-000.83/10/31,0310310403 
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DOCKETED ITEMS 


E NRC Safety Evaluation Report ISER>* suppM & corre»pDndenco 


B 3 jl 3 lOSli Notifies tnat design effort for plant asapntially completed 
tt iono unl<iua pht;%lcal installation drawings for unit 3 
still in progress FSaR t SER (rAJRES' 0519 ) requirements will 
tie met 

REEDf C Commonuea 1 t^ Edison Co ^3/11/18 DENTONiH R Office of 
Nuclear Reactor Requiatloni Director ip 21^34 105 S4X 
Flche 5O-37a>03/ll/t5-03l 1310311 


e3lia903il safety evaluation REPORT related to the operation of la 
0ALLE CQUNTy STATION, UNITS 1 A^^D 3 Dockets 30-373 and 
30-374 (£ or>jT) 0 nufeal th Edison Cpnpany) 

* Division of Licensing NUREC-0319 SOi 83/11/30 22pp 
AvalJebU at NRC *300 31321 048 24X Piche 50-373,03/11/30, 

0311290361 


P Operating llcens® Stage doct^^eri** ^ c »rre«pdnd ence 


8311030114 Responds to special ■scenario o-n turbine dontrel Sfie falliure 
of noneafety-reiated equipment, in connection (4/830631 
discussion of multiple failures of non<afeiy-re latsd 
equipment as result of Jilnh urierpy line break 
BCHRQEOER^C W Commoncaea 1 th Edison Co 03/10/27 DENTON, M B 

Office of Nuclear Reactor Regulation. Director 8pp 2 1<>37 147 
24X Flthe 50-373' 03/10/27, S3 1 10301 1 A 


8311010160 Oeneric Ltr 83-34 to all 8 HR Jlcen«B«s re hlun6O'-0737 Tech 
Specs Requests rsvleui of Tech Specs to determine c oni 1 sitancy 
(i)/guidance In NUREO^OTG? RespPn*® required ultfiln “90 day* of 
receipt of Itr svt list encJ 

EI9ENHUT. D 0 Division of Licensing B3/tl/0<l ComrabriweaVth 

Edison Co 2Spp 21184 025 24X FUho 50-000,83/11/01*03110101100 


P Security, medical, emfirg^ncy fc fire protection plans 


8310200362 Cenerlc Ltr 03-33 to all licensees 8 < applicant* of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Svc list encl 

EISENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New Yori. Inc 2lpp 21114 329 24X 

Fiche 50-000,03/10/19,0310200362 


8311080343 Forwards corrections to listed security plan rfvs 
Corrections withheld (ref lOCFft73 2l> 

FARRAR, D U Conunonueal th Edison Co 03/10/28 Office of Nuclear 
Reactor Regulation. Director Ip 21070 329 24X 

Fiche 50 - 000 , 03 / 10 / 28.8311000343 


8311080374 Forwards eorrsctlons to Rev 15 to security plan Corrections 
withheld (ref JOCFR73 2l) 

FARRAR. D L (Jonvuonwealth Edison Co 83/10/20 Office of Nuclear 
Reactor Regulation, Director Ip 21078 067 24X 

Fiche 50-373,03/10/28.8311000374 


6311040130 Forwards preliminary evaluation of "9vc Hater 69 « as 
Backup to Fire Protection Sys," providing eddl 
lustif i cation Review of adequacy of fire protection water 
supply contmuinq 

SCHRDEDERrC H Commonwealth Edison Co 03/10/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 54pp 21050 015 
24X Fjche 50-373,83/ 10/31, 031 1040130 


8311020031 Generic Ltr 83-33 to all licensaei of operating reactors^ 
applicants for oLs holders of CPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
damonstratlan will satisfy requl rementi Svc list ancl 
EIQENMUT.D Q Division of Licensing 03/11/02 Consol Idatvd 

Edison Co of Neui York, Inc I 6 pp 211Q4 OOi 24X 
Fiche 90-000,03/11/0210311020051 


6311090218 Forwards 120-daq response to Generic Ltr 03-28 re requintd 
actions based on generic ImpUcotlans of Salem ATUS events 
DARNE 8 , P L Commonwealth Edison Co 03/11/05 DEMTOWrH fl OfftC* 
of Nuclear Reactor Regulation' Director 3pp 21103 261 S4X 
Fiche 90-000, B3/11/05, 031 J09021S 


8311070093 Forward* Ust of general {< specific corrective actians to 
reduce potential for intergranular stress corrosion 
cracking, in response to 031007 request Contro:! rod drive 
eliminated S< nozcle W-iO capped 

BCKROEDER/C U Commonwealth Edlaon Co 83/11/07 DENTON. H R 
Office Of Nuclear Reactor Regulation, Director 3pp 21100 840 
24X Fiche 90-373,03/11/07,0311070053 


8311090197 Forwards revised position on 19 a closure raquirement far 
primary containment vent purge Isolation valve* U 
justification for Interim operation, in reapon*e to hue 
831010 ltr 

8CNR0EDER,C H Commonwealth Edison Co 63/11/07 DENTON, H R. 
Office Of Nuclear Reactoj Regulation, Director 4pp 21096 333 
24X Fiche 90 - 373103 / 11 / 07,0311090197 


8311000342 Discusses plans for 831110 enforcement conference in Glen 
Ellyn, IL re recent security events at facility 

NORElvJUS.C E Division of Project ft Resident Programs 03/11/03 
REED/C Commonwealth Edison Co Ip 21070 330 24X 

Fiche 30-373,03/11/03.6311000342 


0311280359 Forwards final revised Section 9 schedule required by 
Oeneric Ltr 82-33 re commitment to Suppl l of NUREO-0737 
REED, C Ccmmoncjealth Edison Co 83/11/15 DENTON. H R Office of 
Nuclaar Rca-ctor Regulation, Director Spp 2J205 }S3 24X 

fiche 90-000,03/11/15,0311200359 


0311220463 Ack receipt of 031026 ltr transmitting correction to Rev 15 
to security plan under 10CFR50 94(p) provisions Correction 
acceptab le 

AXELSDN,M L Region 3, Office of Director 03 / 11/17 FARRAR, 0 L 
Comrannwealth Edison Co 2 pp 21259 121 24X Fiche SO-373, 03/U/I7, 


0311290166 Forwards Revs 13. 16. 13 b U to security plans Revs change 
commitment re storage of second pair of eyeglasses of 
secuMiy officers Revs withheld (ref 10CFR73 2ij 

FARRAR, DL Commonwealth Edison Co 83/11/17 Reoion 3 , Office 
of Director Ip 21305 229 24X Fiche 90~000. B3/li/i7, 831 1290166 


0011300233 Provides basis for util position that facility meets fire 
protection requirements of lOCFRSO.App |?,as dJscueserf at 
831122 meetlmg u/NRC in Bethflsda.WD 


FARRAR, D L Commonwealth Edison Co 03/11/28 
Of Nuclear Reactor Regulation, Director 2pp 
Fiche 50-373,03/11/28,0311300333 


DENTON, H R Office 
21311 333 24X 


8311170327 Forward* discussion of difforences b*tw*eii LTtil t* 1 It 2 r* 
seismic & hydrodynamic effect* Oi/feronco* between unit* 
appropriately acknowledged during design & previously 
documented on docket 

8CHR0EDER, C M Commonwealth Edison Co 63/11/00 DENTON, If R 
Office Of Nuclear Reactor Regulation, Director 3pp 2121:2 264 
24X Fiche 50-373,83/11/00.6311170327 


8311150200 Revises 031108 ltr adding dlscussioTi of Unit 2 safety- 
related equipment Equipment found qualified for leitmlc 
1( hydrodynamic loads documented in selsmip qualiMcatlon 
review team r^pt 

SCHRDEDER.C W Commonwealth Edison Cu :03/ll/t2 DFNTON. H R 
Office of Nuclear Reactor Regulation* Director 4pp 21170 073 
24X Fiche 90-373,63/11/12,0311150200 


0311190236 Submits chronological rovleiij of adequacy of high & mtdluir 
energy line breaks described in FSAr Spray shields added to 
piping in jonas where cracks couEd spray equipment 
aCHR 6 EDER,C W Commonwealth Edison Co 63/11/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. iOpp 21170 134 
24X Fiche 90-373.83/11/12,8311130236 


8311160064 Forwards Commitments re electrical separation Standby llRuicI 
control sys terminations as technical blocks in main control 
room 4< local pan*I* Will be reviewed 4* where electrical 
feeds are dl fferent. termination* uitll be separated 
QCHRDEOER.C M Commonwealth Edison Co 63/1 1/lS DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2 pp 21108 332 
24X Fiche 50-373' 83/11/15, 8311160064 ^ 


Q Adjudicatorg correspondence 

B3U030165 Forwards Joint Interveners application for »tatf 8 , reoueefc 
for action prior to or concurrent w/jcheduled 831100 vote re ^ 
reinstatement of suspended low power licen*e 

REYNOLDS, J R Center for Law in the Public Interest REVNOLDR, J 
*/oint Intervenors-Diablo Canyon 03/10/31 PALLADiNn. N . 
GILINSHV, V , ROBERTS, T Commissioners 2pp 21034 060 24X 

Fiche 50-273,03/10/31.8311030165 


8311210144 Forward* responie to MIC request for a.drfl info r* 
of justification for modifying logic od valve* rapn n tione d 
upon reset of containment Isolation logic, per NUREO-o737» 

I tefli 1 1 E> 4 3 


inc 1 u* ion 


8ChR0EDERi C W Commonwealth Edison Cd. 03/IJ/15 
Office of Nuclear Reactor Regulation, Dtrrctor 
24X Flch* 50-373.60/11/15,0311210144 


9pp 


DFN70N.H R 
2 1 232 320 


• ' V V..-V ffrrw, V ror plant essontialju coaiDleted 

i( some unique priU*lcal Installation drawing* for Uhit 2 ^ ^ 

still In progre** FSAR 8, BER (WRE:0-0919) raquirements Will 
o e met 


RCeD.C Commonwealth Edison Co 63/11/19 
Nuciaar Reactor Ragulatlon, Director la 
Flcho 90-373,03/11/13,8311210311 


DENTON, H R. Office of 
21234, 109 24X 



DOCKETED ITEMS 


2B5 


83nS20229 In^o-rms tihat senior resident inspector should be notified 
prior to ending; use of addi mg t personnel to assess control 
rODOi ac t i vi 1 1 e «<i 1 n response to B31107 Itr re Increased 
uoritoad resulting from deferral of prooperatlonal testing 
lfOAEU]US<C H Division of Project tt Resident Programs B3/11/1& 
J^EEDiC Comm onuea 1th Edison Co ip 21254 141 24X 

FlzhW 50-373. Q3/1 1/16. 031 1220229 


— B3I13S0935 Informs of actions to compensate for increased work level 
during fuel ti startup testing due to deferral of Unit St 
prtoperat 1 onal testing & to assure ade<iuate control of 
plant activities 

P/UlflARir D L Commonueal th Edison Co 03/11/07 KEPPLER.J 0 

Region 3. Office of Director 2pp 21954 142 24X 

Fltne 50-373.03/11/1610311220299 


0311230052 Application for amend to License NPF-l J. propos Ing emergency 
B tinge to Tech Specs re reactor feeduater Inboard check 
valve Tvpc C test Class III amend fee end 

RfBAK.B Cotmnanwealth Edison Co 83/11/21 DENTQN.H R Office of 
rCutclear Reittor Regulation. Director 8pp 21971 21 1 24X 

FLchi 50-373. B3/1 1/21. 0311230052 


— 0311230053 PrapOBod emergencg Tech Spoc change re reactor feeduater 
inboard check valve Tgpe C test 

s Commonuealth Edison Co 03/11/21 6pp 21271 213 24X 

FIcht 50-373» 63/1 1/21. 031 1830052 


0GLL3OO239 Discusses primary containment isolation follouing reset 
af Isolation signal in response to unresolved TM! Action 
ttia II E 4 2 raised at 031122 mgt meeting 

0CHflD£DER>C U Commonuiea 1 th Edison Co 03/11/20 DENTQN.H R 
Qfllce of Nuclear Reactor Regulation. Director Gpp 21312 02-4 
a4X Fithe 50-373.83/11/20.8311300239 


83)1300204 Forwards seismic qualification revieia team summaries re 
41ffir«nces w/respect to seismic ic hydrodynamic effects 
SiHRUiarles indicate listed equipment setimlcally qualified 
for SVC 

SCHRDEDER.C W Camnonwealth Edison Co 03/11/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21311 149 
2+X Fiche 50-373.83/11/20.0311300204 


— 83il3Q<l8G7 "Lisa Lift Indicating Suitch Assembly " 

i Birgent it Lurjdt#. Inc COD-OIOBTS fiO 83/11/21 45pp 
3L3U 155 24X Flche 50-373.03/11/28.8311300204 


—8311300291; "NM0B Eq.uipment Qualification Summary For Main Steam Relief 

VilvfS '■ 

a Sargent ti Lund(|. Inc 01/05/29 24pp 21311 200 24X 

F j c h » . 50-07 J. 03/ 1 1 /2a. 03 1 1 300284 


— 8311300294 "Linearly Variable Differential Transformer " 

e Bargent & Lundy. !nc CQD-Ol004a RO 03/09/20 llpp 
21311 324 S4X Flche 50-373.03/11/28.6311300204 


--83 11300300 •'Solenoid Valve " 

e Sargent it Lundy. Inc CQD-002B44 RO 02/07/06 13pp 
2I3U 835 24X Flche 50-373.83/11/20.0311300204 


—6311300302 ^'NMBB Equipment Qualification For Temp Element " 

CHONO FANQiL Sargent t, Lundy. Inc 01/05/12 6pp 21311 240 
24X Flche 50-373. 63/11/20. 0311300284 


— 6311300308 "Feed— Through Adapter Module Assemblies For Amphenol Bam> 
Peaetret lone " 

a Sargent l* Lundy. Inc CQD-011131 RO 63/11/23 35pp 
21311' 254 S4X Flche 50-373.03/11/28.8311300204 


— 8311300311 "Requel If 1 cat! on Certification For Equipment Affected Dy 
Pool Dynamic Loads " 

e gergent it Lundy. Inc CGD-OOOBGS RO 80/07/24 2lpp 
21311 209 24 X Flche 50-373. 03/ 1 1 /2e. 831 1300204 


Inipvcti-on reports. IE Bulletins it correspondence 


&30B300797 IE Info Notice 03-69. "Improperly Installed Fire Dampers 
«t Nuclear Power Plants " 8vc list enci 

JORDAN.E L Division of Emergency Preparedness i Engineering 
Rfiponse (Post 8301031 03/10/21 Consolidated Edison Co of Neu 

Vork. Inc 137PP 21114 351 24X Flche 50-000,83/10/21.8308300797 


6311020441 Forwards IE Insp Repts 50-373/03-33 L 50-374/03-32 on 
630616-19 it 092Q‘*3O No noncomp 1 1 anc e noted 

PAPERIELLO, C J Region 3. Office of Director 03/10/21 REED.C 
ComnDnuealth Edison Co 2pp 21014 311 24X Flche 50-373.83/10/21, 

6311020441. 


— 0311020443 IE tnsp Repts 50-373/83-33 & 90-374/83-32 on &30B16-19 6 
0928-30 No noncompl 1 arnce noted Major area^ inspected 
raduiaste sy s. Inc lud i ng effluent ro leases, surve i 11 ancos. sol 1 tl 
raduaste. effluent repts t. reactor coolant uiater quality 
MILLER, D E . GREOER. L R Region 3* Office of Director 83/10/21 
llpp 21014 3i3 a4X Flche 50-373. 83/10/21 > 631 1020441 


6308310030 IE Info Notice 03-70. "Vibration Induced Valve Failures " 
9vc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103> 63/10/25 Consolidated Edison Co of Now 

York. In< 117pp 21097 219 S4X Flche 50 -DOO, Oa/lO/aS, 0308310030 


63111 10L9B Forwards IE Enforcement Conference Repts 50-373/80-34 4. 
50-374/63-33 on B30930 

NORELruS.C E Plvlslon of Project 6 Resident Programs □3/10/25 
REED.C Commonwealth Edison Co Epp 21145 054 24X 

Ftche 50-373.03/10/25.0311110198 


— B31U102D0 IE Etiforceraunt Conference Repts 90-373/83-34 S. 50-374/63-33 
on B30930 Noncomp 1 iance discussed Tech Spec violation re 
operational safety v«rl f icat ion, independ ent insp effort It 
survei I lance 

OULDEMDND. H 0 . MAD10OH. A L , GUTHRIE. S Region 3. Office of 
Director 03/10/24 17pp 21143 056 24X Flche 50-373.03/10/23, 

6311110190 


0300300799 IB Bulletin Q3-07. Suppl t. '’Apparently Fraudulent Products 
Sold Dy Rag Miller. Inc " Sve list end 

DEYOUNG. R C Director’s Office. DffUe of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of Now York* tne 

l?9pp 31070 170 24X Ftche 50-000,03/10/26.0300300799 


BJIU 10180 Forwards IE Insp Repts 90-373/63-37 it S0-a74/a3-37 on 
030910-1010 No noncompliance noted 

SHAFER. W D Region 3. Df f U e of Dlrec tor 03/l0/2i REED.C 
Commoncrealth Edison Co 2pp 21145 101 a4X Flche 90-373,63/10/2*. 
0311110100 


—031.1110109 IE Insp Repts 90-373/B3-37 tt 50-374/03-37 on 630910-1010 Nq 
none ompl 1 ance noted M-ajor areas Inspected Unit I startup 
test resultsiDnlt 2 startup test procedure review 
prelicensing meeting 

OULDEMOND.U G ^ WRIGHT. O . MADISON. A U Region 3, Office of 
Dlrec tDT 93/10/24 14pp 21149 103 24* Flche 90-373.03/10/2*. 

03111 1016D 


0300310034 IE Info Notice 83-71, "Defect In Load-Dear ing Welds on 
Lifting Devices for Vessel Head 1* Internals " Bve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co of New 

York. Inc U5pp 21057 357 24X Flche 50-000,03/10/27,6308310034 


030031-0040 IE Info Notice 03-72. “Environ Qualification Testing 
Experience " Sve list enc 1 

JORDAN, E L DivLsIan of Emergency Preparedness l< Engineering 
Response (Post 830103> 03/10/20 Consolidated Edlton Co of Naui 

York, Inc I31pp 21 159 024 24X Flche 90-000. 03/10/28, 03OD31OO1B 


0311040060 Submits supplemental response to IE Bulletin 80-16 re 
misappi 1 cation of Rosemount transmitters Sargent &< Lundy 
advised that reported defect ^ould not degrade eng 
safety-related function 

DARNE8. P L Coownonweatth Edison Co 03/10/28 hEPPLER*J 0 Region 
3, Office of Director 2pp S1050 137 a4X Flche 50-373.03/10/20. 
0311040060 


0306310097 IE Info Notice 03-73. "Radiation Exposure From Gloves 
Contaminated W/u Daughter Products " Bve list enc) 

PARTLDInli J 0 Division of QA. safeguards L Inspection Programs (Pos*- 
030103) 63/10/31 Consolidated Edison Co- of Neu York. Inc 

li6pp 21154 240 24X Fiche 90-GOO. 03/ 10/3 1 . 030031 Q097 


0308310076 IE Info Notice 03-76, "Reactor Trip Jlreaiier Malfunctions 
(Undervol tage Trip Devices on CE Type AK-8~29 Breakers) " 

0VC list end 

JORDAN, E L Division of Emergency Preparedness ^ Engifieorlng 
Response (Post 630103) 03/11/02 Consolidated Edison Co of Neu 

York. Ihc lldpp 21514 024 24X Flche 50-000.03/11/02,6300310076 


0300310075 IE Info Notice 03-75. "Improper Control Rod Manipulation " 
3vc list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/11/03 Consolidated Edison Co at New 

York, Inc ll4pp 21513 233 24X Flche 50-000, 83/ 1 1 / 03. 03003 1007’' 


8311060342 Discusses plans for 031 LlO enforcement conference In Olen 
Ellyn. iL re recant security avents at facility 

NORELIUS.C E Division of Project << Resident Programs 63/11/03 
REED.C Commonuieal th Edison Co Ip 21070 330 24X 

Ftche 90-373.03/11/03,0311000342 
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eSllllOS^a Sumrtiary of B3102J meeting u</DMR Ucen^eeg In DethesdaiMD re 
future insps for intergranular stress corro&tnn cracking 
previously inspected under TE Dollstlns 02-03 & 83-02 
Meeting notice It list oF attendees end 

ZW0LIM3I11*J A Olvision of Licensing 83/11/03 H0LAHAN> 0 « 
Division of Licensing 6pp 2J S60 105 2AX Flche 50-000*63/11/03- 
0311 11Q293 


3311170352 Foruards IE Insp Rept 30-373/33-40 on 031 004-0f>p 1 1-14 S< 17 V 
notice of violatlotv 

PAPERIELLO^C J Region 3. Office of Director B3/I1/04 REEDi C 
Communuealth Edison Co 2pp 21211 206 24X Flche 30-373.63/11/01- 

031 1170332 


— 8311170336 Notice of violation from insp on 031004-06*11-14 fc 17 
PAPERIEULO.C J Region 3. Office of Director 03/11/04 Ip 
21211 208 24X Flche SO-373. 03/1 1 /04* 831 1 170352 


—0311170359 IE Insp Rept 50-373/03-40 on 831004-06*11-14 & 17 
NoncDflip I i ance noted failure to conduct required radiological 
environ monitoriTig program 

JAKUSKA.A C * ffOZAK- S . SCHUMACHER^ M C Region □. Office of 
Director 03/11/04 Bpp 21211 209 24X Ftche 30-373,03/11/04 

031 1170352 


031 1280242 Forwards IE Mgt Meeting Repts 50-010/03-20.50-237/83-30, 
50-249/63-26. 50-2 3 4/83 -29. SO-265/83-29, 90-295/03-23* 

50-304/83-24. 50-373/03-43. 50-374/03-47* 30-454/03-50, 

30-455/83-36*50-456/03-13 & 30-457/03-14 on 031019 

WDRELIUS.C G Division of Project £< Resident Programs 83/11/07 

REED. C Commonwealth Ed Isom Co 2pp 2)201 100 24X 

FichB 90-000*03/1 1/07,831 1200242 


—6311200359 IE Mgt Meeting Repts 50-010/03-20.50-237/03-30.50-249/03-20. 
SO-894/B3-29* 50-265/63-89* 53-299 /03-23 * 50-304/03-24, 

50-373/03-43* 50-374/63-47* 50-454/83-50, 50-4 59/63-36, 

50-456/03-15 6 50-457/83-14 on 031019 

HORGLlUSiC £ Division of Project & Resident Programs 03/11/09 
3pp 21261 102 24X Flche 50-000.03/11/07*0311800242 


0311190219 Forwards corrections td typographical errors in NURE0-097B. 
SuppL 9*App C evaluation of relief requests from inservice 
Insp program requirements 

SCKRDEDER.C U Commohuealth Edison Co 03/11/12 DENTON. H R 
□ffice of Nuclear Reactor Regulation* Director lOpp 21171 166 
24X Flche 50-373*03/11/12*0311150215 


6311210354 Forwards Rev 2 to pump & valve Inservice testing plan for 
Unit I Sr pump & valve inservice testing plan for Unit 2 
Updated title page separating inservlce insp piping program 
from Inservlce insp pump tf valve program also end 
SCHRDEDEfi.C W Commonwealth Edison Co 63/11/12 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 2pp 21240 049 
24K Fiche 50-373.03/11/12.0311210354 


— 0311210356 Rev 2 to pump & valv« Inservlce testing plan 

# Commonwealth Edison Co 03/00/31 20pp 21240 051 24X 

Fiche 90-373,03/11/12,0311210354 


— 0311210362 Updated title page td inservlce Insp program Part A 
"Piping Sys ” 

» General Electric Co B2/J0/29 2pp 21240 069 24X 

Flche SO-373* 03/1 1/12* B3J 1210394 


—0311210360 Inservlce Insp program Part D “Pumps 6 Valves " 

» Cammonuiealth Edison Co 03/09/31 L43pp 21240 070 24X 

Flche 50-373* 03/11/18. 031 12 1 03S4 


0311010015 IE Info Notice 63-77* "Alr/Gas Entrainment Events Resulting 
£n &ys Failures ” 9vc list end 

JORDAN, E L Division of Emergency Preparedness $i Engineering 
Response (Post 630103) 93/J1/14 Consolidated Edison Co of New 

Vorti Inc li4pp 24X Fiche 50-000.33/11/14,0311010015 


0311010018 IE Info Notice 03-70, "Apparent Improper Nod of Component 
Affecting Plant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/11/17 Consolidated Edison Co of New 

Vorti Inc H7pp 21603 001 24X Fiche 50-000*03/11/17.0311010016 


8311880116 Forwards 120-day response to IE Bulletin 03-06 re 
fi oncan f ormt n g metis supplied by Tube-Line Carp Na Tube-Line 
metis received by Dresden or La Salle 

BARNES, P L Commonwealth Edison Co 63/11/17 KEPPLER* J 0 Region 
3* Office of Dirtctoi lOpp 21279 056 24X FUhe 50-000,83/11/17* 

B31 1200116 


R Periodic operating reports related correspondence 


8311170211 Monthly operating rept for Sept 1903 N/B3l(»7 Itr 

LIN, 0 L , DIEDERICH.O J Commonwealth Edison Co 93/09/30 KftC - 
No Detailed Affiliation Given iSpp 21214 112 24X 

Fiche 50-373,83/09/30.9311170211 


0311150011 Monthly operating rept for Oct 1903 H/831100 Itr 

LIN, D L * OIEDERICH, 0 J Commonwealth Edison Co e3/l0-/31 HJtC - 

No Detailed Affiliation Given I4pp 21175 013 S4X 
Flche 50-373,03/10/31*0311150011 


B Reportable occurrences* LERs & related correspondence 


0311070509 LER 03-110/O3L-O on 630926* main steam line radiation monilor 
D spiked upscale & failed downscale Possibly caused by 
voltage transient Work Request L20O3O written to investigate 
monitor Monitor recallbr & returned to sve U/P31024 Itr 
MABTERSON.V . DIEDERICH.O J Commonwealth Edison Co 63/10/24 
KEPPLER, J 0 Region 3, Office of Director 4pp 21070 065 24X 

Fiche 50-373*03/10/24,6311070309 


8311220355 Updated LER 03-lOO/O3X~l on 830619* downstr ram Isolation 
valve IV/QOSO would not close Caused by dirty torque switch 
contacts Valve manually closed $< taken out of sve Torque 
cleaned g/031029 Ur 

DUS. R I DIEDERICH.O J Commonwealth Edison CO 63/10/S5 
KEPPLERiJ Q Region 3, Office of Director 3pp 21261 171 B4X 
Fiche 50-373,83/10/25,8311220399 


3311090340 Sopplamental Part 21 rept re short circuit bus bracing 
Inadequate for lO-cycl« - 70* 000-amphere withstand t«st 
Equipment redesigned tt mod kits 6 instruction books 
prepared Listed customers advised to initiate mod 

DWYER. P W General Electric Co 03/10/28 DEVOUNO. R Director's 
Office, Office of Inspection and Enforcement 7pp 21103 294 34X 

Flche 90-000*03/10/20,6311090348 


93110701B5 LER e3-l20/03L-0 on 831003, strut 1RH40-1562H found faraken t 
Insp revealed eight damaged snubbers it two sets of anchor 
bolts & various pipe clamps loosened Caused by hydraulic 
transient Damaged restraints replaced W/03ilDl Itr 
VILCHUCK.M D * DIEDERICH.O J Commonwealth Edison Co B^J/ll/Ol 
KEPPLER.J 0 Region 3. Office of Director 3pp 21061 220 24X 

Fiche 50-373,63/11/01*6311070109 


0311170270 LBR 83-121/03L-0 on 031014* while performing L03-AA-WI, 
control rod drive at core Location 30-19 indicated 
overtravel when withdrawn to full out position Caused by 
excessive crud buildup on filter W/031101 Itr 

WINTERHOFF, 0 R , DIEOERICHiO J Commonwealth Edison Go 03/11/81 
KEPPLER.J 0 Region 3* Office of Director 3pp 21212 244 24X 

Fiche 80-373*03/11/01,0311170278 


8311170103 LER 0a-l22/O3L-O an 031007. during startup* RCtC lys Isolated 
by high steam flow switch 1E31-N013D Switch performed 
function but failed to reset Caused by switch stuck in set 
position Switch lightly tapped & reset W/03tlO3 Itr 
HOUSTON. R W * DIEDERICH.O J Commonwealth Edison Cg 63/11/04 
KEPPLER.J 0 Region 3, Office of Director 3pp 21216 005 a4X 
Flche 50-373*03/11/04*8311170183 


0311170306 LER 83-123/OlT-O on 831024* deck plate on refuel floor found 
removed* contributing to degradation of secondary cental rtjnsnt 
integrity Deck plates lifted for access to fuel pool cooling 
valves Plates rep laced, sealed it leak checked W/631104 Itr 
DAMRON. J M * DIEDERICH.O J Commonwealth Edison Co 03/11/04 
KEPPLER.J G Region 3. Office of Director 4pp 21212 240 24X 

Flche 90-373.03/11/04,8311170300 


0311210200 LER B3-124/01T-0 on 031026. sys auxiliary trans f orifier taken 
out of SVC for maint In violation of Tech Spec Caused by 
procedure error S< personnel oversight Changes initiated to 
Procedures LOP-AP-Ol it -00 W/03nO4 Itr 

MA9TER60N. V * DIEDERICH* 0 J Commonwealth Edison Co 03/11/04 
KEPPLER.J 0 Region 3, Office of Director 4pp 31232.347 24X 

Flche 50-373.83/11/04.0311210880 


0311220467 LER S3-119/03L-0 on 031017, RCIC injection line be stable 
check valves 1E91-F066 t< F069 cycled open but failed to 
Indicate closed w/signal from control room panel J413-P-601 
Caused by out of adjustment switches W/83in4 Itr 
HOUBTON, R W . DIEDERICH.O J Commonwealth Edison Co 03/11/14 
KEPPLER, J 0 Region 3* Office of Director 4pp 21299 139 24X 

Fiche 90-373,03/11/14*0311220467 


0311220437 LER B3-I2a/03L-0 on 031016, power feed for diesel generator 
fuel oil transfer pump deenergized G pump not declared 
inoperative per Tech Specs Caused by removal of switchgear 
for cleaning Digital scan repaired N/031115 Itr 

HIGTALA, J J * DlEDERlCHfO J Commonwealth Edison Co 03/11/15 
KEPPLER.J O Region 3. Office of Director 3pp 21250 003 a4X 
Fiche 90-373,03/11/19,0311220437 
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e3ll20OOae LER e3-ia9/03L-0 on 0310101 Hs-RR-Ol callbr oiceeded 
CT-ltical d 0 tD bi| 1 dag Caused bg failure of personnel to 
cnlrr ftirve i U a^nc e change from 16 months to 3 months into 
Tospoter SuTveltlanco completed U/63ni6 Itr 

PflESUEV.K * DIEDERICH.OJ Comnonuiealth Edison Co 83/11/16 
PERJ^LER.J 0 Region 3r Office of Director 3pp 21279 307 24X 

FIcht SO-Dya. 03/11/ 14,. 831 1S8OO30 


e31is&04ai part Si rept forwarding list of HVAC units supplied to 
laciUtlet All units built in Plln«ton-Sa lent. NC facility 
IRDUN^J T Eahnson Co . Inc <subs of Hillman Coal t* Cole Co ) 
ea/ll/lfl DEYOUNG. R C Director's Office. Office of Inspection and 
EnfoTcement Spp 21283 357 24X Ficho 90-000.83/11/18.8311280481 


/ Operator Eiaminailons 


^liOSODO-? Forwards request for addl Info re revised licensed operato' 
T nuajlficatlon rept re NUREO-0737, Item I A 3 1 

CRUTCHFIELD. 0 Operating Reactors Branch 9 83/10/31 FARRAR. DU 

Cv^QTiuea.) th Edison Co llpp 21012 208 S4X Fiche 50-000, 
63/10/31.8311020009 


DOCJtST 90-374 LASALLE COUNTY STATION, UNIT 2 


A. Appl ieatlon/constr uc tl on stage documents correspondence 


0311030009 Summary of 831007 site meeting w/utll it Sargent Sc Lundy re 
c«risi status, Qperatl ng procedures it BWR pipe cracking 
Viewgraphf enc 1 

BQURNIA. A Licensing Branch 2 03/10/24 Licensing Branch 2 

3App 21093 aOB 24X Fiche 80-374,03/10/24.0311030009 


8311030114 Responds to special scenario on turbine control sys failure 
Of no-nsafety-rela ted equi pment. in connection ui/030621 
dL-scusslan of multiple failures of nonsafety-related 
equlp'fient as result of high energy line break 
SCltROEOER.C U Commonuaa 1 th Edison Co 83/10/27 DENTON. H R 
Office OF Nuclear Reactor Regulation. Director Bpp 21037 167 
24X Fiche 50-373.03/10/27,0311030114 


031D31O4O3 Generic Utr B3-38 to all licensees of operating power 
reectort tt applicants for OL re NUREO-0969, “NRC Inventorg 
of Dans *' Forwards NURE0-O969 "NRC Inventory of Dams" for 
info only U/o end Sve list end 

E1B£NHUT,D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York. Inc I4pp 21184 015 24X 

Flthe SO-OOO. 83/10/31. 0310310403 


0311110129 Forwards updated status of completion of preopcratlonal test 
P'ro-gram info substantiates expectations that. In majority of 
r as IS. physi c al testing will be completed prior to fuel load 
SCHFOEDER, C W, Commonwealth Edison Co 03/11/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 9pp 21147 215 
a4X Fiche 50-374183/11/01,8311110129 


031 1D2009I Generic Ltr 83-35 to all licensees of operating reactors, 
«ppllcanti for OLs & holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Gubmlttal of bounding 
■diBOtiltratl on will satisfy requirements Sve list end 
EISemOIT.DO Division of Licensing 03/11/02 Cansolldated 
Edison Co of New York. Inc I6pp 21104 001 24X 

Fiche 90-QOOi 83/11/02. 031 1020051 


0311090218 Forwards 120-daij response to Generic Ltr 03-20 re required 
actioni based on generic Implications of Salem ATMS events 
BARNES, f L Commonwealth Edison Co 03/11/09 DENTdN. H R Office 
of Nuclear Reactor Regulation. Director 3pp 21103 261 24X 

Fiche SO-000. 83/11/09. 03LIO9D21B 


0311090093 Forwards list of general 6 specific corrective actions to 
-raduce potontial for Intergranular stress corrosion 
c rack ing. In response to 831007 request Control rod drive 
vliinlnated & naxilo N-10 capped 

aCHRDEDERiC U Commonwealth Edison Co 03/11/07 DENTON. HR 
Office Of Nuclear Reactor Regulation. Director 3pp 21100 240 
Z4X Fithe 50-373103/11/07.0311090053 


03ILO9D197 Forwards revised position on 13 s closure requirement for 
pr-tmary containinent vent & purge isolation valves 6 
justification for Interim operation. In response to NRC 
B31OI0 Itr 

SChinOEDERtC U curnmonwealth Edison Go 03/11/07 DENTDN. H R 
Office of Nuclear Reactor Regulation. Director 4pp 21096 325 
S4X Fiche 50-373.03/11/07.0311090197 


B3II1703S7 Forwards discussion of differences between Units 1 6 S re 
seismic & hydrodynamic effects Differences between units 
appropriately acknowledged during design 6 previously 
documented on docket 

BCIHROEDCR.O W Commonwealth Edison Co 03/11/00 DENTON. HR 
Office of Nuclear Reactor Regulation. Director 3pp 21212,264 
B4X Fiche 50-373.03/11/08.0311170327 


0311150393 Remits fee for review of OL. per 030921 request Dill for 
Col tact Ion D 0290 dtd 030921 end 

ECHRDEDERi G U Commonwealth Edison Co 63/11/10 Division of 

Accounting t< Finance 2pp 21176 209 24X Fiche 50-374. 03/11/10^ 

6311150393 


031H5O2OB Revises 831100 ltr adding discussion of Unit 2 safety- 
related equipment Equipment found qualified for seismic 
tc hydrodynamic loads documented in seismic qual i f i c ation 
review team rapt 

0CHRCEDER.C U Commonwealth Edison Co 83/li/12 DEN TON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 21170 073 
24X Fiche 50-373.03/11/12.8311150206 


8311190236 Submits chi onol o g kca 1 review of adequacy of high 6 medium 
energy line breaks described in FSAR Spray shields added to 
piping in lones whete cracks could spray equipment 
9CHR0EDER.C U Commonwealth Edison Co 83/11/12 DENTON, H ft 
Office of Nuclear Reattor Regulation. Director J Opp 21170 134 
24X Fithe 50-373,83/11/12.0311150236 


03L116O1O9 Comments on deferral of preoperat i onal startup test 
program, per 030721.1005 6 06 6 1101 itrs Delays due to 
variety of design, del iverg 6 installation problems Physical 
testing will be completed prior to fuel load 

6CHBOFDER,C W Commonwealth Edison Co 03/11/14 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 5pp 21193 097 
a4X Fiche 50-374.03/11/14.8311160109 


8311160064 Forwards commitments re electrical separation Standby liquid 
control sgs tarmlnat i ons as technical blocks in main control 
roam & local panels will be reviewed & where electrical 
feeds are d 1 fferent. terminations will be separated 
BCHROEDEft.C U Commonwealth Edison Co 03/11/15 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 21160 332 
24X Fiche 50-373. B3/1 L/J5. 8311 16D064 


8311210311 Notifies that design effort far plant essentially completed 
& some unique physical installation drawings for Unit 2 
still In progress TEAR I. SER (r#JREO-05l9l requirements will 
be met 

REED. C Commonwealth Edison Co 03/11/15 DENTON, H R Office of 
Nuclear Reac tor Regulat i on. Director ip 21234 105 24X 

Fithe 90-373.03/11/15,8311210311 


0311220229 Infarms that senior resident inspector Should bo notified 
priuT to ending use Of addl mgt personnel to assess control 
room actlvl ties, i n response to 031107 ltr re Increased 
workload resulting from, deferral of preoperat i onal testing 
NDRELIUS.C E Division of Project 6 Resident Programs 03/11/16 
RBED.C Commonwealth Edison Co Ip 21254 141 24X 

Ficho 90-373,03/11/16.0311220229 


— 0311220239 Informs of actions to compensate for increased work level 
during fuel t. staitup testing due to deferral of Unit 2 
preoperational testing 6 to assure adequate control of 
plant activities 

FARRAR. D L Commonwealth Edison Co 03/11/07 KEPPLER.J 0 
Region 3. Office of Director 2pp 21234 1 4S 24X 
Fiche 90-373,83/11/16, 0311220229 


8311230063 Reaffirms request tht 40-yr license be Issued 6 that listed 
previously submitted info for i/nit 1 also apply to Unit 2 
8CHR0EDER. C N Commonwealth Edison Co 03/11/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21271 ISO 
24X Fiche 90-374.83/11/21,0311330063 


9311300239 Discusses primary containment isolation following reset 
of Isolation signal in response to unresolved Tht Action 
Item II E 4 2 raised at 031122 mgt meeting 

9CHRDE0ER.C H Commonwealth Edison Co 83/11/20 DENTON. H R 
Office of Nuclear Reactor Regulstlon. Director Bpp 21312 024 
24X Fiche 90-373.03/11/20.0311300239 


0311300284 Forwards seismic qualification review team summaries re 
differences w/respcci to seismic it hydrodynamic effects 
9ummarlas indicate listed equipment sc i smical ly qualified 
for SVC 

SCHROEDER.C R Commonwealth Edison Co 03/11/28 DENT9N, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21311 149 
24X Ficho 50-373. 03/11/20, 8311300 2B4 


— B311300291 "NM85 Equipment Oual i f Icat ion Summary For Main Steam Ralisf 
Valves " 

« Sargent 6 Lundy. Inc 01/05/29 24pp 2l3i i SDO 24X 
Fiche 50-373, 83/ 1 1 /2B. 031 1300204 


— 03113DO294 "Linearly Variable Differential Transformer 

s Baigent I. Lundy, Inc 000-010048 RO B3/D9/2S LIpp 
21311 224 24X Fiche 50-373.03/11/20.0311300284 
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-'B3I >300302 ”NMSS Equipment Qualification For Temp Element '* 

CHONG FAnO, L Sargent ?/ Londq. inc 01/03/12 6pp 21311 249 
24X Fit he 50-373,63/11/20.0311300264 


— 8311300308 'Feed-Through Adapter Module Aeeemblles For Amphenol Bofn-' 
Penetrations ” 

• Sargent & Lundq, Inc CQI>~Olll3l RO 83/11/23 33p p 

2131 1 234 24X Flche 50-373, 03/1 l/2Bi B31 1300284 


£ NRC Safely Evaluation Report IBERI. suppU It correspondence 


03112iO3li Notifies that design effort for plant essentially completed 
It some unique physical installation drawings for Unit 2 
still in progress F3AR & SER <NURE0~03l9» requirements will 
be met 

REED.C Commonu/ealth Edison Co 03/11/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 31234 103 24X 

Flche 30-373.83/11/13,8311210311 


8311290361 SAFETV EVAUUATIQN REPORT RELATED TO THE OPERATION OF LA 
SALLE COUNTY STATION. UNI T9 1 AND 2 Doctets 50-373 and 
50-374 icommanujeal th Edison Company! 

» Division of Licensing NUREO-0519 SOA 83/11/30 22pp 
Available at NRC *300 21321 048 24X Flthe 50-373,83/11/30, 

8311290361 


F Security, medical, emergency b fire protection plans 


8310200368 Generic Ltr 83-33 to all licensees 6 applicant* Of nuclear 
power reactors re NRC position* on certain requirements of 
App R to iOCFRSO Svc list end 

EI8ENHUT, P 0 Division of Licensing 63/10/19 ConaoUdated 
Edison Co of New York, Inc 2lpp 21114 329 24X 

Fiche 50-000, 03/10/19, 8310200362 


0311080343 Forwards corrections to listed security plan revs 
Corrections withheld (ref 10CFR73 21) 

FARRAR, 0 U Commonwealth Edison Co 93/10/20 Of flee of Nudear 
Reactor Regulation, Director Ip 21078 329 S4X 
Flche 50-000. 63/10/28.8311080343 


8311080374 Forwards corrections to Rev 15 to security plan Corrections 
withheld (ref 10CFR73 81) 

FARRAR, D L Commonwealth Edison Co 83/10/28 Office of Nuclear 
Reactor Regulation, Director Ip 21078 067 24X 

Fiche 50-373,83/10/20.8311080374 


8311040130 Forwards preliminary evaluation of “Svc Water 6yt as 
Backup to Fire Protection Sys," providing addl 
justification Review of adequacy of fire protection water 
supply continuing 

fiCHROEDERiC W Commonwealth Edison Co 83/10/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 34pp 21050 013 
24X Fiche 50-373,83/10/31,8311040130 


8311110143 Forwards IE Safeguards Insp Rept 50-374/83-41 on 830927-28 
1031 No nahcompl lance noted 

AXELSONiWL Region 3, Office of Director 83/11/02 fiEED,C 
Commonwealth Edison Co 4pp 21145 178 24X Fiche 50’'3744 83/1 1 /O?, 

0311110143 


—0311110148 IE Safeguards Insp Rept 50-374/83-41 on 030987-28 it 1031 No 
noncompliance noted Major areas Inspected security plan k 
implementing procedures, physical barriers, vl tat areas it 
access controls Details withheld (ref 10CFR73 2i) 

BELANGER, J L , CREED, J R Region 3, Office of Director 03/11/01 

2pp 21145 174 24X Fiche 50-374, 83/1 1/02, 031 1 U0l43 


8311160325 Notification of 831114 meeting w/utll in BetheSdi.MD to 
discuss NRC Concerns w/cable separation & fire protection 
DOURNIA, A Licensing Branch 2 03/11/14 BCHWENCER, A Licensing 

Branch 2 Opp 21199 255 24 X Flche 50-374, B3/1 1 /14, 831 1 160325 


8311160092 Forwards addl request for deviation from fire protection 
requirements of lOCFRSOrApp R re routing of control cabl«s 
for fuel oil transfer pumps for diesel generators 0 S< 2A 
6CKR0EDER, C W Commonwealth Edison Co B3/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21193 170 
24X Flche 50-374,83/11/15,8311160092 


0311280359 Forwards final reviled Section 9 schedule required by 
Oaneric Ltr 02-33 re commitment to Suppl 1 of NUREG.^737 
REED.C Commonwealth Edison Go 93/11/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Bpp 21285 155 24X 

Flche 50-000.83/11/15,8311200359 


0J1 1210371 Forwards commitmentfi to resolve fire protection issue* 
raised at 831114 meeting w/Reglon HI ne 10CFR50, App R, 
audit Commitments resolved include water sys, detector 
1 ocatlpns, air supply fire watch training 

BCHRDEDER.C W Commonwealth Edison Ce 03/11/16 DGNTON. H R 
Office of Nuclear Reactar Regulation, Director IBpp 21239 193 
24X Fiche 50-374.03/11/16,0311210371 


0311220463 Ack receipt of 931020 ltr transmitting correction to Rev 15 
to security plan under lOCFRSO 54(p) provision* Correctlnn 
accep tab 1 e 

AXELBON, W L Region 3. Office of Director 03/11/17 FARNAn, D L 
Commonwealth Edison Co 2pp 21259 I2l 24X Fiche 50-373,93/11/17, 
0311220463 


0311290166 Forwards Revs 13.16,13 & 11 to security plans Revs Change 
commitment re stornge of second pair of eyeglasses of 
security officers Revs withhold (ref 10CFR73 21) 

FARRAR.DL Commonwealth Edison Co 03/11/17 Region 3, OfflCB 

of Director ip 21305 229 24X Fiche 50-000.03/11/17,031 1290166 


0311330075 Forward* revised Pago 2 of Issue 11, Item 3 re 831116 fire 
protection submittal 

aCHRGEDER.C W Commonwealth Edison Co 03/11/21 DENTON, H R 
Office of Nuclear Reactor Refluletlon. Director Ip S1S71 204 24X 

Flche 50-374,03/11/21,0311230075 


0311300309 Forwards revised commitments re fire protection Issue* 
discussed at 031114 meeting 6 App R audit Hose notiles oti 
refueling floor will be evaluated b replaced, If nocessaryi 
prior to Initial criticality 

BCHRDEDER.C N Commonwealth Edison Co 83/11/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 23pp Sl3it 126 
24X Flche 50-374,03/11/23,8311300309 


83I13D0233 Provides basis for util position that facility meats fir# 
protection requirements of lOCFRSO, App R, as discussed at 
031122 meeting w/NRC In Qethesda.MD 

FARRAR.D L Commonwealth Edison Cn 83/11/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 21311 333 
Flche 50-373,03/11/28,8311300233 


P Dperatlng license stage documents 6 correspondence 


8311210144 Forwards response to NRC request for addl info re Inclusion 
of just 1 f Icatlon for modifying logic on valves repositioned 
upon reset of containment Isolation logic, per NUREO-0737, 

Item I I £42 

eCHRaEDGR,C U Commonwealth Edison Co 03/11/15 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Spp 81232,320 
B4X Fiche 50-373,03/11/15,0311210144 


Q Inspection reports, IE pulletlns b correspondence 


8300300797 lE Info Notice 03-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants “ Bve list enc I 

JORDAN, E L Dlvlsten of Emergency Preparedness b Engineer infl 
Response (Pest 830103) 03/10/21 Censolidated Edlfon Co of New 

York, Inc 137pp 21114 351 a4X Flche 50-000. 83/10/21 , 9300300797 


8311020441 Forwards IE Insp Rept* 50-373/03-33 b 50-374/83-32 on 
030016-19 b 0920-30 No noncompl lane e noted 

PAPERIELLO, C J Region 3, Office of Director 83/10/21 REED.C 
Commonwealth Edison Co 2pp 21014 311 24X Flche 50-37 3,63/10/21. 

0311020441 


—0311020443 IE Insp Repts 50-373/03-33 b 50-374/03-32 on 830916-19 it 
0920-30 No noncompliance noted Major areas inspected 
radwaste «ys. includ tng effluent re leases, survcl llances. sol id 
radwastoi off luent repts b reactor coolant water quality 
MILLER. D E , GREOER.L R Region 3, Office of Director 63/10/21 
llpp 21014 313 24X Flche 50-373.03/10/21.8311020441 


8300310030 IE Info Notice 03-70, "Vibration Induced Valve Failure! " 
9vt list and 

JORDAN. E L Division of Emergency Preparedness b EnglneeriPD 
Response (Post B30103) 03/10/25 Consolidated Edison Co af New 

York. Inc U7pp 21057 219 24X Flche 50-000, 03/10/25, 0300310030 


8311090265 Forwards IE Insp Rept 50-374/03-44 on 831004-07 No 
noncomp 1 lance noted 

LITTLE, W S Region 3, Office of Director 83/10/25 REED* C 
Commonwealth Edison Co 2pp 21096 341 a4X Flcha 50-374.03/10/25. 
831 1090265 


—8311070269 lE Insp Rept 50-374/03-44 on 031004-06 No noncompliance 
noted Major areas inspected concrete drilling b coring 
activities b associated quality records 

NORTON. J , OANSIL.R , WILLIAMS. C C Region 3. Office of Director 
03/10/24 4pp 21096 343 24X Flche 50-374.83/10/25*6311090265 
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>3U11DI*38 F^rwardB IE Enforcement Conference Hepts 30 - 373 /Q 3 - 3 « k 

50-374/63-33 on 030930 

MOfiELlDSiC E Division of Project It Resident Programs 03/10/23 
REEDkC CortJnonuieal th Edison Co 2pp 2U45 034 a4X 
Ftche 90-3?3t 03/iO/23i 031 1110190 


-e 3 t 1110200 IE Enforcement Conference Repte 30 " 373/ 93-3^1 50-374/83-33 

an B 3093 O Nancomp 1 i anc e dtscueaed Tech Spec violation re 
aperational safety veri fication* independent map effort h 
tvrvvi 1 la/ice 

aULDEhON'DtW Q , MADISON, A L , OUTHRIE. 3 Roglon 3, Office of 
Oirector 03/10/24 i7pp 21145 056 a4X Fiche 50-373, 83 / lO/S-^, 
031 1 110190 


03*0300799 IE Bulletin 03-07, Guppl 1, “Apparently Fraudulent Products 
•Soli l>V /filler# Inc " Svc list enci 

H C Director^B Office, Office of Inspection and 

EpfQTcement G3/10/26 Consolidated Edlsoit Co of Netu York, inc 

I79pp 21070 170 24X Fiche 30-000,03/10/26,8300300799 


eillUOieo Forwards IE Ihsp Repts 50-373/83-37 t 30-374/83-37 on 
B<309i0-1010 No noncompliance noted 

tXAFCft, w D Roglon 3, Office of Director O^J/lO/26 REED, C 
Cemaonuea 1 th Edison Co 2pp 21145 lot 24)< piche 50-373,03/10/36, 
931 U 101 BO 


^9311110105 IE Insp Repts 50-373/83-37 It 30-374/03-37 on 030910-1010 No 
TiDrcomp 1 lane e noted Major areas inspected Uhlt i startup 
teit reaul ts, Unit 2 startup test procedure review & 
pr&llc eneing meeting 

CULDEMOND. H 0 , WRiCHTtQ , MADISON, A L Region 3, Office of 

Director 03/10/24 14pp 21145 103 24X Fiche 30-373,03/10/26. 

GOliUOlGO 


^9310034 IE Info Ndtice 63 - 71 , “Defect In Load-Qearing Uelds on 
Lifting Devices for Vessel Head l< Internals ” Svc list end 
JORDAN, E U Division of Emergency Preparedness it Engineering 
Rtsponie tPoit 830103 ) 03 / 10/27 Consolidated Edison Co of New 

Yorti Inc lispp 21057 357 24 >{ Fit he 50 - 000 , 83 / 10 / 27,0309310034 


83OS31OO40 IE Info Notice 03-72, “Environ Qua I If Ication Testing 
ErpeTleihce " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Riiponie (Post 8301031 03/10/28 Consolidated Edison Co of New 

Vorl* Jnc )3lpp 21153 024 24X Fiche 50-000,03/10/28,0306310048 


9311040060 Submits supplemental response to IE Bulletin 00-16 re 
at tapp 1 Icati on of Rosemnunt transmitters Sargent li Uundij 
idwlted that reported defect would not degrade any 
saPetv-’relateci function 

DARNEGiP I, Commonwealth Edison Co 03/10/20 KEPPUCR, J 0 Region 
3i Office of Director 2pp 21050 137 24X Fiche 30-373,83/10/20- 

D3 1 1040060 


9308310057 IE Info Notice 03-73, “Radiation Eiposure From Oloves 
Contaminated N/u Daughter Pioducts “ Svc list end 

PAR T LOW, J Q Division of QA, Safeguards 6 Inspection Programs (Post 
B3C9103) 03/10/31 Consolidated Edison Co of New York, Inc 

ll6pp Skl54 240 24X Fiche 30-000,83/10/31,6300310057 


93U15Q099 Forwards IE Insp Rept 50-374/03-43 on 031006-07 l< 13-14 No 
honcomp^l iance noted 

LSTTLB.M S Region 3. Office pf Director 03/10/31 REEDrC 
Commonwealth Edison Co 2pp 21174 341 24X Fiche 50-374,03/10/31. 

0311150099 


-83lllSDk02 IE insp Rept 50-374/03-43 on 831006-07 I, 13-14 No 
nuncompl lane e noted Major areas inspected associated 
docuiaents for structural steel mods In containment Q, 
post-ueld heat treatment of MSIV drain line welds 
KEATlNOiD E , CILIMDERO.R L . DAN1EL5DN. D H Region 3, Office of 
Director 83/10/31 3pp 21174 343 24X Fiche 50-374,03/10/31, 

031 I 1SDD99 


DDaB3l€076 IE tnfo Notice 03-76. “Reactor Trip Breaker Malfunctions 
(UrdervoJ tage Trip Devices on OE Type AK-2-25 Dreakers) ” 

Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Rtiponse (Post 630103) 83/11/02 Consolidated Edison Co of New 

York. Inc llSpp 21314 024 34X Fiche 50-000,03/11/02,0300310076 


B3in 10143 Forwards lE Bafeguards Insp Rept 50-374/03-41 on 030927-28 t 
1031 No noncontpilance noted 

AXEL&QN,W L Region 3, Office of Director 03/11/02 REED.C 
Commonwealth Edison Cn 4pp 21145 172 a4X Fiche 5Q-374, 83/1 1/OP, 
6311110143 


--6311110148 It eaf eg wards Insp Rept 50-374/03-41 on 830927-20 & 1031 No 
noncampl iance noted Major areas inspected security plan & 

Impl ementing procedures, phys leal barr Icrs, vi tal areas l< 
access controls Details withheld (ref 10CFR73 8U 

BELANOER. U L , CREED, vJ R Region 3, Office of Director 03/11/01 
2pp 21 145*174 24X Fiche 50-374,03/11/02,0311110143 


0300310075 IE Infp Notice 03-75, "improper Control Rod Manipulation “ 
Qvc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030101) 03/11/03 Consolidated Edison Co of New 

York, Inc U4pp 21513 253 24X Fiche 50-000, 93 / 1 1 /03, 03083 10075 


0311200242 Forwards IE Mgt Meeting Repts 5O-O1O/03~2O, 50-237/03-30, 
50-249/83-20. 50-254/83-29, 50-265/93-39. 50-295/83-23, 

50-304/83-24, 50-373/03-43, 50-374/03-47, 50-454/93-50, 

50-455/03-36.50-456/03-15 5, 50-457/03-14 on 831019 

NDRELIUS.C E Division of Project t* Resident Programs 83/11/0/ 

REED, C Commonwealth Edison Co 2pp 21291 ICO 34X 

Fiche 50-000.03/11/07,8311280242 


— 8311200259 IC Mgt Meeting Repts 50-010/03-20, 50-237/83-30, 50-249/B3-2Q* 
50-254/03-29, 50-265/03-29, 50-295/83-33, 50-304/03-24, 

50-373/83-43, 50-374/03-47. 50-454/03-50, 50-455/83-36. 

50-456/03-15 *< 50-457/03-14 on 031019 

NDRELIUS.C E Division of Project 6 Resident Programs 93/11/05 
Spp 21201 102 24X Fiche 50-000,93/11/07,8311280242 


0311150215 Forwards corrections to typograph ical errors In NUflEQ-057a, 
Suppl 5, App C evaluation of relief requests from inservice 
insp program requirements 

SCHROEDERiC W Commonwealth Edison Co 03/11/12 DENTON, HR 
Office of Nuclear Reactor Regulation, Director lOpp 21171 166 
24X Fiche 50-373,93/11/12.0311150215 


0311210333 Forwards three sets of facility piping isometric drawings to 
be used to update Section 40 of previously submitted 
inservlce insp program Pages should not be confused 
w/baseline insp upgrade sheets 

GCHROEDER.C U Commonwealth Edison Co 03/11/12 DENTDN.H R 
Office of Nuclear Reactor Regulation, Director 122pp 21234 124 

24X Fiche 50-374.93/11/12,8311910333 


8311210354 Forwards Rev 2 to pump li valve inservlce testing plan for 
Unit 1 l< pump It valve inservlce testing plan for Unit 2 
Updated title page separating inservlce insp piping program 
from inservlce Insp pump &< valve program also end 
8 CHRDEDER 1 C U Commonwealth Edison Cn 03/11/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21240 049 
24X Fiche 50-373.93/11/12.0311210354 


— 6311210362 Updated title page to Inseivice Insp program Part A 
“Piping Sys “ 

* General Electric Co 02/10/29 2pp 21240 069 24X 

Fiche 50-373,03/11/12,0311210354 


--6311310366 Inservice insp program Part D “Pumps I, Valves “ 

* Commonwflaltb Edison Co 03/08/31 I43pp 21240 070 24X 

Fiche 50-373,03/11/12.6311210354 


6311010019 IE Info Notice 63-77, “Air/Oas Entrainment Events Resulting 
in Sys Failures “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/11/14 Consolidated Edison Co of New 

York, Inc U4pp SAX Fiche 50-000.03/11/14.6311010019 


6311220210 Forwards IC Insp Rept 50-374/83-49 on 83U09 NO 
noncomp 1 iance noted 

BHAFEH.W D Division of Project l« Resident Programs 03/11/16 
REEDiC Commonwealth Edison Co 2pp 21254 239 24X 

Fiche 50-374.03/11/16,0311220210 


“0311220219 IE Insp Rept 90-374/83-49 on 631109 No none omp 1 1 ane e noted 
Major areas inspected operator performance under simulated 
casualty conditions 

OULDEMOND, W . GUTHRIE, 9 , WALKER, R Region 3, Office of Director 
B3/H/16 3pp 21254 237 24X Fiche 50-374,93/11/16.6311220210 


0311010016 IE Info Notice 63-70, “Apparent Improper Mod of Component 
Affecting Plant Safety ” 3vc list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Rosponso (Post 630103) 03/11/17 Consolidated Edison Co of New 

York, Inc 1 I7pp 21603 001 24X Fiche 50-000.03/11/17,0311010010 


6311200116 Forwards 120-day response to IE Bulletin 63-06 re 
nonconforming matls supplied by Tube-Line Corp No Tube-Line 
matls received by Dresden or La Salle 

BARNE9,P L Commonwealth Edison Co 83/11/17 KEPPLER, J 0 Region 
3, Office of Director lOpp 21279 096 24X Fiche 50-000,03/11/17, 

0311200116 
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s fteportabu 0cturrenc*4. LER^ 4 


fi31 1090340 Supplemental Part 21 rept re bri>clng 

Insdeiiuste for | 0 -cgtle - 70 . 000 -amphere withstand test 
Equipment redesigned £< mad kits & mod*** 

□EYOUNO. R 


cquipmenv ri:ov»i8i' = “ « .i.-- -- 

prepared Listed cUEtomers advised to initiate mod 

pi epdi vu 1-1 1, vcu 1..^ y,_ an/\fi/DR nPYtlUMO. R Director' 


DHVER.P W General Electric Co 03/10/20 
Office. Office of Inspection and Enforcement 7pp 
Fiche 50-000. 03/10/20. 031 iO‘?O3'<0 


SU03 234 24X 


0311170101 LER 03-O59/O3L-O on 83092?. during safety Injection sye INI) 
valve stroke valve 2NI-267A was in intermediate 

position Caused by closed torque swl tch. proh lb 1 ting full 
valve closure Valve actuator adjusted U/03iO20 Itr 

NARDOCliP D . TUO^ER-H 0 Duke Power Co 03/10/20 a'flElLLYi^l P 
Region 2, Office of Director 2pp 21216 137 24)1 

Fiche 30-374.03/10/20.0311170101 


0311200481 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built In Winston-Salem, NC facility 
RPOWN.J T Dahnson Co . Inc (subs of Hillman Coal & Cake Co > 

03/11/10 DEYOVNO. R C Director's Off ice. Office of Inspection and 

Enforcement 2pp 21203 337 24)( Fiche 30-000.03/11/10.8311200401 


V Operator Eiamlnations 


0311020009 Forwards request for add! info re revised licensed operator 
requa 1 1 f i cat t on rept re NUREG-0737i Item I A 3 i 

CRUTCHFIELDi D Operating Reactors Branch 3 03/10/31 FARRAR. D L 

Commonwealth Edison Co Hpp 21012 300 84X Fiche 30-000i 

03/10/31.0311020009 


DOCKET 50-302 WATERFORD GENERATING STATION. UNIT 3 
A Applicatlon/constructlon stage documents 6 correspondence 


831I07Q108 Forwards response to 031017 questions re basemat structural 
integrl ty , supp 1 ement ing 831026 draft response Appllcatioti of 
engineering practices 6 regulatory guidelinds accounts far 
all cond i tlons/requ Irements basemat will realistically see 
COOK. K W Louisiana Power A Light Co 03/10/31 KNIGHTON. 0 H 
Licensing Branch 3 9pp 21060 324 24X Fiche 50-382.03/10/31. 

8311070100 


□311020051 Generic Lfcr 63-35 to all licensees of operating reactors^ 
applicants for OLs h holders of CPs re clarification of TM I 
Action Plan Item II K 3 31 Submittal Of bounding 
demonstrati on will satisfy requirements Svc list end 
EISENHUT. I) 0 Division of Licensing 03/11/02 Consalldated 
Edison Co of New York. Inc 16pp 21184 001 24X 

rich© 50-000.03/11/02.0311020051 


0311000200 Forwards response to Generic Ltr 83-20, "Required Actions 
Based on Generic Implications of Balem ATWS Events.” per NHC 
031010 request General Operating Procedure OP-lO-OOl revised 
to address post-trip review concerns 

COOK. K W Louisiana Power & Light Co 83/11/04 ElBENNliT. D 0 
Division of Licensing ISpp 21071 248 24X Fiche 50-302,83/11/04. 

0311000200 


0311300399 Reissues 031104 response to Generic Ltr 83-80. “Required 
Actions Based on Generic Implications of Salem ATWB Events '■ 

Ltr number corrected 

COOK. K N Louisiana Power & Light Co 83/11/04 EISENHUT, D O 
Divlslon of Licensing 16pp 21311 001 24X Fiche 50-308.03/11/04. 

03 11300359 


831 1160069 Revises outcome of 830813 survey of Industries in site 
vicinity w/toslc chemical inventories Util elected to 
perform complete now survey to provide more consistent 
baseline against which future resurveys can be compared 
CDDK. K W Louisiana Power S< Light Co 03/11/09 KNIOHTQN, G U 
Licensing Branch 3 Ip 21199 170 24X Fiche 90-388,03/11/09. 

03 U 160069 


0311170024 Responds to FOlA request for documents re IE Insp Rept 
SO-382/02-14 ti Initially proposed penalty to be levied 
sgainst util Forwards App A documents Documents also 
available in FDR & LPDR 

FELTON, J H Division of Rules and Records 03/07/20 RIDENHOUR. fl 
Gambit 5pp 21230 071 84)( Fiche 50-000.03/07/20,0311170024 


0311290203 Notifies Of reor gan i lat 1 on in Region IV Position of Chief 
Reactor Project Branch 1 assigned to E Johnson, feplac Ing 
G Hadsen. now assigned to Vendor Program Branch 

COLLINS. J T Region 4. Office of Director 03/10/07 LEODICK, R 8 
Louisiana Power & Light Co ip 21302 140 24X 

Fiche 50-382.83/10/07.031 1290203 


6311010480 Requests addl info re concrete mat cracking & water seepage 
issues Hater seeping to top of mat believed to be 
groundwater Path of water not determined Response due by 
031026 

KNIGHTON. GW Licensing Branch 3 03/10/17 LEDDICK. R 0 

Louisians Power h Light Co 4pp. 21010 246 84X 

Fiche 90-302.03/10/1710311010400 


0311200000 Notification of 031119 meeting w/utl 1. Ebasco tc C-E in 
Bsthecda.HD to discuss emergency feedwater sys control 
design 

WILSON. J H Licensing Branch 3 83/11/07 KNIGHTON. 0 W Licensing 

Branch 3 3pp 21307 041 24X Fiche 90-302.03/11/09,0311260000 


0311390215 Forwards sketch providing basis for F 8 AR Figure 2 S-llQ 
re mat settlement 

CQ8TELL0. J NRC ~ No Detailed Affiliation Given B3/lt/L6 
WILSON. J NRC - No Detailed Affiliation Given Spp 31309 297 
24X Fiche 90*'3a3, 03/1 1/16. G3l 1290319 


0311280912 Forwards water chemistry rept for groundwater Sample 
associated w/basemat Rept info provided orally at 041103 
meeting 

COOK. K W Louisiana Power & Light Co 03/11/17 KNIGHTON. G VJ 
Licensing Branch 3 3pp 21204 197 24X Fiche 50-302.03/11/17. 

0311280912 


E NRC Bafety Evaluation Report (BER). supple & eorreiponden c e 


0311040147 Denies 030630 request for 60-day extension for submittal of 
info requested in Generic Ltr 03-20 re Salem ATWS events 
Requested Info should be submitted. to extent practical.by 
831105 

KNIGHTON, 0 U Licensing Branch 3 83/10/10 LEDDICK. R 8 

Louisiana Power & Light Co 3pp 21069 348 24X 

Fiche 50-302.03/10/18,0311040147 


0311080309 Forwards response to SER Open Items 3 fit 6 re inadequate coi e 
cooling <1CC) Instrumentation Response demonstrates that ICC 
display scheme meets or exceeds NUnE0-0737r Item II, F 2 
requirements 

COOK. K W LPulsiana Power S. Light Co 03/10/31 KNIGHTON. O H 
Licensing Branch 3 4pp 21001 800 24X Fiche 90-302.83/10/31, 

0311080309 


0311100036 NDtiflcation of 031026 meeting w/util ta Ebasco In Bethesde. 
HD to discuss safety significance qf cracks 1< water seepage 
in foundation base mat 

H1L5DN, J H Licensing Branch 3 83/10/81 KNIOHTON. 0 M Licensing 

Branch 3 3pp 21103 357 84X Fiche 30-308. 03/10/21 . 031 1 100036 


0311010299 Comments ofi NRC Sept 1903 evaluation of need for rapid 
depressuniatlon capability for C-E plants No technical 
basis supports requirement for PORVs Review, rev 6 detailed 
comments requested 

CDDK.K H Louisiana Power it Light Co 03/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 0pp 20992 341 
84X Fiche 50-388.83/10/27.0311010239 


6310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors 6 applicants for OL re NUREG-0965, “NRC InventPry 
of Dams '* Forwards NLIREG-0965 “NRC Inventory of Dams" for 
info only U/o encl Svc list encl 

ElfiENHUT.D 0 Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, Inc |4pp 21104 019 24X 

Fiche 50-000,03/10/31.0310310403 


—0311080313 OifppU 790709 response to IE Bulletin 79-02 re structural 
foilures of piping supports for safetg-re leted equipment 
due to improperly tightened anchor bolts Thirty-five of 77 
questionable anchor plates mndlfled 

COOK. K H Louisiana Power t< Light Co 03/10/31 COLLINS. J T 
Region 4. Office of Director 2pp 21001 212 24X 

Fiche 90-308. 03/10/31 . 831 1 000309 


0311110133 Forwards response to Bubsactlon 3 113 18, Suppl 5 to 8 ER re 
lists of equipment in NVREO-0737. nonsafety 8 , safety-relate il 
electrical equipment 8 « post-acd dent monitoring equipment 
Issues should be closed out 

CDDK.K W Louisiana Power l< Light Co 83/11/07 KNIGHTON. 0 U 
Licensing Dranch 3 3pp 21147 212 24X Fiche 90-368.83/11/07. 

0311110133 


F Security, medical, emergency t, fire protection plans 


0310200362 Generic Ltr 03-33 to all licensees 8 , applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90 Svc list end 

EIBENHUT.D G Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

Fiche 30-000,03/10/19.0310200362 
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Adjudicatory cnrraspand ? nee 


jlll'flOli*! Motion to reopen Contention 8/9 r* synorglsot CommlKiion 
rtpt or> cauBP of dlsBa«e & possibility that conditions exist 
«t facllltij requested Cei'tificate of Sve end 

DUHSTEINpC H Joint Intervenors-Haterford 03/11/07 Atomic 

Sifety Licensing Appeal Panel 4pp 21138 010 24X 

Fiche 50-3Ba. 93/11/07. 831 1 140161 


13111)0344 Order shortening response tine to 831121 for replies to 
Jolok Intorvenors 831100 second motion to reopen record on 
cracked sleb issue 

8llQEKAKEft*C J Atomic gafoty and Licsnslng Appeal Panel 03/11/10 
Louisiana Puwor & Light Co 2pp 21177 078 24X 

Flche 30-302. QG/n/ 10. 831 1 150344 


S311300001 AnsiiJOr opposing «Jolnt Interveners motion* to reopen 
Cohtentlans 0/9 *< 22 Motion late re Contention 22 ASLAD 
jorl sd 1 c 1 1 Oh expired ro Contentions 8/9 

TURK. U C Hearing Oranch 1 83/11/28 Atomic Safety and 

Lltenslng Appeal Panel S6pp 21313 069 24X Flche 50-362. 

S3/11/2Q. 031 1300003 


-0311300005 Affidavit of JS Ma, providing NRC evaluation & conclusions re 
adequacy of Poundatlon basemat In light of discovery of 
concrete cracking b uiaber seepage 

rtA, J El OeoQc loners Drafich 83/11/20 28pp 21313 095 24X 

richo 50-302,83/11/20.0311300003 


-03U300Q07 Affidavit of R P I chumanl. provl d Ing NRC evaluation fc 
conclusions re settloment of foundation soils underlying 
concrete baanriat 

PlCHLIMANI.fi Geosciences Branch 83/11/20 lOpp 21313 123 
24X riche 00-382.83/11/20.8311300003 


-0311300030 Affidavit of «□ Ooniales re hydrologic review for plant 
at DL staae Certificate of Sve end 

OUNZALES. R () IlnvlronmeTital $< Hydrologic Engineering Branch 
03/11/28 Rpp 21313 133 24X Flche 50-302.83/11/20.8311300003 


0 Advisory Committee on Reactor Safeguards report* 


0311170024 nejinonds to FOIA request for documents re IE Insp Rept 
50-3Or?/82-14 it initially proposed penalty to be levied 
egelnst utlll Forwards App A documents Documents also 
•valloble in FOR U LFDR 

FLLTON. J M Division of Rules and Records 03/07/28 
Osmtlt app 21830 071 


RIDENHOUR. 
24X Flche 50-000.03/07/28.0311170024 


-0311170034 Requests to be kept informed of future developments In 
facility operator training program 6 staffing effort «< 

FRALEvJ^rT^^^ACRq'*- Advisory Committee 'on Reactor Safeguards 
n'iJtn/Dt niRCKQ.H J Office pf the Executive Director for 

‘’’"p SiMO l9i B-.X Fich. 50-000.63/07/28,0311170024 


Inspectlan reports. IE ° 


— 8311170020 "Const Deficiency Repts " 

* NRC - No Ostailed Affiliation Given 02/11/02 43pp 
21230 138 24X Fiche 50-000.03/07/28.0311170024 


— 8311170030 Forwards draft Itr. notice of violation & appllceble 
paragraph from IE Insp Rept 30-302/02-14 Concurrence 
requested 

JOMNBQN. E M Region 4. Office of Director 02/09/11 
LIEDERMAN. J Enforcement Staff I6pp 21230 076 24X 

Ficho 50-000.03/07/20,8311170024 


— 0311170032 Summary of 02OB2O meeting in/uttl at util corporate ofes re 
corrective actions taken on control of turnover packages 
Handwritten notes dtd 020027 re meeting u/J Collins end 
MADBEN.O L Region 4. Office of Director 02/08/25 
OAGLIARDO. J E Division of Resident. Reactor Project «< Engineering 
Programs 4pp 21230 092 24X Fichi 50-3B2 83/07/20.0311170024 


— 0311170036 Discusses proper ft appropriate sorting of fact ft opinion in 
TL Harpster 030031 memo to J Lleberman re enforcement action 
based oh noncompliances noted in IE Insp Rept 30-382/02-14 
Kgt pressure could be root cause of deficiencies 

MARTIN. L E Region 4. Office of Director 82/09/15 COLLINS. J T 
Region 4. Office of Director 3pp 21230 100 24X 

Flche 50-000,83/07/20,0311170024 


—8311170037 Forwards recent enforcement actions for review to determine 
whether board notification appropriate W/o end 

R03AN0. D Director's Office. Office of Inspection and Enforcement 
03/01/04 UILLIAMS.M Director's Office. Office of Inspection 
and Enforcement Ip 21230207 24X Flche 50-000.03/07/29. 

0311170024 


—8311170030 Forwards comments on draft enforcement action for facility 

VOULMER^R M Division of Engineering 02/09/16 LIEBERMAN. J 
NRC - No Detailed Affiliation Given Ip 21230 103 24X 

Flche 50-000.83/07/20.0311170024 


-8311170039 Comments on draft IE Insp Rept 50-302/02-14 QA program 
Implementation deficiencies should be elevated to higher 
severity level (Level HD Util mgt not totally committed to 

HARPSTER, T L Quality Assurance 02/00/31 LlEBEftdAN, J 
Eifo^Iemint Staf? jjp 21280 i04 24X FUh. 50-000.93/07/29. 

0311170024 

-8311170040 Responds to 020908 differing prof opinion on final decision 
re proposed civil penalty levied on util Civil penalty not 
mitigated based on results of 021122-23 inquiry at site 

Evaluations ft conclusions end MAnHFN G L 

COLLINS. J T Region 4. Office of Director 03/02/14 MADSEN. 0 l 
D ivision of ‘Resident. Reactor Project b Engineering Programs 
7pp 21230 200 24X Flche 50-000,93/07/28.0311170024 

-0311170042 Responds to 020025 memo re 020820 mgt meetino Meeting not 

OAGLIARDD?j"e^^'^ 0 I vision' of '^Resident. Reactor Project b Engineering 
Programs 82/09/20 MADSEN. 0 U Region 4. Office of Director 
ajp 21230 106 24X Flche 50-000.03/07/20.0311170024 


111170020 FOIA request for document* re IE Insp Rept 50-302/82-14 b 
0311170020 

111170024 n.sponds to FOlA request for documents 
Jo- 302/02-H b initiallU proposed penalty to be J^vled 
igilnst util Foruards App A documents Documents also 

r^widon^oF Rules and Records 03/07/20 RIDENHOUR.R 
S'Uu' Spp alaaS O^o 24 x 50-006, 66 / 07 / 26 , asm 70024 

-OSOMOOaaO Co^.rt. on R.gJon 4 droft .nforcom.nt action on IE In.p 
r.:Rk?S'p'‘"'no;Htd /...urnne. Bn.nch 6a/0,/.4 VOUUMEO, R » 

O’'- »0-000.63/07/a8, 

B31 1170024 

DEVOUNO.n c 24 X FUh. 50-000,63/07/28, 

EnPnrcertienfc 6pp 
G3l 1170024 


-0311170043 Act r.c.lpt of 630408 Itr t. p.gncnt of pincltlc. 

Inpoppd bt) B30316 ordpr Corrpctlv. .ctlont will b. .«.»lnpd 

S'S: -^?r^?cb."sni^^/o7^is! 

03 tl 170024 

-B3U170044 Forwerd. L M.rtln conn.nt. on J '' LtO-^n.n 
r. p.ndlng .nforc.n.nt .ctlon .g.ln.t otll H..d,O.M.r. 
i r.glon.t-b.«d p.rconn.l .ppe.r to b. 

adversaries M/o end . ^ oa/noyov 

COLLINS. J T Region 4. Office of Director 82/09/27 

'24r^!c:."5o!»s:^5Js;/Ssf 

8311170024 

-B31 1 170044 Forw.rd. draft IE In.p R.pt ^ 

notice of violation Supporting .go MAURIN.L V 

Sa5sEN,G L Region o 2^^^ 243 2« 

Louisiana Power b Light Co 94pp 21230 243 
Fiche 50 -OOOp 83/07/20. 8311170024 

MADSEN, 0 L Region 4, Office oj Reacto? Project b Engineering 

’'5«?uU'';r-J».e3/i7/2B,B3...7oo24 
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--B311170052 Ath receipt of B20’?oa differing prof opinion re proposed 
civil penalty to be levied on ubi) Opinion aomeiuhet 
premotiire os final decision to issue civil penalty not yet 
mode 

OAOLlAROOiJ E Division of Resident, Reactor Project & Engineering 
Programs 02/09/ i 5 MADSEN. 0 L Region 4, Office of Director 
2pp 21230 340 24X Flche 50-000,83/07/20.8311170024 


— B3U170095 Ack receipt of B2O9O0 differing prof opinion re proposed 
civil penalty to be levied on util Response u^ill be 
submitted follouing IE 6 Region IV final decision 

COLLINS. J T Region 4. Office of Director 82/10/04 MADSEN. G L 
Division of Resident. Reactor Project & Engineering Programs Ip 
21230 342 g4X Fiche 30-000.03/07/28,8311170024 


03J 1220280 Forujards IE Insp Rept 30-382/83-29 an 830022-26 No 
noncomp 1 i anc e noted 

MADBEN. 0 L Region 4, Office of Director 83/10/04 LEDDICK, ft S 
Louisiana Power 6 Light Co 2pp 21234 176 24X 

Fiche 50-382, 03/10/04. B3U22O20O 


— 8311220283 IE In«P Rept 50-382/83-29 on 830022-26 No noncomp! ianca 
noted Major ardos inspected environ monitoring programs 
conducted during preoperat ional phase & operational phase, 
including organl ration t* administration 

WILDORN.L . MURRAY. D . CRQSSMAN. W A Region 4. Office of Direcfcoi 
83/09/19 9pp 21294 178 24X Fiche 50-382.83/10/04.0311220280 


8308300797 IE Info Notice 03-69. "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN. E L Division of Emorgency Preparedness & Engineering 
Response IPost 830103) 83/10/21 Consolidated Edison Co of New 

York. Inc I37pp 21114 391 24X Fiche 30-000.83/10/21,030830079'’ 


6306310030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response iPost 630103) 83/10/29 Consolidated Edison Co of New 

York. Inc ll7pp 21097 219 24X Fiche 50-000, 63/10/29, 0300310030 


8311190210 Forwards IE Insp Rept 50-382/63-30 on 030901-30 No 
noncompliance noted 

JQHNSON.E H Region 4. Office of Director 83/10/29 LEODICK, R 8 
Louisiana Power S. Light Co 2pp 21170 046 24X 

Fiche 50-382,63/10/23,8311190210 


—6311150228 IE Insp Rept 50-382/03-30 on 630901-30 No noncompliance 
noted Major areas inspected MP6I pump performance, 
preoperational test wl tnesslng. general plant operating 
procedure review, organ! zat ional changes & QA 
CONSTADLE. 0 L , CROSSMAN, W A Region 4, Office of Director 
03/10/24 Spp 21170 04S 24X Fiche 90-302.63/10/29,0311130210 


6308300799 !E Qulletin 83-07. Suppl 1. "Apparently Fraudulent Products 
Sold Dy Ray Miller. Inc " Svc list end 
DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 90-000,83/10/26,8308300799 


8308310034 IE Info Notice 03-71, "Defect in Load-Dearing Welds on 
Lifting Devices for Vessel Head Internals " Svc list end 
JORDAN. E L Division of Emergency Rreparednass S, Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York. Inc llSpp 21057 397 24X Fiche 90-000. 03/10/27, 8300310034 


8308310040 IE Info Notice 03-72. "Environ Dual 1 f Icatlon Testing 
Ezperlence " 3vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/28 Consolidated Edison Co uf New 

York. Inc 131pp 21155 024 24X Fiche 50-000.83/10/28,8308310040 


8308310097 IE Info Notice 03-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products ” Svc list end 

PARTLOW, J G Division of 0A> Safeguards l< Inspection Programs {Post 
030103) 03/10/31 Consolidated Edison Co of New York, tnc 

li6pp 21154 248 24X Fiche 50-000.83/10/31.0308310057 


631100030? Forwards response to SER Open Items 3 & 6 re inadequate core 
cooling (ICC) Instrumentation Response demonstrates that ICC 
display scheme meets or exceeds NURE0-Q737. Item II F 2 
requirements 

COOFiK W Louisiana Power tt Light Co 63/10/31 KNlOHTON, 0 W 
Licensing Dranch 3 4pp 21081 208 24X Fiche 50-3B2. 83/10/31. 

B3U060309 


— 0311060313 Suppls 790709 response to IE Dulletln 79-02 re structural 
failures of piping supports for safety-related equipment 
due to improperly tightened anchor bolts Thirty-five of 77 
questionable anchor plates modified 

CDQK, K W Louisiana Power & Light Co 03/10/31 COLLINS, J T 
Region 4. Office of Director 2pp 21081 212 24X 

Fiche 50-362,83/10/31.6311000309 


8311070138 Ack receipt of 030517 & 0830 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-302/83-13 

JOHNSON, E H Region 4. Office of Director 83/11/01 LEDDiCK.ft S 
Louisiana Power & Light Co Ip 21060 360 24X 

Fiche 50-382, 03/11/01.8311070138 


— 8311070140 Respunds to NRC 630413 8* 0619 Itrs re violations noted in 
IE insp Rept 90-302/83-13 Corrective actions piping ualkdown 
(first phase) will be completed by 03O9D2 Followup 
engineering evaluation will be completed by 030930 
DRUMMOND, F J Louisiana Power t> Light Co 03/00/30 MADSEN, 0 L 
Division of Resident. Reactor Project & Engineering Proarami 2pp 
21060 361 24X Fiche 50-302,03/11/01,8311070130 


8308310076 IE Info Notice 83-76. "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on OE Type AK-5-29 Breakers) " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Responsa (Post Q30103) 83/11/02 Consolidated Edison Co of New 

York. Inc U9pp 21514 024 24X Fiche 90-000,03/11/02.8308310076 


8308310075 IE Info Notice B3-'79i "Improper Control Rod Manipulation 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & EnjineaTlno 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc ll4pp 21513 253 24X Fiche 50-000. 03/11/03, B30B310073 


8311160074 Suppla 790619 response to IE Bulletin 79-09 re failures of 
OE Type AK-S circuit breakers Review of IE Dulletln 83-04 & 

Generic Ltr 83-28 continuing Changes to flE-4-i99 re reactor 
trip switchgear adequate 

COOK,K M Louisiana Power & Light Co 83/11/0? COLLINS, J T 
Region 4. Office of Director Spp 21199 290 24X 

Fiche 50-302,03/11/09,8311160074 


0311180081 Ack receipt of B30B02 ti 1014 Itra Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
90-302/83-10 

JOHNSON, E H Region 4, Office of Director 03/11/10 LEDDICK.R 6 
Louisiana Power tc Light Co Ip 2122? 316 24X 

Fiche 50-302.83/11/10.8311100081 


— 03L116OOBB Responds to NRC 830630 ltr re violations noted In IE Insp 
Rept 90-302/03-10 Corrective actions training of maint 
personnel verified during annual Tech Spec required audit 
of W-3 training program Next audit scheduled for Feb 1984 
OERRETS.T F Louisiana Power & Light Co 03/10/14 MADSEN, O L 
Region 4, Office of Director 4pp 2122? 317 24X 

Fiche 90-302, 83/1 1/10. 031 1 IBDOdl 


8311010019 IE Info Notice 03-77, "Alr/Oas Entrainment Events Resulting 
In Sys Failures " Svc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Respense (Post 830103) 83/11/14 Consolidated Edison Co of NiW 

York. Inc ll4pp 24X Fiche 50-000.03/11/14.8311010015 


0311290187 Forwards example form ltr which will be used to tranemlt 
vendor Insp repts To ack receipt of rept, bottom section must 
be signed returned to Region IV 

COLLINS. J T Region 4, Office of Director 83/11/15 LEDDICK, R 8 

Louisiana Power & Light Co Spp 21303 394 24X 

Fiche* 90-382. 83/11/19. 831 1290187 


8311010018 IE Info Notice 83-78, "Apparent Improper Mod of Component 
Affecting Plant Safety " 8vc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co dF New 

York, Inc Il7pp 21603 001 24X Fl Che. 90-000. 83/1 1/17, B3UOlOOia 


8311220489 Responds to IE Bulletin 83-06, "Nonconforming Matl 
Supplied by Tube-Line Corp Facilities " No Tube-Line 
supplied matls used In safety-related sys 

COOK, K W Louisiana Power tc Light Co 83/11/17, COLLINS, J T 
Region 4, Office of Director 4pp 21256 330 24X 

Fiche 30-382,83/11/17,8311220489 


8 Reportable occurrences, LERs & related correspondence 


6311150378 Final rept on Significant Const Deficiency 76 re damage to 
pressuriier heaters during pre-core hot functional testing 
Heaters replaced 8, electrically tested 8, NDT performed dn 
welds Heaters will receive inservlce leak test » 

GKRRETS. T F Louisiana Power & Light Co 03/10/17 COLLINS, J T 
Region 4, Office of Director 3pp 21170 018 24X 

Fiche 30-382,83/10/17.8311130378 
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0311O1Q19Q Interim Significant Const Deficiency Rept 4S-nl re HMA 
auilllarg relays rinal rcvieuj nf supporting dpcunentation 
uill be completed by 031110 Final rept ujili be provided by 
(13112S 

OESR^TQi T F Louisiana Power & Light Co 03/10/19 CGLLtNB- J T 
Region At Office of Director app 20976 235 a4X 
Flcho 30-3Gar83/10/iV> 031 1010198 


D3110tQ2ia Significant Deficiency Rept 06 re burned 3A''S safety 
Inverter output capacitor wiring Initially reported on 
Q3091S Final revloui continuing Final rept will be submitted 
by 031116 

QERRE.TOi T F Louisiana Power 6 Light Cn B3/10/19 CQLL1NS«%J T 
Re-glon 4* Office of Director Spp 20993 201 a4X 
Ftch* 50-382.03/10/1^*0311010212 


0311380245 Final Significant Const Deficiency Rept 06. •’□A-S Sefecy 
Invertor Output Capacitor Miring Burned " Output leads 
soldered directly to capacitors to eliminate high 
resistance push-on connectors 

QERRETg, T F Louisiana Power L Light Co 83/11/16 COLLINS.^ T 
Region 4. Office of Director 3pp 212B1 053 24X 

Fiche 50-305.83/11/16.8311200245 


0311280498 First interim rept on Significant Const Deficiency 91 re CE 
AKR-30/AKR-50 circuit breakers iSvc Advise 173-9 11) falling 
to close on command Next rept by 840124 Defective switches 
Will be replaced Also reported per Part 21 

QERRETS. T F Louisiana Power & tight Co 83/11/16 COLLINS, o t 
R ep Jon 4/ DP Pica of Director 3pp 21284 192 24X 

riche 50-302,83/11/16.0311280498 


8311030148 Final rept re Significant Const Deficiency 68 concerning 
spurious ESF actuation sys actuation Initially reported on 
830029' Field change modifi|ing wiring to connectors 
Implemented by C-E 

QERR^TSj T f Louisiana Power 6 Light Co 83/10/20 COLLINS. J T 
Region 4r Office of Director 4pp 21036 314 24X 

Fitho 50-302,03/10/20.0311030140 


6311070421 Notifies that final significant const Deficiency Rept 25 re 
station battery equalixing charge voltage exceeding coil 
ratings ulil not be submitted until 040119 since corrective 
artion reiquires rev to appropriate documents 

iQEnRETSi T r Louisiana Power 1. Light Co 83/10/21 COLLINS, J T 
Rvglon 4* Qfflre of Director 2pp 21067 159 24X 

FUhe 50-332. 03/10/21. 031 1070421 


6311070560 Fourth Iniarim significant const Deficiency Rept 70 re 
American Qridge structural steel defects Addl welds & bolted 
connections requiring rework identified w/scheduled 
completion by 03111Q Final rept expected by 031322 
QE0R^TBi.T F Louisiana Power h Light Co 83/10/25 COLLtNSrJ T 
Region At Office of Director 2pp 21063 347 24X 

Flctie 50-302.03/10/25.0311070560 


DOCKET SO-307 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


E NRC Safety Evaluation Report (SERI, suppii 6 correspondence 


0311220270 Advises that QE Topical Repts NEDE-237a5-l-P & amended 
0E8TAR NEDE-24011-P-A adequately address 5ER Confirmatory 
Issue 12 re overheating of gadollnia fuel pellets Issue 
closed pending NRC review b approval 

SDRENE.EN, 0 C Mashington Public Power Supply System 83/11/15 
SCHMENCER.A Licensing Branch 2 Ip 21260 211 24X 

Flcha 50-307,03/11/15,0311220270 


F Security, medical, emergency & fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees b applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Bvc list end 

EISENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 21pp 21114 329 24X 

FUhe 50-000.03/10/19.8310200362 


631)090340 Bupplemental Part 21 rept Te short circuit bus bracing 
ifiadaquata for 10-cyclo - 78. 000-amp her e withstand test 
Equipment TCdosignetJ fc mod kits C. Instruction books 
prepared Listed customers advised to initiate mod 

DNYER.P N General Electric Co 03/10/20 DEVOUNO, R Director's 
Office. Office of Inspection and Enforcement 7pp 21103 254 24X 
FUhe 50-000.03/10/80.0311090340 


6311150106 Sixth interim Bignificont Deficiency Rept 32 re stress 
analysis for welding pipe support attachments not performed 
prior to fabrication Pinal rept expected by 040203 
OErmETS. T F Louisiana Rower e< Light Co 03/10/20 COLLINS. J T 
Region 4» Office of Director 2pp 21174 339 24X 

FUhe 50-382.03/10/20.0311150106 


D31I1501B3 Second interim rept re Significant Const Deficiency 05 
concerning damage to in-tore instrumentation guide tubes 
Initially reported on 830728 Supporting documentation to be 
verified by Nov 1903 Final rept by 031220 

OERRETS.T F Louisiana Rower Light Co 03/10/20 COLLINS. J T 
Region A^ Office of Director 2pp 21172 105 24X 

FUhe 50-382.03/10/20.8311150103 


8311150200 First Interim Significant Deficiency Rept 92 re HPBI sys 
performance Initially reported on 030930 Caused by 
inaccurate test results Test will be performed again 
beginning 031031. Next rept by 031215 

OERRETQ. T F Louisiana Rower U Light Co 03/10/31 COLLINS. J T 
Region 4. Office of Director 3pp 21160 050 24X 

FlcKe 50-302.03/10/31.0311150808 


0311190301 6ixth interim Blgniflcant Const Deficiency Rept 66 re 
defective 6E Type AKR breakers UerlficatSon of supporting 
documentation will be completed in late Nov 1983 Final rept 
win b« submitted on 831208 

OEnnETS. T F Louisiana Power h Light Co 03/11/02 COLLINS, J T 
Region 4. Office of Director 2pp 21179 333 24X 

Fiche 50-388103/11/02.0311150301 


0311QB0320 Part 21 deficiency rept re defects on certain AKR~30 & 50 
1 oiij voltage power circuit breakers mfg between {nld-1976 Ic 
Dec 1970 Dreaker bearing may become loose. preventing 
closur* Text of notification Included 

DIXON. D J General Electric Co 03/11/04 DEYOUNG. R C Director s 
Office, Office of Inspection and Enforcement 6pp 21001 216 24X 
FUhe 30-382.93/11/04.0311000320 


0311020156 Forwards revised insertion Instruction for Change 8 to 
security training %t qualification plan & changes N b □ to 
physical security plan Revs withheld (ref 10CFR2 7901 
KENYON. 0 D Pennsylvania Power & Light Co 03/10/26 MARTIN. T T 

Division of Engineering 1. Technical Programs 2pp 21011 156 24X 

Fiche 50-307.03/10/26,8311030156 


031107000B Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/10/31 Document 
Management Branch Ip 21086 830 24X Fiche 50-387. 83/10/31, 

0311070008 


— 8311070010 Forwards public version of Rev 2 to Emergency Plan 
Implementing Procedure EP-IP-009. "Emergency Offsite Dose 
Calculations’* & Rev 1 to Procedure EP-IP-lOl. "Inventory. 

Insp. Operational Testing 6 Callbr of aupplies " 
s Pennsylvania Power I, Light Co 03/10/14 SCHWENCER. A NRC - 

No Detailed Affiliation Given Ip 21086 239 24X 

Fiche 50-307,83/10/31.8311070000 


—8311070012 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EP-lP-009i "Emergency Offsite Doso Calculations" 
h Rev 1 to Procedure EP-iP-101. "Inventory, Insp. Operational 
Testing t. Callbr of Supplies " 

HAGAN, D L . EHANK. K E . KEI8ER. H Pennsylvania power t. Light Co 
83/10/14 i 2 lpp 21086 240 24X Fiche 50-007,83/10/31, 

0311070008 


0311080249 Releasos public version of revised emergency plan 
implementing procedure 

FELTON, J h Division of Rules and Records 03/10/31 Document 
Management Branch Ip 21092067 24X Ftche 50-387.83/10/31. 

G3110B0249 


— 0311080252 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-iP-102, "Surveillance Testing of Emergency 
Communications Equipment " 

TABOR, H F , WIKpC R , KEISER.H Pennsylvania Power Light Co 
03/10/17 30pp 21092 069 24X Fiche 50-387,03/10/31.8311080249 


0311140410 Advisee that Rev 6 to emergency pUn acceptable Changes 
do not decrease effectiveness of plan 

BCHMENCER.A Licensing Branch 2 03/10/31 CURTI0. N M 

Pennsylvania Power 6 Light Co 2pp 2ll03‘O32 24X 

Fiche 50-387.83/10/31.8311140410 


0311210303 Final significant Const Deficiency 79 re unqualified 
components in hydrogen analysers Initially reported on 
B30105 Replacement motors, meet Ing NUftEG~O500 requirements, 
Installed 

0EttRETQi.T F Louisiana Power it Light Co 03/11/04 COLLINS, J T 
Region 4. Office of Director 3pp 21239 ill 24X 
Fit he 50-302.03/11/04,8311210303 


0311160314 Forwards Amend 17 to License NPF-14 %t safety evaluation 
Amend allows expansion of operating region pf power/flow map 
For initial fuel eye I e, corrects admlnstrati ve errors ^ adds 
fir* lones 

BCHMENCER, A Licensing Branch 2 03/11/02 CURTI9, N W 

Pennsylvania Power 6 Light Co 4pp 21199 324 24X 

Fiche 50-387,03/11/02,0311160314 



264 


DOCKETED ITEMS 


— Amffntf 17 to License NPF-1 4, a 1 1 otrf ing prpansion of operating 
region of pouef/flow <nap for initial fuel eye 1 e* corretti ng 
adl'ni n i a trat ive errors ?< adding fire zones 

€CHli£NC£R< A Licensing Branch 2 63/11/02 13pp 21199 327 

24X Fiche 50-367, 03/1 1 / 02 . 8311 1A0314 


— 0G1116O323 Safety evaluation supporting Amend 17 to License NPF-t4 
e NfiC - No Oetailerf Affiliation Given 83/11/02 9pp 
21199 340 24X Fiche 50-3B7, 03/ 1 1 /02, B3l 1160314 


0311100302 Aci receipt of 030722 Itr informing NRC of steps taken to 
correct violations noted in IE fn«p Rept 30-307/03-16 

MARTIN. T T Division of Engineering 6 Technical Programs B3/U/08 
lAENYON. D P Pennsylvania Pouer 6 Light Co 2pp 21227 191 24X 

Fiche 50-307.03/11/08,0311100302 


0311020133 Requests approval of ASME Code Case N“233~2, "Const oF 
Class 2 or 3 Components for Elevated Temp Bve Section lU* 
l>lv 1." for application to diesel engine eihaust gas 
Bipansion joint for addl new diesel generator 

CURTIS. N W Pennsylvania Power fic Light Co 03/10/28 SCHWEMCER'A 
Licensing Branch 2 Ip 21012 096 24X Fiche 50-387.03/10/20, 

0311020133 


0310310403 Generic Ltr 83-30 to all licensees of operating pouer 
reactors 6 applicants for OL re NUnEO-0965. "NRC Inventory 
of Dams Forwards NUREO-0963 "NRC Inventory of Dams" for 
info only M/o encl Sve list end 

EISENHUT. D 0 Division of Licensing 03/10/31 CduSdI Idatrd 

Edison Co of New York. Inc 14pp 21104 015 24X 

Fiche 30-000.03/10/31.0310310403 


—8311180305 Responds to NRC 830815 ltr re violations noted in IE Insp 
Rept 50-307/03-16 Corrective actions withheld 
{ref I0CFR73 21) 

KENYON, B D Pennsylvania Power 6 Light Co 03/07/22 MARTIN, T T 
Division of Engineering 6 Technical Programs ip 21227 173 
24X Fiche 50-“3a7. 03/1 1/08. 031 1 180302 


8311010100 Generic Ltr 03-36 to all BUR licensees re hUREG-0737 Tech- 
Specs Requests review of Tech Bpecs to determine consistency 
ui/guldanco In NUREO-0737 Response required within 70 days of 
receipt of ltr Sve list encl 

EIBENHUT.OO Division of Licensing 03/11/01 Commonweal kh 
Edison Co 22pp SU84 025 24X Fiche 50-000.03/11/01,0311010100 


6311150246 Clarifies scope of safety parameter display sys 
Configuration of sys described in EAR inadvertently 
identified containment isolation valve position display as 
part of principal scope 

CURTIS, N W Pennsylvania Power 6 Light Co 03/11/11 SCHWENCEft.A 
Licensing Branch 2 2pp 21100 357 24X Fiche 50-307, 83/1 l/U. 

831 11S0246 


B31I0200S1 Generic Ltr 83-35 to all licensees of operating reactorfp 
applicants for QLs 6 holders of CPs re clarification of THl 
Action Plan Item II H 3 31 Bubmittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHUT. DO Division of Licensing 83/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21104 001 24X 

riche 30-000, 83/1 1/02, 031 1020051 


831 1 16018B Forwards "Detailed Control Room Design Review Summary 
Rapt," in accordance u/SUppl 1 to NUREG-0737 6 030415 
response to Generic Ltr 02-33 

CURTIS* N H Pennsylvania Pouer S< Light Co 03/11/11 ECHUIENCER, A 
Licensing Branch 2 Ip 21169 177 24X Fiche 50-307,83/11/11, 

0311160188 


8311160314 Forwards Amend 17 to Llcenso NPF-14 tc safety evaluation. 
Amend allows expansion of operating region of power/flow nap 
for Initial fuel eye 1 e, correc ts adminstratl ve errors & adds 
fire tones 

SCHNENCER.A Licensing Branch 2 83/ ll/OS CURTIBi N H 

Pennsylvania Power 6 Light CO 4pp 21199 324 24X 

Fiche 50-387,83/11/02.8311160314 


— 0311160193 "Detailed Control Room Design Review Summary Rept " 

e Pennsylvania Power 6 Light Co 83/11/11 ISOpp 21109 17B 
24X Fiche S0-3B7, 83/11/ 11, 8311160169 


8311310541 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/11/16 Document 
Management Branch Ip 21262 314 24X Fiche 50-387. 63/1 1/16, 

B3112lD54t 


— B3J1210545 Public version of Rev 2 to Emergency Plan Implementing 
Procedur# 6P-IP-034, "Reactor Bldg Sample Station Emergency 
Sampling " M/Rev 27 to procedures manual table of contents 
KEISER. H Pennsylvania Power L Light Co 03/11/04 1 7pp 

S1262 315 24X Fiche 50-307.03/11/16,0311210541 


0311390041 Requests extension until 840131 for completion of safety 
parameter display sys to be Installed per Generic Ltr 82-33 
Extension required due to delays in starting tie-in outage 
for Units 1 6 2 

CURTIS. N W Pennsylvania Power 6 Light Co 83/11/23 BCHWENCER, A 
Licensing Branch 2 Ip 21306 256 24X Fiche 50-387,83/11/23, 

831 1290041 


F Operating license stage documents & correspondence 


0311160387 Responds to FOIA request for list of all inaccessible sys 
located within containment 6 considered to be safety-related 
or important to safety Forwards App A documents Documente 
also available in PDR h LFDR 

FELTON. J M Division of Rules and Records B3/0B/29 HAFNER, D 
Buffalk Nuclear Study Group 2pp 21201 200 24X 

Fiche 50-000, 03/00/29. 831 1 1603B7 


--8311160395 Submits summary on comparison of Eusquehanna 6 Shoreham 
const work practices re snubber stroking. Installation ^ 
protective actions to preclude damage following 
installation Total of 230 snubbers stroked satisfactorily 
BMITH.J L Long Island Lighting Co 03/01/21 HIGGINS, J NRC - 
No Detailed Affiliation Given 5pp 21201 217 24X 

FUhe 30-000.83/08/29.0311160307 


8311020500 Denies 830900 request for 120-day extension to submit formal 
response to Oeneric Ltr 83-20, "Clarlf itatlon of Required 
Actions Based on Oeneric Implications of Salem ATMS Events *’ 

Info should be submitted, to extent practical, by 831105 
SCHWENCER.A Licensing Branch 2 83/10/25 CURTIS, N W 

Pennsylvania Power h Light Co 2pp 2104B 214 24X 

Fiche 50-397.83/10/25.8311020500 


— 0311160319 Amend 17 to License NPF-14. al lowing expansion of ope-rAkln, 
region of powor/flow map for initial fuel cycle, correcting 
administrative errors adding fire zones 

SCHWENCER.A Licensing Drench 2 03/U/O2 13pp 21199 337 

24X Fiche 50-387.83/11/02,0311160314 


— 0311160323 Safety evaluation supporting Amend 17 to License NU^F-IA 
e NRC - No Detailed Affiliation Given 83/11/02 spp 
21199 340 24X Fiche 50-387,03/11/02.0311160314 


031 1080369 Responds to questions raised during 031026 telcpn & forward 
equipment qualification summary rept 

CURTIB. N W Pennsylvania Power Light Co 83/11/03 8CHUENCER. A 
Licensing Branch 2 3pp 21070 311 24X Fiche 50-387.83/11/03, 

8311000369 


0311070331 Forwards response to Generic Ltr 83-28, "Requireii Actions 
Based on Oeneric Implications of Belem ATU0 Events " 

Rept will be revised to reflect BNR Owners Group or 
INPO-NUTAC responses 

CURTIS. N U Pennsylvania Power L Light Co 83/11/04 EtSENHUT* D 0 
Division of Licensing 59pp. 21063 147 24X Fiche 50-307, 

03/11/04.8311070331 


8311090068 Application for amend to License NPF-14 proposing chan-ges ti 
Tech Spec Tables 3 3 2-1 8, 3 6 3-1, reinstating Isolation 
signal X on trip function 1 b 8c deleting two valves from 
automatic Isolation valve list Class HI amend fee end 
CURTte. N W Pennsylvania Power & Light Co 83/11/04 eCHUENCER.A 
Licensing Branch 2 App 21102 104 24X Fiche 50-387.03/11/04, 

B3HO90068 


— 8311090071 Proposed Tech Spec changes to Tables 3 3 2-1 S, 3 6 3-1. 
reinstating isolation signal X on trip function 1 b & 
deleting two valves from automatic isolation valve list 
« Pennsylvania Power Sc Light Co 83/11/04 5pp 21102 108 84J 

Fiche 50-307.83/11/04.8311090060 


8311090334 Requests exigency for proposed Amend 31 to License NPF— 1-4, 
changing Tech Specs to prevent derating during 
preoperational test Change would provide more reliable 
timer setting 

CURTIB, N W Pennsylvania Power 8. Light Co 03/11/07 SCHWENCER.A 
Licensing Branch 2 2pp 21104 210 24X Fiche 50-387. 03 / U /07, 

8311070334 


8311210068 Forwards request for addl Info to complete review of uttl 
analysis for License Conditions 2 C 25(a) & 2 C 25(b) re 
failure of one or more power sources 8c simultaneous control 
sys failures 

aCHWENCER.A Licensing Branch 2 03/11/00 CURTIB. N W 

Pennsylvania Power h Light Co 5pp 21241 299, 24X 

Fiche 50-307.03/11/08.0311210060 



DOCKETED ITEMS 


265 


B31U50375 Advises that instailation of permanent mods uhich limit 
floiif In iS-inch pas pipeline to 3? cubic meters/s completed 
on B31iOG per License Condition S C(13) License condition 
c lesed 

CliRTlSiN \A Pennsylvania Pouer V Light Co ST/ll/ll SCHWENCER. A 
Licensing Dranch 2 Ip 21170 017 24X Fiche 30-307.03/11/11. 

0311130375 


03113OOO73 Approves ASME Code Case N-253-2< "Const of Class 3 or Clas» 
3 Coinponents for Elevated Temp Svc. Section III.Div 1," dtd 
030404 for general use Code case may be used in const of 
diesel engine exhaust gas expansion joint 
SCHHENCER.A Licensing Branch 2 03/11/17 CURTI8»NW 

Pennsylvania Pouer h Light Co 2pp 81321 336 24X 

Fichu P0-aa7. 03/1 l/i7, 031 1300075 


0311330437 Forwards proprietary "Evaluation of NUREO-0703 Local 
Pool Temp Limits for Susquehanna Steam Electric Station*" 
in response to License Condition 2 C 29 Temp conforms to 
NURE0-07B3 Rept withheld <ref lOCFn2 790) 

CUBTlSiN H Pennsylvania Power 8* Light Co 03/11/21 SCHUENCER.A 
Licensing Dranch 2 Ip 21284 287 84X Fichc 30-387*83/11/21. 

8aii2B0437 


0 Inspection reports* IE Bulletins S. correspondence 


831IOB0017 Responds to ToiA request for documents re alterations of 
radiographs of welds in piping subassemblies by ITT Orinneli 
Corp Forwards documents listed on App A Review of addl 
dotumrnts subj to request continuing 

FELTON. J M Division of Rules and Records D3/O0/H FUQUA* D M 
Uallace. Hilburn* Clayton. Calhoon it Forster. Ltd 3pp 21092 002 
a4X Flche 30-000*83/00/11.0311080017 


•&3110Q0069 Informs that responses to IE Bulletin 02-01. Rev l.Buppl I 
re altered radiographs* sub s tant ia lly complete Results of 
reradiography of 42 welds at Nine Nile Point 2 & status of 
unacceptable welds at Susquehanna Units 1 !< 2 incomplete 
CUNNlNQRAMiL J Engineering t Generic Communications Dranch 
03/03/SD JORDAN* E L Division of Emergency Preparedness & 
Engineering Response iPost 830103) 2pp 21092 037 24X 

Fiche 50-000*03/08/11*0311000017 


6300300797 IE Info Notice 83-69* "Impraporly Installed Fire Dampers 
at Nuclear Power Plants “ Svc list end 

JORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 03/10/21 Consolidated Edison Co of New 

York* Inc 137pp 21114 391 84X Fiche 30-000*03/10/21.830930079^ 


0308310030 IE Info Notice 83-70* "Vibration Induced Valve Failures " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/10/23 Consolidated Edison Co of New 

Yerk* Inc ii7pp 21037 219 24X Flcho 30-000.83/10/25*0308310030 


6308300799 IE Bulletin 83-07* Buppl 1* "Apparently Fraudulent Products 
Sold Dy Ray hillor* Inc " Bve list end 

DEVOUNO.R C Director's Office* Office of Inspection and 

EnforcEmsnt 83/10/26 Consolidated Edison Co of New York. Inc 

179pp B1070 170 24X Fiche 30-000*83/10/26.8308300799 


6300310034 IE Info Notice 03-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals " 8vc list enc l 
JORDAN. E L Division of Emergency Preparedness L Engineering 
Rtsponse (Post 030103) 03/10/27 Consolidated Edison Co of New 

York* Inc I19pp 21037 357 24X Fiche 30-000. 03/10/27. 03OO31OO34 


6311090230 Forwards IE Mgt Meeting Rept 30-387/03-20 on 830030 h 
notice of vlolatinn 

8TARD3TECKI. R Division of Project l< Resident Programs 83/10/27 
KENYON. B D Pennsylvania Power h Light Co 2pp 21099 077 24X 
Fiche 90-307* 03/ 10/27* 831 1090230 


--8311090233 Notice of violation from mg t meeting on 830830 

* Region 1* Office of Director 83/10/27 ip 21099 079 24X 

Fiche 30-387*83/10/57*0311090230 


D311D90237 IE Mgt Meeting Rept 30-307/83-20 on 830030 Noncompliance 
noted 13 surveillance tests not conducted due to Inadequate 
procedures* missing procedures. fai lure to test & failure to 
test when equipment Inoperable 

RHOADS. G 0 Region 1* Office of Director MCCADE. E G Division 

of Prqjact h Resident Programs 03/09/02 2lpp 21099 OBO 24X 

Fiche 50-307.83/10/57,0311090230 


0311100289 Forwards IE Imp Repts 50-307/03-21 t< 50-380/83-14 on 
D3DG10-10D2 S< notice of violation 

STAROSTECKI.R Dlvls ion of Project 6 Resident Programs 83/10/27 
KENYON. D D Pennsylvania Power Light Co 4ftp 21126 030 24X 
Fiche 50-307,03/10/27,0311100229 


— 0311100231 Notice of violation from insp on 030010-1002 

* Region 1* Office of Director 0J/1O/27 2pp 21156 052 
Fiche 30-307,03/10/27*0311100229 


-8311100234 IE Insp Repts 30-307/03-21 «. 30-300/83-14 on 630010-1002 
Major areas inspected maint 8, surveillance observation* 
preop erati onal test wi tnes s i ng * op era 1 1 ona 1 verification* 
open itemi plant status Unit 2 TMI action plan items 
RHOADS. G * MCCANN. J Region 1* Office of Director MCCABE* E C 

Division of Project 6 Resident Programs 83/10/10 i5pp 

21126 034 24X Fiche 30-387.83/10/27.0311100229 


0308310048 IE Info Notice 03-72, "Environ Oual i fi cation Testing 
Experience " Svc list enc 1 

JORDAN* E L Division Of Emergency Preparedness & Englnoering 
Response (Post 030103) 83/10/20 Consolidated Edison Co of New 

York. Inc I3lpp 21153 024 24X Fiche 30-000.03/10/20,8300310040 


8300310057 IE Info Notice 03-73* "Radiation Exposure From Gloves 
Contaminated H/U Daughter Products " Svc list end 

PARTLDW* J G Division of QA. Safeguards b Inspection Programs (Post 
830103) 03/10/31 Consolidated Edison Co of New York* Inc 

li6pp 21134248 24X Fiche 50-000*83/10/31*0308310057 


0300310076 IE Info Notice 83-76* "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on GE Type AK-2-23 Breakers) " 

Bve list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New 

York, Inc llSpp 21314 034 24X Fiche 50-000* 83/1 1/02* B3003 10076 


8300310075 IE Info Notice 83-75, "Improper Control Rod Manipulation " 
avc list and 

JORDAN, E L Division of Emergency Preparedness b Englnserlng 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York* Inc ll4pp 21313 253 24X Fiche 30-000.03/11/03*0300310075 


0311110293 Summary of 831021 meeting w/DWR licensees In Detheada.MD r« 
future Insps for intergranular stress corrosion cracking 
previously inspected under IE Bulletins 82-03 b 83-OP 
Meeting notice tc list of attendees end 

ZWQLINSKI.J A Division of Licensing 83/11/03 HOLAHANrO K 
Division of Licensing 6pp 21160 185 24X Fiche 50-000,03/11/03. 

031 U 10293 


□311180302 Ack receipt of 030922 Itr informing NRC of steps taken to 
correct violations noted in IC Insp Rept 30'>3B7/e3-i6 
martin. T T Division of Engineering S« Technical Programs 83/11/08 
KENYON, D D Pennsylvania Power 6 Light Co Spp 21227 191 24X 

Fiche 30-387,03/11/00*8311100302 


—8311100305 Responds to NRC 030815 Itr re violations noted in IE Insp 
Rept 50-387/03-16 Corrective actions withheld 
(ref 10CFn73 21) 

KENYON, 0 D Pennsylvania Power 8. Light Co 03/09/22 MARTIN, T T 
Division of Engineering *< Technical Programs ip S12S7 193 
24X Fiche 50-387*03/11/08,0311100302 


0311010015 IE Info Notice 03-77. “Alr/Oas Entrainment Events Resulting 
in Sys Failures " 8vc list end 

JORDAN* E L Division of Emergency Preparedness b Englnoerlng 
Response (Post 030103) 03/11/14 Consolidated Edison Co of Neu 

York* Inc ii4pp 24X Fiche 30-000.83/11/14*03110100 1 3 


0311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Bafety " Svc list end 

JORDAN* E L Division Of Emergency Preparedness S> Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of New 

York. Inc ll/pp 21603 001 24X Fiche 50-000,83/11/17*8311010010 


0311220334 Responds to IE Bulletin 03-06 “Noncon forming Matls SuppllsLl 
by Tube-Line Corp " Analysis revealed elbows meet 
requirements of AbME 8A-403 Type 304 spec & were furnished 
in solution-treated, nonscnsi tl fed condition 

CALHOUN* J R Pennsylvania Power & Light Co 03/11/18 MURLEY, T E 
Region 1, Office of Director 6pp 21262 074 24X 

Flcho 50-307,03/11/18,8311320334 


R Periodic operating reports b related correspondence 


83i 1170269 Monthly operating rapt for Bept 1903 M/031012 Ur 
KUGZYNSKI.L A * KENYON, 0 D Pennsylvania Power b Light Co 
03/10/06 BEEBE* M R tlanagoment Information Branch Spp 
21213 018 24X Fiche 50-387.83/10/06,0311170269 
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S Repo-rtflble occurr«nc«S/ ^ related correspontfenc-e 


B3n070355 Lett 03-ia5/O3L-O on 830903, average drguell air temp aatceeded 
1 ech Specs bg 1 degree Cause not stated Plant startup 
heatup procedures revised fr}/83l003 Itr 

KUCZYNSKI.L a , KEI6ER, H W Pennsylvania Power & Light Co 
33/10/03 KURLEV.T £ Region I* OPF'ice of Direttor 4pp 
21303 243 24X Fithe 30“3B7 , 33/ i0/03» 831 1070335 


0310250243 LER 83-127/03L'0 on 930909, during surveillance o# standby 
liquid control sys, avai table Lietght of sodium pentaborats 
(5,230 lbs) discovered betou I Knit of 9,300 lbs Caused by 
sys configuration at odds w/pr ace dure 14/331007 Itr 

Pl^rlONTESE. A , KEISER.K U Pennsylvania Power Light Co 63/10/0'^ 
riU/ILEY, r E Region I, Office of Director 3pp 20397 143 24X 

FiChe 50-307. 03/10/07, 8310890243 


031 1010147 LCR B3-137/03L-0 an 030914, h ydrog en channel of containment 
hydrogen/oiggen analyier A failed low Caused bg hydrogen 
reagent gas solenoid valve not closing completely when 
solenoid deenerglied Valve cycled & seated W/031014 itr 
KUCZVNSKLL A , KEISER. H U Pennsylvania Power It Light Co 
83/10/14 MURLEV. T £ Region |, Office of Director 3pp 
20977 297 S4X Fiche 50-307, 03/ 10/J4. 831 1010147 


8311010161 LER 83-139/03L-0 on 0309 1 S, uilc k for chlorine detector A in 
control structure ventilation sys nest dripping electrolyte 
fluid as required Rick became clogged Electrolyte drip 
restored after wick cleaned W/831014 Itr 

PIEHONTBSE. A P , KIESCR, H W Pofiti sy 1 vanl a Power t< Light Co 

03/10/14 miRUEY,T £ Region I* Office of Director 2pp 
80977 246 24X Fiche 50-307 , 03/10/14.0311010161 


8311070247 LER &3-136/03L-0 on 830918,24 St 27, reactor bUg Zone I 
ventilation tys tripped, resu 1 tins in differential pressure 
of less that required 0 25 -lnchBS vacuum Caused by actuated 
differential pressure switch H/a3J018 Itr 

P I EHONTESE. A P , KEISER, H W Pennsylvania Power t* Light Co 
83/10/18 MURLEY, T E Region i, Office of Director Spp 
21062 303 24X Fiche SO-SS?, 83/ 10/ 10, 8311070247 


8311010112 UER 83-133/03L-0 on Q3092l.uhlU on dally rounds, operations 
prrsonne) identified damaged seals on reactor turbine bldg 
airlock dpors Seal apparently damaged uhen equipment taken 
Into reactor bldg Seals replaced (^/d3l03] Itr 

PlEHOrfTESE.A , KEISER. H U Penns y Wan i a Poe/er & Light Co. 83/ 10/21 

WURLFYjTE Region 1. Office of Director 2pp 20970 1 29 24X 

Fiche 30-387,93/10/21,0311010112 


0311010144 Updated LER 83-1 Jb/OOX”! on 030023128(1 pump A suction valve 
closed ujhile trying to seat check valve In 0HR pump A 
discharge line Failure of check valve to seat caused by 
misaligned valve disc St bent hinge pin U/a3l021 Itr 
KUC2YNSK.J,L A , KEISER, H U Penneylvapia Power b Light Co 
03/10/21 hURLEY,T E Region 1, Office of Director 3pp 
20977 339 24)C Fithe 90-307. 93/10/21, 03! 1010144 


B31 1010165 LER 83~l30/0lT-0 on 931007, during review Of Tech Specs, 
discrepancies between FSAR,Tech Specs U design drawings re 
containment isalatian valves isolation signals fagnif Ceuse 
unknown Investigation underway. If/93i02i itr 

GRAHAM, J J , KEISER. H W Pennsylvania Power U Light Co 03/10/21 
MURLEY, T e Region 1, Office of Oirsetor 4pp 20977 231 24X 

Fiche 50-387.03/10/21,0311010165 


D3110J0237 LER 03-13B/O3L-O on 830923, dur 1 ng senlannuaj functional 
check of fire protection lonliatlon detector a, traversing 
in-core probe ball valves prevented from performing 
containment isolation function W/031021 Itr 
KUCZyM8KI,L A , KEI8ER,H U Pennsylvania Power 8( Light Co. 
83/10/21 MURLEY, T E Region 1. Office of Director 3pp. 

20976 22B S4X Fiche 50-307,03/10 /21,6311010237 


□311010243 LER 03-129/017-0 on 631007, determi nad that thermal overload 
bypass circuit design of certain motor operated valves 
allowed erroneous indication of valve operability in control 
roam Corrective actions still being evaluated W/a3lC21 Itr 
KUCZYNHKhL A , KEISER, H » Pennsylvania Power & Light Co 
83/10/21 MURLEY,! E Region 1, Office of Director. 3pp 
20976 218 24X Fiche 90-387, 03/10/21, 0311OIO243 


□311010307 LER 03-139/OlP-O on B3 1020. a 1 terna te supply breakar to 
4 kV ploctrical bus 1A203 removed for maint Tech Spec 
3811a action statements not in comp 1 lance. Al ternate 
power to JA203 restored 

KEISER, H U Pennsylvania Power Ir Light Co 63/10/21 HURLEY, T E 
Region 1, afflcs of Director Ip 20971 209 24X 

Fiche 50-307, 83/10/2!, 8311010307 


soil 170144 LER B3-140/03L-0 on 830927. valve controlling cooling water 
flow to HPCI lube oil cooler It barometric condenser would 
not cycle electrically Caused by failure of torque switch to 
actuate due to dirty spring pack Pack cleaned W/a310a7 Itr 
KWCZYNBKI.L A , KEISER, H W Pennsylvania Power U Light Co, 

B3/J0/27 MURLEY,! E Region 1, Office Of Director 3pp. 

21219 178 24X Fiche 90-307,83/10/27.0311170144 


6311210339 RO on 830916 b 18, smoke detector lone declared Inopvrablt 
When alarming smoke detector could not be reset Fire uetch 
established L will be maintained until detection ions 
repaired during plant shutdown due to ALARA concerns 
KEI8ER, H bl Pennsylvania Power L Light Co 83/10/27. MLEY, T E, 
Region i, Office of Dlfoctor ip 21234 119 24X 

Fiche 90-387,83/10/27,0311210339 


0311170116 LER a3-l42/03U-0 on 830929, jumper caused short circuit In 
relay logic hnard resulting in loss of radiation monltOT 
t( ventilation sys Isolation Caused by alligator clips 
falling off jumper Logic board repaired W/B3102B Itr 

PienONTESE.A , KEISER, H W Pennsylvania Power L Light Cc 93/10/20 
HURLEY, I E Region 1. Office of Director 3pp 21216:166 24X 

Fiche 90-387,83/10/28,0311170116 


0311170152 LER 83-141 /03L-0 on 830928, di ef el generator output break tr 
unable to be opened from control room Control schemt, local 
sultch & control power supply verified in satisfactory 
condition Cause will be investlgattd 0/031028 Ur 
KUCZVNSKI,L A , KEISER, H W Pennsylvania Power it Light Co, 

83/10/28 HURLEY, T E Region 1, Office of Director 2pp 
21219 184 24X Fiche 50-387,83/10/28,8311170152. 


0311170231 LER 03-l4a/O3L-O on 830929, Pol I owing replacement of common 
Inlet filter for reactor bldg Zone III refueling floor 
supply fans, fans tripped after starting Caused by low flow 
slpnals due to failure to adjust inlet damper U/B3t029 Itr 
KUCZYN8KI.U A . KEISER, H W Pennsylvania Power & Light Co 
03/10/28 MURLEY, T E Region 1, Office of Director 3pp 
21214 164 24X Fiche 50-307,03/10/28,8311170231 


9311100249 Forwards transient analysis damage repti for startup 
transformer T-10 failure on 630624 (ref UER 63-092/O3L-OI , 
fulfilling util 830630 commitment 

KENYON, 6, D Pennsylvania Power b Light Co 63/11/02 HURLEY, T E 
Region 1, Office of Director 38pp 21134 116 24X 

Fiche 90-387,83/11/02,8311100249 


9311180163 LER B3-139/01T-0 on 831019, a 1 terhate power supply breabbr 
to 4 kV bus 1A203 removed for preventive malnt 1, Limiting 
Condition for Operation 3011 not declared Requirement for 
two physically independent sources not met 14/831102 Itr. 

FIEMONTESE, A P , KEISER, H W Pennsylvania Power & Light Co 
93/11/02 MURLEY,! E Region 1, Office of Director 3pp 
21223 120 24X Fiche 90-387,83/11/02,8311160163 


8311210261 LER 03-144/OlP-O on 03U09. valves 06973A L S dltceverad in 
closed position Caused by startup activities Grab aamplei 
will be collected Valves opened & flow restored 

KEISER, K W Pennsylvania Power L Light Co B3/U/07. HURLEY.! E 
Region 1, Office of Director ip 21239 349 24X 

Fiche 90-387,83/11/07,8311210261 


8311210279 LER 83-149/03L-0 on 831010 L 3i, reactor bldg Zone 111 HVAC 
sye tripped, resulting In limiting condition for operation 
Caused by actuation of differential pressure switch 
PD5HHt7901A or 0 due to wind turbulence 11/831110 Itr 
PIEH0N!ESE. KEISER, H M Pennsylvania Power 6 Light Co 03/11/10 
HURLEY,! E Region 1, Office of Director 3pp 2i23S 39l 24X 

FIcho 50-387.63/11/10,8311210279 


8311210276 LER 83-146/03L-0 an 831 013, dur i ng review of eurve 1 1 lanc« 
operating procodures, discovered monthly verification of 
dryuell head seal test connection valve not performed Caused 
bv parsonnel error Procedure scheduled 14/031111 Itr 
GRAHAM, J J , KEISER, H M Pennsylvania Power It Light Co 93/11/11 
HURLEY,! E Region 1, Office of Directnr 3pp 21233' 354. SAX 
Fiche 90-387,83/11/11,0311210376 


0311210204 LER ea-l4B/O3L-0 on 831014, during steady-state ppsrablon at 
100% power, electric Ians working In 8PD!MD3 cabinet 1C690D 
accidentally placed on/off button supplying power In off 
position Caused by personnel error U/63Uil Itr 

141LK9, B L , KEISER. H M Pennsylvania Power 6 Light Co 83/1 t/ti 
HURLEY,! E Region 1, Office of Director 2pp 21234 294 84X 

Fiche 50-387,03/11/11,0311210284 


9311280434 Forwards rept on safety it operational impact* of inpurltte* 
causing main steam line radiation spikes at facility 
Long-term effects will be mitigated by installation of 
ultrasonic resin cleaning sys 

CURTIS, N W Pennsylvania Power it Light Co 83/11/22 aCMWEHCEJ?,A 
Licensing Branch 2 4pp 21283 001 24X Fiche 50-397,93/11/22* 

9311280454 
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OCHET &0-3flQ SUSQlJCHANNft STEAM ELECTRIC STATION. UNIT J2 
AppI icatifln/conatriJdtion stag? documents correspondence 


jt lltOiBT to roIA request Por list of all inaccessible sqs 

locatrd within containment It consideied to be saf ety-i e lat ed 
or Inpcrtant to safeti^ Torujards App A documents Documonts 
illQ avalUble Hi ni>R S* LPDR 

FELIWI. J Divioion of Rules and Records B3/0n/20 HAFNER.B 
Bjlfolk Rdtlear Study Group 2pp 21201 200 2AX 
Fuhr if)-OQO.0J/OB/?9.a3m<,O3S7 


03111)006^ Advises that environ protection plan submitted as App D to 
License NPF^-M applicable to Unit 2 

CURTIS. N U Pennsylvania Pouter U Light Co 93/11/03 SCHNENCER.A 
Licensing IJranch 2 Ip 2114fl 338 ?4X Fiche 90-390,83/11/03. 

Q31 1110062 


□311130269 Foruards revised 
betuieen HPC I L RCIC rooms 
f SAR amond 

CURTIS. N W Pennsylvania 
Licensing nrencfi 2 3pp 
0311150263 


FSAR Section 3 4 describing inte rconnec 1 1^' f 
Rev mill be incorporated in next 

Power E. Light Co B3/U/11 SCHWENCER.A 
21161 312 2AX Fiche 3O'30B, 03/ J 1 / 1 1 . 


—©3111603^5 Submits summary on comparison of Susquehamia It Qhoreham 
conit work practices re snubber stroking. Installation 
frotictlvc actions to preclude damage follouing 
InslsllatiDn Total of 230 snubbors stroked sat i sfac tori 1 y 
SniTH.J U Long Island Lighting Co 61/01/21 HlGOlNB.J NRC 
N 9 Detailed Affiliation Oivon Sp P 21201 217 24X 

fiche 30-000, 03/08 / 29 , 03 1 1 1 60307 


0311220309 Forwards results of study to verify validity of analytical 
model Used for plant voltage study Nameplate data for const 
transformer also end 

CURTIS, N W Pennsylvania Power & Light Co Ql/ll/17 SCHWENCER.A 
Licensing Branch 2 4pp 21262 053 24X Fiche 90-300.03/11/17. 

6311220309 


6311020500 Denies 030900 request for 120-day eiitonsion to submit form. I 
r.esronie to Oeneric Ltr D3-2P. 'Tlar if 1 cat I on of Required 
Actions Based on Oeneiic Implications of Salem ATWB Events *' 
litfe should be submitted) to extent prac tl co I . by 631109 
SCWHERCER'A Licensing Dranch 2 B3/10/23 CURTIB. N W 

PsniisyJvania Power h light Co Spp 21040 214 g4X 
FIchf 90-307.03/10/25- 0311020500 


0311050133 Requests approval of ASMC Code Case N-353-2. “Const of 
Class 2 Of 3 Components for Elevated Temp Sve Section III. 
e>hv ]i‘' for application to diesel engine cihaust gas 
iipaniidii ioint for addl new diesel generator 

CURT IB. N W Pennsylvania Power It Light Co 63/10/20 SCHWENCER.A 
LUentlng Branch P Ip 21012 096 24X Fiche 90-367,03/10/20, 

8311020133 


0310310403 Oene Pit Ltr 03-30 to all licensees of operating power 
TsactOTt tc applicants for OL re NUREO-0965, “NRC Inventory 
of DIAI '' Forwards NUnEG-0969 "NRC Invontory of Dams" for 
Info only W/o end Bvr list end 

E ISEhA-lUTi D 3 Division of Licensing 03/10/31 Consolidatod 
EJIson Co of New York. Inq I4pp 21104 019 24X 

riche 90-000, Ql/lO/Jl, 0310310403 


831 1 H04 19 Forwards EOhG "Control of Heavy toads at Nuclear Power 
P I snti. Euiquehanna Steam Electric Otation.Unlt 2 {Phase !>." 
tithnical fvalUatlon ropi 6 SER re util response SFR will be 
lecorporatsd In future suppl to NUnEO-0776 
SCHWENCER.A Licensing Dranch 2 03/10/31 CURTIS, N W 

Pennsylvania Power & Light Co 2pp 21167 092 24X 

FI the 90-300.03/10/31.0311140415 


— 03UHO42J SCR suppor'ting util response to NURLQ-0612, “Control of 
lUavy Loads “ 

S NRC - No Detailed Affiliation Given 03/10/31 2pp 
aiii? 094 a4X Fiche 90-300,03/10/31,0311140419 


— 0JID31O199 "Control of Heavy Loads at Nuclear Power Plants. Susqueharrt* , 
Stean Electric Stotion.Unit 2 {Phase I).“ draft technical 
evaluation rept 

FRlEDERlCKS.g EGtO. Inc FIN A-64 97 83/09/30 NRC - No 

Detailed Affiliation Given 37pp 21167 096 24x 

Fiche 50-3nD. 03/10/31. 031 1 140419 


e3LlOSa05l Generic Ltr 83-35 to all 1 icenseos 'of operating reactors. 
appUcanti for QLs h holders of CPs re clarification of TMI 
Actian Plan Item 11 K 3 31 Submittal of bounding 
■d enonstration will satisfy requirements Bve list enc I 
ElSENHUr.D{} Division of Liconeing 03/11/02 Coneolidatod 
EdliDTi Co of New York. Inc I6pp 21104 001 24X 

Fiche 90-000, 03/1 1/02. 831 1020091 


B311OB0369 Responds to questions raised during 031026 telcon Ic forwarU 
equipment qualification summary ropt 

CURTIB.N W Pannsylvanlo Power & Light Co 03/11/03 aCHWCNCER. A 
Licensing Oranch 8 3pp 21070 Dii 24X Fiche 90-307.03/11/03- 
0311080369 


B3 1 1070331 Forwards response to Generic Ltr 83-20, “Required Actions 
Besid on Oeneric Implications of Balem ATWS Events “ 

Kept will be revised to reflect DWR Owners Group or 
I I'JPO'^NUTAC responses 

CURTIB.N W Pennsylvania Power «< Light Co 03/11/04 EIBENHUT.D G 
Oiviiion of Licensing 99pp 21063 14/ 24X Fiche 90-387, 

03/11/04,031 1070331 


6311050249 Responds to request re environ testing per Rev 2 to Reg 
■Guide I 97 Tests comp leted. excep t for listed equipment AU 
•qulpmsnt will be tested by 031130 

CURTJS.NW Pennsylvania Power Light Co 03/lt/O7 SCHWENCER.A 
Licensing Branch 2 Ip 21099 241 24X Fiche 90-308.03/11/07, 

0311090249 


B3i 1300075 Appioves ASMt- Code Case N-aS3-2, "Const of Class 2 or Clas* 
3 Components for Elevated Temp 5vc, Section IlLDiv 1," dtd 
Q30404 for general use Code case may be used in const of 
diesel engine exhaust gas expansion joint 
SCHWENCER.A Licensing Branch 2 03/11/17 CURTIS, N W 

Pennsylvania Power 6 Light Co 2pp 21321 356 S4X 
Fiche 90-307,03/11/17,0311300075 


8311200263 Forwards revised FSAR Section 7 3 re control sys {« automatir 
depressuriiatlon sys Revs will be incorporated in next FSAR 
amend 

CURTIS. N W Pennsylvania Power 6 Light Co 83/11/21 SCHWENCER.A 
Licensing Branch 2 Spp 21203 114 24X Fiche 50-380. 03/1 i/a’l, 

□311280263 


b NRC Safety Evaluation Report (SER), suppls C. correspondence 


8311070417 Forwards Rev 1 to precervlce insp plan S< Rev 0 to preservlLr 
Insp Relief Request B through l3, in connection w/8Eft Item 
111 

CURTIS, N W Pennsylvania Power S, Light Co B3/U/01 8CHWCNCER, A 
Licensing Branch 2 43bp 21066 941 S4X Fiche 90-386,03/11/01. 

Q3i 10/0417 


F Security, medical, emergency 6 fire protection plans 


8J10200362 Generic Ltr 03-33 to all licensees tt applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90 Sve Hat encl 

CISENHUT. D 0 Division of Licensing 83/10/19 Consu I idatod 
Edison Co of New York. Inc 2lpp 2ill4 329 24X 

Ficho 90-000,03/10/19.6310900362 


8311070008 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 03/10/31 Document 

Management Dranch ip 21006230 24X Fiche 50-367.03/10/31. 

U3i 1070006 


'’'■0311070010 Forwards public version of Rev 2 to Emargency Plan 
Implementing Procodoro EP-lP-009. "Emergency Offsite Dose 
Calculotioris" 1« Rev 1 to Procedure EP-IP-tOl, "Inventory. 

Insp. Opernt 1 onal Testing & Calibr of Supplies " 

« Pennsylvania Power 6 Light Co 03/10/14 SCHWENCER.A NRC - 
No Detailed Affiliation Given Ip 21006 239 24X 

Fiche 50-367,03/10/31,0311070008 


— 0311070012 Public version of Rev 2 to Emergency Plon Implomentlng 
Procedure EP-in-009, "Emergency Dffaite Dose Calculations'' 
tt Rev I to Procedure EP-lP-lOi, ' Inventory, Insp , Operational 
Testing 6 Calibr of Supplies " 

HAGAN, D U , SHANK, K E , KEISER.H Pennsylvania Power fii Light Co 
03/10/14 121pp 21086 240 94X Ficho 50-307.03/10/31, 

□311070QQB 


0311080247 Releases public version of revised emergency plan 
implementing procedure 

FELTON, U M Division of Rules and Records 63/10/31 Document 
Monaflement Branch Ip 21092067 24X Fiche 90-387.03/10/31. 

0311G0O249 


— 0311000252 Public version of Rev 1 to Emergency Plan Implementing 
Procedure FP-lP-102, “Surveillance Testing of Emergency 
Communications Equipment '• 

TABOR. W F , WIK, C R , KEISER.H Pennsylvania Power tt Light Co 
03/10/17 30pp 21092 066 24X FI tho 50-367. 03/10/31 . 0311 0BO24‘» 


B31114041D Advises that Rev 6 to emergency plan acceptable Changes 
do not decrease effectiveness of plan 

9CHWENCER.A Licensing Branch 2 03/10/31 CURTI9, N M 

Pennsylvania Power 6 Light Co 2pp 21183 032 24X 

Ficho 50-387,03/10/31,0311140410 



268 


DOCKETED ITEMS 


0311150246 Clarifies scope of lafettj parameter display sys 
Conf i g orat i on of sys described in SAR inadvertently 
Identified containment isolation valve position display as 
part of principal scope 

CUfiTl8*W W Pennsylvania Power t* t-igftt Co BSfll/lt SC H W EMC Eft - A 

Licensing Sranch 2 2pp 21160 357 24X Plchp 50-3B7> 03/H/l 1* 

0311150244 


— B31 1100234 IE Insp Repts S0-387/a3'21 «* 30-388/03-14 on 030810-1002 
Major areas Inspected 8* surveillance ob servat 1 dn« 

preaperat lonal test uil tness infl' lonal verification* 
open item, plant status 8< Unit a TMI action plan item* 

RHOADS, G , MCCANN, J Region 1* Office of Director MCCABE, E C 

Division of Project 8» Rosldont Programs 83/10/18 I3pp 

31126 054 24X Flche 50-367,83/10/27,0311100229 


83lll4Qiaa Fotuards ''Detailed Control Room Design Review Summary 
Rept." in accordance w/Suppl 1 to NUREQ-0737 8c 830415 
response to Generic Ltr 02-33 

CURTIS, N W Pennsylvania Power 8c Light Co 83/11/11 SCHWENCER. A 
Licensing Dranch 2 Ip 21189 177 24X Ftche 50-307,03/11/11. 

0311160166 


0300310040 IE Info Notice 03-72. "Environ Oua 1 i f 1 cat 1 on Testing 
Experience » Sve list end 

JORDAN, E L Division of Emergency Preparedne* s 8» engitieerlns 
Response {Post 830103) 03/10/28 Consolidated Edison Cd of Neu 

York. Inc I31pp 21155 024 a4X Tlche 50-000.03/10/28,8300310040 


—0311140193 "Detailed control Roam Design Revieuj Summary Rept " 

* Pennsylvania Power «c Light Co 63/11/11 15Dpp 21189 170 
24X FI the 5D-3Q7. atl/lW 1 1. 8311160109 


0308J10057 IE Info Notice 03-73, "Radiation Exposure From Olova* 
Contaminated W/u Daughter Products " Sve Hat enci 

PARTLOW, J O Dlvi&ion Of QA, Safeguards h Inspection PTOgram* (Post 
830103) 63/10/31 Consolidated Edison Co of New York, Int 

116PP 21154 240 24X Riche 50‘*000. 03/10/31, 63003:10057 


6311210541 Releases public version of revised emergency plan 
implementing pr, ;edure 

FELTON, J M Division of Rules and Records 03/11/16 Document 
Management Branch Ip 21262 314 24X Fiche 50-387.83/11/16. 

0311210541 


— 0311210545 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EP-lP-034. "Reactor Bldg Sample Station Emergency 
Sampling " U/Rev 27 to procedures manual table of contents 
REISER, H Pennsylvania Power 6 Light Co 03/11/04 17pp 
21262 315 24X Fiche 50-307.03/11/16.8311210541 


8311S90041 Req^uests extension until B40131 for completion of safety 
parameter display sys to be installed per Generic Ltr 02-33 
Extension required due to delays in starting tie-in outage 
for Units 1 6 a 

CURTIS. N W Pennsylvania Power & Light Cd 03/11/23 SCHWENCER. A 
Licensing Branch 2 Ip 21306 256 24X Fiche 50-387.03/11/23. 

6311290041 


Q Inspection reports. lE Bulletins 6 correspondence 


B3110B0017 Responds to FQTA request for documents re alterations of 
radiographs of uelds m piping subassemblies by ITT Orlnnell 
Corp Forwards documents listed on App A Review of addl 
documents subj to request continuing 

FELTON. J M Division of Rules and Records 03/08/11 FUDUA, D H 
Wallace, Hilborn. Clayton. Calhoan fc Forster. Ltd 3pp 21092 002 
24X Fiche 50-000,03/08/11.8311000017 


•0311000069 Informs that responses to lE Bulletin 02-01* Rev l.SuppI l 
re altered radiograph*, substantially complete Results of 
reradiography of 42 uiflds at Nine Mile Point 2 U status of 
unacceptable welds at Ousquehanna Units 1 & 2 incomplete 
CUNNINGHAM, L J Engineering t. Generic Communications Branch 
03/03/20 JORDAN. E L Division of Emergency Preparedness 6 
Engineering Response (Post 030103) 2pp 21092 037 24X 

Fiche 50-000.03/00/11,0311080017 


8308300797 16 Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 03/10/21 Consolidated Edison Co of New 

Vort. Inc I37pp 21114 351 24X Fiche 50-000. 03/10/21, 03OB3OO79'» 


0300310030 IE Info Notice 83-70. "Vibration Induced Valve Failures " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/25 Consolidated Edi*on Co of New 

Tork. Inc U7pp 21057 219 24X Fiche 50-000,03/10/23.0300310030 


03OB3OO799 IE OuUekln 03-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller. Inc '* Sve list end 
DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000, 03/10/26, 8300300799 


0308310034 IE Info Notice 03-71, "Dsfsct in Load-Bearing Weld* on 
Lifting Device* for Vessel Head 8c Internals " Sve list encl 


JORDAN, e L Division of Emergency Preparedness 6 Engineering 
Response (Post 020103) 03/10/27 Consolidated Edl.on Co of New 

ItSpp 21057 357 24X Fiche SO-OOO, 03/10/27. B30B3 10031 


Vork. Inc 


6311100229 Forwards IE Insp Repts 50-387/63-21 8t SO-3S8/03-I4 on 
830810-1002 ic notice of violation 

Division of Project 8. Resident Programs 03/10/27 
KENVON. B D Pennsylvania Power 8. Light Co 4pp 21J26 030 24y 
Fit he 50-387103/10/37,8311100229 ^ 


031107041/ Forwards Rev I to preservice Insp plan 6 Rev 0 to protorvice 
Insp Relief Request 8 through 12. in connection w/5Eft Itom 
1 1 1 

CURTIS. N W Pennsylvania Power 8c Light Co 03/ll/Oi BCHWENCER.A 
Licensing Branch 2 43pp 21066 241 24X Fiche 30-386183/11/01, 

□311070417 


0308310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunc tinni 
(Undervol taga Trip Devices on GE Type AK-2-25 Dreaken) " 

8vc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Eng Infer Ing 
Response (Poet 630103) 63/11/02 Consolidated Edison Co oP New 

Vork. Inc IlSpp 21514 024 a4X Flch* 50-000, 03/n /Oa* 03033 10076 


8300310075 IE Info Notice 03-75. "Improper Control Rod Nanlpu la tl on " 
8vc list end 

JORDAN. £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co. of New 

Vork, Inc 114pp 21513 253 24X Fiche SO-OOO. 03/1 1/03. 6300310075 


0311210263 Forwards IE Insp Rept 50-380/03-15 on 030912-16 No 
noncomp 1 iance noted 

MARTIN.T T Division Of Engineering 8c Technical Programs 03/11/04 
KENVQN.B D Pennsylvania Power Sc Light Co 2pp 21235 331 24X 

Fiche 50-300,83/11/04.0311210263 


—0311210267 IE Insp Rept 30-300/83-15 on 030912-16 No nqn c omp 1 1 a nc ■ 
noted Major areas Inepected licensee u&rk activities Rc 
documentation re Installation of instrumentation 8c 
associated electrical control circuits 

PAOLINO. R J . ANDERSON, C J Region 1. Office of Director 
03/iO/24 6pp 21235 333 24X Fiche 50-300.03/11/(54.0311210263 


0311200405 Forwards IE Insp Rept 50-380/03-16 on 030913-13 ft 23-25 Na 
noncomp liance noted 

MACTIN.T T Division of Engineering 6 Technical Programt 03/11/09 
KENYON, B D Pennsylvania Power t Light CO 2pp 2i2Q3 256 24X 

Fiche 50-308. 03/11/09. 031 1200405 


—0311800547 IE Insp Rept 50-388/03-16 on 030913-15 (, 21-23 No 
noncomp 1 iance noted Major area* inspected test program 
requirement* St imp 1 ementat loni test procedure review & 
verifications c, test results evaluation 

NICHOLaS.HH . BETTENHAUBEN. L Region I, Office of Director 
83/11/03 I3pp 21283 250 84X Fiche 50-380.83/11/07.0311280405 


0311010018 IE Info Notice 03-77. "Air/(Jas Entrainment Events Resulting 
in Sys FaiJuras " gve Jist end 

JORDAN. E L Division of Emergency Preparedness 8t Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Co Of N*u 

York. Inc I14pp 24X Fiche 30-000.03/11/14.0311010015 


03tlOl0016 IE Info Notice 83-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " Bve list end 

JORDAN. E L Division of Emergency Preparedness 8. Endlneerlng 
Reeponse (Post B30J03) 83/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Fiche 50-000. 83/1 1 /17i B3I I OiOOlfi 


8311220334 Responds to IE Bulletin 03-06 "Nonconf o» mine Matls euppHed 
by Tube-Line Corp " Analysis revealed elbows meet 
requirements of aBME SA-403 Type 304 spec 8< were furnisheif 
In solution-treated, nonsensl tiled condition 

CALHOUN. J R Pennsylvania Power ^ Light Co 83/1 i/l0 MURLEV* 1 E 
Region 1. Office of Director 6pp 212*2 074 24X 

Fiche 50-387.83/11/10.8311220334 


”"■8311100231 Notice of violation from 
* Region Office of Director 
Fiche 50-387,63/10/27.0311100229 


insp on 030810-1002 
83/10/27 2pp 21126 052 


24X 
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■S Reportable occurreDcesi LER& le related torroapondence 


03110102^5 Interim dePiciencg rept re electrical sgs separation insidi 
multiple div pull boxes h junction boxes Wa 1 k d nwn/ i nsp 
results being analgied Final rept will be submitted in Nov 
19Q3 

CtlRTlSi N W Pennsglvama Power V Light Co 03/09/30 hURLEY» T 
Region 1. Office of Director 2pp 20993 014 24X 

Fiche 50-300.03/09/30.0311010225 


6311100291 Final deficxencg rept re spray pond siphoning through 
nakeupydeiclng line Initially reported on 030005 Opray pond 
operating limits will be changed to retiuire mm spray pond 
inventory of 23 million gallons Also reported per Part 21 
CURTIS. N W Pennsylvania Power 8 . Light Co 03/ 1 1 /OJ 4pp 
21220 052 24X Ficho 30-300-83/11/01.0311180291 


8311100314 Final deficiency rept re lack of movement In ITT Orinnell 
snubber brackets All snubbers will be capable of r or -S 
degree movement per rear bracket design Reinsp documented on 
Bechtel None onf ormanc e Rept 10809 Also reported per Part 21 
CURTIS* N W Pennsylvania Power tt Light Co 03/11/Oi KURLEV. T 
Reglofi 1- Office of Director 0pp 21220 242 24X 

Fiche SD-30B>e3/ll/Ol. 831 1100314 


0311210259 Interim deficiency rept re cavitation of jet pumps duo to 
induction heating stress improvement cooling Initially 
reported on 530621 Caused by inadeciuate precauotlons to 
prevent cavitation area operation Also reported per Part 21 
CURTiBfN W Pennsylvania Power if Light Co 03/11/14 MURLEV. T E 
Region I. Office of Director Spp 21233 326 24X 

Fitho 50-308.03/11/14.0311210259 


DOCKET 50-3B9 3T LUCIE PLANT. UNIT 2 


F Security, medical, emergency 8 < fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees h applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to iOCFRSD 8 vc list end 

EI9ENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

FI the 50-000.83/10/19.8310200362 


6311070428 Advises that Infp re Chapter 0 to physical security plan 
inadvertently omitted from Revs 5 6 to plant physical 

security plan Requests Info be included in Rev 7 to current 
plan, per 10CFR50 S4(p) 

WILLIAMS. J W Florida Power 6 Light Co 03/10/21 O'REILLY. J P 
Region S. Office of Director Ip 21070 059 24X 

Fiche 50-335.03/10/21.0311070420 


0310310101 Forwards "Procedures Generation Package." per 030415 
commitment 6 In response to Suppl 1 to NUREG-0737 Program 
developed to convert G-£ emergency procedure guidelines into 
emergency operating procedures 

WILLIAMS. vl W Florida Power 6 Light Co 83/10/26 EI 8 ENHUT. D 0 
Division of Licensing ip 20947 056 24X Fiche 50-335.03/10/26. 

6310310101 


— 0310310102 "Procedures Generation Package " 

t Florida Power 6 Light Co 03/10/26 48pp 20947 057 24X 

Fiche 50-335.03/10/26.8310310101 


0311230361 Grants permission to docket 030928 ltr re temporary 
perlmoter barrier changes 

WILLIAMS. J Vi Florida Power 6 Light Co 83/1 i/OB O'REILLY. J P 
Region 2. Office of Director ip 21200 045 24X 

Fiche 90-335. 63/1 i/OB. 031 1200361 


D31 1160435 Releases public version of revised emergency plan 
Implementing procedures 

FELTONi- J 11 Division of Rules and Records 03/11/10 Document 
Management Branch Ip 21201 239 24X Fiche 50-339.83/11/10. 

6311160435 


— 6311160439 Forwards public version of revised emergency plan 
implementing procedures, inc ludlng Procedures 3100022E re 
c lass 1 f Ication of emerg enc i es« 3100024E re natural 
emergencies & 3100027E re reentry 

W1LLIAM8.J W Florida Power & Light Co 03/10/26 O'REILLY, J P 
Region 2. Office of Director Ip 21201 236 24X 

Fiche 50-335,83/11/10,0311160439 


—6311160444 Public version of revised emergency plan implementing 
procedures. inc lud tng Procedures 3100022E re classification 
of emergentiesi 3t00024E re natural emergencies it 3100027E 
re reentry 

WILHAMB.J M Florida Power 6 Light Co 83/10/10 73p p 

ai20t 237 24X Fiche 50-339,03/11/10.8311160435 


0311160473 Releases public version of revised emergency p fian 
implementing procedures 

FELTON. J M Division of Rules and Records 63/11/10 Document 

Management Branch ip 21221 110 24X Fiche 90 - 309 . Q 3/ 1 1 / 10* 

OJ 11160473 


— 0311160475 Forwards public version of revised offnarmal 6 emergency 
operating procedui es. IncI ud ing Procedures 2-0030131 re 
plant annunciator summary - Unit 2 6 2-0250D30 re emergency 
borat ion 

WETHY.C M Florida Power 6 Light Co B3/I0/26 Director's 

Office. Office of Inspection and Enforcement Ip 21221 HI 24 < 
Fiche 50-309. 03/1 I/IO. 0311160473 


— B31116D476 Public version of revised offnormal 6 emergency operating 
proc edurea. Includ ing Procedures 2-0030131 re plant 
annunciator summary - Unit 2 6 2-0290030 re emergency 
b oration 

WETHV. C M Florida Power «< Light Co 03/10/24 296pp 

21221 112 24X Fiche 50-309.03/11/10.0311160473 


6311200216 Ack receipt of 030926 & UOB Urs re 030926 rev to physical 
security plan Revs consistent w/provisions of 10CFR5O 34(p > 

6 acceptable 

LEW18.R C Division of Project 6 Resident Programs 83/11/21 
WILLIAMS J W Florida Power h Light Co Spp 212B0 S79 24X 

Fiche 90-335.83/11/21. 831 1260216 


8311290309 Forwards util proposed solution re security sy s - perimeter 
fence & final quarterly status rept Ends withheld 
{ref 10CFR73 2U 

WILLIAMS. J W Florida Power it Light Co 63/11/25 EISENHUT. D 0 
Division of Licensing 2pp 21302 120 24X Fiche 50-335.03/11/25 

0311290309 


J Insurance L indemnity information 


8311290059 Forwards Endorsements 40 it 30 to NBLlA Policy NF-a27 & 

HAELU Policy MF-B0. respectively 

DUCK.J R Marsh & McLennan. Inc 83/11/17 9ALTZMAN. J Assistant 
Director for State 6 Licensee Relations 3pp 21306 177 24X 

Fiche 50-335.03/11/17.6311290099 


P Operating license stage documents 6 correspondence 


0311090455 Denies 030907 request for extension to submit 120-day 
response to Generic Ltr 03-28 re Implications of Salem ATWS 
events Response should be submitted. to extent practical, by 
831105 

MILLER, J n Operating Reactors Branch 3 83/10/25 WILLIAMS* J M 

Florida Power 6 Light Co 3pp 2J141 34B 24X 

Fiche 50-335.03/10/29,0311090455 


0310310403 Generic Ltr 63-30 to all licensees of operating power 
reactors 6 applicants for OL re NUflEG-0969i "NRC InVenttiry 
of Dams '* Forwards NUREG~0965 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EI 8 ENHUT, D 0 Division of Licensing 03/10/31 Consolidated 

Edison Co of New York, fnc I4pp 21184 015 24X 

Fiche 50-000.03/10/31.8310310403 


8311010182 Generic Ltr 83-37 to all PWR licensees re hWR60-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
u/guldance in NUREO-0737 Response required within. 90 days 
□f receipt of ltr 8 vc list encl 

ElfiENHUT.DO Division of Licensing 63/11/01 Consolidated 

Edison Co of New York. Inc 22pp 21149 098 24X 

riche 50-000.83/11/01.8311010102 


6311030002 Forwards "St Lucie 2 Startup Test Rept," per Tech Spec 
6 9 13 

W1LLIAM0.J W Florida Power 6 Light Co 83/11/01 EI 8 ENHUT.D 0 
Division of Licensing Ip 21033 317 24X Fiche 50-389, 83/11/01, 

8311030082 


—6311030084 "St Lucie 2 Startup Teat Rept " 

e Florida Power It Light Co B3/09/30 94pp 21033 318 e4X 
Fiche 50-309.03/11/01,8311030062 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for DLs D holders of CPs re clarification of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHOT.DO Division of Licensing B3/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21164 001 34X 

Fiche 50-000,63/11/02,6311020051 


6311110156 Forwards procedures to support util actions re Generic Ltr 
83-28 on generic Implications of Balem ATWS events 
WILLIAMS, J W Florida Power it Light Co 03/11/08 EISENHUT, » 0 

Division of Licensing 16pp 21145 006 24X Fiche 50-33 9,83/11/01). 

0311110156 
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-'031iJ 10213 Rev 14 to OA Manual OP 4 1. "Control Requisitions 
la-auance of Purchase Orders for Spare Par tSi Rep lacement 
Items L Svcs *’ 

Irlll-LJAHSi J U F'lorida Pouer tt Liqht Co 03/09/15 Sitpp 
21145 OSB a4X FichD 50-335. 03/ i 1 /OB, 03111 10156 


0311170311 Forwards 031101 Itr to EPA servinj notifications of 
intentional diversion of mastevater per provisions of NPDES 
Permit FLOOO22O0 

WILLIAMS. JW Florida Power i Light Co 03/11/14 O'REILLY, JP 
Region 2, Office of Director 4pp 21212 231 24X 

FiChe 50-333.83/11/14,0311170311 


Q Inspection reports, IE eulletins h correspondence 


831107024 5 Forwards IE Insp Rept 30-309/03-60 on 030926-29 No 
noncomp 1 iance noted 

DANCE. H C Division of Project 6 Resident Programs 03/10/17 

UHRIG.R E Florida Power & Light Co 2pp 21062 31f» 24X 

Flcho 50-DB9, B3/1 0/1 7, 0311070245 


— 3311070249 IE In«P Rept 50-309/03-60 on 030926-29 No noncomp I lance 
noted Hajor areas inspected action on previous insp findings 
«. J£ Oulletin 30-11 

LENAMANi J J Region 2. Office of Director JAPE.F Division of 

Engineering t, Operational Programs 83/10/11 6 pp 21062 310 

24X Fiche 50-389, 03/10/17.8311070245 


0300300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plante " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 351 24X Fiche 30-000, 83/10/21 , 030030079’ 


8300310030 IE Info Notice 83-70, “Vibration Induced Valve Failures " 
Svc list end 

JORDAN, £ t Division of Emergency Preparedness & Engineering 
Rasponse {Post 030103) 83/10/25 Consolidated Edison Co of New 

York, Inc U7pp 21057 219 24X Fiche 50-000, 83/10/25, 0308310030 


8300300799 IE Oulletin 03-07. Suppl i, “Apparently Fraudulent Products 
Sold By Ray Miller, Inc “ Svc list end 

DEY0UN0,R C Director's Office. Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of New York. Inc 

I79pp 21070 170 24X Fiche 50-000.03/10/26,0308300799 


0308310034 IE Info Notice 03-71, “Defect in Load-Bearing Welds on 
Lifting Devices far Vessel Head t( Internals “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response tPost 8301031 03/10/27 Consolidated Edison Co of New 

York, Inc llSpp 810S7 357 24X Fiche 50-000.03/10/27,0308310034 


B3DQ310048 IE Info Notice 03-73, "Environ Qualification Testing 
Experience " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (post 8301031 83/10/28 Consolidated Edison Co of New 

York, Inc I31pp 21195 024 34X Fiche 90-000,83/10/28,8308310040 


8308310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
ContdJninateil W/U Daughter Products “ Svc list end 

PARTLOWjJ Q Division of GA, Safeguards & Inspection Programs (Post 
B30103> 83/10/31 Consolidated Edison Co of New York, Inc 

ll 6 pp 21154 24B 24 X Fiche 50-000. 03/10/31, 03OB31OO57 


8311070110 Ack receipt of 03OB22 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-335/83-19 8 , 
50-389/63-42 Violation re tritium analysis of liquid 
effluents stands as stated 

□ 'REILLY, J P Region 2, Office of Director 03/11/01 UHRlO, R E 
Florida Power i. Light Co 2pp 21057 334 24X 

Fiche- 50-335.03/1 1/01.831 10701 IB 


— B311070122 Responds to NRC 03O71B Ur re violations noted In IE Insp 
Repts 50-335/03-19 & 50-3B9/B3-42 Corrective actions 
technicians instructed to properly handle geometry tables 
Violation re Procedure C-44 on tritium measurement disputed 
VHRIO.R e Florida Pumier 8 < Light Co 03/00/22 O'REILLY, J P 
Region 2, Dfflca of Director 3pp 21059 336 24X 

Fiche 50-335.03/1 1/01,8311070110 


— 0311070127 Forwards IE Insp Repts 90-335/83-19 tc 50-309/83-42 on 
830523-39 8 , notice of violation 

Lewis, R C Division of Project tt Resident Programs 03/07/18 
UHRIG, R E Florida Power & Light Co 2pp 21059 339 24X ’ 
Fiche 90-335,83/11/01.0311070110 


— 0311070130 Notice of violation from insp on 030523-25 

* Region 2, Office of Director 03/11/01 Ip 21099 341 24X 

Fithe 50-335,83/11/01,0311070118 


—831 10701 39 IE In«P Repts 50-335/83-19 L 90-309/03-42 on B30523-29 
Nunc omp ) lance noted failure to fully Implement procedures 
for operation of gamma spectroscopy sys tritium analysis 
KUZD, O B Region 2, Office of Director MONTGOMERY. D. Division 
of Engineering & Operational Programs 03/07/00 llpp^ 

21099 342 24 X Fiche 50-335,83/11/01.0311070110 


0308310076 IE Info Notice 03-76, “Reactor Trip Breaker Malfunctions 
(Undervol tape Trip Devices on OE Type AK-2-23 Breakers) '* 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03 / 11/02 Consolidated Edison Co of Ne^ 

York, Inc ll5pp 21314 024 24X Fiche 90-000,03/11/02.8303310076 


0300310075 IE Info Notice 83-75, “Improper Control Rod Manipulation “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 03/11/03 Consolidated Edison Co of New 

Yorif, Inc U4pp 21313 293 24X FI ch a 30-000, 03/1 J /03. 03CB3 10075 


63111B0320 Confirms NRC intent to conduct training assessment tea^ insp 
during period 031 120-1202, per 031104 discussion 
LEWIS, R C Division of Project Sc Resident Programs 83/11/00 
WILLIAMS, J M Florida Power 6 Light Co Ip 21228 160 24X 

Fiche 30-335,03/11/00.8311180320 


Q31 1010015 IE Info Notice 83-77, “Air/Gas Entrainment Events Resulting 
in sys Failures “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/11/14 Consolidated Edison Co of Nau 

York. Inc 114pp 24X Fiche 90-000,83/11/14,8311010013 


0311010018 IE Info Notice 03-78, “Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of Nsui 

York, Inc n7pp 21603 001 24X Fiche 50-000. 03/1 1/ 17, B3I101001B 


R Periodic operating reports 6 related correspondence 


0311170209 Monthly operating rept* for Sept 1983 W/831017 itr 
GRANT, N W Florida Power 6 Light Co 03/09/30 Office of 
Resource Management, Director IBpp 21209 021 24X 

Fiche 50-000, 03/09/30. B3 ill 70289 


0 Reportable occurrences. LERs & related correspondence 


8311040202 Forwards AEOD evaluation rept, "Three Similar Events of Loss 
of Shutdown Cooling Flow at C-E Plants 

CINTULAiT C Reactor Operations Analysis Branch B3/09/12 

8 EYFRIT, K V Reactor Operations Analysis Branch Ip 2105S 330 

24X Fiche 50-000,03/09/12,8311040202 


— 8311040205 ''Three Blmtlar Events of Loss of Bhutdoun Cooling Flow at 
C-E Plants," AEOD evaluation rept 

CINTULA, T Reactor Operations Analysis Branch B3/09/12 6 pp 
2109B 231 24X Fiche 90-000,03/09/12.8311040202 


8311010346 LER 83-OS7/03L-0 on 030921, while increasing power i channa I C 
hot leg temp Instrumentation B failed Caused by Intermittent 
grounds on RDF Corp resistance temp device (RTO) RTD input 
removed from circuit W/831021 Itr 

walling. G E . WILLIAMS, J W Florida Power 6 Light Co 03/10/21 
O'REILLY, J P Region 2, Office of Director 2pp 20973 066 24X 

Fiche 50-389,03/10/21,8311010346 


8311010103 LER B3-061/03L-0 on 030923, control element assembly slipped 
three times during normal startup Cause unknown N59B vendor 
review of Integrated drive sys continuing W/03tO24 Itr 
DRANNIN.J P , WILLIAMS, J W Florida Power 6 Light Co 33/10/24 
O'REILLY, J P Region 2, Office of Director 2pp 20978 098 24X 

Fiche 90-389,83/10/24,8311010103 


B311010244 LER 83-062/03L-0 on 830922, while at 50X p owen Con tr o I 
element assembly 10 dropped to core bottom Control element 
aligned w/group within 7 minutes Cause not determined 
Vendor review in progress W/B 3 i 020 Ur 

MCLAUGHLIN, L i WILLIMS, J W Florida Power & Light Co 83/10/24 
O'REILLY, J P Region 2, Office of Director 2pp 20976 224 24X 

Fiche 50-389,03/10/24,8311010244 


8311010304 LER 83-063/03L-0 on 830924, containment gaseous monitor 
failed Caused by lightning strike scrambling logic circuits 
St data base Logic restored W/031024 Ur 

WALLING. O E , WILLIAMS, J W Florida Power 6 Light Co 83/10/24 
O'REILLY, J P Region 2, Office Pf Director Hpp 20973 036 24X 

Fiche 90-389,83/10/24,8311010384 
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03110202^2 LCR B3-05^/03L-0 on B309S9, c hanne 1 chPcV surveillances far 
4 iiain steam relief valve radiation monitors & steam ^Dnerator 
bloudoU>ti effluent monitors not performed Caused b<j loss of 
control room indication due to lightning U/Q31025 Itr 
VALLSNQiO E . HILHAMS.J H Florida Power ?< Light Co B3/10/25 
O'RESLLV. J P Region 2, Office of Director 2pp 21011 OBI 24X 
FichB 5O-3a‘?»S3/l0/?5, B3U 020272 


6311020392 UER B3-065/03L-0 on B30926, one of tujo RC5 told leg temp 
nonJltoring channels at remote shutdown panel determined 
Inoperable Caused bg loose resistance temp device connection 
on terminal board Connector tightened 14/531026 Itr 
MALUNOjO E . WILLIAMS. J W Florida Power h Light Co 03/10/26 
O'REltLy.3 P Region 2. Office of Director 2pp 21014 029 gAX 
FUhe 50-3B9. □3/10/26. 031 1020392 


8311040032 LER B3-060 ''03L-0 on B30926. uio 1 d i ng repeated! g actuated Zon 
SO sprinkler solenoid valve F2 valve failed Caused bg 
repeated inadvertent actuation it actuation valve reset 
Fire uatch established W/B31026 Itr 

PARKB^I} M . WILLIAKB. J W Florida Power h Light Co 03/10/26 
O'REltLTjJ P Region 2, Office of Director 3pp 21050 112 24X 

Fiche 50-309.03/10/26,13311040052 


0311040062 LER 03-O66/O3L-O on B30926, power channel C feedwater hgade* 
pmiurs Indication failed Caused by failed amplifier 
circuit board in PT-09-9C, Rosemount Model 1193 009 pressure 
transmitter Board replaced W/D31026 itr 

UALLINO.Q E . WILLIAMS. J W Florida Power h Light Co 03/10/26 
O'RElLLTiJ P Region 2, Office of Director 2pp 2105D 139 24X 

Flchi 50-399.83/10/26.0311040062 


93L1070S55 Part 21 ropt re potential defect in replacement RlA rubber 
valvi seat for 40-lnch RlA containment purge valve Initially 
reported on 631025 Supp 1 1 er, Duf f alo Weaving i Belting, uill 
produce anvil seats using extruded preform 

WILSON, A K Henry Pratt Co 03/10/20 KEPPLER. J 0 Region 3, 
Office of Director 4pp 21069 267 24X Fiche 30-000,03/10/20. 

S3l 1070593 


6311170430 LER Q3-064/03L-D on 031013, input breaker to MD Inverter 
tripped open when shifting from DD to 0 charger by tripping 
SB Cause onknewn High dc voltage trip reset to high side of 
spec W/B31104 Ht 

PARKS, B M . WULIAM0.J M Florida Power & Light Co 03/11/04 
O'REILLV.J P Region 2, Office of Director 2pp 2120B 313 24X 

Fiche 50-399,83/11/04.0311170430 


B3L 1210431 LEft 83-067 /03L-0 on 031006. d 1 ese 1 generator 2 B fuel oil 
transfer pump failed to start Caused by loose Impeller 
selling pump duo to improper slecvo/drivo pin lineup Pump 
rebuilt W7fl31107 Itr 

WEST, a , WILLIAMS, J W Florida Power 6 Light Co 03/11/07 

O'HElLLYiJ P Region 2, Office of Director 2pp 21230 183 24X 

FUhe 30-369,03/11/07,0311210431 


631 L2204k9 LER B3'-06D/03L-0 on 031015, fire doors found open Caused by 
const kn progress Continuous fire patrol established 
H/0311I5 Itr 

HCLAUOHLIN. L , WILLIAMS. J W Florida Power 6 Light Co 83/11/19 
O'REILLY, J P Region 2, Office of Director 2pp 21260 139 24X 

Fiche 50-309,83/11/19,0311220419 


DOCKET 50-390 WATTS QAR NUCLEAR PLANT, UNIT 1 


A Appl I cat 1 o-n/construc tion stage documents t* correspondence 


6311090355 Denies B309D6 request for extension to submit 120-day 
response to Generic Ltr 03-28 re generic Implications of 
Salem ATW8 events Info requested should be submitted, to 
extent practical, by 831105 

ADEM3AM, E O Licensing Branch 4 03/10/26 PARRIS, H 0 Tennessee 

Uakley Authority 3pp 21141 358 24X Fiche 50-000,83/10/26, 

0311090339 


6311010373 Informs that active participation ip NPRD5 program 6 
compliance w/requlrements of new 10CFR30 73 rule satisfies 
requirements of NUREO-O737i I tem II K 3 17 Development of 
separate util program for ECC8 outage data redundant 
MILLS. L M Tennessee Valley Authority 03/10/10 ADENSAM, E 
Lleenairg Branch 4 2pp 20973 030 24X Fiche 50-390,03/10/28. 

0311010373 


B311100048 Discusses 830022 ltr re lowest sve metal temp for main 
feedwater isolation valvs within context of ODC 51. 

“Fracture Prevention of Containment Pressure Boundary " 

StatuR of SER re ODC 91 compliance unchanged 

NOVAK, T M Assistant Director for Licensing 03/10/20 PARRIS, H C 
Tennessee Valley Authority 2pp 21144 353 24X 

Fiche 50-390.83/10/20.0311100048 


0310310403 Generic Ltr 83-38 to all licensees of operating power 
reactors 6 applicants for OL re NUREO-0965, "NRC Inventory 
of Dams " Foi wards NUREO-0965 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EISENHUT. D G Division of Licensing 83/10/31 Consolidated 

Edison Co cf New Yoi k, Inc I4pp 2U04 015 24X 

riche 50-000.03/10/31.0310310403 


0311040093 Forwards revised response to NUREC-0737. I tern JI D 3. 
‘Direct Indication of Relief & Safety Valve Position " 

Ltr dtd B31024 inadvertently included erroneous info re 
valve flow indicator module capabilities 

MILLS, L M Tennessee Valley Authority 03/10/31 ADENSAM. E 
Licensing Branch 4 2pp 21091 202 24X Fiche 50-390.03/10/31. 

031 1040093 


8311100071 Notification of 031101 6 02 meetings ui/utll In Bethesda.MD 
to discuss Tech Specs for facility 

KENYON, T J Licensing Branch 4 03/10/31 ADENSAM. E 0 Licensing 

Branch 4 2pp 21144 333 24X Fiche 90-390.83/10/31,8311100071 


0311030091 Generic Ltr B3-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
HISENHUT.O G Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc l^PP 21184 001 24X 

Flcho 50-000,03/11/02,0311020091 


8311100099 Notification of 031109 meeting w/util in Swee twat e r, TN to 
discuss remedial work performed as result of liquefaction 
potential analysis for soils beneath ERCW pipline 

KENYON. T J Licensing Branch 4 B3/il/04 ADENSAM. E 0 Licensing 

Branch 4 3pp 21144 340 24X Fiche 50-390, 03/ 1 i /04 , 03i 1 100059 


0311150309 Forwards response to Generic Ltr 03-20 re required actions 
bosed on generic implications of Salem ATUS events 
Respons lb 1 1 1 ties 6 authorities of personnel performing 
review 6 analysis Of events delineated 

MILLS, L M Tennessee Valley Authority B3/11/07 ADENSAM, E 
Licensing Branch 4 37pp 21177 006 24X Fiche 50-390,63/11/07, 

031 U 50309 


0311160119 Forwards addl info on equipment qualification program, in 
response to NRC 031004 ltr W/6B oversite drawings Aperture 
cards are available in PDR 

MIULS.L M Tennessee Valley Authority 03/11/07 ADENSAM, E 
Licensing Branch 4 I5pp 2li92 204 24X Fiche 50-390,63/11/07, 

0311160119 


0311150331 Requests exemption from Installing hlgh-range noble gas 
monitors on steam generator safety !< PORV release litvee.per 
NUREG-0737, Item II F I based on oncl technical evaluation 
MILLS, L H Tennessee Valley Authority 83/11/08 ADENSAM, E 
Licensing Branch 4 3pp 21)78 146 24X Fiche 50-390,83/11/08. 

0311150331 


0311200394 Requests exemption for not Installing high-range noble 
gas monitors on auxiliary bldg vent per requirements of 
NUREG-0737, THl Item U F I 

mills, L M Tennessee Valley Authority 83/11/22 ADENSAM, E 
Licensing Branch 4 2pp 21205 323 24X Fiche 50-390,83/11/22. 

□31 1280394 


E NRC Safety Evaluation Report (SER). supple h correspondence 


8111070169 Foriuards info re TVA commitments &, sER items remaining 
before OL issued Enel contains Info re fire protection & 
ml scol laneous commitments 

MILLS, L M Tennessee Valley Authority 83/11/01 ADENSAM, E G 
Licensing Branch 4 5pp 21061 197 24X Fiche 90-390,53/11/01 

0311070169 


0311150253 Forwards status rept on commitments re control room mods 
addressing items listed In App D of B6R t, A Schwencer 
010113 ltr 

MILLS, L M Tennessee Valley Authority 83/11/08 ADEN3AM. E 
Licensing Branch 4 Bpp 21168 099 24X rtche 50-390,03/11/08, 

0311190293 


P Security, medical, emergency 6 fire protcctlDri plans 


8311070090 Partial response to FDIA request for 12 categories of 
dofuments re fire-related subjs Forwards App D documents App 
A documents available in PDR Review of addl records sub j to 
request in progress 

FELTON, J M Division of Rules and Records 63/OB/ 16 SD.D K 
Public Citiien Litigation Group Bpp 21086 035 24X 

Fiche 50 -000. 03/00 / 1 6. B3 11 070090 
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— 9311070157 PoptlDTi of flie-mo re automatic fire dampers Tuic questions 
involving improper ventilation duct fire damper operation 
di scussed 

MACfcVOV, J ACRE - Advisory committee on Reactor Safeguards 
82/09/13 euERSOl E J ACHS - Advisory Committee on Reactor 
Safeguards 3pp 210B4> 23^ 24X Tithe 30-000. 03/09/ lA. 

9311070098 


8311010206 Forurards Rev 6 to generic security personnel training t,. 
qualification plan Rev ultKheld 

lilL1.5i L M Tennessee Valley Authority 83/10/10 O'REILLV.vl P 
Region S. Qffice off Director Ip 20976 242 24X 

Flche 50-000. 03/10/ te. B3l 1010306 


Q3102D0362 Ceneric t_tr 83-33 to all licensees & applicants of nuclear 
podier reactors re NRC positions on ceitain requirements af 
App R to JOCFRSo Svc list end 

EIOENKUT.D G Division af Licensing 93/10/19 Consolidated 
Edison Co of Nebi York* Inc 21pp 21114 329 24X 

Fiche 50-000.83/10/19.8310200363 


6311010060 Informs that revs to physical security plan uill be provided 
by 831110 

KILLS, L iM Tennessee Valley Authority 93/10/27 AHENBAM. E 
Licensing Branch 4 Ip 20979 053 24X Fiche 50-390> 03/10/27, 

9311010060 


6311070486 Act receipt of 631013 supplemental response informing NRC vf 
steps taken to correct violations noted in IE Insp Repts 
50-390/82-20 & 50-391/82-20 

VERRELUI,D M Division of Project 6 Resident Programs 03/10/29 
PARRIB, H 0 Tennessee Valley Authority Ip 2J067 166 24X 

Fiche 50-390, 03/ l-0/2B.e3n 070496 


— 9311070493 Suppls response to r«C 021104 Itr re violations noted In IE 
Insp Repts 30-390/82-20 tc 50-391/02-20 Corrective actions 
far remedying affected fire dampers u/Ui be accomplished by 
640402 

KAMKER. D S Tennessee Va 1 1 ey Author 1 ty 63/10/13 O'REILLY, JP 
Region 2, Office of Director Ip 21067 167 24X 

Fiche 50-390, 03/10/28, 031 1070406 


8311070087 Forwards generic procedures generation package for emoryeniy 
operating procedures per Generic Ltr 93-33 (SuppI 1 to 
NI;RE0-0737) 

MILLS, L M Tennessee Valley Authority 93/10/31 ADENSAM. E 0 
Licensing Branch 4 tp 21059 269 34X Fiche 30-000,93/10/31, 

8911070007 


—8311070103 Generic procedures generation package for emergency 
operating pro c ed ure s, p e r Generic Ltr 92-33 iSuppl 1 to 
NLfiEG-07371 

* lennessee Valley Authority 93/10/31 40pp 21059 270 24X 

Fiche 50-000.63/10/31.8311070097 


9311080267 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/10/31 Document 
Management Oranch Ip 21091 152 24X Fiche 30-390,93/10/31, 

9311090267 


— B311D80269 Foruards public version of revised emergency plan 
implementing proc edures, me J uding Procedures IP-I re 
emergency plan classification logic, IP-2 re notification of 
unusual event & lP-3 re alert 

MILLS, L M Tennessee Valley Authority 83/IO/iB O'REILLY, JP 
Region 2. Office of Director Ip 2i09l 153 24X 

FicLe 50-390. 83/1 0/31 , 831 10B0267 


'6311080274 Public version of revised emergency plan implementing 
pr DC edures, Inc luding Procedures JP-1 re emergency plan 
Classification logic, JP-2 re notification of unusual event it 
IP— 3 re alert 

DENTON, o T Tennessee ValJeiy Authority 03/09/29 I02pp 
21091 154 24X Fiche 50-390.63/10/31,9311090267 


6311070169 Forwards info re TVA commitments «< 9ER items remaining 
before OL issued Enel contains Info re fire protection 6 
miscellaneous commitments 

MILLS, L M Tennessee Valley Authority 03/11/01 ADENSAM, E 0 
Licensing Branch 4 5p p 2 1 061 197 24X Fiche 50-390,03/11/01, 

B31 1070 169 


83I1J00013 Forwards revised pages to 800909 fire protection program 
submittal 

MILLS, L rt Tennessee Valley Authority 93/11/04 ADENSAM, E 0, 
Licensing Branch 4 60pp 21126 069 24X Fiche 50-390,63/11/04, 

9311100013 


6311280432 Forwards rev to physical security plan Rev withheld 
(ref 10CFR73 21) 

I1IUL9, L M Tennessee Valley Authority 63/11/04 O'REJLLY, J P 
Region 2, Office of Director Ip 21285 250 24X 

Fiche 50-390.63/11/04,9311200432 


6311190345 Ack receipt of 831024 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-390/93-32 & 

50-391 /03-ai 

LEif IS, R C Division of Project & Resident Programs 63/11/07 
PARRIS, H G Tennessee Valley Authority ip 21227 157 24X 

Fiche 50-390,03/11/07,0311160345 


—6311190351 IE Insp Repts 50-390/63-32 6 50-391 /a3-ai on 930725-0819 
Noncompliance noted Change Notice 6 to App R not reviewed 6 
approved as safety-related change ^ data sheets improperly 
filled out 

HEATHERUV, T L , 8MAN, W B , BUTLER, B D Region 2, Office of 
Director 83/09/20 I2pp 21227 164 24X Fiche 30-390, 83/ 1 1 /O" 

8311190345 


931 1150253 Foriuards status rept on commitments re control room mads 
addressing items listed in App D of SER & A Schuencer 
D10113 ltr 

MILUBpL M Tennessee Valley Authority 03/11/09 ADENBAM, E 
Licensing Branch 4 Spp 21 168 099 24X Fiche 50-390, 83/11/08, 

8311150253 


Q tnepectlon reports, IE Bulletihs 6 correspondence 


0311070528 Forwards IE Insp Repts 50-390/B3-43 i, 50-391/93-32 on 
830926-30 No noncompl ianc e noted 

VERR£LLt,D M Division of Project 8. Resident Programs 83/10/1! 
PARRIS, H G Tennessee Valley Authority 2pp 21064 003 24X 

Fiche 50-390,03/10/11.8311070520 


—831 1070535 IE Insp Repts 50-390/83-42 Jc 50-391/03-32 On 830926-30 Mo 
noncompliance noted Major areas inspected preoperational 
teat procedure review & preoperational test results review 
THOMAS.M , HATHIB.JL Region 2, Office of Director JAPE, F 
Division of Engineering & Operational Programs 93/10/07 3pp- 
21064 010 S4X Fiche 50-390, 83/10/1 1, 831 1070520 


9311070541 Forwards IE Insp Repts 50-390/83-39 U 50-391/83-29 on 
830920-23 No noncompliance noted 

VERRELLl.D M Region 2, Office of Director 83/lO/il PARRIS, H O 
Tennessee Valley Authority 2pp 21064 016 24X 

Fiche 50-390,03/10/11,8311070541 


—8311070547 IC Insp Repts 50-390/03-39 6 50-391/03-20 on 030920-33 No 
noncompliance noted Major areds inspected licensee action on 
previous enforcement matters, foil ouup on previously 
identified inspector items & identified 10CFR50 55(e> items 
WRIGHT, R W , JACKSON, L H Region 2. Office of Director 
UPRIGHT, C M Division of Engineering & Operational Programs 
03/10/07 5pp 21064 019 24X Fiche 50-390,03/10/1 1.8311070541 


0300300797 IE Info Notice 83-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants “ 8vc list enc I 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 93/10/21 Consolidated Edison Co of Mew 

York, Inc I37pp 21114 351 24X Flcha 50-000,93/10/21.830930079^ 


0308310030 IE Info Notice 83-70, “Vibration Induced Valve Failures “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness h Enginnorlng 
Response (Post 830103> 83/10/25 Consolidated Edison CO of Mou, 

York, Inc ll7pp 21057 219 24X Fiche 50-000,93/10/25,030631003'^ 


6308300799 IE Bulletin 83-07, 3uppl 1, "Apparently Fraudulent Products 
Bold Dy Ray Millar, Inc " Svc list end 

OEYOUNG.R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000,63/10/26,6309300799 


9309310034 IE Info Notice 83-71, “Defect in Load-Dearing Welds on 
Lifting Devices for Vessel Head & Internals " Svc list vncl 
JORDAN, E L Division of Emergency Preparedness & Engjneering 
Response (Post 0301031 63/10/27 Consolidated Edison Co of Nau 

York, Inc llSpp 21057 357 24X Fiche 50-000. 63/10/27, 0300310034 


0300310040 IE Info Notice 83-72, "Environ Qua 1 1 f i c at 1 on Testing 
Experience *’ Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/10/29 Consolidated Edison Co of iVeu 

York, Inc 131pp 21155 024 24X Fiche 50-000, 03/10/201. 03083 J004H 
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331107D4Q6 Ac k rocfiipt nf B31013 fiupp 1 envpnta 1 response informing NRC * 
9t»ps taken to correct violations noted in IE Jnsp Ropts 
SO-370/02-20 it 50-391/82'-20 

VEnRELLI,D M Division of Project ft Resident Programs 83/10/28 
PARRIS. H G Tennessee v/alley Authontg Ip 21067 166 SAX 
Fit he 50-390. 03/1O/2B- Q3U0704B6 


B3I1280319 forwards Revs 10 6 11 to ASME Section X! Preservice insp 
Program Tcchnlral 1 r.struc ti on T1-30A for IJnit 1 & Rev 5 to 
lechnicel Instruction TI-50D for Unit 2 

MILLQ.L M Tennessee Valleg Authoi itg 83/11/21 ADENSAM. E 
Licensing Branch A 2pp 21202 230 ZAX Fichc tl0“3«?0, 03 / 11/2 1 . 
031 12B0319 


— 0311070493 Suppls response to NRC 021104 1 tr re violations noted in IF 
Insp Repts SO-390/82-20 It 50-391/82-20 Corrective actions 
for remedying affected fire dampers will be accomplished bu 
840402 

KAMMER, D B Tennessee Ualley Authority 03/10/13 O'RGlULY.J P 
Region 2. Office of Director Ip 21067 167 24X 

Fiche 30-390.03/10/20,0311070486 


0300310057 IE Info Notice 03-73, "Radiation Eiposure From Oloves 
Contaminated W/u Daughter Products " Svc list end 

PARTLOW.UO Division of QA, Safeguards t* Inspection Programs iPos-^ 
8301031 83/10/31 Consolidated Edison Cd of New York, Inc 

ll6pp 21134 240 24X Ftche 30-000.03/10/31.8300310037 


0300310076 IE Info Notice 03-76. "Reactor Trip DreaVer Malfunctions 
(Undervoltage Trip Devices on GE Type AK-a-SS Dreahers) " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Raspanse iPost 030103} 03/11/02 Consolidated Edison Co of Nsj 

York. Inc USpp 2l314 024 24X Ficho 50-000,03/11/02.8300310076 


0311160230 Forwards Special Engineering Procedure EN DGS-SEP B2-2S, 
Rev 1, "Program for IE DulUtln 79-14 Phaae II Insp at 
Watts Dar Nucipar Plant Unit 1 " 

M1LL8»L M Tennessee Vallo<j Authority 03/11/02 O'REILLY, J P 
Region a, Office of Director Ip 21220 279 24X 

Flcho 30-390,83/11/02,8311100238 


— 6311100363 Rev 1 to Special Engineering Procedure EN DES-8EP 02‘-25, 
“Program for IE Bulletin 79-14 Phase II Insp at Watts Bar 
Nuclear Plant Unit l " 

* Tennessee Valley Authority 03/09/21 30pp 31220 280 24X 

FichB 30-390.03/11/02,0311100230 


—8311200322 Rev 10 to ASME Section X I Preservice Insp Program Technl'’aJ 
Instruction TI-30A 

DE lULLlQ. 0 , GQUIART.J Tennessee Valley Authority 63/07/23 
43pp 31282 232 24X Fithe 30-390,83/11/21.0311200319 


—8311280323 Rev 11 to ASHE Section XI Preservice Insp Program rochnlceil 
Instruction TI-30A 

DE TULLIO. D , GQUl ART. J , SMITH. L J Tennessee Valley Authority 
03/09/21 67pp 21282 275 24X Fichc 50-390,03/11/21.0311200319 


— 8311260332 Rev 3 to ASME Section XI Preservice Insp Program rachnlcai 
Instruction TI-300 

DE TULLIO. D . OQULART, J . SMITH. L J Tennessee Valley Authority 
03/10/17 5pp 21202 342 24X Fiche 50-390.83/11/21,8311280319 


S Reportable occurrences. LERb it related correspondence 


0309300201 Seventh interim deficiency rept re failure of Llmitorque 
motor oporators during valve closure Initially reported on 
020126 Failed motor operator top hats replaced Next rept by 
031122 Also reported per Part 21 

MILLS. L M Tennessee Valley Authority 93/09/26 0 'rEILLV, J P 

Region 2, Office of Director 2pp 20347 267 24X 

Fithe 90-390. 83/09/26, 6309300281 


0311010000 Revised final deficiency rept re auilllary instrument room 
fire door failure Initially reported on 021229 Evaluation of 
pressure limiting structural elements associated u/duttlng 
In safety-related carbon dioxide protected areas complete 
HILLS, L M Tennessee Valley Authority 03/10/19 □ 'REILLY, J P 

Region 2. Office of Director 3pp 20970 020 24X 

Fiche 30-390.83/10/19,0311010000 


B306310073 IE Info Notice 03-79, ''Improper Control Rod Manipulation " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness l« Engineering 
Response (Post 830103) 03/11/03 Consolidated Edison Co of Neu 

Yorl. Inc ll4pp 21913 233 Q4X Fiche 90-000. 03/11/03. 0303310075 


6311180343 Ack receipt of 031024 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/03-32 U 
50-391/03-21 

LEWIS, R C Division of Project I* Resident Programs 03/11/07 
PARRI8.H 0 Tennessee Valley Authority ip 21227 157 24X 

Fiche 90-390.63/11/07,0311190345 


—8311180346 Responds to NRC 030922 Itr re violations noted in IE Inst 
Repts 30-390/03-32 & 30-391/03-21 Corrective actions 
refresher training on preoperational testing admlnlstrat 1 ve 
controlB provided for personnel 

MILLS. L M Tennessee Valley Authority 83/10/24 O'REILLY. J p 
Region 2, Office of Director 3pp 21227 190 24X 

Fiche 90-390,03/11/07,0311100349 


S3111B0349 Forwards lE Insp Repts 30-390/83-32 S, 30-391/03-21 on 
83D725-0819 ji notice of violation 

Division of Project 6 Resident Programs 03/09/22 
PARRla. H G Tennessee Valley Authority 2pD 21227 161 24X 
Fichc 50-390.83/11/07.8311180345 


—0311100390 Notice of violation from 
» Region 2. office of Director 
Fiche 90-390,03/11/07,0311100345 


Insp on 830729-0819 
63/09/22 ip 21227 163 


24 X 


8311010195 Final deficiency rept re axial loads not considered in ste*-l 
containment penetration assembly analyses Initially reported 
on 001219 Reanalysis of problems k redesign work completed 
FMplng drawings Issued 

MILLS, L M Tennessee Valley Authority 83/10/19 D'^REXLLV, J P 
Region 2, Office of Director 2pft 20993 239 24X 

Fiche 50-390.03/10/19.0311010195 


0311010209 Revised final deficiency rept re resolution of unanticipated 
vibratory loading concerns Initially reported on 020120 New 
requirements fur assessing piping vibration problems during 
testing implemented 

MILLS.L H Tennessee Valley Authority 83/10/19, O'REIULYjJ P 
Region 2. Office of Director 3pp 20993 190 24X 

Fiche 50-000,03/10/19.0311010205 


0311010295 Revised final deficiency rept ra lack of isolation 
capability for air Intakes for post-accident sampling 
facility Initially reported on 03051? Sapety-grade redundant 
isfllatlon valves wilt be installed 

MILLS.L H Tennessee Valley Authority 83/10/19 O^REILLY, J P 
Region 2, Office of Diroctoi 3pp 20979 107 24X 

riche 50-390.03/10/19,0311010395 


0311010414 Supplemental info to final deficiency rept re dlgltited 
response spectra data use Initially reported on 620422 
Corrective actions for Unit 1 will be cornplete by 040302 
MILLS. L M Tennessee Valley Authority 63/10/19 O'REILLY. JP 
Region 2, Office of Director Ip 20973 034 24X 

Fiche 30-390, D3/10/19. B3l 1010414 


0311100351 IE Insp Repts 50-390/03-32 6 50-391/03-21 on 030723-0019 
Noncomp I iance noted Change Notice 6 to App R not reviewed 
approved as safety-related change k data sheets improperly 
filled out r K ^ 

HEATHERLY. T L , SHAN, W B . DUTLER, 8 D Region 2, Office of 

^3/09/20 i2pp 21227 I 64 24X Fiche 50-390,03/11/07, 

c) 3 1. 1 J 803^ 9 


0311010265 Second revised final deficiency rept re sheared motor pinlun 
keys in Limitorque Model Sb- 0-25 motor operators Initially 
reported on 020830 Pinion keys will be replaced by 640201 
Also reportable per Part 21 

MILLS. L M Tennessee Valley Authority 03/10/20 O'REILLY, JP 
Region 2. Office of Director 3pp 20971 2Q6 24X 

Flcho 50-000.83/10/20. B31 1010265 


0311010015 IE Info Notice 03-77, "Alr/Oas Entrainment Events Rasultinv 
In Sys Fallurqr, >• five list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/n/l4 Consolidated EStson Co of New 

Vark. Inc 1 Upp a4X Fiche 50-000. 03/i 1/14, 031 lOlOOl 5 


Notice 03-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/U/17 Consolidated Edison Co of N 

York. Inc U7pp 21603 001 24X Fiche 50-000,83/11/17,83110100 


0311010093 Firat interim Deficiency Rept NCR 3003 re leaking 
Paul-Monroe Hydraul its, Inc steam generator hydraulic 
snubbers Initially reported on 83D927 Snubbers returned to 
vendor Also reportable per Part 21 Next rept by 631220 
MILLS.L M Tennessee Valley Authority 03/10/24 a'RElLL'/iJ P 
Region 2. Office of Director 2bp 20977 903 24X 

riche 50-390, 03 /) 0/,*4, 0311010095 
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B31101£)074 Revised deficiency rept re nonieaktight containment 

isolation valves in chilled water sys Initially reported on 
830517 Change notices Issued to replace affected valves 
DrauiTips ui H be revised 

MILLS L M Tennessee Valley Authority 03/JO725 0'RErLUy»J P 
Region 3i Office of Director 2pP 20977 201 24X 

Ficho 50-390,83/10/25 8311010094 


a3ll0202&4 Fifth interim deficiency rept re operating conditions used 
in piping analysis Initially reported on 020510 Ouidolinos 
for sampling program governing operating modes promulgated 
m Procedure 02-15 Me it rept by B40223 

HILLS, L M Tennessee Valley Authority 83/10/27 O'REILLV'J P 
Region 2, Office of Director 4pp SlOli OSt 24X 
Ftche 50-390, 83/10/27. 0311020264 


Q31121D291 Suppl to final deficiency rept re lack of isolation 
capability for air intakes for post-accident sampling 
facility COrre(,tive action uill be completed by 831115 
1214 for design It const (Jork< respect ively 

MILLS. L h Tennessee Valley Authority 83/11/08 O'REILLV'.JP 
Region 2, Office of Director Ip 21234 til 24X 
FI Che 50-390,03/11/08,0311210291 


0311210440 Supplemental deficiency rept re auxiliary Instrument room 
fire door failure Initially reported on 821229 Completion of 
correction action delayed until 831130 due to interferences 
bebueen wall restraints & existing supports 

MILLS.L M Tennessee Valley Authority 83/11/00 O'fleiLLYrJP 
Region 2, Office of Director Ip 21238 100 24X 

Fiche 50-390> 03/11/08, 031 1210440, 


B311020274 Supplemental final deficiency rept re tornado 
d epressur i I ati on on auxiliary bldg Initially reported on 
020623 Typog raph i ca J error found in final rept dtd 830713 
corrected Door AJ93,not Door A192. to be opened 

MILLS, L H Tennessee Valley Authority 83/10/27 Q'REILLV, J P 
Region 2, Office of Director ip 21011 OSO 24X 
Fiche 50-390,83/10/27.8311020274 


B311170077 Final deficiency 
deficiency rept for Gelle 
Scientific Co shack arres 
reported on 631013 Wext r 
MILLS, L M Tennessee Val 
Region 2, Office of Olrec 
Fiche 50-000,03/11/10.031 


rept for Uatts Dar & first interim 
fonto re defective Pacific 
tor capstan spring tang Initially 
opt uilll be submitted by 640421 
ley Authority 63/11/10 D'nElLLV, 
tor 3pp 21216 090 S4X 
U 70077 


J 


P 


0311020390 Suppl to final deficiency repts re loading criteria for 
structural steel It supports initially reported on 811117 
Completion date of 031015 for corrective actions net met doe 
to field routing of supports Actions to be complete 640103 
MILLS.L M Tennessee Valley Authority 03/10/27 O'RCILLY, J P 
Region 2, Office of Director Ip 21014 010 24X 

Fiche 50-390.83/10/2716311020390 


031121014? Supplemental interim deficiency rept re qual if ice ti on 
epoxy grout for safety-related applications Initially 
reported on 810027 Date for completion of corrective actions 
not met Actions uill be completed by 631231 

MILL8. L M TennOftsee Valley Authority 03/11/10 O'REILLY, J 
Region 2, Office of Director Ip 21231 273 24X 

Fiche 50-390, 83/11/10, 831 1210149 


8311040108 Final deficiency rept re lugs uelded to spiral uelded pipe 
as ducts Initially reported on 830B09 AH affected duct 
typical support drawings revised by adding hoop ring to duct 
end supports 

MILLS.L M Tennessee Valley Authority 03/10/31 O'RKILLV.J P 
Region 2. Office of Director 2pp 21090 293 24X 

Fiche 50-390.83/10/31,0311040100 


6311220325 Revised final & fifth Interim deficiency repti for Units 1 & 
2, respective Ig, re incorrect supports used in analysis of 3- 
Inch chemical & vol control sys line Initially reported on 
820305 Unit 1 mods will be completed by 031231 

MILLS.L H Tennessee Valley Authority 63/11/19 O'RElLLVtJ P 
Region S, Office of Director 3pp 21261 306 24X 

Fiche 50-390,83/11/15,6311220325 


6311070497 Final deficiency rept re failure to provide bolt tightening 
requirements Initially reported on 630120 Final 
documentation exists for all bolted connections except 
Unistruct clamp bolts Drawing 47AOSO-1U issued 

MlLLDiL H Tennessee Valley Authority 83/11/01 0'REILLY,JP 
Region 2, Office of Director 3pp 21064 203 24X 

Fiche 50-390,83/11/01.0311070497 


0311260203 Final deficiency rept re support for test linei by alternate 
analysis Initially reported on 63091? Nonconforming 
condition does not exist Present support schema ensures 
position retention Item not reportable per lOCFRSO 53<e> 

KILLS, L M Tennessee Valley Authority 83/11/17 O'REILLY, J P 
Region 2, Office of Director 2pp 21280 243 24X 

Fiche 50-390,63/11/17,6311280203 


0311070503 Supplemental info to final deficiency rept re review 
updating of piping drawings initially reported on 820621 
Man-hours necessary to complete item underestimated 
Corrective actions will be completed by 831130 

mills, L M Tennessee Valley Authority 63/11/01 0 'REILLY, J P 

Region 2, Office of Director Ip 21064 199 24X 

Fiche 50-390,83/11/01,6311070503 


8311090261 Euppl td final deficiency rept re main control room 
habitability Initially reported on 600305 Completion date 
revised to 831130 due to Interference at required interface 
of chlorine detector sample lines i HVAC ductwork 
MILLS, L M Tennessee Valley Authority 83/11/02 O'REILLViJ P 
Region 2, Office of Director ip 21096 332 24X 

Fiche 50-390,83/11/02,0311090261 


0311090310 Fourth Interim deficiency rept re OA program on Tube-Line 
matls supplied by Capitol Pipe Initially reported on 030329 
Replacement 6 testing program underway Next rept expected by 
831121 Also roportable under Part 21 

MILLS.L M Tennessee Valley Authority 03/11/02 O'REILLY, J P 
Region 2, Office of Director 2pp 21105 153 24X 

Fiche 50-000, 03/11/02, 83Ji0903lO 


B311J70206 First Interim deficiency rapt re loading on diesel generator 
lD-5 for simultaneous LDCA & blackout possibly causing 
frequency transient Initially reported on 831007 Effect of 
removal of loads under investigation Next rept by 031221 
MILLS.L M Tennessee Valley Authority 03/11/07 O'REILLY, J P 
Region 2. Office of Director 2pp 21214 167 24X 

Fiche 50-390,83/11/07.0311170206 


6311210179 Forwards supplemental Info to final deficiency rapt re steam 
generator lower support bolts initially reported on 620610 
Corrective actions in progress Will be completed by 631127 
Also reportable per 10CFR21 

MILLS.L M Tennessee Valley Authority 83/11/00 □'REILUV, J P 
Region 2. Office of Director Ip 21232 325, 24X 

Fiche 50-390,03/11/08,8311210175 


0311210176 Supplemental deficiency rept re post-acc ident readings from 
containment sump level transmitters Initially reported on 
820708 Completion of corrective actions extended to 031230 
for Unit 1 l< 041230 for Unit 2 Also reported per Part 21 
MILLS.L M Tennessee Valley Authority 33/11/00 Q'REILLV, U P 
Region 2, Office of Director Ip 21232 326 24X 

Fiche 50-390,83/11/08.8311210176 


DOCKET 50-391 WATTS DAR NUCLEAR PLANT, UNIT 2 
A Appl Ication/construc tion stage documents ^ cornespandence 


631109037? Grants request for extension to submit formal i2{>-day 
response to Generic Ltr 63-20 re generic implications of 
Sale/n ATWS events, based on fact that facilities will not be 
operating in near future 

ADEN0AM, e G Licensing Dranch 4 83/10/26 PARRIB.H 0 Tennesmee 

Valley Authority 3pp 21144 167. 24X Fiche 50-000,03/10/26, 

0311070379 


0311010373 Informs that active participation In NPRDS program 6 
compliance w/requirements of new lOCFRSO 73 rule satisfies 
requirements of NUREG-0737, I tarn II K 3 17 Development of 
separata util program for ECCS outage data redundant 
KILLS, L M Tennessee Valley Authority 83/10/10 ADEN9AM, E 
Licensing Branch 4 3 pp 20973 030 24X Fiche 90-390.03/10/26, 

0311010373 


03111OOO4B Discusses 030022 ltr re lowest sve metal temp for main 
feedwater isolation valve within context of ODC 5J, 

"Fracture Prevention of Containment Pressure Boundary " 

Btatus of SER re ODC 51 compliance unchanged 

NOVAK, T M, Assistant Director for Licensing 03/10/20 PARftI8i.K 0 
Tennessee Valley Authority Spp 21144 393 24X 

Fiche 50-390.03/10/28,0311100048 


8310310403 Generic Ltr 03-38 to all licensees of operating power 
reactors 6 applicants for OL re NUREO-0965, "NRC Inventory 
of Dams " Forwards NUREQ-0965 "NRC Inventory of Dams" for 
info only W/o enci Eve list encl 

EISENHUT, D 0 Division of Licensing 03/10/31 Coneol idated 
Edison Co of New York, Inc I4pp 21184 015 24X 

Fiche, 50-000, 83/ 1 0/31 . 031 0310403 


0311040093 Forwards revised response to NURE0-0737r Item II D 3, 
"Direct Indication of Relief it Safety Valve Position " 

Ltr dtd 831024 inadvertently included erroneous info re 
valve flow indicator module capabilities 

MILLS, L M Tennessee Valley Authority 83/10/31 ADEN9AK, E 
Llcenelng Branch 4 2pp 21051 282 24X Fiche 50-390,03/10/31, 

03UO4OO?3 
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B 3 li 0200 Sl Generic Ltl ri3'35 to dll licensees of operating reactors, 
applicants for OLb h holders of CPs re clarification of TMI 
Action PUn Item 1 1 It 3 3 1 Submittal of bounding 
o-monstration will satisfy requirements Svc list end 
ElbENUtlT.D G Division of Licensing B3/11/0S Consolidated 

Edison Co of New Yori. Inc 16pp 51104 001 24X 

FUhe 50-000,03/11/02 031 10200^1 


031 1100059 Notification of D3l 109 meeting u»/utll in Sweetwater, TN to 
discuss remedial woi k performed as result of liquefaction 
potential analysis foi soils beneath ERCU piplme 

LtENVON, T yj Licensing Oranch 4 83/11/04 ADENSAH, E 0 Licensing 

Branch 4 3pp 21144 340 24Y Fiche 30-390,03/11/04,0311100059 


0311150389 Poriuards response to Generic Ltr 03-20 re required actions 
tased on generic implications of Salem ATWS events 
Responsibilities t authorities of personnel performing 
review tf analysis of events delineated 

HILLS' L M Tennessee Valley Authority 03/11/07 ADENSAM, E 
Licensing Branch 4 37pp 21177 006 24X Tiche 50-390.83/11/07, 

831 1 1503B9 


0311160119 Forwards addl info on equipment qualification program, in 
respdnse to NRC 831004 ltr W/ 8 Q oversize drawings Aperture 
cards ane available in POR 

MILL0»L M Tennessee Valley Authority 83/11/07 ADENSAH, E 
Licensing Branch 4 iSpp 21192 204 24X Fiche 30-390* 93/1 1/07, 

0311160119 


0311150331 Requests eitemptlon from installing hlgh-range noble gas 
monitors on steam generator safety h PDRV release lines* psr 
NURBO-0737, Item 11 F 1 based on end technical evaluation 
MILLB/L H Tennessee Valley Authority 03/11/08 AOENSAM, E 
Licensing Branch 4 3pp 21170 146 24X Fiche 30-390*03/11/08. 

0311150331 


8311280394 Requests ciemption for not installing high-ranS® noble 
9 as monitors on auxiliary bldg vent per requirements of 
NUffEO-0737. TMI Item 11 F 1 

MlLLSiL M Tennessee Valley Authority 03/11/22 ADEN9AM, E 
Licensing Branch 4 2pp 21205 323 24X Fiche 50-390. Q3/1 1 /22, 

03U2QO394 


E NRC Safety Evaluation Report ( 8 ER>, suppls correspondence 


0311070169 Forwards info re TVA commitments 6 SER items remaining 
before OL issued End contains info ie fire protection U 
mi seel laneous commitments 

MILLS' L n Tennessee Valley Authority B3/11/D1 ADENSAH. E 0 
Licensing Branch 4 3pp 21061 197 24X Fiche 50-390,03/11/01, 

0311070169 


Q31 1130253 Forwards status rept on commitments re control room mods 
addressing items listed in App 8 of 8 ER A Schuiencer 
010113 ltr 

M1LLS*L M Tennessee Valley Authority 03/li/OB ADENSAM, E 
Licensing Branch 4 0pp 21160 099 24X Fiche 50-390,03/11/00, 

0311150233 


F : 8 ecurity, medical, emergency 6 fire protection plans 


8D1 1010206 Forwards Rev 6 to generic security personnel training It 
qualification plan Rev withheld 

MtLL0*L H Tennessee Valley Authority 83/10/18 O^REILLY.J P 
Region 2, Office of Director Ip 20976 242 24X 

Fiche 50-000,83/10/18,0311010206 


D31020D362 Generic Ltr 83-33 to all licensees & applicant* Of nuclear 
power reactors re NRC positions on certain requirements of 
App R to IOCFR30 Svc list end 

ElSENHUTrD G Division of Licensing 03/10/19 Consolidated 
Edison Co of Now York' Inc 2 ipp 21114 329 24X 

Fiche 30-000,03/10/19,0310200362 


8311010060 Informs that revs to physical security plan will bo provided 
by 031110 

MILLS, L H Tennessee Valley Authority 03/10/27 adeNSAM, E 
Licensing Branch 4 Ip 20970 033 24X Fiche 30-390,03/10/27, 

031 1010060 


9311070406 Ack receipt of 031013 supplemental response informing NRC "f 
steps taken to correct violations noted in IE Insp Repts 
50-390/02-20 h 30-391/02-20 

VERRELLl, D M Division of Project 6 Resident Programs 03/10/28 
PARRIS, HG Tennessee Valley Authority Ip 21067 166 24X 

Fiche 50-390,83/10/28,0311070486 


— 8311070493 Suppls response to l^C 021104 ltr re violations noted in IE 
Insp Repts 50-390/02-20 6 30-391/82-20 Corrective actions 
for remedying affected fire dampers will he accomplished by 
040402 

hammer, D B Tennessee Valley Authority 03/10/13 0 ■'REILLY, J P 

Region 2. Office of Director Ip 21067 167 24X 

Fiche 50-390,03/10/28,8311070486 


0311070007 Forwards generic procedures genaration package For emiergeTiey 
operating procedures, per Generic Ltr 82-33 (Suppl l to 
NUREG-0737) 

MILL 8 .L M Tennessee Valley Authority 83/10/31 ADENSAM, E O 
Licensing Branch 4 ip 21059 269 24X Fiche 30-000,03/10/31' 

0311070007 


— 031 1070103 Ofineric pi ocedures generation pactag® for emergency 
operating procedures, per Generic Ltr 02-33 (Suppl 1 to 
NURFO-0737) 

* Tennessee Valley Authority 83/10/31 40pp 21009 270 24X 

Fiche 50-000,03/10/31,8311070007 


0311080267 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 83/10/31 Document 

Management Branch Ip 2l09l 132 24X Fiche 30-390,83/10/31, 

8311080267 


— 0311080269 Forwards public version of revised emergency plan 
implementing procedures, including Procedure* IP-l re 
emergency plan classification Ingle, IP-a re notification of 
unusual event 6 IP-3 re alert 

MiLLSiL M Tennessee Valley Authority 0 j/iO/l 8 O'RElLLYiJ P 
Region 2, Office of Director Ip 21091 153 24X 

Fiche 50-390,83/10/31,8311080267 


— 8311000274 Public version of revised emergency plan limp lament ing 
procedures, includ ing Procedures IP-I re emergency plan 
classification logic, IP-2 re notification of unusual event 6 * 
IP-3 re alert 

DENTON. 0 T Tennessee Valley Authority 83/09/29 lQ2pp 
91091 154 24X Fiche 50-390.03/10/31,0311080267 


0311070169 Forwards info re TVA commitments it SER Items remaining 
before QL issued End contains info re fire protection 6 
miscellaneous commitments 

MILLS, L H Tennessoa Valley Authority 03/11/81 ADCNSAM, E 0 
Licensing Branch 4 5pp 21061 197 24X Fiche 30— 390, 03/ 1 I/O 1 , 

031 10/0169 


‘^0311100013 Forwards revised pages to 800909 fire protection program 
submittal 

MILLS, L M Tennessee Valley Authority 03/11/04 ADENBAM, £ 0 
Licensing Branch 4 60pp 21126 069 24X Fiche 50-390,93/11/04, 

8311100013 


8311200432 Forwards rev to physical security plan Rov withheld 
(ref 10CFR73 PU 

mills, L M Tennessee Valley Authority 83/11/04 0 'REILLY* <J P 

Region 2 , Office of Director Ip 21205 250 24X 

Fiche 50-390,83/11/04,0311200432 


B3111B0345 Ack receipt of 831024 ltr informing NRC of stepe taken to 
correct violations noted in lE Insp Repts 50-390/03-32 & 
50-391/83-21 

LENiStR C Division of Project 6 Resident Pro 9 ''a(ns 83/11/07 
PARRIS, H 0 Tennessee Valley Authority Ip 21227 137 24X 

Fiche 50-390.83/11/07,8311100345 


—0311100351 IE Insp Repts 50-390/03-32 6 30-391/03-21 or^ 030723-0819 
Noncompl lance noted Change Notice 6 to App R not reviewed f* 
approved as safety-related change U data sheets improperly 
filled out 

HEATHERLY, T L Region 2, Office of Director JULIAN, C A 
Dlvislor) of Project 6 Resident Programs 83/09/20 12pp 
21927 164 24/ Fiche 30 '390, 83/ 1 1 /07 , 031 1100343 


8311150253 Forwards status rept on commitments re control room mods 
addressing Items listed In App D Of SBR £. A Schigencer 
810113 ltr 

MILLB.l M Tennessee Valley Authority 83/11/00 ADENBAM, E 
Licensing Branch 4 Bpp 21169 099 SAX Fiche 30-390,93/11/00. 
0311150253 


0 Inspection reports, IE Bulletins 6 correspond ettco 


0311070528 Forwards lE Insp Repts 30-390/03-43 8 « 50-391/Q3-32 on 
830926-30 No noncompl lance noted 

VERRClLl.O M Division of Project 6 Resident Programs 03/10/11 
PARRIS, H G Tennessee Valley Authority 2pp 21064 009 84X 

Fiche 50-390,83/10/11,0311070528 
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— 0311070535 le Insp Repts 30-390/03-42 & 50-391/03-32 nn B3092A-30 No 
none oii)p 1 lanc t noted Major areas inspected pr eoperati ooa] 
test procedure review & preoperat lonal test results review 
THOMAS. H p MATHIS. J L Region 2. Office of Director JAP£. F 
Division of Engineering t Operational PrograoiB 03/10/07 3pp 
21064 010 24Ji Fiehe 50-390.63/10/11,0311070320 


3311070541 Forwards- lE Inap Repts 30-390/63-39 it 30-391/03-20 on 
030920-23 No nan( onp I lance noted 

VERREULI.D M Region 2. Office of Director 03/10/11 PARRIS, H 0 
Tennessee Valle^i Authorlti^ 2pp 21064 016 24X 

Flche 30-390,03/10/11.0311070341 


— B3U070347 IE Insp Hepts 50-390/03-39 U SO-39I/03-2B on 030920-23 No 
noneomp 1 i 3T1C e noted Major areas inspected licensee action on 
previous enforcement matters. fol lowup on previously 
identified inspector items tr identified lOCFRSO 55(e) items 
imrOHT.R N . JACKSONiL H Region 2. Office of Director 
UPRIGHT. C H Division of Engineering 6 aperatlonal Programs 
03/10/07 5pp 21064 010 24)( Flche 30-390. 03/10/1 !♦ 031 1070341 


8300300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/10/21 Cpnselidated Edison Co of New 

Yqr). Inc I37pp 21114 351 24X FI che 50-000. 03/10/21 , 830030079 ' 


0300310030 IE Info Notice 03-70. "Uibratton Induced Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness Jk Engineering 
Response (Post B30103) 03/10/23 Consolidated Edison Co of Now 

York. Inc 117pp 21057 219 24X Flche 50-000. 83/10/25. 0300310030 


0300300799 IE Dulletln 03-07. 0uppl 1, "Apparently Fraudulent Products 
Sold Dy Ray Miller. Inc “ Bve list end 

DEYOUNG, R C Director's Office. Office a# Inspection and 

Enforcement 03/ £0/26 Consolidated Edison Co of New York. Inc 

179pp 3107( 170 24X Fiche 50-000.03/10/26.0300300799 


0300310034 IE Info Notice 03-71. "Defect In Load-Bearing Uelds on 
Lifting Devices for Vessel Head V Internals " 8vc list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/10/27 Consolidated Edison Co of Nevi 

York. Inc l»3pp 21057 357 24X Fiche 30-000.03/10/27.0300310034 


0308310040 IE Info Notice B3-7S. "Environ Qual i f i cation Testing 
kxperience " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co of New 

York. Inc I31pp 211SS 024 24X Flche 50-000. 03/10/28, 8300310048 


B311D704B6 Ack receipt of 031013 supplemental response informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-390/02-20 fc 50-391/02-20 

VE-RRELLl.D M Division of Project & Resident Programs 03/10/20 
PARRI8. H G Tennessee Valley Authority ip 21067 166 24X 

Fiche 50-390.03/10/20,0311070486 


--8311070493 Suppls response to NRC 021104 Itr re violations noted in IE 
Insp Repts SO-390/B2-SO h 50-391/02-20 Corrective actions 
for remedying affected fire dampers will be accomplished by 
Q40402 

KAMMCR. D S Tennessee Valley Authority 03/10/13 O'REIULV. J P 
Region 2. Office of Director Ip 21067 167 24X 

Ficho 50-370.83/10/20,8311070406 


8300310057 1C Info Notice 83-73. "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " Sve list end 

PARTLOW.J 0 Division of QA, Safeguards it Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York. Inc 

116pp 21134 240 24X Flche 50-000.03/10/31,0308310037 


8300310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
(Undervol tage Trip Devices on GE Type AK-2-25 Breakers) " 

Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New 

York. Inc U3pp 21314 024 24X Flche 50-000. 03/1 i /02. 8300310076 


8300310073 IE Info Notice 03-75, "Improper Control Rod Manipulation " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830i03> 03/11/03 Consolidated Edison Co of New 

York. Inc llApp 21313 253 24X Flche 50-000, 03/1 1/03, B3O03IOO75 


D311IB0343 Ack receipt of 831024 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/03-32 & 
50-391/83-21 

LENTS. R C Divislojt of project it Resident Programs 03/11/07 
PARRIS.HG Tennessee Valley Authority Ip 21227 157 24X 

Fiche 50-390.03/11/07.0311180345 


— 8311180346 Responds to NRC 830922 Itr re violations noted In IE Imp 
Repts 30-390/83-33 & 50-391/03-21 Corrective actions 
refresher training on preoperatl onal testing administrative 
controls provided for personnel 

MILL8, L M Tennessee Valley Authority 83/10/24 Q 'REILLY. J P 
Region 2, Office of Director 3pp 31227 158 24X 

Fiche 30-390.83/11/07.8311100345 


—8311100349 Forwards IE Insp Repts 50-390/83-32 it 50-391/03-21 on 
830723-0819 It notice of violation 

LEWIS. R C Division of Project it Resident Programi 03/09/32 
PARRIS. H 0 Tennessee Valley Authority Spp 21227 I6i 24X 
Flche 50-390.03/11/07,8311100343 


— B3111B0351 IE Insp Repts 50-390/83-32 it 90-391/83-21 on 030725-0819 
Noncomp 1 lance noted Change Notice 6 to App R not reviewed U 
approved as safety-related change l< data sheets improperly 
filled out 

HEATHERLY, T L . SWAN, M D , BUTLER, S D Region 3, Office of 
Director 83/09/20 i2pp 21227 164 24X Fiche 90-390.83/11/07. 

8311180349 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Events RetVltlnj 
in Sys Failures " Sve list end 

JORDAN. E L Division of Emergency preparedness it Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Co of Ne-w 

York. Inc ilApp 24X Flche 50-000.03/11/14.8311010015 


0311010018 IE Info Notice 83-78. "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list encl 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 8301031 83/11/17 Consolidated Edison Co of New 

York, Inc ll7pp 21603 001 24X Fiche 90-000, 83/1 1/17, S3l lOlQO 10 


0311280319 Forwards Revs lo 6 11 to ASMS Section XI Preservlce Indp 
Program Technical Instruction TI-90A for Unit 1 St Rev 9 to 
Technical Instruction TI-SOB for Unit 2 

MILLS, LM Tennessee Valley Authority 83/11/21 AOENSAM. E 
Licensing Branch 4 2pp 21202 230 24X Fiche 50-390.83/11/21. 

031 1280319 


— 8311280332 Rev 5 to A8ME Section XI Preservite Insp Program Technical 
Instruction Tl-500 

DE TULLIO. 0 . OOULART. J . SMITH. L J Tennessee Valley Authority 
83/10/17 5pp 21282 342 24X Flche 50-390.83/11/21.0311200319 


3 Reportable occurrences. LERs & related correspundence 


8309300281 Seventh interim deficiency rept re failure of Limitorque 
motor operators during valve closure Initially reported on 
620126 Failed motor operator top hats replaced Next rept by 
831122 Also reported per Part 21 

MILLS, L M Tennessee Valiey Authority 03/09/26 O^REILLY.J P 
Region 2. Office of Director 2pp 20547 267 24X 

Fiche 50-390,83/09/26,8309300281 


8311010008 Revised final deficiency rept re auxiliary instrument room 
fire door failure Initially reported on 821229 Evaluation of 
pressure limiting structural elements associated w/ductlng 
in safety-related carbon dioxide protected areas complete 
MILLS, L M Tennessee Valley Authority 03/10/19 O'REILLY, J P 
Region 2. Office of Director 3pp 20978 020 24X 

Flche 50-390, 03/10/19, 83U 01 0008 


8311010195 Final deficiency rept fe axial loads not considered in steel 
containment penetration assembly analyses Initially reported 
on 801219 Reanolysls of problems it redesign work completed 
Piping drawings issued 

MILLS, L M Tennessee Valley Authority 83/10/19 O'REILLY, J P 
Region 2. Office of Director 2pp 20993 239 24X 

Flche 50-390.83/10/19,8311010199 


8311010205 Revised final deficiency rept re reeolution of unanticipated 
vibratory loading concerns Initially reported on 820120 New 
requirements for aesesiing piping vibration problems during 
testing implemented 

MILLS, L M Tennessee Valley Authority 83/10/19 O'REILLY, J P 
Region 2, Office of Director 3pp 20993 198 24X 

Flche 50-000.83/10/19,0311010209 


6311010295 Revised final deficiency rept re lack of isolation 
capability for air intakes for post-accident sampling 
facility Initially reported on 030517 Safety-grade redundant 
isolation valves will be installed 

MILLS. L N Tennessee Valley Authority 83/10/19 P'REILLY.J P 
Region 2. Office Of Director 3pp 20979 187 24X 

Flche 50-390,83/10/19,8311010295 
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e3110l0<1i4 Supplemental info to final deficiency rept re digitneii 
response spectra dat<i use Initially reported on 020482 
Corrective actions for Unit 1 mill be complete by 040302 
|1IL1-S#1- M Tennessee Valley Authority 83/10/19 (J'REILLYi J P 
Region a* Office of Director Ip 30973 034 24X 

Flche 50-a90< 03/10/19, B31 1010414 


8311010265 Second revised Pinal deficiency rept re sheared motor plnlnn 
keys In Ltmltorqoe Model 8Q-0-29 motor operators Initially 
reported on 820B30 Pinion keys mill be replaced by B40201 
Also reportable per Part 21 

MlLLSi L M Tennessee Valley Authority 03/10/20 0'REltLY*J P 
Region 2i Office of Director 3pp 20971 286 24X 

Flche 50-000-83/10/20.0311010269 


0311010095 First interim Oefitlency Rept NCR S003 re leaking 
Paul"-Monroe Ky draul i c s, Inc steam generator hydraulic 
snubbers Initially reported on B30927 Snubbers returned to 
vendor Also reportable per Part 21 Nest rept by Q3122D 
MILLS. L M Tennessee Valley Authority 03/10/24 O'REILLY, J P 
Region 2, Office of Director 2pp 20977 203 24X 

Fiche 50-390,83/10/24.0311010093 


0311010094 Revised final deficiency rept re nonleaktlght containment 
Italatlon valves in chilled mater sys Initially reported on 
030517 Change notices Issued to replace affected valves 
Drawings mill be revised 

mills, L M Tennessee Valley Authority 03/10/25 O'REILLY, J P 
Region 2, Office of Director 2pp 20977 201 24X 

FUhe 30-390.03/10/25.0311010094 


8311170206 First interim deficiency rept re loading on diesel generati-r 
10-D for simultaneous LOCA h blackout possibly causing 
frequency transient Initially reported on B31007 Effect of 
removal of loads under investigation Next rept by 031221 
MILLS, L M Tennessee Valley Authority 03/11/07 0 'REILLY, J P 

Region 2. Office of Director 2pp 21214 167 243( 

Fiche 30-390,03/11/07,8311170206 


0J1121O173 Forwards supplemental info to final deficiency rept re stearf 
generator lower support bolls Initially reported on OSO610 
Corrective actions in progress mill be completed by 83J 127 
Also reportable per 10CFR21 

HILLS, L t1 Tennessee Valley Authority 03/11/00 O'REILLY, J P 
Region 2. Office of Director Ip 21032 323 24X 

Flche 30-390,83/11/00.0311210173 


0311210176 Bupplemsntal deficiency rept re post-accident readings froin 
containment sump level transmitters Initially reported on 
020708 Completion of corrective actions extended to 031230 
for Unit 1 ^ 841230 for Unit 2 Also reported per Part Si 
MILLS, L M Tennessee Valley Authority 03/11/00 O'REILLV, J P 
Region 8, Office of Director Ip 21232 326 a4X 
Flche 30-390.83/11/00.0311210176 


Q311210291 Suppi to final deficiency rept re lack of isDiation 
capability for air intakes for post-accident sampling 
facility Corrective action will be completed by B3111S 
1214 for design & const mark, respective ly 

MILLS, L M Tennessee Valley Authority 03/11/08 O'REILLV, J P 
Region 8, Office of Director Ip S1234 ill 24X 
Fiche 50-390,03/11/08.0311210291 


0311020264 Fifth interim deficiency rept re operating conditions used 
In piping analysis Initially reported on 020510 Ouidelinea 
for sampling program governing operating modes promulgated 
In Procedure 02-15 Next rept by 840283 

MiLUa.L M Tennessee Valley Authority 03/10/27 O'REILLY, J P 
Region 2, Office of Dlrectar 4pp 21011 066 24X 

Fiche 50-390.03/10/87.0311080264 


0311210440 Supplemental deficiency rept re auxiliary instrument room 
fire door failure Initially reported on 021229 Completion of 
correction action delayed until 831130 due to interferences 
between mall restraints tc existing supports 

MILUQ.L M Tennessee Valley Authority 83/11/00 O'REILLY, J P 
Region 2, Office of Director Ip 21238 100 24K 

Fiche 50-390,93/11/00,0311210440 


□311020274 Supplemental final deficiency rept re tornado 
depressuri lation on auxiliary bldg Initially reported on 
020623 Typographical error found in final rept dtd 630913 
corrected Door Al93,not Door Ai92, to be opened 

MILLB.L M Tennessee Valley Authority 03/10/27 O'REILLY, J P 
Region 2, Office of Director Ip 21011 000 24X 

Flche 50-390, 03/10/2/, 0311020274 


0311170077 Final deficiency 
deficiency rept for Belle 
Scientific Co shock arres 
reported on 031013 Next r 
hlLLSi L M Tennessee Val 
Region 2, Office of Oirec 
Flche 30-000,03/11/10,031 


rept for Watts Bar te first interim 
fonte re defective Pacific 
tor capstan spring tang Initially 
opt will be submitted by 64042k 
ley Authority 03/11/10 O'REILLY, J 
tor 3pp 81216 090 84X 

1170077 


P 


0311020390 Suppi to final deficiency repts re loading criteria for 
Structural steel supports Initially reported on 011117 
Completion date of 831015 for corrective actions not met due 
to field routing of supports Actions to be complete 040103 
MILLS, L M Tennessee Valley Authority 03/10/27 O'REILLY, J P 

Region 2. Office of Director ip 21014 010 24X 

Fiche 30-390,03/10/57.0311020390 


0311220325 Revised final Sc fifth interim deficiency repts for Units 1 
2. respec tlvely. re incorrect supports used in analysis of 3- 
Inch chemical & vol control sys line Initially reported Dn 
020505 Unit 1 mods will be completed by B31231 

MILL8,L M Tennessee Valley Authority 03/11/15 O'RElLLYiJ P 
Region 2, Office of Director 3pp 81261 306 84X 

Flche 30-390.83/11/15,0311220385 


9311040100 Final deficiency rept re lugs welded to spiral welded pipe 
as ducts Initially reported on 930609 All affected duct 
typical support drawings revised by adding hoop ring to duct 
end supports 

HILLS, L M Tennessee Valley Authority 03/10/31 O'REILLY, J P 
Region 2, Office of Director 8pp 21050 293 24X 

Fiche 50-390.03/10/31,0311040100 


0311280090 Final deficiency rept re lack of seismic support for high 
pressure fire protection pipe over safety injection sys 
pump Initially reported on 03O7U Pipe will be selsmically 
supported by 040214 

MILLS, L H Tennessee Valley Authority 03/11/17 □'REILLY. J P 
Region 8, Office of Director 3pp 31879 037 24X 

Fiche 50-391,03/11/17.0311200090 


031 1 070497 Final deficiency rept re failure to provide bolt tightening 
requirements Initially reported on 630120 Final 
documentation exists for all bolted connections except 
Unlstruct clamp bolts Drawing 47A050-iV issued 

MlLUa.L M Tennessee Valley Authority 03/11/01 O'REILLY.J P 
Region 8, Office of Director. 3pp 21064 203 24X 

riche 30-390,03/11/01.0311070497 


6311070503 Supplemental info to final deficiency rapt re review & 
updating of piping drawings Initially reported on 020621 
Man-hours necessary to complete item underestimated 
Corrective actions will be completed by 031130 

t11LL9, L M Tennessee Valley Authority 83/11/01 Q'RCILLY»J P 
Region 2, Office of Director Ip 81064 193 24X 

Fiche 50-390,03/11/01.8311070303 


0311090861 8uppi to final deficiency rept re main control room 
habitability initially reported on 000305 Completion data 
revised to 031130 due to interference at required Interface 
oP chlorine detector sample lines & HVAC ductwork 
MILLS, L M Tennessee Valley Authority 83/11/02 O'REILLY.J P 
Region 2, Office of Director Ip 81096 332 SAX 
Flche 50-390.63/11/02,0311090261 


0311090310 Fourth interim deficiency rept re OA program on Tube-Line 
metis supplied by Capitol Pipe Initially reported on 830327 
Rpplatement 6 testing program underway Next rept expected by 
831121 Also reportable under Part 21 

MILLB. L H Tennessee Valley Authority 03/11/02 O'REILLY.J P 
Region 2, Office of Director 2pp 21103 133 24X 

Flche 50-000,83/11/02.8311090310 


0311200203 Final deficiency rept re support for test lines by alternate 
analysis Initially reported on 030919 Nonconforming 
condition does not exist Present support scheme ensures 
position retention Item not reportable per 10CFR30 35le) 

MILLS. L M Tennessee Valley Authority 83/11/17 O'REILLY.J P 
Region 2, Office of Director 2pp 212B0 243 24X 

Fiche 30-390, 03/11/17,0311200203 


docket 50-393 VI ROIL C SUMMER NUCLEAR STATION, UNIT t 


F Security, medical, emergency It fire protection plans 


0311070102 Responds to FOIA request for documents ro emergency 
Operation faciUtles <EQF) being located between to 6 20 
miles from nuclear plant 6 records approving or denying 
location of EOF at distance greater than 20 miles 

FELTON. J M Division of Rules and Records 03/08/10 O'NEILL, J H 
Shaw. Pittman, Potts «c Trowbridge 3pp 21005 268 24X 

Fiche 30-000,03/08/10,0311070102 


— 0311070140 Requests that licensee be tSlrected to establish backup 
emergency operations facility, per NUREQ-07a7, Bupp i i 
requirement SECY memo Sc proposed draft Hr end for 
consideration 

JORDAN.E L Division of Emergency Preparedness b Englntaring 
Response (Post 630103) 83/04/04 EISENHUT.D 0 Division of 

Licensing ip 21005 305 24X Flche 30-000,83/00/10,9311070102 
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— fl3U070l&l /xrfvioBs that C ommi 5 a i iin»rs raised no objection to- EOO 
disapproval of util eismption request re backup emergency 
operations facility Co/nmi s t i oner Roberta urould have granted 
request 

CHtLKi S J Office of the Secretary of the Commlaaion B3/03/19^ 
DlRCWSfW J Office of the Executive Olrector for Oparationa Spp 
21005 30f> 24X Fiche 30-000*33/08/10,8311070102 


03102003&2 Generic Ltr SD'-SD to all licensees it applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to IOCFrso Svc list end 

EISENHUT, p 0 Division of Licensing 03/10/19 Consolidated 
Edison. Co of Nebj York, inc 2 lpp 21114 329 24X 

Fiche 50-000,33/10/19,0310200362 


3311070364 fck receipt of 030929 ltr informing NRC of steps taken to 
correct violations noted in IE fnsp Rept 30-375/33-24 
LEU10< R C Division of Project t* Resident Programs 83/10/20 
DIXONiO W South Carolina Electric t, Gas Co Ip 21067 214 24X 

Fiche 30-395,03/10/20,0311070364 


— S3il070372 Responds to NRC 03O9Oi ltr re violations noted In IE Imp 
Rept 3O'393/03'-24 Corrective actions autlllarq bldg log* 
restructured to eliminate confusion Sr ensure compliance w/ 

Tech Spec 

DIXOM, 0 R South Carolina Electric & Qas Co 83/09/29 
□ ^REIULY,J F Region 2, Office of Director 6 pp 21067 215 24)i 

Fiche 50-395*03/10/20,8311070364 


—B3i 1070376 ropuarda lE Insp Rept 5D-395/03-24 on 030627-0731 & notice 
of Vi olatlon 

LEUISjR C Division of Project 8 * Resident Programs 03/09/01 
DIXONjO W South Carolina Electric U Oas Co 2pp 21067 221 
24X Fiche 50-393,03/10/20,8311070364 


—0311070383 Notice uf violation from in«p on 030627-0731 

* Region 2, Office of Director 83/09/01 3pp 21067 223 24X 

Fiche 30-399,03/10/20.0311070364 


--BD1 1070390 IE Insp Rept 50-393/83-24 on 830627-0731 Nohcompl iaoce 
noted failure to check fire door* every 24 h I, failure to 
comply w/procedure* re cumulative time that 6 -inch porg* 
supply 8 * enhaust valve* opened during past yr 

SKDL03* J L Region 2, Office of Director CANTRELL, F 0 Division 

of Project fr Resident Programs 63/08/31 12pp 21067 226 24X 

Fiche 50-399,03/10/20,0311070364 


0311070461 Forwards FEMA final r*pt of full-scale local emergeneg 
exercise on 830316, for VC Summer nuclear power plant 
VEBRELLI, D H Division of Project it Resident Programs 83/10/21 
D1XGN,0 U South Carolina Electric 1. Oa* Co 3pp 21070 120 24X 

Fiche 50-395,03/10/21.0311070461 


0311040032 Forwards "Control Room Design Review Progrem plan Rept for 
VC Summer Nuclear Station," in response to Generic Ltr 
02-33 it NUREG-0737* Item II 0 1 

DTXON. □ M South Carolina Electric it oa* co 03/10/20 DENTONi H R 

Office of Nuclear Reactor Regulation, Director 2pp 2109) 112 

e4X Fiche 50-395,03/10/2010311040032 


—0311040039 "Control Room Design Review Program Plan Rept for VC Summer 
Nuclear Station 

a anuth Carolina Electric 6 Qa» Co 83 / 11/01 86 pp 21091 114 
24X Fiche 50-395,03/10/20,8311040052 


0311180084 Forwards IE Insp Rept 50-395/83-20 on 830909-30 No 
moncompl lance noted 

VERRELL1,D M Division of Project it Resident Program* 03/10/20 
DIXON, 0 W South Carolina Electric l< Oas Co 3pp 2122? 333 24X 

Fiche 50-395,03/10/20,0311100084 


—0311180009 IE Insp Rept 50-393/83-28 on 030905-29 No noncomp Ijance 
noted Major area* inspected licensee action on previous 
f I nd 1 ng *, op era 1 1 on* review, Tech Spec compl lance, phgsl cal 
protec tl on, maint, survel 1 lance C( LER & open item review 
6K0LDS, J L Region 2, Office of Director CANTRELL, F 9 Division 

of Project J, Resident Programs B3/ 10/27 0pp 21239*335 »4X 

Fiche 50-395. 83/10/28, 831 1180084 


6311100094 Forward* IE In»p Rept 50-395/63-30 on 031017-21 No 
noncomp I lance noted 

VERRELLJiD M Division of Project $< Resident Program* 03/10/20 
DIXON, O U South Carolina Electric L Gas Co 2pp 21229 346 24X 

Fiche 50-395.03/10/28.0311100094 


—8311180103 IE ln*p Rept 50-399/83-30 on 831017-21 No noncompUancd 
noted Major area* inspected core performance, followup of 
LERs, ma In t, sur ve 1 1 1 ance, p 1 ant operati on*, phy s leal protection 
ti Tech Spec compliance 

ROGOE, vi F Region 2, Office of Director CANTRELL, F 8 Division 
at Project & Resident Program* 03/10/27 4pp 21229 340 24X 

Fiche 50-395.83/10/20,8311180094 


0311100125 Ack receipt of 031104 ltr Informing NRC of step* tak.«n t o- 
correct violations noted in IE Insp Rept 50-393/83-27 
LENiS.n C Division of Project & Reeident Program* 03/11/09 
DIXON, 0 W South Carolina Electric & Oas Co Ip gl 2 S 6 102 2-4^< 

Fiche 30-393,03/11/09,0311180129 


— 0311180127 Responds to NRC 031003 ltr re violations noted in IE InsP 
Rept 50-395/03-27 Corrective action* rev* to operational 
OA plan it Section 17 2 IS 2 uf FSAR & engineering review of 
drawing control program initiated 

DIXON, □ M South Carolina Electric 1, Oas Co 03/11/04 

0*REILLY, J P Region 2, Office of Director 0pp 21226 i03 2AX 

Fiche 50-373,83/11/09*0311100123 


— 0311100129 Forwards IE Inap Rept 30-393/83-27 on 030801-0902 «« notic* 
of violation 

LEWIS, R C Pivislon of Project & Resident Program* 83/10/09 
DIXON, 0 W South Caroline Electric L Oas Co 2 pp S1226 Sit 
24X Fiche 30-399,83/11/09,8311180123 


—0311100132 Notice of violation from Insp on 03O0Oi-t>7oa 

« Region 2, Office of Director 03/10/05 2pp 01226 113 ^ 

Fiche 30-373, 03/ 1 1 /09, 03111 00125 


—6311180135 IE Insp Rept 30-395/03-27 on 030801-0902 Noncomp 1 la nc* 
noted failure to comply w/Section 17 2 12 2 of P0AR re 
measuring <1 test equipment & failure to comply w/opera tl onal 
□A plan 

8K0LDS, J L Region 8 . Office of Director CANTRELL, F 9 Dlvi*i(sni 

of Project Resident Programs 03/09/30 lOpp 81226 115 

Fiche 30-395,63/11/09,0311100125 


p Operating license stage documents it correspondence 


0311070562 Forwards four representative analyses of equipment desiffrt 
margin studies per seismic confirmatory program U draft 
equipment list of active balance of plant, components for 
cold shutdown Proprietary info withheld 

DIXON, 0 W South Carolina Electric J* Oa* Co 03/10/18 DENTON. If fl- 
Dfflce of Nuclear Reactor Regulation, Director app 31065 29<h 
24X Fiche 30-395,03/10/10,8311070362 


— B311070365 Draft "Equipment Required for Cold Shutdown A9LB/ACRB Actsv# 
Dalance of Plant Equipment it Nestinghouse Supplied Valves on 
Piping ♦' 

* Ollbert/Commonweatth Cos 03/10/18 34pp 21063 290 24X 

Fiche 30-393,03/10/16,8311070362 


•0311070570 ''Seismic Confirmatory Program Sample Example t flow Si 
Indicators ilfcCl ’* 

» Oilbert/Commonwealth Co* 03/10/10 26pp 21065 332 24X 

Fiche 50-395,03/10/16, 031 1070562 


— 6311070373 ''Seismic Confirmatory Program Sample Example 2 Air HanOllirg 
Units IHVAC) " 

* Oi Ibert/Commonwealth Cos 03/10/10 20pp 21065 330 a4X 
Fiche 30-393,83/10/10,0311070562 


—0311070577 ^'Seismic Confirmatory Program Sample Example 3 Motor Control 
Ctr (Electrical > " 

* 01 Ibert/Commonweal bh Co* 03/10/18 2?pp 2J066 024 24X 

Fiche 50-395,03/10/18,8311070562 


— B3110703S1 ‘'Seismic Confirmatory Program Sample Example 4 Charging/ 
Safety Injection Pump* " 

e Uestlnghouse Electric Corp 83/10/16 13pp 21066 053 24)C 

Fiche 50-393.03/10/18,8311070362 


--0311070386 "DeBign Rept Nuclear Svc Pump Operability Calculatidni 
•* Pacific Pumps Dlv K-310 76/03/16 32pp 21066 060 24X 

Fiche 30-395,83/10/10,0311070362 


0311020146 Summary of 831011 meeting w/uti 1, Ollbert 6 A*ioc, Inc, 
Neutlnghouse, IHPELL, Dames 8 « Moore it URO/DLUME in Dethetda, MD 
re seismic confirmatory program in support of License 
Condition 2 C (25) Vlewgraphs end 

KOPK1N0, 0 B Licensing Dranch 4 03/10/21 Licensing Branch 4 

39pp 21043 310 24X Fiche 30-395,83/10/21,0311020146, 


0311000526 Denies 030902 request for extension re submittal of responsu 
to Generic Ltr a3~20 " Clari f ipatlon of Required Actions 
Based on Generic Implications of Salem ATU 8 Events " 

Requests response, to extent practical,by 831105 

ADEiySAM, E O Licensing Branch 4 83/10/26 DIXON, 0 N South 

Carolina Electric it Oas Co 2 pp 21111 342 24X 

Fiche 50-393,83/10/26.8311000320 
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8131(1310^03 Generic Ltr B3-3B to oil licensees of operoting pomor 
reactoTi Si applicants for OU re NURE0'^O9&9i "NRC tnvontorg 
of Dams '* Forwards NUREG-0965 "NRC Inventory of Datns" for 
Infa only W/o end Svc list end 

ElSENHUTiD G Division af Licensing 83/10/^31 Consolidated 

tdlBon Co of Neiu York* Inc I4pp 51104 019 24X 

fiche 50'000. 83/10/31 i 0310310403 


6311tOO^’Oa Forwards Amend 18 to License NPF-12 tx safety evaluation 
Amend changes Tech Specs to reflect changes in nuclear 
organization structure 

A DENS AH I E G Uiconsing Branch 4 03/10/31 D1XDN«Q U South 

Carolina Electric h Gas Co Spp 21149 077 34X 

Fiche 90''395t B3/10/3i . 031 1 10O20B 


— 0311100211 Amend 10 to License NPF-12i chang ing Tech Specs to reflec*' 
changes in nuclear organiiatlon structure 

ADENSAhiE 0 Licensing Dranch 4 03/ 10/3i i6pp 21149 079 

24X riche 30-395i 03/10/31. 0311 iOOEOB 


— '0311100213 Safety evaluation supporting Amend 10 to License NPF-12 
e Office of Nuclear Reactor Regulation. Director 03/10/31 3pp 
21149 099 a4X Flche 50-395.03/10/31,8311100200 


aaiioioma Generic Ltr 83-37 to all PWR licensees re NURE0“0737 Toch 
Specs Requests revleu} of Tech Specs to determine consistency 
w/guidance in NURG0-O737 Response required uithln 90 days 
off receipt of ltr 8vt list and 

EIBENHUT.D Q Division of Licensing 03/11/01 Consolidated 

Edison Co of N«w York. Inc 22pp 21149 070 S4x 
Flche 50-000.03/11/01.0311010102 


0311150144 Forwards draft final rept. "Seismic Confirmatory Program - 
Equipment Margin Study No problems discovered in equipment 
design Final rept will be submitted by 031116 

DlXONiO M South Carolina Electric & Gas Co 63/11/01 DENTON. H R 
Office of Nuclear Reactor ReguLation. Director 2pp 21175 030 
24X Fiche 90-395.03/11/01.8311150144 


— S3111S0146 Draft final rept. "Seismic Confirmatory Program - Equipment 
Margin Study '■ 

♦ South Carolina Electric t* Oas Co 03/11/30 292pp 21175 032 

24X Ficho 90-395,03/11/01.0311150*44 


8311020051 Generic Ltr 03-35 to all lirenaces of operating reactors, 
applicants for 0L« 4< holders of CPs r* clarification of TMI 
Actipn Flan Item II H 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
E1SENHUT,D0 Division of Licensing 83/11/02 Consalldated 
Edison Co of New York. Inc I6pp 21104 QOl 24X 
Fiche 30-000,03/11/02.0311020051 


8311140241 Forwards response to Oenerlc Ltr 63-20, "Required Actions 
Dased on Generic Implications of Salem ATWS Events '■ 

RespQiris& describes status of conformance u/posltlons of 
generic ltr & schedules for needed improvements 

DIXON. 0 N South Carolina Electric 4. Gas Co 03/11/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lopp 21150 256 
24X Riche 90-395.03/11/04,0311140241 


8311170210 Forwards "Seismic Confirmatory Program Equipment Margin 
atudy. " final r opt. submi tted per ACRS recommendations l« 

ASLD License Condition 2 C(25) ACRS L A8LD criteria do not 
affect shutdown 1. RftR equipment Mods not required 

DIXON. 0 U South Carolina Electric *< Gas Co 03/11/14 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 21209 120 
24X Fiche 50-399.83/11/14.0311170210 


— 0311170596 "Seismic Confirmatory Program Equipment Margin Study." final 
rep t 

« South Carolina Electric & Gas Co 03/11/30 294pp 21209 12«* 

24X Fiche 50-399.03/11/14.0311170210 


Q311220317 Application to amend License MPF- 12. adding add 1 requirement! 
to feedwater isolation valve Tech Specs 

OIXDN. O N South Carolina Electric h Gas Co 03/11/16 DENTDN.H R 
Office of Nuclear Reactor Regulation. Director 2pp 21262 045 
54X Flchfl 90-395.03/11/16.0311220317 


--Q311220321 Proposed Tech Specs re feedwater Isolation valves 

e SflJuth Carolina Electric it Gas Co 03/11/16 5pp 51262 047 
24X Fiche 50-399.03/1 1/16.9311220317 


8311200364 Application to amend License NPF'-l2, revising Tech Spec 
3 7-46 j "Saf Bty-Related Mechanical Snubbers," to include 
recent feedwater sys mods *< snubber evaluation N5HC 
eppropr i ate 

DIXON. O u South Carolina Electric it Oas Co 03/11/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 21209 163 

24X Fiche 50-395.03/11/16,0311200364 


B31 1280430 Application for amend to License NPr-l3. c hang Irg Tech 
Spec Table 1 0“! to add eddy current brake to non-safety 
roactor bldg cooling unit fan motors ^ 

DIXON. O W South Carolina Elflctric «. Gas Co Q3/11/16 DENTON, H f' 
Office of Nuclear Roactor Regulation. Director 3pp 21304 294 
24X Fiche 30-395.03/11/16.8311280490 

— 0311280463 ProposeiJ changes to Tech Spec Table 3 0-i to add eddy 
current brake to nonsafety reactor bldg cooling unit fan 
motUT s 

* Booth Corolina Flectnc !. Gas Co 03/11/16 4pp 21204 897 
24X Fiche 90-395,03/11/16.0311200490 


031 1300453 Summary n# 031101 meeting ui/ut»l Gilbert Assoc. Inc ih 
Reading. PA re audit of equipment qualification analyses 
for seismic confirmatory program i discussion of questions 
attached to 031021 meeting notice 

HOPKINS. J Licensing Dranch 4 83/11/23 Licensing Dranch 4 

Spp 21325 763 24X Fiche 50-399-03/11/23.0311300453 


Q Inspection reports. IE Bulletins 6 correspondence 


8311070364 Ac k rocelpt of 030929 ltr informiing NRG of steps taken to 
Correct violations noted in lE Insp Rept 3-0-395/83-24 
LEUIS. R C Dlvialon of Project L Resident Programs 03/10/20 
DIXOM.O u South Carolina Electric U Gas Co Ip 21067 214 24'C 

Fiche 50-395.03/10/20.0311070364 


—0311070372 Responds to tJRC 830901 ltr re violations noted In lE Insp. 
Rept 50-395/03-24 Corrective actions ausiliary bldg logs 
restructured to eliminate confusion 6 entiure compliance w/ 

Tech 0pec 

DIXON. D N South Carolina Electric & Oaq Co 83/09/29 

O'REILLY. J P Region 2. Office of Director 6pp 21067 215 2(X 

Fiche 50-395, 03/ 1 0/20. 831 1 070364 


—0311070376 Forwards lE Insp Rept 50-395/03-24 on 030627-0731 t notice 
of violation 

LEWIS. R C Division of Project S* Resldeht Programs 03/09/01 
DIXONtO M South Carolina Electric 6 Oas Co Spp 21067 221 
24X riche 90-395.03/10/20.8311070364 


— 0311070303 Notice of violation from insp on 030627-0731 

« Region 2. Office of Director 83/09/01 3p p H1067 223 24V 

Fiche 50-395.83/10/20.0311070364 


—0311070390 IE tnsp Rept 50-395/83-24 on 030627-0731 Non c omp li ance 
noted failure to check fire d-oors every 24 h t. failure to 
comply w/proccdures re cumulative time that 6-lnch purge 
supply 6 exhaust valves opened during past gr 

SHDLDS, J L Region 2, Office of Director CANTRELl . P 8 Division 

of Project & Resident Programs B3/0Q/31 ISpp 21067 226 24X 

Fiche 50-395.83/10/20,0311070364 


8300300797 IE Info Notice 03-69. “ Improper 1 y- Installed Fire D-ampbrs 
at Nuclear Power Plants " Qvc list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 03O1D3> 83/10/21 Consolidated Edison Co of Neu. 

York. Inc 137pp 21114 351 24X Fiche 50-000,03/10/21.030030079/ 


8300310030 IE Info Notice 83-70. "Vibration Induced Valve ralluros ’ 
Svc list one 1 

JORDAN. E L Division of Emergency Prepsrednesi L Engineering 
Response (Post 0301031 03/10/29 Consolidated Edison Co of New 

York. Inc 117pp 21057 219 24X Fiche 50-000.03/10/23.0300310030 


8300300799 l£ Outletln 83-07. 0u-ppl 1. "Apparently Fraudulent Products 
Sold Dy Ray Mi Her, Inc " Svc list end 

DEYOUNG, R C Director's Office, Office off Inspection and 

Enforcement 03/10/86 Consolidated Edison Co pf New York, £nc 

179pp 21070 i70 84X Fiche 50-000. 83/ 1 0/26 , 8300 3 CX)799 


Q3D031OD34 IE Info Notice 83—71, "Defect in Load-Pear mg Nelds -on 
Lifting Devices for Vessel Head b Internals " Svc list encl 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/10/27 Consolidated Edison Co of Nei« 

Yorkt Inc llSpp 21057 357 24X Fiche 50-000, 03/10/27. 03083*0034 


fl30a3lOO4B IE Inffp Notice 03-72, "Environ Qualification Testing 
Experience " 8vc list encl 

JORDAN. E L Division of Preparedness 6 Engineering 

Response (Post 830103) 83/10/20 Cansolldated Edison Co off New 

York. Inc IDlpp 21155 054 24X Flcha 30-000, fl3/JO/20, B30831004 I 


8311180004 Forwards IF Insp Rept 50-395/B3“Sa on 030905-30 No 
nancompl lance noted 

VERRELLI.DM Division of Project 6 Resident Programs 83/10/20 
DlXDN. 0 W Eoiith Carolina Electric *c Oas Co 2pp 21229 333 24/ 

Fiche 50-395,83/10/28.0311100084 
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— 0311180089 IE Ir>fip Kept 30-393/03-20 on 030905-29 No nonconp 1 1 anc o 
noted Ndjor arsaa inspected licensee act:lQn on prevl otis 
f 1 nd 1 ng Si op ero t i ofi s ^Bvieu«Tec^ Spec coo^p ) lane 0/ phys 1 cal 
pTdtec t i ohh ma 1 nt( burveillance tc LER te open item revi eto 
SKOLDS. J U RBjjion 2, Office of Director CrtNTftELL. F 0 Oivialon 

of Project & Resident Prpgr<sras 03/10/37 Spp 21329 335 24X 

Fjche 50-395.03/10/30.8311100004 


D31 1180094 Foruards IE Insp Rept 30-393/83-30 on 031017-31 No 
n anec/np 1 1 anc c noted 

VERRELLI.D H Division of Project ■& Resident Programs 03/10/28 
SlXONiO N South Carolina Electric it G3S Co 2pp 2i229 346 24)' 

riche 30-395, 83/10/28, 8311 180094 


— -0311100103 IE insp Rept 30-39S/03-30 on 831017~21 No nntlcomp 1 1 ance 
noted Major areas inspoctect core performance, fo 1 Louiup of 
LERs< dial n t, suTve i 1 lance, p 1 ant operat ions, physi ca 1 protection 
& Tech Spec compliance 

RDQQE, J F Region 2. Office of Director CANTRELL. F S Division 
of Project it Resident Programs 03/10/27 4pp 21229 340 24X 

FiCbe SO-395, 03/10/28, 031 J 100094 


0309310057 IE Info Notice D3-73< “Hadlatlon Eiposum From OldVes 
Contamina ted W/D Daughter Products ” Sve list end 

PARTLOU., ^ 0 Dlvlsiarv of 0A< Safeguards S< Insp-ectlon Programs IPost 
0301037 03/10/31 Consolidated Edison Co of Neui Vork, Inc 

llipp 21154 240 24X Flche 50-000,83/10/31.0300310057 


a30Q3l0076 IE Info Notlco 03-76, “Reactor Trip Breaker Malfunctions 
fUnd ervol tage Trip Devices on QE Type AK-2-25 Breakers) “ 

Sve list end 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response iPost 030103) 83/11/05 Consolidated Edison Co of Neu 

York» Inc IlSpp 21514 024 24X Flche 50-000,03/11/02,0300310076 


0309310075 lE Info Notice 63-75. "Improper Control Rod Manipulation ■' 
9vc list end 

JORDAN, E L Division of EmeTgencg Preparedness k Engineering 
Response (Post 830103) 83/11/03 Consolidated Editor Co of Neiu 

York, Inc lJ4pp 21513 233 24X FJche SO-000. 03/J J/03, B30D310075 


fl3|JlS0l25 Acfc receipt of 631104 Jtr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/03-27 
LENI9, R C Division of Project k Resident Programs 63/11/09 
DIXON. □ N South Carolina Electric k Oas Co Ip 21226 102 24X 

Fiche 50-395,03/11/09,0311100125 


—8311180127 Responds to NRC 031005 Itr re violations noted In IE Insp 
Rapt 50-395/03-27 Corrective actions revs to operational 
OA plan St Section 17 2 12 2 of F8AR h engineering review of 
drauilng control program initiated 

DIXON, a W Eouth Carolina Electric Oas Co 83/11/04 

O'REILLY, J P Region 2, Office of Director Spp 21226 i03 24X 

Fithc 50-395,03/11/09,8311190125 


— 03J110O189 Foruards IE Insp Rept 50-395/33-27 on 630801-0902 t. notice 
of Yiolatian 

LEN]S,R C Division of Project k Resident Programs 83/10/05 
DIXOM. 0 U South Carolina Electric k Oas Co 2pp 21226 111 
24X Plche 50-395.03/11/09,6311180)25 


— 8311100132 Notice of violation from Insp on 030801-0902 

e Region 2, Office of Director 03/10/05 2pp 21226 113 24X 

Flchc 50-395,03/11/09,6311180125 


— D3111B0135 IE Insp Rept 50-395/83-27 on 030001-0902 NonComp 1 lance 
noted failure to comply w/Section i7 2 12 2 of FSAR re 
measuring ^ test equipment & failure to comply ui/operatl onal 
QA plan 

EkiOiOS, J L Region 2. Office of Director CANTRELL. F S Division 

of Project It Resident Prograois 03/09/30 lOpp 21226 115 24X 

FI Che 50-395,03/11/09,8311180125 


0311010015 IE Info Notice 03-77, "Air/Oas Entrainment Events Resulting 
In Sys Failures '* Sve list end 

JORDAN, E L OlvlslDTi of Emergency Preparedness Si Engineering 
Response (Rost 830103) 83/11/14 Consolidated Edison Co of New 

York, Inc ll4pp 24X Ficha 90-000, 83/1 1/14, 031 lOlOOl 5 


S311010018 IE Info Notice 03-70, '"Apparent Improper Mod of Component 
Affecting Plant Cafety " Sve list encl 

a/ORDAN, E L Division of Emergency Preparedness & Engineering 
RespansP iPost 030103) 03/11/17 Consolidated Edison Co of Neu; 

Yprki fnt 1 I7pp 2t603 001 24X Fiche 50-000, 83/1 1/ 17* 031 1010010 


periodic operating reports & related correspondence 


31117034B Monthly operating rapt for Sept 1983 W/031O14 Itr 
TAYLOR, G j , DIXON, □ W Sooth Carolina Electric k Oas Co 03/iO/14 

DARRY, L W Office pf Resource ffanagefnen t. Director 6pp 
21211 334 24X Fiche 30-395,03/10/14,8311170340 


S Reportable occurrences, LERs 6 related correspondence 


0311010054 UER B3''109/03L-0 on 630910, integrated fire k secdrlty 
computer fal led, caus Ing loss of alarms from fire detection 
instrufflentati on ft loss of computer controlled access vital 
area doors card readers Cause not stated N/631018 itr 
KQLD, L E , DIXON* D N South Carolina Electric t> Gas €o B3/1Q/16 
O'REILLY. J P Region 2, Office of Director 3pp 20970 062 24X 

Fiche 30-395. 63/ iO/ IS, 03U 01 0054 


□311010064 LER 83-116/03L-0 on 831003, discrepancy of 3X observed during 
performance of channel check between main control board -Sc 
control room evacuation panel Indication for boric acid tank 
level Caused by instrument drift N/83J024 Itr 
MCKINNEY. C J , DIXON, O W South Carolina Electric ft Oois Co 
03/10/24 D'REILLY. J P Region 2. Office of Director 2pp 
20971 264 24X Fiche 50-395,03/10/24,0311010084 


0311010053 LER 83-118/03L-0 on 031003, press ur i z er relief tank live! 
discrepancy of 107 observed Caused by tank level transmitter 
instrument drift Transmitter recallbr U/B3i035 Itr 
MCKINNEY, C J , DIXON, D N South Carolina Electric «, Oa s Co 
83/10/23 O'REILLY, J P Region 2, Office of Director. 2pp 
20970 065 24X Fiche 30-395, 83/10/25, 8311010053 


0311010167 LER 83-115/03L-0 on 030927, HI-RAD alarm circuit shortmd 
Control room supply atmosphere particulate gaseous lodina 
monitor RM-Ai declared inoperable Caused by personnel error 
Monitor repaired (< personnel counseled N/83102S itr 
KOLBiL E , DIXON. 0 N South Carolina Electric k Gas Co 83/10/25 
O^REILLY, J P Region 2. Office of Director 3pp 20977 212 24X 

Fiche 50-399.83/10/25,6311010167 


0311040067 LER B3-H9/03L-0 on Q30727* turb Ino room sump liquid 
radiation monitor RM-U8 had Insufficient sample flow Caused 
by clogged strainer in sensing line strainer cleaned Mod in 
process to install strainer w/backflush W/fl3t026 Itr 
KOLB.L E , DIXON. 0 U South Carolina Electric k Gas Co 63/10/26 
O'REILLY, J P Region 2, Office of Director 2pp 21052 223 24X 

Fiche 50-395, 63/10/26, 831 i 040067 


8311020326 LER e3-it7/03L-0 on 631010, smoko detectors In Zone PP 
declared Inoperable k RIAC panel 18 locked into alarm k 
uifluld not reset Caused by steam teaks in area of detectors 
Valves verified tripped Si leaks repaired W/831027 Itr 
□ QUKNIOHT.R J , DIXON, O.N South Carolina Electric k Gas Co 
63/10/27 O'REILLY, J P Region 2, Office of Director 2pp 
21010 224 24X Fiche 50-395,03/10/27,0311020386 


8311020365 LER 63-120/03L-0 on B31014, alarm received in control room 
associated u/smoke detectors in Zone JJJ Caused by bad fffiolce 
detector head Un|t rep lac ed, survel 1 lance test performed b 
zone declared operable on 631014 N/B3i027 Itr 
OOUKNIGKT.R J , DIXON, 0 W South Carolina Electric k Gas Co 
03/10/27 O'REILLY, J P Region 2, Office op Director Spp 
21010 162 84X Fiche 30-395,63/10/27,0311020365 


6311090263 Part 21 rept re failure to meet separation criteria on rtain 
control board defined in IEEE 364-1974, Beet i on S, 6 8 
Initially reported on 630922 DC pauier circuit reworked 
ensuring protection against electrically generated fire 
DIXON.O 14 South Carolina Electric k Oat Co 63/10/31 
O'REILLY, J P Region 8, Office Of Director 2pp 21099 169. 24X 

Fiche 30-399,63/10/31.6311090203 


8311070253 LER e3-121/03L-0 on 031019, rec ently installed firf door near 
floor opening in control bldg at 44B-inch elevation not 
Identified on auxiliary operator log Caused by personnel 
error Door added to log W/631103 Itr 

DOUKNIGHT.r j , DIXON.O U South Carolina Electric k Gas Co 
83/11/03 O'rEILLV, J P Region 2, Office of Director 2pp 
21099 239 24X Fiche 50-373,83/11/03,8311090253 


6311090263 RO on 631003, cable tray covers for Control Bldg Rooms 
CD63-04 b CD29-02 removed to install cables Removal of trays 
degraded fire barrier assetsbliis to inoperable status during 
electrical mods Mods executed k covers reinstalled 
DIXON, Q W South Carolina Electric k Oas Co. 03/11/03 
O'REILLV, JP Region 2, Offlcf of Director 2pp 21099.044 24X 

Fiche 50-399,83/11/03,0311090263 


B3llL70tl2 RO on 63101 3, reactor bldg Zone 000 smoke detectors declared 
Inoperable due to receipt of intermittent trouble alarms 
Cause unknown Corrective action scheduled for upcoming 
outage 

DIXON.O W South Carolina Electric k Oas Co 63/11/09 

O'REILLY, J P Region 2, Office of Director 2pp 21214 060 24X 

riche 50-395.83/11/09,8311170112 
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0311220061 I ER B3-122'D3l-0 on 031 01 4. i od i ne channel of RM-A3 declared 
Inoperable after hi voltage removed to allou for changing 
filters Cause unknown No corrective action other than 
scheduled maint t* testing planned lnl/03lill Itr 
CiDUUNlGHT R J . DIXONiO M South Carolina Electric I* Oas Co 
D3/11/11 O'REILLY J P Region 2. Office of Director 2pp 
21235 193 245< Firhc 50-395.03/11/11-0311220061 


□311220367 led G3-123/O3L-0 on 031022- ui/p lant In Modo 1> inlet damper 
to auKlliarq bldg charcoal eihaust filter fan Q failed to 
open Caused by linkage binding Linkage cleaned & lubricated 
H/Q3llii Itr 

DQUKNICMT>R J . DIXON. D W South Carolina Electric It Gas Co 
93/11/11 D'REILLY. 0 P Region 2- Office of Director 2pp 
21261 197 24X Fiche 30-395.03/11/11-9311220367 


G31i220470 LER G3-i24/03L-0 on 93 1 lOl . Kaouioo 1 fire barrier on conduit 
SWC-07C in 6VC water pumphouse found damaged Caused by moint 
activity k^aouQol repaired U/031111 Itr 

BQUKNIOKT.R w» . DIXON. 0 U South Caroling Electric l« Gas Co 
93/11/11 O'REILLY J P Region 2. Office of Director 2pp 
81297 025 24X Fichc 50-395.93/11/11.8311220470 


0311220310 LER G3~129/04L-0 on 031021. grab sample of main plant vent 
not taken within 12 h of reactor trip Caused by personnel 
error Technician counseled on failure to perform 
surveillance U/e31119 itr 

tICKiNNEV.C J . DIXON. 0 W South Carolina Electric ii Gas Co 
03/11/15 O'REILLY. J P Region 2. Office of Director 2pp 
81261 313 24X FUho 50-395i 83/1 1 / 1 9. 831 1220310 


8311260481 Part 21 rept forwarding list of HVAC units supplied tn 
facilities All units built In Mlnston-Salem. NC facility 
DROVI^lid T Dahnson Co . Inc dubs of Hillman Coal Coke Co ) 
03/11/19 DCYOUNQ.R C Director's Office. Office of Inspection and 
enforcement 5pp 21263 357 24X Fiche 50-000,03/11/10.0311260401 


DOCKET 90-396 UNJV OF VIRGINIA CAVALIER REACTOR 


P Operating license stage dorumonts & correspondence 


6311090196 Forwards Amend 3 to License R-1S3 & safety evaluation Amend 
changes Tech Spec Section 3 2 re reactivity & Section 9 1 
re reoctor fuel 

THOMAS. C □ Standard i aation h Special Projects Dranch 03/10/27 
BRENIZER.JS Virginia. Unlv of, Charlottesville. VA 3pp 
21119 351 24X Fithe 30-396,83/10/27.6311090136 


--0311O9O162 Amend 3 to License R-123. chang ing Tech Spec Sections 3 2 re 
reactivity & 3 1 re reactor fuel 

THQMAS.C a Standard 1 1 at I on t Special Projects Dranch 03/10/27 
7pp 21115 353 S4X Flcbe 50-396,83/10/27.0311090159 


0311090164 Safety evaluation supporting Amend 3 to Llcenso R-133 
« Office Qf NuclCcir Reactor Regulation. Director 83/10/27 3pp 
31115 360 24X Fiche 50-396,03/10/27.0311090198 


DOCKET 50-397 WPPSS NUCLEAR PROJECT. UNIT 2 


A Appl Icat lon/construc t ion stage documents & correspondence 


8311060362 Forwards List of documents not In docket files re QA» QC S. 
design def i c ianci es. per 831007 request 

DENTON. H R Offico of Nuclear Reactor Regulation, Director 
03/10/10 MARTIN.J n Region 9. Office of Director 4pp 
21114 322 24X Fiche 90-397,63/10/18,0311000362 


—8311060390 Advises of Reprosentatt vo J Heaver 830926 roq.uust for 
documents re QA. QC t- design deficiencies Listing required 
by 031014 

MARTIN, JB Region 9. Dffico of Director 83/10/07 DENTON.H R 
Office of Nuclear Reactor negulation. Director DEYOUNO.R C 
Director's Office, Office of Inspection and Enforcement 3pp 
21114 326 24X Fiche d0-’397i 93/10/16. 631 1090362 


Q31103D254 Denies 830906 request for time extension for 120-day 
response to Gonorlc Ltr SG-aS re generic implications of 
Salem ATHS events Info requested, to extent practical. by 
631105 

SCHHENCER.A Licensing Branch 2 Q3/1Q/29 MAZUR.D Hashlngton 

Public Power Supply System 2pp 21049 277 24X 

Fiche 50-397,03/10/25,0311030254 


6311070303 Documents applicability of battery level correction only fox' 
levels out of spec h provides basis for not applying level 
correction to specific gravi ty . provi ded battery levels 
maintained within spec 

SORENSEN, Q C Ha&hington Public power Supply System 03/10/20 
SCHHENCER.A Licensing Branch 2 2pp 21062 209 24X 

Fiche 90-397.83/10/20,0311070303 


6311070346 Advisee that turbine bldg temp monitoring signal being 
deleted from Qrouo 1 isolation 1 n s trumanta t l un list 
Instrument will remain to provide alarm function only 
rte<isur,s for deleting isolation aspect provided 

SDRENBEN. G C Ha^M ington Public Power Supply System 63/10/20 
SCtiHENCER.A Licensing Branch Z 2pp 21063 11] 24X 

Fir he 50-397, 63/ 10/20. Q3l 1 070346 


6311140032 Notification of 631102 meeting w/utll in QetheSda.MD to 
discuss control room design 

AULVCK. R Licensing Branch 2 B3/1O/20 GCHWENCER. A Licensing 

Brunch 2 Jpp Jl 162 397 24X FUha 50-397,83/10/20.8311140032 


0310310403 Generic Ltr 93-36 to all licensees of operating power 
reactors h applicanf-s for QL re NURCG~0965. "NRC Inventory 
nf Dams ” Foruards NUREG-096S ''NRC Inventory of Dama ' for 
info only W/o one I Sve list oncl 

EIGENHUT-D G Division of Licensing G3/I0/31 Consolidated 

Edison Co of New York. Inc I4pp 21 184 019 24X 

Fiche 50-000,03/10/31 6310310403 


9311070509 Responds to NRC B30S30 request for addl info rc qunst 
appraisal team concern re use of rigid conduit connection to 
electrical eq.uLpment ends Concern Informally discussed 
W/NFIC h considered closed 

SORENSEN. G C HasMngton Public Power Supply Sg«tem 03/11/01 
SCHHEPIGER.A Licensing Branch 2 Ip 21064 194 24X 

Fiche 50-397.63/11/01,0311070505 


6311020091 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs holders of CPs re c lar i f Icatlon of TMl 
Action Plan Item II H 3 31 Submittal of bounding 
demonstratioin will satisfy requirements Sve list end 
CIBENHUT.D O Division of Licensing 03/11/02 Consolidated 
Edison Co of New York. Inc 16pp 21184 001 24X 

rithP 50-000.03/11/02,9311020051 


B311090094 Forwards replacement pages for Table S-2 of offsite dose 
calculation manual Headings identifying sample type 
inadvertently omitted 

SORENSEN, G C Washington Public Power Supply System 83/11/03 
SCHHENCER.A laconslng Branch 2 Ip 21100 231 24X 

Ftche 90-397,63/11/03-8311090054 


8311070066 Forwaids change to FSAR Chapter 11 4, Section 1 1 4 re sys 
description of portable solid radw^ste solidification $gs. 
per MHC teUoo request Final submittal will be included In 
next FOAR amend 

SDREMSEN.GC Nashington Public Power Supply Systeim 63/11/03 
SCHHENCER.A Licensing Branch 2 2pp 21100 213 24X 

Fichu 50-397,63/11/03,031 1090066 


9311140473 Forwards soppl for record of Ottlnger 030914 hearings on 
financing completion of HPPSS power plants 

DtHCKS,H J Office Of the Executive Director for Operetlons 

03/11/03 Office of Congressional Affairs 5pp 21191 339 24i 

Fichu 50-397, 83/11/03. 631 I 140473 


8311130309 rorwards Info providing status of response to Generic Ltr 
Q3-2Q, "Required Actions Eased on Generic Implications of 
balem ATHS Events " Response will be mailed an 831110 
SORENSEN. G C Hashington Public Power Supply System 03/11/04 
SCHHENCER.A Licensing 0 ranch 2 2pp Btl79 300 24X 

Fiche 50-377, 63/11/04. 631 1 150309 


0311160060 Forwards summaries of equipment that need not be 
selsmlcallg qualified by fuel load per SER CNUREG-0692) 

Jus 1 1 f 1 cat] on explaining why facility can be operated safely 
until qualification completed included 

SORENSEN. 0 C Hashlngton Public Power Supply System 93/11/04 
9CHMENCER.A Licensing Branch 2 20pp 21109 276 24X 

Fiche 50-397.03/11/04,0311160060 


8311160067 FoTw.ird6 addl info requested in Q31D27 telcon re pmeedura* 
requirements for posfc-ac c id ont sampling per TMl Action Item 
II F 1 2 Add 1 info wi H be reflected an next amend to FSAR 
SORENSEN, 0 C Washington Public Power Supply System 93/11/04 
gCHWENCCR.A Licensing Branch 2 2pp 21196 005 24X 

Fiche 50-377.03/11/04,9311160067 


9311160060 Forwards marked-tip Section 6 2 of FSAR re annulus 
pru&sur 1 lat 1 on load evaluat 1 on. per 831027 telcan request 
Info will be incorporated into next FSAR rev 

SORENSEN, 0 C Washington Public Power Supply System 93/11/04 
SCHHENCER.A Licensing Branch 2 4pp 21195 166 24X 

Fvchc 50-397.03/11/04.0311160060 


SvM 1300333 Forwards Rev 2 to pump I« valve inservlce test program plan 
t« 21 overslro drawings 

SURENSEN, 6 C Hashlngton Public Power Supply System 03/11/04 
aCHWENCERi A t.tccniing Dranch 2 Ip 21314 104 24X 

Fiche 90-377.83/11/04,0311300333 
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- ^31|3003□^^ Rf/ J to p>;mp K val'e inaervire test progi am plan W/21 
oversiiD flrauiings Aperture cards are available in POR 
t-JOUf^ GRAMM, R , REIS M , HOVLE, T Waghtngtan Pub-Jic Power Supply 
System B3/ll^03 ISOpp 213^ lOS 24Je Fiche 50-397* B3/1 W04 
□3J 1300333 


0311150125 Forwards, per 031021 tflcon, onamp le tabulation Of stresses at 
postulated break location* & c lar J f » cat i ort of FBAR Section 
j i 2 1 3 re leakage cracks In high energy tgg Breaks at 
Nodes 2, S Sr 6 need not bo postulated 

SCRENSEN* G C Washington Public Power Supply System ^3/11/07 
5CHWENCER; A Licensing Branch S 3pp 2U74 267 24)1 

FUhe SO-397, 03/ll/O> 0311150123 


BJU2I0360 Forwards response to FSAR Questions 031 143-031 1 S9 re 
control sys failures Single bus failure luill not severely 
restrict plant operator ability to monifcar plant status 
thfDodh control room indicators 

SDRENSEN, G C Washington Public Power Supply System 83/11/10 
QCHWENCER,A Licensing Branch 2 2lpp 21239 357 24X 

Fiche 50-397,83/11/10 B3n21(>360 


0311220444 Notifies of intentions to eliminate fuel all purifiers as 
existing Tech Bpet ensures adeq.uato ruel oil quality 
SURENSEN, G C Washington Public Power Supply System 03/11/17 
gCHWENCER*A Licensing Branch 2 3pp 21238 008 24X 

Ficho 90-397, 83/1 1/17, Q31 1230444 


0311220462 Forwards revised TSAR Section 3 6 to clarify analysis of 
leakage clacks in high energy sys Tabulated stresses for 
remainder of pipe break & missile study analysis will be 
submitted by BJ1209 upon completing final analysis 
SORENSCN. G C Washington Public Power Supply System 83/11/17 
8CHWCNCER,A Licensing Branch 2 2pp 21239 124 34X 

Fiche 50-397,03/11/17,8311220462 


0311220275 Forwards response to Generic Ltr 03-28 Program for revliw < 
analysis of unscheduled shutdowns designed to assure 
accurate determination of safe plant lestart following 
reactor trips 

80RENSEN, G C Washington Public Power Supply System 83/11/10 
SCHWENCER.A Licensing Branch 2 29pp 21254 144 24X 

Fiche 50-397,03/11/18,0311220275 


8311210258 Forwards piocedure to ensure operability of E8F sys 
following removal from svc per NURE0-Q737, Items II K 1 10 
& II K I 5 Confirmatory Issue 22 considered closed 
SORENSEN, G C Washington public Power Supply System 83/H/ll 
SCHWENCERiA Licensing Dranch 2 2pp 21236 OGl 24X 
Flthe 30-377,83/11/11,8311210258 


— 03U21O26O Rev 3 to Administrative Procedure I 3 1, "Standing Orders/ 
Night Orders *’ 

martin, J Washington Public Power Supply System 83/11/07 6pp 
21236 003 24X Fiche 50-397,03/11/11,8311310258 


"0311310262 Rev 2 to Administrative Procedure I 3 4, '“Operating Data 
Logs ■' 

MARTIN, J Washington Public Power Supply System 83/06/30 lOpp 
31236 000 34X Fiche 50-397,63/11/11,8311210258 


E NRC Safety Evaluation Report tSER), auppls & correspondence 


6311010193 Advises that installation Of acoustic monitoring fy» to 
monitor discharge of safety relief valves 6 provide open/ 
closed info alarms in control room completed, per 6£fl 
Confirmatory Item IQ 6 TMI Action Item 11 D 3 

SORENSEN, 0 C Washington Public Power Supply System 03/10/23 
SCHWENCER,A Licensing Branch 2 Ip 20993 235 24X 

Fiche 50-397,03/10/23,0311010193 


Q311010197 Forwards concerns & responses re SORT audit regarding 
suppression pool outlet valve UPCS-V^'l 5, per NUREG-0B92, 

QSER 3 

SORENSEN. 0 C Washington Public Power Supply System 63/10/03 
SCHWENCERiA Licencing Branch 2 2pp S0976 240 24X 

Fiche 50-39/, 03/l0/;^5. 031 1010197 


"B3U210264 Rev 2 tO Administrative Procedure I 3 6, "Shift Turnover 
♦ Washington Public Power Supply System 83/07/13 7pp 
21236 018 24X Fiebe 50-397.03/11/11,8311210258 


—8311210266 Rev 4 To Administrative Procedure 1 3 7, "Helnt Work 
F(e(lup9t " 

martin, W Washington Public Power Supply System 03/10/31 24pp 
21236 025 24X Fiche 50-397.03/11/11.0311210258 


— 8311210269 Rev 6 to Administrative Procedure 1 3 8, '“Equipment 
Lleorance ?, lagging " 

MARTiNiJ Washington Public Power Supply System 83/11/07 I7pp 
21236 048 24X Fiche 50-397.83/11/11,8311210258 


8311010201 Forwards response to nRC concerns in SSER Section 3 10 1 I 
during SORT audit re frequency tests Approaches stated in 
OC Repi N0E-2478B util lied 

SORENSEN, G C Wash mg ton Public Power Supply System 63/10/25 
SCHWENCER.A Licensing Branch 2 3pp 20993 191 g4X 
Ficho 50-397, 03/10/25, 031 1010201 


8311010235 Advises that implementation of changes re automatic 
depressurl ration sys logic Idontifled in util 830726 ltr 
can be accomplished during first refueling outage Commitment 
satisfies SER Outstanding Issue 1 7(9> 

SORENSEN, G C Washington Public Power Supply System 83/10/25 
SCHWENCER.A L iconsing Branch 3 Ip 20976 231 24X 

Fiche 90-397, 03/ 10/2S. 0311010239 


--6311210271 Rev 3 to Administrative Procedure 13 9, '“Control of 
Electrical Mechanical Jumpers 1* Lifted Leads " 

MARI IN, J Washington Public Power Supply System 83/10/31 9pp 
21236 065 24X Fiche 50-397,03/11/11.0311210298 


— 8311210273 Rev 6 to Administrative Procedure 1 9 1, "Tech Spec 
Surveillance Testing Program " 

riARl IN, J Washington Public Power Supply System 83/11/07 I8pp 
21236 074 24X Fiche 50-397,83/11/11*0311210290 


8311220223 Forwards revlsad pages to FSAR Section 0 3 to undervaltage 
protec ti on, per telcon request Changes will be reflected In 
F5AR Amend 34 

SORENSEN. G C Washington Public Power Supply System 63/11/19 
SCHWENCER.A Licensing Branch 2 12pp 21294 304 24X 

Fiche 90-397,83/11/19,0311220223 


6311220280 Advises that triaiial peak accelograph will 
reactor pressure vessel cap space frame at Elevation 
F0AR will be amended to indicate changed location 
SORENSEN, G C Washington Public Power Supply System 
SCHWENCER.A Licensing Branch 2 2pp 21293 349 
Fiche 90-397. 83 .'ll/ 15. 831 1220280 


be mounted on 
304 ft 

03/11/19 

34X 


3U12S036B Advises that Tech Spec 3/4 6 4, requiring in situ operational 
tostlng of urtwe 1 1-to-dry we 1 1 vacuum breakers . ml 1 1 bound 
snubber opeiabljity testing requirements Spare snubbers 
available in event of installed snubber failure 
saRENSEN, 0 c Washington Public Power Supply System 83/11/19 
SCHWENCER.A LlCBiiKiitg Branch 2 Ip 21261 041 24X 

FichP 50-397.03/11/15 8311220360 


11 l?20J7fl Forwards listing of preoperationa I & acceptance tests that 
may be completed after fuel load CompletlDti schedule for 
listed sys clarified per SER (NUREG-0892} 

SORENSEN, 0 C Washington Public Power Supply System 03/11/15 
SCHWENCER.A Licensing Branch 2 3pp 21261 042 24X 

Fiche 50-397.03/1 1/15,8311220378 


8311080196 Forwards response to revised F8AR Question llO 42 re euppor 
design adequacy for anchor Group 37. including Procedure 
3900-76, "MCO-90 Phase II Btudy, " per NRC 031012 request fc 

SER Confirmatory Issue 7 

60REN8EN. 0 C Washington Public Power Supply System 03/10/28 
SCHWENCER.A Licensing Branch 2 5pp 21074 272 24X 

FlChB 90-397, 83/10/28. 8311080156 


— □3110B0I61 Procedure 3900-76, “'MEB-SO Phase II Study 

RAMOS. E Washington Public Power Supply System 83/10/22 0Opp 
21074 297 24X FiChe 90-397,83/10/28.0311080156 


8311160060 Forwards summaries of equipment that nerd not be 
seismicallg qualified by fuel load per SER <Nl/REO-OB92> 
Justification explaining why facility can be operated safely 
until qualification completed included 

BOREN0EN,GC Washington Public Power Supply System 83/11/04 
SCHWENCER.A Licensing Branch 2 20pp 21108 276 24X 

Ficho 90-397,83/11/04,0311160060 


0311210321 Informs that redundant vacuum breaker will be Inatalled in 
parallel w/first valve to mlnimiie future operational 
venting problems per App 0 of 001201 generic SER, in response 
to 031104 teicnn 

BORENSCN, Q C Washington Public Power Supply System 83/11/11 
SCHWENCER.A Licensing Branch 2 2pp 21234 3i 1 24X 

Fiche 50-397.03/11/11,0311210321 


031 1 210372 Forwards resumes nf individuals w/previous startup or 
licensed operating expert ence. per SER Section 13 1 2 1 SER 
<NUREG-0B92) License Condition 10 closed 

SORENSEN, 0 C Washington Public power Supply System 83/11/11 
SCHWENCER.A Licensing Branch 2 14pp 21239 116 24X 

Ficho 50-397.83/11/11.8311210372 
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□311220379 FoTuardi liskin 9 of preop erat 1 ona 1 3. acceptance tests that 
cnag be completed after fuel load Completion schedule for 
listed 5ijj5 clarified per SHR (NUREG'O092> 

SURENS E M- G C Washington Public Power Supply System 03/ U / 1 & 
SCHWENCER.A Licensing Branch 2 3pp 21261 042 PAX 
Fichl} 50-377, 03/11/15. 03t 122037B 


03112BO174 Amende 831115 Itr on BER ( NUREG''0B92 ) Confitmatorg Issue I 
re overheating of gadoHnla fuel pellets.per 631116 telcon 
Issue closed by issuance of GE Rept NEDE-?37B5~1-Pi App B 
SORENSEN, G C Washington Public Power Supply System 03/11/17 
9CHWENCER>A Licensing Branch 2 Ip 21203 163 PAX 
FiChe 50-397, 03/11/17, 831 l2a0l7A 


0311200166 Advises that all TMI action plan equipment reviewed to 
identify environ qualification status All equipment eithor 
qualified or lack of qualification just if led, per Section 
31131 of SSLR (NOREG-0092) 

SORENSEN. G C Washington Public Power Supply System 03/n/2i 
8CHWENCEft,A Licensing Branch 2 2pp 21203 lAB 2AX 
FiChe 50-397,03/11/21.8311200166 


p Security, medical, emergency 6 fire protection plans 


6310200362 Generic Ltr 63-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to IOCFRSO Svc list end 

El&ENHUT.O 0 Division of Licencing 83/10/17 Consolidated 
Edison Co of New York, Inc 2lpp 21114 327 2AX 
Ficho 50-000.03/10/19,0310300362 


0311090360 Forwards info In response to NRC concerns identified in 
B30413 fire protection site audit W/seven ovorsiie drawings 
Aperture cards are available in PDR 

SORENSEN, 0 C Washington Public Power Supply System 63/10/26 
SCHWENCER.A Licensing Branch 2 Ip 21103 20A 24X 

Flcho 50-397. 03/IO/P0. 0311070360 


•0311070364 "Hanford 2 Power Generation Control Complex (POCO Floor 
Plate Design " 

HART.C W . SPENCER, E C . ARTIOAS, R General Electric Co 

03/09 / 09 37pp 2U03 205 24X Fiche 50-377. 03/10/20, 031 109036v 


0311070234 Forwards addl info re emergency classification sys 6 
emergency action levels, per NRC 031005 request Due to plant 
design, not possible to quantify primary coolant leakage In 
eicesB of Tech Spec limits 

SORENSEN. G C Wauhingbon Public Power Supply System 03/10/31 
SCHWENCEn.A Licensing Branch 2 8pp 21062 353 SAX 
Fiche 50-397.03/10/31,8311070234 


0311150000 Forwards Rev 4 to physical security plan Rev withheld 
<ref 10CrH73 21 ) 

SORENSEN. 0 C Washington Public Power Supply System 83/11/07 
SCHWENCER.A Licensing Branch S 2pp 21175 020 24X 

Fiche 50-397,03/11/07,831 1150008 


0311280124 Forwards Rev 2 to physical security plan Rev withheld 
Iref 10Crn73 21 ) 

SQRENSEM.O C Washington Public Power Supply System 03/11/09 
KNIGHTON, 0 Licensing Branch 3 2pp 21203 107 24X 

Fiche 50-397.83/11/09,6311200124 


0 Adjudicatory correspondence 


0311210055 Forwards notice of receipt of request for actian under 
10CFR2 206 for 031014 petition directing NRC to institute 
show cause proceedings based on alleged const deficiencies 
DEYOUNG, R C Director's Off ice. Office of Inspection and 
Enforcement 03/11/09 ROSALIE, E Coalition for Safe Power 2pp 
21262 333 24X Fiche 50-377,03/11/09.8311210055 


0311170449 Notice of receipt of Coalition for Safe Power 8310)4 
petition to institute show cause proceedings based on 
alleged const deficiencies 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 03/11/09 Ip 21262 335 24X Flqho 50-397, 

B3/U/09, B31 1210035 


H General correspondence 


0311080400 Requests correspondence be directed to GC Sorensen 
MAZURf D W Washington Public Power Supply System B3/10/31 
DENTON, H R Office of Nuclear Reactor Regulation, Director 

MARTIN, J D Region 3, Office of Director 2bp 21078 155 2AX 

ri cho- 50-397, 03/10/31, 031 1Q0OAQO 


K Utility Final Safety Analysis Report (FSAR> 6 amends 


8311230085 Forwards Amend 33 to FSAR 

SORENSEN, G C Washington Public Power Supply System B3/U/03 
BCHWENCCR.A Licensing Branch 2 2pp 21266 OOl a4X 
Flcho 50-397.03/11/03.0311230005 


“□3U2J00B6 Amend 33 to FSAR 

* Washington Public power Supply System 83/U/30 703pp 

21266 009 2AX Fiche 50-397, 03/ 1 1 /03. 8311230005 


F* Operating license stage documents 6 correspondence 


8311090056 Replacement pages for Table 5-2 of offsite dose calculdtia 
manual, adding headings to identify sample type at each 
station location 

* Washington Public Power Supply System 03/11/03 App 
21100 232 2AX Fiche 50-397.83/11/03,0311090054 


0 Inspection reports, IE Bulletins 6 correspondence 


0311210329 Responds to NRC 030603 Itr re violations noted In IE Insp 
Rept 50-397/83-14 Corrective actions review of 
nonconformance repts Identifying locations of honeycombs or 
voids repaired by Contract 6426 will be conducted 
CARLISLE. C S Washington Public Power Supply System 03/07/01 
STERNBERG, D M Region 5, Office of Director 0pp 21234 260 24!< 

Fiche 50-397,03/07/01,8311210329 


0311210213 Forwards final response to notice of violation from IE Insi 
Rept 70-397/83-14 Corrective actions review of quality 
documentation 6 receiving records performed to assess 
potential for inadvei tent substitution of reinforcing steel 
CARLISLE, C S Washington Public Power Supply System 03/07/29 
STERNBERG, D M Region 5. Office of Director 9pp 21235 L63 24< 

Fiche 50-377.03/07/29,8311210213 


8308300/97 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response tPost 0301031 03/10/21 Consolidated Edison Co Of Neu 

York. Inc 137pp 21114 351 a4X Fiche 50-000,03/10/21,030030079' 


0300310030 IE Info Notice 63-70, "Vibration Induced Valve Failures ' 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/25 Consolidated Edison Co of Ne" 

York, Inc 117pp 21057 ?19 24X Fiche 50-000,03/10/25,830931003', 


0300300779 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc " Sve list encl 
DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000,03/10/26,0308300799 


8311060336 Forwards responses to NRC 831014 request for info re noticv 
of violation transmitted u/ic Ihsp Rept 50-397/03-30, 

Including info concerning Quality Class 1 as-built program, 
calculations 6 third-party assessment of pipe supports 
Carlisle, C S Washington Public Power Supply System 63/10/26 
martin, J D Region 5, Office of Director 264pp 21079 060 24X 

Ficho 50-397, 83/ 1 0/?6, 831 1000336 


0300310034 IE Info Notice 83-71, "Defect in Load 'Bearing Welds on 
Llftinq Devices for Vessel Head 6 Internals " 8vc list ehcl 
UQROAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/27 ConsoUdoted Edison Co of Ne.j 

York, Inc llSpp 21057 357 24X Fiche 50-000, 03/10/27, 030031003-i 


0300310040 IE Info Notice 03-72, "Environ Qua 1 1 f icatlen Testing 
Experience " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/28 Consolidated Edison Co of Ne,j 

York, Inc I31pp ?1153 024 24X Fiche 50-000. 03/10/28, 0300310042 


0311010200 Atk receipt of 631021 Hr informing NRC of steps taken to 
correct vinlatlonB noted in IE safeguards insp repts 
NORDERHAUG, L R Region 5, Office of Director 83/10/29 
CARLISLE. C 5 Washington Public Power Supply System Ip 
20979 225 ?4X Flchq 50-397,03/10/30,8311010280 


— 8311010204 Responds to NRC 030920 Itr re violations noted in IE 
safepuards insp repts Corrective actions Immediate cessation 
of any addl fuel ( od return shipments effected No further 
nuclear mail transactions performed 

MARI IN. J D Washington Public Power Supply System 03/10/21 

NCRDERHAVO.L Region 5, Office of Director 3pp 20979 226 2^^ 

Fiche 50-397 , 03/ 1 0/20 , 03 1 1 0 1 0200 
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830Q3100S7 IE In^o Notice 63^73, '*Radidtion Exposure From Gloves 
Contaminated U/U DaugUter prodticts " 8vc list dncl 

PARTLOW* J G Division of OA, Safeguards. & Inspectton Programs IPosl 
630103) 63/10/31 Consolidated Edison Co Of Neu York- Inc 

ll6pp 21154 946 24X Flche 50-000.03/10/31.0306310037 


63O031OO7A JE InFo Notice 63-76, ’'Reactor Trip Breaker Malfunctions 
(Undervol tage Trip Devices on GE Type AK~a-2S Breakers) ” 

Eve list end 

JORDAN, E L Divlslo-n of Emergency Preparedness & Engineering 
Response (Post B30iD3J 83/11/02 Consol Idated Edison Co of New 
York. Inc Jt5pp 91514 024 24X Fiche SO-OOO. 03/1 J /03, 8300310076 


8311280073 Farwards IE Insp Rept 30-397/03-49 on 030926^30 6 1011-14 
Nq noncomp 1 lanc e noted 

BIEROP.T U Division of R es id en t. Re a c tor project & Engineering 
Programs 63/11/02 CARL ISLE, C 5 iVashington Public Pouier Supply 
Bgstem 2pp 21270 967 24X Fichc 50-397,63/11/02,0311200073 


—0311200070 IE Insp Rept 50-397/03-49 qr> 030996-30 S, 1011-14 No 
noncamp ] 1 ance noted Major areas inspected action on previous 
enforcement items. const deficiencies par 1OCFR90 S5(e) L 
induction heating stress impravement program 

HOIST. D P , DODpa, R T, Region 5. Office of Director 83/11/02 
llpp 21978 26»? 24X Flche 50-397,83/11/02.0311980073 


0308310075 IE Info Notice 63-75. "Improper Control Rod Manipulation *' 
Sve list end 

JORDAN, E U Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of Neu. 

York, inc 114pp 91SI3 9S3 24X Flche 30-000.03/11/03.6308310075 


B3110?QD29 Presents method to be used to fulfill Tech Spec requirement 
for performing first inservlco visual insp of ell snubbers 
Only snubbers on safety-related sys subj to thermal cycling 
of 230 F need be reinspected 

0DREN6EN. G C Washington Public Pouer Supply System 83/11/03, 
SCHWENCER.A Licensing Branch 2 2pp 91 lOS 220 24X 

Flclie 30-397.83/11/03,6311090029 


B311090163 Advises that b-month safety-related snubber re insp/testing 
requirement incorporated in sys lineup test FSAR uill nut 
be amended to incorporate change 

SORENSEN'O C Hashlngtan Public Power Supply System 83/11/03 
BCHHEf^CERiA Licensing Branch 2 2pp 21109 216 24X 

Flche 50-397,83/11/03,0311090163 


631108036B Ac k receipt of 830923 ItT informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-397/03-37 
D16H0P*T H Division of Resid ent. Reactor Project tt Engineering 
Programs 63/11/04 CARUIBLEjC S Washington Public Power Supply 
System Ip 21077 301 24X Ficbe 50-397.03/11/04,6311080308 


— 8311060392 Responds to NRC 830826 1 tr re violations noted in lE Inap 
Rept 50-397/83-37 Corrective actions Procedure 13 revised to 
specify use of controlled bill of matls when reviewing 
purchase requisitions 

CARLISLE, C 0 Washington public Power Supply System 83/09/23 
MARTIN, J 0 Region 5, Office of Director 3pp 21077 302 24X 

Flche 90-397.83/11/04,6311080399 


031 1280291 Forwards IE Insp Rept 90-397/03-46 on 630919-1024 No 
noncompliance noted 

WENSLAWSKifF Region 5. Office of Director 03/11/09 
CARLISLE, C S Washington Public Power Supply System 2pp 
2J2Q9 O0J 24X Flche 50-397.03/11/09.6311280291 


—8311200298 IE Insp Kept 50-397/83-46 on 830919-1024 No noncumpUanc e 
noted Major areas inspected results obtained on spiked 
sample provided by radiological 6 environ science lab. 

HAMADAiG H , WENSUAWGKI.F Raglan 5, Off Ice of Director 
B3/I1/07 2pp 2ISB9 003 24X Flche 90-397.03/11/09.0311280391 


8311160249 Ach receipt of 631031 Itr amending 830916 Hr Infarming NRC 
of steps taken to correct violations noted in IE Imp R«pt 
50-397/03-30 

BIBHDPi T W Division of Res ident. Reactor Project 6 Engineering 
Programs 03/11/10 CARLISLE. C 8 Washington Public Power Supply 
Syste/n If 21189 167 24X Fiche 50-397.83/11/10.8311160249 


—0311160257 Amplifies 030916 response to NRC 030830 Hr re violations 
noted in IE Insp Rept S0-397/B3-38 Corrective actions^ 
discrepancies from design requirements evaluated Structural 
members adequate for all loads 

CARLISLE. C 3 Weshlngton Public Power Supply System 83/10/31. 
MARTIN, J 8 Region 5, Office of Director 9pp 2110? 160 24X 

Flche 50'397. 83/1 1 /IOj 03U 160249 


B311280156 Provides 120-day response to IE Bulletin 03-06 re 
nonconforming mails supplied by Tube-Line Corp Investigation 
revealed no usage of Tube-Line supplied matls In const of 
project 

GLASSCOCK. R Q Washington Public Power Supply System 03/11/11 
MARTIN. J Region 5. Office of Director 2pp 21203 l33 24X 

Fiche 50-397.03/11/11,8311200156 


0311010015 IE Info Notice 83-77, "Air/Gas Entrainment Events ResuLtlngi 
in Sys Failures " 0vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison, Co of tify* 

York. Inc U4pp 24X Fiche 50-000,03/11/14.8311010015 


8311220083 Clarifies 831026 response to IE Insp Rept 50-397/03-38 &&W 
calculations provided in Attachment 2 represent worst case L 
wore performed using lE Bulletin 79-02 methodology 
SORENSEN, G C Washington Public power Supply System 03/11/15 
MARTIN. J a Region 5. Office of Director Ip 21254 357 84X 

Fiche 50-397.03/11/13.8311220083 


0311220173 Forwards addendum to 831031 response to violations noted im 
IE Insp Rept 50-397/03-30 re evaluation of concrete & 
reinforcing steel. In response to 031108 telcon w/NRC 
SORENSEN, O C Washington Public Power Supply System 83/11/13 
SCHWENCER.A Licensing Branch 2 39pp 21255 00? 24X 

Flche 50-397.03/11/13.0311220173 


6311220404 Responds to lE Bulletin 00-06. "ESF Reset Controls “ 
Preoparational loss of power testing identified addl 
balancB-of-p lant valves not in compliance w/bul letin, per 
020314 Itr Reset control logic will be modified 
SORENBENfO C Washington Public Power Supply System 63/11/15 
SCHWENCER.A Licensing Branch 2 Ip 31261 177 24X 

FLche 50-397.03/11/13.8311220404 


6311010016 IE Info Notice 83-70. "Apparent Improper Mod of Compontni 
Affecting Plant Safety " Sve list end 

JORDAN. E U Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/11/17 Consolidated Edison Co of New 

York. Inc U7pp 21603 001 24X Flche 50-000. 03/1 |/t7. 031 lOlOGlO 


S Reportable occurrences. LERs b related correspondence 


6311200441 Part 21 Rept 03-13 re reactor water cleanup sy s leak 
detection temp sensors Initially reported on 030727 Probable 
cause for lack of sensors due to reliance on sys high flow 
Isolation signal Temp elements will be installed 

CONN, W 0 Burns t. Roe Co 03/07/28 MARTIN. J B Region 5. Off Iso 
of Director app 21285 247 24X Fiche 30-397.63/07/28.6311200441 


0311090372 Responds to 030805 FOJA request for all documents re 
PNO-I n -83-57. PNO-V-03-29 L PN0-V-a3-29A Forwards documents 
Hated on app Ravieu incomplete on remaining documents 
Documents also aallable in PDR 

FELTON. J M Division of Rules and Records 03/00/23 GARDE. B P 
Government Accountability Project 2pp 21142 313 24X 

Flche 90-000. 83/00/23. 631 1090372 


—8311090390 Documents Palo Verde resident inspector 830716 telcon re 
insp of reactor coolant pumps & WPPSS B3071B telcon re const 
deficiency rept concerning cracked welds & loose parts on 
Unit 3 steam generator 

♦ Region 5. Office of Director 03/07/19 Region ». Office o# 
Director Ip 21142 316 24X Flche 90-000. 03/08/23, 0311090372 


0311070296 Final Deficiency Rept, Cond 1 ti on 277. re dc motor starting 
resistors on Class IE dc motors used in valve operators it 
pump drives Initially reported on 030805 Complete review of 
dc current motor performed using appropriate vendor info 
CARLISLE. C 8 Washington Public Power Supply System 03/10/21 
MARTIN* J B Region 5. Office of Director 3pp 21062 131 24X 

Flche 30-397.03/10/81,8311070396 


8311070336 Final Deficiency Rept S73 re reactor water cleanup sys 
leak detection Initially reported on 830727 Temp elements 
evlsttng In Rooms R-909 & R-911 not requiring leak 
detection relocated Completion expected prior to fuel load 
CARLISLE. C 8 Washington Public Power Supply System 03/10/21 
MARTIN, J D Region 5, Office of Director 2pp 21063 335 24X 

Fiche 30-397,03/10/21,0311070396 


0311070607 Interim Deficiency Rept 280 re partial removal of sand 
pocket between shield wall containment Reanalyils 
performed tp assess effect of removing sand Results expected 
by 631119 

CARLISLE.C a Washington Public Power Supply System 83/10/21 
MARTIN, JP Region 5. Office of Director 2pp 2106S 244 24X 

Flche 50-397.03/10/21,0311070607 
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8311D704U Final deflciencg rep 1 1 Cond > 1 1 on 272 re secondary containme 
pressure control Initially reported on B30726 Class IE list 
completed to provide design engmeei s lu/ref to 
component level classifications Also reported per Part 21 
CARLlSUe. C S Washington Public PoiiJer Supply System 03/10/27 
MARTIN* J B Region 5 Office of Director 3pp 21067 327 24/ 

Ficho 50-397*03/10/27,0311070411 


0311070979 Final deficiency r e p t* Cond i t i on 207 re mod to maintain 
equipment qualification Initially i eported on 830920 falve 
RCiC-'/'B u(lU be modified to close in 13 I a ?* reactor bldg 
northudst stairuiay opening uill be modified 

CARLISLE* C S Washington Public Power Supply System 83/10/20 
MARTIN* J D Region 9, Office of Director app 21066 124 24)( 

Fiche 50-397,03/10/20,0311070579 


B3l 1090340 Supplemfi-ntal Part 21 r^pt re short circuit bus bracing 
inadequate for lO-cycle - 70, OOO-amphore withstand test 
Equipment redesigned & mod kits & mstructioh books 
prepared Listed customers advised to initiate mod 

DWYER. P W General Electric Co 03/10/20 DEVQUNG* R Director's 
Office* Office oP Inspection and Enforcement 7pp 21103 254 24^ 

Fiche 50-000, 03/10/20*831 109034Q 


631U4D169 Final deficiency rep t* Cond i t i on 291 re containment 
atmospheric control valves not powered from Class IE source 
Initially reported on 030929 Caused by failure to recogniie 
valves have two safety functions PED~210-E**ClOS issued 
CARLISLE* C S Washington Public Power Supply System 03/11/02 
MARTIN* J D Region 5, Office of Director 2pp 21198 1Q9 24X 

Fiche 50-397*03/11/02*0311140169 


0311220330 Final deficiency rept. Condition 2BB re sand pocket drain/ 
Sand removal Initially reported on 031006 Analysis concluded 
changes in containment shell stress insignificant Condition 
not reportable per iOCFRSO 95(e» 

Shannon, J W Washington Public power Supply System 03/11/03 
martin* J a Region 5* Office of Director 2pp 21262 012 24/ 

Fiche 50-397,03/11/03,0311220338 


0311220373 Pinal deficiency t ept, Cond i tlon 260 re standby sve water 
flow problems sys chemically cleaned to remove deposited 
matls Dypass will be installed around orifices Also 
reported per Part 21 

SHANNON, J W Washington Public Power Supply System 83/11/03 
MAnTIN*J d Region 5* Office of Director 3pp 21261 005 24/ 

Fiche 50-397,93/11/03*8311520373 


0311220304 Pinal deficiency rep t* Condi tion 216 re RHR relief valve 
vents Initially reported on 021022 Relief valves removed, 
eliminating containment leakage path Const in progress on 
physical changes U will be complete prior to fuel load 
SHANNON, J w Washington Public Power Supply faystem 03/11/03 
MARTIN* J D Region S, Office of Director 9pp 21961 045 24/ 

Pichfl 50-397*83/11/03*0311220394 


0311140210 Final deficiency rept* Cond 1 tlon 277 to emergency diesel 
generators lA & IQ w/high out of spec vibration readings t< 
bearing failure Initially reported on 030002 Generators 
returned to manufacturer 

CARLISLE* C B Washington Public Power Supply eystem 03/11/04 
MARTIN*J Q Region 5, Office of Director 2pp 21158 248 24X 

Fiche 50-397.03/11/04*8311140210 


0311200205 Potential Part 21 rept ro inadequate electrical separation ’ 
use of defective aluminum switch ends Caused by low melting 
point of alumiinum used Switch ends will be replaced tc field 
disposition Instructions Issued 

SHERWODD, 0 0 General Electric Co 03/11/11 DEVCXJNO* R C 
Director's Office* Office of Inspection and Enforcement 3pp 
21200 074 24K Fiche 50-397*03/11/11*0311200205 


8311200461 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built in Winston-Salem* NC facility 
DROWN, J T Qahnson Cp * inc (subs of Hillman Coal ?< Coke Co ) 
03/11/10 DEYOUNG* R C Director's nfflce* Office of Inspection an* 
Enforcement 2pp 21283 357 24X Fiche 50-000*03/11/10,0311900481 


0311290193 Follawup Part 21 rept re follgre to update room 
pressuT i lation calculations to reflect final design vent 
paths Reactor bldg*RoDm R206C cannot withstand calculated 
pressur 1 lati on following postulated high energy line break 
CONN* W 0 Burns & Roe Co 03/11/19 Director's Office* Office < 
Inspection and Enforcement 3pp 21303 340 24X 

Fiche 50-397,83/11/10,0311990193 


DQCt^ET 50-400 BHEARON HARRIS NUCLEAR POWER PLANT, UNIT I 


A App 1 ication/construc tion stage documents correspondence 


0'^11O31O4O3 Generic Ltr 83-30 to all licensees of Operating power 
reactors f* applicants for OL re NUREG-0965, "NRC Inventory 
of Dams " Forwards NUREG-0965 "NRC Inventory of Dams' for 
info only W/o enc 1 Sve list end 

EIStNiiUT>n Q Division of Licensing 03/10/31 Consolidated 
Edison Co Df New York* Inc I4pp 21184 013 24/ 

nr he 50-000.03/10/31,8310310403 


03112,20389 Demonstrates that use of Sh ira t i -Davi s model in analysis o*- 
thermal plume behavior appropriate Models developed for 
other discharge designs can bp adopted for application to 
Pac d i ty 

TSAI. 8 Argoone National Laboratory 03/10/31 LEHR* J Division 
of Engineering 2pp 21256 337 24X Fiche 50-400.03/10/31* 

B3112203B9 


0311140195 Forwards generic evaluation {NUREG-1014) of mod to 
Westlnghouse steam generators D4/D5/E Hod acceptable 
Modified steam generators can be operated at 1007 design 
capac i ty* pend ing plant-specific verification U/o end 
NOVAttiT M Assistant Director for Licensing 83/11/01 UTLEY* E E 
Carolina Power 8< Light Co 2pp 21164 068 a4X 
Fiche 5O-400. 03/11/01. 0311140195 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants For OLs 6 holders of CPs re clarification of TMl 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements 5vc list end 
EISENHUT*D 0 Division Qf Licensing 03/11/02 Consolidated 
Edison Cd of New York* Inc i6pp 21104 001 24X 

Fithe 50-000*03/11/02*8311020051 


0311110159 Forwards response to Generic Ltr 03-28, "Required Actions 
Dased on Generic Implications of Salem ATWS Events " 

Completed forms from post-trip review will be evaluated by 
at least two senior reactor operators 

CUTTER* A D Carolina Power h Light Co 03/11/07 EIBENHUT* D 0 
Division of Licensing 53pp 21145 186 24X Fiche 50-400,03/11/0' 

8311110159 


031 1230010 Summary of B31024 meeting w/util & Ebasco 6vcs, Inc in 
Dethesda*MD re open issues on seismic/nonselsmic Interface 
anchors it design of Class 1 piping supports b physical 
anchors for containment foundation 6 fuel oil sys 

HQLONICH, J Licensing Branch i DUCRLEY, 0 C Licensing Branch 3 

83/11/16 Licensing Branch 1 6pp 21299 051 24X 

Ficho 50-400*83/11/16.8311230010 


D NRC Draft/Final Environmental Statements, suppls t, correspondence 


8311220282 Forwards info re hydrothermal analysis Analysis piesented in 
FES sound MeservolT water stagnant 6 nans trat 1 f 1 ed 
TSAliS Argonne National Laboratory 83/09/01 LEHR, J Olvislon 
of Engineering 2pp 21253 347 24X Fiche 50-400,03/09/01* 

0311220202 


0311140196 Forwards draft FEB for review Document Includes comments 
received on DEfi* NRC response 6 app addressing environ 
contentions ro QL pioceeding 6 concerns raised by ASLB 
Respoiise due by 031028 W/o end 

NDVAK*T Division of Licensing 83/10/25 JOHNSTON* W Afislatant 
Director for MatU* Chem 6 Environ Technology iPnst 830201} 

MULLER, D Assistant Director for Radiation Protection TREBY, 8 
Uffice of the Executive Legal Director Ip 21164 070 24 X 

Fiche 50-400*83/10/25*0311140196 


0311230219 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
8HEAR0N HARRIS NUCLEAR POWER PLANT* UNITS 1 AND 2 Docket Nos 
QTN 50-400 Sf BTN 50-401 fCarollna Power ti Light Company) 

4 Division of Licensing NUREG-0972 83/10/31 286pp 212Q9 02^ 

24X riche 50-400.03/10/31*8311230219 


8311300010 Submits dally highlight NRC issued FES for facilities 
LAZ0*L Licensing Branch 3 83/11/16 DENTON* H , CASE. E , 

CARTCR*J NRC - No Detailed Affiliation Given tp 21325 152 24» 

riche 50-400*03/11/16*0311300010 


E NRC Safety Evaluation Report <9ER). suppls tt correspondence 


8311010117 Forwards response to Auxiliary SysiMatls Eng 1 near 1 ng. Power 
Qye t Radiological Assessment Branch requests for odd) info 
on BEll open items ro missile fragments resulting from 
rupture disk failure 6 Category I water source 

MCDUFFIE* M A Carolina Power U Light Co 83/10/26 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 17pp 20978 108 
24X riche 50-400.83/10/26.0311010117 
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331 IO 2 OO 1 I Forwards resporae to draft B£R Qp^n Item 99 re effects of 
high energy line breaks on control sys Response consists of 
results of study performed per IE Info Notice 79-52 
MCDUFFIE, « A Carolina Power It Ltg^t Co 83/10/57 DENTOl^p M R 
Office of Nuclear Reactor Regulation* Director 2t>pp 21012 182 
24X Fiche 30-400*63/10/27*0111020011 


0311020111 Forwards responses to draft SER open items re use of CRACS 
cQde*min yield strength specified for austenitic stainless 
steel in RCPB underclad cracking in Carbon-manganese 
s teel 

MCDUFFiEpM a Carolina Power Zl Light Co 03/10/27 DENTON* H R 
Office of Nuclear Reactor Regulation. Director 2Spp 21012 IJO 
24X Fithe 50-400,03/10/27*8311020111 


0311040022 Forwards responses to requests for addl info re draft SER 
□pen Items 372.63*30*172 it P13 Westinghpuse proprietary 
Drawings 234202^ h 1406E41 associated u/Open Item 30 
withheld iref 10 CFR 2 790) Application for withholding end 
MCDUFFIE. M A Carolina Power U Light Co 03/10/58 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 2pp 21030 300 
24X Fiche 50-400*83/10/28.8311040023 


0311O4QO37 Application for withholding proprietary Drawings 2342D26 
"DMING Accelerometer Details'* it 1606E41. "Recommended 
Inc an ta 1 nment Equipment Installation*" per J 0 CFR 2 790 
MIESEmann.R a Westinghouse Electric Corp 83/07/12 
BERLInger-C H Core Performance Branch 0pp 21030 302 24X 

Ftche 30-400*83/10/20*0311040023 


0311210130 Forwards draft responses to request for addl info fe 8Efl 
Open Item 99 (Instrumentation Control Sys Drench) 

Open Item 107 (Power Sys Branch) 

MCDUFFIE, M A Carolina Power it Light Co 83/11/14 DENTON, H FI 
Office of Nuclear Reactor Regulation, Director 9pp 21231 321 
24X Fiche 30-400*03/11/14*0311210130 


0311220323 Forwards responses to draft 0ER open items re Instrumisnt 
air sys.NSSS startup testing & load testing of diesel 
generators 

MCDUFFIE* M A Carolina Power it Light Co 83/11/13 DENTON, FI ft 
Office of Nuclear Reactor Regulation. Director I7pp 21236 I /J 
2AX Fiche 30-400, 03/1 1/15* 831 1220323 


0311200103 Forwards revised response to draft SER Open Itom 343 re 
design loading combinations for A8ME Code Class 1,2 & 3 
piping supports Open item considered confirmatory per 
83iii0 meeting 

MCDUFFIE, N A Carolina Power & Light Co 03/11/13 DENTON, H Ft 
Office of Nuclear Reactor Regulation, Director 4pp 21279 Oh(» 
24X Fiche 50-400*03/11/13,0311200103 


0311200472 Forwards Auxiliary 9ys it Instrumentation t< Control 8ys 
Branch responses to draft 8ER open items Responses to 
other draft 0ER open items will be provided shortly 
MCDUFFIE* M A Carolina Power Light Co 03/1 l/i 0 DENTON* H FI 
Office of Nuclear Reactor Regulation, Director 0pp 21203 242 
24X Fiche 50-400,83/11/1010311280472 


■0311040044 Responses to requests for addl 
372* 63* 30. 172 fc 2)3 

* Carolina Power I* Light Co 83 / 10/29 
Fiche 50 - 400 , 03 / 10/2010311040025 


tnfo re draft SER Open Iti-rs 
21pp 2105D 310 a4X 


0311140146 Informs that input to SER re emergency preparedness due by 
031105 Emergency preparedness presently admitted contention 
in facility hearings 

KN1CHT0N*0 W Licensing Branch 3 03/11/02 MATThENS* D 8 

Emergency Preparedness Branch Ip 21163 274 54X 

Ficha 50-400 03/11/02.0311140146 


0311080333 Forwards proprietary revised response to draft fiER Open 
Item 7 to support util & North Carolina Eastern Municipal 
Power Agency OL application Response withheld (ref 
10CFR2 790) 

MCDUFFIE* M A Carolina Power fc Light Co 03 / 11/03 
Office of Nuclear Reactor Regulation. Director App 
24X Fiche 50-400*03/11/03.0311080333 


DENTON, H R 
21079 324 


0311090045 Forwards response to t^C request for addl info re draft SER 
open items* inc luding rept of control sys failures Rept 

control ,go toono.o 

by FSAR Chapter 15 analyses 

MCDUFFIE.M A Carolina Power & Light Co 03/11/03 DENTON, H R 
Office pf Nuclear Re^etpr Regulisit ionr Director QIdd 21100 
24X Fiche 50-400.03/11/03*8311090045 31100253 


^ B3/11/04 DENTQN.H R 

Office Of Nuclear Reactor Regulation, Director ISdd 21139 330 
24X Fithe 50-400,03/11/04*0311100110 ” 


335 from Structural 

Engineering Branch Response supersedes 031027 response 
Factor pf safety against overturning clarified Supporting 
documentation from Ebasco end rKwrm.y 

MCDUFFIE.M A Carolina Power it Light Co 03/11/Oa DENTON, H R 
y Reactor Regulation* Direftor 9pp 21174 2B6 

24X Fithe 50-400*03/11/00*0311150115 


supplemental info to 831014 response to draft SER 
Open Item 71 r® containment isolation sys harked-uo FSAR 

MCDUFFIE.M A Carolina Power U Light Co 03/11/00 DENTDN.h R 
Office of Nuclear Reactor Regulation, Director 4pp Sl5 
24X Fiche 30-400*03/11/00.8311150263 


rs^ponse to Radiological Assessment BrancA draft 
resume w/specific ref to 

health physics supervisory experience in outage s tuMJn* 

MCDUFFIE.M A Carolina Power it Light Co 83 / 11/09 DENTON* M R 

tit I" K so'i**’’ Regulation. Director lOpp 2f??i 335 

34X Fiche 50-400,03/11/09*0311150298 179 335 


4 NUHE<J-0737 it.m 5 ,*./ievM.S FSAR 

JlCDUFFIeKA CroUna P.*,., i um”. B3/II/14 DENTOM H R 

"‘axlAtUn. Oirtctor Lp slmi OTa 
24X Fiche 50-400. 03/11/14, 03 JJ 170368 ^1209 093 


0311300141 Forwards response to draft BER open item re *vc water 
sampl Ing* raised by Meteorological U Effluent Treatment 
Branch Sve water sys will be modified to include liquid 
radiation monitor downsti earn of all inputs to sys 
MCDUFFIE, M A Carolina Power & Light Co 83/11/22 DENTON* H (I 
Office of Nuclear Reactor Regulation, Director ppp 21313 026 
24X Fiche 50-400,03/11/22,8311300141 


0311300247 Forwards responses to draft BER open items re in-enre eiit 
thermocouple ?, subcoollng Instrumentation sys <NUnEC- 0 / 3 /* 

Item n F 2) & release of particulates it iodines from 
condenser vacuum pump exhaust 

MCDUFFIE.M A Caroline Power & Light Co 83/11/83 DENTON* H fl 
Office of Nuclear Reactor Regulation, Director llpp 21312 04/ 
24X Fiche 50-400*93/11/23,0311300247 


F Security* medical* emergency fire protection plans 

8311010471 Forwards detailed description of associated circuits for 
safe shutdown after fire for use in preparing safe shutdown 
analysis 

KNIOHTONiG U Licensing Branch 3 83/10/18 UTLEY, C E Carolina 

03llOlS47l®'’^ SO~400,03/10/1CI, 


8310200362 Generic Ltr 83-33 to all llcDnseos it applicant# of ruclear 
Ann*n positions on certain requirements i>f 

App R to 10CFR50 Sve list end 

EISENHUT, 0 0 Division of Licensing □3/10/19 Conenlldalod 
Edison Co of New York, Inc 8Ipp 21114 329 24X 

Fiche 50-000.03/10/19,8310800362 


p Ff H.bttabiutu of Sli.Aroi. HattU Nucl... 

e”'’-,'"") OFsostlon, FfcHUi,- I, ”An»J 4 ..,. of 
Habitability of Shearon Harris Nuclear Power Plant Technical 
in response to TMI Action Item III A 
ZIMMERMAN, 0 R Carolina Power & Light Co 83/10/85 DENTtlN, H H 
Ei k **' Reactor Regulation* Director Ip S1014 351 ua 

Fiche 50-400,83/10/25,0311020112 iwtvpr ip ^it)i4 351 


Plant EmergeneJ □peratlo^r^icUi^y Nuclear 
e Ebasco Services* Inc (subs of Enserch Carp ) D3/09/3'n 
I 9 pp 21OI4 352 24 X Fiche 50 - 400 , 83 / 10 / 25 , 03 U 0201 1 » 


fanvlces, Int (»ubs of Ensorch Corp ) 03 /O 9 /nn 

llpp 21015 009 24X Fiche 50-400,03/10/35,8311020112 


831105 Emergency preparednes 
In facility hearings 
KNIGHTON, G W Licensing Branch 3, 
Emergency Preparedness Branch Ip 
Fiche 50-400.83/11/02,0311140146 


presently admitted contention 

03/11/02 MATTHEWS,!) Q 
21163 274 24X 
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0 AtJ jud I Cdtory correspondence 


0311010431 Response to util 
contention II Veracity o# 
0 # matters m dispute on 


(Potion for summary disposition of 
dll general facts disputed Uist 
Contention U «c Certificate of 


34? Fichc 50-400.03/10/26.0311010431 


—8311010445 Motion to compel 
re Contentions BP 1 *. 1 5AA 
E DOLE MAN. W Eddleman, Vi 

Board Panel 2pp 20971 
631 1010431 


discovorg of NRt on Interrogatory 3 
Certificate of negotiaMons «ncl 
B 3 / 10 / 3 B Atomic Safety and Licensing 

216 24 X Fiche 50 - 400 . 63 / 1 0 / 2 S* 


-a31l010«0 R.,poh.e oppR.tnS util motion for .umma.j, dl.po.ltlon of 
Cont.ntion 370 Point on pom t. tofPorlno irrtlcvant 
Statement of facts disputed on Eddleman 37B enc 1 

EDtiUEMAN M LdUmatl. U 63/10/29 ^ = 


EDDUEMAN. M 
Board Panel 
8311010431 


24X Fiche 50-400.83/10/28- 


BJlllSOac? First set o# responses to general 1 nter rogator i os 
interrogatories on Contentions 41 Ir 65 

BAXFER. T A Carolina Pouar 6 Light Co BAXTER* T A Shaw, Pittman 
Potts *< Trowbridge 83/11/11 EDDUEMAN. W Eddleman, M lApp 
21170 0 53 24X Flcr.*. 50-400. 03/ 1 1 / 1 1 , B3» 1 1 


--831 1 1S0214 Bupp 1 ementa I response to reaue^t for production of documents 
re Contentions 41 f* 69 Certificate of Svc enc 1 
0AXTCR.T A Carolina Pouer h Light Co DAXTEP- T A Shaw. 

Pittman, Potts 6 Trouitr idg e 63/11/11 E DDL EM AN. W Eddleman. Vi 

6PP ?U70 067 2AX Fiche 50 - 400 , 83 / 1 1 / 1 i ' 93 U 1 50209 


9311170252 Memorandum order granting ly Eddleman 031O2C mptlon to 
compel discov-erij of NRC re I nt erroga torie'S 3 t« 1 7 Conjp l ate 
NRG respoiise due 1 uk from recaipt of order 

KELLEY. J L Atomic Safety and Licensing Board Panel 83/11/14 
EDDLEMAN.W Eddl eman, W Hpp 21213 279 24X 

Fiche 30-400 . 03/1 1/14. 0311170252 


9311210223 Ansuiers to second lets of interrogatories on Contentions 
an & 13AA 

6DDLEMAN, U Cddleman. Vi B3/U/13 Carolina PoweT t* Light Co 

13pp 21P35 193 24X Fir he 50-400,83/11/15.8311210223 


8311030141 Response opposing util 831003 t. 12 

disposition of Joint Intervenors ^ 

effect! Burden of proof rests w/util Certificate of Svc 
end Related correspondence 
READ. DF Joint Intervenors-Shearofi 

Safety and Licensing Board Panel 6pp 21039 170 24X 

Fiche 90-400.83/10/31.0311030141 


— 0311210233 Response opposing NRC responses re summary disposition of 
contentious 80 t* 63/04 on Individual dose esposure 
Certificate of Bve end 

EDDLCMAN Vi Eddleman ij 03/11/19 Atomic Safety and Licensing 

Hoard Panel 4pp 21235 205 24X Fiche 90-400,03/11/15. 

031 1210^23 


0311030150 Memorandum order ruling on W Eddleman proposed onsite 
emergency planning contentions Majority of contentlwis 
rejected for lack of specificity Certificate of Svc end 
KELLEY. J L . CARPENTER. J H r DRiOHTi O 0 Atomic Safety and Licensing 
Boarfpanel 83/11/01 EDOLEttAN. W Eddleman, W iSpp 21030 299 
24X Fiche 50-400.83/11/01.8311030190 


Q31122O5O0 Motion for eictefision of time until 19 days after dose of 
hearing on enviran contentions 1* protective order re 
applicant fourth & fifth sets of interrogatories Certificate 
of Svc end Related correspondence 

PAVNt.H T Hudiu Alliance PAYNE. M T Etfelstein t< Payn« 
83/11/1* Atomic Safety and Licensing Board Panel 4pp 
212S* 358 24X Fiche 30-400.81/11/16.8311280909 


831107O317 Reguests answer to end 831102 motion for summary 
disposition of Contention 0F by 031120 ASLD will rule on 
radiological health effects motion by 631215 
BAXTER.! A Shaw, Pittman. Potts 6 Trowbridge BAXTER. T A 
Carolina Power tt Light Co 83/11/02 EDDLEMAN, W EddlemaP. W ll 
21064 076 24X FiChe 50-400,83/11/02.03110/0317 


-B311070323 Motion for summary disposition of Eddlemon Contention BF 
re inadequate DES assessment of health effects of 
radiological effluents No genuine issue exists as to any 
matl fact in contention 

□ 'NEILL, J H Carolina Power 6 Light Co 0'Neri.L.J H Bhaw. 
Pittman, Potts Sr Trowbridge 83/11/03 Atomic Safety and 
Licensing Board Panel I7pp 21064 077 24X 

Fiche 50-400.83/11/02.8311070317 


0311S1O-3O3 Motion to compel discovery on appl leant fourth & fifth 
set* of inierrogator i es tr request for production of 
documents to Joint Intervenors re radiological monitoring 
Certificate of gvc end Related correspondence 
D'NEILL.JH Carolina Pouer t* Light Co O'NEILL. J H Shaw, 
Pittman. Potls «< Trowbridge 83/11/17 Atomic Safety and 

Licensing Board Panel 1 Opp S1235 070 24X Fiche 90-400,83/11/1.’ 

83 1 1210203 


0311230226 Forwards partial responses to reclpl>Mt interrogatories on 
Eddleman Contention 15 AA.per Q31U4 telcpn Supplemental 
response to interrogatories will be filed by 631123 Related 
correspondence 

MOLL Aft. 0 E Carolina power 8« Light Co 03/11/17 EDDLEMAN. W 
Eddleman. Vi Ip 21271 219 24X Plche SO-4'OO. 83/ 1 1/17. 331 123025* 


—8311070326 Responses to sixth set of Interrogatories on Contontlor 8F 
re inadequate assessment of radlologital effluent effects 
O'NEILL. J K . MAURO. .J J Carolina Power 6 Light Co Q'NEILL. J H 
Shaw. Pittman. Pott* & Trowbridge 83/11/02 EDDLEMAN. hi 
Eddleman. H IBpp 21064 094 24X Fiche 50-400,03/11/02. 

8311070317 


--8311230227 Response to interrogatories on Eddleman Contention 15 AA 
(sixth sstl 

HOLLAR, D e Carolina Power L Light Co 03/11/17 EDDLEMAN. W 
Eddleman. U 3lpp 21271 2g0 84X Fiche 30-400.03/11/17. 

001123022* 


•8311070529 Statement of matl facts as to which there is no genuine 
issue re motion for summary disposition of Contention 0F 
O'NEILL. J H Carolina Power & Light Co O'NEILL. J H Bhaui, 
Pittman. Potts h Trowbridge 83/11/02 Atomic Safety and 
Licensing Board Panel 4p p 210*4 1 12 24X Fiche 50-400. 

83/11/02. 8311070317 


— 8311070936 Affidavit ef JJ Mauro S. D Htchlewici in support of motloiv 
far summary disposition of Eddleman Contention 6F 
certificate of Bve end 

MAURO. J J . HICHLEWIC2. D Carolina Power & Light Co 
HICHLEHIC/- D Ebasco Services. Inc (subs of Enserch Corp I 
83/11/02 29pp 21064 11* 24X Fiche 90-400,03/11/02.0311070317 


--B31 1230228 Response bo request for production of document* re 
Contention 13 AA Certificate of 8vc end 

HOLLAR, D E Carolina Power ft- Light Co 03/11/17 EDDLEMAN. W 
Eddleman. W 4pp 21275 251 a4X Fiche 50-400.03/11/17. 
031123022* 


□311390239 Response opposing NRC position on summary disposition of 
Joint Contention 11 re dose estimation NRC argument mis&ei 
point for gemotlC defects 

EDDLEMAN, M JnlPt In tarvenors-Shearon Harris EDDLEMAN. W 
Eddleman. W 03/ 1 1 "22 DR I OHT- O □ . CARPENTER, J H . KELLEY. J L 
Ato-mlc Safety and Licensing Board Panel 3pp 21305 314 24X 

Fiche 50-400. 03/11 /S2. 0311290239 


0311090231 Response to applicant & NRC 030929 response* to Joint 
Interveners 630906 contentions ra security plan Enel 
withheld (ref iOCFR73 21) Certificate of Bve end 

RUNKLE, J 0 Joint Intervenors-Bh earon Harris RUNKLE, J D Runklq 

J D B3/U/04 Atomic Safety and Licensing Board Panel 3pp 

2t099 101 24X Fiche 90-400.83/11/04,8311090231 


—0311290246 Rrspontte opposing NRC position on summary dispDsltlan of 
Contention 37D re oPfocts Of loui level radiation Joint 
Intervene! s 031031 counterarguments adopted 

EDDLEMAN.W Eddlfeman. H 03/11/22 DRIOHT.OO . CARPENTER. J H ■ 

KELLEY. J L Atomic Safety and Licensing Doard Panel IP 

21305 3i5 24X Ftche 50-400.03/11/22.03111290239 


B3111S0336 Memorandum U order memorial 1 1 1 ng 031109 tclephnne confereme 
w/R Hiller. H Eddleman & H Carrow re responses to Eddleman 
cententiorts NRC will Pile response tP applicant motion for 
summary disposition of Contention BF by 031110 

KELLEY. J L Atomic Safety and Licensing Board Panel 03/11/10 
Atomic Safety and Licensing Board Panel 3pp 2Jl7^ JQ7 SAX 
Fiche 50-400.83/11/10.8311150336 


— B3 1 1290249 Addl discovery rcspo'n&e* on Contention 0Fl re direct 
emissions From coa 1 -burn! ng power plants Certificate of Svc 
{< negotiations enc 1 

EDDLEMAN* W Eddleman. H 03/11/22 Bpp 21305 317 24X 

Fiche 50-400.03/11/22.0311290237 


03112000*6 Order submitting question* re applicant motion for summary 
diepositian of Eddleman Contention 37D fc Joint Contention 2 
Response due by 031205 

KELLEY. J L Atomic Safety and Licensing Board Panel 63/11/23 
Eddleman. w 3pp 21278 200 24X Fithe 50-400.83/11/23.031138006^ 



28S 


DOCKETED ITEMS 


Q31I290216 Supplemental responses to genera] interrogatories Ir 
interrogator J es oti Contention *7 re shipment of rarfioactlve 
mat) in unsafe containers to disposal sites Certificate of 
bvc eni 1 

D'NeiLL.J M Carolina Power 6 Light Co O'NEILL, J H Shaw, 
Pittman, Potts U Troubrltfge 83/11/23 EODUEMaNi W Eddleman, U 
0PP 21305 243 24 1 FUhe 30-400. 03/11/23. 831 1290216 


6311290263 8upp 1 e<nenta t answers to interrogatories on Contention 13AA 
Related correspondence 

KOLLA0,D E Carolina Power & Light Co 83/11/23 EDDLEHAN. U 
Eddleman. W app 21305 330 24* Fiche 30-400. 03/1 1 /23» 8311290263 


-'-0311290267 Response to ret^uest for production of documents re 
Contention J3AA Documents will be made available In 
corporate ofcs until 031223 Certificate of Svc encj 
hollar. D E Caroling Power L Light Co HOLLAR, D E Shaw, 

Pittman, Potts 6 Trowbridge B3/11/23 EODLEMAM, H Eddleman, H 

4pp 21305 339 24* PI Che 50-400,93/11/23,6311290263 


0 Inspection reports. {£ Qulletlns h correspondence 


0311040149 Forwards Matls Engineering Branch request for addl Info 
based on review of PSAR re preservice insp/exam plan 
Response requested within 6 months of Itr receipt 

KNIGHTON,© W Licensing Branch 3 93/10/11 UTLEV.EE Carolina 

Power L Light Co >pp 21069 341 24X Rich* 50-400,83/10/11, 

8311040149 


031 J 07012 1 Forwards IE Ipsp Repts 50-400/83-27 & 50-401/83-27 on 
030920-23 No noncompi lance noted 

VERRELLI,D M Division of Project ft Resident Programs 83/10/11 
UTLEV.e 6 Carolina Ppuer I Light Co 2pp 21059 326 24X 

Flehe 50-400, 93/10/1 1, 831 1070121 


—0311070124 IE Insp Repts 50-400/93-27 & 50-401/83-27 on 830920-23 Uo 
noncomp 1 lance not»d Major areas inspected const progress 
ic safetg-related components 

KLElNSDfiGE,W P Region 2, Office of Director DLAHE.J J 
Division of Engineering h Dperational Programs 83/10/06 6pp 
2i059 329 24X Fiche 50-400, B3/10/1 1, 931 1070121 


8J1 107098? Ack receipt of 930929 itr informing NRC of steps taken to 
correct violations noted in 18 Jnsp Repts 50-400/63-24 Ir 
50-401/83-24 Seventy Level JV remains 

LEWIS, R C Division of Project It Resident Programs 03/10/20 

UTLEY, E E Carolina Power t, Light Co Ip 21066 133 24X 

Flcbe 50-400. 93/10/30. 8311070589 


—0311070594 Responds to NRC 930901 Itr re violations noted In IE InsP 
Rept 30-400/83-24 Corrective actions new procedure for Insp 
of cable tray supports being developed w/lmpl ementati on 
eipected by 831 lOl 

PARSONS.!? M Carolina Power 6 Light Co 83/09/29 O'REILLY, J P 

Region 3» Office of Director 3pp 21066 134 24X 

Fiche 50-400.93/10/20. 0311070509 


— '9311070611 Responds bo NRC 830901 Itr re violations noted In IE ln«p 
fiept 50-400/93-24 Corrective actions Procedure COC-2 revised 
to delineate process for voiding & canceling OA/DC generated 
none pnf ormanc e repts 

PARSONS, R M Carolina Power 6 Light Co 03/09/29 O 'RE ILL V/J P 

Region 2, Office of Director 3pp 21066 137 24X 

Fiche 50-400,03/10/20,8311070589 


—8311070614 Responds to NRO 030903 Itr re violations noted in IE ln«l 
Rept 30-400/93-24 Corrective actions OC supervisors will 
monitor records on weekly basis to verify that records being 
processed per Procedure COA-d 

PARBa?jB, R M Carolina Power 6 Light Co 83/09/29 O'REILLY. J P 
Region 2. Office of Director 2pp 21066 140 24X 

Fiche 50-400, 83/10/20, 0311070569 


— 0311070619 Forwards JE Insp Repts 50-400/93-24 ^ 50-401 /83--24 on 
830719-22 £r notice of violation 

LEH!S> R C Division of Project L Resident Programs 83/09/01 
UTLEY, E E Carolina Power L Light Co 2pp 21066 M2 24X 
Fiche 30-400, 03/10/20, 0311070589 


— 83110/0620 Notice of violation from insp on 830719-22 

« Region ?. Office of Director 03/09/01 2pp 21066 144 24/ 

Fiche 50-400,83/10/20.8311070589 


— 8311070626 IE Insp Repts 50-400/83-24 S. 30-401/03-24 on 930719-22 
Noncamp] ianc B noted failure to establish measures tq assure 
conditions adverse to quality promptly identified It 
corrected l< failure to follqi,, drawing |« procedures 
FREDERICKSDN, P , 4NG, W P , ELfiOD, S A Region 2. Office of 
Director 83/09/30 13pp 21066 146 24X Fiche 5P-4O0, 83/ 10/20, 

0311070507 


8300300797 IE Info Notice 83-69, "Improperly Installed Firp Dampers 
at Nuclear Power Plants " Svc list end 

JOHDAM, £ L Division of emergency Preparedness & Engineering 
Resporise (Post 830103) 83/10/21 Consolidated Edison Co of New 

York, inc I37PP 21114 351 24X FI Che 50-000, 03/10/21. 03O03OO797 


8309310030 1C Info Notice 83-70. ’'Vibration Induced Valve Failures ’* 
Svc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 83/10/25 Consolidated Edison Co of New 

York, Ific ll7pp 21057 219 24X riche 30-000. 83/10/25, 030831003 J 


8300300797 IE DuJIetln 83-07, Suppl 1, "Apparently Fraudulent Products 
Sold 0y Ray Miller, Inc " Svc list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000, 83/10/26. 0308300799 


8308310034 IE Ipfo Notice 83-71, "Defect In Load-Dearing Helds on 
Lifting Devices for Vessel Head & Internals " Svc list 6nc J 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of 

York, Inc ll5pp 21057 357 24X Fiche 50-000, 83/10/27, 0309310034 


8311020011 Forwards raspunse to draft 6ER Open Item 99 re effects of 
high energy line breaks on control sys Response consists of 
results of study performed per IE Info Notice 79-22 
MCDUFFIE, f1 A Carolina Power «. Light Co 83/10/27 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 26pp 21012 182 
24X Fit ho 50-400,83/10/27.8311020011 


0300310048 IE Info Notice 83''72, “Environ Oual i f ication Testing 
Experience “ 9vc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/10/28 Consolidated Edison Co of New 

York, Inc 13lpp 21155 024 84X Fiche 5o-000, 03/10/88, 0309310046 


9311180170 Forwards IE Insp Repts 90-400/93-30 b 90-401 /B3-30 on 
830721-02 No noncompliance noted 

VERREllI.P M Division of Project 8« Resident Programs 63/10/26 
UTLEY.E E Carolina Power & Light Co 2pp 2l2g9 075 24X 

Fiche 50-400,83/10/26, 831 1180178 


—6311190363 IE InSp Repts 50-400/83-30 L 50-401/63-30 on 030721-22 No 
nonco/np J i anc e noted Major areas inspected sel f-lnitiated 
program sponsored by INPO 

LONG, F J , fl£Ml8, P R , MAXWELL, 0 F Region 8. Office of Director 
83/10/26 4pp 21229 077 24X Fiche 50-400,03/10/26,6311100176 


63O031OOS7 IE Info Notice 63-72, "Radiation Exposure From Gloves 
Contamlnateci H/U Daughter Products " 9vc list end 

PARTUOH. G Division of OA, Safeguards b Inspection Programs (Post 
830103) 03/10/31 Consolidated Edison Co Of New York, Inc 

116pp 81134 848 24X Fiche 50-000,63/10/31,830^310057 


6311070407 Act receipt of 631021 Itrs informing NRC of steps taken to 
correct violations noted in IE Imp Rept 90-400/03-26 
LENie.R C Division of Project l< Resident Programs 03/10/31 

UTLEY, E E Carolina Power & Light Co Ip 21066 163 24X 

Fiche 30-400,03/10/31,8311070407 


—6311070498 Responds to NRC 030922 Itr re violations noted in IE Imp 
Ropt 90-400/63-26 Corrective actions Implementati on of 
FCR-P-1366 rerouted mechanical piping h resolved 
interference problem w/el ectrical raceways 

PARSDNS,R M Carolina Power ft Light Co 83/10/21 O'REILLY, J P 
Region 2, Office of Director 3pp 21066 164 24X 

FiCfie 50-400, 03/10/31,83110/0407 


— 0311070915 Responds to NRC 030982 Itr re violations noted In IE Imp 
Rept 50-400/83-26 Corrective actions as-bullt drawings no 
longer used in insp process & ref to spot check in procedure 
deleted 

PAR6DNS,R M Carolina Power U Light Co 03/10/21 0 'REILLY, J P 

Region 2, Office of Director 3pp 21066 167 84X 

Flqhe 90-400.63/10/31.8311070407 


— 8311070544 Responds to NRC 030922 Jtr re violations noted In IE Insp 
Rept 50-400/83-26 Corrective actions action plan developed 
to terminate RCi 1 «suant e, void Procedure AP-IX-04 & expedite 
completion of outstanding RCI/PWs 

PARSONS, R M Carolina Power Light Co 03/10/21 O'REILLY, J P 

Region 2, Office of Director 2pp 210*6 170 24X 

Flcfia 50-400.83/10/31,0311070407 


—0311070556 Forwards IE Insp Repts 30-400/03-26 6 90-401/03-26 on 
830720-0020 & notice of violation 

LENI8. R^C Division of Project it Resident Programs 03/09/22 

UTLEY. E E Carolina Power it Light Co 2pp 21066 1 72 24X 

FitUe 90-400.83/10/31,8311070407 
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"-B31 1070366 Notice of violation from inap on B307S0-OQ2O 

• Reeion 2, Office of Director B3/09/22 2pp 21066 174 24» 

Ficfie 50-400. 93/10/31 > 331 10704B7 


»-Q3l 1070360 IE Insp Repts S0-400-/B3“a6 6 50-401 /Q3~26 on 030720-0920 
Noncom p 1 X anc p noted failure to document d 1 scr epanc tcs. to 
folloui procedural i equl rementi *< to provide controlled QA 
program for instal lat lon/l nsp of piping sgs 
MAXWCLL-O F . PREVATTE. R L Region 2, Office of Director 
OEMIStP R Division of Project 6 Resident Progrartit 03709/21 
9pp 21066 176 a4X Flche 50-400.03/10/31.8311070437 


8309310076 IE Info Notice 03-76. "Reactor Trip Breaker Ma 1 f u-nc tions 
( Un d erv/D 1 tag e Trip Devices on GE Type AK-2-23 Breakers) " 

Bve list enc 1 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Ro'spon^e (Post 030103) 03/11/02 Consolidated Edison Co of Meu 

York. Jnc ll3pp 21314 024 24X Fiche 50-000, 03/11 /oa, 830B31007<. 


0309310073 IE Info Notice 83-75. "Improper Control Rod Manipulation " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Respon&e (Post 830103) 03/11/03 Consolidated Edison Co of Neu 

York. Inc I14pp 21313 253 24X Fiche 50-000.03/11/03,9300310075 


0311010013 IE InPo Notice 03-77. "Air/Oas Entrainment Events Resulting 
In Sys Failures " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of Ne*. 

York. :nc ll4pp 24X Fiche 50-000.03/11/14,9311010013 


0311010019 IE Info Notice 03-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc Ust encl 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/11/17 Consolidated Edison Co of Ne^ 

York. Inc 117pp 21603001 24X Fiche 30-000* 03/1 J / 17, 0311010010 


9 Reportable accurreuce*. LERs related correspondence 


031 10L016S Interim deficiency rept, Item 146 re Installed unmarked 
bolts Initially reported on 030923 Sampling plan established 
to randomly select bolts throughout pouer block Next rept 
ulll be submitted by 040103 Also reported per Port 21 
PARSONS. R M Carolina Power U Light Co 03/10/19 O'REILLY. J P 
Region ». Office of Director Ip 20977 245 24X 

Fiche 30-400, B3/i0/l9. 031 1010162 


0311020390 Interim deficiency ropt rc Indeterminate quality 
characteristics of Phase II pipe hangers Initially reported 
on 030930 Hangers will be relnspected Hanger program mods 
underway Rept will be submitted 04030s 

PARSONS, R M Carolina Power h Light Co 83/10/27 D'REILLY. J P 
Region 2. Office of Director Ip 21014 020 24X 

Fiche 50-400.03/10/27.8311020300 


0311040102 Third interim deficiency rept. Item 117 re welding on 6 9 k** 
switchgear breakers Initially reported on 030211 Structural 
const insp added to insp check sheet for selsmically 
designed ac &c dc distribution Also reportable par Part 21 
PARSONS, R M Carolina Power 6 Light Co 03/10/31 O'REILLY. J P 
Region 2. Office of Director 4pp 21091 089 24X 

Flcha 50-400.03/10/31,8311040102 


B311040113 Final deficiency rept, Item 127 re weld defects In chilled 
water valve Initially reported on 030407 Vendor OC procedure 
revised Valve repaired Also reportable per Part 2) 

PARSONS, R M Carolina Power 6 Light Co 03/10/31 O'REILLY. J P 
Region 2, Office of Director 4pp 21091 276 24X 

Fiche 50-400103/10/31.0311040113 


□311090224 Final deficiency rept. Item 12 ? re welding on Class IE motor 
control ctrs I tern determined not reportable per 
10CFR90 55(c) ti Part 21 

CHlANOl.N J Carolina Power 6 Light Co 03/10/31 O'RErLLY. J P 
Roglon 2, Office of Otrector ip B1096 399 24X 

Fiche 90-400,03/10/31.9311090224 


0311170264 Final deficiency rept. Item 144 re loose attachment nuts mfg 
by Gould ITE between MCC base channel & unit Initially 
reported on 030907 Units reworVed 

PARBONa.R M Carolina Power 8« Light Co 03/11/03 O'REILLY. J P 
Region 2. Office of Director 4pp 21212 353 24X 

Fiche 80-400.03/1*. 03, 831 H70264 


□311200327 Fourth interim deficiency rept. Item 00 re pressure sensing 
line In starting air sys for emergency standby diesel 
generator sets Initially reported on 020419 Also roportad by 
Trwnsftmertca DeLavml per Part 21 

PARBONBiB M Carolina Power 8< Light Co B3/11/10 O'REILLY. J P 
Region 2, Office of Director 4pp 21202 347 24X 

Flcha 30-400.03/11/18,0311200327 


0311280401 Part 21 rept forwarding list of HVAC units supplied tq 
facilities All units built in Hlns ton-Salem. NC facility 
DRONNp J T Oahnson Co , Inc (subs of Hillman Coal b Coke Co ) 
B3/J1/18 DEVDUNG, R C Director's Office. Office of Inspection an3 
Enforcement 2pp 21203 357 24X Fiche 50-000.03/11/10,8311200481 


docket 30-401 SHEARON KARRIS NUCLEAR POWER PLANT, UNIT 2 


A Ap p 1 Icatx Ofi/construc t ion stage documents & correspondence 


0310310403 Genertc Ltr 83-30 to all licensees of operating power 
reactors applicants for DL re NUREG-0965, "NRC Inventory 
of Dams " Forwards NUPEO-0963 "NRC Inventory of Darns" for 
info only U/o end Svc list end 

E10ENHUT.DG Division of Licensing 03/10/31 Consolidated 

Edison Co of New York. Inc I4pp 21104 015 24X 

Fiche 50-000.83/10/31.0310310403 


0311220309 Demonstrates that use of Sh Ira i i-Davls model in analysis o. 
thermal plume behavior appropriate Models developed for 
other dischai ge designs can ba adopted for application to 
fac i 1 1 ty 

TSAI.S Argonne National Laboratory 03/10/31 LEHR, J Division 
of Engineering 2pp 21236 337 24X Fiche 90-400,03/10/31. 

031 1220389 


0311140193 Forwards generic evaluation <NUREO-lOi4> of mod to 
Westlnghouse steam generators D4/Dd/E hod acceptable 
Modified steam generators can be operated at 100'/ design 
capaci ty , pend ing plant-specific verification W/o encl 
NOVAK, T M Assistant Director for Licensing 93/11/01 UTLEY, E E 
Carolina Power & Light Lo 2pp 21164 060 24X 

Fjcho 30-400,03/11/01,0311140199 


0311020031 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for Qt-S L holders dP CPs rc clarification of TMl 
Action Plan I tern II K 3 31 Submittal of bounding 
deinonstratlon will satisfy requirements Svc list end 
EI&ENHUT.OO Division of Licensing 83/11/02 Consolidated 
Edison Co of New York. Inc i6pp 21104 001 24X 

Ficho 50-000,03/11/02.031102003) 


031 i 1 lOi 59 Forwards rasponse to Oeneric Ltr 03-20. "Required Actions 
Based an Generic Implications of 0alem ATUB Events " 

Completed forms from post-trip review will be evaluated by 
at toast two senior reactor operators 

CliTTER.A n Carolina Power 6 Light Co 03/1 1/07 eiBENHUT.O 0 
Division of Licensing 53pp 21145 196 24X Flthe 50-400,83/11/07 

031 1110159 


0311230010 Summary of 031024 meeting w/util & Ebasco Svcs.Inc in 
Oethesda.HD re open issues on sei smic/nonse ismi c interface 
anchors ^ design of Class I piping supports 6 physical 
anchors for c onto itiment foundation 6 fuel oil sys 

HOLQNICH. J Licensing Branch 1 OUCXLEY. B C Licensing Branch 3 

83/11/16 Licensing Branch 1 6pp 21299 051 24X 

FlchP 30-400.03/11/16.0311230010 


D NRC Draft/Fitial Environmental Statements, suppli h correspondence 


0311220202 Forwards info re hydrothermal analysts Analysis presented m 
FEB sound Reservoir water stagnant L nonstratif led 
TSAltS Argunne National Laboratory 03/09/01 LEHR, J Division 
of Engineering 2pp 21253 347 24X Fiche 50-400.03/09/01. 

0311220202 


0311140196 Forwards dtaft FES for review Document includes comments 
received on DES, NRC response i* app addressing environ 
contentions re QL proceeding % concerns raised by A8LB 
Response dua by 031020 W/o end 

NOVAK. T Di vial on of Licensing 03/10/23 JOHNgjCINi W Assistant 

Director for MatlQ. Chem h Environ Technology (Post 030201) 

MULLER. D Assistant Director for Radiation Protection TREDY. B 

Office of the Executive Legal Director ip 21164 070 24X 

Flcha 50-400.03/10/23.0311140196 


8311Q30219 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
BHCARON HARRIS NUOLCAR POWER PLANT* UNITS 1 AND 2 Docket Nos 
BTN 30-400 It STM 50-401 (Carolina Power tt Light Company) 
e Division of Llcensino NUnEQ-0972 03/10/31 2B6pp 21209 024 
24X riche 30-400,03/10/31.8311230219 


0311300010 Bubenits daily highlight NRC issued FES for facilities 
LA20.L Licensing Branch 3 03/11/16 DENTON. H * CASE. E . 

CARTER, J NRC - No Detailed Affiliation Given Ip 21325. 132 24X 

rirhe 30-400.03/11/16,8311300010 
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E NJJ; S»P 7 rt fSE«i- suppli & c orre spon iJf n c B 


f5jilGi:^H7 Fsrw 4 T'ij» r»ipcni» to Ajtiliary 5ys>H4tl» Eng 1 n«Br ing« Poti/er 
i lal eg ical A«fti«etfnt Branch r*quff«ti for addl Info 
o*' esn itifl* r* fragaent* rtsi/ltlng from 

r.jiwrr «tit fail(jri & Category I water «ourc» 

•"GC».-pflE A Cj-olma Pever tt Light Co B3/IO/2& DENTOM. H R 
c* N.ilej' Reactor Regulation. Director t7pp 20978 108 
rune ^:'4DC BJ '10/2*. 03110101 17 


SltlGIGOll f’£rwa*'tft reipsnie to draft SER Open Item 99 re effects of 
tiig*' energy lire treats on control tyi Reiponie consists of 
5 f pe-farned per IE Info Notice 79-22 

f*:CL'Ffl£ t* A Carol i-» Pc*<er & Light Co a3/i0/27 DENTON, M R 
Office cf N. Clear Reattor Regulation, Director E*pp 21012 182 
24r Tit**# iZ~4QO.B3'lC/S7 0311020011 


ej!ILi*3lU Rj*ward» respsnies to draft SER open items re use of CRAC5 
cole nin yield strength specified for austenitic stainless 
steel l" PC^B ir vrde-clad cracking in car bon-manganese 
% ttel 

fGOUFrIE M A Carolin Po^tr 4 Light Co 83/10/27 DENTON, H R 
Office cf Nuclear Reactor Regulation, Director 29pp 21012 130 
J4k Ri/h* tD-40C 83^0/27.8311020111 


QJlt0470;5 Forwaras responses to requests for addl info re draft SER 
Open Items 3'’ 2, 63 30 172 4 213 Uestinghouse proprietarv 
Cravings 224SL26 4 2606E41 associated w/Open Item 30 
withheld (ref 10CFR2 7901 Application for withholding end 
WCCUFFIE A Caroljra Power 4 Light Co 83/10/20 DENTON. H R 
Office 5f Ntclear Reactor Regulation. Director 2pp 21090 300 
r*! Pith* 50-400 83 lo/sa 0311040029 


--831I04C537 Application for withholding proprietary Drawings 
•SifllNS Acetlerometer Details'* 4 I606E41, "RocoAmended 
Ircanta ir^sent Equipaent Installation,** per tOCFR 2 790 
i<]E(^MAnn R a Wfsttnghojse Electric Corp 83/07/12 

BERLINCER C H Core Performance Branch Bpp 21050 302 

F»c»>e 90-4 50.83/10/28.8311040025 


2342026. 


24 X 


8351040044 Responses to requests for addl info 
'^72 63 30 172 4 213 

• Carolina Po«er 4 Light Co 83/10/28 Sipo 
Fiche 35-4CO 03/ IC' 20. 8311040025 




Mi-ars 




21C90 310 24X 


“ 

FNIGiiTC/N a U Licensing Branch 3 83/11/02 MATTi€UB D B 
I«erjency Preparedness Branch Ip 21163 274 ® 
Fiche 2C-+;0 S3/I1/02 6311140146 


8311190290 Forwards response to Rad i olog lea ] Assossmont Drunch draft 
EER questions, c onoi st Ing of Gipp rpsume u/spuclfLc ref to 
health physics supervisory experience In outAgo situation, 
during refueling 4 Initial fuel load 4 Initlnl critlcnlltg 
MCDUFFIE, H A Carol Ir-a Power 4 Lighl to 01/11/09 DENTON, H ft 
Office pf Nuclear Reactor Regulation. Dliector lOpp 21 179 335 
24X Flche 90-400,83/11/09,8311190398 


831117036B ForwardB addl info ro draft 8 ER Dpon I tom 220 on QA program 
4 NUHEO-0737 1 terns, w/rovi sod FQAR pages 

MCDUFriE.HA Caro 1 1 na Powor 4 Light Co OT/ll/14 nCNTON. Pf H 
Office of Nuclear Reactor Regulation. Dltoctnr lApp 21209 091 
24X Fithe 50-400,83/11/14,8311 170368 


0311210158 Forwards draft responses to request foi a-ddl info i« tlER 
□pen Item 99 ( instrumenta 1 1 nn 4 Control By s Drar»ch> •, 

Open Item 107 (Power Syfl Branch) 

MCDUFFIE, M A Carolina Power 4 Light Co 8:3/11/14 DENTON. H R 
Office of Nuclear Reactor Rogulation, Director Vpp Sia'll jji 
24X Fithe 30-400,03/11/14,8311210198 


8311220523 Torwards rosponsps to draft fiCR upon items ie liistTumerit 
air sys,NSSS startup tenting 4 load testing of diesel 
generators 

MCDUFFIE, M A Carolina Power fc Light Co 03/ll/|fl DENTON, II R 
Office of Nuclear Reactor Regulation, Dirocto-r 1/pp 212*16 I /'* 
24X riche 90-400,03/11/19.0311320923 


B31I280I03 Forwards revised response in draft BCR Open Item 343 ti 
design loading combinations for ABMF Code Class 1,*^’ 4 3 
piping supports Open item considered c onf i rma tor u tier 
031110 meeting 

MCDUFFIE, M A Carolina Power &. Llgfil To 03/ I 1/1 IJ l)f NTflU, H R 
Office of Nuclear Reactor Regulation. Director 4 i>d 21279 n/.A 
24X Fiche 90-400,03/11/15,0311200103 


0311280472 Forwards Aujtillary Qys 4 Instrumentation I, Cun irn 1 Out 
uranch responses to draft 6 CR open items Responses to 
other draft 0ER open Items will be provided shortly 
MCDUFFIE, M A Carolina Power 4 Light Co (13/1 l/i|] DCMTIIN, H R 
Office of Nuclear Reactor Regulation, Director Dro 2iail'l 240 
24X Fiche 30-400,03/11/10.8311200472 


8311300141 Forwards response to draft Lb« open Item 
sampl ing, ra ised by Meteorolog 1 ral 4 Affluent Ti'sai 


« • SVC 
tmeiit 


Dranch Qvc water sys will be modified to Include llnuld 
radiation monitor downstream of all Inputs to sui 
MCDUFrrc.M A Caiollna Power 4 Light Co 03/11/2^ 
Regulation, Director »pp 
D4X Fiche 90-400. 03/ 11 /SR, Cl J1 1300 1 41 


ULNTrjN.H n 

aiai3 026 


^ Perwards proprietary rtvlscd response to draft SER Onen 

Item 7 to SLppqrt utU 4 North Carolina Eastern Munl^D.l ^ 
ICCFR? Mo)’* Response withheld (ref * ^ 

t: -enton-h « 

Ficht :c-400,e3/n/S3,«??M03S3 =»079 324 


■ marc ui.n Upon Items t<e ln-<cnra 

ltor? 5 Ta? ? ■uhcoollng instrumentation sys (NUNKO 07:a/. 

conJaiLr tL particulales 4 Iodines frrim 

condenser vacuum pump exhaust 

MCDUFFIE, M A Carolina Power 4 Light Co 03/11/2:1 DLWTfJM, H n 

Director Hpn 2I'I12 047 
24X Fithe 90-400,03/11/23,0311300247 .11 2 047 


by FBAR Chapter J5 P-iiures of control ty, bounded 

0fM^e*cfVMe5rRiicUrXjulati5!l^ Directo'”''®^ DENTON, H R 
^4X F^t^, 55 - 40 ^), 03 Director Blpp 21100 253 


Items 31 47 139/369* for addl info on SER Open 

Office of ^^'**«^^«»*ctorRt5ul’itUn^‘’Di DENTON, H R 

24X Fithe 50-400,83^ I/oi.aluiwnS' 15PP au39 33 a 


MCI ' '■•'•Iftxl Suppoftin, 

0.„c, o, f t;*”* «« a^/.l/oe DENTON.H R 


»cj..=nE H A 's**"* 


^ p'^otectioo pini,« 


0311010471 Forwards detailed d 
safe shutdown after fire for 
analysis 


ascription of associated circuits 
use in preparing safe sliutduun 


f 01 


Power 4 Light Co I 2 pp 
8311010471 


Branch a 
21010 220 


(13/10/10 
24X riche 


UTUiV.t L Carol ins 
»0 "400, 11.1/ 10 / 10 , 




power reactors re NRC eo.ftrL; licensees 4 applicatHi ol 
fipp R to 10CFR50 Sve list inc? t'tqu i remont s of 

FrlF rnnsol .dated 

Fiche 50-000,03/10/19.8310200362 ^ •*•1114 329 24 X 


hT?! Jlhrrls Nuclia 

^uppo^^c^^^■'‘^n^I!e^poIIse"^o‘^My'’Ac^ I 

ZIMMERMAN. 8 R Carol iUrPowal I 111 A 1 2 

Office of Nuclear Reac tor ^Re 1 * 0 ^ ' ^^/JO/as DCNTON, H H 

Fiche 30-400,03/10/29,831 1020112^ 0'' Ip 21014.351 24 








Plaht A riaoicabuity of ah 

Plant Emergency Operations FaclJlty <• 

17PP “«o*r3j”’'airFuh*r;o-,“5o"S5"5jR5rsSn’ow,??^^ 

Plant Tachnical'oJppJrl^ctJ*""**'’ Oh.aron llairl. Nucl.ar Pnu 

. ipp ,’:r;o,;^ofs5"s5a»:’s5, ;oao??r'"“ 
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140146 Informs that input to SER re emergency preparednesa due by 
1105 Emergency preparedness presently admitted contentinn 
f ac i I i ty bearings 

roHTOM* 0 tf Licensing Dranch 3 83/11/02 MATTHEWSfD Q 

urgency Preparedness Dranch Ip 21163 274 24X 

Che 50-400-83/11/02-0311140146 


djudjeatory correspondence 


:)10431 Reeponse to util motion for summory disposition of 
iteration II Veracity of all general facts disputed List 
matters in dispute on Co-ntentlon 11 4* Certificate of 
: end 

3LEHAN. M Joint mtervonors-Shear on Harris EODLEMAN- W 
dlamaiii U tJ3/10/2Q Atomic Safety and Licensing Board Panel 
jp 20971 204 24X FichP 30-400-83/10/2010311010431 


11010443 Motion to compel discovery of NRC on Interrogatory 3 
“e Contentions BF 1 & 1 5AA Certificate of negotiations end 
SDDLEMAK- W Eddleman- W 03/10/20 Atomic Safety and Licensing 
inard Panel app S0971 216 24X fiche 50-400-03/10/28, 

33i 1010431 


I i0104SO Response opposing util motion for summary disposition of 
lonterition 37B Point on poin & suffering irrelevant 
Itatement Of facts disputed on Cddleman 37D end 

EDDUErtANjW Eddlemani » 03/10/26 Atomic Safety and Licensing 

loorif Panel 65pp 20971 210 24X Ftcbe 50-400.03/10/28- 

931101 0431 


130141 Response opposing util 831003 I 4 12 motions for summary 
i-pooltlan 0f Joint Intervenors Contention 37D/II (health 
ect) Durden of proof rests u/utll Certificate of Sve 
1 Related correspondence 

hD-0 F Joint intervenors-Shearon Harris 03/ JO/31 Atomic 

'ety and Licensing Board Panel 6pp 21035 170 24X 

he 30-400-03/10/31.8311030141 


'30130 MemoTandum t- order ruling on Eddlaman proposed onsite 

rgency planning contentions Majority of contontions 

acted for Jack of specificity Certificate of 8vc encl 

LCY. J L - CARPENTER, J H - BRIGHT- 0 □ Atomic Safety and Licensing 

rd Panel 03/11/01 EODUEMAN. H Eddleman- W 12pp 21D3B 299 

K Fiche 50-400,03/11/01.0311030150 


70317 ReciuBsts ansuer to end 831 102 motidn for luminary 

position of ContentioTi 8F by 031120 ASLO uilll rule on 

lologlcal health effects motion by 031215 

TER. T A Shaw, Pittman. Rotts U Trowbridge DAXTER, T A 

otlna Pouer ft Light Co 03/11/02 EDDLEMAN- H Eddleman, H IP 

364 076 24X Fiche 90-400,83/11/02.0311070317 


1070323 tiotlon for summary dlspo|ltlon of Eddleman Contention 8F 
e inadequate DEB assessment of health effects of 
sdloldgical effluents No genuine issue exists as to any 
itl fact in contention 

'NEILL, J H Carolina Power U Light Co D'NEILL-J H Shaw. 
Lttman, Potts t. Traubridge 03/11/02 Atomic Bafety and 
icenslng Board Panel 17pp 21064 077 24X 

Che 50-400,03/11/02.0311070317 


070326 Responses to sixth set af interrogatories on Contention BF 
' Inadequate assessment of radiological effluent effects 
NEILtiJ H , MAUnO.J J Carolina Power C- Light Co O'NEIUL.J H 
awi Pittman- Potts (< Trouibrldge 63/11/02 EDBLEMAN. W 
dlaman- U lOpp 21064 094 24X Fiche 50-400-83/11/02, 

II 1070317 


0705S9 Statement of matl facts as to which there Is no genuine 
Bue re motion for summary disposition of Contention BF 
NEILL* J H Carolina Power & Light Co O'NEILL. J H 8haw. 

ttman. Potts Trowbridge 03/H/O2 Atomic Bafety and 
censlns Board Pannl 4pp 21064 112 84X Fiche 50-400- 

/ll/oa*03 110703 17 


070536 Affidavit of JJ Mauro 8( 0 hichlewici in support of motion 
r summaTy disposition of Eddleman Contention BF 
rtiflcate of Bve end 

JROr J J , hICMLENICZ* I> Carolina Power tt Light Co 
CHLEUICZ.d Ebasco Bervlces. Inc (subs< of Enserch Corp ) 

/ 11/02 39pp 21064 il6 24X Fiche 90-400,03/11/02.8311070317 


323J Response to applicant ^ NRC 03092? responses to Joint 
'^venors Q30906 contentions re security plan End 
leld (ref 10CFR73 Sl> Certificate of 9vc end 

.E- J 0 Joint Intervenors-Shearon Harris RUMKLE.JD Runkle, 
03/11/04 Atomic 6afety and Licensing Board Panel 3pp 
f 101 24)f Fiche 50-400-83/11/04,0311090231 


0311190336 Memorandum (< order memor la 1 1 1 ing 031109 telephone conference 
u/R Mlller.iJ Eddleman & H Carrow re reepanSSB to Eddleman 
contentions NRC -wJ 11 file response to applicant motion for 
summary disposition of Contention BF by 831110 

KELLEY- J L Atoimlc Safety and Licensing Board Panel 03/11/10 
Atomic Safety and Licensing Board Pane) 3pp 2)170 107 24X 

Fiche 90-400-03/11/10.0311150336 


0311150209 First set of respen&es to general interrogatories 4 
interrogatories on Contentions 4i h 65 

BAXTER* T A Carolina Power U Liight Co BAXTER, T A Shaw. Pittman- 
Patts 6 Trowhrtdfie 03/11/11 EDDLEMAN. W Eddleman, M i4pp 
21170 093 24X Fiche 50-400-83/11/11,8311130209 


— 0311150214 Supplemental response to request for production of documents 
re Contentions 41 I. 69 Certificate of Sve encl 
BAXTER. T A Carolina Pacuer S. Light Co BAXTER- T A Shaw* 

Pittman- potto & Trowbridge 03/1 1/J I EDDLEMAN- w Eddleman. W 

6pp 21170 067 24K Fiche 50-400,03/11/11, 0311190209 


□311170252 hlDmoranduffl order granting W Eddleman B3102B motion to 
compel discovery of MRC re Interrogator! es 3 C< 17 Complete 
NRC response due 1 uk from receipt of order 

KELLEY. J L Atomic Bafety and Licensing Board Panel 03/11/14 
EDDLEMAN. 0 Eddlenian. 0 Spp S1213 279 24 X 

Fiche 90-400. 03/1 1/14, 031 1 170252 


0311210223 Answers to second sets of Interrogatories op Contentions 
0F1 8c I3AA 

EDDLEMAN, W Eddleman. U 03/11/15 Carolina Power 6 Light Co 
I2pp 21239 193 24K FlcAe 90-400,03/11/15.0311210223 


•B31 1210233 Responoe opposing NRC responses re summary disposition of 
Contentions 00 t* 63/84 on Individual dose exposure 
Certificate of Sve encl 

EDDLEMAN- W Eddleman- N 03/11/19 Atomic Safety and Licensing 
Board Panel 4pp 21235 205 a4X fiche 30-400,83/11/15, 
0311210223 


0311220500 tlatioTi for extension of time until 19 days after close of 
hearing on environ contentions it protective order re 
applicant Fourth 8< fifth sots of interrogatories Certificate 
of Sve end Related torre apondcnce 

PAYNE. M T Kudtu Alliance PAVNE. N T EdeJsteln L Payne 
□3/11/16 Atomic Safety and Licensing Board Panel App 
21356 358 24 X Fiche 90-400.63/11/16,0311220508 


8311310203 Motion to compel discovery on applicant fourth S> fifth 
sets of interrogatories 6 request for production of 
documents to Joint Intervenors re radiological monitoring 
Certificate of Sve onct Related correspondence 
O'NEILL. J M Carolina Power 8- Light €0 O'NEILL, J H Bhaw. 

Pittman, Potts 8, Trowbridge 03/11/17 Atomic Safety and 
Licensing Board Panel lOpp 21235 078 24X Fiche 50-400,03/11/17, 

□31 1210203 


8311230226 Forwards partial responses to recipient InterroHatorloi on 
Eddleman Contention 19 AA*per 8311 14 telcon Supplemental 
response to interrogatories will be filed by 831 123 Re lated 
corresp ondence 

HOLLAR, D E Coro Una Power 6 Light Co 83/ i 1/17 EDDLEMAN, W 
Eddleman. N Lp 21271 219 24X Fiche 50-400-83/11/17,8311230226 


— 8311230227 Response to 1 ntorrogatortes on Eddleman Contention 15 AA 
(sixth set) 

HOLLAR, DE Carolina Power 8. (Light Co 83/11/17 EDDLEMAN- « 
Cddleman, W 3lpp 21271 220 24X Fiche 50-400,83/11/17, 

□□11230226 


'B3IJ23022B Response to request for production of doti/menti re 
contention 19 AA Certificate of Sve encl 

hollar, » E Carolina Power L Light Co 83/11/17 EDDLEMAN, W 
Eddleman, W 4pp 2l27t 231 24X Fiche 90-400. 83/1 1/1 7, 

□311230226 


0311290239 Response opposing NRC position on. summary disposition of 
Joint Contention II re dose estimation NRC argument mi s4es 
point for genetic defects 

EDDLEMAN, W joint Intorvenors-Bhearon Harris EDDLEMAN* M 
Cddleman, M 03/11/22 DRroHT, 0 O , CARPENTER, J K , KELLEY.JL 
Atomic Safety and Licensing Doard Panel 3pp 21305 314 24X 

FJchB. 50-400, 03/11/22,8311 290239 


— B31 1290246 Response opposing NRC position on tuihmary dispotltlnn of 
Contention 37B re effects of low level rad let 1-on- Join t 
Intorvenors 031031 counterarguments adopted 

EDnLEHAN,g Eddleman, W 03/11/22 I3RI0HT,0 0 . CARPENTER* J H 

KELLEY, JL Atomic Safety and Licensing Board Panel Ip 

21309 315 a4X Fiche 90-400*03/11/22,031129023? 
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— B31 1 29024*? Addl diacoverij r»»P>on«*a or> Contention GFi ro direct 
entisslDna From coAl-burnlng poi4«r pl^fita COTtlflcate of Svc 
I* enct 

EDOLEMAN.W Eddleman. H B3/U/22 Bpp 21303 317 247 

FUh-B 30-400. 03/1 1/22. B31ia?(fi39 


B3112GOO&& Orde-r submitting questions re jppllc«nt motion For summary 
disposition oF Eddleman Contention 373 ic Joint Contention S 
Kssftonss due 631203 

KELLEY. J L Atomic Safvtq and Licensing Board Panel B3/11/S3 
Eddlanan. 3pp 21270 200 a4X Fic^e 30-400. 03/11 /S3. B3l 12B0066 


G311290S1& Supplemental response* to general interroflatoriei ®( 
IntsTMigatorl es on Contention 67 re shipment of radioactive 
matl in unsafe containers to disposal sites Certificate of 
Svc enc 1 

O'NEILLjJ H Carolina Pouer & Light Co O'NEILL. J H Bhaui. 
Pittman. Potts it Trauibrldgo B3/11/23 EDOLEHAN. W Eddleman. U 
Bpp 21305 243 24X Flcho 90-400.63/11/23,8311290216 


B311S90263 Bupplemental answers to Interrogatories on Contention ISAA 
Related cor respondance 

H0LLAB.de Carol Ina Pouer tr Light Co B3/ 11/23 EDDLEMAN. H 
Eddleman. U 0pp. 21309 330 24X Fiche 30-400, Q3/11 /23, 8311290263 


— 8311290267 Response to request for production o# documants re 
Contention 15AA Pocuments will be made available in 
corporate ofcs until 631223 Certificate of Bvc end 
HOLLAR. D E Caroline Poutr t Light Co HOLLAR, D E Bhaw. 

Pittman. Potts 8, Trowbridge 83/11/23 EDDLEftANrH Eddle<nan. W 

4pp 21303 330 24X Flche 50-400.63/11/23.0311290263 


0 Inspection reporte, IE Bulletins t correspondence 


0311O1OO1B IE Info Notice 03-78, “Apparent Improper Mod of Componant 
Affecting Plant Safety ** Svc list end 

JORDAN. E L Division of Emergency Preparedness Sc Enginiarlng 
Response (Post B30103) 83/11/17 Consolidated Edison Co of New 

York. Inc H7pp 21603 001 24X Flche 30-000. 03/11/17, B31 1010018 


0311040149 Forwards Mails Engineering Branch request for addl Info 
based 1)71 review of FSAA re preservice insp/exam plan 
Response requested within 6 months of Itr receipt 

KNIQHTON. 0 W Licensing Branch 3 63/10/11 UTLEY. E E, Carolina 

Fewer & Light Co 7pp 21069 341 24X Flche 30-400.03/10/11. 

8311040149 


0311070131 Forwards |E Iissp Repts 90-400/83-27 U 50-401/03-27 on 
B30-920-23 No nonctimp I lance noted 

VERBELLi.O H Division p# Project b Resident Programs 83/10/11 
UTLEY, E £ Carolina Power b Light Co 2pp 21039 326 24X 

Fiche. 50-400. 03/10/1 1, B3t 1070121 


—B3 1 1070124 IE Insp Repts 30-400/83-27 b 30-401/63-27 on 830920-23 No 
noneomp 1 1 enee noted Major areas Inspected const progreee 
b safety-related components 

KLEINBORO'E. N F Region 2, Office of Director. BLAKE. J J 
Division of Engineering & Operational Programs 83/10/06 6pp 
81039 3SQ 24X Flche 30-400,63/10/11,6311070121 


B3110705B9 Ack. receipt of B30929 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept* 90-400/80-24 v 
30-401/03-24 Severity Level IV remains 

LEWIS, H C Division of Project b Resident Programs 63/10/20 

UTLEY, E E Carolina Power b Light Co Ip 21066.133 24X 

Flche 50-400.03/10/20.0311070999 


— B31107061B Forwards IE Insp Repts 30-400/63-24 b 90-401/83-24 an 
630719-22 b notice of violation 

LEWIS, R C Division of Project b Resident Programs 03/09/01 

UTLEY. E E Carolina Power b Light Cb 2pp 21066 142 24X 

Flche 50-400. B3/ 10/20, B3l 1070989 


— 6311070626 IE I nip Repts 90-400/B3-24 b 90-401/03-24 on 830719-22 
None appliance noted failure to eitahllsh measures to assure 
Conditions adverse to quality promptly identified b 
corrected b failure to follow drawing b procedure! 

FRederiCKSON.F. » ANO, W F , ELROD, 6 A Region 2. Office of 
Director B3/O0/3O 13pp 21066 146 24X Flche 90-400,83/10/20, 

8311070339 


B30930O797 IE Info Notice 83-69, "Improperly Installid Fire Dampers 
at Nuclear Pouer Plants ■' Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B3/10/21 Consolidated Edison Co of New 

York, Inc J37pp 21114 391 24X Fiche* 30-000, 03/10/21, 0300300797 


0300310030 IE Info Notice 83-70, "Vibration Induced Valve Failures ” 
Bve list sncl. 

JDRDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 6301031 83/10/28 Cqnsolidated Edison Co of New 

York, Inc I17pp 21037 219 84X Flchs 90-000,03/10/25.0300310030 


D306300799 IE Bulletin 03-O7>6uppl 1, “Apparently Fraudulent Products 
0oLd By Ray Hiller, Inc " Svc list end 

DEYOUNO, R C Director's Office# Office of Inspection and 

Enforcement B3/10/26 Consolidated Edison Co of New Yarkf Inc 

I79pp 21070 170 24X Flche 90-000,83/10/26.6308300799 


6306310034 IE Info Notice 03-71, "Defect in Load-Dear Ing Welds on 
Lifting Devices for Vessel Head b Internals " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) B3/10/27 Consolidated Edison Co of New 

York. Inc il9pp 21037 397 24X Flche 50-000.83/10/27,6300310034 


6311020011 Forwards response to draft SER Open Item 99 re effects of 
high energy line breaks on control sys Respanie conilsts of 
results of study performed per IE Info Notice 79-22 
MCDUFFIE. M A Carolina Power b Light Co 63/10/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 26pp 21012 102 
24X Fit he 30-4OO, 63/10/27, 63 1 1O2001 1 


0306310040 IE Info Notice 03-72, "Environ Qualification Testing 
Experience “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 63/10/28 Consolidated Edison Co of New 

York, Inc 13ipp 21195 024 24X Flche 30-000,63/10/26,6300310040 


0311100170 Forwards IE Insp Repts 90-400/B3-30 b 90-401/83-30 on 
630721-22 NO noneomp 1 lance noted 

VERRELL1,D M Division of Project b Residmt Programs 83/10/26 
UTLEY, E E Carolina Power b Light Co 2pp 21229 075 24X 

Fiche 30-400.03/10/26,8311160176 


—8311180183 IE Insp Repts 50-400/83-30 b 90-401/83-30 on 830721-22 No 
noncoaipl 1 ahee noted Major areas inspected self-initiatsd 
program sponsored by INPO 

LONO.F J , BEMie.P R , MAXWELL. 0 F Region 2, Office of Director 
83/10/28 4pp 21289.077 24X Flche 90-400,03/10/28,8311100176 


B30B310097 IE Info Notice 83-73, "Radiation Exposure From Qlovee 
Contaminated W/U Daughter Products “ Svc list end 

FARTLOW. J 0 Division of Oa, Safeguards b Inspection Programs (Post 
030103) 83/10/31 Consolidated Edison Co of New York, Inc 

U6pp 21154 248 24X Flche 90-000,03/10/31,8300310057 


B3110704B7 Ack receipt of B31021 Itrs informing NRC of steps taken to 
correct violetions noted In IE Insp Rept 90-400/03-26 
LEWI0,R C Division of Project b Resident Program* 83/10/31 

UTLEY, e E Carolina Power b Light Co Ip 21066 163 24X 

Fiche 90-400,83/10/31,8311070487 


—8311070356 Forwarde IE Insp Repts 90-400/03-26 b 90-401/83-26 on 
830720-0820 b notice of violation 

LENia, R C Division of Project b Resident Programs 03/09/22 
UTLEY. E E. Carolina Power b Light Co 2pp 21066 172 24X 

Flche. 90-400.03/10/31,8311070487 


— 0311O7O9BO IE Insp Repts 90-400/63-26 b 90-401/63-26 on 830720-0820. 
Noncompllance noted failure to document d Iscrepancies, to 
follow procedural requirements b to provide controlled QA 
program for Instel latlon/lnsp of piping sys 
MAXWELL. 0 F, , PREVATTE. R L Region 2, Office of Director. 

BEMI8. P R. Division of Project b Resident Programs 83/09/21 
9pp 21066 176 24X Flche 90-400,63/10/31,8311070407 


0300310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on OE Type AK-2-29 Breakers) '* 

0vc list end 

JORDAN, E L Division of Emergency Prepertdfiees b Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New- 

York, tnc ligpp 21914 024 24X Flche 50-000.03/11/02.0300310076 


0300310075 IE Info Notice 03-79. "Improper Control Rod Manipulation " 
Bve list encl 

JORDAN. E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 63/11/03 Consolidated Edison Co. of New 

York. Inc 114pp 21913 293 24X Flche 90-OOO, 03/1 1/03. 6308310079 


0311010019 IE Info Notice 63-77. "Alr/Oas Entrainment Event* Resulting 
in 8y* Failures “ Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 630103) 63/11/14 Consolidated Edison Co. of New 

York, Inc ll4pp 24X Flche 90-000, 03/1 i/j4. 0311010015. 


0 Reportable occurrence*. LEri b related correspondence 


0311010162 Interim deficiency rept, Item 146 re installed unmarked 
bolts Initially reported on B3D923 Sempling plan established 
to randomly select bolts throughout power block Next rept 
will be submitted by S40105 Alto reported per Part 21 
PARS0N3,n M Carolina Powyr b Light Co 03/10/19 Q^REILLY, J P. 
Region 2, Office of Director Ip 20977 243. 24X 

Flche 50-400,83/10/19.8311010162 
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lljlioaoauo Interim iloficioncg repfc re indeterminate quality 
charac t crl Btle «. of Phase II pipe hangers Inltiallu reported 
on QJOVaO Mongers will he reinspected Hanger program mode 
undertJay Ropt will he submitted 840305 

PrtRBONa*R M Carolina Power ^ Light Co B3/10/27 O'REILLY/ J P 
negion 2. Office of Director Ip 21014 028 24X 

rithe 50-400/03/10/27.0311030380 


— B311 160263 Public ver<slnn of Issue 1 to Emargency Plan Implementing 
Procedure EPP-IS. "Emergencg Prepar e ijn® s i Review & Updating" 
h Issue 3 to Procedure EPP-Sl. "ProtiLpt Public Notification 
Sgs " 

SHAFER. P DalV'Viend Pouier Cooperative 03/10/10 I4pp 
21201 lie a 4 X Fiche 30-409,83/11/10.8311160256 


B'JliaO04Ql Part ai rept forwarding list of HVAC units supplied to 
facilities All units built in Wlnston-8al em, Nc facllltg 
DROWN. J T Uahnsan Co . Inc isubs of Hillman Coal & Coi® Co ) 
03/11/1D DEYOUNO. R C Director's Office, Office of Inspection and 
enforcement 2pp 212Q3 357 24X Flche 30-000.03/11/10/0311200481 


0311170249 Forwards Items of concern w/flre protection rule 10CPR30 4B 
covering datectlon 6 automatic suppression U Intervening 
combustibles Exemption for electrical penetration area 
requested 

LINDER, F Dalrgland Power Cooperatlvo B3/11/14 CRUTCHFIEUD. 0 
Operating Reactors Branch 5 4pp 21213 203 24X 

Flche 50-409.03/11/14,0311170249 


DflCKCT 30-406 mSKEOEC INST REGEARCM REACTOR 


A Ap p 1 i c at i t>u /c ons tr uc 1 1 on stage documents fc correspondence 


i];U 1090425 Comments on "Nuclear Reactors Quilt. Being Built or Planned ■■ 
luskegee Inst licensed but never started up 

THQMA8/ C Cl Standar d i i a t i on fc Special Projects Branch 83/10/27 

8PATH, C C Enargyi Dept of Ip 21144 197 24X 

riche 50-406. □3/10/27, 031 1090423 


0311170402 Requests ane-tlme variance of scheduled Dec 1903 annual 
op erator/sen 1 or operator exam until Feb 1984 Re ec hedu 1 1 ng 
required due to etnorgeneg plan drill scheduled for first ut 
of Dec 1963 

LINDER. F Dalrgland Pawer Cooperative 83/11/14 THDMP80N. H 
Division of Human Factors Safety 2pp 21208 196 24X 

Flche 30-409.83/11/14.8311170402 


R Operating license stage documents 6 correspondence 


DHCKCT 50-407 UNIV OF UTAH RESEARCH REACTOR 


F* Security. fn#dical< emeigency *< fire protection plans 


(1311100050 Concludes that emergoncy plan does not currently meet 
Tiquirements or guidelines of App E to lOCFRSO. guidance 
criteria In Rev i to Reg Oulde 2 6 or AN01/AN8-15 16-1902 
Rtaff emergency plan review end Info duo by 031229 
THCJMAa, C t) Btandordiiation It Special Projects Branch 03/10/27 

DRtJF’HY, U J Utah, Unlv of. Balt Lake City. UT 2pp 21144 349 

VAX Flche 30-072.03/10/57,0311100050 


— U31 1100054 Effievgency plan review of Licenses n-23 & R-126 Emergency 
plftn unaccepteble Plan mutt address requirements of 
locrnno.App e 

a Division of Emergency Preparedness b Engineering Response (Post 
Q30103) 83/10/31 4pp 21144 351 24X Flche 50-072, 03/10/27, 

Q31 1100050 


t) Reportable Occurrences. LERs tc related correspondence 


(1311070233 («NU-iV-03-O3O bn Q3iD2Q, earthquake of approx 6 9 surface 
wave magnitude took piece In Southern ID All unlv facilities 
in area sFiut iJnwn No apparent damage or problems 
experienced 

MAHTlNiL C Region 4. Office of Director 83/10/20 Ip 
21062 310 S4X Flche 50-000.63/10/20,^311070233 


0311O3OOB9 Requests proprietary version of "Review of Licenses 
Rcsalutlon of Gut&tandlTig Issues From NRC Equipment Environ 
Qualification 5ERs (F-1 1> D-60i/ be released to public per 
util 630114 Ur 

SMITH.HL Operating Reactors Branch 5 03/10/25 BAILEY, I 

Records Services t. Facilities Drench Ip 21035 352 24X 

Flche 50-409.03/10/25.0311030009 


— 6212290334 Proprietary version of "Review of Licensees Resolution of 
□utstanding Issues From NRC Equipment Environ Qualification 
SERs (F-ll.D-601 LCDWR. " released to public per util 630114 
Itr 6 NRC 031025 memo 

CRANE/C J Franklin Ins tl tute/Frankl in Research Center 
NRC-03-79-IIQ TEn-C5257-464 82/06/25 LE, N D NRC - No 

Detailed Affiliation Olven 277pp S1036 OOl 24X 

Flche 50-409,63/10/25.0311030089 


0311030100 Forwards response to Generic Ltr 83-20 ro generic 
implications of Salem ATW9 events Inapplicable sections of 
generic ltr listed Remaining sections addressed 

LINDER. F Dairy land Power Cooperative 03/10/25 EIGENHUT.D 0 
Division of Licensing S6pp 21034 184 24X Flche 50-409.03/10/25. 

0311030100 


6300310072 Board Notification 03-OOlA provides info re seismic Msk to 
DHR plants OWR absolute core melt probability t risk results 
developed in limited DNL study not meaningful 

EISENHUT, D O Division of Licensing 03/10/26 FALLADIND.N J 
Commissioners 12pp 21103 242 24X Flche 50-000,63/10/26. 

0300310072 


DOCKET 30-409 LA CROSSE BQILINO WATER REACTOR 


F' Qtcurlty. medical, emergency << fire protection plans 


EJ310S100362 Generic Ltr 83-33 to all licensees L applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Sve list end 

EIQENHUT.D 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York. Inc 2lpp 21114 329 24X 

FlcFie 30-000, 03/10/19. 0310200362 


0,11 tQ-Q0066 Releases public version of emergency plan procedure 

FEUTQN.J M Division of Rules and Records 03/10/31 Document 

Manaaement Branch Ip 21094 315 24X Flche 50-409.03/10/31, 

□31 100G066 


— 0311060070 Public version of Issue 2 of Emergency Plan F>rocedure 
CPP-17. "Cierdsee 8. Drills " W/031010 ltr 

LINDER. F Dairy land Power Cooperative 03/10/11 CRUTCHFIELD. D 
□peratlng Reactors Dranch 5 6pp 21094:316 24X 

Flche 50- 409-. 63/ 10/ 31, 6311080066 


6310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors 1. applicants for OL re NUREG-0965, "NRC Inventory 
of Dams " Forwards NUnEO-0965 "NRC Inventory of Dams" for 
info only W/o encl Bve list end 

EISENHUT, D O Divliion of Licensing 03/10/31 Consol Idated 
Edison Co of New York. Inc 14pp 211Q4 015 24X 

riche 50-000.03/10/31,0310310403 


631 lOlOlBO Generic Ltr 03-36 to ail DWR licensees re NUFlEO-0737 Tech 
Specs Requests review of Tech Specs to determine consistency 
w/guldsnce In NURCO-0737 Response requlrffd ulthln 90 days of 
receipt of Itr 8vc list encl 

E16ENHUT,dO Division of Licensing 03/11/01 Commonwealth 

Edison Cq 2?pp 21104 025 24X Flche SD-000. 63/ 1 1 /Ol. B3i lOlOlBO 


8311020051 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of TKl 
Action Plan Itom II H 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EI&ENHUT, D.Q Division of Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21104 DDl 24X 
Ficho 50-000.03/11/02,0311020051 


Q311040099 Advises that 621202 6 830400 submittals re habitability 
l< location of emergency operetlons facility meets 
requirements of Table t of 8uppl 1 to NUREG-0737 
CRUTCHriELDi D Operating Reactors Branch 5 63/11/02 LINDER. F 

Dairy land Power Cooperative 2pp 21051 077 24X 

riche. 50-407, 03/11/02,8311040099 


831I160S56 Releases public version of revised emergency plan 
implementing procedures 

FEiTON, J M Dlvlelnn of Rules and Records 03/11/10 Document 
ManaBenent Branch Ip 21201 117 24X Flche 50-409.03/11/10, 

0311160256 


0311100162 Forwards 6ER re NUREO-O737i Item II D 3. "Post-Accident 
Sampling Sys, " based on 620QO6 submittal Response providing 
addl Info to resolve open items requested within 60 days of 
ltr receipt 

CRUTCHFIELD. D Operating Reactors Branch 5 03/11/03 LINDER.F 

Dalryland Puwor Cooperative l0pp 21139 300 S4X 
Ficho 50-409,03/11/03.0311100102 


63112B03BS Submits schedule of dates of evaluations specified In 
NURE0-0Qa7, "Integrated Plant Qafsty Assessment of SEP for 
LAC BUR " 

LINDER.F Dairyland Power Cooperative 03/11/16 CRUTCHFIELD. D 
Operating Reactors Dranch 5 3pp 21265 111 24X 

Flche 50-409,03/11/16,0311200305 
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Q Inspection reports^ IE Bulletins it correspondence 


B30B3007?? IE Info Notice 83-A9« "Ifftproperlg Installed Fire Dampers 
at Nuclear Fouer Plants " Svc list end 

JORDAN^e L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/10/21 Consolidated Edison Co of Neu 

York. Inc t37pp 21114 3Sl 24J< Flche 30-000.03/10/21,0300300797 


0311020199 Forwards IE Insp Kept 30-409/03-16 on 830716-0916 No 
noncanp 1 lanes noted 

SAFER, g D Region 3, Office of Director 03/10/01 LINDER. F N 
Deirylend Power Cooperative 2pp 21011 130 24X 

Flche 30-409,03/10/21.0311020199 


— 0311280044 Foriiiards preliminary SALP Rapt 50-409/83-14, covering Jul 
1982 - June 1983 tleoting scheduled for 831012 to discuss 
rept findings Summary of significant findings end 
HIND.J a Division of Radiological & Materials Sefety Programi 
83/10/05 LINDER. F W Dalryland Pouar Cooperative 3p p 
21279 239, a4X Flche 30-409, 83/1 1 /1B> 831 1280042 


—8311200046 Responds to NftC 031003 1 tr re 8ALP Rept 50-409/83'-14 
Exposure dose per yr decreased over last 10 yrs NRC should 
not compare exposure rate to pouer produced 

LINDER, F Dalryland Poubt Cooperative 83/10/23 HIND.J A 
Division of Radiological I, Materials Safety Programs 2pp 
21279 242 24X Flche 50-409,83/11/16.8311280042 


—8311020200 IE Insp Rspt 30-409/83-16 on 830716-0916 No noncompUance 
noted «*inr arias inspected confirmatory actions review, 
operational safety . lurvell lance, malnt, design change it mods 
it plant trips 

D0BRY,N E . WILLIAMS, D . JACKIW, I N Region 3, Office of Director 
83/10/20 7pp 21011 132 24X Flche 30-409,03/10/21,8311020199 

8308310030 IE Info Notice 03-70, “Vitration Induced Velve Failures 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineer ina 
Riiponse (Post 830103) 83/10/23 Consolidated Edison Co of New 

York. Inc U7pp 21037 219 24X Flche 30-000,03/10/25,8308310030 

Sullitin 83-07. 3uppl I, “Apparently Fraudulent Products 
Sold By Ray Miller, Inc “ Svc list end 
DEYOONo.r c Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of Neu York, Inc 

IY9pp 21070 170 24X Flche 50-000,83/10/26,8300300799 

B30931M34 IE Info Notice 83-71, “Defect in Load-Bearing Welds on 
Devices for Vessel Head I* Internals “ Svc lut end 
JORDAN, E L Division of Emergency Preparedness t< Enolnierlng 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York, Inc llSpp 21057 357 24X Flche 30-000,03/10/87,0308310034 

JORDAN, E L Division of Emergency Preparedness & Enoineerlno 

k, Inc I31pp 21133 024 24X Flche 30-000, 03/10/28, 8308310048 

llftpp 21154 248 24X Flche 30-000.83/10/31,8308310057 

"s"'??” B-" . 

«.c U4P, 24X ric^i‘ii^oo9,8v;;;U?S3uo“i;r 

R,»pon,, tPo.J'aiolos,”^ M/ 11 ' 17 ' 

York, Inc 117PP 21603 00 Fl^rl Edison Co of New 

001 24X Ficha 30-000,83/11/17,8311010018 

0311290042 P 0 .W.. 4 , S4LP 50-40»/a3-14. cov.rin, „bs 


' June 


0*lrvl,„^ °*2lOT5''5,4®^^iy ® LImDER.F U 

FUh. =0-409. 03/11/10, TOUreoo?” 

Flth, =0-409,93/11/10, 03, B3/U/10 83,p 2 , 27 , 24X 


R Periodic operating roporte & related carrospondence 

8311170260 Monthly operating rept for Sept 1983 W/B31010 Itr 

OOODMANiL 8 , UlNDERiF Dalryland Power Cooperative 83/10/07 
Office of Resource Management, Director 12pp 81213 310 24X 

Fiche 50-409,03/10/07,8311170260 

8 Reportable occurrences, LERs 8< related correspondence 

8311220276 RO 83-08 on 831 1 10-I4i d eg rada t i on discovered In primary 
reactor containment during Type A Integrated leak rate test 
0 Type C surveillance leakage rate testing Cause under 
I nvestlgation 

LINDER. F Dalryland Power Cooperative 03/11/14 KEPPLER, J 0 
Region 3. Office of Director 2pp 21253 333 24X 

Fichfl 50-409,03/11/14,0311220276 


V Operator Examinations 


8311170402 Requests one-time variance of scheduled Dec 1903 annual 
operatoy senior operator exam until Feb 1984 Rescheduling 
of**Dec*J9^^ emergency plan drill scheduled for first wk 
LINDER. F 


Dalryland Power Cooperative 


Olvlsion of Human Factors Safety 
Flcha 50-409,03/11/14,8311170402 


2pp 


83/11/14 
21200 196 


THOMPSON . H 
24X 


f^^CLEAR BTATION, UNIT 8 

^ ^PP|*^*^^°^/co»*tTuction stage documents & correspondence 

^^ll 3 tJd^reoIII'’!"‘‘\J? request for addl info Retponie to all hot 

listed requests will be submitted by Dec 19B3< Response to 

MANOAM submitted by First Quarter 1984 

MANOAN.C V Niagara Mohawk Power Corp 03/10/19 SCHWENCER, A 

03uS3ii;?B ^ 30-4rS1^83M0?l$. 

8311080451 Forwards request for addl info on F8AR Chapter 7 re 
** Proposed schedule formlitlnjl 

to^discuss requests for info should be provided within 81 

s£:;r --""“s.-KiJ 

f4uuad.no n ^ 

Commissioners 12 dd 21103 aav j 

8309310072 ^ 50-000,03/10/26, 

°'*JJucMt.®?o.V°r^‘KIUREo‘o96” 

EISENHUT, D Q Division of Licensing 83/10/31 Consnltd,if a 

Edison Co Of New York. Inc I4pp 21104 Ols Consolidated 

Flche 30-000,03/10/31,0310310403 ‘ 

8311020031 Oeneric Ltr 03— tn mii 9,. 

applicants for OLs it holders of Cpi*^e”e?!!I i J ! reactors, 

u”-^rr„T‘'ai; /' " 

Br.„cR i 3,o'-‘'SMr9“2“;"'S4? FUM* sSu .AwS?* 
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B31 1140599 Sutnmary of B30915 fneetlng w/util in I}»thesda< KD re QA 
□rganl xak ion & structoro based upon info requested in 
A Schuencer 830812 Itr 

HAUGHEY-h F Licensing Branch 2 63/11/14 Licensing Branch 2 

2pp 21199 330 34X Flche 30-410.63/11/14,0311140299 


0311140329 Summary of 830914 meeting ui/titl 1 , Dames & Moore 6t<M re NRC 
830924 request for addl Info re geology & seismology List of 
meeting attendees encl 

HAUOHEYfM F Licensing Branch S 83/11/14 Licensing Branch 3 

3pp 21199 242 24K Fiche 30-410. 03/1 1/14, 0311 140329 


0311300042 Notification of 031122 meeting ui/util in Qethesda,MD to 
discuss administrative matters 

HAUQHEY,MF Licensing Branch 2 03/11/17 BCHWEfJCER,A Licensing 

□ ranch 2 Ip 21324 014 24X Fiche 50-4 10. 63/1 l/ty, 031 13000-42 


C Utility Environmental Report <ER>. amends & correspondence 


0311000340 Forwards affidavit of svc indicating that Amend 5 to PSAR L 
Buppl 4 to environ rept - OL stage provided to appropriate 
parties 

MANGAN, C V Niagara Mohauk Power Corp 83/11/01 EISENHUT, D G 
Division of Licensing 3pp 21070 294 24X Fiehe 50-410483/11/01. 

□3110S0340 


F Security, medical, emergency «< fire protection plan* 


0310200348 Generic Ltr 03-33 to all licensees h applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App fi to 10CFR50 Svc list encl 

EISENKUTrD 0 Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, Inc 21pp 21114 329 243( 

Flche, 90-000, 03/10/19. 0310300342 


8311010374 Forwards addl info re Environ Request £451 14 for two 
meteorological data tapes Tapes cover 1973 hourly onsite 
meteorological data for accident assessment & 1974 hourly 
onsite meteorological data for cooling tower plume modeling 
MANGAN, C V Niagara Mohawk Power Corp 03/10/27 EJBENHUT.D 0 
Division of Licensing 9pp 20973 241 24X Fiche 90-410.03/10/27. 

8311010374 


K Utility Final Safety Analysis Report (FSAR) amends 


0311000340 Forwards affidavit of svc Indicating that Amend 9 to F9AR 4 
8uppl 4 to environ rept - QL stage provided to appropriate 
parties 

MANGAN, C V Niagara Mohawk Power Corp 03/11/01 EISENHUT, D 0 
Division of Licensing Spp 21070 294 24X Flche 90-410.03/11/01, 

0311000340 


Q Inspection reports, IE Bulletins 4 correspondence 


0311080017 Responds to FQIA request for documents re alterations of 
radiographs of welds In piping subassernb 1 i es by ITT Orlnneli 
Corp Forwards documents listed on App A Review of addl 
documents subj to request continuing 

FELTON, J M Division of Rules and Records 63/00/11 FU6UA. D M 
WalUce. Hilburn, Clayton. Calhoon C. Forster, Ltd 3pp 21092 002 
24X Flche 90-000,03/03/11.0311000017 


■0311000069 Informs that response* to IE Bulletin 02-01, Rev l.Suppl 1 
re altered rad lographs, substantial ly complete Results of 
reradiography of 42 welds at Nine Mile Point 2 h status of 
unacceptable welds at Susquehanna Units 1 & 2 incomplete 
CUNNINGHAM, L J Engineering Oenerlc Communications Dranct) 
83/03/80 JORDAN. E L Division of Emergency Preparedness & 
Engineering Response (Post 030103) 2pp 81092 037 24X 

Flche 90-000,83/00/11,0311080017 


— 8311000073 Bubmits further followup re enchancement of penetraneter 
images on radiographic films Film reviews completed to date 
confirm weld quality Training progress initiated U audits 
performed 

THlELfiCHiH ITT Orlnneli (subs of ITT) 63/03/20 POTAPDVa,U 
Region 4, Office of Director 2pp 21092 039 24X 

Flche 90-000,03/00/11,8311080017 


0310110417 Ack receipt of 030922 ltr fi< payment of civil penalty Imposed 
by B30B24 order Corrective actions described in 630430 ltr 
will be examined during future Insps 

AXELRAD/J A Enforcement Staff 83/09/29 RHODE,© Niagara Mohawk 
Power Corp Ip 20713 351 24X Fiche 30-410,03/09/29,8310110417 


0308300797 IE Info Notice 03-69, ''Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc Hot encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/21 Consolidated Edison Co of New 

York, Inc I37pp 21114 391 24X Flche 50-000. 03/10/81, 63060 0079 > 


0308310030 IE Info Notice 03-70, "Vibration Induced Valve Failures 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 630103) 03/10/25 Consolidated Edison Co of New 

York, Inc I17pp 21037 219 24X Fiche 50-000*63/10/29.0308310030 


6300300799 IE Bulletin 63-07, Suppl I, "Apparently Fraudulent Products 
Sold By Ray Miller. Inc " Svc list encl 

DEyQUN0,R C Director's Office, Office of Inspection and 
Enforcement B3/10/24 Consol tdoted Edison Co of New York, Inc 

I79pp 21070 170 24X Flche 90-000,83/10/84,0308300799 


0308310034 IE Info Notice 83-71. "Defect In LPad-Dearing Melds on 
Lifting Devices for Vessel Hoad & Internals " Svc list encl 
JORDAN. E L Dtvlstan of Emergency Pr eparednes * h Engineering 
Response (Post 030103) 63/10/27 Consolidated Edison Co of Neu 

York. Inc H5pp 2 1 057 357 aqx Fiche 50-000,03/10/27,3308310034 


0308310046 IE Infn Notice 83-72. "Environ Qualification Testing 
Experience Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Englnearing 
Response (Post 030103) Q3/10/2B Consolidated Ed 1 1 on Co of New 

York, Inc ISlpp 21159 ©34 aqx Flche 90-000.83/10/28,8300310049 


6300310057 IE Info Notice 03-73, "Radiation Exposure From Glovas 
Contaminated U/U Daughter Products " Svc list encl 

PARTLOW, JG DivlBlon af QA, Safeguards it Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York. Inc 

ll6pp 21154 246 24X Flche 30-000.03/10/31,6306310057 


0311170407 Forwards IE tnsp Rept 30-410/03-13 on 030914 No 
noncomp 1 lane e noted 

MARTIN. T T Division of Engineering it Operational Programs 
03/10/31 RHODE,© K Niagara Mohawk Power Corp Spp 21200 2i 1 
24X Fiche SO-4 to, 63/10/31,6311170407 


— B3UJ70415 IE Insp Rept 50-410/33-13 on 030914 Np none ompl lance noted 
Major area* Inspected environ program, Inc 1 uding requirement, 
myt controls it procedures for Implementing environ 
procedures environ protection program 

8TRUCKMEYER. R , HOGAN. R X , PAaCIAK.M J Region 1. Office of 
Dtroctor 63/10/26 App 21200 813 24X Flche 90-410,83/10/31. 

aai 1 170407 


0300310076 1C Info Notice 63-76. "Reactor Trip Dreaker Malfunctions 
(Undervoltage Trip Device* an GE Type AK-2-29 Braakers) " 

Bve list end 

JORDAN. E L Division of Emergency Preparedness t* Engineering 
Response (Post 630103) 63/11/02 ConsoHdated Edison Co of New 

York. Inc IlSpp 21914 024 a4X Flche 50-000, 83/1 i /Oa, 8308310076 


B300310079 IE Info Notice 63-79. '’Improper Control Rod Manipulation. " 
8vc list and 

JORDAN, E L Olvislon of Emergency Preparedness fit Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of New 

York. Inc ll4pp, 21513 293 24X Fiche 50-000.03/11/03.8308310075 


03nOtO©15 1£ Info Notice 83-77, "Air/Oas Entralnmant Events Resulting 
In 0ys Failures '* Qvc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Reaponse (Post 630103) 63/11/14 Consolidated Edison Co of New 

York. Inc 114pp 24X Flche 90-000. 83/ 1 1/14, 03t 1010019 


0311010010 IE Info Notice 83-70. "Apparent Improper Mod of Component 
Affecting Plant Safety *' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Reaponae (Post 630103) 63/11/17 Consolidated Edison Co of New 

York, Inc H7fP 21403 001 SAX Flche 50-000, 03/ 1 1 / 1 7, 831 101 0018 


8 Reportable occurrences, LERs fi< related correspondence 


0311010006 Final deficiency rept re failure of safety relief valve 
actuator Initially reported on 630503 Valves will be 
qualified to meet roqulr etnen ts of NUREG-0586 Deficiency not 
reportable per IOCFR90 99(e) 

MANN0,SF Niagara Mohawk Power Corp 83/10/07 STAROSTECKI, R 
Division of Project fi. Resident Programs 2pp 20978 071 24X 

Flche 30-410.03/10/07,0311010084 


63110103BO Final deficiency rept re environ h/or seismic qualification 
documentation of certain control room equipment Initially 
reported on 020921 OH pravided sufficient supporting 
documentation to qualify equipment Items 1-13,14 4 17 
MANGANrC V Niagara Mohawk Power Corp 03/10/18 BTARD8TECKI, R 
Raglan 1. Office of Director 2pp 20973 239 24X 

riche 90-410.03/10/10.0311010380 
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83I11B00M Interim deficiencij rept 
uilL be s-ubnlttad bij 840116 rathe 
date of 031107 Eitenjion granted 
HAKSAN*C V Niagara Mobauk Pouer 
Division of Project •!« Resident Pr 
Fiche 90-410.63/10/23,0311180014 


re Agastat relay bases Final rept 
r than previously committed 
during 031019 telcon 
Corp 83/10/29 STAROBTECK I . R 

□grams tp 21229 221 24X 


8311020091 Generic Ltr 83-39 to all licensees of operating reactors< 
applicants for OLs holders of CPs re clarification of TMl 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration uill satisfy requirements 3vc list end 
EISENHUT, D 0 Division of Licensing 83/11/02 Consolidated 

Edison Co of Mew York. Inc l^PP 21104 001 24X 

Ficbe 90-000.03/11/02.8311020091 


6311210347 Final defl-ciencg rept re use of unqualified QE control 
drive sgs clamps Initially reported on 630409 ASHE- 
qualified clamps installed on piping 

HANOAN. C V Niagara Mohawk Power Carp B3/10/2B STAR08TECK1. 
Division of ProiBct t* Resident Programs 2pp 21234 117 24X 

FI Che 90-410.03/10/28.0311210347 


8311160344 Forwards structural design audit guideline 6 discusses 
forthcoming audits to take place during uk of 031212 
KNIGHTON. 0 N Licensing Branch 3 83/ 11/02 WaOLEVERrE J 

Duquesna Light Co 9pp 21198 320 24X Fiche 90-412.03/11/02. 

8311160344 


6311210309 Final deficiency rept re separation criteria for Power 
Generation Control Complex equipment Initially reported 
on 030120 Verification of electrical separation requirements 
in test Instruc tiuTi t nou required 

DIBE.D P Niagara Hohawk pquer Corp 83/10/28 STAROBTECKl. R 
Division of Project h Resident Programs 2pp 21233 351 24X 

Flcho 50-410. 03/10/28. 031 12103B5 


6311100142 Final deficiency rept re vortex formation at ECC3 pump 
suction lines Initially reported on B3093D Suction lines In 
suppression pool hJl 1 1 he modified to provide adequate 
submergence. 5a t isfy 1 rvg NUREG-0869 requirements 

MANNO.a F Niagara Mohawk Power Carp 83/11/01 8TARD3TECKI . R 
Division of Project & Resident Programs 2pp 31226 069 24X 

Fiche 50-410.03/11/01.0311180142 


DOCKET 90-412 BEAVER VALLEY POWER STATION. UNIT 2 


A App 1 1 cation/construc tlon stage documents 6 correspondence 


6311010474 Grants extension until 840401 to submit response to 
Generic Ltr 03-28. ''Clarification of Required Actions Based 
□n Generic Implications of Salem ATNS Events “ 

KNIGHTON. 0 U Licensing Sranch 3 63/10/18 HOOLEVER Duquffsne 

Light Co 3pp 31010 241 24X Fiche 90-412. 03/ ID/IB, 031 1010474 


0311020211 Forwards requests for addl Info re containment sys Response 
requested by B31216 to maintain uarkable review schedule 
KNIOHTOM. 0 W Licensing Branch 3 63/10/20 WCOLEVER.E J 

Duquasne Light Co 9pp 21023 320 24X Fiche 50-412.03/10/20. 

□ 31 1020211 


6311030008 Forwards request* for addl Info re FSAR Chapter 14 fc initial 
test program Response rcqueite-d by 831216 to maintain 
uarkable review schedule 

KNIGH1ON.0U Licensing Branch 3 03/10/20 WOPLEVER.E J 

Duquesne Light Co >2pp 21049 349 24X Fiche 90-412. 83/ 10/20. 

0311030008 


6311160293 Forwards request for addl info from Auxiliary 0gs Branch to 
continue FSAR review Response requested by 631216 
KNIQH1ON.0LI Llceniing Branch 3 83/10/27 HOOLEVER.E J 

Duquesne Light Co 14pp 21200 162 24X FI che* 90-412. 83/1 0/27. 

0311160293 


6311030132 Forwards NVS-3173. "Development of Terrain Adjustment 
Factors for Use at Beaver Valley Power Station for 
Straight-Line Atmospheric Dispersion Kodel. " In response to 
FSAR Question 451 7 

NOOLEVER. E J Duquesne Light Co S3/)0/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 2f040 109 24X 

Fiche 90-412.83/10/28.6311030132 


— 8311030136 "Development of Terrain Adjustment Factors for Use at Beaver 
Valley Power Station for Straight-Ulne Atmospheric 
Dispersion Nodel “ 

ALBERSHEIM.8 R . TAYLOR. J K . DINUNNO. J J NUS Corp NUS-3173 
70/06/30 42pp 21040 112 24X Fiche 90-412.83/10/26.8311030132 


0310310403 Oeneric Ltr 63-38 to all licensees of operating pxnuer 
reactors L applicants for DL re NUREG-0969. "NRC Inventory 
of Dams ’* Forwards NVREO-0969 "NRC Inventory of Dams" for 
info only H/o end Sve list end 

EISENHUT. DO Di Vi s 1 an o f Ll c«n s i ng 83/10/31 Consolidated 

Edison Cd of New York, jne I4pp 21184 019 24X 

Fiche 90-000.83/10/31.0310310403 


0311160374 Notification of 631107 meeting ui/util in nethesda.iMD to 
discuss fracture toughnes* of ma t 1 s for containment 
pressure boundaries 

LAZD.L Licensing Branch 3 03/10/31 KNIGHTON. 0 W Licensing 

Branch 3 4pp 21198 256 24X Fiche 90-412,03/10/31.0311160374 


0311160389 Forwards request for addl Info re vertical ground motion 
design criteria, based on results of 631017 meeting 
KNIGHTON. 0 M Licensing Branch 3 63/11/02 WOOLEVER Duquetni 

Light Co 4pp 21190 261 24X Fiche 90-412103/11/02.0311160389 


6311160407 Requests that J Knox attend 631220 meeting w/utll to dlscu4e 
s chedul esi plans 6 progress in resolving electrical 
separation criteria of Reg Guide 1 79. Rev 2 
NOVAK. T M Assistant Director for Licensing 83/11/09 
RUBENSTEIN. L R Assistant Director for Core & Plant Systems Lp 
21198 1 95 24X Fiche 50-412,63/11/09.8311160407 


031 1100330 Forwards summary of fracture toughness charac terl lat ions o* 
containment pressure boundary matls confirming compliance 
w/ODC 51 H/o end 

WOOLEVER. EJ Duquesne Light Co 83/11/14 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 21227 191 24X 

Fiche 90-412.63/11/14.8311180330 


0311210190 Request that Question 240 01 it 00 be rescinded from F9AR 
Ic drainage plan reviewed per NLREG-OQBO Review criteria 
change not within NRRD policy outlined in 820426 Rev 2 to 
Qfc Ltr 2 

WOOLEVER. E J Duquesne Light Co 83/11/19 EISENHUT, D 0. Dlvtslori 
of Licensing 2pp 21231 279 24X Fiche 90-412.03/11/19. 

8311210190 


6311290223 Confirms 030928 It 29 discussions w/NRC re schedule for 
responding to requests for addl info on FSAR Responses to 
all requests will be contained in single submittal on 
831209 

WOOLEVER. E J Duquesne Light Co 03/11/23 EISENHUT. D 0 Dlvlaion 
of Licensing 2pp 21309 243 24X Fiche 90-412. 83/1 1/23. 

6311290223 


C Utility Environmental Report (ER). amends & correspondence 


0311030009 Forwards requests for addl environ rept info from Bite 
Anal y si s, Heterology Effluent Treatment h Environ 8* 

Hydrologic Engineering Branch Response requested by 840210 
KNIGHTON. 0 W Licensing Branch 3 63/10/20 WOOLEVER, E J 

Duquesne Light Co 9pp 21049 340 24X Fiche 90-412,63/10/20. 

8311030009 


6311010399 Forwards revised responses to NRC Acceptance Questions 
E320 1 & E291 1 contained in NRC 830904 ltr Responses will 
be incorporated into Amend 3 to environ rept scheduled for 
831118 Issuance 

WOOLEVER. E J Duquesne Light Co 63/10/27 DENTON. H R afflc* of 
Nuclear Reactor Regulation, Director 16pp 20973 078. S4X 
Fiche 90-412.03/10/27,6311010395 


8311280064 Forwards Amend 3 to environ rept - GL stag e, cons i s t Ing of 
revised responses to NRC acceptance Questions E320 1 U 
E291 1 of Enel 3 to DO Elsenhut 830904 ltr, per util 831027 
I tr 

WOOLEVER. E J Duquesne Light CO 83/11/18 DENTON, H R Offlca of 
Nuclear Reactor Regulation, Director 30pp 21270 048. 24X 

Fiche 90-412,83/11/16,8311280064 


F Security, medical, emergency h fire protection plans 


8310200362 Generic Ltr 03-33 to all licanseis S, applicants of nucl«air 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Sve list end 

EISENHUT. D G Division of Licensing 83/10/19 Consol tdateil 
Edison Co of New York. Inc 2lpp 21114 329 24X 

Fiche 30-000.83/10/19.0310200362 


8311190243 Forwards Rev 1 to physical security plan Rev withheld 
(ref 10CFR73 21) 

WOOLEVER. E J Duquesne Light Co 83/11/10 DENTON, H R Offlc* of 
Nuclear Reactor Regulation, Director 2pp 21180 399 24X 

Fiche 90-334.83/11/10.6311190243 
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G Adjudicator^ c oTTes p ond epc e 


93110701^9 Notico of ml th drawa I of appearance in proceeilinQ Certificate 
of Bvc end 

UOELFLING^H Penns g 1 vanl a . ComiDonmea 1 th of. 83/11/02 3pp 
21061 193 a^X Flche S0'4ia. 03/ 1 1 /02* B31 1070135 


8311140090 Advtees that Environ Coalition on Nuclear Pouer failed to 
suhntit add! speclflcitg to Contentions 6<7>Q>10 tn 11 ASLD 
ruling rejecting propo&ed contentions based on previous 
pleadings l< oral argurient recommended Svc Hst enc 1 
81LBER0.J E Shaw. Pittman. Potts t Trotubrldge BILQERO. J E 
Duquesne Light Co 03/11/00 MAROULIES. M D . HIUL.E E . PU^^O□M- P W 
Atomic Sofetg and Licensing Board Panel 3pp 2119Q 001 24X 

Fiche 50-412. 03/1 i/Oa, 831 1140090 


8311190333 Response opposing RF Ualker 830928 Itr re NRC 830720 
response to initial pleading In proceeding Ltr does not 
supply good cause for untimBliness or acceptable 
contentions Certificate of 8vc end 

SILBERO. J E Duquesne Light Co STLDLROi E Bhaw. Pittman. Potts 
S( Trowbridge B3/11/09 Atomic Safety and Licensing Board Panel 
4pp 21178 149 24i( Flchfl 90-412. B3/1 L/0?. 83 1 1 150333 


B31 1300236 Order to show cause uihy ASLD should not rule on proposed 
Contentions 6 . 7 . 8,10 & 11 on basi's of written filings made 
prior to B31012 special prehearing conference Petitioner 
response within 14 days ordered 

hAROULlESiM B Atomic Safety and Licensing Board Panel 83/11/28 
Environmental Coalition on Nucloar Power Spp 2131S 022 24X 

riche 90-412.83/1 1/2B. B31 1300236 


H General correspondence 


831 iOBOlSB Discusses environ areas of concern re injury In fact test 
6 sane of interest tost Identification of accidents causing 
harmful radiation releases requested Exhibits 1.3 t* 3 end 
UALKER. R F Affiliation Unknown 83/09/28 Docketing Services 
Branch 4pp 21012 072 84X Fiche 50-412.83/07/28,8311020120 


B31 1090049 Bequests that TD Rees 6 t1 Noelfling be removed from svc 
list b that ZO Perkin be added 

PERKIN, Z 6 Penney i van 1 a I Commonwealth of. 83/10/31 
KNIOHTDN.O M Licensing Branch 3 2pp 2U02 218 24X 

Fiche 90-412,83/10/31.0311090049 


8311160173 Expresses appreciation for support at public meeting held -is 
part of environ site visit Public concerns will he made part 
of official proceeding record 

LAZOi L Licensing Branch 3 83/11/02 SCOTT. R E 9h ipp ingport, 

PA 3pp 21201 184 24X Fiche 50-412.83/11/02.0311160173 


K Utility Pinal Safety Analysis Report (FSAR) & amends 


8311100290 Certifies svc of Amend 3 to F8AR on all parties on svc list 
WDOLEVER.E U Duquesne Light Co 83/11/04 DENTON, H R Office of 
Nuclear Reactor Regulation, Director app 21134 113 a4X 
Plche 90-412. 83/11/04. B311100SSO 


Q Inspection reports. IE Bulletins It correspondence 


8300300797 IE Info Notice 83-69, “‘Improperly Installed Fire Dampers 
at Nuclear Power Plants ” 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/ lO/Si Consolidated Edison Co of New 

York, Inc I37pp 2tli4 3Sl a4X Fiche 90-000. 03/10/21 . 83093007'? 


8308310030 IE Info Notice 03-70, “Vibration Induced Valve Failures ’* 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineer ing 
Risponse (Post 830103) 83/10/29 Consolidated Edison Co of New 

York, Inc 117pp 21057 219 24X Fiche 90-000, 03/1 0/2S, 8300310030 


0300300799 IE Bulletin 03-07. Suppl 1. “Apparently Fraudulent Products 
Bold By Ray Miller, Inc " Svc list and 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of Naiu York. Inc 

I79pp 21070 170 24X Fiche 30-000.83/10/26,0309300799 


0308310034 IE Info Notice 83-71, ’’Defect In Load-Bearing Welds on 
Lifting Devicee for Vessel Head Internals “ Qvc list encl 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post B30103) 03/10/27 Consolidated Ed Uor Co of New 

York, Inc llSpp 21097 357 24X Fiche 50-000.83/10/27,8308310834 


0300310048 IE Info Notice 03-72, "Environ Oua 1 if icatlon Testing 
experience Qvc list end 

JORDAN, E L Division of Emergency Preparedness tc EnaineaFlng 
Response (Post 830103) 03/10/28 Consolidated Edison Co of New 

York. Inc i31pp 21195 024 24X Fiche 50-000.83/10/28,8300310040 


6308310097 IE Info Notice 03-73. "RadlatiDn Exposure From Oloves 
Contamxnated W/U DaughtoT Products ‘ Svc list encl 

PANTLQW.J <7 Division of QA, Safeguards %t Inspection programs (Post 
ifSOlOS) 03/10/31 Consolidated Edison Co of New York, Inc 

ll6pp 21194 340 24X Tiche 50-000. 03 / 10/3 1 - 8308310097 


8308310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
( Under vo 1 tage Trip Devicee on GE Tijp»» AK-2-25 Drealeere) " 

&vc list end 

JORDAN. E L Owls inn of Emergency Pr< p ared nass 6 Engineering 
Response (Post 630103) 83/11/02 Consolidated Edison Co of New 

York, Inc U5pp 21514 024 24Vricho 50-000.83/11/02,8300310076 


63083)0075 IE Info Notice 83-75. "tmpreper Control Rod Manipulation “ 
&VC list encl 

JORDAN, E L Division of Emergency Pr eper ed ness Engineering 
Response (Post 830103) 03/11/03 Consolidated Edison Co of Neu 

York, Inc ll4pp 21SI3 253 24X Fiche 50-000.83/11/03,830831007? 


0311100043 Subcnits. correction to B00617 response to IE Bulletin 90-09 
“Hydromotor Actuator Deficiencies " Type 1060-1070 steel has 
Iciuier design strength than Type 5160 steel specified by 
I TT-OC 

WODLEVER.E J Duquesne Light Co 83/11/04 HURLEY. T E Region I 
Office of Director 2pp 21223 099 24X FUhe 50-412,03/11/04. 

931 1 100043 


6311810230 Forwarda IE Insp Rept 50-412/83-18 on 830926-30 No 
none omp 1 i anc e noted 

MARTIN.! T Division of Engtneervnt} fe Technical Programs 03/11/04 
WQOLEYER.E J Duqliesno Light Co 2pp 81235 249 24X 

riche 90-418,83/11/04.9311210238 


— 8311210240 IE Insp Rept 50-412/93-12 on 8301926-30 No none omp 1 1 ance 
noted Major areas inspected installation of safety-related 
instrumentation, asspe lo ted uire/cahlo circuits & status of 
previously identified open items 

PADLINQ.R j Region 1. Office of Director ANDERt>ON.C J 
Division of Engineering t. Technical Progiramt 63/10/89 0pp 
21235 S91 SAX Flcho 50-412,03/11/04.8311210230 


63)1280226 Forwards IE Insp Rept 50-412/03-13 oh 631003-31 6 notice 
of violation 

QTAROSTECM.R Division of Project h Resident Programs 03/11/10 
UOQLEVER.E J Duquesne Light Go 2pp S12BD 169 24X 

Ficha 50-412. 83/11/10,6311290226 


— 831)200227 Notice of violation from Inap of B31003-31 

a Region 1, Office of Director 03/11/10 Ip 21200 170 24X 

Fiche 50-412.63/11/10.8311280226 


—6311200231 JE insp Rept 90-412/83-13 on 631003-31 Noncompliance 
noted failure to install washers over long slotted holes In 
structural steel cc^nnections 

NALTON.O A . TRIPP. U E Region 1. Office of Director 63/11/09 
llpp 21280 171 24X Fiche 50-412,03/11/10.8311200226 


8311010015 IE Info Notice 93-77. “'Alr/Oas Entra 1 nmenb Events Resultlhg 
in Bys Failures “ Svt list end 

JORDAN. E L Division of Cmergercy Preparedness & Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Co of New 

York. Inc 114pp 24X Fiche 50-000,03/11/14,8311010015 


9311010018 IE Info Notice 03-70. “Apparent Improper Mad of Component 
Affecting Plant Safety ■* Svc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Rasponse (Post 830103) 03/11/17 Con so- k i da ted Edison Co of New 

York. Inc ll7ilp 21603 00) 247 Fiche 50-000.03/11/17,8311010016 


8 Reportable occurrences. LERs tt related correspondence 


0311170124 Final significant Deficiency Rept 83-00 re heavy wall 
thickness on diesel generator oxhausl sys Initially reported 
on 030627 No corraettvo actions necessary since matter has 
110 safety imp 1 1 ca 1 1 ona 

WaOLEVER.E J Duquosne Light Co 03/10/28 MURLEV. J E Region i. 
Office of Ditector 4pp 21916 1 79 24X Fiche 50-412.03/10/20. 

031 1 170 124 


9311210277 Interim Rept 5 of Significant Deflclericij B3-02 re QC 
acceptance of conditions not conforming to insp plan 
attributes Initially reported on 630318 Caused by shift In. 
emphaeis to GC Insp status Next rept due by 040301 

WDOLEVtR, E J Duquesne Light Co 03/11/01 MURLEV, T E Regian 1. 
Office off Director 4pp 21232 341 24X Fiche 50-412. 03/ 1 1 /01 , 

D3U210277 
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DOCKETED ITEMS 


DaCKET 50-4 13 CATAWBA rJUCLEAP STATION. UNIT I 


A App 1 i cat iort/cans truct i on document-s U correspondence 


OJ11O1-026Q Forwards FJes, *? to ^‘Analysis of Hydrogen Control Measures at 
Mctiuire Nuclear Station. ‘ providing technical info to 
establish ay p 1 icab i 1 1 tg of HcOuire rept to Catauba Rev to 
drawings eipectcd by B31201 

TUCKER. H D Dulo Power Co 83/10/20 DENTON. H R Office of 
Nuclea-r Reactor Regulation. Director ADENSAti.E O Licensing Branch 
4 A2pp S0979 IZi 24X Riche SO-413. 03/ 10/20. B31 101026-6 


B31 101D444 Poruiards request for addl info based on review of 
application for receipt b storage of SNti nesponse should be 
submitted in farm of revised pages to application License 
condition for leaii testing sealed Pu sources also end 
9ER1NI.D L Uranium Fuel Licensing Branch 83/10/20 
OUELLETTE. R U Duke Pouer Co Spp 21006 3S4 24X 

FIche 50-413. aj/ta/?0. Q3U010444 


G311Q90400 Defiles 830906 request for extension to submit formal 120-ddv 
response to Cetieric Ltr 83-28 re generic implications of 
Salem ATU6 events Info requested should be submittedito 
extent practical.bg Q31109 

ADEN5AM.E 0 Licensing Branch A 83/10/26 TUCKER. H S Duke Power 
Co 3pp 21144 183 24 X Fiche 30-000.83/10/26.8311090400 


8310310403 Oenerlc Ltr B3-3B to all licensees of operating power 
reactors U applicants for OL re NtJRE0*^O965. “NRC Inventory 
of Dams ' Foruartfo NUREG-0963 ^'NflC Inventory of Oams" for 
info only W/o enc 1 Sve list end 

EISENHUT.O G Division of Licensing 33/10/31 Consolidated 

Edison Ca of Naw Vork. Inc Hpp S1164 OiS 24X 
riche 50-000.83/10/31.93)0310403 


B3U030020 REVIEW OF THE CATAUOA UNITS ) AND 2 AUXILIARY FEEDWATER 
SYSTEM RELIABILITY ANALYSIS 

FRESCO. A . VOUNQDLOOD.R , PAPAZOOLOU. I A Drookbaven National 
Laboratory FJW A-3393 NUREO/CR-3297 03/10/31 Division of 

Safety Technology il2pp Available at NRC 44 75 81092292 

84X Flche 50~4i3i 93/ 10-/31. 831)030020 


8311140302 Responds to 830919 ltr requesting that Ouestlon S40 21 be 
rescinded a. site drainage plan be reviewed per SRP. 

NUREO-OaOO Request denied. as question reflects valid safety 
concern 

NOVAK. T M Assistant Director for Licensing B3/i0/31 TUCKER. H Q 
Duke Power Co 5p p 21 164 347 24X Fiche 50-413.83/10/31. 

8311140302 


03003100-77 Doard Notification 83-175 provides info re OA/OC 
investigations at facilities Investigations pertain to 
allegations re possible lack of QA/QC Independence & 
weldiTig GC inspectors 

NDVAKr T M Assistant Director for Licensing 63/11/01 Atomic 

Safety and Licensing Board Pane) 3pp 21066 233 24X 

Flche 90-413.83/11/01.8309310077 


8311020051 Generic Ltr B3-33 to all licensee* of operating reactors, 
applicants for OLs 6. holders of CPs re clarification of TMl 
Action Plan Item II K 3 31 Bubmittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENMUT, D 0 Division of Licensing 03/11/02 Consolidated 
Edison Co of New Vort. inc 16pp 21184 OOl 24X 
Flche 90-000.03/11/02.831102005) 


8311130312 Foi wards response to Generic Ltr 03-28. “Required Actions 
Based On Generic Implications of Salem ATW3 Events ” 

Investigation of each reactor trip lall) he documented in 
incident Investigation rept 

TUCKER. H a Duke Power Co 83/11/04 EI8ENHUT.D 0 Division of 
Licensing 43flp 21179 259 84X Ftche 90-413. B3/ 1 ) /04. 8311 130312 


8L}ill40379 Buhmit* status of five potential candidate* for temporary 
OLs Four or possibly all five plants need temporary t>L in 
CV84 If startup delays resulting from extended hearings 
occur 

DIRCKS. W J Office of the Executive Director for Operations 
03/11/07 ASSELSTTNE. J K Commi »»i oners 3pp 21321.20 1 24X 

Fiche 30-000. 83/1 1/07- 831 1140-379 


— 8311140386 Request* estimate of which plants might need temporary 
DL in J 984. 85 & 86 

ASSruSTINE.J K Commi * si one rs 83/10/11 DIRCKS. W J Office o# 

the executive Director for Operations Ip 21103 198 84X 

Fichfr 50-000. 83/1 1/07.0311 1403/9 


831110D269 Responds to 831013 comments on Joasten 030929 rept of 
930920 site visit Control hoard design ulil be reexamlnad 
CorrectIcJn to 831017 Inside NRC article re purpose o# visit 
end 

GILINSKYrV Commiesianert 83/11/09 TUCKER. H 8 Duke Power Co 
Bpp SI 126-291 24 X Fiche 30-413.63/11/09.0311100269 


8311220421 Amend to application for OL re lea k-bcf ore-break co-ncept 6 
allmilnablon of arbitrary intermediate breaks Revised FBAR 
pages end Decision on proposal requested by 940120 
TUCKER. H 8 Duke Power Co 03/11/lQ DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM. E 0 Licensing Branch 
4 27pp 21259393 a4X Flche 50-413,83/11/18.0311220421 


E NRC Safety Evaluation Report {0ERJ. suppls h correspondence 


03110)0313 Forwards responses to SER Open Items 7696 License 
Conditions 12 tt 13 re low temp overpressure protection. RHR 
ays design requirements t< steam generator tube rupture 
Id/three oversize drawing* Aperture cards are In PDR 
TUCKER, H Q Duke Power Co 83/10/26 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENBAM. E 0 Licensing Branch 

4 i7pp 21372 256 a4X Flche 50-413.03/10/26.0311010313 


B31103P121 Forwards response to BER request for p lant-spectf Ic info on 
NUREO-0737, Items II D l A 6 II D 1 D. "Re 1 1 ab 1 1 1 ty 
Engineering" re operability of pressuriier safety valves. 

PORVs & PORV block valves 

TUCKER, H 0 Duko Power Co 83/10/26 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBAM. E 0 Licensing Branch 
4 llpp 21036 257 24X FichB 50-413, B3/10/26. 031)030)21 


B31 1220432 Forwards listing of plant locations w/emergency lighting In 
respiinse to Power 9ys Branch 8ER Open Item IS & discusses 
License Condition 19 re internal corrosion protection for 
fuel oil storage tank* 

TUCKER. H Q Duke Power Co 03/11/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBAM. E 0 Licensing Branch 
4 iBpp 21259 272 24X Flche 50-413.83/11/11.9311220432 


F Security, medical, emergency 8c fire protection plan* 


0310200362 Generic Ltr 63-33 to all licensee* 8, applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App a to lOCFRSO Sve list end 

eiBENHUT, D 0 Division of Licensing 83/10/)9 Consolidated 
Edison Co of New York, inc 2lpp 21114 329 24X 

Fiche 30-000 . 93/ 1 0/ 1 9. 93 1 0200362 


0311170307 Forwards Rev 4 to training 8. qualification plan Rev 
withheld (ref 10CFR73 21) 

TUCKER. H D Duke Power Co 63/10/25 O'REILLY. J P Region S. 
Office of Director Ip 21209 039 24X Fiche 50-413,03/10/23. 
6311170307 


0311100-213 Forwards revised response to App A to Branch Tachnica-I 
Position APCSB 9^5-1. re fire protec tion. supersad Ing 811023 
submittal W/lO oversize drawings Aperture cards are 
available In PDR 

TUCKER. H D Duke Power Co 03/11/04 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENBAM. E 0 Licensing Branrh 

4 S5pp 21131 341 24K Fiche' 50-413. 63/1 1/04. 031110021 5 


831 1 100372 Re 1 ease* public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 83/11/07 Document 
Management Branch Ip 21152 001 24X Fiche 50-413. 83/1 1/07. 

6311100372 


— 6311100376 Forwards public version of revised emergency plan 
implementing procedures. inc luding Procedures RP/0/A/8000/01 
re c lassif Icatlon. RP/0/A/5D0O/O2 re notification of unusual 
event 6 Rp /0/A/ 5000/03 re alert 

tucker, H B Duke Power Co 93/07/14 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENBAM. E 0 Licensing 

Branch 4 2pp 21152 002 24X Fiche 50-413.83/11/07.8311100372 


— 83111O03B0 Public version of revised emergency plan implementing 
procedures. inplud Ing Procedures RP/O/A/5000/01 re 
dasslfication.RP/O/A/5000/02 re notification of unusual 
event RP/0/A/50DD/03 re alert 

DOLCH.M . COOPER. S 3 Duke Power Co 83/06/08 279pp 

21152 004 24X Flche 50-413,83/11/07.0311100372 


□311220432 Forwards listing of plant locations w/emergency lighting tti 
response to Power Sgs Branch BER Open Item 13 & discusses 
License Condition 16 re Internal corrosion protection for 
fuel etl storage tanks 

TUCKER. H P Duke Power Co 83/11/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBAM. E o Licensing Brancih 
4 18PP 21259 272 24X Fiche 50-413,83/11/11.8311220432 
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G Adjudicatory correspondence 


Q3110401D1 tiemorandum t.i order denying applicant S< «taff motions for 
summary disposition of DES Contention \7 re environ impact 
of accident in severe ueather 

KELLEY. J L , FOSTER, R F , PURDOM, P W Atomic Safety and Licensing 
Doard Panel Q3/10/1Q Duke Power Co App 21051 079 34X 

Fiche 50-413, QS/IO/IB. 031 1040101 


03111003^^ Reauests add) info re 040914 10CFR2 20& petition to aid in 
determining response Info needed includes repts relied on fe 
Identification of QA/QC deficiencies 

DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 03/11/01 GARDE. B Government Acc nuntab L 1 i t(| Project 
3pp 21152 203 S4X Ftche 50-413.03/11/01,8311100363 


0311170197 Order permitting parties executing end affidavit of 
nondisclosure access to protected Info.subj to listed 
conditions 

KELLEY, J L . FOSTER, R F , PURDOH. P U Atomic Safety and Licensing 
Board Panel 03/11/01 6pp 21214 071 24X Flche 50-413,03/11/01 

03U17O197 


03111OO2S5 Motion for reconsideration of ASlB 830929 order revising & 
admlttinfl Contention 11 for rejection of contention or 
application of 10CFR2 730 procedures or referral of ruling 
per 10CFR2 730<f) 

MCOARRY. J M . CARR. A y Duke Pouiar Co MCOARRY. J rt Duqueine Llgtf 
Co 03/11/03 Atomic Safety and Licensing Doard Panel 29pp 
21134 162 24X Flche 30-413,03/11/03.8311100225 


-"0311100254 Affidavit of RM Olover re proposed extension' of plume 
exposure pathway emergency planning plume zone (Contention 
11) Certificate of Sve end 

GLOVER, R M Duke Pouior Co 03/11/02 27p p 21134 191 24X 

Plche 50-413,03/11/03.0311100225 


0311130340 Memorandum delating CF Kagan from sve list 

KAGAN, C F Atomic Safety and Licensing Board Panel 83/il/lO Ip 
2U7B 213 24X Flche 50-4l3i 03/ 1 1 / 10, Q3l 1 150340 


0311160160 Motion for stay of ASLD 031110 U ASLAB 031114 orders re 
discussions between employee witnesses & intervenors Since 
hearing in progress, c ontac t between util employee witnesses 
t( Intervenor inappropriate Certificate of Bve end 
MCOARRV.J H Duke Power Co MCOARRY, -J M Debevoise S. Liberman 
63/11/15 Commissioners 5DPp 21192 123 24X 

Fichfl 50-413,03/11/13.0311160160 


631 1170003 Order denying applicant motion for stag of A8LB 831110 oral 
ruling re empleyee contact w/Palmetto Alliance Order amended 
as noted 

SHQEMAKBft.C J Atomic Safety and Licensing Appeal Panel 83/11/15 
Duke Power Co 2pp 21216 068 24X Flche 50-413,83/11/15. 

0311170003 


0311180227 Designation of AU Snow (< MA Casper as witnesses on DES 
Contention 17 Certificate of Sve end Related 
c orresp ondenc e 

OIBBQNjR L Duke Power Co GIBSON, R L Debevolse t, Liberman 
03/11/15 app 21220 355 24X Flche 30-4 13, 83/1 1/13, 031 1 100227 


0311210211 Order deferring action on util 631115 ret^uest to stay A5UB * 
ASLAB 031110 14 Orders Responses to listed (questions do* 

by 031123 Addl views of Chairman Palladino & Commissioner 
Roberts end 

CHILK, 8 J Office of the Gecretary of the Commission 03/11/17 
Duke Power Co 3pp 21235 067 24X Flche 50-413,03/11/17, 

0311210211 


0311220516 Informs that once documents requested at 031021 conference 
re discovery on emergency planning contentions compiled, 
request will be reviewed to determine which documents fall 
within scope of contentions Related correspondence 
CARR,A V Duke Power Co 83/11/17 GUILD, R Palmetto Alliance 
RILEY, J L Carolina environmental Study Group 3pp 21256 150 
24X Fiche 50-413,03/11/17,0311220316 


8311200032 Response to A8LD 031117 questions raised In considering 
applicant 831115 request for stay of A5LB 831110 «< U 
rulings Certificate of 6vc end 

HCGARRV, J M Duke Power Co MCOARRY. J M Debevoisc & Liberman 
03/11/23 20pp 21203 048 24X Plche. 50-413, 03/11/23, 031 12G0032 


0311200063 Answer opposing applicant motion for stay of ASLD & ASLAB 
orders Public Interest favors denying motion Applicants 
failed to prove need for extraordinary relief requested 
Notice of appearance Certificate of Sve end 

CLEWETT, J Palmetto Alliance 33/11/23 Commiss loners lD6pp 
21270 203 24X FUhe 50-413.03/1 1/23,8311280063 


B3L12B0229 Motion for leave to file amicus curiae brief re util motion 
for stay of ASLD order perimittlng InteTvenor contact w/ut 1 1 
employees scheduled to testify 

QARDEiB P Govornmont Ac c 0 unt ah 1 1 1 1 y Project GARDE, D P Institute 
for Policy Studies 03/11/23 Conuni s s 1 o ners 6pp S 1 260 163 

a4Y Flche 50-413,83/11/33.8311280329 


— B3112B0232 Amicus tuiiae brief on util 031115 request for stay of ASUG 
631114 order re intervenor contact uj/utll employees 
Bchsdule-d bo testify in DL hearings 

GARDE, 0 P Government Accountability Project 03/11/23 
Commissioners 7pp 21200 109 24X Flche 50-413,03/11/23. 

031 1200229 


— 8311200233 Affidavit of HP Garde re S31103 telcon w/weldlng Inspectir 
un testimony of utxl employees 

GARDE. D P Government Accountability Project 63/11/23 Spp 

21200 196 aqy riche 50-413.03/11/33,0311260229 


— 0311200237 Affidavit of L Clark re 031103 telcon w/uieldlng inspector 
on testimony of util employees Certificate of Sve enc 1 
CLARK. L Government Accountability Project 03/11/23 3pp 
21200 199 S4X Fiche 50-413.83/11/23.0311280229 


H Geneial correspondence 


6311150340 tiemarandum deleting CF Kagan from sve lilt 

KAGAN, C F Atomic Safety and Licensing Board Panel 03/11/iG Ip 
21176 213 24X richft 50-413, 93/ I I /lO, 83l 11 30340 


O Inspection reports, IE Bulletins It torresp ondenc e 


8311290373 FQIA request for info on special Investigation conducted by 
Oft of Inspector ?c Auditor re activities surrounding 
welding inspectors Incident at facilities 

PHILLIPS, J I GARBE, □ Government Accountability Project 03/IG5/12 
Office of Administration 2pp 21310 262 24x 

Flcho 30-413.83/05/12,0311290373 


8311110289 Further response to FOIA request for Info re investigations 
concerning allegations by site GC welding tnsp personnel 
Forwards App a documents App B documents partially L 
entirely withheld (ref FOIA Exemptions 6 l« 7) 

FELTON, J M Olvlslon Of Rules and Records 83/00/12 GARDE, D P 
Government Accountability Project 5pp 21155 177 24X 

Flche 50-413,83/06/12.8311110289 


'—0311110294 Forwards draft discovery response on Case File 2G022 Revicu. 
of documents requested 

JOHNSON,© E NRC - No Detailed Affiliation Given 93/03/17 
NRC - No Detailed Affiliation Given ip 21155 239 S4X 
Fiche 50-413.83/06/ IS, 631 11 102B9 


—0311110296 Advises that investigation complete resultant 
recommendations & actions taken or planned appear adequate 
to address allegations re QC welding inps QA/QC supervisors 
& welding Inspectors interviewed Related info encl 
VANDOORN. P K Region 2. Office of Director 83/02/01 

ALDERSON, C E Region 2, Office of Director 53pp 21155 240 

S4K Fiche 50-413.83/00/12.6311110209 


031129O37A Responds to FDIA request tor info re special Inve s tlga 1 1 on 
by Ofc of Inspector & Auditor Forwards App A document 1, Ap p 
B Document S Apps B C, C documents partially t. entirely 
withheld Irof FOIA Exemption 7) 

FELTON, J M Division of Pukes and Records 03/09/01 PlilLLIFQ, J 
OARDEi D P Government Accountability Project 5pp 21310 206 21^ 

Fiche 50-413,63/09/01.0311290376 


— 63112903Q2 Discusses Investigation of various allegabions re facilltiios 
by Region Ji mgi Incidents of harassment/intlrnidatkon 
require Further review Info delated, 

MCKENNA, P Office of Inspector U Audi tar 03/05/06 
CUMMtNQB, J J Office of Inspector & Auditor 2pp 2131© 299 
24X Fiche 50-413.83/09/01,6311290376 


0311160062 Forwards IE Inap R«pts 50-413/03-32 & 50-414/33-27 on 
030927-30 No none omp 1 lance noted 

DANCE, H C Division of Project U Resident Programs 03/10/19 
TUCKER. H 8 Duke Power Co 2pp 21229 249 24X 

Fiche 50-413.83/10/19,8311180062 


— 8311100071 IE Insp Repts 50-413/03-32 & 50-41 4/B3-27 an B30927-30 Nc 
none D/np 1 1 ance noted Major areas inspected electrical cables 
h termination observation af work t work ac t tvi 1 1 es. r e vl eu 
Df quality records &< unresolved items 

RUFF, A S Region S, Office of Director CONLON, T £ Division ar 
Engineei'lng Operational Programs 63/10/14 5pp 21229 251 
24X Flche 50-413,63/10/19.8311180062 
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03O03OO797 IE Ift^o Wotlce "Inpro^erly Iitstalled Fire l^antpers 

at Nuclear Pou^r Plants ■' Size li#t Btit I 

\>ORD<(\Ni E L Division of Ernsrgenev Pre-parednes'S Engineering 
Response fPost 0301031 83/10/21 Con sol idatedf Edison Co of Ne<« 

Vorhi Inc 137pp 21114 351 34J<Piche 30-000,03/10/21.0309300797 


0311070330 Act receipt e# 03101? Ifcr infprnaing NRC o-P it«pe talren to 
correct violations noted In !£ Inip R*pts S0-JH3/B3-21 *• 
50-414/03-22 

Dance. H c Division of Project & Resident Proflranjs 03/10/21 
lUCKER/H D Puke Power CO ip 2lOi3 247 24K 

Flche 50-413.03/10/21.0311070338 


“'-0311070344 Responds to NRC 630912 Itr r-a vlniatlOns noted in IE Inap 
ffapts 3.0-4(3/03-21 «. 50-414/83-22 Corrective actions 
retraining be provided in calile Installation specs & 

OC Insp criteria for cable pulling will be revised 
TOCKER.H 0 Duke Power Co 83/10/12 □’RElLt-V. JP Region 2. 
Office flf Director 3pp 210*3 248 g4J(Ftcbe 50-413.83/10/21, 
03J 1070330 


— 0311070351 Forwaids !£ Ins? Repts 50-4l3/a3‘'2l h 50-414/03-22 on 
03O91A-19 St notice of violatjon 

i.EWlS.R C Division o# Project t> Resident Programs 03/09/12 
TUCI'ER.H 0 Duke Power Co 2pp 21063 531 34X 

Fiche 30-413, 03/10/21, 0311070338 


— 0311070353 Motiec of violation from insp on 03OSlA^l9 

* fleglon 2. Office of Director 83/09/12 Ip. 21063 253 a4X 
Fiche 50-413,03/10/21.0311070336 


■8311070361 IE Insp Repts 5O'-4l3/03-2l t, 50-414/03-22 on 030916-19, 
Woncompl lance noted failure to follow cable Installation 
sp ec a 

HUNT, N D , ConLON. T £ Region 2. Office of Director B3/09/QB 
Spp 21063 254 24X Flcbe 90-413, 03/ j o/2l, 831 1 070330 


ns&paii«e 

Yorir. Inc 


't'OsC tt4U4V.4i U.1/ lu/cio vunaoi ioa tea evoison vo tir 

I3lpp 2115S 024 24X Flcfie 50-000. 03/1 0/28, 0309310043 


0300310057 IE info Notice 03-73, "Radiation Esposuro From Gloves 
Contaminated W/U Daughter Product* " Sve list end 

PARTLOW. J o Division of QA. Safeguards it Inspection Program-s tpaet 
830103) Q3/l0/3i Consolidated Edison Co of New York, In*- 

Il6pp 31154 240 24X FKhe 50-000, 03/ 10/31 . 0300310037, 


03OB31OO76 IE Info Notice 03-76, "Reactor Trip Dreajeor Malfunctions 
lUndervo] tage Trip Devices on <?E Type AK-2-23 RraeJeers) *' 

0VC list end 

JORDAN, E 1. Division of E^siergency Preparedness it EnflinSering 
Responae (Post 030103) 83/11/02 Consolidated Edison Co of Neb^ 

York, Inc liSpp 2J314 024 34X Fiche 30-000,03/11/02.0300310076 


0308310073 IE Info Notice 83-75# ''improper Control Rod Manipulation " 
Sve list end 

JORDAN, e L Division of Emergency Preparedness <» Englneerina 
Response <Pcist 830103) 03/11/03 Consolidated Edison Co of 

York# Inc ll4pp S1913 253 24X Fiebo 50-000. 0p/l 1/03, 0308310073 


0311010015 IE Info Notice 03-77, "Alr/Oas Entrainment Events Resultlnfl 
In 0ye Failures " 8vc list end 

JORDAN# E L Division of Emergency Preparedness 8< Engineer Ing 
Response (Post 930103) 83/11/14 Consolidated Edison Co of Nsw 

York# Inc il4pp S4X Fiche 50-000,83/11/14,9311010015 


9311010019 IE Info Notice 03-79# "Apparent Improper Mod of Component 
Affecting Plant Bafety " Bve list end 

JORDAN.E L Division of Emergency Preparedness t# Engineering 
Response <Poat 030103) 93/11/17 Consolidated Edison Co of Neva 

York# Inc 117pp 21603,001 24X Fiche 50-000, 03/1 l/i7. 031 1010010 


8 Reportable occurrences, LBri 6 related correspendence 


8311100046 Forward* lE Insp RsptS 30-413/03-20 (, 50-414/03-29 on 
830926-28 No noncump 1 lane < noted 

OANCStH C Division of Project & Resident program* 83/10/21 
'FUCKER# H D Duke Power Co 2pp 21229 230 24X 

Flches SO-413. 83/10/21. B3UIB0046 


— 8311160056 IE Insp Repts 50-413/63-20 8, 50-414/03-27 on 830926-20 No 
noncQmp) lance noted Major areas Inspected radiological 
effluent L environ monl toring, Inc )ud Ing mgt meeting re 
prapp era t i onal 6 uperatJonal effluent tr environ insps 
CUNNINGHAM. A L Region 2. Office of Plrector MONTDOMeRV# D H 
Division of Engineering 6 Operational Proorams 8t3/JO/10 7pp 
21255 240 24X Fiche 50-413, 03/lO/ai, 831 j 180046 


0309310030 16 Irjfo Notice 93-70, "Vibration Induced VaJve Failures " 
Svo list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post S30103I 63/10/25 Cenioli dated Edison Co of New 

York# Inc ll7pp 21057 219 24X Fiche 50-000, 03/10/25# 03O83JOO3O 


61111180248 Forwards IE Insp Repts 30-413/S3-3| & 90-414/03-26 en 
G3QB26-0925 Nti nontompliance noted 

DANCE. M C Division of Project & Resident Prografs* 03/10/29 
TUCKER# H 9 Duke Power Co 2pp 21230 331 gav 
Fiche 30-413.03/10/25,6311100249 




— 8311 100254 IE Insp Rapt* 50-419/83-31 6 50-4 1 4/03-26 on 030026- 
nonc ompl lance noted Major areas inspected. Initial radweste 
svjs ni9t meeting# second corporate mgt meeting it 
preop eratl anal tdsfc program implementatipr. 

VANDDDRN. P K . SKINNER# P hi Region 2. Offlc* Of Director 
EROWNi-EE. V L Division of Project & Resltfent Programs 83/10/24 
21220 333 24X Fiche 50-413,83/ j 0/55, 00 n 100240 


5pp 


0306300777 IE Bull ettr 63-07. Suppl 1, "Apparentlil Fraudulent Product* 
Sojd Ry Nf Jler, Inc " Sve lift ttncl 

DEYDUND. R C Director'* Office. Office of Inspection and 

Enforiswent 03/l<V/26 Consolidated Edison Co of New York# inc 

i79pp 2i07D 170 24X FiChe 50-000,93/10/26.0309300799 


0311010367 Interim Bianlflcent Deficiency Rept 8D 413-414/02-09 re 
undersized motor operators for Wastinghouse valve* VUirk on 
Unit t comp lete. VKcept for two safety injection valves it on* 

RHR valve All work to be completed by 640201 

TUCKER# H a Duke Power Co 83/lO/Sl O'REILLY# J P Region 2# 
Office of Director Ip 20973 211 24X Fiche 30 - 413 . 03/ lO/ai# 

031101 D367 


6311090311 Interim Significant Deficiency Rept 0D 413-414/03-13 re 
failure to remove jumper Initially reported on 830920 
Specific items addressed in NCi 17063 will be corrected 
prior to fuel loading 

TUCKER# H a Duke Power Co 03/10/80 Q'REluUY.J P Region 2# 
Office of Director 2pp 21105 067 24X Fiche 50-413,03/10/20, 

0311090311 * 


0300310079 Doard Notification 03-163' submits new info on apparent 
deficiency re reactor coolant pump During Jul 1903, metal 
file found at base of reactor coolant pump motor 
Westinghouse accepted responsibi U ty for damage 

NOVAK. T M Assistant Director for Licensing 03/11/02. Atomic 
Safety and Licensing Board Panel 2pp 21065 167 24X 

Fiche 50-413.03/11/02,0308310079 


0311090306 Interim aignlflcant Deficiency Rept 8D 413-414/03-14 re 
seal at conduit connection to safety-related equipment 
located in harsh environs Initially reported on 831<X}3 Final 
rept expected bv Q40315 

TUCKER, H B Dube Power Co 83/11/02 0 'REILLY, J p Region 2, 

Office of Olractor 3pp 21105 170 24X Fiche 50-413# 03/11/02. 

631 1090306 


0311070472 Followup to Part 21 rept re potential failure of 
Neetlnghousa Type 0A-i relays (IE Info Notice 83-63), Add 1 
potential problems discussed in end Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21. 

DUVALL, D D Drown Dover! Corp (sub* of Drown Dover! t< Co # Lti) I 
03/11/03 OEYOUNO.R C Director's Office# Office q( inspection and 
Enforcement I3pp 21067 347 a4X Fiche 00-000# 03/1 i/03, 
0311070472 


0311100131 Forwards IF lTi*p R«pt* 30-413/03-37 *, 50-414/03-32 on 
831004-07 No nonco'^p J iamce notgd 

DAtlCEiM C Division of Project 6 Resident Proorama 03/10/26 
TUCKER. HD Duke Power Co 3pp 21826 092 24X ^ 

FUhe 50-413, 03/10/26# 0311100131 


0311200481 Part 21 rept forwarding list of KVAC unit* supplied to 
fac 1 li ties, All unit* built In Ninston-Daiem, NC facility, 

DRONN, J T Bahnson Cq # Inc (subs, of HillmaA Coal it Coke Co > 
83/11/18 DEYQUNOfR C Director'* Office, Office of Inspectign and 
Enforcemani 2pp 21203 357 24X Fiche, SO-OQO# 03/11/10, 03U2GO481 


— 8311100155 lE In*p Repts 50-413/03-37 j, 50-414/03-32 on 83i004-07 No 
noncOJTvpllance noted Major area* Inspected matl control# OA 
insp of civil work performance, review of qa pragram# 
corrective action sys t followup pn commUinemts to IWPq 
NCFARLAND. c R. , WRICHT. R W Region 2, Offua of Director 
I/PRIGHt.C M Division of Englne.rlng L Operational Prooram*. 

63/16/21 Bpp. 21226 094 24X Fiche 5o-4| 3# 83/10/26, 031 1100131 
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^ Hoaring ti-anacrlpts on non'^antitruat ffiattera 


SDi 1210467 Further reeponao tu FOlA requost for transcripts of 
deposition testlmong prepared in discovery in OL proceeding 
for facility Forwards App A documents Documents also 
available m PDn << UPDR 

FCLTDN. J h Division of Rules and Records B3/0B/S^ AHLEns> D n 
Palmetto Alliance 2pp 21247 001 24X Flche SO-4i3* 03/Oa/aS- 

8311210467 


— B3tl2lO470 Transcript of UR Davison deposition in OharlotteiNC re 
Contention 6 on QA Pp 1-14 

DAVISON, L ft Duke Pomer Co 83/06/30 lApp 21247 003 a4X 
Flche 50-413, a3/0B/25, 031 1210467 


— 0311210471 Transcript Qf LR Davison deposition In Char 1 ot t e> NC 
Pp t-145 Related info enci 

DAVISON, L R Duke Peuier Co B3/07/01 154pp 21247 017 24X 

Flche 50-413,03/03/25,0311210467 


— 6311210474 Transcript of OW Orier deposition in Charlotte, NC re 
Contention 6 on QA Pp 1-809 Related info end 

ORIER, 0 U Duke Power Co Q3/07/06 2a3pp 21847 171 24K 

Fiche 50-413,03/00/25,8311210467 


—8311210476 Transcript of UH Dradley deposition in Charlotte, NC Pp l-5l 
BRADUEV, U H Duke Power co 83/07/08 5lpp 21246 033 24X 

Flche 50-413,03/08/25.0311210467 


— 6311210470 Transcript of JR Wells deposition In Charlotte, NC re 
Contention 6 on adequacy of QA Pp 1-116 

WELLS. J R Duke Power Co 83/07/00 ll&pp 21246 084 24X 

FUho 50-413,03/03/25.0311210467 


—6311810479 Transcript of LR Davison deposition in Charlotte, NC 
Pp 1-187 Bupportlnp documentation end 

DAVISON. L R Duke Power Co 03/07/13 i47pp 21240 800 84X 

Flche 50-413,83/00/85.0311810467 


— 0311210461 Transcript of WH Owen deposition in Charlotte, NC re 
Contention 6 on QA Pp 1-154 

OWEN, W H Duke Power Co 03/07/15 lS4pp 21848 347 S4X 
Flche 50-413,03/08/23,0311210467 


—8311210463 Transcript of RL Dick deposition in Charlotte, NC Pp 1-30 
DICK, R L Duke Power C-o 03/07/15 30pp 21249 139 84X 

Flche 50-413,03/08/25,0311210467 


— 8311210464 Transcript of DF Markle deposition in Charlotte, NC Pp l“r4 
MARKLE.D F Duke Power Co 03/07/15 24pp 21849 169 24X 

Flche 50-413.03/00/25,0311210467 


0311010103 Transcript of 031026 hearing in Rock Kikl,&C Pp 4,629-4’, 913 
e Atomic Safety and Licensing Board Panel 03/10/26 285pp 

20976 254 24X Ficht 50-413,03/10/26,0311010103 


B31102002B Transcript of 031027 hearing In Rock Hill, sc Pp 4.914-5. 16'’ 
e Atomic Safety and Licensing Doard Panel 03/10/27 254pp 

21012 219 24X Fiche 50-413,03/10/27,8311020020 


B31103D229 Testimony of JC Rogers re welding inspector concerns 
Related correspondence 

ROGERS. J C Duke Power Co 03/10/31 5pp 21035 010 a4X 
Flche 50-413,03/10/31,0311030229 


— 0311030240 testimany of RL Dick re const dept involvement In welding 
inspector concerns Related correspondence 

DICK, R L Duke Power Co 03/10/31 lapp 2103 5 01 5 24X 

Fiche 90-413,03/10/31,0311030289 


— 0311030246 Testimony of DO Beam re instances of conflict between QC ? 
craft personnel Related correspondence Certificate of Svc 
enc 1 

BEAM, 0 G Duke Power Co 03/10/31 6pp 21035 033 a4X 
Flche 50-413,03/10/31,8311030289 


0311070113 Transcript of 031101 hearing in Rock Pp 5,168-9.423 

s Atomic Safety and Licensing Doard Panel 03/11/01 a56pp 
21060 001 2AX Flche S0-4t3, B3/1 l/Ol, 031 10701 13 


Q3110B0007 Transcript of 031108 hearing in Rock Hlll.SC Pp 9,424-5.701 
* Atomic Safety and Licensing Board Panel 03/11/02 a/Bpp 
31074 Oil 24X Flche 50-413.03/11/02,8311000007, 


0311090801 Transcript of 83U03 hearing In Rock Hlll.BC Pp 5,702-9,970 
* Atomic Safety and Licensing Board panel BO/u/OQ S&Spp 
21099 OQl 24X Fiche 90-413,03/11/03,0311090201 


0311100001 Transcript of B3 1 1 04 hearing m Rock Hill. SC Pp 9,971-6,216 
• Atomic Safety and Licensing Board Panel 03/11/04 a45pp 
21140 001 SAX Flche 30-4 1 3, 03/ 1 1 /04, 03U lOOOOl 


0311150393 Transcript of 93U0D hearing m Rock Hill, SC Pp 6i2l7-6i46^ 
« Atomic Safety and Licensing Doard Panel 03/ 1 1 /OB 253pp 
31173 340 24X Fiche 50~4l 3 . SO/ 11 /OS, 83 H 1 30383 


B3illS0l97 Transcript of 831109 hearing in Rock Hill,BC Pp 6,460- 
6, 584 

* Atomic Safety and Licensing Board Panel 03/11/09 ll6pp 
2il73 103 24X Fiche 30-413,83/11/09,0311150197 


0311150801 Transcript of 831110 hearing in Reck Hi 11. SC Pp 6.505-6,903 
* Atomic Safety and Licensing Board Panel 83/11/10 3l9pp 
21170 208 24X Flche 50-413.83/11/10.0311150201 


B311160073 Transcript of 031111 hearing in Rock Hill. SC Pp 6,904-7.10-’ 
* Atomic Safety and Licensing Board Panel 03/11/11 204pp 

21196 293 24X Flche 90-413,83/11/11.8311160073 


8311210186 Transcript of B31115 hearing in Rock Hill, SC Pp 7100-7377 
* Atomic Safety and Licensing Doard Panel 03/11/15 269pp 

81231 001 24X Fiche 30-413.03/11/19,6311810106 


8311510403 Transcript of 031116 hearing in Rock Hill, SC pp 7,378-7.631 
Atomic Safety and Licensirig Board Panel 03/11/16 254pp 

31530 209 24X Fiche 50-413.03/11/16,0311810403 


8341530002 Transcript of 031117 hearing In Rock Hi 11, SC Pp 7,632-7,919 
Atomic Safety and Llcenalng Board Panel 03/11/17 8Q9pp 
21571 205 a4X Flch*} 50-413,03/11/16,0311230002 


0311230001 Transcript af 831110 hearing in Rock Hill, SC Pp 7,920-8,163 
a Atomic Safety and Licensing Board panel 83/11/10 a44pp 
21570 257 54X Flche 30-413,83/11/10,8311230001 


DOCKET 90-414 CATAWOA NUCLEAR STATION. UNIT 8 


A App Ucat i on/construc tel on stage documents & c orresp andence 


D31 1010260 Forwards Rtv 9 to "Analysis sf Hydrogen Control Measures a** 
McOuire Nuclear Statian, “ providing technical Info to 
establish applicability of McOuire rept to Cdtauba Rev to 
draiiflngs expected by 031801 

TUCKER. HI B Ooke Power Co 03/10/20 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

A 62pp S0979 181 84X Flche 50-413, 83/ tO/20, B3UOIOS60 


0311090349 Grants 03O9o6 req.i3fest for extension to submit formal 120- 
day response to Osnsrtc Ltr 03-80 re generic implications of 
Balem ATHB even ts, b^sed on fact that facility will not be 
operating in near future 

ADEN3AM, E G Licensing Branch 4 B3/ 10/26 TUCKER, H H Duke Pow,r 

Co 2pp 51144 SD3 54X Fiche 50-414. 03/10/86. 8311090349 


6510310403 Generic Ltr 03-30 ta all licensees ef operating power 
reactors t» applicants for OL re NUnE0-0963i "NRC Inventory 
qF Dams, " Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only M/o end Svc list end 

EISeNHUT.DO Division of Licensing 03/10/31 Consolidated 
Edison Co dF New York. Inc i4pp 21184 015 84X 

Fiche 50-000, 03/10/31 , 8310310403 


0311030020 REVIEW OF THE CATAWBA UNITS I AND 2 AUXILIARY FEEDWATER 
SVaTEM RELIASILITY ANALYSIS 

FnseCO.A , YOUNGBLOOD, R ^ PAFAZDOLQVl, 1 A Draokhoven National 
Lahoratary FIN A-339a NUREQ/CR-3297 83/10/31 Division of 
Safety Technology Ll8pp Available at NRC 44 79 81052 292 

84X Flche 30-413.83/10/31.8311030020 


0311140308 Responds to 830919 ltr requesting that Questioh 240 21 be 
reeclnded L site drainage plan be reviewed per SftP, 

NUReg-ODOD Request denied. as question reflects valid safety 
c oncern 

NOVAK, T M Assistant Director for Licensing 03/10/31 TUCKER. H D 
Duke Power Co 5pp 21164 347 24X Flck fr. 50-413.03/10/31, 

□311140302 


0300310077 Board Netlfication 03-175 provides Info re QA/QC 
Investigations at facikltlas Invest Igatlent pertain to 
allagatlons re pdsslblo lack of QA/QC independence I, 
welding QC inspectors 

NPVAK, T M Assistant Director for Licensing 83/11/01 Atomic 
Qafetij and Licensing Boam Panel 3pp 31066 233 24X 

Flcho 50-413,83/11/01,0300310077 



3Q2 
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8311140S9& Faruards NRC ^en^rlc evaluation <NUfl£G-'l0l4> re mo-d ta 
Wsp tins steam generaitnrt D4/J}5/e Mod acc ep table> pend Ing 

p lanfe-5pec i F»c i/erl #i ca tlon & docunhentat ion safety 
analyses U/o en4:l 

MDV'AKi T H Assistant Director for Licensing B3/11/OI TUCK£1?/ H Q 
Duka Power Co app 31164 339 54X Flche SO'-414. 03/1 1/ 0|- 

831 U40S9e 


8311020031 generic ttr 83-35 to all licensees of operating reactorsi 
applicants for Dt-s if holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
ifemans trail on iiilH satlsfu regul r fments 3vc list «ncl 
ElSENHUr^DO Division of Licensing 63/11/82 Consolidated 
Edison Co of Neu York, Inc I6pp 21184 OOi 24X 
Ficho 30-000.83/11/02.8311020031 


6311130312 Fortuards response to Generic Ltr 83-26, ''Required Actions 
Oased On Generic Implications of Salem ATMS Events “ 

Investigation of each reactor trip uill be documented In 
Incident investigation rept 

TOCKERiH B Duke Power Co 63/11/04 £I8ENHUr,0 0 Division of 
Licensing 43pp 21179 256 24X Fiche 50-413/63/11/04,0311130312 


6311140379 Gutmits status of five potential candidates for temporary 
OLs Four or possibly all five plants need temporary OL in 
CVa4 if startup delays resulting from extended hearings 
occur 

DfRCKS. M J Office of the Executive Director for Operations 
63/11/07 ASSELSriNE.J K Gammlssl oners 3pp 21321 201 24X 

Fiche 50-000/ 63/11 /07»83U 140379 


— 031114O3B6 Requests estimate of which plants might need temporary 
OL in 1964,65 & OA 

AE6EL6T7NE/J K C ommi i s i onerS 63/10/11 OrffCKSiW J, Office of 
the Eiflcutlve Director for Opdratlons tp 21183 18P 24X 

Ficfie 50-000/ 83/1 1/07/631 1140379 


a3lll003ii'9 Responds fro 631013 eaiwnenta on Joosten 030729 rept of 
830920 site visit Control beard design will be reexamined 
Correction to 631017 inside NRC article re purpose of visit 
enc 1 

OlLINSl^VtV Cofwnlssioners 63/11/09 TUCKER/ H B Duka Power Co 
3pp 2II2-6 291 24X Fiche 50-413/ 63/1 J /09/ 031 1100269 


8311220421 Amend to application for OL re 1 eak-be fore-brea k concept U 
ellminatjan of arbitrary intermed late breaks Revised F8AR 
pages ancl Decision on proposal rsquested by 640120 
TUCKER/ H 0 Duke Power Co 63/11/16 DEWTON.ll R Office of 
Ruclear Reactor Regulation. Director ADBN3AH/E & Licensing Branch 
4 27pp 212S9 275 24X FI che 50-413, 63/ 1 1/16. 031 J220421 


E MRC Safety Evaluation Report (SERK supple & cor r eepondance 


8311010313 Forwards responses to SER Open Items 7 & 9 & Llcens# 
Conditions J2 & 13 re lou temp overpressure prdtac t Ion. RHR 
eye design requirements & steam generator tube rupture 
M/thrae overslxt drawings Aperture cards are in PDB 
TUCKER/ H D Buko Power Co 93/10/26 DEMTDN/H R Dfflca of 
Nuclear Reactor Regulation, Director ADENSAMrE o Licensing Branch 
4 t7pp 21272 256 24X FI cl>e 30-41 3/ 03/10/26. 0311010313 


6311030181 Forwards response to 6ER request for plant-specific info on 
NUREO-O 737. Items 11 8 1. A S, 1 1 D 1 6. "Roll ability 
Engineering" re operability of pressurlser safety valves. 

PORVs 6 PDRV block valves 

TUCKER. H 0 Duka Power Co 83/10/26, DENTON. H R Office of 
Nuclear Reactor Regulation. Dirac tor ADENEAMiE 0 Licensing Branch 
4 llpf 2iOPa 237 24X Fiche 30-413.03/10/36,8311030121 


6311220432 Forwards listing of plant locations w/emergancy lighting in 
Tsspanse to Power 8ys Branch 8EH Open Item IS It discusses 
License Condition 16 re internal corrosion protection for 
fuel oil storage tanks. 

TUCKER. H 0 Duke Power Co 63/11/11 DENTON/H R. Office of 
Nuclear Reactor Regulation, Director ADEN9AM,E 0 Licensing Branch 
4, lOpp 21299 272 34X Fiche 50-4l3i 63/1 1/1 1/ 8311220432 


F Security, medical/ emergency U fire pratectlon plans 


0310SOD362 Oaneric Ltr 03-33 to all licensees & applicants of nuclaar 
power reactors ra NRC positions an certain reiiuiremen ts of 
App R to iOCFRSD Bve list end 

EfEENHUT/D 0 Division of Licensing B3/10/f9 Consglldated 
Edison Co of New York, inc 2lpp 21114 329 24X 

Fiche 50-000/ B3/10/S 9, 0310200362 


0311170307 Forwards Rev 4 to training 8< qual 1 f i cation plan Rev 
withhold (ref 10CFR73 211 

TUCKER, H B Duke Power Co. 83/10/25 O'RElLLViJP. Regions. 
Office of Director Ip. 21209 039 24X Fiche 50-413,63/10/25. 
8311170307 


8311100215 Forwards revised response to App A to Branch Technical 
Position APC8D 9 5-1, re fire protec 1 1 on, sup ersed Ing 011OS3 
submittal W/10 overslxe drawings Aperture cards are 
available in PDH 

TUCKER, H B Duke Power Co 63/11/04 DENTON. H R Office of 
Nuclear Reactor Regulation, Director A DEN BAM > E 0 Licensing Bratveh 

4 55pp 21131 341 a4X Fiche 50-413,63/11/04,0311100219 


0311100372 Releases public version of revised emergency plan 
imp lamenting procedures 

FELTON, J M Division of Rules and Records 63/11/0? Document 
Management Branch Ip 21153001 34X Fiche 50-413,63/11/07, 

631 1100372 


— B311100376 Forwards public version of revised emergency plan 
Implementing procedures, including Procedures RP/O/A/5000/01 
re classlf ication, RP/O/A/5000/08 re noti f Ication of unusual 
event & RP/O/A/5000/03 re alert 

TUCKER, H B Duke Power Co 63/07/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. £ O Licensing 
□ranch 4 2pp 81192 002 24X Fiche 50-413,63/11/07,6311100372 


-0311100360 Public version of revised emergency plan implementing 
procedures, includ Ing Procedures RP/O/A/5000/01 re 
eJassif ication, RP/O/A/SOOD/02 re notification of unusual 
avent & RP/O/A/5000/03 re alert 

BOLCH, M , COOPER, S 9 Duke Power Co 03/06/06 279pp 

21192 004 24X Fiche 90-413,63/11/07,6311100372 


6311280432 Forwards listing of plant locations u/emergancy lighting in 
response to Power Sys Branch SER Open Item 15 8, discusses 
License Condition 10 re internal corrosion protection for 
fuel oil storage tanks 

TUCKER, H B Buka Power Co B3/tl/lt DENTON, H R Office of 
Nuclear Reactor Regulation, Director IBpp 21259 272. 24X 

Ficho 50-413,83/11/11,0311220432 


O Adjudicatory correspondence 


B311040101 Memorandum l< order denying applicant & staff motions for 
summary disposition of DEB Contention 17 re environ impact 
of accident In severe weather 

KELLEY. J L , FOSTER, R F , PURDOM, P U Atomic Safety and Licensing 
Board Panel 83/10/18 Duke Power Co 6pp 21051 079 24X 

Fiche 50-413,03/10/16,8311040101 


9311100365 Requests addl info re 840914 10CFR2 206 petition to aid in 
determining response Info needed includes repts relied on & 
Identification of QA/OC deficiencies 

DEYPUNO/R C Director's Office, Office of inspection and 
Enforcement «B3/ll/01 GARDE, B Government Accountab 1 1 1 ty Project 
3pp 21152 289 24X Fiche 90-4 13. 83/1 1 /01 , 031 U 0D369 


6311170197 Order permitting parties executing ancl affidavit of 
nondisclosure access to protected info, suhj to listed 
conditions 

KELLEY, J L I POaTER/R F , PURDOM, P » Atomic Safety and Licensing 
Board Panel 63/11/01 6pp 21214 071 24X Fiche 90-4 1 3, 63/ 11 /OL. 

0311170197 


8311100225 Motion for reconsideration of ASLB 830929 order revising If 
admitting Contention U tc for rejection of contention or 
application of 10CFR2 750 procedures or referral of ruling 
per 10CFR2 730(f> 

MCGARRY, J M , CARR, A V Duke Power Co MCOARRV, J M Duquesna Light 
Co 83/11/03 Atomic Safety and Licensing Board Panel 29pp 
21134 162 24X Fiche 50-413,03/11/03.8311100229 


— 8311100294 Affidavit of RM Glover re proposed extension of plume 
exposure pathway emergency planning plume tone (Contention 
111 Certificate of Svr end 

GLOVER, R M Duke Power Co 03/11/02 27pp 21134 191 24X 

Fiche 90-413.63/11/03,6311100229 


6311150340 Memorandum deleting CF Kagan from sve list 

KAGAN, C F Atomic Safety and Licensing Board Panel 83/11/10 !p 
21178213 24X Ficho 90-413,03/11/10,8311150340 


6311160160 Motion for stay of ASLB B31110 i ABLAB 631114 orders re 
discussions between employee witnesses tk intervenars Since 
hearing In progress, contoct between util employee witnesses 
Se intervener Inappropriate Certificate of 8vc end 
MCGARRY, u M Duke Power Co MCGARRY. J M DePevplse & Liberman 
63/11/15 Commissioners SOpp 21192 183 84X 

Fiche' 90-413, 63/11/15. 0311160160 


0311170083 Order denying applicant motion for stay of ASLB 831110 oral 
ruling ra employee contact w/palmettp Alliance Order amended 
as noted, 

SHOEMAHERfC J Atomic Safety and Licensing Appeal Panel 83/11/15 
Duke Power Co 2pp 21216 068 24X Fiche 90-413.83/11/19. 

0311170083 
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B31 1160227 Designation of Snouj & MA Casper as ultnassos on DEB 
Contention 17 Certificate of Svc end Related 
correspondence 

0I0SDN>R L Duke Pouer Co GlUSON, R L. Debevoi-Bo ^ Liberman 
33/11/15 3pp 31320 355 24X Flche 50-413,03/11/15.3311180327 


0311310211 Order deferring action an util 031115 request to stay A3LB • 
ASUAD 831110 & 14 orders Responses to listed questions doe 
by 031 123 Addl vieuis of Chairman Palladino h Commissioner 
Roberts end 

CHILK, 8 J Office of the Secretary of the Commission 03/11/17 
Duke Pouer Co 3pp 21235 Dfa7 24/ Fiche 50-413.03/11/17, 
0311210211 


0J1132O51£> Informs that once documents requested at B31031 conference 
re discovery an emergency planning contentions coriiplled< 
request ulll be rcvieued to determine uhich documents f^ll 
uithln scope of contentions Related correspondence 
CARR, A V Duke Power Co 03/11/17 GUILD, R Palmetto Alliance 
RILEY, J U Carolina Environmental Study Group Gpp 31256> 150 
24X FUhe 50-413.03/11/17,0311220516 


BP1120OD32 Response to A8LD 031117 questions raised in considering 
applicant 031115 request for stay of ASLB 031110 e, 14 
rulings Certificate of Svc end 

MCGARRY, \> M Duke Pouer Co MCOARRY, J (i Debevolse Si Liberman 
03/U/23 20pp 2 1383 048 24 X Fiche 50-413,03/11/23,6311200032 


031 1280063 Answer opposing applicant motion for stay of A6L& & A5LAD 
orders Public interest favors denying motion Applicants 
failed to prove need for extraordinary relief requested 
Notice of appearance Certificate of Svc end 

CLEHETTiU Palmetto Alliance 83/11/23 Commissioners I06pp 
21278 283 24X Flche 50-4 13. 83/ J 1 /23. 831 1280063 


6311200229 Motion for leave to file amicus curiae brief re util motion 
for stay of ASLD order permitting intervenor contact u/util 
employees scheduled to testify 

GARDE, 0 P Oovernment Accountability Project OARDE, Q P Institute 
for Policy Btudles 83/11/23 Commissioners 6pp S1260 103 
24X Flche 50-413.83/11/23,8311200229 


—0311380232 Amicus curiae brief on util 031115 request for stay of A9L0 
831114 order re intervenor contact w/utll employees 
scheduled to testify in OL hearings 

OARDE, D P Oovernment Accountability Project 83/11/33 
Commissioners 7pp 31200 189 24X FiCho 30-413,83/11/23, 

0311200229 


— 0311260233 Affidavit of BP Oarde re 831103 telcon u/uolding inspector 
on testimony of Util employees 

OARDE, D P Government Accountab i 1 1 ty Project 83/11/23 Gpp 
21200 196 24X Flche 90-413,83/11/2310311280229 


— 8311260237 Affidavit of L Clark rq 031103 telcon u/ueldlng Inspectoi 
on testimony of util employees Certificate of Svc end 
CLARK, L Government Accountability Project 03/11/23 3pp 
21280 199 24X Flche 90-413.83/11/23,0311260229 


Q Inspection reports, IE Bulletins i, correspondence 


63J 1290373 FOIA request for Info on special investigation conducted by 
Ofc of Inspector t< Auditor re activities surrounding 
welding inspectors incident at facilities 

PHILLIPS, J Government Accountability Project 83/03/12 Office 
of Administration 2pp 21310 282 24X Flche 50-413,83/05/12, 

0311290373 


0311110209 Further response to FGIA request for Info re investigations 
concerning allegations by site OC welding Insp personnel 
Forwards App A documents App D documents partially l< 
entirely withheld (ref FOIA Exemptions 6 & 7) 

FELTON, J M Division of Rules and Records 83/00/12 OARDE, □ P 
Oovernment Accountability Project 9pp 21155 177 24X 

Flche 30-413,03/08/12,8311110289 


—0311110294 Forwards draft discovery response on Case File 20022 Review 
of documents requested 

JQHN80N,G E NRC - No Detailed Affiliation Given 83/03/17 
NRC - No Detailed Affiliation Given Ip 21195 239 S4X 
Flche 90-413,03/00/12,0311110269 


— 8311110290 Advises that investigation complete & resultant 
recommendations ^ actions taken or planned appear* adequate 
to address allegations r® QC welding inpt 8A/QC supervisors 
L welding inspectors interviewed Related info end 
VANDDORN, P H Region 2, Office of Director 83/02/01 

ALDER60N, C E Region 2, Office of Director 93pp 21159 240 

24X Fiche 50-413,83/08/12,8311110209 


0311290376 Responds to FOIA request fpr info re special investigation 
by Ofc of Inspector 6 Auditor Forwards App A document S. App 
D Document 2 Apps B 6 C documents partially 6 entirely 
withheld (ref FQIA Exemption 7l 

FELTON, xf n Division of Rules and Records 83/09/01 PHILLIPS. J 
Government Accountability Project 3pp 21310 286 24X 

Flche 50-413,83/09/01,8311990376 


— 8311290382 Discusses investigation of various allegations re facilities 
by Region II mgt Incidents of harassment/lnt 1 rrtida tion 
require further review Info deleted 

MCKENNA. P Office of Inspector h Auditor 83/05/06 
CLIMHINOS, J -J Office of Inspector V Auditor 2pp 21310 299 
gqx Flche 50-413,03/09/01,8311290376 


0311100062 Forwards IF Insp Repts 50-413/03-32 8, 50-414/83-27 on 
630927-30 No noncomp 1 kanc e noted 

DANOE.H C Division of Project 6 Resident Programs 03/10/19 
TUCKER. H D Duke Power Co 2pp 21299 249 24X 

Flche 50-413,83/10/19,831 1160062 


— 8311180071 IE Insp Repts 50-413/03-32 t 50-414/03-27 on 030927-30 No 
na-ncdmp 1 1 ance noted Major areas inspected electrical cables 
& termination observation of wort Ir work act ivl ties, revi ew 
of quality records 6 unresolved items 

RUFF, A D Region 2/ Office of Director CONLDN. T E Division of 
Engineering & Operational Programs 03/10/14 5pp 21229 231 
24X Fiche 30-413,83/10/19.8311100062 


B3O03OO797 IE Info Notice B3-69# "Improperly Installed Fire Dampers 
at Nuclear Power Plant* " Svc list end 

•JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of New 

Yorfc. Inc I37pp 21114 351 24X F 1 Che 50-000, 83/10/ 21, 8308300797 


0311070330 Act receipt of 8310J2 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 90-413/03-21 fc 
50-414/83-22 

DANCE,H C Division ef Project * Resident Programs 03/10/21 
TUCKER. H 8 Duke Power Co Ip 81063 247 24X 

Fiche 50-413.03/10/21,0311070338 


— 8311070344 Responds to NRC 830912 Itr re violations noted in IE Insp 
Repts 50-413/83-21 t, 50-414/63-22 Corrective actions 
retraining will be provided In cable installation specs Ic 
OC insp criteria for cable pulling will be revised 
TUCKER, H 0 Duke Power Co 83/10/12 O'REILLY, J P Region 2, 
Office of Director 3pp 91063 246 24X Flche 50-413,03/10/91. 

Q31 1070338 


— 031 1070351 Forwards IE Insp Repts 50-413/83-21 L 30-414/03-22 on 
830816-19 & notice of violation 

LEUI8, R C Division of Project 6 Resident Programs 63/09/12 
TUCKER, M D Duke Power Co 2pp 91063 251 94X 

Flche 50-413, 83/10/21, 0311070338 


—D31 1070361 IE Insp Repts 90-413/83-21 S' 50-414 / 83-22 on 830816-19 
Noncomp 1 lanc e noted failure to follow cable installation 
specs 

H11NT,M D , CONLON, T E Region S, Office of Director 03/09/08 
Spp 2 1063 294 24X Flche 50-413.03/10/31,0311070330 


0311180046 Foruards IE Insp Repts 90-413/83-80 & 50-414/83-39 on 
030926-20 No noncompliance nated 

DANCE, H C Division qP Project b Resident Programs 83/10/21 
TUCKER, H 1) Duke Rawer Co 9pp 81225 230 24X 

Fiche 90-413,03/10/21,8311100046 


—0311100096 IE Insp Repts 30-413/83-20 8, 50-414/03-99 an 830926-28 No 
noncomp 1 1 ance noted Major areas inspected rsdlolagical 
effluent 6 environ mon 1 tor i ng, Incl udlng mgt meeting re 
pronperot tonal 8< operational effluent & environ insps 
CUNNINGHAM, A L Region 9, Office of Director MONTGOMERY, D H 
Divisien of Engineering Operational Programs 83/10/10 7pp 
91225 240 SAX Fi c he. SO-4 13, 03/ 10/21, 831 1 180046 


0300310030 IE Info Notice 03-70, "Vibration Induced Valve Failures '* 
8vc list enc k 

JORDAM, E L Division of Effiergencg Rreporedneis It Engineering 
Response (Post 030103) 83/10/25 Consolidated Edison Co of New 

Ynrk, Inc li7pp 21057 219 24X FI che 50-000. 03/ 10/95, 63083 10030 


8311180240 Farwards IF Insp Repts 30-413/83-31 8( 50-414/83-26 on 
030826-0993 Na noncomp I lane a noted 

DANCE, H C Division of Project 6 Resident Programs 83/10/25 
TUCKER, H B Duke Power Co 2pp 21220 331 24 X 

Flche 30-413, 03/10/25,0311180348 
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DOCKETED ITEMS 


-'8311160254 IE Insp Rept» 50-413/03-31 U 50'4l4/e3-26 on 03O026-O'?a9 Uo 
noncbmpiisnc# hajor arca« initial raduatte 

sys mat b I 'setond torporata mg b maBting t< 

prenp ^rational tast program Imp 1 amentation 

VANODORN.P K I SKIMHER-P H R«gion S. Office of Director 

BROIiIKLEEi L Division Of Project & Rr&ident Programs 63/10/24 

5pp 21226 333 SAiC Fiche 50-4 13< 63/10/23/ 031 1 100240 


6300310079 Hoard Notification 03-163 submits neui Info pn appsrrnl 
daficiencv reactor coolant pump During Jul 1963# metal 
file found at Pase of reactor coolant pump motor 
Uestlngbodse accepted responslti 1 1 ty for damage 

NOVAK ■ T rt Assistant Director for Licensing 63/11/02 AlpalC 

Bafety and Licensing Board Panel 8pp 21065 167 24X 

Fiche 30-413* B3/ll/02< 830S3IOO79 


8306300799 IE Bulletin 63-07. Suppt l* "Apparently Fraudulent Products 
Sold By Rag Mliieri Inc " Svc list end 

DEVGUNQi R C Director's Office/ Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of Neu York* Inc 

I79pp 21070 170 24X Flch* 30-000.63/10/26.6308300799 


631US0131 Foruardis le Insp Reptt 30-413/63-37 & 50-414/83-33 on 
031004-07 No tioncomp Uanc« noted 

DANCE. H C Division of Project *< Resident Programs 83/10/26 
tucker, N B Duire Power Co 2pp 21226 092 24X 

Fiche. 50-413. 63/10/26. 031 1 100131 


—0311160155 le InSp Repts 50-413/93-37 b 50-414/83-32 Pn 831004-07 No 
noncompl lance nated tlajor areas inspected mail control. OA 
insp of civil work performance, revleu of QA program, 
corrective action sys & foU-duup on commitments to iNPO 
HCFAfiLAND/C R * WRIGHT. B H Region 2. Office of Director 
UPRlOHTr.C N Division of Engineering b Operational Programs 
03/10/21 Bpp 21226 074 24X Fich e 50-413* 63/10/26. 631 1100131 


6300310034 IE Info Notice 83-71. ^'Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Read b Internals ■' Svc list end 
J0BDAN,6 L Division of Emergency Preparedness b Engineering 
Re spans a iPost 030103) 83/10/2? ConajUldated Edison Co of New 

York, Inc USpP 21057 057 SAX Fiche 50-000.03/10/27*0300310034 


0306310040 IE Info Notice 83-72. "Environ Oua 1 1 f irat 1 on Testing 
Eipcrirnce " Svc lift cnc 1 

OORDAN. £ L Divldifn of Emergency Preparedness it Engineering 
ftespnnsr tPost B3D103) 63/10/28 Consolidated Edison Co of New 

York. Inc I3JPP 21155 024 24XFl<Jie SO-OOO. 83/10/20. 0308310046 


03O&31OO37 IE Info Notice 83-73. "Radiation Exposure From Oloves 
Contaminated »/0 Daughter Products " Svc list encj 

PAHTLQH. J 0 Division of QA. Safeguards 6 Inspection Programs iPost 
62010^1 03/10/31 Consolidated Edison Co of New Vort. Int 

M6pp 21154 246 24X Fiche 50-000.03/10/31.8306310057 


B3I1090306 interim Significant Deficiency Rept SD 413-414/63-14 rt 
Beal at conduit connection to saf e ty-re 1 a ted eilulpment 
located in harsh environs Initially reported on 83jOo3 Final 
rept expected by 640315 

TUCKER* H B Duke Power Co 83/11/02 O^REILl-Y, j P Region Sr 
Office of Director 3pp 21105 176 24X Fiche 50'-413 . 03/ 1 J /02. 

0311090306 


0311070472 Followup to Part 21 rept re potential failure of 
Uestinghouse Type SA-1 relays <1E Info Notice 63-63) Addl 
potential problems discussed in end Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALL I D D Prown Dover i Corp (subs of Drdun Qpverl & Cd • kid / 

63/11/03 DEYOUNG. R C Director's Office* Office of Inspection a''! 
Enforcement ispp 21067 347 24X Fiche 50-000.03/11/03* 

83U070472 


6311280481 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built in Hi ns ton-Sa 1 em* NC facility. 

BROWN* J T Oahnson Cp * Inc (subs of Hillman Goal b Coke Co 1 
63/11/16 DEyOUNO*R C Director's Office* Office of tnapetUen *ne 
Enfarcamant 2pp 21203 357 24X Fiche 50 - 000 . 83/i t/lSf 631 


T Hearing transcripts on non-anti trust matters 


6311210467 further response to FOIA request for transcripts of 
deposition testimony prepared In discovery In QL proceeding 
for facility Forwards App A documents Documents also 
available in FOR tt LPDR 

Felton* J M Division of Rules and Records 63/09/85 AHLbRB.D N 
Palmetto Alliance 2pp 21247 001 24X Fiche 90-413*03/00/25. 

0311210467 


~“83liaJ0470 Transcript of LR Davison deposition in Charlotte. HC rt 
Contention 6 on QA Pp 1-14 

DAVISON. L R Duke Power Co 93/06/30 I4pp 21247 003 a4X 
Fiche 50-413.03/00/29*6311210467 


0300310076 IE Info Notice 63-76* "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on OE Type AK-2-a5 Breakers) « 

Svt list entl 

JOHDAN.E L Division of Emergency Preparedness b Engineering 
Response fPost 630103) 93/11/02 Consolidated Edison Co of New 

York* Inc IJSpP 21514 024 3AX Fiche 50-000. 03/1 1 /02* 0308310076 


0306310075 IE Inffl Nstice 03-75, "Improper Control* Rad Manipulation " 
Svc list and 

JORDAN* E U Division of Emergjncyi Preparedness 4 Engineering 
Response (Post 6301031 93/1J/03 Consol 1 dated Bdison Co of New 

York. Inc IMpp. 21513 253 24X Fl c he 90-000. 93/11/03* 0300310075 


^311010015 IE Info Notice 63-77. "Air/Oas Enferaltxnsnt Events Reeultlng 
in Sys Failures “ Svc Hat enci 

JDRDAN.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) Q3/11/14 Consolidated Edison Co of New 

York. Inc Il4pp 24X Fitfr.* 50-000*03/ j 1 / 14, 031101001 5 


0311010016 IE Info Kotsce 93-78, "Apparent Improper Mod of Component 
AffeeViny Plant Safety " Svt list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/11/17 Consolidated Bdison Co of New 

York. I nr 117pp 21603 OOl a4X Fiche 50-000. 83/i 1/17* 0311010010 


—6311210471 Transcript of LR Davison deposition in Charlottf*NG 
Pp 1-149 Related info end 

DAVISON. L R Duke Power Co 83/07/01 lS4pp 81247 0 17 
FUhe 50-413,03/00/25* 03 U 2 10467 


‘S311210474 Transcript of GW Grier deposition in Charlotte. HC re 
Contention 6 on OA Pp l-2o9 Related info end 

ORIER.GW Duke Power Co 03/07/06 S23pp '^^1847 171 a4X 
Fiche 50-413.63/00/25.0311210467 


—8311210476 Transcript of WH Bradley deposition In Charlotte* NC Pp l’^^ 
BRADLEY* W H Duke Power Co 03/07/00 51 pp 21848 033 24X 

Fiche 50-413.03/00/25*0311210467 


— 8311210479 Transcript of JR Welts deposition in Charlotte. NC r# 
Contention 6 on adequacy of OA Pp J-116 

WELLS* jR Duke Power Co 03/07/00 116pp 21240094 247 

Fiche 30-413*03/00/25,6311210467 


—9311210479 Transcript of LR Davison deposition In Charlotte* NC 
Pp 1—127 Supporting documentation end 

DAVICON.L R Duke Power Co 63/07/13 147pP 21240 200 S4X 

Fiche 50-413, 03/00/25* 0311210467 


Q. Reportable occurrences* LERs b ralatod corres pendenc e 


0311010367 Interim Significant Deficiency Rept SO 413-4)4/02-09 re 
urnderslied motor operators for Westinghouse valves Work an 
Unit 1 comp 1 ete. except for two safety injection valves 6 one 
R^HR Valve All work to be completed by 040201 

TUCKER. H B Oufc* Power Co 03/10/21 O’REIVLY.JF Reg Ion 2. 
Office of Director Ip 20970 211 24X Fiche 50-413, 83/ i0/2|* 

B 31 1010367 


1090311 Interim Significant Deficiency Rept BD 4X3-414/03-13 re 
Failure to remove jumper Initially reported on 830928 
Specific items addressed In NCi 17063 will be corrected 
prior to fuel loading 

TtJCXER.HB Duke Power Co 93/10/20 □"RElLLV.jp Region 2, 
afHce of DSvectttT app 2Ho5 067 SAX Fiche 50-413.03/10/28. 
03J 109031 J 


— 6311210461 Transcript of Wh Owen deposition in Charlotte. NC re 
Contention 6 on QA Pp 1-194 

QHENvW H Duke Power Co 03/07/15 I54pp 21248 3 47 
Fiche 50-413,83/08/25,8311210467 


— 0311210403 Transcript of RL Dick deposition In CharlottiiNC Pp 1*30 
DJCK.R L Puke Power Co 83/07/15 30pp 21249 I39 24X 

Fiche 90-413*63/08/25. 0311210467 


— 83U2I04B4 Transcript of DF MarkU deposition In Charlotte.KC Pp 
MARKLE.D F Duks Power Co 03/07/15 24pp 21 249 169 24X 

Fiche 30-413.83/00/25*8311210467 


8311010163 Transcript of 831026 hearing in Rock Hill.BC Pp 4*629-4^913 
* Atomic Safety and Licensing Board Panel 03/10/26 2a5pp 
20976 254 24X Fiche 50-413.83/10/26,0311010103 


0311020026 Transcript of 831027 hearing in Rock HlllrSC Pp 4.914-3.1 lA’ 
* Atomic Safety and Licensing Board Panel 83/10/27 294pp 

21012 219 24X Fiche 50-413.63/10/27,6311020028 



DOCKETED ITEMS 


30S 


B31 1030229 Testimony of JC Rogers ra ueldlnQ Inspector coocorns 
Related corr aspondonce 

ROGERS, J C Duke Pouer Co 03/10/31 Spp 21035 010 24X 

Flche 50-413,03/10/31,0311030229 


— 031 10J0240 Testimony of RL DicV re const dept involvement in uelding 
Inspector cancarns Related c orres p ond enc e 

DICKER L Duka Power Co 03/10/31 I8pp 21035 015 24)C 

Fiche 50-413,03/10/31.0311030229 


— B31103024& Testimony of DO Beam re instancet of conflict betiuean OC € 
craft personnel Related correspondence Certificate of Bvc 
enc 1 

DE/^h. D G Duke Power Co 83/10/31 ^pp 21035 033 24X 

Fiche 50-413,03/10/31,0311030229 


B3U070113 Transcript of 031*01 hearing in Rock Hill. SC Pp 5, 1*8-5, 423 
* Atomic Safety and Licensing Board Panel B3/11/01 256pp 

21060 001 24X Fiche 50-413,83/11/01.0311070113 


0311080007 Transcript of 631102 hearing In Hock HlU.SC Pp 5.424-5,701 
» Atomic Safety and Licensing Board Panel 03/11/02 27Gpp 
21074 011 24X Fiche 50-413.03/11/02,8311000007 


0311090201 Transcript of 031103 hearing In Hocli Hill. SC Pp 5,702-5,970 
* Atomic Safety and Licensing Board Panel 03/11/03 2*0pp 

21095 001 24X Fiche 50-4 13, 83/ 1 1 /03, 831 1 090201 


8311100001 Transcript of 831104 hearing in Rock Hill. SC Pp 5, 971-*. 216 
♦ Atomic Safety and Licensing Board Panel 83/11/04 245pp 

21140 001 ?4X Fiche 50-413.83/11/04.0311100001 


0311150303 Transcript of 031100 hearing In Rock Hill. SC Pp 6.217-6,4*" 
s Atomic Safety and Licensing Board Panel 83/11/00 253pp 

21175 340 24X Fiche 50-413,83/11/00.0311150303 


0311150197 Transcript of 03MO9 hearing in Rock HilJ.BC Pp 6,460- 
6, 5B4 

» Atomic Safety and Licensing Board Panel 83/11/09 Jl*pp 
21173 103 24X Fiche 50-413,83/1 1/09.0311150197 


0311150201 Transcript of 831110 hearing in Rock HI 11, SC Pp 6. 585-6. 90'1 
e Atomic Safety and Licensing Board Panel 63/11/10 319pp 

21170 20a 24X Fiche 50-41 3. B3/i 1/ 10. 031 1 1 50201 


8311160073 Transcript of 031111 hearing in Rock Hill. SC Pp 6,904-7,10' 
• Atomic Safety and Licensing Board Panel 03/11/11 204pp 

2119* 293 ?4X Fiche 50-413.03/11/1 1,6311160073 


031121018* Transcript of B31U5 hearing in Rock HUl.SC Pp 7108-7377 
e Atomic Safety and Licensing Board Panel 83/11/15 269pp 

21231 001 24X Fiche 50-413.83/11/15.031121016* 


8311210403 Transcript of 83111* hearing in Rock HUl.SC Pp 7.378-7.691 
* Atomic Safety and Licensing Board Panel 83/11/1* 254pp 

21238 209 24X Fiche 50-413.03/11/16,8311210403 


0311230002 Transcript of 031117 hearing in Rock HiU,6C Pp 7, *32-7,919 
e Atomic Safety and Licensing Board Panel 03/11/17 SB9pp 
21271 205 ?4X Fiche 30-413,83/11/16.0311230002 


0311330001 Transcript of 8311 18 hearing In Rock HJl 1 , 8C Pp 7.920-0,1*1 
e Atomic Safety and Licensing Board Panel 03/11/10 a44pp 
21270 257 24X Fiche 50-413 . 03/11/18,0311230001 


DOCKET 50-416 GRAND OULF NUCLEAR STATION. UNIT I 


030831007* lE Info Notice 83-7*. "Reactor Trip Breaker Malfunctions 
lUndervol tage Trip Devices on GE Type AK-a-fiS Breakers) 

Bvc list end 

JORDAN. E 1. Division of Emergency Preparedness & Englnaerlng 
Response <Post 0301031 03/11/02 Consolidated Edison Co of New 

York. Inc llSpp 21514 024 SAX Fiche 50-000* 93/1 1/08, 030831007* 


C Utility Environmental Report (ER), amends 6 correspondence 


8311010002 LER 83-1 18/03L-0 on .6309251 scram accumulator trouble 
annunciator alarmed when nitrogen pressure in accumulator 
08-25 fell helou 1.530 psig Caused by normal sys leakage 
Surveillance Interval considered adei^vate U/B3i025 Itr 
QVRD.R , DALE.L F Mississippi Power U Light Co 83/10/25 
O'REILLY, J P Region 2. Office of Director 2pp 20978 073 24X 

Fiche 50-416,83/10/25.0311010082 


F Security, medical, emergency & fire protection plans 


0311070090 Partial response to FOIA request for 12 categories of 
documents re fire-reiatod subjs Forwards App D documents App 
A documents available in PDR Review of addl records sob J to 
request In progress 

FELTON, J M Division of Rules and Records 03/00/16 BD. D K 
Public Cltiien Litigation Group Spp 2100* 035 24X 

Fiche 50-000.03/08/16,0311070098 


— 03O2O7O29B Comments on issues raised in 020728 memo re carbon din He 
syfi used for fire protection in or adjacent to critical 
areas 

DENTGN, H R Office of Nuclear Reactor Regulation, Director 
63/01/11 MICMELSDN, C D tree tor ' s Of f 1 1 e Spp 2100*214 24/ 

Fiche 50-000.83/00/16,0311070090 


8310200362 Oeneric Ltr 03-33 ta all licensees * appHcanti of nuclear 
pnuer reactors re NRC positions on certain r squlTsments af 
App R to IOCFH50 Qvc list end 

EISENHUT.D O Division uf Licensing 83/10/19 Consolidated 

Edison Co of New York, Inc 2lpp 21114 327 24X 

Fjche 50-000.93/10/19.83102003*2 


O Adjudicatory correspondence 


G3L12BOS05 Petition of Jacksonians United for Livable Energy Policies 
for leave to intervene £< request for hearing on licensee 
app 1 Hat ion for Amend iO to License NPF-t3 

UAHRCNCE. K Jacknonlans United for Livable Energy Policies 
83/11/17 Office of the Secretary of the Commission Spp 

21280 259 24X Fiche 50-416.83/11/17,0311200205 


H Oeneral correspondence 


0311110123 Requests corres»p ond once presently being addressed to 
DC Oliibs be addressed to RT Laliy 

KERNODLE, C Middle South Services. Inc 03/11/07 SCHHENCER.A 
Licensing Branch 2 Ip 21145 362 24X Fiche 50-416,03/11/07. 
9311110123 


K Utility Final Safety Analysis Report (FSARk t, amends 


0311280092 Forwards Affidavit of Sve re distribution of Amend 5* to 
rSAR. per NRC 780*27 ltr Late submittal of Affidavit due to 
administrative error 

DALE.L F Mississippi Pouiar «. Light Co 03/11/10 DENTON. H R 
Office of Nuclear Reactor Hegulatien, Director 3pp 21279 034 
24X Fit he 50-416,83/11/13,8311200092 


P □perating license stage documents 1. core espondence 


031)330013 Responds bo FOIA request for documents by San-dle Natl Lab 
t</ar contractors under NRC-sponsored "Severe Accident Rls1i 
Reduction Program " Fort/ards App A documents Documenti also 
avai Ipb ) e in PDR 

FELTON. J H Division of Rules and Records 83/00/23 9HDLLV. S 
Union of Concerned Scientists 4pp 21297 079 24X 

Fiche 50-416.03/08/25,0311230013 


D31 1020297 Rejects 03090* request for extension of time to submit 
formal 120-day response to Generic Ltr 83-20 re implications 
of Salem ATW3 events Response due by 831)05 
9CHWENCER.A Licensing IlTqnch 2 83/10/19 MCOAUGHY, J P 

Mississippi Pouter * Light Bo 2p p 21023 333 24X 

Fiche 50-416,03/10/19.8311020299 


8311020/03 Notification of 031020 meeting w/utlt In Dethesda.MD to 
discuss independent verification of staff performance * 
other plant act ivi ty, L 1 cense Condition 2 G <3><a> e, plant 
staffing matters 

&Cht4ENCEtt, A Licensing Dranch 2 63/10/20 ND\/AK, T Assistant 

Director for Licensing 2pp 21023 331 24X Fiche 50-41*103/10/20 

03 1 1 070203 


B31 1070336 Forwards summary of B31004 meeting in Atlanta. OA re resulti 
of util investigation into recent failures to control (naint 
on dlrsel generators List of attendees end 

LENIS.II G Division of Project U Resident Programs 03/10/21 
RICHARD. JE Mississippi Power * Light Co 4pp 21063 143 24X 

Fiche 50-416.03/10/21.631107033* 


0311010423 Forwards clarification to NRC 830722 ltr re potential 
effects of containment sprays on equipment survivability 
during hydrogen combustion Effect will be measured In 1/4- 
scale tests * be factored into survivability analysis 
DALE, L F Mississippi Power h Light Co 03/10/23 DENTQN, H R 
Office of Nuclear Reactor Regulation. Director lOpp 20973 04G 
SAX Fiche 50-416, 83/10/25. 03* 1010423 
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:g3lOGl01l3 Toru^ards^ rep t addresBlng issues raised at B31013 meeting re 
adequaci^ of util personnel to operate facility 

MCGAUGHY. J P Mississippi Potjer «« Light Co Q3/10/2A DENTON, H R 
DFfice oF Mut-loar Reactor Regulation, Director 36pp 20966 001 
34X rithe &0-416. 03/10/26, 83103101 13 


6310310403 Generic Ltr O3'30 to sll licensees oF operating pptjer 
reactors U applicants for OL re NLIREG-096S* "NRC Inventory 
of Dams ■' Fnriuarda MJREQ-0765 "NRC Inventory of Dams" for 
info only U/o enc 1 Svc ll»t end 

EISENHUT.D G Division of Licensing 33/10/31 Consolidated 
Edison Co af Neu York. Inc I4pp 21104 019 24X 

richo 30-000, 03/10/31- D3I0310403 


6311100203 Evaluates 830310'-13 drytieli bypass leakage test NRR agrees 
u/Region [I conclusion that test failed, but no change in 
test frequency required 

EISCNHUT, D 0 Dlvtftjon of Licensing 63/10/31 OLSMINSKI.J A 
Division of Engineering & Operational Programs 3pp 21134 030 
24X Fiche 50-416,03/10/31,0311100293 


6311140414 ForhJards request for addl info re Delaval diesel generator 
evaluation described in Board Notification G3''l60 Meeting 
should be arranged to disduss issue 

SCHWENCER.A Licensing Branch 2 63/10/31 MCOAUCHY, J P 

Mississippi pQuer L Light Co 5pp 2tl03 OSl 24X 
Fiche 50-416,63/10/31,0311140414 


6311010160 Generic Ltr 03-36 to all DVIR licensees re NkiREO-OTO? Tech 
Specs Requests revieuj of Tech Specs to determine consistency 
u/guidance in NUREO-0737 Response required uiithln 90 days of 
receipt of ltr Svc list end 

ElSENHJTrD 0 Division oF Licensing 03/11/01 Commonwealth 
Edison Co S3pp 21164 029 24X Fiche 90-000,83/11/01,8311010180 


8311020091 Generic Ltf 83-39 to all licensees of operating reactors, 
applicants for DLs U holders of CPs re clarification of TMI 
Action Plan I tern 11 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bvc list end 
EISENHDT. 0 G Division of Licensing 83/11/02 Consolidated 
Edison Co of Neu York, Inc J6pp 21164 001 24X 

fiche 50-000. 63/11/02. 631 1020091 


6311090069 Foruards response to Generic Ltr 83-28 re generic 
implications of Salem ATNS events providing status of 
conformance eu/NRC p ositlona, p Ians t schedules for needed 
improvements 

MCGAUGHY, J P Mississippi Power it Light Co 03/11/04 

CTSENKUT, D 0 Division of Licensing I6pp S1I00 215 24X 

Fiche 90-416.03/11/04.9311090065 


6311090074 Forwards resumes of advisors to plant operations staff 
supplying BNR operating eiperience 

DALErU F Mississippi Power t Light Co 03/11/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 9pp 21100 244 
24X Fiche 90-414,03/11/07,6311090074 


83111501<70 Summarlies B31107 site visit Min experience levels should 
be established for each operating shift before full power OU 
approval Currant advisors should be given qualifying 
license siams 

GIL1N&KY,V Commissioners 63/11/10 Commissioners 2pp 

21171 142 24X Fiche 50-416.63/11/10,8311130190 


6311170194 Foruards partial response to request for addl Info re 
Transanerica Delaval.Inc diesel generators supplied to 
facility Steps taken to obtain more detailed info on 
crankshaft design analyses & testing done by LILCD 
DALEjL F Mississippi Power b Light Co 83/11/15 DENTON, H R 

Office of Nuclear Reactor Regulation. Director 6Spp 21210 094 
24X Fiche 50-414.83/11/15,0311170196 


— 8311170202 “Tech Specs for Standby Diesel Generators, Mi ssl sslppi 
Power 4 Light. Grand Gulf Units I fc 2 " 

* nechteJ Corp 964S-(1-01B 0 ROl 73/U/13 I69pp 21210 121 
24X Fiche 50-416,63/11/19.6311170196 


--8311170209 “Deelgn Spec for Standby Diesel Generators. Miss istlppi pouer 
fic Light. Grand Gulf Units 14 2'* 

* Bechtel Corp 9649-11-018 O R02 74/07/12 172pp 2J210 290 

24X Fiche 50-416,63/11/19.6311170196 


— 0311170212 "TBSt Rept Delaval Standby Generator Set.orand Gulf Nuclear 
Station 1 t a. Engine Unit " 

» Tranaamer 1 ca Ob) aval, Inc 77/01/24 37pp 21211 102 24X 

Fiche 90-414, 03/J i/l5.B31 1 170196 


8311220483 ForwardH "Grand Gulf Nuclear Station Unit 1 57. Pouer 
Operational Readiness Review." per License Condition 
? c n> 

PALE.L F Mississippi Power 4 Light Co G3/1I/1B DENTON, K R 
Office of Nutjear Reactar Regulation. Director 2pp 21397 033 
24X FUhe 90-416, 63/11/16. 031 J22O403 


— 6311220486 "Grand Gulf Nuclear Station Unit 1 5'/ Power Operational 
Readiness Review “ 

e Mississippi Power 4 Light Co 83/11/30 60pp 21297 035 74X 

Fiche 90-416.03/11/16.8311220483 


Q Inspection reports, IE Bulletins & correspondence 


B311070337 Forwards IE Insp Rept 50-416/83-44 on 030926-29 No 
noncomp 1 lance noted 

VERRELLI.O M Division of Project «< Resident Programs 63/10/1) 
RICHARD, J B Mississippi Power it Light Co 2pp 21062 1 17 SIX 
Fiche 50-416,93/10/11.8311070337 


— B311070340 IE Insp Rept 50-416/93-44 on 630926-29 No none o (np 1 lane t 
noted Major areas inspected startup & surveillance test 
witnessing & data evaluation 

KRUQ, H £ Region 2, Office of Director JAPE. F Division of 
Engineering 4 Operational Programs 83/10/06 4pp 2106S 119 
24X Fiche 90-416,83/10/11.8311070337 


8308300797 lE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/10/21 Consolidated Edison Co of New 

York, me I37pp 2II14 391 84/ Fl che ' 90-000, 83/10/81 . B30Q300797 


8311180230 Forwards IE Insp Rept 50-416/03-41 on 830711-0909 Mo 
noncomp 1 lance noted 

VERRELLI.D M Division of project 6 Resident Programs 83/10/81. 
RICHARD. J □ Mississippi Power it Light Co 2pp 21229 001 S4X 
Fiche 50-416,83/10/21,8311180238 


—0311100242 IE Insp Rept 50-416/83-41 on 830711-0909 No no neomp 1 lent i 
noted Major areas inspected thermal expansion test 
procedures, licensee action on previous insp findings St 
allegation re omission of reinforcing steel rebar 10 
LENAHAN, J J Region 2. Office of Director CONLON, T E DlvUlcii 
of Engineering it Operational Programs 03/10/19 I3pp 
21229 003 24X Fiche 90-416,03/10/21,8311180230 


8300310030 IE Info Notice 83-70, "Vibration Induced Valve P^lluffti " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 83/10/29 Consolidated Edison Co of New 

York, Inc ll7pp 21057 219 24X Fiche 50-000,03/10/23, 03013310030 


6311070401 Foruards for review, draft info notice, "'Reactor C ontfol i. In c 
const Deficiencies " Response should be submitted within 30 
days Amend to potential Reportable Deficiency PRD 80/56 
should be conducted in timely manner 

□ 'REILLY, J P Region 2, Office of Director 83/10/25 R ICHARD, J J) 
Mississippi Power & Light Co 9pp 21067 183 24X 

Fiche 50-416,83/10/29,8311070401 


8308300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Producti 
Bold By Ray Miller, Inc " 8vc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New Yorkr Inc 

179pp 21070 170 24X Fiche 90-000,83/10/26,0308300799 


6300310034 IE Info Notice 03-71, '"Defect in Load-Dear Ing Helds on 
Lifting Devices for Vessel Head fc Internals " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/87 Consolidated Edison Co af New 

York. Inc 119PP 21097 397 24X Fiche 90-000. 63/10/27, 6300310034 


0300310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/28 Consolidated Edison Co nf Niw 

York. Inc ISlpp 21193 024 24X Fiche 90-000, 03/10/20, B3O031OO48 


0311100146 Forwards IE Insp Repts 50-416/03-48 & 90-417/03-07 on 
831011-14 No noncomp 1 lance noted 

VERRELLIiD M Division of Project it Resident Programs 83/10/20 
RICHARD, J D Mississippi Power 5. Light Co 2pp 21230 023 a4X 
Fiche 30-416,83/10/88,0311180146 


—0311100152 IE Insp Repts 90-416/83-40 it 90-417/83-07 on 831011-14 No 
noncompliance noted Major areas inspected structural 
concrete, coatiJigi it licensee identified Items 

HARRIS, J R. Region 2. Office of Director CONLON, T E Division 
of Engineering it Operational Programs 83/10/29 4pp 21230’ 029 
24X Fiche 50-416,83/10/28,0311180146 


0308310097 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Cnniamlnated W/U Daughter Products " Svc list end 

PARTLDN, J G Division of QA, Safeguards tt Inspection Programs (Post 
030103) eo/lo/at consolidated Edison Co of New York, Inc 
ll6pp 21154 240 24X Fiche 50-000, 03/ 1 0/31 1 8300310097 
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BJDQ310075 IE Info Notice 03'73> "Improper Control Rod >l 4 nlp ula 1 1 on " 
Eivc lifit cnc 1 

JORDANj E L Division of Emorgencii Preparedness e< Engineering 
Response {Post 030103) 83/11703 Consolidated Edison Co of Neu 

York. Inc 114pp 21513 253 a4X Fjchc 50-000.33711/03,0300310075 


8311290297 nesponds to IE Bulletin 33-07 Suppl 1 Comipanles identified 
as not having sold products to nuclear facilities listed 
0ARMER,W F Southern Co Services, Inc 03/11709 WEGNER. M 
Director's Office- Office of Inspection and Enforcement 2pp 
21302 123 24X Fiche 50-000- Q37 1 1 709, S3l I 290297 


0311010015 IE Info Notice 03-77, '‘Alr7Gas Entrainment Events Resulting 
In Syfi Failures " Svt list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response {Post 030103) 03/11/14 Consolidated Edison Co of Meu 

York, Inc 114pp 24XFiche 50-000, 33/1 1 714, 331 lOlOOl 3 


0311010010 IE Info Notice 03-73, "Apparent Improper Ned of Component 
Affecting Plant Safety ■' Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Reeparise (Post 030103) 03/11/17 Consolidated Edison Co of NewJ 

York, Inc I 17pp 21603 001 S4XFlche 30-000, 03/ 1 1 7 17. D3i lOlOOlB 


R Periodic operating reports & related correspondence 


0311170104 Forwards Suppl 2 to monthly operating rept for Sept 1983 
Suppl provides detailed descriptions & justification for 
changes to offsite dose calculatien manual 

DALErC F Mississippi Power U l_lght Co 63/11/11 DEYOUNOiR C 
Diret-tor^s Office, Office of Inapection and Enforcement 2pp 
21216 107 24X Fiche 50-416.83/11/11.8311170104 


— 0311170100 Suppl 2 to monthly operating rept for Sept 1903 

e Mississippi Pouier 8c Light Co 03/11711 46pp 21216 109 a4X 
Fithe 50-416,03/11/11,0311170104 


0311170343 Monthly operating rept for Oct 1983 W/03I11S I fcr 

CESARE, J G , DALE, L F Mississippi Poucr & Light Co 83/11/19 
DEVDUN9, n C Director's OfficBi Office of Inspection and 
Enforcement 7pp 21211 340 a4X Fiche 90-416,03/11/19,0311170343 


0 Reportable occurrences, LERs & related correspondence 


0311070241 Summariies 830923 meeting u)/iitll tr OE In Region It ofc re 
results of util investigation of Agastat relay failures & 
proposed corrective actions Planned program notification 
of failures expected by B310I5 

LEWIS, R C Division of Project 6 Resident Programs 63/10/03 
RICHARD, J E Mississippi Power fc Light Co 4pp 21063 OOi 24X 
Fiche 50-416,03/10/03.0311070241 


8311010107 LER e3-l40/D3L-O on 03O9i9r during manual start test, diesel 
generator tripped on high vibration after loading Caused by 
malfunctioning Calcon vibration siiiitch Switch replaced 
W/a3l019 Itr 

DYRD.R , DALE, L P Mississippi Powter 8i Light Co 03/10/19 
D'REILLV, J P Region 2, Office of Director 2pp 20970 006 24X 

Fiche 90-416.03/10/19,0311010107 


0311010261 Updated LER 83~096/03X-l on 030719, Dlv 1 diesel generator 
declared Inoperable when generator felled to synchronize 
to bus 1 5AA Caused by malfunctioning sgnehr oni 1 1 ng switch 
Switch replaced W/031019 Itr 

CATHEY, D E . DALE» L F Mississippi Power «c Light Co B3/10/19 
O'REILLY, J p Region 2. Office of Director 4pp 80992 330 24X 

riche 50-416,83/10/19.8311010261 


0311010391 LER 03-147/O3L-O on 030919, rfetermi nod spare partsr purchased 
to Improper quality level requirements! 1 notal led in chlorine 
detection sys Engineering design group included in review 
cycle for procurement documents W/03lOi9 Itr 
DVRD.R , DALE.l F, Miseisslppl Power Light Co 03/10/19 
O'REILLY. J P Region 2, Office of Oireetor 2p p 20973 283 24X 

Fiche 50-416, 03/10/19, 031 10JO391 


0311010100 LER 03-124/O3L-O on 030920, temporary etralners installed 
on ECCS found not removed from RHR pumps □ & C 6 LPC0 pump 
suction lines Caused by inadequate iOCFRSO 59 evaluation,. 

Evaluation procedure revised W/03loao Itr 

DYRD.K . DALEiL F Mississippi Power & Light Co B3/10/20 
□ 'REILLY, J P Region 2. Office of Director 4pp 20977 208 24X 

Fiche 50-416,83/10/20, 8311010108 


0311010173 Updated LER 83-135/03X-1 on 030913, opera t ions notified of 
temporary connection from discharge of Div 2 diesel 
generator starting air storage tank D up/o proper reviews 5 
authorizations Caused by personnel error W/B31020 Itr 
□ YRD.R , DALE.L F Mississippi Power L Light Co 03/10/20 
O'REILLY, J P Region 2, Office of Director 4pp 20977 224 24X 

Fiche 50-416.03/10/20,0311010173 


8J1 1010306 Updated LER B3-126/01X-1 on 030904. after rmaint operation. 
Div 1 diesel generator fuel line ruptured, resul t Ing in fire 
near left hank turbocharger Caused by fatigue crack 
propagation Fuel line support added W/a31020 Itr 
DVfiD.rt , DALE.L F Mississippi Power 6 Light Co 33/10/20 

0 'REILLY. J P Region 2. Office of Director 0pp 20979 001 24X 

Fiche 50-416.83/10/20.8311010306 


B3I1O10J54 Updated LER 83-107/03X-1 on 030726. mount in g bolts for Div I 
diesel generator turbochargers found loose. broken or 
missing Turbocharger Improperly aligned to mounting base fc 
attached piping Longer bolts installed U/831024 Itr 
CATHEY. D E . DALE.L F Mississippi Power U Light Co 83/10/24 
□ 'REILLY. J P Region 2. Qf-flce of Director 4pp 20977 275 24X 

Fiche 50-416.03/10/24,8341010154 


8311070401 Forwards foi r eview, draft info notice, "Reactor C ontrels, Int 
Const Deficiencies ” Response should be submitted within 00 
days Amend to Potential Reportable Deficlencg PRD 80/56 
should be conducted in timely manner 

O'REILLY. J P Region 2. Office of Director 03/10/25 RICHARD, J H 
Mississippi Roiaer & Light Co 5pp 31067 103 24X 

Fiche 50-416.03/10/25.0311070401 


B31 1020436 RO 83-096/0 on 830926, Fire Danr 0C313, Serving as double 
door to main entrance of lobby in control b Idg . r eport ed 
inoperable due to heavy use Fire watch established Repairs 
expected to- be completed by 031215 

DALE.L F Mississippi Power & Light Co B3/10/26 0 ' REILLY. J P 

Region 2. Office of Directur 2pp 21014 309 24X 

Fiche 50-416,03/10/36.8311020436 


0311,040016 LER 03-19O/O3L-O on 030926, W mi t In g condition for operation 
entered when visual alarm indicated containment air lock 
inner door not sealltig properly Shaft keyway adjusted 
H/031026 Itr 

DVRD.R . DALE.L F Mississippi Power U Light Co 03/1O/S6 
G'REILLV, J P Region 2. Office of Director 2pp 21051 208 24X 

riche 50-416.83/10/26,0311040016 


8311040042 LER e3-l49/03U-0 on 830927, Chanpe I A fuel handling area 
radiation monitor operated erratically causing high alarm 
Caused by failed tube in detector Tube assembly replaced 
W/B3I027 Itr 

DYRDi-R , DALE.L F Mississippi Power 6 Light Co 03/10/27 

O'REILLY, J P Region 2, Office of Director 2pp 21050 147 24X 

Fiche 50-416.83/10/27,0311040042 


8311070272 LER 93-i51/03L-0 on 8309S8. REIC sys declared inoperable due 
to Surveillance Requirement 4 7 3 C 2 not completed within 
la b of reactor steam pressure reaching 150 psig Caused by 
failed ramp module Module replaced U/831058 Itr 
BYRD. R - DALE.L F Mississippi Power 6 Light Co 83/10/26 

O'REILLY, J f> Region 2, Office of Director 4pp 21098 334 24X 

Fiche 50-416,83/10/28.0311090272 


G3I 1090340 Supplemental Part 21 rept re short circuit bus bracing 
Inadequate for lO-cycle - 7B, 000-amph«re withstand teat 
Equipment rcdaslgned & mod kits 6 Instruction books 
prepared Listed customers advised to initiate mod 

DWYER, P W General Electric Co 83/10/88 DEYOUNG, R Director's 
Office* Offlco of Inspection and Enforcement 7pp 21103 254 24^^ 

Fiche 50-000,03/10/20.0311090348 


8311040056 RO 63-094 un 030922, two fire-rated assembly penetrationi 
located In north wall of Room OC402 & south wall of Room 
0C405 discovered open Penetrations not Identified on 
drawings Fire uatchea established 

DALE.L P Mlsalssippi Power L Light Co 03/10/29 D'REILLV, J P 
Region 2, Office of Director 2pp 21050 119 24X 

Fiche 50-416,83/10/29,8311040056 


8311040005 LER 03-153 /03L~0 on 830930, RHR/RCIC high steam line Plow 
isolation actuation instruments found reading differently 
Caused by inadvertent loop seal In steam- portion of line 
Transmitter A recalibr W/031030 Itr 

DVRD, n . DALE.L F Mississippi Power 8< Light Co 83/10/30 

O'REILLY, xfP Roqton 2, Office of Director 3pp 21050 278 24X 

Fitho 90-416.03/10/30,0311040085 


8311040036 LER B3-1SS/03L-0 on 331001 . whi 1 e placing RCIC sys in 
standby, RCIC steam supply drywell inboard Isolatton valve 
failed to open Caused by fouled limit switch contacts- 
Contacts cleaned it valve tested H/03L031 Itr 
OYRD.R . DALE.L F Mississippi Power 6 Light Co B3/I0/3I 
O'REILLY. J P Region 2. Office of Director 2pp 21050 164 24X 

Fiche 50-416,03/10/31,8311040036 


0311040074 Updated LER B3-t09/03X-l on 830727, Inboard shutdown coolinj 
valve closed after spurious RHR room high area tamp signal 
Cause undetermined Investigation continuing U/031D31 Itr 
CATHEY, 0 E , DALE.L F ttiEslssippl Power L Light Co 03/10/31 
□ 'REILLV.J P Region 8, Office of Director 3pp 2J051 095 24X 

Fiche 50-416.03/10/31.8311040074 
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B31 1040090 LEft B3-nO/03X-l on B30728- dur i ng shutdown of control room 
KVAC loop A to repair freon shutoff vajvo. compressor inlot 
strainers h pistons found damaged Cause gndetermincd 
Compressor rebuilt U/S31031 Itr 

CATHEV. D E . DALE. L F Mississippi Power I- Light Co 03/1O/31 
O'REILLV. J P Region 2. Office of Director 3pp 21031 562 24X 

Fiche 90-416,83/10/31, B3I 1040090 


B31 1 170303 LER 03-15S/O3L-O on B31002, duri ng daily channel check, three 
of four inboard MSIV leakage control sys subsystem flow 
instruments read between 20 to 30 scfm Caused by dirty flow 
indicating switches All switches cleaned W/83IIOI Itr 
BYRD^ft * DALE.L F Mississippi Power «c Light Co 03/11/01 
O'REILLY, JP Region 2* Office of Director 2pp 21212 301 24X 

Fiche 50-416,03/11/01,8311170303 


0311170391 LER 83-I54/03L-0 on 031002, containment spray Loop A declared 
inoperable when breaker for standby tve water HX bypass 
valva would not close on valve close signal Caused by 
contact sticking due to tight screw 

flVRD-R . DALE,L F Mississippi Power & Light Co ft3/ll/0l 
O'REILLV, JP Regions, Office of Director 2pp 21211 282 24X 

Fiche 30-416,63/11/01,0311170351 


9311170251 RO 03-097/0 on 831003, au« i 1 lary bldg steam tins tunnel 
temps tsceeded Tech Spec 376 limit Analysis to 
demonstrate continued operability in progress Update rept 
etpected by 931120 

DALE.L F Mississippi Power & Light Co 83/11/02 O'REILLY, J P 
Region 2. Office of Director 2pp 21213 261 24X 

Picho 90-416.83/11/02,631 1170291 


0311210313 LER B3-160/03L-0 on 831010, containment hydrogen monitor 
declared Inoperable when hydrogen analyzer cell failure 
light alarmed t. would not clear Caused by analyier 
conductivity cell failure Cell replaced W/B31107 Itr 
DYRD,R . DALE.L F Mlsaissippi Power & Light Co 83/11/07 
D'REILLV.J P Rogian 2. Office of Director 2pp 21234 282 24X 

Fiche 30-416,03/11/07.8311210315 


0311210409 LER e3-161/03L-0 on 83100B, standby liquid control sys A 
out-of-svc alarm & explosive valve F004A loss of continuity 
status light received Caused by lamp assembly failure 
Assembly replaced 14/631107 Itr 

DVRD.R , DALE, L F Mississippi Power & Light CO 03/11/07 
O'REILLY, J P Region 2. Office of Director 2pp 21236 293 24X 

Fiche 50-416,03/11/07,8311210409 


0311210320 Updated LER B3-049/03X-2 on 830409, while In cold shutdown, 
diesel generator 12 auto start, not available alarm actuated 
Caused by motor & diesel drive compressor failure due to 
damaged component Compressors reworked U/B31110 Itr 
BYRD, R . DALE, L F Mississippi Power 6 Light CO 93/11/10 
O'REILLY, J P Region 2. Office of Director 5pp 21234 313 24X 

Fiche 50-416,03/11/10,6311210320 


0311210379 Updated LER 83-121/03X-1 on 03OB17, M4-R4 contacts in Agastat 
relay 99X for motor operated valve 1E22-F010 found failed in 
open state Cause under Investigation Proposed corrective 
action discussed at 830923 meeting N/63lil0 Itr 
CATHEV, D E , DALE. L F Mississippi Power b Light Co 83/11/10 
□ 'REILLV, J P Region 2, Office of Director 3pp 21239 211 24X 

Fiche 90-416,03/11/10,0311210379 


8311171)262 RD 63-099/0 on 830926, fire-rated assembly penetrations AE93D 
ti AE990D discovered open Penetrationi not listed on 
schedule Fire watch established until ptnetrations sealed. 

Sealing completion expected by 631230 

DALE.L F Mississippi Power «< Light Co G3/U/02 O'REILLY, J P 
Region 2, Office of Director 2pp 2i2l2 348 24X 

Fiche 90-4 16, o3/l 1/02,831 11 70262 


8311220130 RO 00-099/0 on 831006, Five Door 0C414 to stairwell on 
Elevation 14B ft In control bldg blocked open to support 
planned malnt activities Fire watches established until 
door restored on 831031 

DALE,L F Mississippi Power b Light Co 03/11/14 O'REILLY, J P 
Region 2, Office df Director 2pp 21299 192 24X 

Fiche 90-416.03/11/14.8311220130 


8311 170410 LER S3-196/03L-0 on 831003, cap screw securing starting air 
manifold found froken inside plate Cause under 
investigation Capscrew replaced w/one of same type 6 grads 
Update expected by B31220 M/fi3U02 Itr 

DYRD, R , DALE „ F Mississippi Power I, Light Co 83/11/02 
□ 'REILLY, J P Region 2, Office of Director 3pp 21200 249 24X 

Fiche 50-416,03/11/02,8311170410 


8311220220 LER 03-162/OlT-D on 031 031 , revi eu of operating data from 
030926-1030 revealed that dryuell pressure instrumentation 
readings occasionally exceeded allowable values Cause not 
stated Instrument setpoints will be lowered 14/031114 Itr 
DYRD.R , DALE.L F Mississippi Power 6 Light Co 03/11/14 
Q'REJLLy.J P Region 2. Office of Director. 3pp 21294 223 24X 

Fiche 90-416,83/11/14,0311220220 


0311J7O274 LER 03-197/O3L'O on 831004, dur Ing monthly functional test, 
LPCS Injection valve leakage pressure monitor alarm setpoint 
discovered at 92 piig Cause not determined Rosemount trip 
unit 910DU2 recallbr Investi gation continuing W/631103 Itr 
BYRD, ft , DALE, L F Mississippi Power 6 Light Co 63/11/03, 
O'HeiLLV.d P Region 2, Office of Director 3pp 21213 019 24X 

Fiche 50-416,63/11/03,8311170274 


8311170297 LER B3-15B/03L-D Oh B31004, drywel 1 atmosphere partisulate 
radioactivity monitoring sys declared Inoperable Caused by 
clogged particulate collector due to misaligned paper 
Collector replaced 14/831103 Itr 

DYRD.R , DALE.L F Mississippi Power & Light Co 83/11/03 
O'REILLY. J P Region 2, Office of Director 3pp 21211 348 24X 

Fiche 50-416.03/11/03,0311170297 


8311170413 Updated LER 03-119/O3X-1 on B30E303 6 04.RKR pump A failed to 
start Dlv I busses incorrectly shown tripped, annunciator 
panels came on, optical isolator failed 6 breakers tripped 
Caused by incorrectly terminated cable 14/631103 Itr 
CATHEV, D E , DALE.L F Mississippi Power 6 Light Co 03/11/03 
O'REILLY, UP Region 2, Office of Director 3pp 2120B 229 a4X 
Fiche 50-416,83/11/03.8311170413 


0311170339 Updated final RO B3-097/1 on 831003-18, auxil iary bldg main 
steam line tunnel temps exceeded Tech Specs Evaluation 
concluded all equipment in steam tunnel qualified or 
justified for Continued operation 

DALE.L F Mississippi Power & Light Co 83/11/04 O'REILLY, J P 
Region 2, Office of Director 2pp 21212 319 24X 

Fiche 50-416,03/11/04.0311170339 


8311220394 LER B3-163/03L-0 on 831013, turbine trip throttle valve 
failed to reset Caused by failed optical isolator card Card 
replaced Updated rept expected by 840110 14/831114 Itr 
BYRD.R , DALE.L F Mississippi Power t, Light Co 03/11/14 

Q 'REILLY, J P Region 2, Office of Director 2pp 21261 096 S4X 

Fich® 90-416.03/11/14,8311220394 


8311220491 RO 03-100/0 on B31007,Flre Door 0C619 to stairwell on 
Elevation 177 ft in control bldg blocked open to support 
planned maint activities Fire watch established until door 
restored on 031031 

DALE.L F Mississippi Power L Light Co 03/11/14 O'REILLY, J P 
Region 2. Office of Director 2pp 21296 340 34X 

Flcha 30-416,03/11/14,0311220491 


8311220464 LER 83-164/031.-0 on 831016. channe 1 B containment hydrogen 
monitor declared inoperable 6 limiting condition for 
operation entered when hydrogen analyzer failed monthly 
calibr Caused by cell failure Cell replaced 14/031119 Itr 
DVRD.R , DALE.L F Mississippi Power 6 Light Co 83/11/19 
O'REILLY, UP Region 2. Office of Director 2pp 21299 119 24X 

Fiche 90-416,83/11/19.0311220464 


0311220277 Part 21 rept re problem w/englne piston skirt of DSR 8, DSRU 
standby diesel generator Insp at 8horeham discovered 
linear indications exceeding 1/16 inch Cause not known 
Piston skirts to be replaced w/latest available design 
DOVER. R E Transamerlca Delaval. Inc 03/11/16 Director's 
Office, Office of Inspection and Enforcement 3pp 21293 330 24X 

Fiche 90-000.83/11/16,0311220277 


6311170376 RO 03-098/0 on 030929. dor ing special insp, flre-rattd 
penetration AE-i76D on elevation 166 ft in fluxlliary bld'g 
declared inoperable Caused by improper installation 
Penstration reuorked to conform to specs 

DALE.L F Miseissippi Power Sc Light Co 83/11/07 O'REILLY, J P 
Region 2, Office of Director 2pp 21209 001 24x 

Fiche 50-416, B3/1 1/07, 83i 1170376 


6311170417 LER B3-199/03L-0 on 831007, source range monitor control 
black weekly functional test not performed Caused by 
operations personnel erroneously determining that 
surveillance not required Test performed (4/831107 Hr 
BYRD.R , DALE.L F Mississippi Power S< Light Co 83/11/07 
0 REILLY. J P Region 2. Office of Director 2pp 21208 S23 2 

Fiche 90-416.83/11/07,8311170417 


0311280410 Interim deficiency rept re possible defect on HJ Woolley Ca 
dryuell personnel airlock seals Evaluation of repor tab i 1 Ity 
par Part 21 continuing 

DALE.L F Mississippi Power t< Light Co 83/11/16 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director Ip 21261 121 24X 

Fiche 90-416,83/11/16. 831 1220410 


8311260398 LER 03-165/O3L-O on 031017, main steam line radiation 
monitnr B declared Inoperable Caused by failed ion chamber 
detector 6 improperly calibr meter Ion detector replaced, 

N/B3ii16 Ur 

DYRD.R , DALE.L F Mississippi Power 6 Light Co 03/11/16 
O'REILLY, .JP Region 2, Office of Director 2pp 21209 123 24X 

Fiche: 90-416.03/11/16, 0311200390 
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831 12B0433 RO B3>'l01/0 on B3101 Ij wark b^gan on gpening llsbid 
Plre-rabed penotmtions to implement design change packages 
rire uiatches established ^ u^ill be maintained until expected 
completion bg Q40130 

DALE*L F Mississippi Poujor «< Light Co 03/11/17 O'RGILLY, J P 
Region S, DPfice of Director 2pp 2120!! 222 24X 

Flche 50-416.03/11/17.0311200423 


6311280504 RO 03-102/0 on 631014. raduiaste bldg 93-ft elev&tlon Fire 
Door 0R122 blocked open to support planned maint activities 
Fire matches established Door mill be resto-red 031230 
DALE.L F Mississippi Pouer 6 Light Co 63/11/17 O'REILLY. J P 

Region 2< Office of Director Ip 21264 196 24X 

Flche 50-416.03/11/17.0311200304 


B3112GO430 Final Part 21 Ropt PRD-03/U for Unit 1 6 interim Part 2i 
rept for Unit 5 re failure of internal coating of 
automatic d epressur 1 i at i on sgs.maln steam safety relief 
valve fic MSIV accumulators Final rept expected by 840331 
KCOAUOHYi J P Mississippi Pomer ti Light Co 03/11/10 

□'REILLY. J P Region 2. Office of Director 5pp 21204 330 24X 

Fiche 30-416.83/11/10,0311200430 


6311140414 Foruards request for add 1 info re Delaval diesel generator 
evaluation described »n Doard Notification B3-160 Meeting 
should be arranged to discuss issue 

SCH^ENCER.A Licensing Qranch 2 63/10/31 MCOAUOHV. J P 

Mississippi Pouer 1. Light Co 3p p 21183 021 24X 

Fiche 30-416.63/10/31.0311140414 


6311020031 Generic Ltr 03-33 to all licensees of operating reactors, 
applicants for DUs t, holders of CPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISGNHUT.D 0 Divlsierv of Licensing 83/11/02 Consolidated 
Edison Co of York. Inc 16pp 211Q4 OOl 24X 

Flcho 30-000.83/11/02.8311020051 


8311090063 Foruards response to Generic Ltr 03-20 re generic 
impileatians of Balem ATU5 events providing status of 
conformance u/NRC pos i tion s. plans 6 schedules for needed 
improvements 

MCOAUOHV.J P HissisBlppl Power J* tight Co 03/11/04 

EISCNHUT.D 0 Division of Licensing I6pp 21100 219 24X 

Fiche 30-416.03/11/04.031 1090065 


V Operator Examinations 


6311070624 Confirms 631012 mgt meet 
reactor 4t senior reactor operator 
errors. per B31007 telcon Proposed 
LEWIS.R C Division of Project & 
RICHARD, xj B Mississippi Power 6 
Fiche 50-416.03/10/11.0311070624 


Ing at Region II ofc to discuss 
license application 
agenda end 

Resident Programs 03/10/11 
Light Co Spp 21063 203 24X 


Q3ll070ii0 Forwards summari^ of 031012 meeting in Atlanta. OA re results 
of util investigation of errors on applications for 
reactor operator 8< senior reactor operator licenses 
LEWIS. R C Division of Project (< Resident Programs Q3/iO/3l 
RICKARD. J B Mississippi Power & Light Co 3pp 21060 260 S4X 
Flche 90-416.83/10/31.8311070110 


DOCKET 50-417 ORAND OULF NUCLEAR STATION, UNIT 2 


0311090074 Forwards re sumo s of 
supplying DWR operating exper 
DALlEi L F Mississippi Power 
Office Of Nuclear Reactor Reg 
24X Fiche SO-4 16. 03/1 1/07. 031 


advisors to plant operat 
lence 

L Light Co B3/1 1/07 
ulatlon. Director 9pp 
1 090074 


Ions staff 

DENTON. H R 
21100 244 


0311170196 Forwards partial response to request for addl Info re 
Transamerica Delaval. Inc dlesel generators supplied to 
facility Steps taken to obtain more detailed info on 
crankshaft design analyses h testing done by LILCO 
DAtE.L F Mississippi Power h Light Co 03/11/19 DENTON. H R 

Office of Nuclear Reactor Regulation, Director 69pp 21210 096 
24X Fiche 50-416.B3/I1/1S. 0311170196 


— 0311170202 ''Tech Specs for Standby Diesel Oeneraton. Ml isl sil ppi 
Power 6 LlghtiOrand Oulf Units I b 2 " 

*■ Bechtel Corfl 9645-M-OlB 0 ROl 73/11/13 I69pp 21210 I2l 
24X riche 30-416.03/11/15.8311170196 


A Appl Ication/tonstruc tion stage documents 6 correspondence 


B311230013 Responds to FQIA request for documents by Sand la Natl Lab 
&/or contractors under NRC-sponsored "Severe Accident Risk 
Reduction Program " Forwards App A documents Documents also 
available in PDR 

FELTON. J M Division of Rules and Records 83/00/29 SHOLLY. S 
Union of Concerned Scientists 4pp 21299 079 84X 

Fithe 90-416.83/08/23.0311230013 


— 8311170205 "Design Spec for Standby Diesel Oenerators. Mite 1 Silpp i Puwei 
Light. Grand Oulf Units 16 2" 

** Bechtel Corp 9643-H-OlO 0 R02 74/07/12 I72pp 21210 290 

a4X Fiche SO-416. 03/11/ 19. 8311 170196 


—0311170912 "Test Rept Delaval Standby Generator Set, Grand Gulf Nuclear 
Station 1 & 2. Engine Unit " 

a Transamerica Delaval. Inc 77/01/26 97pp 21211 102 24X 

Picho 90-416.83/11/13,0311170196 


8311020299 Rejects 030906 request foi extension of time to submit 
formal 120-day response to Generic Ltr 03-28 re implications 
of Salem ATMS events Response due by 631109 
SCHWENCER.A Licensing Branch 2 03/10/19 MCOAUGHY. J P 

Mississippi Power h Light Co 2pp 21023 333 24X 

Fiche 90-416.03/10/19.0311020299 


8311020203 Notification of 831020 meeting w/util In DetheSda.MD to 
discuss independent verification of staff performance & 
other plant activity. License Condition 2 C OKa) 6 plant 
staffing matters 

SCHWENCER.A Licensing Branch 2 03/10/20 NOVAK, T Assistant 

Director for Licensing 2pp 21023 331 24X Flche 90-416.83/10/20. 

831 1020203 


8311010423 Forwards clarification to NRC 830725 ltr re potential 
effects of containment sprays on equipment survivability 
during hydrogen combustion Effect will be measured In 1/4- 
icale tests U be factored Into survivabt 1 ity analysis 
DALE.L F Mississippi Power «< Light Co 03/10/25 DENTON. H R 
Office of Nuclear Reactor Regulation. Director lOpp 20973 040 
24X Fiche 30-416.03/10/25.0311010423 


8310310113 Forwards rept addressing issues raised at 831012 mealing re 
adequacy of util personnel to operate facility 

MCOAUOHY. J P Mississippi Power ti Light Co 83/10/26 DENTON. H R 
Office of Nuclear Reactor Regulation, Dlrect'Or 26pp 20966 OOl 
24X Flche 90-416.03/10/36.0310310113 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors k applicants for DL re NURe0-096S. "NRC Inventory 
of Dams " Forwards NUREO-0969 "NRC Inventory of Dams" for 
info only W/o end, Bve list end 

GtSENHUT.D O, Division of Licensing 03/10/31. Consolidated 
Edison Co of New York. Inc I4pp 21184 015 24X 

Flche 90-000, 83/10/311 B31031 0403 


F Security, medical, emergency b fire protection plans 


0311070098 Partial response to FOIA request for 12 cetegorles of 
documents re fire-r»lated subjs Forwards App D documents App 
A documents available in PDR Review of addl records sub j to 
request In progress 

FELTON, J M Division of Rules and Records 83/00/16 SO.D K 
Public Citlien Litigation Group Dpp 21086 035 24X 

Fiche 50-000.83/08/16,8311070098 


--B30207029B Comments 
sys used for fire 
areas 


on issues raised in 020728 memo re carbon d 
protection in or adjacent to critical 


DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/01/11 HICliELSON. C Director's Office Dpp 21006 214 
Flche 90-000,83/00/16.0311070098 


t ide 


24X 


0310000362 Generic Ltr B3-33 to all licensees applicants of nuclear 
pawer reactors re NRC positions on certain requirements of 
App R to IDCFR9D 3v< list end 

EISENHUT.D 0 Division of Licensing 83/10/19 Consol Idated 
Edison Co of New York, Inc. 21pp 21 114 329 24X 

Flche 90-000,03/10/19,0310200362 


H, Oeneral correspondence 


8311110123 Requests cvrrespondence presently being addressed to 
DQ Olbbs be addressed to RT Lally 

KERNQDLE. C Middle South Services, Inc 83/11/07 SGHWENCERrA 
Licensing Rranch 5 Ip 21145 362 24X Flche 90-416.83/11/07, 
6311110123 
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K Utility Firnal Safety Analysis Report (FSAR) <« anvend* 


8311260072 Forujards Affidavit of Svc r* dlstr t but ioh of Amend Sfo to 
FSAR*per MRC 7B0637 I tr Late submittal of affidavit due to 
adniljii 5 trati ve error 

DALE.L F Mississippi Power h Light Co 33/11/15 DENTON/ H R 
Office of Nticlear Reactor Regulation* Director 3pp 21279 034 
24X Fithe 50-41 Ai 83/1 1/15/ 031 1280072 


0 fnspectian reports* IE Bulletifis L correspondence 


0300300777 IE lufp Notice 83~fr9. “Iwproperlg Installed Fire Dampers 
at Nuclear Pouer Pia-nts ■* Svc list end 

viORDAN. E L Division pf Emergency Prepar e tfnest U Enslneerlng 
Response (Post 8301031 03/10/2} Consolidated Edison Co of Neu 

Yorti Inc 137JJP 21U4 351 04X Ftche 50-000,03/10/21*0300300777 


0306310030 IE Infd Notice 83-70, "l/lbTatlon Induced Valve Failures ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/J0/2S Consolidated Edjso-n Co of Ne<v 

York, Inc I 17pp 21057 217 24X Fiche 50-000. 03/10/25, 0309310030 


0311070401 Forwards for rev i eiu. draft info notice, *'RBatfcor Controls, lac 
Const Deficiencies ** Response should t e submitted ulthin 30 
days Amend to Potential Reportable Deficiency PRO 00/56 
shauld be conducted in timely manner 

O'REILLY, J P Region 2, Office of Director 03/10/25 RICHARD, J 0 
hississlppl Pobier it Light Co 3pp 21067 103 S4K 
Flche 50-416.63/10/25. 03111070401 


BD'08300779 IE Qulletln BS-O?, Suppl 1* ’'Apparently Fraudulent Products 
Sold Dy Ray Hiller, Inc " 0vc list end 

DEYOUNO,R- C Director's Office. Office of inspection and 

Enforcement 63/10/26 Consolidated Edison Co- of Meui York* Inc 

I77pp 2j070 17-0 24X Fiche 50-000.03/10/24,0303300777 


0306310034 IE Info Notice 03-71. "Defect in Load-Hearing Nelds on 
Lifting Devices for Vessel Head l< Internals " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/10/27 Consol i dated Edison Co of Neu 

York, Inc llSpp 21057 337 S4X Fi che 50-000* 03/10/27. 0309310034 


0300310046 IE Info Notice B3-72> "Environ Qualification Testing 
r*perirnte " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 63/10/28 Consolidated Edison Co of Neui 

York. Inc ISipp 2113S024 24X Flche 50-000, 03/10/26* 3308310040 


8311100146 Forwards IE Insp Repts 50-414/03-40 &i 50-417/03-07 on 
831011-14 No nohcomp 1 lance noted 

VERRELLI.D M Division of Project 4 Resident Programs. 8p/iO/20 
RICHARD.J Q Mississippi Pciver 4 Light Co 2pp 2123D 023 24X 

Fiche 50-414, 03/10/28*0311100146 


—9311180152 IE Insp Repts 50-414/03-48 U 50-417/03-07 on B310U-I4 No 
noncomp 1 lance noted Major areas inspected structural 
concrete, coatings L licensee identified items 

HARRIS, J R Region 2* Office of Director COHLON. T £ Division 
of Engineering h Operational Programs 83/10/25 4pp 21230 025 
24X Fiche 50-416. B3/10/SS, 83i 1 100146 


0308310057 IE Info Notice 83-73. "Radiation Eiposure From Oloves 
Contaminated H/U Daughter Products " Svc list end 

PARTUON, J O Division of DA, Safeguards Sc Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York. Inc, 

liipp 21154 248 24X Fich* 50-000, 83/ 10/31, 0300310057 


0300310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
fUndervol tage Trip Devices on ^ Type AH-2-a5 Breakers) " 

Bve list end 

JORDAN.E L Division of Emeigency Preparedness & engineering 
ReEponse (Post 630103) 83/il/02 Consalldatcd Edison Co. of New 

York, Inc tlSpp 21514 024 24X Fiche 50-000,03/11/02,8306310074 


8306310075 lE Info Notice 83-75. "Improper Control Rod Manipulation ■' 
Svc list end 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response <Pdst 030103) 03/11/03 Coasalldated Edison Co of New 

York. Inc 114pp 21513 253 24X Fiche 50-000,83/11/03*9308310075 


8311270297 Responds to IE Bulletin 03-07 0uppl 1 Companies identified 
as not having sold products to nuclear facllltiei listed 
CARNER, W F Southern Co Servlcas. Inc 63/11/09 WE ONER, N 
Director's Office, Office of Inspcctian and Enforcement 2pp 
21302 123 24X Flthe 50-000* 03/1 1/07. 031 1270277 


0311010015 IE Info Notice 03-77, "Air/Oas Entrainment Events Resulting 
tn 9ys Failures " Bve list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/14 Consolidated Ediirtn Co of Niv 

York. Inc ll4pp 24X Fiche 50-000,03/11/14,0311010015 


0311010018 IE Info Notice 03-70, "Apparent Improper Mod of Cofliponent 
Affecting Plant Safety " Svc list end 

\/ORDANi E L Division of Emergency Preparedness & Englnearing 
Response (Poit 630103) 63/11/17 Consolidated Edison Co of N<u 

York, Inc ll7pp 21603 001 a4X Fiche 50-000, 63/1 1/ 1 7, 031 lOlOOlB 


S Reportable occurrences. LERs 4 related correspondence 


8311070401 Forwards for review, draft info notice, "Reactor Controls* Inc 
Const Deficiencies " Response should be submitted within 30 
days Amend to Potential Reportable Deficiency PRO 60/56 
should be conducted in timely manner 

O'REILLY, J P Region 2, Office of Director 03/10/25 niCHARD. J 0 
Mississippi Power 4 Light Co 5pp 21047 103 24X 

Fiche 50-416,83/10/25,0311070401 


B3U07034Q Supplemental Part 21 rept re short circuit bus bracing 
inadequate for lO-cgcle - 7B, DOO~amphere withstand test 
Eq.ulpment redesigned & mod kits & instruction books 
prepared Listed customers advised to initiate mod 

DWYER. P tl Oeneral Electric CP 03/10/20 DEYQUNO, R Dlrec top's 
Office, Office of Inspection and Enforcement 7pp 21103 254. 24X 

Fiche 50-000.83/10/20,0311090348 


8311220277 Part 21 rept re problem w/engine piston skirt of DSR it D3RY 
standby diesel generator Insp at Bhoreham discovered 
linear indications exceeding 1/14 inch Cause not known 
Piston skirts to be replaced w/Iatest available design 
BOYER, R E Transamerlca Delaval, Inc 83/11/14 Dirac tor^s 
Office, Office of Inspection and Enforcement 3pp 21893 338 K4X 
Fiche 50-000.03/11/14,0311220277 


B31L22D410 Interim deficiency rept re possible defect on WJ Nootley 
drywell personnel airlock seals Evaluation of reportabi 1 t ty 
per Part 21 continuing 

DAUE.L F Mississippi Power & Light Co 03/11/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 21261 I2l 2tX 
Fiche 50-414,83/11/16.8311220410 


8311200430 Final Part 21 Rept PRD-S3/16 for Unit 1 it interim Part 21 
rept for Unit 2 re failure of internal coating of 
automatic depressor 1 xation lys.main steam safety relief 
valve L MBlV accumulators Final rapt expectad by 840531 
HCOAUOHY. J P Mississippi Power & Light Co 03/11/10 

O'REILLY, J P Region 2, Office of Director Spp 21284 338 24X 

Fiche 50-414.03/11/10.0311200438 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A Appl Icatlon/construc tlon stage documents L correspondenca 


0311100145 Foruerds "Final Rapt of Level 3 Review Board on Millstone 
Point, Unit 3 probabilistic Study " 

RASMUSSEN. N C Affiliation Unknown 83/00/31 BONACA, H V. 
Northeast Utilities Service Co ip 21230 029 24X 

Fiche 50-423,83/00/31,0311100145 


— BaillBOlSO "Final Rept of Level 3 Review Board on Millstone Point. 
Unit 3 Probab 1 llstic Safety Study " 

RASMUSSEN, N C , LEVINE, 8 , WOOD, P J Affiliation Unknown 
03/00/31 I7pp 21230 030 24X Fiche 50-4»3, 03/00/31, 831 1100145 


0311010294 Forwards response to 031003 request for addl info to 
Ouestlon 230 6 re soil amplification for Category 1 
structures located on fill or till 

CQUNSlLiW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL, W 0 Northeast Utilities 03/10/24 
VOUNODLODD, D J Licensing Branch 1 Spp 20979 190 24X 

Fiche 50-423,03/10/24,8311010294 


B31 1040001 Forwards marked-up correction to Amend 11 to CPPR — 113. 
revising ownership share interest in facility 

CDUNdlL.W O Northeast Utilities 83/10/24 YOUNGBLOOD, D J 
Llcsnsing Branch 1 4pp 21052 223 24X Fiche 30-423* 03/1 '0/S4i 

03 11 040001 


8311030264 Responds to 830921 Jtr re plant-specific hackfittlng 4 
comments on SECV-a3-321 "nRC Plan for Mgt of Plant-Specific 
Dackfitting of Operating Power Reactors " Dackfit procedures 
still under development Comments will be considered 
DENTCN.H R Office of Nuclear Reactor Regulation, Director 
83/10/23 COUNSiLiW 0 Northeast Utilities 4pp 21055 302 24X 

Fiche 50-000,03/10/25,0311030244 
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— Q311030279 Comnipnts on staff r equiTe<Bei>tfi ntemo on backfltklng Sugg-e ts 
need for explicit cost-benefit analysis & backflt 
justl f icatiorii cons iderati on of near-term OUs ic appeal 
process ^ plant reloads 

CQUNBlLftnl G Connecticut Yankee Atomic Pouer Co B3/OB717 
DOULDERiH Office of Inspector & Auditor 7pp 2IOS3 310 24X 

Flche 30-000« Q3/tO/S9» 0311030266 


8310310403 Generic Ltr 83-38 to all licensees of operating pouier 
reactors (< applicants for OL re NUREG-0963* *’NftC Inventory 
of Dama ” Roruiards NUREG-0965 "NRC Inventory of Dams*' for 
info only Vl/o end Sve list end 

EtSENHUT. D Q Divlsian of Licensing 83/10/31 Consolidated 

Edison Co of Neu York* Inc I4pp 21194 015 S4X 
Flche 50-000,83/10/31,0310310403 


8311020031 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for DLs &r holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration uill satisfy requirements Sve list end 
ei6ENHUT,D G Division of Licensing 83/11/02 Consolidated 

Edison Co of Nfluj York, Inc I6pp 211G4 OOl 24X 
Flche 50-000103/11/02,0311020051 


0311100093 Forwards response to 831007 request for addl Info Remaining 
responses uill be submitted by 031130 Responses associated 
revised FSAR & environ rept pages ulll appear in Amend 6 of 
both documents 

CaUNSILrW 0 Northeast Nuclear Energy Co Isubs of Northeast 
Utilities) COUNSIL.U 0 Northeast Utilities 83/11/07 
VOUNQDLOOD. D J Licensing Branch 1 Slpp 21126 344 SAH 
Fiche 50-423,03/11/07,0311100093 


B3112B005D Forwards response to Generic Ltr B3-2Q re generic 
Implications of Salem ATVJB events Nucloer util task action 
committee formed to develop practical approach to Item 2 8 S 
(vendor interface) Rept due by 040201 

CDUN8IL, N 0 Connecticut Yankee Atomic Pouer Co 93/11/00 
EI8ENHUT. D, 0 Division of Licensing I46pp 81270 077 24X 

Flche 50-000,03/11/00,0311280050 


C Utility Environmental Report (ER), amends U correspondence 


8311100093 Forwards response to 831007 request for addl Info Remaining 
responses will be submitted by 831130 Responses associated 
revised FSAR ti environ rept pages will appear In Amend 6 of 
both documents 

CDUNSILi U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNBIL.U 0 Northeast Utilities. 83/11/07 
YOUNOBLOOD, B J Licensing Branch 1 Slpp 21126 344 84X 

Flche 50-423,63/11/07.0311100093 


□311220272 Forwards response to request for addl lnPo« Quest I on E291 19, 
consisting of documented telcof^s re environ rept - OL stage. 

CQUN9ILjW G Northeast Nuclear Energy Co Isuhs of Northeast 
Utilities) C0UN81L,U 0 Northeast Utilities 03/11/07 
YOUNGBLOOD, D J Licensing Branch 1 70pp 21260 141 d4X 
Flche 50-423,83/11/07,0311220272 


E NRC Safety Evaluation Report (SER), suppli correspondence 


8311090320 Requests that memo be sent to TM Novak documenting delay in 
submittal date of draft SER input 

YOUNGBLOOD, D U Licensing Branch I 83/10/87 CLAYTON, N E 
Procedures 6 Systems Review Branch Ip 21144 oil 24X 
Flche 50-423,83/10/27,8311090320 


0311090323 Requests memo be sent to TN Novak documenting delay In 
submittal date of draft SER Input 

YOUNGBLOOD, 0 J Licensing Branch 1 03/10/27 SR INIVA9AN, II I 

Power Systems Branch Ip 2il44 010. 24X Fi che: aO-423i 03/ 10/27, 

0311090323 


0311090324 Requests that memo be sent to Thl Novak documenting delay In 
submittal date of draft BER input 

YOUNGBLOOD, B J Licensing Branch 1 83/10/27 BUTLER, N R 

Containment Systems Branch Ip 21144 009. a4X 
Flche 50-423,03/10/27,0311090324 


P Security, medical, emergency & fire protection plans 


8310200362 Generic Ltr 03-33 to all licensees 8, applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to IOCFR50 Sve list end 

EISENHUTjD. 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, Inc 21pp 21114 32? 24X 

Flche 50-000,83/10/19,8310200362 


9311210357 Forwards "Control Room Design RevlDu Implementation Plan," 
per 030415 commitment & Suppl 1 to NUREO-0737 

C0UN81L,N G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, 0 Northeast Ut 1 1 Ities 03/11/10 
YQUNGDLDQDi D J Licensing Branch 1 2pp 21236 092 24X 

Flcha 50-423,93/11/10,0311210357 


— B3l 1810364 "Control Room Design Review I tnp 1 ementa 1 1 on Plan " 

s Northeast Nuclear Energy Co (subs of Northeast Utilities) 
93/10/19 159pp 21236 095 24X Flche 50-423,03/11/10, 

9311210357 


K Utility Final Safety Analysis Report (FSAR) & amends 


0311290179 Forwards Amend 5 to FSAR I, responses to selected requests 
for in f o, Inc 1 ud ing revised responses to 930131,0503 & 31 
requests L responses to Series 640 questions submitted in 
93D8S9 ltr Amend incorporates revs/resp onses 

COUNSlL,M G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSiLrN G Northeast Utilities 03/11/89 
YOUNODLOaO, D J Licensing Branch 1 8pp 2140? 0-01 24X 

Fich.0 50-423,93/11/29,0311290170 


Q Inspc-ction reports, IE Bulletins It correspondence 


9311020239 Forwards IE Insp Rept 50-423/93-15 on 830083-25 No 
noncompliance noted 

MARTIN, T T Division of Engineering b Technical Programs 93/10/17 
COUNSIL, U O Northeast Nuclear Energy Co (subs of Northeast 
Utilities} 2pp 21011 JOB 24X Fic h a 50-423. 03/ 10/ 1 7, 83 1 1 02023? 


—9311020245 IE Itisp Rept 50-423/03-15 on 930823-25 No noncamp 1 iance 
noted Magor areas inspected activities associated u/ 
installation of electrical cables, raceway, motor control 
ctrs, batteries It quality records 

FINWEL, AE Region i, Office of Director ANDERSON, C Division 
of Engineering L Technical Programs 83/10/03 App 2)011 110 
24X Flche 50-423,03/10/17 , 9311020239 


9309300797 IE Info Notice 93-69, ’’Improperly Installed Fire Dampers 
at Nuclear Power Plants " Eve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/10/21 Cnnsolldated Edison Co of New 

Vox k, Inc I37pp 2U14 351 24x Fiche 50-000, 03/10/21, 03Oa3OO79'* 


9309310030 IE Info Notice B3-70, "Vibration Induced Valve Failures '* 
Dve list anc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 93/10/25 Consolidated Edison Co of New 

York. Inc U7pp 21057 2k9 24X Flche 50-000,83/10/25,0300310030 


9309300799 IE Dulletln 03-07, Suppl 1, "Apparently Fraudulent Products 
Sold By Ray Miller, Inc *' Bve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforceme-nt 93/10/26 Consolidated Edison Co of Nsu Yorli Inc 

179PP 21070 170 24X Flche 50-000,03/10/26,930030079? 


9309310034 IE Info Notice 63-71, "Defect In Laad-Bearlng Uelds on 
Lifting Devices for Vessel Head b Internals " 9vc list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/JO/27 Consolidated Edison Co of New 

York, Inc I15pp 21037 357 24X Flche 50-000,03/10/27.9308310034 


030931-0040 IE Info Notice 03-72, "Environ Qualification Testing 
Experience '* Bve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/20 ConsoUdated Edison Go o-f New 

York, Enc 131pp 2115 5 024 24X Flche 50-000,03/10/20,0300310040 


6309310057 IE Info Notice 03-73, "Radiation Exposure From Gloves 
Contaminated M/u Daughter Products " Sve list end 

PARTUDW, J O Division of QA, Safeguards L Inspection Programs (Post 
930103) 93/10/31 Consolidated Edison Co of New York, Inc 

llApp 21154 249 24X Flche SO-OOD, 93/ 10/31 , O30B 31 0057 


9309310076 IE I-nfo Notice 93-76, "Reactor Trip Breaker Halfunctinns 
(Undervoltage Trip Devices on GC Type AK-2-25 areakers) " 

Sve list end 

JORDAN, E L Division of Emergency Preparedness & Englnierlng 
Response (Post 930103 ) 93/11/02 ConioUdated Edison Co of New 

York, Inc U3pp 21514 024 24X Flche 50-000,03/11/02,0308310076 


6309310075 lE Info Notice 03-75, "Improper Control Rod Manipulation " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of New 

York, iTic 114pp 21513 253 24X Fi the 50-000, 03/1 1 /03> 8309310075 
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3311080589 flotiPicatl nn of Slgtil f leant Lit«naBe llBetliig 03-90 on 
331129 in D*rlin. CT to dlscusi SALP rngt 

ELSASSEfirTC Region 1* Ofpic* of Director 03/11/03 Region I 

Office of Director 2pp 21113 336 243f Ftc^B 30-000, 63/1 1/03< 

031iOSO5a9 


0311210350 Respotida to IE Bulletin a3-OA, “None onf orjning Met I * Supplied 
pij Tube-Line Corp '' No Tube-Line lupplied matl* uf^ed In 
$af eti|-relat«i} ags 

COUN5IL, U O Nartheaet Nuclear Energy Co <«ubs of Northeaft 
Utilities.! 03/11/07 MURLeY,T E Rofflon 1, Office of Director 
2pp 21234 115 24X Flche 90-000,63/11/07,0311210330 


6311010019 16 Info Notice 03-77, "Alr/Gat Entrainment Event* Resulting 
in Sya Failures “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 03/11/14 Consolidated Edison. Co of Neu 

Yari» Inc ll4pp 24X Ficho 9O-D0O, 83/ 1 1 /I4, 831 1010015 


83110<l00ia IE Info Notice a3~7S, "Apparent Improper Nod of Component 
Affecting Plant Safety " Sve list end 

JORDAN. E L Division of Emerfienpy Preparednees U Engineering 
Response (Post B3D103] 03/11/17 Consolidated Edison Co of Neu 

York. Inc ll7pp 21603 001 24X Flche 50-000, 83/1 1 /17< 0311010010 


5 Reportable occurrences, LERa li related corr espenifence 


8311100243 Final Significant Deficiencv Rept 6D-42 re main control 
board terminatton lugs Initially reported on 03O6S9 Reliance 
Electric Co ■& SRM have taken sajnples of Incorrectli; crimped 
lugs to use In UL 406 A tensile test 

COUNdlLrN 0 Northeast Nuclear Energy CO <subs of Northeast 
Utilities) CDUNSIL.N 0 Northeast Utilities 03/07/29 

MURLEY, T E Region i, Office of Director 3pp S1134 199 24X 

Fiche 50-423,03/09/29,0311100243 


0311070993 Part 21 rept re potential defect in replacement RlA rubber 
valve seat for 48-lnch RlA containment purge valve Initially 
reported on 031029 dupp 1 ler, 8uf fa lo Weaving b Belting . bill 1 
produce anvil seats using estruded preform 

WILSON, A K Henry Pratt Co 03/10/20 KEPPLER, J O Region 3. 
Office of Director 4pp 21065 267 24X Flche 50-000,83/10/20, 

0311070599 


8311090340 Supplemental Part 21 rept re short circuit bus bracing 
Inadeduate for 10-cycle - 78, OOO-afflphare uithstand test. 

Equipment refeeigned b m-od kits b Instruction books 
prepared Listed customers advised to Initiate mod 

DWYER, P W -General Electric Co 83/10/20 DEVOUNO, R Director's 
Office, Office at inspection and Enforcement 7pp 21103 254 24X 

Fiche 50-000.33/10/28.0311090340 


0311200481 Part 21 rept foruarding list of HVAC units supplied to 
facilities All units built in Wlnstan-Sal em, NC facility 
DROWN, J T Rahnson Co , Tnc (subs of Hillman Ceal 4r Coke Co, ) 
Q3/ll/ia OEYOUNO, n C Director M Office, Office of inspection and 
Enforcement 2pp 21283397 24XPUhc 50-000,83/11/10.8311800481 


DOCKET 50-424 ALVIN W VOOtLE NUCLEAR PLANT, UNIT 1 


A App Ilea tlon/cons truct Ion stage dgcuments b corre spandenci 


0310310002 Foruard* proprietary b nonproprietarg "Technical Bases for 
Eliminating Large Primary Loop Pipe Ruptures as Structural 
Design Oasis for Alvin w Vogtle Units 1 b 2« *' Application 
for (uithho Id ing proprietary rept encl 

FOSTER. D 0 Georgia Poiuer Co 03/10/89 DENTON,H ft Office of 
Nuclear Reactor Regulation. Director 3pp 80932 097 24X 

Flche 50-424 , 83/10/25, B31031 0008 


— 8310310003 AppHcatian for uithhotding proprietary “Technical Dasas for 
Eliminating targe Primary Loop Pipe Ruptures as Structural 
Design Basis for Alvin W Vogtle Units i b 2 " 

WIESEMANN, R Mestifighouae Electric Corp 03/10/05 DENTOlt. H R 
Office af Nuclear Reactor Reguletion, Director 6pp 20992 lOO 
24X Fiche 50-424.03/10/25.0310310082 


— 8310310006 "Technical Dates for Eliminating Large Primary Loop Pipe 
Ruptures as Structural Design Basis for Alvin U Vogtle Unit* 

1 b P " 

SNAHY, 8 A . MCINERNEY, j J , CHIRIOOS. J W Georgia Power Co, 
MT-SME-GO02 INPJ 03/09/30 2Bpp 20952 106, 24X 

Flche 50-424.03/10/85,8310310082 


0311010380 Inferns, as result af addl testing, of util intent to use 
tua listed methuds for backfilling pipes b similar conduits 
in Catigory 1 backfill areas Methods for safety-related 
b nonie f»ty-r elated piping described- 

FOSTERrD 0 Georgia power Co 63/10/27 ADENSAM.E O. Licensing 
Branch 4 37pg 80973 246 24X Flche 30-484,03/10/27,0311010390 


0311090420 Requests remission of payment for NRC review of 031014 
application fur amend to CPs re addl ownership interest 
DIGOB, R M License Fee Management Branch 03/10/28 FOB TEA!, D 0 

Georgia Power Co Ip 21144 191 24X Flche 50-424,03/10/20, 

8311090428 


B3I0310403 Generic Ltr 03-38 to all licensees of operating power 
reactors b applicants for OL re NUREG-0965, “NRC Inventory 
of Dams " Forwards NUREG-096S “NRC Inventory of Dams" for 
info only W/o encl Sve list encl 

EISENHVT, D G Division of Licensing 03/10/31 Consolidated 
Edison Co of New York, inc 14pp 211B4 015 24X 

Flche 50-000,03/10/31.8310310403 


8311090199 Forwards check in payment of fee associated w/B3l0l4 
application for amend to CPPR-100 b CPPR-109 

rogTER, D O Georgia power Co 03/11/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 21099 043 24X 

Fiche 30-424,03/11/01,8311090199 


8311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements 0vc list end 
EI6ENKUT, D Q Division of Licensing 83/11/02 Consol Ideted 
Edison Co of New York, Inc 16pp 21104 001 24X 

Flche 50-000. 83/11/02, 0311020051 


0311100219 Responds to Generic Ltr 03-28 "Required Actions Based on 
Generic Implications of Salem ATWS Events “ Requests 
requirements expressed In Generic Ltr 03-28 be resolved as 
part of normal licensing review process 

FOSTER, 0 □ Georgia Power Co 03/11/00 ADENSAM, E G Licensing 
Branch 4 3pp 21126 160 34X Fiche 50-424,03/11/00,0311100219 


8311110141 Forwards application for NPDE8 permit submitted to State 
GA on 031103 

FOSTER, DO Georgia Power Co 83/11/09 ADENSAM, E 0 Licensing 
Branch 4 43pp 21145 129 24X Flche 50-484, 63/1 1 / 09 , 631 1 110141 


0311170115 Amend 1 to application for OL, consisting of revised pages to 
F8AR Rev addresses acceptance review questions included in 
NRC 030906 ltr 

FOSTER, D 0 Georgia Power Co 03/11/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 21207 173 24X 

Flche 50-424,03/11/11,0311170115 


0311100049 Requests approval for application of alternative pipe break 
criteria (excluding RCB primary loop) Response by 840106 
requested Summary of breaks b restraints b postulated 
arbitrary intermediate pipe breaks end 

FOSTER, 0 0 Georgia Power Co 03/11/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 13pp 21223 067 24X 

Fiche 50-424,83/11/11,8311100049 


C Utility Environmental Report <ER), amends b correspondence 


8311300132 Forwards environ rept - QL stage, Vols 1 b 2, per 
lOCFROO 30(C) b 10CFR51 21 

FOSTER, DO Georgia Power Co 83/11/11 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director Ip 21313 020 24X 

Fiche 50-424,83/11/11.8311300132 


F Security, medical, emergency b fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees b applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 9vc list end 

EI&ENHUt, 0 G Division of Licensing 83/10/19 ConsoUdatedi 
Edison Co of New York, Inc 2ipp 21114 329 84X 

Fiche 50-000.03/10/19,8310200362 


H General correspondence 


0311100)76 Requests future correspondence be changed from 
Alvin M Vogtle Nuclear Plant to Vogtle Electric Generating 
Plant 

FOSTER, D 0 Georgia Power Co 03/11/09 ADENBAri, E G Licensing 
Branch 4 Ip 21137 841 24X Fiche 50-424.83/11/09.8311100176 


K Utility Final Safety Analysis Report (FSAR) b amends 


8311170115 Amenif 1 to application for OL, cons i st Ing of revised pages to 
PEAR Rev addresses acceptance review questions included in 
NRC 830906 Ur 

FOSTER, D □ Georgia Power Co 03/Il/U DENTON, H R Office of* 
Nuclear Reactor Regulation, Director 2pp 81207 173 24X 

Flche 50-424.83/11/11,8311170115, 
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—Bail 170123 Amttnd 1 to FSAR 

* CJBorgifl PouBT Co 83/11/30 2Bapp 21207 175 24X 

Flche 90-424,83/11/11,8311170115 


M Antitrust c orrcsp and enc B 


8311090428 Rec^UBats remission of p<jgniBnt for N8C revieui of 831014 
application for amend tn CPs re addl ownership Interest 
D1Q0S(R M License Fee Management Branch 83/10/20 FOSTER. D 0 
Oeorqifl Power Co Ip 31144 191 24X Fiche 30-424,83/10/20, 

8311090428 


Q Inspection reports, IE Bulletins «< correspondence 


Q308300797 IE Info Notice B3-fc9, "Improperly Installed Pire Dampers 
at Nuclear Power Plants " Sve list enc I 

JORDANi E L Division of Emergency Preparedness It Engineering 
Response IPost B30103) 03/10/21 Consolidated Edison Co of Hew 

York* I he I37pp 21114 351 a4X Fiche 50-000, 03/ 1 0/21 , 630930079 ' 


0311100101 Forwards IF insp Repts 50-424/83-19 «< 30-423/83-19 on 
831004-07 No noncomp 1 1 anc e noted 

dance, H C Division of Project *, Resident Programs 83/10/21 

kelly, R J Georgia Power Co 2pp 21223 097 24X 

Fiche 90-424,83/10/21.8311180101 


—8311180104 IE Insp Repts 50-424/83-19 Ja 50-425/03-19 on 831004-07 No 
nonenmp 1 iance noted Major areas Inspected licensee 
identified items, e i ec tr ical equipment storage &0A audits 
HUNT, M 0 Region 2, Office of Director -CONLON, T E Division of 
Engineering Operational Programs 83/10/20 4pp 21223 099 
24X Fiche 50-424,83/10/21,8311100101 


8308310030 lE Info Notice S3“70, “Vibration Induced Valve Failures '' 
5ve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/25 Consolidated Edison Co of Negj 

York. Inc 117pp 21057 219 84X Fiche 50-000.83/10/25,8300310030 


8300300799 IE Bulletin 83-07, Suppl 1, “Apparenttg Fraudulent Products 
Sold By Ray Miller, Inc Sve list end 

DPYQUNG, R C Director's Office. Office of Inspection and 

Enforc«ment 83/10/26 Consolidated Edison Co of New York, Inc 

179pp 21070 170 24X Fiche 50-000,03/10/26.8308300799 


8308310034 IE Info Notice 03-71, “Defect in Lo-ad~Dear ins Helds on 
Lifting Devices for Vessel Head U Internals " 5vc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York, Inc llSpp 21057 397 24X Fiche 50-000,83/10/27,0300310034 


8300310040 IE Info Notice a3*'72, “Environ Qua 1 1 f i cat ion Testing 
Eiperienee “ Sve list end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 83/10/28 Consolidated Edison Co of New 

York, Inc laipp 21159 024 24X Fiche 50-000.03/10/20,8300310048 


0300310057 IE Info Notice 83-73, “Radiation Exposure From (31oves 
Contaminated H/U Daughter Products “ 5vc list encl 

PARTLOH, J G Division of GA, Safeguards I, Inspection Programs (Post 
030103) 83/10/31 Consolidated Edlsan Co of New York, Inc 

ll6pp 21154 248 24X Fiche 50-000.83/10/31,8308310057 


8300310076 IE Info Notice 03-76, "Reactor Trip Breaker MalPunctiona 
( Undoryal tag e Trip Devices on GE Type AK-2-25 Breakers) '• 

8vc list enc 1 

JORDAN, E L Division of Emergency Preparednest & Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of New 

York, Inc llSpp 21514 024 g4X Fich® 50-000, 83/1 1 / 02 . B3093l007o 


8308310075 IE Info Notice 03-75, “Improper Control Rod Manipulation " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/tl/03 Consolidated Edison Co of New 

York, Inc lUpp 21513 253 24X Fiche 50 - 000 , 83/1 5/03, eaO031OO7» 


0311290297 Responds to IE Dulletin 83-07 Suppl 1 Companies identified 
as not having sold products to nuclear facilities listed 
OARNERrH F Southern Co Services, Inc 03/JI/O9 HEQNER, M 
Director's Office, Office of Inspection and Enforcement 2pp 
21302 133 24X Fiche 90-000.03/11/09,8311290297 


8311010015 IE Info Notice 03-77, “Alr/Oas Entrainment Events Resultin'' 
in Bys Failures " Sve list end 

JORDAN, E L Division of Emergency Preparedness t* Engineering 
Response (post 830103) 63/11/14 Consolidated Edison Co of New 

York, Inc ll4pp 24X Fiche 50-000, 83/ 11/ 14. 831 1 OlOOl 9 


D'Jl lOSODia JE Info Notice B3-7S. "Apparent Improper Mod of Component 
Affecting Pl^nt 8af&ty '' Sve list enc) 

JORDAN. E L Division of Emergency Preparedness 2, Enginearing 
Response (Post B30103) B3/11/17 Con s q 1 1 da t ed Edison Co of Now 

fork, Inc ) I7pp 21603 001 247 Fiche 50-000.83/11/17,8311010010 


S Reportable occurrences* LERs related c orrosp undent e 


QJli5l0l60 Interim deficiancy rept r® qual 1 f icat i un of Trans amer ica 
Uelaval Class jE electrical cables Initially reported on 
B309r27 Cables will be replaced tii/90 degree C IEEE qualified 
catil® when dieoei qt,T>er»tur disassembled 

F03TC«,Da Georgia Power Co B3/11/03 O-'REILLV.J P Region 2, 
OFFiCe of DiT 0 ctor 3 pp 21232 315 24X Fiche 50-424,83/11/03. 

0311210160 


0311 280303 F i nal significant deficiency rept re Hestinghouse gat® val o 
position indication Initially reported on B30B17 Generic 
wiring changes inDVifig indication from rotor 2 to rotor 4. 
will bo completed by 841231 Also loportable per Part 2t 
CONWAY, R E Georgia Power Co 83/11/09 O-'REILLV.J P Region 2, 

□ FfiC® of Director 6pp 21208 330 24X Fiche SO-424. 83/ 1 1/09, 

03112110303 


DOCKET 90-425 ALVIN W VDQTUE NUCLEAR PLANT, UNIT 2 


A App 1 i catl on/consiruc ti on stage documents &r c orresp on-den c e 


UJ103I0082 Forwards proprietary V no-n p ropr i e tflry “Technical Gases For 
LlimiTiating Large Primary Loop Pipe Ruptures as Structural 
Desigti Oasis for Alvin W Vqgtle Units 1 i, 2 “ Application 
far ui thhul d inp proprietarg ropt encl 

F0STER,0 0 Georgia Power Co 03/10/29 DENTON, M ft Office of 
Nuclear Reactor Regulation, Director Dpp 20952 097 a4X 
riche 50-424,03/10/25.0310310002 


— 0310310083 Application for withholding proprietary “Technical Bases f9i 
Eliminating Large pTimari| Loop Pipe Ruptures as Structural 
Design Baals for Al./in H Vogtle Onits I & 2 “ 

WIESEMANM. R Westinghuuse Electric Corp 03/10/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 20952 100 
24X Fiche 50-424.03/10/25,6310310082 


— 3310310086 “technical Das^s for Eliminating Largo Primary Loop Pipe 
Ruptures as Structural Design Basis for Alvin W Vogtle Units 
1 «< 2 " 

SWAMY.S A . MCINEHNEY.J J , CHTRICD3, J W Georgia Power Co 
MT-SME-30B2 (NP3 Q3/09/30 2epp 8Q992 i06 24X 

Flchc 50-424,83/10/29.0310310002 


0311010308 InfQrm.s. as result of add] testing, of util intent to use 
two listed mothuds far backfilling pipes L similar conduits 
in Category 1 backfill areas Methods for safety-related 
If nonsafety-re iated piping described 

rOSTCf?, D 0 OeorgU Power Co 83/10/27 ADENSAM. E 0 Licensing 
Branch 4 37pp 20973 246 24X Flcho 50-424,03/10/27,8311010300 


OJl 1090420 Requests remission o-f payment for NRC review of 831014 
appllratio-n for amend to CPs re addl ounersbip Interest 
DIOOE. R M License Fee Management Branch B3/10/2B FOSTCR, D 0 
Georgia Power Lo Ip 2U44 191 24X Fiche 90-424,03/10/20, 

831 1090420 


B310310403 Oener 1 c Lkr Q3-3B to all licensees of Operating power 
reactors 1* appllcanif; fcir OL re NUREO— 0965, “NRC Inventory 
pf Dams " Forurards NUREG-0969 "NRG Inventory of Dams" for 
Info only W/o enc i Sve list end 

EISENHUT.DO Division of Licensing B3/I0/31 Consolidated 

Edison Co of New York. Inc 14pp 211B4 013 24X 

Pick 6 50-000,03/10/31.0310310003 


8311090199 Forwards Check in payment of foe associated U/831014 
application far amend to CPFR-)Oa 6 CPPR-109 

FOSTER, D D Georgia Power Oa 83/11/01 DFNT0N, H R Office df 
Nuclear Reactor Regulation. Director Ip 2109? 043 24K 

Fiche 90-424.83/11/01,0311090199 


0311020051 Generic Ltr 03—35 to all licensees of operatinQ reactors, 
applicants for QLs holders of FPs re clarification of TM I 
Action Plan Item II K 3 31 Submittal of boDhdlnS 
demoristration will ratisfy ipqulrements 8vc list end 
ElbENHUT, D G Divicloh of Licensing 03/11/02 C rn so 1 f dated 

Edison Co of New Ycrk, Inc I6pp 21184 001 GAX 
Flcha 50-000. 0 3/11/02,031 1020051 


BJlllOOyJ? Responds to Generic Lkr 03-28 'RequlTed Actions Based on 
Generic Implications of Salem ATNS Events '■ Requests 
requirements expressed in Generic Ltr 83-20 be resolved as 
part qf normal licensinq review proersE 

FOSTER. D D Georgia Power Co 83/11/08 ADENSAM. E G Licensing 
Branch 4 3pp 21126 160 24X Fiche 50-424, 83/ 1 i /OQ, 831 1 J0O219 
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UJUliaJ4l ForudrJs application for NPDES permit uubmitted to State of 
GA 031103 

rnOTtH- [> 0 Oeoryia Power Co B3/1I/0? ADENBAM. E O Llcenaing 
Branch 4 43pij 91145 139 24X Fiche 50-424. 03/ J 1/09. 03 U 110141 


0111170113 Amend i to application for OL* con«is t Ing of revitad pages to 
FSAR ftov addrensea acceptance review quckpions Included In 
NRC 03090^ Itr 

rO*5TCfl. D 0 Georgia Power Co 03/11/11 DENTOMi H R Office of 
WiJCleor Reactor Regyletlon, Director Spp 31207 173 24X 

Fiche 30-424. Bj/1 1/1 1. Q31 J 1701 13 


0311100049 Rfiqoeati approval for application of alternative pipe break 
crlteiia (excluding RCS primari/ loop) Respanae bg B40I0& 
requested Summary of hreats t* restraints & postulated 
arbitrary 1 ntemed 1 p t e pipe breaks enc 1 

FOBTCR.D Q Qoorgld Power Co 03/11/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director tOpp S1223 067 24J( 

Flcbc 30-424.03/11/11.0311180049 


0 Ukllltg tnvirort^inento 1 Report (ERI# amends 6 correspondence 


031130(7132 Forwards environ rapt “• CU stage»VoId 1 St R^per 
lOCPRSO 30(0 it J0CFR51 2l 

faster. D 0 OooTflia Power Co 83/11/11 DENTON. H R Office of 

Nvclpor Reactor Regulation, Director Ip 21313 OSS. 24x 
FiCto S0-424i 83/11/11.831 1300132 


F Security, rnedical. emergency it fire protection plans 


031-0200362 Generic Ltr 03-33 to all llceniees -8. applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App H to lOCfRSO 8vc list end 

ElSENHUt. D 0 Division of ticensing S3/10/19 Consolidated 
Edison Co of Neui York. Xnc 2lpp 21114 327 S4X 
Fleho 30-000/03/10/19.8310200362 


M Oeneral correspondence 


0311100176 Requests future correspondence be changed front 
Alvin W Vagtle Nuclear Plant to Vogtle Electric (Generating 
Plant 

FOSTER.D 0 Georgia Power Co 03/11/09 ADEWSAM. E <3 Licensing 
Dranch 4 Ip 21137 241 24J( Fiche 30-424. 83/1 1/09. 6311 100176 


K Utility Final safety Analysis Report (FSaR) (k amends 


□311170115 Amend 1 to application for OL. cons isting of revised pages to 
FEAR Rev addressee acceptance review questions included in 
NRC 030906 ltr 

FOSTCR. D O Georgia Power Co 83/11/11 DENTON.H-R, Office of 
Nucloar Reactor Regulation. Director 2pp 2J207 173 24X 

FichD, SO *424.03/11/111 B31 1 170115 


— 8011170123 Amend 1 to FSAR 

e Georgia Power Co 93/11/30 2e2pp 21207 175 24X 

Fiche 50-424.83/11/11,0311170115 


H Antitrust correspondence 


8311090420 Requests remission of payment for NRC review pf 831814 
application for amend to CPs re aifill ownership Interest 
DIOOB.R H License Fee Management Dranoh 83/10/20 FOSTER. D 0 
Georgia power Co Ip 21144 191 24X Fi c he. 50-424, 83/10/20, 

□311090426 


0 Inspection raports. IE Bulletins ■&« corr espondence 


0308300797 IE Info Wotlc* 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

■JORDAN. E U Division of Emergency Preparedness Engineering 
ResporsB (Post B3G103I 63/10/21 Consolidated Edison Co of Neu 

York. Inc I37pp 21114 351 243( Fiche 50-000. 83/ 10/21 » 030030079*' 


G3111B0J01 Forwards Ifc Insp Repts 30-424/83-19 it 50-423/83-19 on 
831004-07 No none omp I f atix e noted 

DANCEfH C Division of Project U Resident programs 83/10/21. 

|\ELLY. R J Georgia Power Co 2(ip 212S3 0-97 24X 

Fiche 50-424. 83/10/21, 031 1180101 


— B311I0O1Q4 IE Insp Repts 30-424/83-19 «< 50-425/83-19 on 031004-07 No 
nencentp 1 lance noted Major areas Inspec bed* 1 ic ensee 
identified 1 terns. e 1 ec tr 1 tal equipment storage & DA audits 
HUNT. K D Region P, Office of Director CONLON, T E Division o' 
Engineering 6 Operational program* 03/10/20 4pp 21223 099 
P4X Fiche 50-424.03/10/21.0311180101- 


0308310030 IF Info Notice 83-70. "Vibration Induced Valve Failures ■' 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness 8i Engineering 
Response (Post 830103) 83/10/25 Consolidated Edison Co of Neu 

Vork, Inc ll7pp 21057 219 24X Fiche 50-000.83/10/25.0308310030 


B30S300797 IE Bulletin 83-07. Suppl 1. "Apparently Fraudulent pTOduckt 
Bold Dy Ray Miller. Inc " Sve list encl 

DEVDUNG.R C Director's Office, Office of Inspection end 

Enforcement 63/10/26 Consolidated Edison Co of New York. Inc 

i79pp 21070 170 24X Flchf 50-000.83/10/26,6306300799 


8308310034 IE Info Notice 03-71, "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Head h Internals '* Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of Nfu 

York, Inc U3pp 21057 357 34X Fiche 50-00o, 03/10/27, 6300310034 


6308310046 IE Info Notice 83-72. "Environ Qual i f Icati en Testing 
Experience " Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/28 Consolidated Edison Co of Na', 

York, Inc I31pp 21155 024 24X Piche 50-000.63/10/26,8300310048 


6308310057 IE Info Notice 03-73. "Radiation Eipoaure From Gloves 
Contaminated w/U Daughter Products " Svc list encl 

PARTLOM.J G Division of OA. Safeguards h Inspection Programs Cposi 
630103) 63/10/31 Consolidated Edison Co of New York. Inc 

116PP 21154 248 24X Fiche 50-000.03/10/31.0306310037 


8306JI0076 IE Info Notice 83-76, "Reactor Trip Breaker Ma IfunctI one 
(Undervoltage Trip Devices on GE Type AK-2-25 Breakers) '• 

3vt list encl 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/11/02 Consolidated Edison Co of Neu 

York, Inc llSpp 21514 024 24X Fiche 50-000, 03/i 1 /Oa, 8300310076 


8306310075 IE Info Notice 03-73. “Improper Control Rod Manipulation ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness t( Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of New 

York. Inc tl4pp 21513 253 24X Fiche 50-000, 63/1 1/03, e30S3l0(>75 


0311290297 Responds to IE Bulletin 03-07 Suppl 1 Companies identified 
as not having sold products to nuclear facilities listed 
GARNER, H F Southern Co Bervico*. Inc 03/11/09 WEGNER. H 
Director's Office. Office of Inspection and Enforcement 2pp 
21302 123 24X Fiche 50-000.83/11/09.8311290297 


0311010015 lE Info Notice 63-77, "Air/Oas Entrainment Events Resulting 
In Sys Failures* " Svc list end 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response (Post 630103) 83/11/14 Consolidated Edison Co Of New 

York. Inc ll4pp 24X Fiche 50-000, 83/U/14, 83i lOlOOl 5 


8311010016 IE Info Notice 83-78, “Apparent Improper Mod of Component 
Affecting Plant Safety “ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/11/17 Consolidated Edison Co of New 

York. Inc li7pp 21603 001 24X Fiche 50-000. 83/1 1/17. 831 1010018 


B Reportable occurrences, LERs it related correspondence 


8311210160 Interim deficiency rept re qualification of Transamerica 
Delaval Class IE electrical cables Initially reported on 
83092/ Cablet will be replaced w/90 degree C IEEE qualified 
cable when diesel generator disassembled 

FOSTER, D O Georgia Power Co 63/11/03 0 'REILLY, J P Region 2, 

Office of Director 3pp 21232 315 24X Fiche 50-424.63/11/03, 

6311210160 


8311260303 Final significant deficiency rept re Westinghouse gate valve 
position Indication Initially reported on 630817 Oeneric 
wiring changes moving indication from rotor 2 to rotor 4, 
will be completed by 841231 Also reportable per Part 21 
CONWAY. R E Georgia Power Co 03/11/09 O'REILLY. J P Region St 
Office of Director 6pp 21286 330 24X Fiche 50-424,83/11/09, 

6311260303 


DOCKET 50-433 UC-6ANTA BARBARA RESEARCH REACTOR 


F Security, medical, emergency s. fire protection plans 


8311140266 Forwards initial review of emergency plan Plan does not meet 
requirements of lOCFRSO.App E, Reg Guide 2 6 or 
ANSI/AS-13 16-1988. “Emergency Planning for Research 
Reactor* “ AddI Info required by 840103 

THOMAS. C 0 Gtandardliatlon t. Special Projects Branch 03/11/04 
PROFID, A E California, Univ of. Santa Barbara, CA 4pp 
21164 326 24X Fiche 50-433.83/11/04,831114028* 
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DnCKET BTN-SO-^a? FLOATING NUCLEAR PLANT 


A App I ication/constructian stage documents Sc correspondence 


BJ10310A00 Generic Ltr 83-38 to all licensees oP operating power 
reactors f< applicants for OL re NUREO-09&S, "NRC Inventory 
of Dams " Foruards NUREQ-0963 "NRC Inventorq of Dams" Pot* 

Info only W/o encl Svc list end 

CI8ENHUT,d G Division of Licensing B3/10/31 Cpnaat tdated 

Edison Co of New York, Inc I'lpp 21 184 013 24X 

richo &0'000c B3/10/3I, 0310310403 


8311020031 Generic Ltr 83-35 to all licensees of operating reactors* 
applicants for OLs ♦< holders of CPs re c lar i Ptca 1 1 on of TM I 
Action Plan Item It K 3 31 Subrvlttal of bounding 
demonstration uill satisfy requirements Svc list end 
CIBENHUTiD G Division of Licensing 03/11/02 Consolidated 

Edison Co of Nbu York, Iht I6pp 21184 001 a4X 
FI Che SO’OOO* 8J/J i/02* B3l J0200&J 


0 Inspection reports* IE OuHctlns & correepondence 


83DB310073 lE Info Notice 03-7Oi "Improper Control Rod Manipulation *' 
8vr list end 

JORDAN* E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Netu 

York, Inq 114pp 21513 S53 24X Flche 50-000*83/11/03,8309310073 


8311010015 IE Info Notice 83-77* "Air/Oas Entraiinnent Events Resulting 
in 6ys Failures " Svc list encl 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Response (Past 830103) 83/11/14 Consolidated Edison Co of Kleui 

York* Inc iMpp 24X Fiche 50-000*83/11/14*8311010013 


8311010018 IE Info Notice B3-70i "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list encl 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) &3/)l/17 Consolidated Edlso-n Co of Nex. 

Vorki Inc ll7pp 21603 001 24X Flche 50-000,83/11/17,8311010018 


DOCKET 50-438 DELLEFONTE NUCLEAR PLANT, UNIT 1 


A Application/construction stage dncuments tt correspondence 


8311090379 Grants request for extension to submit formal 120— day 
response to Generic Ltr 83-26 re generic implications of 
Salem ATU8 events* based on fact that facilities uill not be 
operating in near future 

ADENSAMrE 0 Licensing Branch 4 B3/10/S6 PARRIS, K O Tenneisev 

Valley Authority 3pp 21144 167 24X Flche 50-O(DO. e3/lf>/26* 

83 1 1090379 


8310310403 Generic Ltr 63-38 to all licensees of operating pouer 
reactors t< applicants for GL re NUREG-0965i "NRC Inventory 
of Dams " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only W/o encl Svc list encl 

EISENHUT.D 0 Division of Licensing 63/10/31 Consolidated 

Edison Co of Neu York* Inc i4pp 21184 015 24X 

Flche 50-000,83/10/31*8310310403 


8311020051 Generic Ltr 83-35 to all licensees of operating reactorst 
applicants for OLs tt holders of CPs re dar I f lea tion of TKt 
Action Plan Item fl K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
EISENHUT.D 0 Division of Licensing 63/11/02 Consolidated 
Edison Co of New York* Inc 16pp 21194 OOi 24X 
Flche 50-000183/11/02*6311020051 


8311820510 Forwards responses to 830906 request for addl info re 
pump U noise emission levels Eight ERCU pumps located in 
intake pumping station Manufacturer data sheet encl 
MILLS* L M Tennessee Valley Authority 83/ U / I B ADEN3AM.E 
Licensing Branch 4 llpp 21256 186 24X Flche 50-436*63/11/18. 

B31122DS10 


D NRC Draft/Final Environmental Btatements, supply & correepond enc e 


831 1190418 Forwards request for addl info re site environ analysts, in 
support of completion of DE5 NRC awaiting amends to environ 
rept - OL stage & F8AR reflecting responses to previous 
questions re site analysis 

ADENSAMiE G Licensing Drench 4 B3/1I/08 PARRJS»H G Tennessee 

Valley Authority 6pp 21168 2B8 24X Fiche 50-438*63/11/08, 

□3U150418 


F Security, medical, emergency fire protection plans 


6311010206 Forwards Rev, 6 to generic security personnel training 6 
quallf 1 catl on plan Rev withheld 

I1IL.LS.L M Tennessee Valley Authority B3/10/1B O'REILLY, J P 
Region 2, Office of Director Ip 20976 242 24X 

Fiche 50-000,93/10/18,8311010206 


BJ10200362 Generic Ltr 83-33 to all licensees 6 applicants of nuclear 
power reactors re NRC positions or certain requirements of 
App R to 10CFR50 9vc list end 

EISENHUT.D G Division of Licensing 83/1D/19 Consolidated 

Edison Co of New York., Inc 2lpp 21114 329 24X 

Flche 50-000,93/10/19,8110200362 


0 Inspection reports. IE Bulletins {* correspondence 


B30B300797 IF Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list encl 

JORDAN* E L Division of Emergency Preparedness t Engineering 
Response (Post 830403) 83/10/21 Consolidated Edison Co of Negj 

York, Inc 137pp ?!» 14 351 24X Flche 50-000.63/10/21*830030079*’ 


8311070257 Ack receipt of 831013 ltr Informing NRC of sup p I ementa 1 
steps taken to correct violations noted In IE Insp Repts 
50-43a/B3'O7 & 50-439/93-07 

VERRELLI.D M Division of Project 8* Resident Programs 83/10/21 
PARRIS, HO Tonnessee Valley Authority Ip 21063 32? 24X 

Fiche 50-438,83/10/21,8311070257 


— 83l 107026T Suppls responses to NRC 830414 ltr re violations noted in 
IE Insp Repts 50-439/83-07 f< 50-439/83-07 Target date of 
830930 for completion of staffing onsite OA organliatlon 
not met, since offers to perspective employees not accepted 
KAKMER.D Q Tennessee Valley Authority 83/10/13 O'REILUY, JP 
Region P, Office of Director Ip 21063 330 24X 

Flche 50-438, 83/10/21, 631 1070257 


B30B310030 IE Info Notice 83-70, "Vibration Induced Valve Failures ' 
Svc list encl 

JORDAN* E L Division of Emergency Preparedness S« Engineering 
Response (Post e30103> 83/10/25 Consolidated Edison Co of Neu 

York. Inc ll7pp 21057 219 a4X Flche 50-000, 83/10/25, 8300310030 


8308300799 IE Bulletin B3-07, Buppl 1, "Apparently Fraudulent Products 
Sold Oy Ray Miller. Inc '* Svc list encl 

DEVOUNQ.R C Director's Office* Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York. Inc 

179pp 21070 170 24X Flche 50-000, 03/ 10/26. 03OB3(M799 


8306310034 IE Info Notice 83-71. "Defect In Load-Bearing Reids on 
Lifting Devices for Vessel Head & Internals " Svc list end 
JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post Q30I03) 83/10/27 Consolidated Edison Co of Nsu 

York* Inc llSpp 21057 357 24X Fiche 50-000.83/10/27,830831003 4 


8311070315 Ack receipt of 831007 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-43B/S3-20 & 
30-439/83-20 Concurs u/response to notice of deviation re 
training of test directors Deviation deleted frorn records 
VERRELLI.D H Division of Project 8. Resident Programs 03/1Q/27 
PARRIS* H O Tennessee Valley Authority tp 21062 190 24X 

Fiche 30-438,03/10/27,8311070315 


— 8311070321 Responds to NRC 030908 1 fcr re violations noted in IE Insi 
Repts 30-43Q/e3-20 *c 90-439/03-20 Corrective actions piping 
removed from use in safety-related applications Vendor will 
be notified of unacceptable matl Final ropt expected 831026 
MILL3.L M Terinessee Valley Authority 03/10/07 O'REILLV.J P 
Region 2, Offite of Director App 21062 191 24X 

Flche 90-438,83/10/27,8311070319 


— 93ll0'70324 ForiuardB IE Insp Repts 50-438/03-20 tc 50-439/B3-20 on 
630611-0731 t< notices nf violation &< deviation 

LEUIB,R C OlvlslDii of Project & Resident Programs 83/09/09 
PARRIS.H 0 Tennessee Valley Authority 2pp 21062 J75 24X 
Fichc 30-438,93/10/97,6311070315 


— 8311070337 Notice of violation Prom insp on 830611-0731 

a Region 2, Office of Director B3/09/0B Jp 21069 197 S4X 
Flche 50-436* 03/ 10/27, 83U0703J5 


— 8311070389 Notice gf deviation from Insp on 030611-0731 

« Rsgion 2. Office of Director 83/09/08 ip 21062 198 24X 

Flche 50-439.03/10/27*8311070315 
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— 83J 1070333 IE In^p SO— 430 /a 3 'SO t* 50-439/03-20 on 830611-0731 

Non C amp 1 1 anc e notpd piping be-ing ui«tf bo fabricate 
condensate pots did not camplg bi/surface finish requ i rcni en ts 
& test instructori not pelnstrocted as agreed 
WlLCOXi-J i> , BRANCH, M H R«gian 2. Office of Director 
JULlANi-C A Division of Project C- Resident Prograjus 0a/O9/O7 

7pp 2ICA2 199 2AX Fiche 50-430, B3/ 10/27, 83 1 10703 1 & 


B3110102&3 Second revised final deficiency rept re sheared motor pinltn 
keys in Limitorqoe Model SD-0-23 motor operators Initially 
reported on 820830 Pinion keys u;ill be replaced by 840201 
Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 83/10/20 O'REILUV.J P 
Region 2, Office of Director 3pp 20971 206 24X 

Fiche 50-000.03/10/20,8311010265 


e30B3l0'04Q IE Info Notice 83-72, "Environ Qua 1 i f i C at i nn Testing 
Experience *' Svc list encl 

JORDAN, E L Division of Emergency Preparedness i- Engineering 
Response {Post B3D1C3) 83/10/28 Consolidated Edison Co of Neu 

York, Inc I3lpp 21155 024 24/ Fiche 30-000,83/10/28,8309310048 


8303310057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated H/tl Daughter Products " Svc list end 

PARTLDW.J G Divisian of OA, Safeguards b Inspection Programs (Post 
8301031 83/10/31 Consolidated Edison Co of Neu York, Inc 

ll6pp 21134 249 S4X Fiche 50-000-. 93/ 10/31 , 8308310037 


6308310076 IE Inffl Notice 83-76, "Reactor Trip Dreakar Malfonctinns 
iUndervol tag e Trip Devices on GE Type AK~2-25 Breakers) " 

Svc list end 

JDRBAM, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 630103} 93/11/02 Consolidated Edison Co of Neuj 

York. Inc llSpp 21514 024 24X Fiche 50-000, 83/1 1/02. B30B3l007n 


B30B310075 IE ln.fp Notice 83-75, ''Improper Control Rod Manipulation " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Englneeping 
Response fPost 830lO3> 93/11/03 Consolidated Edison Co of Neu! 

York. Inc n4pp 21313 293 24X Fiche 50-000.83/11/03,8308310075 


6311(310015 IE Info Notice 83-77, "Air/Ga* Entrainment Events Resulting 
In Bye Failures " Svc list #r>cl 

JORDAN. E L Divlsiom of Emergency Preparedness U Engineering 
Response (Post 830103) 83/11/14 Consolidated Edison Co of Neu 

York, Inc U4pp 24X Fiche 50-000,83/11/14,8311010015 


6311010018 IE Info Notice 83-73, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Co of Neu^ 

York. Inc 1 17pp 21603 001 24X Pi Che SO-QOO, 63/1 1 / 17, 6311010^18 


3 Reportable occurrences. LERs It. related earreipotid cnc.e 


0311010205 Revised final deficiency rept re resolution af unanticipated 
vibratory loading concerns rnltlally reported on 820120 Neui 
requirements for assessing piping vibration problems during 
testing Impl emented 

HILLS. L M Tennessee Valley Authority 83/10/19 O^REILLV, J P 
Region 2. Office of Director 3pp 20993 190 S4X 
Fiche 50-000.83/10/19,6311010205 


e3nai042{} Fourth Interim deficiency rept re deformation of auxiliary 
feeduater headers Initially reported on 620830 Unit i 
corrective actipn-s In progress QSiW field change packages not 
received Next rept by 040430 Also reported per Part 21 
mills, L M Tennessee Valley Authority 83/10/19 O'REILLY, J P 
Region 2, Office of Director 2pp 20973 030 24X 

Fiche 50-433.83/10/19,0311010420 


8310310377 Final deficiency rept re Audit M81 -13. Dcf i c i enc 1 e s 2. 3 & 4 
re engineering change revieu & handling Initially reported 
on 011215 TTdlning program instituted Dsficiency 2 not 
reportable under 10CFR50 5Sfe) 

MILLS, L M Tennessee Valley Authority 93/10/20 O'REILUY, J P 
Region 2. Office of Director 6pp 20959 349 24X 

Fiche 50-430,93/10/20,8310310377 


8311010116 Final deficiency rept re insoluble glue used for purge dams 
In stain-less steel piping Corrective actions not net by 
B3J015, due to changes in overall schedule* & reassignment of 
manpower Completion eipected by 64033D 

MILLS. L ri Tennessee Valley Authority 03/10/20 O'REILLY, J P 
Region 2, Office of Director Ip 20970 129 24X 

Fiche 50-438.63/10/20.0311010116 


9311010252 Ninth interim deficiency rept re corrosion of carbon steel 
piping iti raw water sys Irtitlally reported on 901230 All 
design-related activities re cement mortar lining of yard 
piping completed Ne 1 1 rept luili he submitted by 840613 
MILLS. L M Tennessee Valley Authority 83/10/20 O'rEILLV, -J P 
Region 2, Office of Director 2pp 20992 351 24X 

Fiche 30-430, 93/10/20. 631 lO 1 0252 


6311010334 Second interim Deficiency Rept NCR 2361 re u/ater dsmsg* ta 
reactor bldg normal sump isolation valve motor operator 
Initially reported on 630609 Repair of motor operator 
inappropriate Procedure revised Next rept due 840903 
HILLS, L M Tennessee Valley Authority 63/10/20 O'REILLY. JP 
Region 2, Office of Director 2pp 20979 240 24X 

Fiche 50-436,83/10/20.8311010334 


6311010409 Ninth Interim deficiency rept re B&W nonconsorvat 1 v* 
analysis of neutron flux Initially reported on 601105 B&N 
evaluation awaited Next rept will be submitted by 640110 
HILLS. L M Tennessee Valley Authority 03/10/20 O'ReiLLY^J P 
Region 8, Office of Director 2pp 80973 309 24X 

Fiche 30-439.03/10/20,0311010409 


8311010363 First interim deficiency rept re unconservati ve procadurt 
for subtracting seismic anchor movement stress from theraial 
strass Initially reported on 830927 Evaluation continuing 
Next rept will b« submitted by 841119 

MILLS, L M Tennessee Valley Authority 03/10/24 O'REILLY, J P 
Region 2, Office of Director 2pp 20974 086 24X 

Fiche 50-438,83/10/24,8311010362 


8311010393 Final Deficiency Rept NCR 2352 re offset dutchman plpfs in 
in-core monitoring sys Initially reported on 63D516 Caused 
fay poor workmanship during field installation Offset pipes 
15,85,39,44,49 I< 50 to be realigned by 640101 

MILLS, L M Tennessee Valley Authority 63/10/24 O'REILL'Y, J F 
Region 2, Office of Director app 20973 267 24X 

Fiche 50-430,83/10/24,8311010393 


8311010307 Final deficiency rept re embedded ERCN piping w/crushable 
insulation Initially reported on 620629 Final analysis of 
Problem N4-0KE-P identified need for addl support Policy 4 
added to rigorous analysis handbook 

MILLS, L M Tennessee Valley Authority 03/10/25 O'REILLY.J P 
Region 2, Office of Director 2pp 20973 050 24X 

Fiche 50-430,03/10/25,8311010387 


□311020403 Second interim deficiency rept re manual adjustment of 
diesel generator setpoints Initially reported on 830309 TVA 
contacted Delaval re modifying existing equipment L is 
awaiting price quote for mod Next rept due 640227 
MILLS, L M Tennessee Valley Authority 03/10/26 O'REILLY. J P 
Region Si Office of Director 2pp 21014 032 24X 

Flcho SO-dGB, 03/10/26, 0311020403 


0311020176 Final rept re generic deficiencies in solid-state control 
sys tnfg by Consolidated Controls Corp Initially reported on 
020916 Test data for all modulas accepted by uti 1, comp leted 
it reviewed Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 03/10/27 D'REILLY.JP 
Region 2, Office of Director 4pp 21011 144 24X 

Fiche 50-430,83/10/27,8311020176 


0311070279 Fifth Interim deficiency rept re operational defects in 
high-pressure injection nozzles L thermal sleeves Initialiy 
reported on 020429 Sleeve rerolling completed Next rept will 
be submitted by 640516 Also reported per Part 21 
tllLLe.L il Tennessee Valley Authority 83/11/01 O'REILLY, J P 
Region 2, Office of Director 2pp 21062^334 24X 

Fiche 50-430163/11/01,0311070279 


9311070262 First interim deficiency rept re front covers separated fr.. 
□alley meter modules Initially reported on 631004 Modules 
will be returned to Dailey for rework Next ropt will be 
submitted by 640206 Also reported per Part 21 

MiLLe, L M Tennessee Valley Authority 83/U/Ol O'REILLY, J P 
Region 2, Office of Director 2pp 21062 337 24X 

Fiche: 50-436, 63/ 1 1 /0 1 , 631 1 070262 


8311090189 First interim deficiency rept re specified ASHE flow 
restrictor not in compliance w/design criteria diagram to 
ensure controlled cooldown per F9AR Initially reported on 
931006 6S(N will resolve discrepancy Next rept by 040516 
rfILLB, L M Tennessee Valley Authority 63/11/02 O'REILLV. J P 
Region 2, Office Of Director 2pp 21095 331 24X 

Fiche 50-438,93/11/02.6311090189 


0311090310 Fourth Interim deficiency rept re OA program on Tube-Line 
matls supplied by Capitol Pipe Initially reported on 630329 
Raplacement i, testing program underway Next rept expected by 
931121 Also reportable under Part 21 

MILLS, L M Tennessee Valley Authority 03/U/O2 O'REILLY, J P 
Region 2, Office of Director 2pp 21105 153 24X 

Fiche. 50-000, 83/ 11 /02, 83 U 0903 i 0 
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BJili70234 Final d^ficienci^ rept re defects in reactor protection s^s f 
ESF actuation sys modules supplied Saileg Meter Co 
Imtiallij reported on 630414 reportable per Part 31 

MILLS, L M Tennessee Valley Authority 03/11/03 O'RCILLY, J P 
neglon 2, Office of Director 3pp 31214 IBO 2AX 
Flthe 30-430,03/11/03,0311170234 


DJI 1O7O206 Second Interim deficiency rept rp failure to specify IEEE 
class on procurement specs oh Crane Co valves Initially 
reported on 030509 Procurement of replacement equipment 
initiated Next rept uiill be «ubmitted by 840B20 

MILLS, L M Tennessee Valley Authority 83/11/04 0'REILL.Y. J P 
Region 3, Office of Director 2pp 21095 290 24X 

riche 30-438. 83/11/04, 0311 0903Bfa 


8311090297 First interim deficiency rept re contact gaps in OE MFA 
relays not adjusted properly Initially reported on 031013 
Coils replaced on tL type HFA relays Util investigating 
applicability to Watts Bar Next rept by 640706 

MILLS, L M Tonnessee Valley Authority 03/11/04 O'REILlVpU P 
Region 2, Office of Director 2pp 21103 213 24X 

Fichc 50-438,03/11/04,0311090297 


B310310403 Generic Ltr oa-'GB to all licensees of operating pouer 
reactors t, applicants for DL re NURE'G-0963. "NRC Inventory 
of Dams " Ftjrujards NURE0-09t5 ”NRC Inventory of Dams" for 
info only W/o end 5vc list end 

EIBENHUT.D Q Division of Licensing 03/10/31 Consolidated 
Edison Co of Neu York, Inc 14pp 2tlB4 015 a4X 
Fiche 30-000* €J3/tO/3 1 , 0310310403 


B31i'O20D31 Oenerlc Ltr 83-35 to all licensees of operating reattors. 
applicants for QLs U holders of CPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration util satisfy requirements 9vc list end 
EIBENMUT,D G Division of Licensing B3/U/02 Consolidated 
Edison Co of Neui YurW* Inc i6pp 21 lfi4 OQl 24X 
Fiche 5D-000, 63/1 1/02, B31 1020031 


831 1220310 Foruards responses to B30906 request for add! Info re 
pump 8r noise amission levels Eight ERCW pumps located in 
intake pumping station Manufacturer data sheet end 
HlLLSiL M Tennessee Valley Authority 03/ll/lB A DENS A M, E 

Licensing Branch 4 llpp 2123d, 188 24y Fiche 30-430*63/11/18. 

6311220310 


0311170291 Final deficiency rept re heat tracing tape left on piping, 
violating General Const Spec 0-29M Initially reported on 
030729 Spec revised to apply pressure sensitive adhesive 
tapes IteiTi not reportable per lOCFRSO 35(d 

MILLS, L M Tennessee Valley Authority 83/11/07 D'REILUV«i/ P 
Region 2, Office of Director 2pp 21212 204 24X 

Fiche 30-438,03/11/07,0311170291 


8311170010 Final deficiency rept re D&W design, of RCS supports h 
restraints Initially reported on 820610 Neui shear bar design 
Includes decrease in strength by increasing amount of ojeld 
surface Also reported per Part SI 

MILLB,L M Tennessee Valley Authority 03/11/10 O'REILLY, J P 
Region 2, Office of Director 2pp 21216 101 24X 

Fiche 30-438.03/11/10,0311170010 


8311170077 Final deficiency rept for Watts Bar 8c first interim 
deficiency rept for Dellefonte re defective Pacific 
Scientific Co shock arrestor capstan spring tang Initially 
reported on 031013 Next rept uill be submitted by B40421 
MILLS, L M Tennessee Valley Authority 03/11/10 O'REILUY.J P 
Region 2. Office of Director 3pp 2lS)6 090 24X 

FUhe 30-000,83/11/10.0311170077 


63112B0071 Fourth interim deficiency rept re nonconservat ive 
calculation method foi general Const Spec 0-32 spacing 
Initially reported on 020328 Analysis of embedded plates In 
progress Next rept uill be submitted by 840S17 

mills, L M Tennessee Valley Authority 03/11/17 O'REILLY. J P 
Region 2. Office of Director Ip 21280 320 24X 

Fiche 50-430.83/11/17,8311200071 


8311200086 Eighth interim deficiency rept re attached piping Initially 
reported on 801121 DLW refining stress analysis to eliminate 
excessive conservatism Evaluation uill be completed by 
031118 Also reportable per Fart 21 

MILLS, L H Tennessee Valley Authority 03/11/17 O'ftElLLViJ P 
Region 2, Office of Director 2pp 21979 040 24X 

Fiche 30-438,03/11/17,8311200006 


031 12BDD37 First interim deficiency rept re mass of HVAC supports not 
included in frequency calculations Initially reported on 
831020 Individual calculation review in progress Next rept 
expected by 840318 

MILLS, L M TenuBBsee Valley Authority. 03/ll/lB O'REILLY, P 
Region 2, Office of Director 2pp 21279 310 24X 

Fiche 50-438.03/11/10,8311380037 


0311280292 Eleventh interim deficiency rept re failure of BlcH main 
steam lines due to main feedwater overfill Initially 
reported on 000319 Analysis review ongoing flext rept will be 
submitted by 840228 Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 83/11/10 O'REILLY, J P 
Region 2, Office of Director 2pp 21282 213 24X 

Fiche 50-430,83/11/18,8311200292 


D NRC Draft/Final Environmental Statements, supple s< correspondence 


0311150416 Foruiards request for ad d I info re site environ analysis, in 
support of completion of DES NRC awaiting amEnds to environ 
rept - 6U stage tc FSAR reflecting responses to previous 
quostlons re site analysis 

ADENBAM, E O Licensing Branch 4 B3/U/O0 PARRIS, H G Tennessee 

Valley Authority 6pp 211B8 2B8 24X Fiche 50-438,83/11/00, 

0311150418 


r Security* medical* emergency l< fire protec lion plans 


B3l 1010206 Forwards Rev 6 to generic security personnel training L 
qualification plan Rev withheld 

MILLB.LM Tennessee Valley Authority 03/10/16 O'REILLY. JP 
Region 2, Office of Director Ip 20976 242 84X 

Fiche 30-000,83/10/18,9311010206 


G31020O36S Generic Ltr 83-33 to all llcenseei L applicants of nuclear 
power reactors re NRC positions on certain requiremantt of 
Apg R to 10CFR90 9vc list end 

EISENHUT.D Q Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, Inc 2tpp 21114 329 24X 

Fiche 50-000.83/10/19,0310200362 


Q Inspection reports, IE Bulletins L correspond Bnce 


B308300797 IE Info Kotlce 83-69, "Improperly Installed Fire Damper* 
at Nuclear Power Plants “ five list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Reapans* (Post 030103) 63/10/21 Co-nsal idated Edison Co of New 

York* Inc I37pp 21114 351 24 X Fiche SO-000, 03/10/21. 030830079*’ 


0311070257 Ac k receipt of 631013 ltr informing NRC of supplemental 
steps taken to correct violations noted In IE Insp Repts 
00-430/03-07 & 30-439/03-07 

VERRELLI.D M Division of Project 6 Resident Programs 83/10/21 
PARRIS. H G Tennessee Valley Authority Ip 21063329 24X 

Fiche 50-430.83/10/21.0311070257 


— 8311070263 Siippls responses to NRC 030414 ltr re violations noted in 
IE Insp Repta 50-438/03-07 6 30-439/03-07 Target date of 
630930 for completion of staffing onsite QA arganixatlan 
not met. since affers to perspective employees not accepted 
HAMMER* D S Tennessee ValUy Authority 03/10/13 O'REILLY* J P 
Region 2, Office of Director Ip 81063 330 24X 

Fiche 50-430,83/10/21*8311070257 


8300310030 
Sve list 
JORDAN, E 
Response 
Vork. Inc 


IE Info Notice 03-70. ’'Vitratlon Induced Valve Failures " 
one ] 

L Division of Emergency Preparedness L Eng i near 1 ng 
(Post 0301031 03/10/25 Consolidated Edison Co of New 

117pp 21057 219 24X Fiche 50-000,83/10/25,0308310030 


DOCKET 50-439 DELLEFONTE NUCLEAR PLANT. UNIT 2 
A Application/construction stage documents k corresp otidenta 


6311090379 Grants request for extension to submit formal 120-day 
response to Generic Ltr 03-28 re generic Implications of 
Salem ATWS events, based on fact that facilities will not he 
operating in near future 

ADEN8AM, E G Licensing Branch 4 03/10/26 PARRiB, H O Tennessee 

Valley Authority 3pp 21144 167 24X Fiche 50-000*83/10/26* 

B3 1 1090379 


0308300799 IE Dvlletirv Q3-07*Buppl 1, "Apparently Fraudulent Products 
Sold Dy Ray Hiller, Inc " Gve list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of Neu York, Inc 

179PP at07O 170 24X Fiche 50-000, 03/10/26. 3300300799 


0300310034 IE Info Motice 03-71. ''Defect in Load-Deartng Welds on 
Lifting Devices for Vessel Mead ^ InteTnaii " Bve list end 
jDRDANp E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 83/10/27 Consolidated Edison Co of New 

Vork* Inc lISpp 21037 357 24X Fiche 50-000.83/10/27,6308310034 
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GP11070315 Acl receipt oF G31D07 Itr irfo^rming NRC of steps tak«n to 
■correct violations noted In (G In.#p Repts 30-430/93-20 S< 
30-439/a3'-SO Concurs u/response to notice cf deviation re 
training oF test directors Deviation deleted From records 
VERRELLI.D M Division of Project 6< Resident Programs 03/10/27 
P/MiniSiH G Tennessee Valley t^uthority Ip 21062 190 24X 

Flthe 90-438.63/10/27.0311070315 


— 8311070321 Responds to MRC B3070B itr ro vlolatiofis noted in IE In-sp 
flepts 90-438/03-20 50-439/83-20 Corrective actions piping 

removed from use tn saFetg-related applications Vendor tuill 
be notified pF unacceptable matl Final rapt expected 631026 
H1LLS,L M Tennessee Valleg AothorUy 83/10/07 O'REILLY, JP 
Region j?. Office of Director 4pp 21062 191 24X 

Fiche 30-438,63/10/27,8311070315 


0310310377 Final deficiency rept re Audit M01-13, Def ici enc ia * 2. 3 t 4 
re engineering change revieu !< handling Initially reported 
an 811213 Training program Instituted Deficiency 2 not 
reportable under 10CFR90 531 e) 

MILLS, L M Tennessee Valley Authority 83/10/20 O'REILLY, J P 
Region 2, OPFlcs of Director 6pp 20959 349 24X 

Ficbc 50-438,03/10/20.8310310377 


6311010116 Final deficiency rept re insoluble glue used for purge diHi 
in stainless steel piping Corrective actions not met by 
631015/ due to changes In overall schedules it reassignment 6f 
manpouer Completion expected by 840330 

mills. L ft Tennessee Valley Authority 03/10/20 O 'REILLY* J P 
Region 2/ Office of Director Ip 20978 120 24X 

Fiche 50-430,83/10/20/8311010116 


—8311070324 Forwards 3E In Bp Repts 50-438/83-20 k 50-439/63-20 on 
830611-0731 & notices of violatlion U deviation 

LEi/IB/R C Division of Project ft Resident Programs 83/09/03 
PARRIS, H O Tennessee Valley Authority 2pp 3J062 193 24X 

Fiche 50-438,83/10/27/9311070315 


--8311070327 Notice of violation from intp on 630611-0731 


Region 2, Office of Director 
Fiche 50-438.03/10/27,8311070315 


83/09/09 Ip 21 062 197 24X 


— 0311070327 Notice of devlaticn from insp on 8306J 1-0731 

e Region 2. Office of Director B3/09/OB Ip 21062 199 24X 

Fiche 50-436/ 03/10/27, 0311070315 


8311010252 Ninth interim deficiency rept re corrosion of carbon stetl 
piping in raw water sys Initially reported on B01230 All 
design-related activities re cement mortar lining of yard 
piping completed Next rept will be submitted by S4C613 
HILUB, L M Tanneseee Valley Authority B3/1O/20 Q'REJLLY. J P 
Region 2. Office of Director 2pp 20992 351 24X 

Fiche 50-438.03/10/20,8311010252 


6311010269 Second revised final deficiency rept re sheared motor pinion 
keys in Limitorque Model 6B-0-25 motor operatars initially 
reported on B3D930 Pinion keys will be replaced by B40201 
Also reportable per Part 21 

MILLB/L M Tennessee Valley Authority B3/I0/20 D'REILLY/0 P 
Region 2/ Office of Director 3pp 20971 286 24X 

Fiche 50-000/83/10/20,8311010269 


—8311070333 IE Insp Repts 50-430/63-20 «, 50-439/83-20 on 630611-0731 
Noncomp 1 lance noted piping being used to fabricate 
condensate pots did not comply u/surface finish requirements 
& test instructors not reinstructed as agreed 
WILCOX, J D , «fiANCH/tt W Region 2, Office of Director 
JULIAN/ c A Division of Froject 6 Resident Programs B3/09/07 

7pp 21062 J99 24X Fiche 50-438,03/10/27,6311070315 


B311010409 Ninth interim deficiency rept re BfcW nonconservative 
analysis uf neutron flux Initially reported on BD1109 D6U 
evaluation awaited Next rept will be submitted by B40110 
MILLS, L 11 Tennessee Valley Authority 03/10/20 D'REILLY.J P 
Region 2. Office of Director 2pp 20973 309 24X 

Fiche 50-439,03/10/20,0311010409 


83D8310D48 IE Info Notice 63-72, "Environ Qua 1 If 1 cation Testing 
Experience " Svc list and 

JORDAN, E L Division of Emergency Preparedneis 6 Engineering 
Response (Post 83Ol03> 83/10/28 Consolidated Edison Co of Na^ 

York. Inc i3lpp 21155 024 24X Fiche 50-000,03/10/20. 8300310046 


B308310D57 lE Info Notice 63-73/ "RadiatiDn Exposure From Oloves 
Contaminated W/U Daughter Products *' Bvc list end 

PARTLDVI, J 0 Division of QA, Safeguards 6 Inspection Programs (Post 
830103) 03/10/31 Consolidated Edison Co of New York, Inc 

ll6pp 21154 240 24X Fjche 90-000. 63/ 10/35 , 0308 310057’ 


0300310076 le Infa Notice 03-76, "Reactor Trip Breaker Malfunction* 
(Undervol tage Trip Devices on GE Type AK'‘2-23 Oreakers) " 

Svc list encl 

JORDAN, E L Division of Emergen-cy Preparedness 6 Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of Nau 

York. Jnc lispp 21514 024 24X Fiche 50-000.83/11/02,6300310076 


0300310075 IE Info Notice 83-75, "Iirproper Control Rod Manipulation “ 
0VC list encl 

JORDAN, E L Divisian of Emergency Preparedness it Engineering 
Response (Post 830103) 03/11/03 Consolidated EdisPH Co of New 

York, Inc l|4pp 21513 253 24X Fiche 50-000, 03/1 1 /03, 03OB3IOO75 


93I1010D1S IE Info Notice 63-77, '“AirZ-Oas Entrainment Evente ResultlO:} 
in Sys Failures " Svc list encl 

JORDAN, E L Dlvtiion of Emergency Preparedness & Engineering 
Response (Post 0301031 33/11/14 Consolidated Edison Co of Ne^ 

York, Inc ll4pp 24X Fiche 50-000,63/11/14,0311010015 


6311O1001B IE Info Notice 83-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list encl 

JORDAN/ e L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/17 Consolidated Edison Co of Nbj. 

York, Inc I17pp 21603 ODl 24)C Fiche 50-000.83/11/17,8311010010 


S Reportable occurrences. LERs & related correspandenc e 


03iIOl(}2O5 Revised final deficiency rept re resolution of unanticipated 
Vibratory loading concerns Initially reported an 0201 2D New 
requirements For assessing piping vibration prublemd during 
testing implemented 

MILLS, L N Tennessee Valley Authority 03/10/19 O'REILLY, J P 
Region 2, Office af Director 3pp 20993 190 24X 

Fiche 5(3-000.83/10/19,0311010203 


81U010420 Fourth interim deficiency rept ro deformation of auxiliary 
feedwater headers Initially reported on 820830 Unit 1 
corrective actions in progress DiM field change packages not 
received Next rept by 040430 Also reported per Part 31 
HILLS, L M Tennessee Valley Authority 63/10/19 a'PElLLY, J P 
Region 3, Office of Director 2pp 20973 030 24X 

ritho 50-430.83/10/19,8311010420 


8311010362 First interim deficiency rept re unconservatl ve procedUTf 
for subtracting seismic anchor movement stress from thermal 
stress Initially reported on 030927 Evaluation continuing 
Next rept (ui 1 1 be submitted by 041119 

MILLS, L M Tennessee Valley Authority 83/10/24 O'REILLY, J P 
Region 2, Office of Director 2pp 20974 006 24X 

Fiche 50-438,83/10/24,0311010362 


93I10103S7 Final deficiency rept re embedded ERCU piping w/crushabit 
insulation Initially reported on 0SO629 Final analysis of 
Problem N4~0KE-P identified need for addl support Policy 4 
added to rigorous analysis handbook 

MILLS, L M Tennessee Valley Authority 03/10/25 O'REILLY. J P 
Region 2, Office of Director 2pp 20973 050 24X 

Fiche 50-436.03/10/25.0311010337 


8311020403 Second interim deficiency rept re manual adjustment of 
diesel generator setpoints Initially reported on 03030? TVA 
contacted Delaval re modifying existing equipment & is 
awaiting price quote for mod Next rept due 040227 
MILLB.L M Tennessee Valley Authority 03/10/26 D'REILLV.J P 
Region 2, Office of Director 2pp 21014 032 24X 

Fiche 50-430,83/10/26,0311020403 


0311020176 Final rept re generic deficiencies in solid-state contrPl 
sys mfg by Consolidated Controls Corp Initially reported on 
620916 Test data for all modules accepted by uti 1 , comp 1 eted 
6 reviewed Also reportable per Part 21 

MILLS. L H Tennessee Valley Authority 83/10/27 0 'REILLY, J P 

Region 2, Office of Director 4pp 21011 144 24X 

Fiche 30-438,83/10/27,0311020176 


6311070279 Fifth interim deficiency rept re operational defects in 
hiqh-pressure injection noiiles Ic thermal sleeves Initially 
reported on 820429 Sleeve rerolling completed Next rept wilt 
be submitted by 040518 Also reported per Part 21 
MILLS, L M Tennessee Valley Authority 83/11/01 O'REILLY, JP 
Region 2, Office of pirector 2pp 21062 334 24X 

Fiche 50-436,83/11/01,0311070279 


6311070202 First Interim deficiency rept re front covers separated frniv 
Dailey meter modules Initially reported on 631004 Modules 
(4^111 be returned to Dailey for rework Next rept will be 
submitted by 640206 Also reported per Part 21 

WILLS, L M Tennessee Valley Authority 83/11/01 O'REILLY, J P 
Region 2. Office of Director 2pp 21062 337 24X 

Fiche 50-436.63/11/01,0311070202 


8311090109 First interim deficiency rept re specified A6ME flow 
restrictor riot in compliance w/deslgn criteria diagram to 
ensure controlled cooldown per FSAR Initially reported on 
631006 116W will resolve discrepancy Next rept by 040516 
MILLS. L M Tennessee Valley Authority 03/11/02 D'REILLY.J P 
Region 2, Office of Director 2pp 21095 331 24X 

Fiche 50-433.63/11/02,0311090189 
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6311090310 Fourth Interitr deficiency rept re QA program on Tube-1-ino 
motls supplied by C^tpibol Pipe Initially reported on B30329 
Replacen^ent & testing program under^fay Noi t t ept expected h ij 
B31131 Also reportable under Part 21 

mills. U M Tennessee Valley Authority a3/ll/'02- O'REILLV.J P 
Region 3, Office oP Director 2pp 2tl05 153 a4X 
Fiche 50-000.03/11/02.0311090310 


6311170234 Final deficiency repfc re defects in reactor protection »y-5 ♦ 
E8F actuation sys modules supplied by Qoileg Heter Co 
Initially reported on 030414 Also reportable per Part 2t 
MILLS. L M Tennessee Valley Authority 83i/ll/03 0 'REILLV, J P 

Region 2. Office of Director 3pp 21214 100 24X 

Fiche 50-430.03/11/03.0311170234 


8311090286 Second interim deficiency ropt re -fatluro to specify IEEE 
Class on proc urernent specs on Crane Co valves Initially 
reported on 830509 Procurement of replAcemant equipment 
Initiated Next rapt uill be submitted by 940920 

MILL0«L M Tennessee Valley Authority Q3/11/04 O'REILLY, J P 
Region 2. Office of Director 2pp 21093 290 24X 

Fiche 50-430.03/11/04,0311090206 


0311O9O277 First interim deficiency rept tb contact gaps In OE HFA 
relays not adjusted properly Initially reported on B31013 
Colls replaced on 66 type HFA relays Util invest Igatlng 
applicability to Natts Dar Next rspt bg 04O7OB 

Mills, L H Tennessee Valley Authority. 83/11/04 O'REILLY, J P 
Region 2, Office of Director 2pp 21105 213 24X 

Fiche 50-438,83/11/04,0311090297 


0311170291 Final deficiency rept re heat tracing tape left on piping, 
violating General Const Spec 0-29M Initially reported on 
830759 Spec revised to apply pressure aensitlva adhesive 
tapes Item not reportable per 10CFR30 3S<e> 

MILLS, U M Tennessee Valley Authority 03/11/07 a'REILLY, J P 
Region 8, Office of Director Spp 21212 204 24X 

Fiche 30-430,03/11/07.0311170291 


0311170010 Pinal deficiency rept re D&W design of RCS supports t 
restraints Initially reported on 020618 New shear bar design 
Includes decrease in strength by increasing amount of weld 
surface Also reported per Part 21 

MlLLBiL M Tennessee Valley Authority B3/11/10 O'REILLY, J P 
Region 2. Office of Director 2pp 21216 lOl E4x 
Fiche 30-430,03/11/10.63111710010 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT. UNIT I 


A Appl icat ion/ c on^truc 1 1 on stage documents L corre-spondencc 


0311100393 Grants requrst for extension to submit formal l20-dai| 
respniise to Generic Ltx 03-23 re generic implications of 
Salem ATirJB events 

YOUNODLOaD- B j Licensing Dranch 1 «3/10/20 EDELMAN. M fi 

Cleveland Elr-ctric Illuminating Co 2pp 21154 140 24X 

Fiche 50-440. 03 / 10 / 20 , 631 1 100393 


8308310072 Board Notification QO-OOtA provides inf-o re seiBnlc risk tr 
DMR plants OWR absolute core melt probability & risk results 
developed in limited PNL study not meaningful 

EISENHUT, D 0 Division, of Licensing 03/10/26 PALLADIHO, N J 
Commissioners 12pp 21103 242 24X Ficho SO-000, 03/ 1 0/26, 

0300310072 


0311110352 Forwards BER based on ravieu of 830222 GE environ 
qualification program presented In Topical Rept 
NEDE— 24326 -P. Rev 1 Genaric approach acceptable 
YOUNG DLOOD. n J Licensing Branch 1 03/10/26 EDELHAN. R 

Cleveland Electric Illuminating Co 3pp 21159 146 24X 

Fiche 50-440.03/10/26,0311110352 


—8311110354 SER re NEDE-24326-F , Rev 1, '’Acceptability of GE Environ 
Qualification Program to Perry Nuclear Pouer Plant, Units 
1 ■& 2 '' Oenertc approach described In rept acceptable 
« Licensing Oranch I 03/10/26 I7pp 81159 149 24X 

Fiche 50-440,83/10/26,8311110352 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors te applicants for OL re NUf?EG-0965, "NRC Inventory 
of Dams " Forwards NUREO-0965 “NRC Inventory of Dams" for 
info only W/o «ncl 3vc list end 

EIEENKUT.D G Division of Licensing 03/10/31 Const) 1 idated 

Edison Co of New York. Inc l4pp 21184 015 24X 

Fiche 50-000.83/10/31,0310310403 


8311020051 Generic Ltr 03-35 to all licensees of operating reactori, 
applicants for OLs holders of CPs re clarification, of TMI 
Action Plan Item II K 3 31 Qubtnlttsl of bounding 
demonstTatton will satisfy requirements 3vc list end 
E15ENHUT.D 0 Division of Licensing 83/11/02 Consolidated 

Edison Co of Neu York* Inc 16pp 211B4 OOl 24X 
Ficivo 50-000,03/11/02,8311020051 


0311170077 Final deficiency 
deficiency rept for Belle 
Delentific Co shock arres 
reported on 031013 Next r 
hlLLB, L M Tennessee Val 
Raglan 2, Office of Direc 
Fiche 50-000,03/11/10.831 


rept for Matts Car Ci First interim 
fqnto re defective Pacific 
tor capstan spring tang Initially 
ept will be submitted bg 04O4S1 
ley Authority 03/11/10 O'REILLY, J P 
tor 3pp S1S16 090 24X 

U 70077 


0J110903B1 Responds to Oeneric Ltr 93-’20 rc generic implications 
of Ealem ATMS events Ut 1 1 cooperating w/GE !( OUR Owners 
Group to determine baseline for equipment classification Jk 
vendor interface Addl response expected in Apr 1984 
EDELMAN.M R Cleveland Electric Illuminating Co 03/il/O2 
EISENHUT.D G Division of LicenaliiQ 3pp StI03 179 24X 

Fiche 50-440.03/11/02,0311090301 


B31I2B0071 Fourth Interim deficiency rept re nonconserva t i ve 
calculation method for general Const Spec 0-32 spacing 
Initially reported on G20S2B Analysis of embedded platas In 
progress Nent rept will bo submitted by 640217 

MfLLSrL M Tennessee Valley Authority 83/11/17 O'REILLY, J P 
Region 2, Office of Director ip 21200 320 24X 

Fiche 50-430, 03/U/17i 031 1280071 


031 1 1601 57 Forwards status of sgs component evdluation worksheets for 
use in determining facility readiness for environ 
qualification audit, per request at 031101 meeting 
EDELMAN, M R Cleveland Electric t I luml net ihg Co 03/11/09 
YOUNODLODD. n J Licensing Dranch I 4pp 21192 119 24X 

Ficho 50-440,03/11/09,0311160157 


0311200086 Eighth interim deficiency rept re attached piping Initially 
reported on 001121 86U refining stress analysis to eliminate 
excessive conservatism Evaluation will be completed by 
031110 Also reportable per Part 21 

MILLB, L M Tennessee Valley Authority 93/11/17 O'HEILLYrJ P 
Region 2, Office of Director 2pp 21279 040 24X 

Fiche 50-430.03/11/17,0311280006 


0311280037 First interim deficiency rept re mass of HVAC supports not 
included in frequency calculations Initially reported on 
031020 Individual calculation review in progress Neit rept 
expected by 640510 

KILLS, L h Tennessee Valley Authority 03/IL/18 a'REILLY.xIP 
Region 2, Office of Director 2pp 21279 310 24X 

Fiche 50-430.83/11/10,0311200037 


0311200292 Eleventh interim deficiency rept re failure of B&M main 
steam lines due to main feedwater overfill Init ially 
reported on 600319 Analysis review ongoing Next rept will be 
submitted by 640220 Also reportable per Part 21 

MILLB, L M Tennessee Valley Authority 83/ll/lB O'REILLY, J P 
Region 2i Office of Director 2pp S12B2,?L3 24X 

Fiche 50-430.03/11/18,8311280292 


E NRC Safety Evaluation Report ISERI* suppls I, correspondence 


0311210184 Informs that improvements identified in B30114 ltr will be 
Installed prior to fuel load Minor deviation from Info re 
variable leg piping identified Info submitted per SER 
License Condition 4 

EDELMAN,M R Cleveland Electric 1 1 I umlna 1 1 hg Co 63/11/01 
YOUNOULQOD, a J Llcenoing Dranch 1 Ip 51232 331 24X 

riche 30-440,83/11/01,0311210184 


F Becurlty, medical, emergency k fire protection plans 


8310200362 Oeherlc Ltr 83-33 to all licensees b applicants of nuclear 
power reactors re NRC posltinns on certain requirements of 
App R to 10CFR50 Bve list oncl 

EISENllUT, D O Division of Licensing 83/10/19 Consolidated 

Edison Co of New York, Inc 21pp 21114 329 24X 

Fiche 50-000,03/10/19,8310200362 


O Ad judicaiary correspondence 


0311100379 Forwards notice of request for action under 10CrR2 206 to 
obtain independent consultont to Invostigate circumstances 
surraurtding crone Incident at plant, to open plant to 
Insp by public <4 to Investigate license revocation 
DEYOUNG, R C DiretLur's Office. Office pf Inspection and 
Enforcement 83/10/14 LODGE, T J Lodge, T J Ip 21154 OlB 
94X Fiche 50-440.03/10/14,0311100379 
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— 63iilQ038S Notit« oP reqtjii>st far action uvtd&r lOCFRS SO^ to obtain 
independent coT^su-ltant to investigate c ircujn&tancee 
surrounding crane incident at plants to open plant to Itisp 
b<^ public & to investigate possible revocation of license 
DEVQUNO.R C Director's Office. Office of Inspection and 
enforcenient BO/iO/ld 2pp 21154 019 a^X 
Fiche 50-44 0> 83/ to/" 1 4. 6311100379 


— 3311100383 Forwards request for action under 10CFH2 ao& to obtain 
independent cpneuliant to investigate c ire UAistances 
surrounding crane incident at plant 

lodge,! J LotiqB. T J 33/09/27 Director's Office, Office 

Inspection and Enforcement Ip 51154 021 24X 

Fiche 50-440,83/10/14,0311100379 


— 8310170017 Complaint ir request for action under 10CFR2 20A for 
a-ppointment of independent consultant for investigation af 
830915 steam separator drop 

lodge, T J Sunflower Alliance 83/09/27 Director's Office, 

Office Pf Inspection and Enforceoient 3pp 21154 032 24X 

Fiche 50-440,83/10/14.8311100379 


3311140439 Ac k receipt of request for action. per J0CFR2 206, submitted 
on behalf of S 8a s s 5 Sunflower All lanc e. to obtain 
independent consultants to investigate circumstances 
surrounding crane accident Action unnecessary 
DEVOU^G,R C Director's Office, Office of Inspection add 

Enforcement 33/10720 LODGE,! J Lodge, T J app 211*7 134 

24X Fiche 50-4 40,83/10/20.8311140439 


—9311110205 Notice of receipt of request for action under 10CFR2 206 on 
behalf of & Sass t Sunflower Alliance to appoint independent 
consultant to Investigate orcunstanc es surrounding facility 
crane accident 4 open plant to public Inap 
DEVOUN'O, R C Director's Office, Office of Inspection and 

Enforcement 83/10/20 Ip 51167 133 24X Fiche SO-440. 

83/10/20, 831 1140439 


8311D3Q123 Answer opposing Ohio Citiiena for Responsible Energy 931014 
fflotlon for reco-ns ideratl on of ASLB 330809 memorandum & order 
granting summary disposition of Issue 13 re turbine 
missiles Certificate of Sve end Related correspondence 
SlLGERG.vT E Cleveland Electric Illuminating Co SILDERO, J E 
Shaw. Pittman, Potts 4 Troubrldge 83/10/31 Atomic Safety and 
Licensing Board Panel 9pp 21036 26B 24X Fiche 50-440,83/10/31 

8311030123 


Q311J401S2 nemorandum f, order dismissing addl QA issues & dosing QA 
record re inspector certification l< performance of DA 
Advisory Committee 

llLQCHi P 8 • BRIGHT, 9 0 , KLINE, ^ R Atomic Safety and Licensing 
Soard Panel 83/11/10 Ohio Citiiens for Responsible Energy 
20pp 21158 017 24X Fiche 50-440,83/11/10,8311140152 


0311170257 Memorandum declining to raise sua sponte issue re simulator 
training of reactor operators Current practice provides 
reasonable assurance of safety 

6LQCH,P Q . DRIGHT*C o , KLtNE.J R Atomic Safety and Licensing 
Hoard Panel 83/11/15 9pp 21213 293 24X Fiche 50-440,83/11/13, 

6311170237 


831122051] Motion to reopen discovery on Issues 6,8,14.15 b on any neu 
issue which may be admitted (or old ones readmitted! 

Discovery should be practically unlimited to develop full 
record Request not untimely Certificate of 8vc enci 
HIATT, 8 L Ohio Cltliens for Responsible Energy B3/11/I3 
Atomic Safety and Licensing Board Panel 8pp 21257 001 24X 

Fiche 50-440,83/11/15,6311220311 


8311290357 Notice of issuance of Director's Decision DD-83-17, deny ing 
Ohio Citizens for R^esponsible Energy 830420 motion under 
10CFR2 20* to dismiss OL application based on allegation Of 
util false statement re use of herbicides 

DEYOUNG, R C Director's Office. Office of Inspection and 
Enforcement 83/11/15 Ip 21310 233 24y Fiche 50-44^,83/11/15. 

□311290357 


— Q311S9035? Director's Decision DD-83-1 7. denying Ohio Citiiens for 
Responsible Energy 830420 motion under I0CFR2 20& for OL 
application dismissal Util made no Intentional false 
statement tb herbicide use Use adequately considered in FES 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 83/11/13 30pp 21310 234 24X 

Fiche 50-440,83/11/13.8311290337 


8311290232 Forutar^* MR Edetmar 831t0l Itr to BJ Vou/igblood re Isdue 1* 
of Ohio Citiiens far Rssponsfble Energy Interrogatory 9-26 
Ltr updates 8301 1 4 Itr N7o encl Sve list encl 

OLASSPIEGFL. H Shaw Pittman. Potts I Trowbridge OLASSP lEOEU^ H 
Cleveland Electric Illuminating Co 83711/22 HIATT, S L Ohio 
Citlirns fur Responsible Energy 2pp 21305 267 24X 

Fiche 50-440,83/11722,8311290232 


8311270222 Motion to reopen record on Issue 3 tb util control pf 
LK Comstock Co ASLB should investigate recent firing of 
two Comstock QC Inspectors Certificate of 6vc end 
HIATT, 8 L Ohio Citiiens for Responsible Energy 03/11/25 
Atomic Safety and Licensing Board Panel 7pp 21302 060 24X 

Fiche 50-440,83/11/25.0311290222 


M Antitrust correspondence 


8311210067 Informs that Director of NRR has made finding that no 
significant antitrust changes in licensee activities 
occurred after previous CP review Notice being transmitted 
to FR encl 

REGAN. H H Site Analysis Branch 83/11/14 DAVIDSON. D R 
Cleveland Electric Illuminating Co 2pp 21241 146 24K 

Fiche 50-440, B3/U/1 4, 831 1210067 


— 0311210072 Notice of findings of no significant antitrust changts 
& time for filing requests for roevajuatlon 

REOAN, U H Site Analysis Branch 83/11/14 45pp 2124L I4Q 
24X Fiche 50-440.83/11/14.8311210067 


— B31121O07O submits opinion re application of Section 105 of Atomic 
Energy Act to application NRC should hold antitrust hearing 
KAUPER. T E Justice, Dept of 73/12/17 SHAPAR, H K Atomic 
Energy CommlEslon Spp 21241 193 24X Fiche 50-440,83711714. 

8311210067 


0311290328 Forwards FR notice of finding of no significant antltruit 
changes *. of time for filing requests for reevaloation 
REGAN, N H Site Analysis Branch 83711/15 STUCKY. 8 N Dochetior 
& Services Branch Ip 21308 341 24X Fiche 50-440,83/11/15, 

8311290328 


—8311290330 Notice of finding of no significant antitrust Changti L of 
time for filing requests far reevaluation 

REGAN, N H Site Analysis Branch Q3/11/14 3pp 21308 342 24 X 

Fiche 50-440.03/11/15.8311290328 


O Inspection reports. IE Bulletins 6 correspondence 


D3O03OO797 IE Info Notice 83-69, "Improperly Installed Fire Oamport 
at Nuclear Power Plants ” Bve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response <Post 830103) 83/10/21 Consolidated Edison Co of New 

York, Inc I37pp 2U14 351 24X Fiche 50 - 000 , 83/10/21 . 630810079 *» 


B308310030 IE Info Notice 83-70, “Vibration Induced Valve Failures " 
Sve list encl 

JORDAN. E L «DlvlsioR of Emergency Preparedness & Engineering 
Response <Post 830103) 83/10/23 Consolidated Edison Co of Niu 

York, Inc H7pp 21057 219 24X Fiche 30-000,83/10/25,0308310030 


8308300799 IE Bulletin 83-07, Suppl 1, “Apparently Fraudulent Prorfucll 
Sold By Ray Killer. Inc ” Sve list end 

DEYQJNO, R C Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

I79pp 21070 170 24X Fiche 30-000.83/10/26,0308300799 


6300310034 IE Info Notice 83-71, “Defect in Load-Bearing Helds on 
Lifting Devices for Vessel Head 6 Internals “ Sve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 03/10/27 Consolidated Edison Co of NiJ 

York, Inc U3pp 21037 357 24X Fiche 50-000,03/10/27,0300310034 


0311020414 Ack receipt of 831021 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/83-27 %< 
90-441/83-26 

KNOP,R C Region 3, Office of Director 03/10/27 EDELKAN. M R 
Cleveland Electric Illuminating Co Ip S1014 329 24X 

Fiche 50-440.03/10/27,0311020414 


— 6311020432 Forwards response to NRC 630920 ltr re violations noted in 
IE Insp Repts 50-440/03-27 6 50-441/83-26 Corrective 
actions procedures manual revised It procedure developed for 
preliminary engineering review of design discrepancies 
EDELMAN.M R Cleveland Electric Illuminating Co 83/10/Sl 
KNOP, R C Division of Project X, Resident Programs 3pp 
21014 330 24X Fiche 50-440.03/10/27,0311020414 


8308310040 IE Info Notice 93-72, “Envlren Oua 1 1 f 1 c at 1 on Testing 
Eiperience ” Sve list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response {Post 830103) 83/10/20 Consolidated Edison Co of Niu 

York, Inc 13lpp 21195 024 34X Fiche 50-000,03/10/28,8300310048 


0311090333 Forwards l£ Inep Repts 50-440/03-30 X< 50-441/03-29 Oh 
031Oll-)4 £< notice of deviation 

LITTLE. W 3 Region 3, Office of Director 03/ 10/28 EDELKAN, N R 
Cleveland Electric Illuminating Co 2pp 2U04 220 24X 

Fiche 50-440.83/10/20,8311090333 
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— B3U090336 Notice 
little^ U S Reg 
522 20X 


up deviation from insp on 

lOTi 3, Office of Director G3/10/26 

Fiche 50-4^0< 93/ 10/2B* B31 1090333 


-B311090341 IF Insp Repts 50-440/83-30 8* 30-441/83-29 an 931011-14 
Noncomp 1 1 ancc noted inadeai^ate procedures h drauings to 
verify that dual element typo fuses installed m motor 
operated valve pouior circuits 

MERR 1 LEATHER, N . CONLGN. T B Region 2. Office of Director 
83/10/25 5pp 21104 223 24X Fiche 30-440*03/10/28.8311090333 


8308310057 IE Info Notice 83-73. '"Radiation Exposure From Olnves 
Contaminated W/U Daughter Products " Sve list enc I 

PARTLOW. J 0 Division of OA. Safeguards Si Inspection Programs (Post 
830103) 83/10/31 Consolidated Edison Co of Meid York, tnc 

n^ipp 21154 248 24X Flche 30-000.83/10/31.6300310037 


9311280001 Discusses mutian filed before ASLD bij SL Hiatt on behalf of 
Clhio Citiieiis for Responsible Energy for summary dlspusltlon 
Ic dismissal of ongoing re\.ieuj of PL application Foruartfi 
notice of violation 

KNHP.H C Region 3, Office of Director 83/11/10 EDELMAN, M R 
Clevelan<f Electric Illuminating Co 2pp 21279 052 24X 

Fiche DO-440. 03/11/ 10, 83i 129C081 


— 93il20QOB2 fJotice of violation based on util 6)1120 response re use cf 
herbicides Noncomp I i anc e noted failure to provide complete 
& accurate response re use of chemical compounds it methods 
of applicaiiun 

KNDP. R C Rrqion 3 Office of Director 93/M/lG 2pp 
21279 0 54 2 4X Tie he 30-440,03/11/18.831 1280001 


0 Reportable occurrences, UER s related correspondence 


B30031007A IE Info Notice 83-76. “Reactor Trip Orealter Malfunctions 
(Undervol tage Trip Devices on QE Type AK-2-2S Breakers) " 

Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of Nei- 

Yorki Inc llbpp 2l3l4 024 24X Flche 30-000. 83/ 1 1 /Oa. 8 30831 007r 


8311070499 becand interim rept re evaluation of P?2 pressure relief 
underdrain sys Initially reported on B30701 Preliminary 
Portland Cement Assoc evaluation indicates no adverse affect 
an strength of porous concrete Next rept by 840601 
CDEUMAN. ri R <levelsnd Electric niumlnatlng Co 83/10/29 

KEPPU-R. J 0 Region 3, Office of Director 2pp 21064 201 24X 

Fiche 50-440. a3/lP/r»5, D31 1070499 


8308310075 
9vc list 
JORDAN. E 
Response 
York. Inc 


IE Info Notice 83-75. "Improper Control Rod Manipulation " 
end 

L Division of Emergency Preparedness & Engineering 
(Post 830103) 83/11/03 Cansolidaied Edison Co of Neu 

114pp 21513 2S3 24X Flche SO-ODO. 03/1 1/03. e30a^lO07^ 


8311160115 Foriifards IE Const Appraisal Team Insp Repts 50-440/83-31 & 
50-441/83-30 on 030822-0923 li executive summary. Apps A l< B 
No noncompliance noted 

DEVOUNO. R C Director's Office. Office of Inspection and 
Enforcement 83/11/07 EDELMAN.M R Cleveland Electric 
Illuminating Co 9pp 21192 328 g4X Fiche 50-440. 03/ U /07i 
Q311160115 


—8311160124 IE Const Appraisal Team Insp Repts 50-440/63-31 & 
50-441/83-30 on 830822-0923 No noncQtnpl 1 anc* noted Major 
areas inspected adequacy of const, hardware, port 1 ons of QA 
program, exam of procedures ^ records it uork activities 
BEACH. A Q . eE0n<3IEV. 0 D . RDHRDACHER. R A Director's Office. 
Office of Inspection and Enforcement 03/10/57 12Dpp 
21193 336 24X Fiche 50-440.93/11/07.6311160115 


8J11170J39 Interim Deficiency Rept RDC 62<B2) re OE supplied HFA 
relays Due to delay in turnover of sgs. Insp of Unit 1 
delayed until First Quarter 1904 Unit 2 relays delayed until 
1985 Final repts expected 940427 l< 851220. resp ec tlvel y 
EDLLMAN.M R Cleveland Electric I 1 lumina ting Co 03/10/31 

KEPPLEH.xIQ Region 3. Office of Director Ip 21214 173 24X 

Flche 50-440.03/10/31,0311170239 


8311210223 Interim Deficiency Rept GACSOl re Transamerlca Delaval.Inc 
engine m.ounted fuel ail line on diesel generator engines 
Initially reported on 631011 Addl clamping devices 
installed Final rept by 940131 Also reported per Part 2i 
EDELMAN. M R Cleveland Electric Illuminating Co 83/11/10 

KEPPLER.JO Region 3. Office of Director 2pp 21835 182 24X 

Flcho 50-440.83/11/10,9311210225 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Ap pi Ic ation/c ons true t ion stage documents & correspondence 


8311280535 Forwards IE Insp Repts 50-440/83-32 h 50-441/03-31 on 
B31018'2i No noncamp 1 lane e noted 

LITTLE. W 8 Region 3. Office of Director 03/11/10 EDELMAN.fl R 
Cleveland Electric Illuminating Co 3pp 21S95 201 24X 

Flche 50-440.03/11/10.8311280535 


—8311280546 IE Insp Repts 50-440/83-32 50-441/03-31 on 03)019-21 No 

noncompliance noted Major areas inspected preservlce insp. 
previous insp findings. 10CFR50 55(e} items. IE bulletin 
activities & radiographs of Class 1 b II shop welds 
WARD. K D . DANIELSON. D H Region 3. Office of Director 03/11/10 
10pp 21285 203 24X Fiche 50-440.63/11/10.6311290535 


8311010015 IE Tnffl Notice 03-77. "Atr/Oas Entrainment Events Resulting 
in Sys Failures " 8vt list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/14 Consol i (fated Edison Co of New 

York. Inc ll4pp a4X Fiche 50-000.03/11/14.8311010013 


8311290184 Forwards IE Insp Repts 50-440/03-25 it 50-441/63-24 bn 
830726-29 & 1026-27 6 notice of violation 

STREETER, JF Regions. Office of Director 83/11/15 EDELMAN.M R 
Cleveland Electric Illuminating Co 2pp 21303 324 24X 

Fiche 50-440.03/11/15.8311290184 


— 831 1290189 Notice of violation from insp on 030726-29 b 1026-27 
STREETER. J F Region 3. Office of Dlrecfcor 63/11/15 2pp 
21303 326 24X Flche 50-440.93/11/15.6311290164 


—0311290195 IE Insp Repts 50-440/83-25 b 50-441/03-24 on 930726-29 b 
1026-27 Noncomp 1 iance noted inadequate processes monitoring 
6 Insp procedure b failure to implement adequate corrective 
actions 

KI8H. J N . VANDFL, T E . HUNTER. D, R Region 3. Office of Director 
63/11/15 9pp 21303 328 24X Flche 50-440, 93/1 1 /I 5. B3l 1290184 


8311010018 IE Info Notice 03-78, “Apparent Improper Mod of Component 
Affecting Plant Safety “ Sve list end 

JORDAN. E L Division of Emergency preparedness U Ernglneering 
Response (Pest 830103) 83/11/17 Consolidated Edlsi^n Co of New 

York. Inc 117pp 21603 001 24X Fiche 50-000.83/11/17.8311010018 


OJl 1100393 Grants request for extension to submit formal 120-day 
response to Generic Ltr 83-29 re generic implications of 
Salem ATWS events 

YOUNODLODD. B J Licensing aranch 1 63/10/30 EDELMAN.M R 

Cleveland Electric Illuminating Co 2pp 21154 140 24X 

Fiche 50-440.93/10/20.6311100393 


B30B310072 Beard Notification fl3-0DiA provides info re seismic risk to 
DWn plants QWR absolute core melt probability 6 risk results 
developed in limited BNL study not meaningful 

EISENHUr. D 0 Division of Licensing 63/10/26 PALLADINO.N J 
Commissioners lapp 21103 242 24X Fiche 50-000.93/10/26. 

Q30B3J 0072 


8311&10352 Foruords SFR based on rewietu of D30222 OE environ 
qualification program presented in Topical Rept 
NEDE-24326-P. Rev I Ooneric approach acceptable 
YDUNODLQOD. D J Llcanams Branch 1 63/10/26 EDELMAN. R 

Cluvcland Electric Illuminating C() 3pp 21159 i46 24X 

riche 50-440. (33/1 Q/?6. 831 1 ) 10352 


— 6311110354 SER re NEDE-24326-P. Rev 1. "Acceptability of OE Environ 
dual If icat ion Program to Perry Nuclear Power Plant. Units 
1 & 2 " Generic approach described in rept acceptable 
* Licensing Branch 1 93/10/26 17pp 21)59 149 24X 

Flche 50-440. 83/10/26, 6311 i 1030a 


0310310403 Generic Ltr 03-38 to all licensees of operating power 
reactors t applicants for QL re NUReG-0965i “NRC Inventory 
of Dams " Foruarda •t'IUREG-096 5 "NRG Inventory of Dams"- for 
info only W/o end 8/c list end 

EISENHUT.D <3 Division of Licensing 03/10/31 Consalldeted 

Edison Co of New York. Inc I4pp 21104 015 24X 

Flche 50-000.93/10/31.0310310403 


9311020051 Generic Ltr 93-35 to all licensees ef operating reacters, 
applicants for OLs 6 holders of CPs re clarification of TMl 
Action Plan Item 1 1 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
E18ENHUT.D 0 Division of Licensing 03/11/02 Consolidated 
Edison Co of New York. Inc I6pp 2)184 OOl 24X 
Fiche 50-000,63/11/02.0311020051 
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BDllQ'yoaBl Responds to Generjc Ltr 63-23 re generic iflip 1 1 ca t Ions 
of Salem ATWS events Lftil cooperebing td/GE 8 * BWR OuiTiers 
Group to determine be^eline for equ-i pment c las ti fleet 1 on & 
vendor interface Abd 1 response expected in Apr 1934 
LDELMAN.hr Cleveland Electric Illuminating Co 63/11/02 
EISENHUT.D G Division of Licensing 2pp 21103 179 243< 

Fiche 50'44Or 33/1 1/02. 331 109D381 


3311160157 Farufards status of si|s component evaluatlDTi (jorkihdets for 
use In detert^ming facility readiness far environ 
qualification audit. per request at 331101 meeting 
EDELMAN.M R Cleveland Electric lUt/mlnating Co 83/il/09 
YOUNSBLOOD. 0 J Licensing Branch I 4pp 21192 U9 24 If 
Fithe 50-440> 33/1 1/09. B3U1601S7 


£ NRC Safety Evaluatton Report (SER). suppls & correspondence 


BJ1121D1B4 Informs that imp rovejnents identified in 330114 ltr will be 
installed prior to fuel load Minor deviation from info re 
variable leg piping identified Info submitted per SER 
licen&e Ccndition 4 

LBELHAM.M R Cleveland Electric 1 1 1 uml natl ng Co 03/11/01 
YQUNSDLD0B> D J Licensing Branch 1 Ip 21232 331 24X 

Flche 50-440,83/11/01.8311210184 


F Securltyj medical, eflieraency it fire protection plans 


8310200362 Generic Ltr S3-33 tP all licensees |c applicants of nuclear 
pouer reactors re nrC positions on certain Tequirements of 
App R to 10CFR50 Sve List end 

EISENHUT. D G Division of Licensing 83/10/19 Consolidated 
Edison Cd of Nsbf York. Inc 2lpp 21114 3S9 24X 

Flchd 50-000*03/10/19.3310200362 


0 Adjudicatory correspondence 


8311030123 AnsuJer opposing Ohio Citiiene for Responsible Energy Q3I014 
motion for rec onsid or atio-n of ASLD 8308-09 memorandum order 
granting summary disposition of Issue 13 re turbine 
missiles Certificate of Sve end Related correspondence 
BILBBRO.U E Cleveland Electric Illuminating Co srLDERO.J.E 
Bhdui Pittman. Potts 6 Treubridge 83/10/31 Atomic Safety and 

Licensing Board Pane) 9pp 21039 268 SAX Flche 50-440.83/10/31. 
8311030123 


□311140152 riemorandLim L order dismissing addl OA Issues 1* closing QA 
record re Inspector certification 4 performance of QA 
Advisory Committee 

DLOCH/P B . BRIGHT. 0 0 . HLIME. J R Atomic Safety and Licensing 
Board Panel B3/1I/10 Ohio Citiiens for Responsible Energy 
SOfp 21158 017 2431 Fiche 50-440.93/11/10.8311140153 


831 1 170257 Memarandum declining to raise sua sponte issue re simulator 
training of reactor operators Current practice provides 
seasonable assurance of safety 

□LOCH. P D . BRIONT. 0 D . KLINE. >1 R Atomic Safety and Licensing 
Board Panel 83/1 l/l5 9pp 21213 893 24K Fiche 50-440,03/11/13, 

□31 1170257 


8011220511 Motion to reopen discovery -on Issues 616 . 14. 19 L on any neu 
issue uhich nay be admitted (or oid ones readmitted) 

Ols-covery should be practically unlimited to develop Full 
record Request not untimely Certificate of 8 vc end 
HIATT. S L Ohio Citizens for Responsible Energy S3/11/19 
Atomic Safety and Licensing Board Panel 8 pp 21257 001 24X 

Fiche 50-440.83/11/13.8311320311 


0311290357 Notice of issuance of Director's Decision DD-83-1 7. deny Ing 
Ohio Citiiens for Responsible Energy 030428 motion under 
IDCFRS 206 to dismiss OL application based on allegation of 
util false statement re use of herbicides 
DEVDUN9. R C Director's Office* Office of Inspection and 
Enforcement B3/li/l5 ip 21310 233 24X Fiche 50-440. 83/ 1 1/13. 

8311290337 


—“9311290339 Director's Decision DD-S3-i7. denying Ohio Citiiens for 
Responsible Energy 030420 racJtlon under IGCFR2 286 for OL 
application dismissal util made no intentional false 
statement re herbicide use Use adequately considered in FES 
DEY0UM5. R C Director's Office* Gffice of Inspection and 
Enforcement 83/11/15 SOpp 21310 234 a4X 
Fiche 30-440. 83/11/15.8311290337 


Q31129023S Forwards MR Edelman 631101 ltr to BJ Youngblood re Issue 14 
cf Dhio Citiiens Poi. Responsiblr Energy Interrogatory 9-26 
Ltr updates 030114 ltr W/o end Sve list end 

GLASBF'IEGEL. H 8 haw* Pittman. Potts 6 Trouibrldgc GLASSPIEOEL* H 
Cleveland Electric I J tuml nat Ing Co B3/11/22 HIATT, S L Ohio 
Citiiens for Responsible Energy 2pp 21303 267 a4X 
Fiche 50-440. B3/U /2a. 93 1 1 290232 


0311290222 Motion to reopen record on Issue D re util control of 
LK Comstock Co ASLB should Investigate recent firing of 
tuo Comstock QC inspectors Certificate of Bve end 
HIATT. S L Ohio Citiiens for Responsible Energy 63/11/25 
Atomic Safety and Licensing Board Panel 7pp 2130S D60 B 4 X 
Fiche 50-440.83/11/25.8311290222 


M Antitrust correspondence 


6311210067 Informs that Director of NRR has made finding that no 
significant antitrust changes In licensee activities 
occurred after previous CP revieu Notice being transmitted 
to fH end 

REOAN. H H Site Analysis Branch Q3/11/14 DAVIDSON. 0 R 
Cleveland Electric Illuminating Co 2pp 21241 146 24X 

Fiche 30-440.03/11/14.8311210067 


— 6311210072 Notice of findings of no significant antitrust changt* 
6 time for filing requests for reevaluatl on 

REOAN. H H Site Analysis Branch 83/11/14 45pp 21241 148 
24X Fiche 50-440,03/11/14.8311310067 


— 8311210078 Submits opinion re application of Section 105 of Atomic 
Energy Act to application NRC should hold antitrust hearing 
KAOPER.T E Justice. Dept of 73/12/17 SHAPAR. H K Atofllt 
Energy Commission Spp 21241 193 24X Fiche 30-440.03/11/14. 

0311210067 


O Inspection reports. lE Bulletins I. correspondence 


0300300797 IE Info Notice 03-69. "Improperly Installed Fire DompiPt 
at Nuclear Power Plants ” Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/10/21 Consolidated Edison €0 of Niu 

York. Inc i37pp 21114 351 24X Fiche 50-000.03/10/21.8300300797 


8300310030 IE Info Notice 03-70. "Vibration Induced Valve Fallurei " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness It Englnaarlng 
Response (Post 630103) 83/10/25 Consolidated Edison Co of Ne-i 

York. Inc ll7pp 21057 219 24X Fiche 50-000. 03/10/25. 83063 1003<> 


0308300799 IE Dulletin 63-07. Suppl 1. "Apparently Prauduiant Prodvctl 
Bold fly Ray Miller. Inc " Sve list end 

DEYDUNO. R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of N*u York* Inc 

I79pp 21070 170 24X Fiche 50-000.83/10/26.8308300799 


8300310034 IE Info Notice 63-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head I* Internals " Sve list «nc 1 
JORDAN. E L cflvialon Of Emergency Preparedness & Enginssrlng 
Response (Post 830103) 63/10/27 Consolidated Edison Co o# Neu 

York. Inc ll3pp 21057 357 24X Fiche 50-000.03/10/27.0300310034 


8311020414 Ack receipt of 831021 ltr Informing NRC of steps tak.en to 
correct violations noted in I£ Insp Repts 50-440/03-27 i( 
50-441/83-26 

KNOP. R C Region 3, Office of Director 83/10/27 EDELMAN* M R 
Cleveland Electric Illuminating Co ip 21014 329 24X 

Fiche 50-440.03/10/27,8311020414 


— 0311020432 Forwards response to NRC 030920 ltr re violations noted In 
IE Insp Repts 30-440/03-27 $. 50-441/83-26 Corrective 
actions procedures manual revised 6 procedure developed for 
preliminary engineering review of design discrepancies 
EDELMAN.M R Cleveland Electric Illuminating Co 03/10/21 
KNDP. R C Division of Project 6 Resident Programs 3pp 
21014 330 24X riche 50-440.93/10/27.8311020414 


□308310046 IE Info Notice 63-72. "Environ Oual i fication Testing 
Experience " Sve list end 

JORDAN. E U Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/10/20 Consolidated Edison Co of Nru 

York, Inc I31pp 2U55 024 24X Fiche 50-000.83/10/20.8306310040 


□311090333 Forwards IE Insp Repts 50-440/83-30 ft 50-441/03-29 on 
031011-14 t* notice of deviation 

LITTLE. W S Region 3. Office of Director 83/10/20 EDELMAN. M R 
Cleveland Electric Illuminating Co 2 pp 21104 220 24X 

Fiche 50-440.03/10/20.0311090333 


— B31 1090341 IE insp Repts 50-440/83-30 «< 50-441/83-29 on B3I011-14 
Nencompl lance noted inadequate procedures t< drawings to 
verify that dual element type fuses installed In motor 
operated valve power circuits 

MERR I WEATHER. N . CONLON. T E Region 2 . Office of Director 
83/10/25 5pp 21104 223 a4X Fiche 50-440.83/10/28.6311090333 
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B30B3i0057 IE Info Notice 83-73i “Rodidtion Exposure From Oloves 
Contdininatcct n/U Dou^htor Prodvjcfc& " Svc list end 

PARTLQWi J G Division of QA, Safeguards E< Inspection Progroms <Post 
B30i03> 83/10/31 Consolidated Edison Co of Neu York. Inc 

ll 6 pp 2HSA 2gB 2AX Fiche 50-000. 83/ 10/ 31, B30B310057 


Q30B3i0076 IE Info Notice 83-7&. "Reactor Trip Dreaker Malfunctions 
(Undervoltage Trip Devices on QE Type AK-2-a3 Breakers) *' 
avc list encl 

jOf?DAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 83D103) 63/ i 1 /OS Consolidated Edison Co of rie^j 

York. Inc liSpp 2l5H 024 24X FicKe 90-000, 03/1 1/02, 83083 1007^, 


8308310075 IE Info Notice 83-75. "Improper Control Rnd Mankputation ’■ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Neu 

York, Inc ilApp 21913 253 24X Fiche 50-000, 83/1 ! /03^ 83083 10075 


B3111&01i5 Forwards IE Const Appraisal Team Insp Repts S0~440/B3-3l 
90'44l/B3“30 qn 830822-0923 fx executive su/nmarg. App s A «• 8 
No none omp 1 i anc e noted 

DEYOUNQ,R C Director's Office, Office of Inspection and 

Enforcement 83/11/07 EDEl.MAN, M R Cleveland Electric 

Illuminating Co 9pp 21192 328 24X Fiche 30-440,03/11/07. 

831 111,01 IS 


—0311160124 lE Const Appraisal Team Insp Repts S0-440/B3’-3l &t 
50-441/83-30 on 830822-0923 No noncompliance noted Major 
areas inspected adequacy of const, hardware! port i ons of QA 
program, exam of procedures l< records tt work activities 
QEACH.A B , GEORQIEV, 0 B . RQHRBACHER, R A Director's Office. 
Office of Inspection and Enforcement B3/JO/37 iSOpp 
21192 336 24X Fiche 30-440,83/11/07,8311160115 


8311280339 Forwards IE Insp Repts S0-440/8D-32 «c 50-441/83-31 on 
631018-21 No noncomp 1 lance noted 

LITTLE, U S Region 3, Office of Director 83/il/kO EDEUMAN, M R 
Cleveland Electric Illuminating Co 2pp 21285 201 24X 

Fiche 50-440,83/11/10,8311260335 


—8311280546 IE Insp Repts 50-440/63-32 h 50-441/03-31 on 831018-21 Wt> 
noncoinp 1 lance noted Major areas inspected preservice tnsp, 
previous insp find logs, lOCFRSO S5(e) items, IE bulletin 
activities 6 radiographs of Class I 1 1 shop welds 
WARD. K D . DANIELSON, D H Region 3, Office of Director 63/11/10 
IQpp 21289 203 24X Fiche 50-440, 83/ I 1 /I 0« 831 1280539 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Events Resulting 
in Sys Failures " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B3D103) 83/11/14 Consolidated Edison Co of Net,) 

York, Inc li4pp SAX Fiche 90-000,83/11/14.831 1010015 


8311290184 Forwards IE Insp Repts 30-440/83-29 U 50-441/83-24 on 
8307S6-29 (< 1026-27 6 notice of violation 

STREETER, J r Region 3. Office of Director 63/11/15 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 21303 324 2 4X 

Fiche 50-440,63/11/19,8311290104 


—0311290189 Notice of violation from insp an 030726-29 t 1026-27 
STREETER. JF Region 3, Office of Director BD/ll/iS 2pp 
21303 326 24X Fiche 90-440,03/11/15,6311290184 


—8311290199 IE Insp Repts 90-440/83-25 U 90-441/83-24 an B30726-29 U 
1026-27 Noncomp! lance noted Inadequate processes monitoring 
insp procedure h failure to implement adequate corrective 
actions 

KlBHrJ N , UANDEL, T E , HUNTER, 0 R Region 3, Office of Director 
83/11/13 9pp 21303 32S a4X Fiche 30-440,63/11/15,8311290184 


0311010018 IE Info Notice 03-78, 'Mpparont Improper Mod of Component 
Affecting Plant Safety " Svc list encl 

JORDAN, E L Division of Emergency Preparedness &c Engineering 
Response (Post Q3D103) 63/11/17 Consolidated Edison Co of New 

York, Inc 117pp 51603 001 24X Fiche 50-000.03/11/17.8311010018 


8311280081 Discusses motion filed before ASLD by SL Hialt on behalf of 
Ohio Cltiions for Responsible Energy for summary disposition 
t< dismissal of ongoing revieu, of OL application Forwards 
notice of violation 

KNOP.R C Region 3, Office of Director 03/11/18 EDELMAN.M B 
Cleveland Electric Illuminating Co 2pp 21279 032 24X 

Fiche 50-440,83/11/1010311280081 


— 631126DD62 Notice of violation based on util 811120 response re use of 
herbicides Noncompl iance noted failure tu provide complete 
accurate response re use of chemical compounds methods 
of application 

KNOP.R C Region 3, Office of Director 83/11/10 2pp 
21279 054 24X Fiche 50-440, 03/1 1/10, B31 12BQDBI 


S Reportable oc c urrenr ea, LERs l« related c orros pondcnce 


OJl 1070499 Second intei krii rept re evaluation of P72 pressure relief 
underdraln sys Initially reported on 930701 Preliminary 
Portland Cemient Assot evaluation Indicates no adverse effect 
on stiergih of porous concrete Nert rept by 840601 
EDLLMAN.M R Cleveland Electric 11 lumlTiatiTig Co 83/10/25 

KKPPLL'R.J 0 Region 3, Office of Diiectar 2pp 21064 201 SAX 

Fiche 50-440. 03/10/25. B31 1070499 


GJ1J170239 Interim Deficiency Rept RDC 62(92) re GE supplied HFA 
relayn Due to delay in turnovar of sys, Insp of Unit 1 
delayed until First Quarter 1964 Unit 2 relays delayed until 
1965 Fanal repts expected 040427 ^ 051220. respect 1 velg 
EDtLMAN. t1 R Cleveland Electric Illuminatlfig Co 83/10/31 
KEPPLER,J G Region 3 , Office of Director Ip 21214 173 aAX 
Fiche 50-440.93/10/31,8311170339 


•0311S1DP23 Interim Deficiency ftept 94(63) re Transamerlca Delaval.Inc 
engine mounted fuel oil line on diesel generator engines 
Initially reported on 831011 Add 1 clamping devices 
Installed Final repc by 840131 Also reported per Part 21 
EDELMAN.M n Cleveland Electric Illuminating Co 83/11/10 

KEPPLER.J G Region 3, Office of Director 2pp 2)233 1B2 24X 

riche 58-440.93/11/10.8311210225 


DOCKET SO -443 SEADROQK NUCLEAR STATION. UNIT 1 


A Appl ic atlon/construc 1 1 on stage documents b corresponde^nce 


S3 1 1 DAO 16? PQIA request far documents re probabilistic i^lsk asiessments 
performed for facility & computer printouts showing results 
of evacuation time studies for facilities 

S HOT WELL, J A Ma ssac h uset t s* Commonwealth off 83/07/00 Office 

of Administration 2pp 2105B 344 24X Fiche 30-443,03/07/08, 

6311049169 


8311210004 Partial response to FQIA request for documents re PRA 
performed far facility & computer printouts showing results 
of evacuation time studios conducted by or far NRC Foriuards 
App A documents Search for addl documents In progress 
FELTON, J li Division of Buies and Records 03/08/02 SHOTWELL, J a 
M assachusetts. Commonwealth of 6 pp 21242 091 24X 

Fitho 50-443,03/00/02,0311210004 


— 92I22904B0 Forwards evaluation of reliability study for auxiliary 
feedwater sys Sgs considered acceptable 

THADANI.A Rellatility & Rish Assessment Branch 82/12/19 
PABR, O Auxiliary Systems Qranch 6 pp 21246 091 24X 

Fiche 50-443,93/09/02,8311210004 


—9305160272 Forwards meterolog I cal input data for Apr 197? - Mar 1900 
far CRAG 2 computer program 

QPICKLER, 1 Meteorology «< Effluent Treatment Branch 93/04/04 
UOHL. M Accident Evaluation Qranch 3pp 21246 059 24X 

Fiche 50-443,93/09/02,9311210004 


— 6311210011 ^'ECCS Large/Ml LOCAs Fault Tr ee, Beabroo k Station " 
Supporting d ocumentat i on end 

s Public Service Co of New Hampshire 03/08/02 612pp 

81242 OIB 24X Fiche 30-443.03/08/02,8311210004 


— 0311210044 Forwards review of rellabilltij analysis of emergency 
feedwater sys Comments roqueated 

FAPAZOGLDU. t A Hrookhaven National Laboratory 62/10/29 
TBAO.v) Reliability Sc Risk Assessment Branch Lp 21245 21S 
a 4 X Fiche 30-443, 03/08/02, B31 1210004 


— 0311210049 Draft "Review of Beabrooi Units 162 Emargency Feedwatei 
Sys Reliability Analysis " 

FREBCa, A , VOUNOBlOOD. n . PAPAZOGLOU, I A Drookhaven National 
Laboratory B2/10/31 NRC - No Detailed Affiliation Given 
I90pp 21245 213 a4<( Fiche 30-443, 63/06/02, 931 1210004 


9311290392 FOJA request on behalf of New England Coalition on Nuclear 
F'oLlutlon for documents re allegations concerning const 
defects at facilities 

CURRAN, D Harmon ?, No las 83/09/09 FELTON. J" M Division of Rules 
and Records Ip 21310 335 24X Fiche 50-443,83/09/09,8311290392 


□311040162 Further response to F9IA request for documents re 
probabilistic risk assessments performed for facility 6 
computer printouts showing results of evacuation time 
studies for facilities Forwards NunEO/CR-2903 H/p end 
FELTON. J M Division of Rules and Rpcorda 83/00/10 SHOTWELL, J 4 
Massachusetts. Commonwealth of lp 21058 343 24x 

rich* 90-443.03/00/10,0311040162 
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0311290393 Responds to FOIA rpqUifSt For documents re 3llee<*tiQn« 
facilities Foruards App A Docijments 1-4 Docuft>er»ts also 
avallalila in POR Pocuirent 3 placed in PDR dockat file 
FELTON 1 J H Division of Rule* and Records 83/09/01 CURRAN- D 
WareiOTi «. Neiss 2pp 21310 3S6 24X Flche 30-000,83/07/01, 

□31 1290393 


— 0311290393 ''Tasi Interface Agrennent," covaring Seaproo k/cryjtal River 
3 all egatians 

HOLAHAN, 0 NRC - So Dsealled Affiliation Olvan STAROSTECUr, R 
Reg I DTI I, Office Of Director 63/09/01 2pp 321310 336 24X 
F i c h t SO'OOO, 83/09/0 1 . 03 1 1 2 90393 


— 83U290404 Foruards Reckoning Itr to E erunner re nllegatian* 
concerning fac i 1 1 ttes^ to be included in Ooard Notification 
03-Jai yf/o end 

EISENHUTrDO Division of LKenslng 83/00/17 NOVAK. T 
Division of Licensing Ip 2i310 3il 24X Flcba 30-000,03/09/01* 
831 1290393 


0311010013 Board Noti Picafcien 83-121A forwards followup info m 
allegations of safety relief valve load combinations 
Allegations do not identify any design deficiencies tbat 
would affect public health !< safety 

NOVAK, T Assistant Director for Licensing 63/11/00 AtoAic 
Safety and Licensing Board Panel 7pp 81109 351 24K 

riche 30-443,03/11/08,8311010013 


— 8311160163 Advises that RH Vollmer 831101 memo to DO ElienhiJt I 
Of MarkobiitJ 831025 1 tr to NRC Should be transmitted to ASLd 
& parties as board notification 

EISENHUT, D 0 Division of Licensing 03/11/07 NflVAK, T 
Assistant Director for Licensing ip 21272 258 g4X 
Fiche 30-443,83/11/08,0311010013 


— 0311160160 /responds to 031021 telephone discussion re sal^mic 
calculations & related concerns 

MARKawiTZ, O T Affiliation Unknown 03/10/25 TER AO* 0 MRf - hJ 
Detailed Affiliation Olven 4pp 21872 265 24X 

Flche 50-443.03/11/06,6311010013 


B311O4O140 Ferwards “Control of Reavy Loads at Nuclear Poiuer Plants, 
Sdairoak 1/Pifcs 1 & 2 (Phase r> ” 

KNIOHTOM, 0 W Licensing Branch 3 83/10/14 HARRISON, R J Public 

gervlce Co of New Hampshire 3pD 2I06B OIB 24X 

Flche 50-443,03/10/14,8311040140 


--03I1D4O144 ‘’Control of Heavy Loads at Nuclear Power Plants, fieahrqot 
Units 1 £c 2 (Phase I) " 

JENSEN, a A , STICKLEY, T M £08.0. Inc PJH A-6457 eoO-HS-6373 

63/08/31 NRC - No Detailed Affiliation Olvsn 3lpp 

S1068 021 24X Flche 50-443,83/10/14,8311040140 


0311030030 Denies 8307O9 rei^uest for eitenslon of submittal of response 
to Oeneric Ltr B3-36 “Clarlf Ica^ion of peq,uired Actions 
Based on Ofneric Impl icat ions of Salem ATNS Events 
Req.uffst«d info, to extent practical . required by 031103 
KNIOHTON.O U Licensing Branch 3 83/10/16 HARRI8T0N. R J Public 

Service Co of New Hampshire 4pip 21047 315 24X 

Fit he 50-443,83/10/19,0311030030 


031121-OOlS Adviast that 830018 response td FSAR Question 260 20 re 
ftens subj to QA program controls ac ceptaM e, eicap t as 
poted in end 

KNIGHTON, 0 N Licensing Branch 3 83/10/21 HARRISON. R J Public 

Service Cg of New Haispshlre 5pp 21241 336 a4X 
Flche 50-443,03/10/21,0311210015 


8311300071 Approves 830825 request for withholding ‘'Self molag icil 4 
Oeological stud les, Hiraml ch 1 Area, Drunswlc k 8« Central HH" 
from public d isc losure, per I0CFR2 790 

KNIOHTQN, 0 H Licensing Branch 3 83/11/14 DEVINCENTJB, J Vahtll 

Atomic Electric Co 8pp 21321 331 24X Flche 50-443* B3/M/14, 

031 1300071 


C Utility Environmental Report (ER>, amends & correspondence 


0311210004 Partial response to FDIA request for document* re PRA 
performed for facility f. computer printout* showing result* 
of evacuation time studies conducted by or for NRC ForJ^Fd* 

App A documents Oearch for addl documents in progress 
FELTON. J M Division of Rule* and Records 83/06/02 EMOIHELL.JJ* 
Nassacbuset to, Commonwealth of 6pp 21242 00| 24X 

Flche 30-443, ^3/09/02, B3l 1210004 


— B110200050 Comments on Section 7 1>7 2 «« 7 3 of util environ rept 
Insufficient detail to make Informal judgement re validity 
if sequence proPab 1 1 Iti e* presented 

THADANl,A c Reliability It Risk Assessment Branch 81/lO/OT 
HOUSTON, R U. Accident Evaluation Branch Ip 21243 S70 
Flche 50-44^3,03/00/02,8311210004 


D NRC Praft/Flnal Environmental Statements, lupplt I* corFespondenc i 


6311160351 Requests update of mastar list of sa f etg-rala ted equipment 
qualification 6 installation status prior to onsite audit of 
seismic le dynamic qualification program 

KNIGHTON, DM Licensing Branch 3 93/10/23 HARRlSDMrn J Public 

service Co of Hev Hampshire 3PP 21193 273 24X 

Flche 50-443,83/10/23.8311160351 


8310310403 Generic Ltr 03-38 to alJ licensees of operating power 
reactor* & applicant* for OL re NUREG-0963. "NRC Inventory 
of Dams ’■ Forwards NUiReG-0965 "NRC Inventory of Dams^ for 
info only H/o encl Svc list end 

EfSENHUT. 0 G Division of Licensing B3/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21184 015 24X 

Fictic 30-000,63/10/31,0310310403 


0311210004 partial resppnse to FOIA request for docum«nt« Fi PflA 
performed for fagillty & computer printout* showing results 
of evacuation time studies conducted by or for NRC Forwerdi 
App A documenf:* Search for addl documents in progress 
FELTON, J M Division of Rules and Records 03/00/02 SHOTWELL, J A 
Massachusetts. Commonwealth of 6pp 31242 001 24X 

Flche 50-443,03/00/03,6311210004 


—0203160520 For*uards De 9 Input re cere melt accident liquid pathway 
analysis 

LEAR, 0 Hydrologic j« Geotechnical Engineering Branch. 92/03/0^ 
HULMAN, L O Accident Evaluation Branch ilpP 21344 133 24* 
Flche 30-443,83/08/02,0311210004 


0311020051 Generic Ltr 83-35 to all llceniees of operating reactors, 
applicants for OLs t< holders of CPs re clarification of TMl 
Action Flan Item ri K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8vc list end 
EI8£NHUT,D 0 Division of Licensing G3/J1/02 Consolidated 
Edison Co of Nku York. Inc 16pp 2I1B4 ODI S4X 
Fiche 50-000, 83/1 1/02,031 1020051 


8311150129 Forwards WJ Gallagher affidavit re generating capacity 
Affidavit should be added to 631017 application Por Amend 
5l to license application 

RITSHER.J A Ropes b Gray 03/11/07 Division of Licensing ip 
21174 270 24X Flche 30-443, B3/l!/07, 0311 1 50129 


— 63111S0132 Affidavit of WJ Oallagher to be added to 03lOi7 applicabfort 
for Amend 51 to Hcefise application r# transfer nf joint 
ounerehlp interest 

GALLAGHER.W J Vermont Electric Cooperative, Inc 03/11/04 Ip 
2(174 271 24X Fiche 50-443.03/11/07,0311130129 


03112301*6 Corifirm-f wk of 040227 for nest Caseload Forecast Panel site 
VJ 5J t 

KNIGHTON, 0 W Licensing Branch 3 03/11/07 HARRISON, R J Public 

service Co of Neiw Hampshire 4pp 21299 300 24X 

Fiche 50-443,83/11/07,8311230166 


—6203190496 Forwards Accident Evaluation Branch input to BE3 i" 

environ impacts of postulated accidents 

HaUSTON,R W Assistant Director for Radiation Protection 
02/03/12 TfDESCO,R L Assistant Director for Llcen*lFQ 67pf 
21244 152 24X Fiche 30-443,03/06/02,8311310004 


— 0200100367 Reciuests review Of end State of KH Comments on fecitHv 
DES Response should be submitted by 820616 
MJRACLIA, F J- Licensing Branch 3, 02/00/02 HULMAN» L <» 

Accident Evaluation Branch Ip 21245 008 24X 

Flche 50-443.63/08/02,6311210004 


— 0209270032 Expresses apprecietinn for cooperation In developwenk of 
DES DES adequately represents issues re NFDEB permit 
SUTTON.L A Environmental Protection Agency Ba/07/O7> 
fHftAGLlA,F J Licensing Branch 3 2pp 31B4 5 086, 24X 

Fiche 50-443, 83/06/02,8311210004 


— 0209270035 Comments on DES Insufficient evidence exists to state 1h*t 
proposed transmission lines would not affect inhabitants 
in transmission corridor 

CHIESA.r L Nadlsigh, Starr, Peters, Dunn ^ Kohls 62/07/07 
WHEELER, L L Office of Nuclear Reactor Regulation, Dlractor 4pp 
21245 093 24X Flche 50-443, 03/08/02, 031 121 0004 


— 0210130041 Forwards Accident Evaluation Branch response to addl publi( 
comments on DES, per FJ Hiraglia 620730 request Proposed 
revisions to DES and 

HOUSTQNiR w Assistant Director for Radiation Protection 
82/09/24 NOVAK, T Assistant Director for Licensing aopp 
21245 104 24X Fiche 50-443, 03/08/02, 031 1210004 
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-03M2100S4 ForiiiartJs DES populdtian valu9-5 ”-^8311150205 Rev 1 to t mg hou^« Dijjners Gi oup Emergency Response 

O'REILLY* J NRC No Detailed Affiliation Given 82/03/03 Quidclmes v/alidation Program " 

TF^ADANIpM NRC - No Detailed Affiliation Given 2pp 21244 131 » tie ^tlnghouse Operatin-g Plants Ouners Croup 83/10/31 201pp 

24X Fiche 30-443. B3/0B/0a. 8311210004 21100 117 24X Fiche 50-443. 83/ 10/3 1 . 83 U 150279 


E NFIC Safety Evaluation Report (SER), supp 1 1 * correspondence 


Q3l 121000-4 Partial response to FOlA request for documents re PRA 
performed for facility L computer printouts shouing results 
of evacuation time studies conducted by or for NRC Foruards 
App A documents Search for add! datuments In progress 
FELTON* J M Division of Rules and Records 63/09/02 SHOTWELL. -J A 
Massachusetts. C ommomaoa 1 th of 6pp 51242 001 24X 

Fiche 50-443,03/08/02.8311210004 


— 6212010140 Notifies that responses to Seacoast Anti-Pollution League 
interrogatories must be received by 021115 Response to 3tate 
of NH Interrogatories must be received by B21119 
KNIGHTON. 0 N Licensing Branch 3 02/11/13 HULMAN. L G 

Accident Evaluation Dranch Op P 21243 028 24X 

Fiche 30-443,03/08/02,8311210004 


D31 10301 Odi Notifies that need to install electric heaters in diesel 
generator air intake plenum obviated* per 030214 tt 0^4 Itrs 
revised response to SER Open Issue I Annotated FEAR page, 
addressing engine response at lom temps, end 

EEVINCENTI8, J Yankee Atomic Electric Co DEVINCENTIB* J Public 
Eervice Co of Neui Hampshire 83/10/28 KNIGHTON. O U Licensing 
Sranch 3 Spp 21037 si 5 54X Fiche 90-443, B3/10/2D, 831 1Q30I06 


631 12BO409 Forwards addl info re solid raduaste handling syt per 
Bectlon 11 4 of &ER Detailed description- of planned 
permanently installed tys ulll be provided in update of 
f BAR 

DEVINCENTIS, J Yankee Atomic Electric Co QEVINCENTI6. J Public 
Service Co of Neu Hampshire 83/11/22 KNIGHTON. G U Licensing 
Branch 3 Bpp 21284 249 24X Fiche 50-443.83/11/22,8311230489 


F Security* medical, emergency & fire protection plans 


0311210004 Partial response to FOlA request for docu^nents re PRA 
performed for facility & computer printouts shouilng results 
Of evacuation tlmte studies conducted by or for NRC Foruards 
App A documents Search for addl documents in progress 
FELTON* %J M Division of Rules and Records 83/00 / 02 BHOTUIELL. J A 
Massachusetts, Commonueal th of dipp 21242 001 24X 

Fiche 30-443,03/00/02,0311210004 


--0311210003 Draft estimates of evacuation clear tiroes (hrs/ml nutes k* 
Table 7 4-6 Supporting docu/nentation end 
* Public Service Co of Neu Haropshire B3/0B/O2 7pp 
21242 010 24X Fiche 50-443,83/08/02*0311210004 


-'0311210017 Requests that evacuation stds be 4n place prior to 
allocating funds for evacuation plan Addl steps requested to 
ensure population uithin plume tone considered in decision 
to grant OL 

PEAVER, R C I HaLLINGNQRTH* D New Hampshire, Stats of 01/11/19 
Neu Hampshire* State of 2pp 21243 278 24X 

Fiche 50-443*83/08/02,8311210004 


— 0311210023 Objects to proposed amends to lOCFRSO.App E uheraln 
successful completion of emergency preparedness exercise 
would not be required prior to ASLAQ or ASLD Issuing 
decision re full pouer operation 

KAR&TQN, w , HEALEY, J , fllOOI.H A Hampton. NH 82/01/00 
Docketing & Services Drench ip S1244 066 24X 

Fiche 50-443.03/08/02*8311210004 


8 31 1040163 Further response to FOlA request for documents re 
pr ahab 1 1 1 Stic risk assessments performed for facility 
computer printouts shouing results of evacuation time 
studies for facilities Forwards NUREO/Cn-2903 W/0 end 
FELTON, J H Division of Rules and Records 83/00/18 8HQTUELL, J A 
Haosac husetts, Commonwealth of Ip 2109 8 343 24X 

Fiche: 30-443, 03/08/18, 831 1040162 


0310200362 Generic Ltr 83-33 to all licensees tc applicants of nuclear 
power reactors ro NRC positions on certain requirements of 
App Ft to 10CFR50 Svc list end 

EISENHUT.DO Division of Licensing 03/10/19 Consol Idatad 
Edleoin Co of Neu Vork, inc 2lpp 21114 329 24X 

Fiche 50-000.03/10/19,83X0200362 


0311130279 Forwards Rev 1 to "Meetinghouse Ooiners Group Emergency 
Response Guidelines Validation Program*" per NURE0”-0737i 
Item 1 C 1 

SHEPPARD, J J Nestlnghouse Operating Plants Owners Group 

6HEPPARD, J J Carolina Pawer S, 'Light Co 03/10/31 CRUTCHFIELD* D 

Operating Reactors Branch 5 2pp 21180 115 24X 

Fiche 90-443*83/10/31*8311150279 


0311140223 Notification of Significant Licensee Meeting 03-96 on 83110® 
in King of Prussia.PA to discuss licensee status of 
emergency planning for planning regional Insp program 
CROCKER.HH Region i. Office of Director 03/11/04 Region 1. 

Office of Director ip 31164 103 24X Fiche 50-443,83/11/04, 

0311 140325 


0 Adjudicatory correspondence 


0311210004 Partial response to FOlA request for documents re PRA 
performed for facility It computer printouts shoulng results 
■of evacuation time studies conducted by or for NRC For war d s 
App A documents Sear-ch for addl documents in progress 
FELTON, J M Division of Rules and Records 83/08/02 SHOTNELL. J A 
Massachusetts. Commonwealth of 6pp 21243 OOl 24X 
Fiche 90-443,03/00/02,0311210004 


--3211030557 Forwards list of review branches u/hearlng c out ent ions 
within scope of review responsibilities L ASLQ order 
establishing contentions L parties fco hearing process (I/O 
list of ravie-ui branches 

KERRIGAN* J D Licensing Dranch 3 03/10/18 PARR, O D Auxiliary 

Bystems Dranch 3pp 21245 209 24X Fiche 90-443,03/00/02* 

831 1210004 


B309230252 NemOTandum I* order reminding parties to comply with 
10CFR2 712 requirements for serving pleadings on counsel -Sc 
FEHA Failure to comply constitutes grounds for rejection of 
p leading 

HOVT, H F Atomic Safety and Licensing Board Panel B3/09/2i New 

England Coalition on Nuclear Pollution 2pp 2046? 146 24X 

Fiche 90-443.03/09/21,0309230252 


0311010272 Motion fpr correction of 830817-19,23 6 31 testimony 
transcr Ip ts 

SHOTUELL.vJA Massachusetts, Commonwealth of 63/10/26 Atomic 
Safety and Licensing Hoard Panel 4pp 20978 305 24X 

Fiche 90-443.03/10/26,0311010272 


— 031 1010276 Prop osed findings of fact I, conclusions of law re New 
England- Coalition on Nuclear Pollution Contentions ni 12 t, 

13 re evacuation time study Certificate of Svc end 
BHOTUELLiJA Massachusetts. Commonwealth of 83/10/26 26pp 
20970 309 24X Fiche 50-443,83/10/26,8311010272 


6J11D30051 Motion to compel applicant response to 831009 
Interrogatories 1 tt 4 Objections are w/o bails Response 
irrelevant Related correspondence 

DACKU3* R A Seacoast Anti-Pollution League DACKUS, R A Dackus, 
Shea Cl Meyer 03/10/26 Atomic Safety and Licensing Board Panel 

4pp 21027230 24X FI che 90-443, 83/ 10/26. 031 1030051 


— B3i 1030093 Proposed findings of fact 6 conclusloni of law on New 
England Coalition on Nuclear Pollution Contentions ill 12 & 

III 13 Cert 1 f lie,! te of 3vc end 

DACKUS, n A Seacoait Ant 1 -Pql 1 ufcion League BACKUS. R A Backus 
Bhoo U Meyer 03/10/26 IBpp 21027 234 a4X 
Fiche 50-443,03/10/26.0311030051 


6311070173 Informs of intention to file counterreip onse to applicant 
030926 response to Town of Beabrook contentions 
Counterresponse will be prepared at 831116 meeting in 
beabraok. NH 

SMALL* E N SBabraok, NH 83/10/26 HQVr, M F Atcnilc Safety and 
Licensing Board Panel Ip 21061 299 B4X Fiche 90-443,03/10/26. 
D311D70173 


0311030061 Reply opposing NRC B31034 motion fco respond to petitioner 
request to amend knlervantian petition Response barred by 
rules of practice Certificate of Svc end 

DDHERTV, J F Doherty, J F 03/10/27 Atomic 8afety and Licensing 

Board Panel 2pp 21029 040 24X Fiche 90-443*03/10/27,8311030061 


0311030074 Advises that Commanwealth ef MA external radiological 
emergency response plan ti-ill be submitted for FEMA revietJ li 
concurrent approval by Dec 1983 

DDULAY. R J Massachusetts* Commonwealth of 83/10/27 HOVT*H F 
Atomic Safety and Licensing Board Pane] 2pp 21029 345 34X 

Fiche 90-443, 83/10/ «!7* 831 1030074 


Q311030197 Response to Interrogatories re draft State of MH 
radiological eroergancy response plan Certificate of Svc 
enc 1 Related correspondence 

SNIREN. 8 J Federal Emergency Management Agency 83/10/27 
Beacoost Anti-Pollution League 9pp 21038 311 24X 

Fiche 90-443,03/10/27.0311030157 
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03tl0i0303 PoTtjards artsuier to Neui England Coalltlcn on Nuclvar 
Pollution 631013 contention* 'on State of NH evacuation time 
5 tudv 

QAD-P K Ropes t Grai| GAD* R K Public Serviea Co of Nau 
Hamp-shira B3/10y2& Office of the Secretary of the Co^i^misBion 

Ip a097B 344 24X Piche 50'-443, 83/10 /'EB. 031 1 0 10303 


--□311010305 Ansvaer to New England Coalltian on Nuclear PoLlutlon 631013 
contention! re State of NH ev-^cuatiori time study Validity of 
Independent studies not lltlgable issue Certificate of Svc 
end 1 

DIONAN. T G . GADyR K Putklic Service Co of Ncui Hampshire 
DIONAN, T G Ropes U Gray 03/10/20 Atomic Safety ^nd 

Licensing Doard Panel I4pp 20970 345 24X 

FUhfc 30-443^03/10/28,0311010303 


8311010350 Matldn for d t squa 1 i f i cat i an 6 recusal of Judge Hoyt & motion 
for rec onBideratlon of Hoyt ruling on applicant motion for 
summary disposition h motion, for reAearing Judge Hoyt 
eiMblted animosity h bias 

2ALESHJ,MA MassachusettSi Cammonueal th of 03/10/20 Atomic 

Safety and Licensing Board Panel 3pp 20973 094 24X 

riche 50-443* e3/lO/?S, 831 J0I035B 


■ — 831)010361 Memorandum supporting Atty General FX Bellottl motion for 
disqualification it recusal of Judge Hoyt (< motion for 
reconsideration of Hoyt ruling on appliicant motion for 
summary disposition & motian for rehearing 

ZALESkiI*K A Massachusetts. Commonuiealth of 83/10-/28 Atomic 

Bafcty and Licensing Board Panel 58pp ^0973 097 24 X 

Fiche 50-443*63/10/28.0311010350 


—B31 1010364 Affidavit Of JA Shotwell re Atty General FX DeJlottl motion 
for disqualification of Judge Hoyt Certificate of Svc end 
SHOTMELL.J a Massachusetts* CommonusaltK of 03/10/26 I4pp 
20973 155 24X Ftche 50-443*03/10/28,8311010398 


8311090240 Contentions for litigation re State of NH evacuation time 
study Neu evacuation time study not res judicata to Phase I 
□F proceedings Certificate of SVC end 

UACKOSj R A Seacoast Ant i -Pol lutlon League DACHUS, R A South 
Hampt-pn* NH 03/10/28 Atomic Safety and Licensing Board Panel 

12pp 21099 1S8 P4X Fiche 50-443*83/10/28*6311070240 


0311040035 Motion for enlargement of time to 831031 to file proposed 
findings of fact & conclusions of law Certificate of Svc 
end 

SISQEE,G D New Hampshire* State of B3/i0/31 Atomic Safety and 

Licensing Board Panel 4pp 21051 100 24X Ficfie 50-443*83/10/31* 

6311040035 


8311040097 Proposed findings of fact It conclusions of law re State of 
NH Contention 20 Applicant emergency action levels 
I nadequa te 

PISBEE.G □ New Hampshire* State of 83/10/31 6pp SlOSl 071 
24X Fiche SO '443*83/10/31,83 11040097 


8311030194 Response opposing Atty General Dellottl 831007 motion for 
summary disposition of State of MA Contentions I-tV, Sea coa s t 
Anti-pollution League 5 t* New England Coalition on Nuclear 
Pollution 3*4,3*7*12 it 13 Certificate of Svc end 

GAO*R K * DIGNAN,T G Public Service Co of New Hampshire GAD, R K 

Ropes t* Gray 63/10/31 Atomic Safety and LicenslTig Board Panel 

14pp 21071 317 24X Fiche 50-443,03/10/31,8311000194 


8311030154 Order extending ttme until 831108 for Commission to act to 
review ALAB-737 

CHILK* S J Office of the Secretary of the Commission 63/11/01 
Commissioners Ip 21038 341 a4X Fiche 50-443,03/11/01* 
8311030154 


□311030130 Order granting State of NH motion for extension to 831101 to 
file proposed findings of fact 6 conclusions of law on 
Contention NH— 20 Findings accepted into record 

H3yT*H F Atomic Safety and Licensing Soard Panel 83/11/02 New 
Hampshire* State of 2pp 21037 124 24X Fiche 50-443, 83/1 1 /02* 

Q3ii03iO>30 


8311070214 Order denying 031007 motion to disqualify Judge Hoyt from 
licensing proceeding 

HOYT. H F Atomic Safety and Licensing Hoard Panel G3/I1/02 
Seacoast Anti-Pol lut 1 on League 7pp 21061 340 24X 

Fiche 50-443,03/11/02.8311070214 


□311090157 Forwards answer tf> Atty General Dallotti motion to compel 
answers to interragator i es Sr requests far documents re 
emergency plannf-ng 

OAOi R H Ropes 6 Cray CAD.R K Public Service Co of New 
Hampshire 83/11/03 affice of the Secretary of the Commission 
Jp 21109 160 24X Fiche 50-443*03/11/03.6311090137 


— 8311090)66 Answer opposing Atty General Bellottl motion to compel 
answers to interrogatories Sc requests for documents re 
emergency planning for State of NH Applicants will syppl 
answers to Interrogatories 3,8 U 9 Certificate of Svc end 
DIGNAN, T 0 . gad. R K Public Service Co of New Hampihlr* 
DIGNAN.TG Ropes & Gray 03/11/03 Atomic Safety and 

Licensing Board Panel 9pp 21102 169 24X Fiche 50-443, 

03/11/03, 0311090157 


8311070301 Responds to Senator Kennedy 631103 request for reply to 
831001 Itr re allegations of purposely being passed over by 
AELB for appearance Judge Harbour proposes that statement 
be submitted for record 

HQVT*H F Atomic Safety and Licensing Board Panel 03/11/04 
NDRD. C I Affiliation Unknoum 2pp 21105 218 24X 

Fiche 50-443.03/11/04,0311090301 


8311180209 Requests record be made of author objections to manner in 
which Judge Hoyt conducted selection of speakers for 831031 
public hearing 

PEVEAR.R C New Hampshire* State of 63/11/04 Atomic Safity 4''fl 
Licensing Board Panel 0pp 21225 312 24X Fiche 50-443,82/11/04, 

6311180209 


B311150345 Forwards motion to disqualify Judge Hoyt* for distribution ta 
Interested parties Related correspondence 

MARBTON* W , BREIBETH*8 Hampton Falls* NH 03/11/07 Atcmlc 
Safety and Licensing Board Panel Ip 21178 214 24X 

Fiche 50-443*63/11/07,8311150345 


— 031U90350 Motion to disqualify Judge Hoyt per lOCFfig 704<cl due to 
persistent evidence of bias & hostility 

MARSTON, N . QRE7SETH* 5 * PEVEAR.R C Hampton Falls* NH 03/ 11 /Of 
Atomic Safety and Licensing Board Panel 4pp 21170 215 S4 
Fiche 50-443*03/11/07*8311150345 


6311100144 Order extending time until 031116 for Commission to act td 
review ALAD-737 

CHILK, 9 J Office of the Secretary of the Commission 83/11/06 
Commissioners Ip 21140 344 24X Fiche 90-443*03/11/08. 

6311100144 


0311150320 Response opposing Seacoast Anti-Pollution League iridtian td 
compel answers to Interrogatories 1 & 4 Certificate of 0vc 
one 1 

GAD, R K Public Service Co of New Hampshire GAD* R K Rdpei W 
Gray 63/11/00 Atomic Safety and Licensing Board Panel 9pp 
21176 126 24X Fiche 50-443,63/11/03*8311150328 


0311150406 Forwards response to State of MA Atty General Bellottl 
031028 motion* to disqualify Judge HP Hoyt 

GAD, R K Ropes Sf Gray OAD* R K Public Service Co of New 
Hampshire 03/11/08 Office of the Secretary of the CommiislGn 
Ip 21175 329 24X Fiche 90-443. 83/11/00* 0311150406 


—831115040? Answer opposing State of MA Atty Oenerol Bellottl B310SQ' 
motion to disqualify Judge HF Hoyt Motion untimely b fails 
to show bias Certificate of Svc end 

DIONAN, r G * OAD* R K Public Service Co of New Hampshire 
DIGNAN, T O Ropes & Gray 03/11/08 Atomic Safety and 
Licensing Board Panel JSpp 21179 330 24X 

Fiche 50-443* 83/1 ]/0B* 0311 150406 


63111S019B Notice of appearance of Div of Consumer Counsel In 
proceeding to support Seacoast Anti-Pollution League motion 
to dismiss Unit 2 OL application 

Z1tser*D S Connecticut. State of 63/11/10 4pp 21172 394 244 

Fiche 90-443*03/11/10*8311190190 


8J1119D232 Order sustaining in part 6 denying In part Atty Oaneral 
Bellottl motion for correction of transcript Corrections 
listed 

HOVTiH F Atomic Safety and Licensing Board Panel 03/11/10 
Massachusetts* Commonwealth of 4pp 21169 239 24X 

Fiche 50-443. 03/11 / 10* S31 1150232 


8311150237 Informs that DR Lewis should be deleted from svc list & 
CF Kagan should be added 

COPELAND, J E Atomic Safety and Licensing Board Panel 63/11/10 
Public Service Co of New Hampshire Ip 21181 189 24X 

Fiche 90-443*63/11/10*8311150237 


8311150250 Memorandum tt order scheduling prehearing conference in Jan 
1904 to discuss commencement of hearings on offsite 
emergency planning contentions Hearing scheduled for 831213 
indefinitely postponed 

HOYT* H F Atomic Safety and Licensing Board Panel B3/il/i<> Ip 
a 1 180 361 24X Fiche 50-443,83/11/10,8311150250 
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B3L1150G4B Foruards response to Toun of Hampton Falls^ Q3l 107 motlan to 
disqualifi; Judge HQi|t 

OAD*R K Ropes Gray GAOi R K Public Service Cn of Ncu 
Hampshire 83/11/10 Office of the SecrOtary of the Conmloslon 
Ip 21177 072 2^X Fiche 30-443.03/11/10,0311150340 


--03111SO353 Response opposing Toun of Hampton Falls Q301D7 matlon to 
disqualify Judge Hoyt Certificate of Svt ^ncl 
GAD. R K j DIGNAN/T 0 Public Service Co of Neui Hampshire 
GADi R K Ropes !< Gray 83/ll/iO Atotnlc Safety and Licensing 

Board Panel Spp 21177 073 24X Fiche 50-443,03/11/10. 

□311130348 


6311130401 Response opposing Saacoast Anti-Pollution League B31026 
contentions on State of HH evacuation time etudg Contentions 
unrelated to study Certificate of Sve enc 1 

DIGNAN, T 0 , GAD. R K Public Service Co of New Hampshire 

UIGHAN. T 0 Ropes L Gray 63/11/10 Atomic Safety and Licensing 

Dnard Panel Spp 2117^ 241 24X Fiche 30-443.63/11/10.0311150401 


B31U7Q1Q0 Order denying JF Doherty 63090& petition for leave to 
intervene Petition failed to show good causf for late filing 
L extent to which participation would not be represented by 
existing parties 

HOVT.H r Atomic Safety and Licensing DoardI Panel 83/15/15 

DOHERTY. J F Doherty. J F 9pp 21215 333 24X 

Fiche 50-443.63/11/13.0311170160 


6311160199 Response opposing applicant & NRC answers to Saacoast Anti" 
Pollution League motion for disqualification of Judge Hoyt 
Answers fail to addres* critical issue re appearance of 
bias 

BACKUS. R A Seacoast Anti-Pollution League DACKUS.n A Backus. 
9hea tt Meyer 63/11/15 Atomic Safety and Licensing Board Panel 
I7pp 21223 331 24X Fiche 30-443.63/11/15.8311180199 


— 6311100202 Motion to delay hearings on offsite emergency planning etate 
b local plans should be completed b reviewed prior to 
hearings Certificate of 6vc and 

BACKUS. R A Seacoast Anti-Pollution League DACKUS. R A OacXus< 
Shea b Meyer 83/11/14 Atomic Safety and Licensing Board 
Panel 6pp 21223 348 24X Fi c h e 50-443. 83/ 5 1 / 13. 831 1 180199 


0311170186 Memorandum b Order ALAD-74B. affirming Judga Hoyt 631102 
order denying Seacoast Anti-Pollution League 831007 motion 
for disqualification of Judge Hoyt Disqualification not 
justified Judge Rosenthal concurring opinion end 

shoemaker. C J Atomic Safety and Licensing Appeal Panel 03/11/16 
Atomic Safety and Licensing Board Panel lApp S1219 1 B6 84X 
Fiche 50-443.83/11/16,6311170166 


6311210106 Motion to compel answers to Atty General Bellotti 8307129 
interrogatories b requests for production of documents to 
FEMA re emergency planning for State of NM Certificate of 
Sve end 

SHOTUELL. J A Massachusetts. Commonwealth of 63/11/16 Atomic 
Safety and Licensing Board Panel lOpp 2tS39 055 24X 

Fiche 50-443.63/11/16.6311210186 


8311210194 Reply opposing applicant b NRC responses to New England 
Coalition on Nuclear Pollution contentions re State of NH 
evacuation time study estimates Certificate of Sve end 
CURRAN. D , JORDAN. U 8 New England Coalition on Nuclear Pollution 
CURRAN. D Harmon b Weiss 63/11/16 Atomic Safety and Licensing 
Board Panel 13pp 31235 099 24X Fiche 50-443.63/11/16, 

631 1210194 


8311320475 Forwards response to 031107 Itr limiting BCQpa pf 
Interrogatory 2 FEMA is not party to proceeding b is not 
required to respond to interrogatories served under 
10CPR2 740b or to produce documents Related correspondence 
CASSIDY, B P Federal Emergency Management Agency 63/11/16 
CURRAN, D Harmon b Weiss 2pp 21259 173 S4X 
Fiche 50-443.83/11/16.8311220475 


--631 1220481 Amended response to Interrogator la b 2 rt providing 
reasonable assurance that adequate protective rneaetires can b 
will be taken in event of radiological omergencyi Certificate 
of Sve end Related correspondence. 

BWIREN, B J Federal Emergency Management Agency 03/11/10 New 
England Coalition on Nuclear Pollution App 21259 176 24X 

Fiche 50-443,83/11/16.6311220475 


B31 1220487 Advises that author will be unavailable an 640116.27 b 
0213-24 for prehearing conference Conference shotiLd he 
rescheduled 

CASSIDY. D P Federal Emergency Management Agency 83/11/16 
HOVT.H . LUEBKE. E A . HARBOUR. J Atomic Safety and tlcentiny Board 
Panel ip 21236 354 24X Fiche 50-443163/11/16,8311220407* 


0311220459 Advises that time for Commission, to review ALAB-737 
expired Commission declined review Decision became final 
agency action an 031116 

CHILK.S a Office of the Secretory of the Commission Q3/n/2t 
Public Service Co of New Hampshire ip 21239 123 24X 

Fiche 90-443.63/11/21.8311220459 


6311280069 Order denying State of MA 031020 motion for disqualification 
b recusal of Judge Hoyt b for reconsideration of Judge Hoyt 
ruling on motions for summary disposition b rehearing 
HOVT.H F Atomic Safety and Hcenslng Dnard Panel 03/11/22 
Massachusetts, Commonwealth of 4pp 21278 294 24x 

Fichu 90-443.83/11/22, 8311280069 


6311280060 Motion for disqualification of Judge Hoyt due to personal 
bias toward Intervenors b local representatives Dehavlor 
created appearance of bias Recusal required by Commission 
rules Affidavits b Certificate of Bve enci 

CURRAN. D , JORDAN. W 5 New England Coalition on Nucisar pollution 
CURRAN. D Harmon b Heiss 83/11/23 Atomic Safety and Licensing 
Board Panel 46pp 21279 124 24X Fiche 90-443. 03/ 1 1 /23. 

0311280060 


031 1300244 Memorandum b order affirming Judge Hoyt 031122 order 
denying Atty Oeneral FX Bellotti 631D8B motion for 
disqualification tf recusal of judge Hoyt 

OHOEHAKER.C j Atomic Safety and Licensing Appeal Panel 83/11/28 
14pp 21312 033 24X Fiche 50-443.83/11/26,0311300244 


8311300836 Forwards corrected 031123 motion for dlsquaiif Ication of 
Judge Hoyt Revised copy does not contain affidavits or 
exhibits, but corrects typographical errors in original 
motion 

CURRAN. 0 Harmon b Weiss CURJRAMi D New England Coalition on 
Nucioar Pollution 83/11/28 HOVT.H F Atomic Safety and Licensing 

Board Panel Ip 21312 116 24X Fiche 50-443. 03/ 1] /29, 031 130Q296 


•6311300261 Corrected motion for d I equal If Icatlon of Judge Hoyt 
Certificate of Sve end 

CURRAN, D , JCRDAN.W J New England Coalition on Nuclear Pollution 
CURRAN. P Harmon b Weiss 63/11/60 Atomic Safety and 
Licensing Board Panel 33pp 21312 ll7 24X 
Fiche 50-443,03/11/20.6311300256 


031130026B Order denying New England Coalition on Nuclear Pollution 
831123 motion far disqualification of Judge Hoyt Matters 
addressed in motion previously ruled an 

HOVT.H F Atomic Safety and Licensing Board Panel 63/11/28 New 

England Coalition on Nuclear Pollution Ip 21312 107 24X 

Fiche 30-443.83/11/28,6311300268 


H Oeneral f orrespondenc » 


0311040118 Requests applicant provide Town of Rye.NH w/copy of 
financial repts. in response to 830907 Itr 

KNIGHTON. 0 w Licensing Branch 3 83/10/11 CNICICBTER.G 09* 

Nuclear Intervention Committee 3PP 21056 196 S4X 
Fiche 50-443.83/10/11.8311040118 


M Antitrust correspondence 


e3lU90ia9 Forwards WJ Oallaghor affidavit re generating capacity 
Affidavit should be added to 83101? application for Amend 
51 to license application 

RITSHER, J A Ropes b Gray 83/11/07 Olvltion of Licensing Ip 
21174 270 24X Pic he 50-443. 03/1 1/07. 031 1 190129 


— B311150132 Affidavit of WJ Gallagher to be added to 631017 apflUailo-n 
for Amend 51 to license application re transfer of joint 
ownership interost 

OALLAGHERi W J Vermont Electric CaopeTatlve, tnc 83/1 1/04 Ip 
21174 271 24X Fiche 50-443,83/11/07.8311150129 


Q Inspection reports, IE Bulletins b correspondence 


8308300797 TE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants ** Bve 11 et end 

JORDAN. E L Divlaion of Emergency Preparedness b Engineering 
Response (Post 030103) 03/10/21* Consolidated Edison Co of Nsw 

York, tnc I37pp 21114 391 24X Fiche 50-000,83/10/21.3308300797 


0300310030 IE Info Notice 83-70. "Vltratlan Induced Valve Failures *’ 
avc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 03/10/25 Consol Idatfld Edison Co, of New- 

York. Inc 117pp 21057 219 34X Fiche 50 - 000 , 83 / 10 / 29 , B30Q 31 0030 
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e30B30{>7^9 IE BuUetU 03-07. Batumi I- "Appar^ntU FrauduHtit Products 

DE^OuSi Tt of Inspection and 

oLlO Consolidated Ed J son Co of New Vork. Inc 

t;^;r aioro ^yo ^x FI Che 50-000.03/10/26,6308300799 


n'5ft^3l0O3A IE Ufo Notice 83-71* "Defect in Load~D*ar ng Welds on 
®^LlfUnrD*ace^ for Vessel Head 6 Internals " Sve list end 
JDRdJn.E I Division of Emergency 
Response iPosi 0301031 83/ 10/27 

York. Inc llDpP '** 


21057 357 


Consolidated Edison Co of New 
34)( Fichfl 30-000.83/10/27,0300310034 


8308310048 iE Irfo Mtttlce 83-72. "Environ Oual i ff cation Testing 
fcjperitPC* '■ S^c list end , „ , 

joRnAN. E L Division of Emergency Preparednesi k Engineering 
R^sbonse iPost B3Q103J 03/10/88 Consolidated Edison Co of Ne4J 

Vd irc 131P1> 21155 024 24X Fic he 30-000, 03/10/30. 8308310048 


Atk receipt of 831013 1 tr informing NHC of steps taken to 
iivred vtoUkions noted in IE Insp BepU 50-443/03-13 k 
50^444/03-10 Current controls prohibit use of engineering 
change autKori letlfl'. for const convenience alone 

STPROSTECKI, P Division of Project k Besident Programs 83/10/20 
KaqRlSON.i? >f Public Service Co of New Hampshire 2pp 21193 107 
24X Fiche 50-443.03/10/28.0311160009 


— 0311160096 Responds to NfiC 830912 Itr re violations noted In IE Insp 
Rfrftts 50-4 43/03-13 S' 50 - 444 / 03-10 Corrective actions mgt 
.asSo issued to engineering staff reinforcing requirement for 
concurrence in generic engineering change author i lat ion 
DEViNCENTISf J Yankee Atomic Electric Co DEVfNCENTlS, J Public 
service Co of New Hampshire 03/10/13 BTAROSTECKI, R Division 
qf Project 6 Resident Programs 3pp 21193 109 24X 

Fit he S 0 - 443 > 83 / 10 / 28 . 831 1 160009 


6308310057 IE Ipfo Hotiee 03-73, "Radiation Eiposure From Oloves 
Contaminated W/U Daughter Products " 8vc list end 
P ARTEC W. J <5 Division of QA. Safeguards t, Inspection programs tPost 
B3Q103) 83/10/31 Consolidated Edison Cd of Neu Vark. Inc 

116pp 21154 340 24X Fiche 50-000,03/10/31.0300310057 


— 8311080071 "Rapt of Sol f-lhi tiatdd Const Project Evaluetion, * condi^^lef 
during 0210,35-1105 6 utilliing INFO objectives t< tritirla 
e Public Service Co of New Hampshire 82/12/07 I7app 
21088 139 34X Plchd 50-443,03/04/26.0311080063 


G Reportable occurrences. LbRs 6 related correspondence 


0311010226 Interim deficiency ropt re attachments to M^s-| pipe 
supports 6 SVC Air sys NN8 supports Initially reported oh 
830714 InvestlgAtlon continuing Next rept uiU be submitted 
by 831104 

OEV INCENT 18, J Yankee Atomic Electric Co DEVINCENTIO, J Public 
Gervlce Co of Neu Hampshire B3/D9/28 STARDSTECKI, R Dlvlkion cl 
Project t. Resident Piograms Ip 20993 009 34X 

riche 90-443, 83/09/20, 03 1 1010226 


8311010337 Interim deficianey rept re suspect NDE exams Otetus of 
Pullman-Hlgg ins rea xam/reevaluation program provided Add) 
rept uri It be submitted by 831130 

DEVINCCNTIS, J Yankee Atomic Electric Co DEVINCENTIB, J Public 
service Co of New Hampshire 83/10/12 STAROSTECKl. R Division of 
Prpjoct I< Resident Programs 3pp 20979 308 24X 

Flcho 50-443,03/10/12.8311010337 


83IU00J43 Interim deficiency rept re sve & circulating ueter pumphouse 
structural inadequacy Required structural mods for sve uater 
portion of pumphouse scheduled to be complftod by 031030 
final rept will be submitted by 031219 

DEVINCENTIB. J Yankee Atomic Electric Co DEVINCENTIB. J PublU 
bervlce Co of New Hampshire 03/iO/l3 8TAR0BTECKI, R DivitloA o» 
Project 8, Resident Programs 3pp 21134 196 24X 

ritho 90-443,83/10/13.0311100249 


0311100319 Interim deficiency rept re Tube-Line Corp piping elbows net 
In compliance uf/ASHE III & purchase order requlrfmenti 
Initially reported on 830622 Testing per lE Bulletin 83-06 
In progress Nest rept by 031230 

DEVINCENTIB. J Yonkeo Atomic Electric Co PEViNCENTia. J Public 
Service Co of New Hampshire 83/10/28 STARDSTECKI, H Dlvlilorv ** 
Project 6 Resident Programs 3pp 21228 169 24X 

riche 90-443,03/10/20,6311180319 


8300310076 IE Info Notice 03-76, "Reactor Trip Breaker Halfunctlons 
(Undervoltaje Trip Devices on CE Type AK-2-a9 Breakers) " 

Sve list encl 

JORDAN, £ L Division of Emergency Preparedness U Engineering 
Reaoonse <P«-st 630103) 03/11/02 Consplldated Edison Co of New 

York. Inc Miff 21914 024 24X Fiche 90-000, 03/1 1 /{)2, 0308310076 

B3D8310Q75 Info Notice 03-75, "Improper Control Rod Manipulation " 
avc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPost 830103) 83/11/03 Consolidated Edison Co of New 

York, Inc ll4pp 21513 253 24X Fiche 90-000, S3/1 1/03, 0300310079 


9311140225 Motlflcation of Significant Licensee Heeling 83-96 on 03UD9 
In King of Prussia. PA to discuss licensee status of 
emergency planning for planning regional insp program 
CROCKER,H W Region 1. Office of Director 03/11/04 Region 1, 
Office of Director Ip 21164 103 24X Fiche 90-443, 83/ 1 1/04, 

0311140225 


8311010015 IE Info Notice B3-77, "Air/Cas Entrainment Events Resulting 
In Sys PaiJuTBs " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Engineer itig 
Response (Fast 630103) 83/11/14 Consolidated Edison Co of Neu; 

Vaik. Inc 114pp 24X Fiche 50-000,83/11/14, 0311010019 


8311010010 le Info Notice 03-73, “Apparent Improper Nod of Component 
Affecting Plant Safety “ Sve list encl 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Reepoos* (Post 030103) 83/11/17 Consolidated Edison Co of New 

Yoi i. Inc I17pp 2)603 001 247 Fiche 50-000, 03/1 1/17, 8311010018 


0311D7O472 ronouiip to Part 21 rept re potential failure of 
Weottnghouie Type 8A~1 relays (IE Info Notice 03-63) Add) 
potential problems ditcussed in encl Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
UWVALL, D D Broun Boverl Corp (subs of Drown Doverl k Co . Ltd • 
03/11/03 DCVOUNO, R C Director's Office. Office of Inipsctlon 4(^4 
enforcement iSpp 21067 347 24X Fiche 90-000,83/11/03. 

0311070472 


8311100339 Interim deficiency rept re attachments to hWB-l pip* 
supports t( svc#alr sys NN8 supports Initially reported on 
030714 Potential 10CFR90 &9 (b) items remain under 
evaluation Addl rept will be provided by 831130 
DEVlNCENTie, J Yankeo Atomic Electric Co DEVINCENTIB, V Public 
Bervice Co of New Hampshire B3/U/I0 STARDSTECKI, R. OIvUlo«> of 
Project Resident Programs Ip 21227 150 24X 

riche 90-443.03/11/10.0311180309 


T Hearing transcripts on non-anti trust matters 


0311010272 Motion for correction of 830817-19.23 k 31 tcstlmong 
transcripts 

GHOTWELL, J A Maseachusetti. Commonwealth of 03/10/26 J 
Safety and Llcenalng Board Panel 4pp 20970 305 24X 

riche 50-443,83/10/26,0311010272 


‘-8311010278 Proposed findings of Pact tc conclusions of laV ri K*w 
England Coalition on Nuclear Pollution Contentions III i2 V. 

13 re evacuation time study certificate of Sve encl 
SHDTWeUL, J A Massachusetts, Commonwealth of. 83/10/26 2bpp 
20970 309 24X Fiche 90-443,83/10/26.0311010272 


R Periodic operating reports & related correspondence 


6311000065 Forward* "Rept of Self-Initiated Const Project Evaluation, 
conducted during 02)025-1)05 I, utiltiing INP0 objectives It 
crl tei la 

DRUNNER.E j Division of Project & Resident Programs 83/04/26 
TAVUOR, J H Diractor’s Office, Office of Inspection and Enforcement 
eiSENHUT. D G Division of Licensing Ip 21088 136 24X 

Fiche 50-443,63/04/26,8311080065 


— B3I10B0D67 Forward* 'Rept of Self-Initiated Const Project Evaluation, 
utililimp INPO objectives & criteria 

DEVINCEMTI8. J Public pervlt* CO of New Hampshire 02/12/3(1 
HAYNES. H C Region ), Office of Director 4pp 21008 137 24X 

Fiche 50-443, 03/04/26,8311080065 


6311100008 Forwards correct document for insertion Into 030817 
transcript foilduing Page 1,016 coveriny evacuation clear 
time estimatee Par areas near site o i 

EYSTER.R E Tayloe Associates 83/11/02 WILDER, P Atomic Safety 
and Licensing Board Panel ]p 21140 240 24X 

Fichu 90-443. 03/11/02,8311100000 


DOCKET 90-444 SEADROOK NOCLEAR 0TAT1ON, UNIT 2 
A Appl ication/constructi on stage document* k correspondence 


8311040169 FQIA request for document* re probabilistic risk asse**ri#n 
performed for faclllitt k computer printouts showing results 
□ f evacuation time studies for facilities 

SKOTWELL. J A Massachusetts. Commonwealth of 83/07/08, OrFi • 
of Administration 2pp 21050 344 24X Fiche 90-443, 83/ (?7/ 08. 

8311040169 
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S31 1210004 Partial responae to FDIA request for document* re PRA 
PBrfornied for facility coriputer printouts shouinq results 
of evacuation time studies conducted by or for NRC Forwards 
App A documents Search for addl documents in progress 
FELTQNi J M Division of Rules and Records Q3/0B/02 BKDTWGLLr J A 
Massachusetts^ Commonwealth of 6pp 21242 001 24X 

Fiche 90-443, B3/0B/0?- 831 1210004 


— Q2122904B0 Forwards evaluation of reliability study for auvillarg 
feedwater sys Sgs considered acceptable 

THADANI,A Reliability U Risk Assessment Branch B2/12/13 
PARRi D Auslllary Systems Branch 8pp 21246 091 24X 

Flcho 90-443, B3/0B/02, B3U210004 


-0309160272 Forwards meter ologl cal input data for Apr 1979 ~ Mar 1900 
for CRAC 2 computer program 

SPICKLER# I Heteorology It Effluent Treatment Branch 83/04/04 
NQHLiM Accident Evaluation Branch 3pp 21346 059 24X 

Fiche 50-443, S3/0a/02, Q3i 1210004 


—0311310011 "ECCS Large/Ml LOCAs Fault Tree# Seat rook Station 
Supporting documentation end 

e Public Service Co of New Hampshire Q3/08/02 6l3pp 
21242 010 24X Fiche 90-443# 83/00/02# 831 1210004 


— 0311210044 Forwards review of reliability analysis of emergancg 
feedwater sys Comments requested 

PAPAZOQLOU# 1 A Brookhaven National Laboratory 02/10/29 
TSAO#J Reliability Risk Assessment Branch tp 31243 212 
24X Fiche 30-443, S3/0B/02, Q3l 1210004 


— 0311210049 Draft "Review of Seabrook Units 162 Emergency Feeduater 
Sys Reliability Analysis >' 

FRESCO. A . YOUNGOLOOD# R # PAPAZOOLQU. 1 A Brook haven National 
Laboratory 62/10/31 NRC - No Detailed Affiliation Given 

I90pp 21245 213 24X Fiche 90-443# B3/0B/D2# 6311210004 


B311S90392 FOIA request on behalf of New England Coalition on Nuclear 
Pollution for documents re allegations concerning const 
defects at facilities 

CURRAN. D Harmon & Weiss 03/08/09 FELTON, U M Division of Rules 
and Records Jp 21310 355 a4X Fiche 90-443# 83/00/09, 031 1290392 


0311040162 Further response to FOIA request for documents re 
probabilistic risk assessments performed for facility 6 
computer printouts showing results of evacuation time 
studies for facilities Forwards NUREO/CR-2903 W/o end 
FELTON, J M Division of Rules and Records 03/00/10 SKQTWELL#J A 
Massachusetts# Commonuoalth of Ip 2109B 343 24X 

Fiche 90-443# 03/00/10, 031 1040162 


0311290393 Responds to FOIA request for documents re allegations at 
facilities Forwards App A Documents 1-4 Documents also 
available in PDR Document 5 placed in POR docket file 
PEI TON, J H Division of Rules and Records 03/09/01 CURRAN. D 
Harmon 6 Weiss 2pp 21310 396 24X Fiche 50-000.83/09/01# 

831 1290393 


—0311290398 "Task Interface Agreement#" covering Seabrook/Cry stal River 
Sail egatlons 

HOLAHAN#G NRC - No Detailed Affiliation Given 03/09/01 Spp 
21310 358 24X Fiche 90' 000, 83/09/01# 831 1290393 


—B31 1290404 Forwards Reckoning Itr to E Brunner re allegations 
concerning facilities, to be included in Board Notification 
03-121 W/o end 

EIBENHUT#D G Division of Licensing B3/0B/17 NOVAK. T 
Division of Licensing Ip 21310 361 24X Fiche 90-000,03/09/01. 

0311290393 


831J040140 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Seabrook Units 1 6 2 (Phase I) " 

KNIGHTONrO W Licensing Branch 3 03/10/14 HARRlBDN.R J Public 

Service Co of New Hampshire 3pp 2106B OIB 24X 
Fiche 90'443i 03/10/14. 831 1040140 


— -8311040144 "Control of Heavy Loads at Nuclear Power Plants* Seabrook 
Units I 6 2 (Phase 1) " 

JENSEN, 8 A , STICKLEV. T H EO&O. Inc FIN A-6497 EGG-HS-6375 

03/00/31 NRC - No Detailed Affiliation Given 31 pp 
21060 021 24X riche 50-443, 03/10/14# 831 1040140 


0311040129 Grants 03O9D9 request for extension of time to submit formal 
120-day response to Generic Ltr 03-20 re Salem ATWS events 
until 840401 

KNIGHTON, D W Licensing Branch 3 03/10/18 HARRISON, R Public 

Service Co of New Hampshire 3pp 21058 106 24X 

FlrhB 90-444,03/10/18.8311040129 


031121OD19 Advises that 030012 response to- F8AR Question 260 20 re 
itema subj to QA program controls accap tab 1 «, eicep t as 
noted I n enc 1 

KNIOHTQN. 0 W Licensing Branch 3 03/10/21 HARRISON, R J Public 

Service Co of New Hampshire 5pp 21241 336 24X 

Fiche 90-443# B3/10/21 , B3l 1210015 


0311160351 Reaueeta update of master list of safety-related equipment 
qualification tt installation status prior to onaite audit of 
seismic & dynamic qua 1 1 f ication program 

KNIGHTON. G W Licensing Branch 3 63/10/25 HARRISON, R J Public 

Service Co of New Hampshire 3pp 21190 27 5 24X 

Fiche 90-443# 03/ 10/25. 031 1 160351 


0310310403 Generic Ltr 83-3Q to all licensees of operating power 
reactors 6 applicants for Ol re NURCG-0965, "NRC Inventory 
of Dams ■' Foruiards NUREG-0969 "NRC Inventory of Dams" for 
info only W/o enc 1 Svc list end 

EISENHUT.B G Division of Licensing 83/1Q/31 Consolidated 

Edison Co of New York# Inc I4pp 21184 019 24X 

Flcho 50-000, B3/ 10/31 . 8310310403 


0311020091 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of Till 
Action Plan Item 11 V 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
ElSENHUTiD Q Division of Licensing 03/11/02 Consolldatod 
Edison Co of New York, Inc I6pp 21164 OOi 24X 
Fiche 50-000*03/11/02# 031 1020051 


6311150129 Forwards M3 Gallagher affidavit re generating capacity 
Affidavit should be added to 831017 application for Amend 
51 to license appllcatson 

RITSHER.JA Ropes L Gray 03/11/07 Division of Licensing ip 

21174 270 24X Fiche 50-443. B3/ i 1 /07. 031 1150129 


— 0311130132 Affidavit of WJ Gallagher to be added to 831017 application 
for Amend Si to license application re transfer of joint 
ownership interest 

OALLAGHFR.W j Vcritiont Electric Cooperative, Inc 03/11/04 Ip 
21174 27l a4X Fiche 90-443. 03/ 1 W07# 031 1 150129 


8311230166 Confirms wh of 340227 for next Caseload Forecast Panel sltv 
Visit 

KNIGHTON, 0 w Licensing Branch 3 03/11/0? HARRISON, R J Pudi 

Service Co of Netu Hampshire 4pp 2129B 300 24X 

Flcho 50-443,83/11/07.6311230166 


B311010013 Board Notification 03-121A forwards followup info re 
allegations of safety relief valve load combinations 
Allagatlohs do not identify any design deficiencies that 
would affect public health & safety 

NOVAK* T Assistant Director for Licensing 03/11/00 Atomic 
Safety and Licensing Board Panel 7pp 21189 351 24X 

Fiche 90-443.93/11/00 . 0311010013 


— 0311160163 Advises, that RH Vollmar 031101 memo to DG Eisenhut b 
OT Harkciwltc 031025 ltr to NRC should be transmitted to ASUS 
L parties as hoard notification 

EISENKUr.DG Division of Licensing 83/11/07 NUYAK. T 
Assistant Directoi for Licensing Ip 21272 256 24X 

Ficlie 50-443.03/11/06.0311010013 


— 0311160160 Responds to 031021 telephone discussion tb seismic 
calculations h related concerns 

MARKOWITZ, 0 T Aff ilia Hon Unknown 03/10/25 TCRAO.D NRC - Nc 
Detailed Affiliation Given 4pp 21272269 24X 

Fiche 50-443*03/11/00,8311010013 


0311300071 Approves 830B25 request for withholding "8ei smo 1 o g i c a 1 ti 
Oeologica] 9tud i es, rtirami chi Area. Brunswl ck L Central NH" 
from public d 1 scLosure, p er 10CFR2 790 

KNIGHTON, 0 H Ltcenslng flranch 3 03/11/14 DEVINCCNT 18. J Viniee 

Atomic Electric Co 2pp 21321 331 24X Fiche 90-443,83/11/14 

03 J 1300071 


C Utility Environmental Report <ER). amends b correspondence 


B3l 1210004 Partial response to FOIA request for documents re PRA 
performed for facility «< computer printouts showing results 
of evacuation time studies conducted by or for NRO Forwards 
App A documents Search for addl documents in progress 
FELTON* J M Division of Rules and Records 83/08/02 SHOT WELL, J A 

Massachusetts, Commonwealth of 6pp 21242 001 24X 

Fiche 50-443.83/00/02.8311210004 
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Dra^/Final environmental Staten^ents- suppls ® 


F S<rcurlty» medical* emergency & fire protection plans 


B 3 nai 0004 Partial response ko FOIA request for documents ^ 

iirmned for facility ^ computer printouts shoj^lng results 
of tvacuatven time studies conducted by or for NfiC Forward's 
App A documents Search for addl documents in P;o9j®« BUrtTWELL J 
FELTON. J N Division of Rules ""'« . SW*TTWELL. J 

flai^achusettsi Commonwealth of ^PP 51542 001 SAX 
Fiche 50-443.63/00/02.0311210004 


0311S10004 Pai tlal responoe to FOIA request for documents re PRA 
performed for facility & computer printouts showing results 
of evacuation time studies conducted by or for NRC Forwards 
App A documents Search for addl documents in progress 
FELTON. J M Division of Rules and Records 03/06/02 SHaTWECL. J A 
tiassachusetts, Commonwealth of 6pp 21242 001 24>f 

Flcho 90-443> 03/08/02. 031 1210004 


— 8203160528 Forwards DES input re care melt accident liquid 

analysis , ^ l 

LEAH-G Hydrologic L Oeotechnical Engineering Branch 
HULMAN>L G Accident Evaluation Branch Hpp 21244 1 

Fiche 30-443. 03/08/05. B31 1 2i00D4 


pathway 

R2/03/09 
33 24 X 


—B 20319049 & Forwards Accident Evaluation Branch input to DES section on 
environ impacts of postulated accidents „ * 

HOU&TCN.R W Assistant Director for Radiation Protection 
82/03/12 TEDESCQ.R L Assistant Director for Licensing 
21544 152 24X Fiche 50’-441*a3/0B/02. 031 1210004 


67pp 


— 8311210008 Draft estimates of evacuation clear times (hn/mlnutis ) . 
Tabic 7 A'^i* Supporting documentati dn end 
tt Public Service Co of New Hampshire 83/08/02 7pp 
21242 010 24X Fiche 50''443. 83/06/02. 831 131 0004 


—0311210017 Requests that evacuation stds he in place prior to 
allocating funds for evacuation plan Addl steps requested to 
ensure population within plume zone considered in decision 
tn grant OL 

P^AVER.R C > HOLUINOWORTH. P New Hampshire* State Of 01/11/19 
Now Kampshlrei State of 2pp 21243 278 24X 

Fiche 50-443,83/08/02.0311210004 


— 8206lGG3ib7 Requests review of end State of NH comments on facility 
DES Response should be submitted by 820016 
MJRAGLIAiF J Licensing Drench 3 02/08/02 HOLMAN- L 0 

Accident Evaluation Branch Ip 21243 OOB 24X 
Fiche 50-443*63/00/02.0311210004 


--02O927OO32 Eipresses appreciation for cooperation in development of 
DES DES adequately represents issue* re NPDE8 permit 
SUnON. L A Environmental Protection Agency 92/07/07 
NIRAGLIA.F J Licensing Branch 3 2pp 2I24S OBA a4X 

FlthB 50-443. 83/00/02. 0311210004 


—6209270035 Comments on dES Jnsuffltient evidence eilst* to state that 
proposed transmission lines would not affect inhabitant* 
in transmission corridor 

CHJEBA. R L Wadlelgh* Starr, Peters. Dunn b Kohls 02/07/07 
WHEELER. L L Office of Nuclear Reactor Regulation, Otrattor 4pp 
2i243 093 24X Fiche 30-443* 03/08/02. B3 1 J 210004 


— 021O13OO4J Forwards Accident Evaluation Branch response to addl public 
comments on OES.per FJ Hlraglia 020730 request Proposed 
revisions to OES end 

HOUSTON, R W Assistant Director far Radiation Protection 
82/09/24 NOVAH. T Assistant Director for Licensing 20pp 
21245 104 24X Fiche 50-443.03/08/02.8311310004 


■6311210024 Forwards DES population values 

O'REILLYiJ P NRC - NP Detailed AfPllSatlon Given 82/03/03 
THADANl.M NRC - No Detailed Affiliation Given 2pF 21244 131 
24X Fiche 50-443*03/00/02,8311310004 


— B311210023 Objects to proposed amends to lOCFRDOrApp g wherein 
successful complatlon of emergency preparedness exercise 
would not be required prior to ASLAD or A8LP issuing 
duclsloTs re full power operation 

MARSTON. W * HEALEY* J, * 0IOOI.H A Hampton* NH 82/01/00 

Ddcketlisg U Services Branch Ip 21244 066 84X 

Fiche 90-443i G3/0B/02* 831 1210004 


0311040162 Further response to FOIA request for documents re 
probabilistic risk assessments performed for facility & 
computer printouts showing results of evacuation time 
studies for facilities Forwards NUREO/CR-2903 H/o end 
FELTON. J M Division of Rules and Records 03/00/18 SHOTWl^LL, J A 
Massachusetts. Commonwealth of Ip 21058 343 24X 

Fiche 30-443*63/08/10.8311040162 


8310200362 Generic Ltr 83-33 td all licensees 8< applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90 Sve list end 

E18ENHUT. D 0 Division of Licensing 83/10/1? Consolidated 
Edison Co of New York* Inc 21pp 21114 32? 24X 

Fiche 30-000. 63/10/ 19*8310800362 


8311190279 Forwards Rev 1 to “klestinghouse Owners Group Emergency 
Response Ouidellnes Validation Program*" per NUREO-0737* 

Item I C 1 . 

SHEPPARD* J J Nestlnghouse Operating Plants Owners Group 

SHEPPARD* J J Carolina Power fic Light Co 83/10/31 CRUTCHFIELD. D 

Operating Reactors Branch 9 2pp 21100 113 24X 

Fiche 30-443.83/10/31*8311150279 


E NRC safety Evaluation Report {SERI* suppls t* correspondence 


831 1210004 Partial response to FQlA request for documents re PRA 
perforned for facility t, computer printouts showing results 
of evacuation time studies conducted by nr for NRC Forwards 
App A documents Search for addl documents In progress 
FELTON* J M Division of Rules and Records 83/00/02 BHOTWELL, J A 
Naiaachusetts, Commonwealth of 6pp 21242 001 24X 

Fiche 50-443,83/00/02*8311210004 


— 02J2010140 Notifies that responses to Siacdast Anti-Pol Iwtion Leagur 
interrogatories must be received by 021119 Response to State 
of NH interrogatories must be received by 621119 
KNIGHTON. G u Licensing Branch 3 82/11/19 HULMAN* L 0 

Accident Evaluation Branch 3pp 21249 028 24X 

Fiche 50-443*83/00/02,9311210004 


031 1030106 Notifies that need tu install electric heaters In diesel 
generator air intake plenum obviated* per 030214 1. 0624 Itrs 
ti revised response to SER Open Issue 1 Annotated F0AR page, 
addressing engine response at low temps, end 

DEVINCENTIS. V Yankee Atomic Electric Co DEVINCENTia. J Puhlit; 
Service Cq of New Hampshire 03/10/20 KNIGHTON, 0 W Llcanslng 
Branch 3 5pp 21037 3t9 24X Fiche 50-443,83/10/28.8311030106 


031 12B04S? Forwards addl info re solid raduaste handling ays par 
Bectlon it 4 of SER Datailed description of planned 
permanently installed sys will be pravidod In update of 
FBAR 

DEVincENTIS, J Yankee Atomic Electric Co DEVINCEIYT 18* J Public 
Service Co of New Hampshire 03/11/22 KNIGHTON, 0 M Licensing 
Branch 3 8pp 21 204 249 24X Ficha 50-443,03/11/22,8311280409 


— a31li9O205 Rev 1 to '‘Westlnghouse Owners Group Emergency Reiponie 
Guidelines Validation Program " 

e Nestlnghouse Operating Plants Owners Group 83/10/31 SOlPp 
21180,117 24X Fiche 30-443,83/10/31.8311190279 


0 Adjudicatory correspondence 


0311210004 Partial response to FOIA request for documents re PRA 
performed for facility 6 computer printouts showing results 
of evacuation time studies conducted by or for NRC Forwards 
App A documents Search for addl documents in progress 
FELTON. J M Division of Rules and Records 03/08/02 SHOTWELL. J A 
Massachusetts, Commonwealth of 6pp 21242 001 24X 

Fiche 90-443,83/08/02.8311210004 


— B2110309S7 Forwards list of review branches w/hearing contentions 
within scope of review responsibilities 6 A8LB order 
establishing contentions t, parties to hearing process. W/o 
list of review branches 

KERRIGAN, V D Licensing Branch 3 82/10/18 PARR. □. D Auxiliary 

Systems Oranch 3pp 21245' 209 24X Fiche 90-443,03/08/02. 

0311210004 


8309230252 Memorandum 6 order reminding parties to comply with 
tOCFR2 712 requirements for serving pleadings on counsel 6 
FEMA Failure to comply constitutes grounds for rejection of 
pleading 

HDYT.H F Atomic Safety and Licensing Board panel 83/09/21 Now 

England Coalition on Nuclear Pollution 2pp 20469 146 24X 

Ficha 90-443,83/07/21.8309230252 


8311010272 Motion for correction of 830017-19*23 6 31 testimony 
transcripts 

SHOTHELU. J A Massachusetts. Commonwealth of 63/10/26. Atomic 
Safety and Licensing Board Panel 4pp 20978 309 24X 

Ficha 90-443.33/10/26.8311010272 



— Q34lOiO&7a Propa&ed findings of fact a< conclusions of lau re Nou 
England Coalition on Nuclear Pollution Contentions III 12 & 

IG re evacuation time study Certificate of Svc end 
SHOTWELLp J A Massachusetts, Commonuie a 1 th of a3/l0/2& S&pp 
ao970 309 GAX Flche 50-443, S3/ 10/26, 8311010272 


□3kl0300Si Motion to compel applicant response to 631005 
Interrogatories I h 4 Objections are lu/a basis Response 
irrelevant Related correspondence 

DACKUS, R A Saacoast Anti-Pollution League RACKU8> R A Radius, 
Shea 8< Meger 03/10/26 Atomic Safety and Licensing Board Panel 

4pp 21027 230 24X Tic he 50-443,83/10/26.8311030051 


— 8311030053 Proposed findings of fact conclusions o# 1 au> on Neui 
England Coalition on Nuclear Pollution Contentions 111 12 t< 

III 13 Certificate of Svc end 

BACKUS, R A Qeacoast An 1 1 -Po 11 ut i on League BACKUS, R A Backus 
Shea I. Meyer 63/10/26 ISpp 31027 234 24X 

Flche 50-443,83/10/26.6311030051 


8311070173 Informs of intention to file c ounterresponse to applicant 
630926 response to Town of Seahrook contentions 
Counterrosponse mill be prepared at 631116 meeting in 
Seabrook, NK 

BMALLi E N Seabrook, NH 83/10/26 HOYT, H F Atomic Safety and 
Licensing Board Panel ip 21061 299 24X Fiche 50-443,83/10/26, 

D3l 1070173 


8311030061 Reply opposing NRC 831024 motltin to respond to petitioner 
re(|uBs1: to amend intervention petition Response barred by 
TUles of practice Certificate of 9vc end 

ODHERTY, J F Dohnrty, J F 83/10/27 Atomic Safety and Licensing 
Board Panel 2pp 21029 040 24X Flche 50-443, B3/io/27» B31103006J 


8311030074 Advises that Commonwealth of MA external radiological 
emergenci} response plan will be submitted for FEMA review !< 
concurrent approval by Dec 1983 

BDULAY, n J Massachusetts, Commonwealth of 83/10/27 HOYT, H F 
Atomic Safety and Licensing Board Panel 2pp 21026 345 24X 

Flche 50-443,03/10/27,6311030074 


B3110301S7 Response to interrogatories re draft State of NH 
radialoglcal emergency response plan Certificate of Svc 
end Related correspondence 

BWlRENi B J Federal Emergency Management Agency 93/10/27 
Seacoast Anti-Pollution League 9pp 21036 311 24X 

Flche 50-443,83/10/27.6311030157 


D311010303 Forwards answer to Now England Coalition on Nuclear 
Pollution 631013 contentions on State of NH evacuation time 
study 

OADrR H Ropes 6 Gray GAD, R K Public Service Co of New 
Hampshire 03/10/20 Office of the Secretary of the Commission 
Ip S097B 344 24X Fiche 50-443,63/10/20,0311010303 


— 0311010305 Answer to New England Coalition on Nuclear Pollution 031013 
contentions re State of NH evaruation time study Validity of 
independent studies not lltigable issue Certificate of Svc 
enc 1 

DIONAN, T 0 , CAD. R K Public Service Co of New Hampshire 
DIONAN, T 0 Ropes ti Cray 03/10/20 Atomic Safety and 
Licensing Board Panel 14pp 20970 345 S4X 
Flche 50-443,03/10/20,0311010303 


0311010350 Motion for d isq.ua l i flcation 6 recusal of Vudgi Hoyt & motion 
for reconsideration of Hoyt ruling on applicant motion for 
summary disposition 6 motion for rehearing Judge Hoyt 
exhibited animosity 6 bias 

lALEBKIihlA Massachusetts, Commonwealth of 63/10/20 Atomic 
Safety and Licensing Board Panel 3pp 20973 094 24X 

Fiche 30-443,03/10/2010311010350 


— 8311010361 Memorandum supporting Atty General FX Bellottl motion for 
diaq.ua 1 If 1 cation 6 recusal of Judge Hoyt U motion for 
reconsideration of Hoyt ruling on applicant motion for 
summary disposition &< motion for rehearing 

ZALEQKI,M A Massachusetts, Commonwealth of 03/10/23 Atomic 
Safety and Licensing Board Panel SSpp 20973 097 84X 

Fiche 50-443,63/10/29,0311010358 


— 9311010364 Affidavit of JA Bhotwell re Atty General FX Bellotti motion 
for d 1 a<iual 1 flcation of Judge Hoyt Certificate of 8vc end 
EHQTHELLfJ A Massachusetts, CommanuiBal th of 03/10/56 14pp 
20973* 155 a4X Flche 30-443, 03/ 10/2B. B3l 1010358 


8311090240 Contentions for litigation re 8tate of NH evacUetlon time 
study, New evacuation time study not res judicata to Phase 1 
af proceedings csrtiflcato of Svc and 

BACKUS* R A Seacoast Anti-Pollution League BACKUS, R A Bouth 
Hampton, NH 63/10/28 Atomic Safety and Licensing Board Panel 
iSpp 21099 158 24X Fiche 50-443,83/10/28,0311090240 


BJl 1040035 Motion for enlargement of time to 831031 to file proposed 
findings of fact t conclusions of law Certificate of Svc 
tnc 1 

DSSDEE.G D New Hampshire, State of 83/10/31 Atomic Safety and 
Licensing Board Panel 4pp 21051 106 24X Fiche 50-443,83/10/31 

631 1040035 


8311040097 Proposed findings of fact h conclusions of law re State of 
NH Contention 20 Applicant emergency action levels 
inadequate 

BISBHE, 0 D New Hampshire, State of 63/10/31 6pp 21051 071 
24X FI the 50-443,03/10/31,8311040097 


83110B0194 Response opposing Atty General Bellotti 031007 motion for 
summary dlepositian of State of HA Contentions I-] V. Bear oast 
Anti-Pollution League 5 & New England Coalition on Nuclaair 
Pollution 3i 4, 5, 7* 12 It 13 Certificate of Svc end 

GAD.R K > DIONANnT Q Public Service Co of New Hampsh 1 re OAD, R K 

Ropes Gray 63/10/31 Atomic Safety and Licensing Board Panel 

14pp 21071 317 24X Flche 50-443,03/10/31,6311030194 


8311030154 Order extending time until 631106 far Commissi on to act to 
review ALAD-737 

CHILK, 8 J Office af the Secretary of the Commission 03/11/01 
Commissioners Ip 21038 341 24X Fiche 50-443.03/11/01* 

8311030154 


6311030130 Order granting State of NK motion for extension to 831101 to 
file proposed findings of fact conclusions of law on 
Cuntention NH-20 Findings accepted into record 

KOVT, H F Atomic Safety and Licensing Board Panel 93/11/02 New 

Hampshire, State of 3pp 21037 124 24X Fiche 50-44 3,93/11/02, 

9311030130 


0311070214 Order denying 931007 motion to disqualify Judge Koyt from 
1 Icen&lng proceedlns 

HOVT, H F Atomic Safety and Licensing Board Panel S3/11/02 
Seacoast Antl-Pol iution League 7pp 21061 340 24X 

Flche 50-443,83/11/02,9311070214 


6311090157 Forwarde answer to Atty General Bellottl motion to compel 
answers to Ihterrogatorle s (< requests for documents re 
emergency planning 

OA0,R K Ropes 1< Gray OAD,n K Public Service Co of New 
Hampshire 63/11/03 Gffice of the Secretary of the Commission 
Lp au02 16a 24 X Fiche 50-443,83/11/03,6311090157 


— 9311090166 Att 9 ijer opposing Atty General Bellotti motion to compel 
answers to Interrogatories & requests for documents re 
emergency planning for State of NH Applicants will suppl 
answers to Intarroga tor ies 3,8 b 9 Certificate of Svc encl 
DIGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 
DIONAN, T 0 Ropes L Gray 03/11/03 Atomic Safety and 
Licensing Board Panel 9pp 21102 169 24X Flche flO-443, 

03/11/03*8311090157 


6311090301 Responds to Senator Kennedy 031103 request fat reply to 
931001 Itr re allegations of purposely being passed over by 
A5LD far appearance Judge Harbour proposes that statement 
be submitted for record 

HOVT, H F Atomic Safety and Licensing Board Panel 03/11/04 

NC1RD,C 1 Affiliation Unknown 2pp 21105 210 24X 

Fiche 50-443.93/11/04.9311090301 


0311100209 Requests record be made of author objections to manner in 
which Judge Hoyt conducted selection of speakers for 631031 
public hearing 

PEVEAR,R C Neu Hampshire, State of 83/11/04 Atomic Safety and 
Licensing Board Panel Bpp 21225 312 24X Fiche 50-443,03/11/04, 

93111802{>9 


831 1150345 Forwards motion to disqualify Judge Hoyt, for distribution to 
interested parties Related correspondence 

MARBTON,W . BREIBETH, 8 Hampton Falls, NH 03/11/07 Atomic 

Safety and Licensing Board Panel lp 21176 214 a4X 
Fiche 30-443.03/11/07,8311150345 


9311150350 Motion to disqualify Judge Hoyt per 10CFR2 704(c) due to 
persistent evidence of bias 6 hostility 

MARSTON, W * DHE10ETH*S , PEVEAR.R C Hampton Falls, NH 03/11/07 
Atomic Bafettj and Licensing Board Panel 4pp 21 170 2l5 24/ 

Flche 50-443,93/11/07.9311150345 


0311100144 Order axtendlng time until 631116 for Commission to act to 
review ALAD-737 

CHILK,6 J Office of the Secretary of the Commission 83/11/06 
Commissioners Ip 21140 344 24X FUhe 30-443,83/11/09, 

0311100144 
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DOCKETED ITEMS 


B31 1130323 Responsp oppoiiTiiji Sie.acoa»t An t l-Pal lut ion Laaj|Oe motiarv to 
campe] annijers to I nteTrosator t fi s 1 & 4 Certifltat® of Qvc 

?TIC 1 

OAOrR K Public Service Co of Neu; Hampshire OADi R K Ropes 6 
Cray as/liyOB Atomic Safety anid Ulcenslus Board Parol 3pp 

21i70 126. 24X FI Che 50-443. 83/1 I /OB 4 631 1 1 3032 B 


8311130406 Forwards response to State of MA Atty General Bellotti 
aslOSB <notlnn to disqualify Judge HF Hoyt 

CAD.R K Ropes 6 Gray OAD. R K Public Service Co of New 
Hatnpslilre 03/H/O0 Office of the Secretary of the Commission 

Ip 2117 3 329 ff4X Flche 30-443. 93/1 1 /O 81 031 1 1 5040& 


— 0311450409 Answer opposing State of HA Atty General DelLottl Q3102Q 
ination to disqualify Judge HF Hoyt Motion untimely ti falls 
to shou. bias Certificate of Svt end 

DIGNAN.T Q . CAD. R K Public Service Co of New Hampshire 
OIGHAN. T C Ropes & Gray 83/11/00 Atomic Safety and 
Licensing Board Panel 10pp 21173 330 24X 

Fiche 50-443, 83/11/00. 031 1130406 


8311150190 notice of appearance of Oiv of Consumer Counsel In 
proceeding to support Beacoast Anti— Pol lut ion League motion 
to dismiss Unit 2 OL application 

ZITSER, B S Connecticut. Btate of 03/11/10 4pp 21172 334 24X 

Flche 50-443.83/11/10.0311150198 


8311130232 Order sustaining In part denying In part Atty General 
Bellottl notion for correction of transcript Corrections 
listed 

HQVTiH F Atomic Safety and Licensing Board Panel 03/11/10 
Massachusetts, Commonwealth of 4pp 21169 239 24X 

Flche 50-443,83/11/10.0311150232 


83111S0237 Informs that DR Leh^is should b« dalrted from sve list h 
CF Kagan should be added 

COPELAND. J E Atomic Safety and Licensing Boaril Panel 03/il/lD 
Public Service Co of New Hampshire Ip 21101 109 24X 

Fiche 30-443,83/11/10.8311150237 


8311150230 Memorandum Cc order scheduling prehsarlng conference In Jan 
1904 to discuss commencement of hearings on offsite 
emergency planning contentions Hearing scheduled for 831213 
indefinitely postponed 

HDYT.H F Atomic Safety and Licensing Board Panel B3/I1/10 Ip 
21100 361 24X Flche 30-443. 83/1 1/ 10. 831i 1 30250 


631J 150346 Forward! response to Town of Hampton Falls G31107 motion to 
disqualify Judge Hoyt 

OAD.R K Ropes It Gray GAD. R K Public Gervice Co of New 
Hampshire 63/11/10 Office of the Gecretary of the Commission 
ip 21177 072 S4X Flche 50-443.83/11/10.6311130346 


—8311150335 Response opposing Town of Hampton Falls B30LO7 motion to 
dlsQualify Judge Hoyt Certificate of 8 vc end 
0A3.R K , BiGNAHiT G Public Service Co. of New Hampshire 
QA3.R K Ropes Gray 83/11/10 Atomic Safety and Licensing 

Board Panel 3pp 21 177 073 S4X Flche 50-443. B3/1 1 /lO. 
6311150348 


8311150401 Response opposing Ssacoast Ant i-Pollut ion League 831028 
cantentlons on State of NH evacuation time study Contentions 
unrelated to study Certificate of 8 vc end 

OlONANi r Q . GADiR K Public Service Co of New Hampshire 

DIGNAN. T G Ropes St Gray 83/11/10 Atomic Safety and Licensing 

Board Fanel 5pp 21176 241 24X Fiche 30-443.83/11/10.8311150401 


0311170180 Order denying JF Doherty 030906 petition for leave to 
intervene Petition failed to shou good cause for late filing 
L eitent to which participation would not be represented by 
existing parties 

HDVTaH F Atomic Safety anit Licensing Board Panel 83/11/13 

DOHERTY. J F Dbherty. J F. 9pp 21215 353 24X 

Flche 50-443.03/11/13, 831 1 170180 


0311100199 Response opposing applicant 4c NRC answers to Gedcaast Anti- 
Pollution League motion for disqualification of Judge Hoyt 
Answers fall to address critical Isdue re appaarance of 
bias 

t3ACKU>3, R A Se^coast An 1 1 -Pol 1 utton League BACKGS.R A Backus. 
Shea b Meyer ^3/11/15 Atomic Safety and Licensing Board Panel 
I7pp 21225 331. 24X Fichf 50-443,83/11/15,8311180199 


— 8311160202 Motion to delay hearings on offtite dmergency planning State 
4< local plans should be completed U rftvieued prior to 
hearings Certificate of Bve end 

BACKUS. R A Seacoait Anti-Pol iDtion League BACKUS. R A Backus. 
Shea tt Meyer 83/11/14 Atomic Safety and ’Licensing Board 
Panel. 6 pp 21225:340 24X Fiche 50-443. 83/U/15. 0311 160199 


031117D1G6 Memorandum V Order ALAB-748. affirming Judge Hoyt D31102 
order denying Seacnast Anti-Pollution League 8310D7 motion 
for disqualification of Judge Hoyt Disqualification not 
justified JuiTge Rosenthal concurring opinion enci 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/11/16 
Atomic Safety and Licensing Board Panel i 6 pp 21215 166 24X 

Flche 50-443.83/11/16.6311170186 


8311210188 Motion to compel answers to Atty General Dellottl 030929 
Interrogatories 6 requests for production of documents to 
FEMA re emergency planning for State of NH Certificate of 
8 vc end 

SHOTUELL.J A Massachusetts. Commonwealth of 03/11/16 Atomic 
Safety and Licensing Board Panel lOpp 21235 055 24X 

rlcho 50-443,03/11/16,0311210180 


8311210194 Reply opposing applicant ^ NRC responses to New England 
Coalition on Nuclear Pollution contentions re State of NH 
evacuation time study estimates Certificate of Sve end 
CURRAN. D . JORDAN, W S New England Coalition on Nuclear Pollution 
CURRAN. D Harmon S. Heiss 03/11/16 Atomic Safety and Licenilng 
Board Panel I 3 pp 21239 099 24X Piche 90-443.03/11/16. 

0311210194 


0311220475 Forwards response to 031107 1 tr limiting scope of 
Interrogatory 2 FEMA is not party to proceeding 8 . is not 
required to respond to interrogatories served under 
10CFR2 740b or to produce documents Related correspondence 
CA30IOY.D P Foderal Emergency Management Agency 03/11/16- 
CUR RAN. D Harmon b Weiss 2pp 21259 173 24X 

Flche 50-443.03/11/16.8311220475 


—8311220401 Amended response to Interrogatories la !< 2 re providing 
reasonable assurance that adequate protective measures car- it 
mill be taken in event of radiological emergency Certificate 
of Bve end Related correspondence 

SWIREN, D J Federal Emergency Management Agency 83/11/10 New 
England Coalition on Nuclear Pollution 4pp 21299 176 84X 

Flche 90-443,83/11/16.0311220479 


8311820487 Advises that author will be unavailable on 040116.27 & 
0213-84 for prehearing conference Conference should be 
rescheduled 

CASSIDY, D P Federal Emergency Management Agency 83/11/16 
HOYT.H I LUEDKE.E A . HARBOUR. J Atomic Safety and Licensing Board 
Panel Ip 21856 354 24X Flche 50-443.83/11/16.6311220437 


0311820499 Advises that time for Commission to review ALAB-737 
expired Commission declined review Decision became final 
agency action on 831116 

CHILK. S J Office of the Secretary of the Commission 03/11/81 
Public Service Co of New Hampshire Ip 21259 123 84X 

Flche 50-443, 83411/21.6311220499 


8311280069 Order denying State of MA 831028 motion for disqualification 
& recusal of Judge Hoyt & for reconsideration of Judge Hoyt 
ruling on motions for summary disposition Si rehearing 
HQYT.H P Atomic Safety and Licensing Board Panel 83/11/28 
Massachusetts. Commonwealth of 4pp 21276 254 24X 

Flche 50-443. 83/1 l/22rB3ll2B0069 


8311200060 Motion for disqualification of Judge Hoyt due to personal 
bias toward Intervenors & local representatives Behavior 
created appearance of bias Recusal required by Commission 
rules Affidavits It Certificate of Sve end 

CURRAN. D . JORDAN, W 8 N«w England Coalition on Nuclear Pollution 
CURRAN. D Harmon b Weiss B3/11/23 Atomic Safety and Licensing 
Board Panel 46pp 21279 124 24X Fiche 90-443,83/11/23. 

8311280060 


0311300244 Memorandum 6 order affirming Judge Hoyt 831122 order 
denying Atty General FX Bellottl 831028 motion for 
disqualification 6 recusal of Judge Hoyt 

BHDEMAKER.C J Atomic Safety and Licensing Appeal Panel 03/11/20 
I4pp 21318033 24X Fiche, 50-443.83/11/28,8311300244 


8311300236 Forwards corrected 831123 motion for disqualification, of 
Judge Hoyt Revised copy does not contain affidavits or 
exhibits. but corrects typographical errors in original 
motion 

CURRAN. D Harmon 6 Weiss CURRAN. D New Enj^land Coalition on 
Nuclear Pollution, 83/11/26 HOYT. H F Atomic Safety and Ltcanslnc^ 
Board Panel Ip 21312 116 24X Fiche 90-443. 83/11/28, 631 1300256 


— 6311300261 Corrected motion for disqualification of Judge Hoyt 
Certificate o-f Sve end 

CURRAN. D . JORDAN. U J New England Coalition on Nuclear Pollution 
CURRAN. D Harmon & Weiss 83/11/26 Atomic Safety and 
Licensing Board Panel 33pp 21312 117 24X 

Flche 50-443.83/11/28,6311300296 
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83113002^0 Order denying Now England CQ<«litlon on Nuclear Pollution 
0311^3 fflotlon for disqualification of Judge Hoyt Hatter« 
addressed tn motion previously ruled on 

HDYT*H F Atomic Safety and Licensing Board Panel B3/11/3B Ne j 
England Coalition on Nuclear Pollution Ip 51312 107 
Ficho 90-443i B3/ 11/20. B31 1300268 


H General correspondence 


B3llD40li8 Requests applicant provide Town of Rye.NH u/copy of 
financial repts. in response to B30907 itr 

KNIGHTON. G N Licensing Branch 3 83/10/11 CHICkESTER, 0 Rye 

Nuclear Intervention Committee 3pp 21038 196 24X 

Fiche 30-443.83/10/111 B3110401 16 


M Antitrust correspondence 


8311150129 Foruetrds NJ Gallagher affidavit re generating capacity 
Affidavit should be added to 031017 application for Amend 
31 to license application 

RIT8HER.J A Ropes U Gray B3/1I/07 Division of Licensing Ip 
21174 270 a4X Fiche 50-443.83/11/07.8311130129 


— 8311130132 Affidavit of UJ Gallagher to be added to B31017 applicatioh 
for Amend 5i to license application re transfer of joint 
ownership interest 

GALLAGHER. W J Vermont Electric Cooperative. Inc 83/11/04 Ip 
21174 271 24X Fiche 30-443.03/11/07.8311130129 


Q Inspection reports. IE Bulletins tt correspondence 


830B30O797 IE Info Notice 83-69. *‘Improperly Installed Firs Dampars 
at Nuclear Pouer Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post Q30103> 83/10/21 Consolidated Edison Co of Now 

Yorti Inc l37pp 2U14 331 SAX Fiche 30-000. 83/10/21. 03OB3OO79-' 


03OB31OO3O IE Info Notice 03-70. ''Vibration Induced Valve Failures 
9vc list end 

JORDAN. E L Division of Emergency Preparedness if. Engineering 
Response (Post 0301031 03/10/23 Consolidated Edison Co of New 

York, Inq li7pp 21037 219 a4X Fiche 30-000.83/10/23.8300310030 


8300300799 lE Bulletin 83-07. Suppl 1. "Apparently Fraudulent Products 
Sold By Ray Hiller. Inc " 8vc list end 
BEYOUNGiR C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York^ Inc 

179pp 21070 170 24X FlChe 50-000,83/10/26.8308300799 


8306310073 IE Info Notice 03-75. "ImprupDr Control Rod Hanipulatlon 
Gve list oncl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response -(Post 030103) 83/11/03 Consolidated Edison Co of Neu 

York. Inc ll4pp 21313 293 84X Fiche 50-000.93/11/03,8308310079 


9311010019 IE Info Notice 83-77. "Air/Oas Entrainment Events Resulting 
In Bys Failures " Sve list end 

JORDAN, e L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/11/14 Consolidated Edison Co of N«u 

York. Inc H4pp a4X Fiche 50-000, 83/11/14, D3110IOOI 3 


B311010D1S IE Info Notice B3-70. "Apparent Improper Hod of Component 
AffQCting Plant Safety Bve list end 

JORDAN. E L Division nf Emergency Preparedness & Engineering 
Response (Post 630103) 83/11/17 Consolidated Edison Co of N«u 

York. Inc U7pp 21603 001 24X Fiche 50-000,03/11/17,8311010010 


B Periodic operating reports $< related correspondence 


8311000065 Forwards "Rept of Self-Initiated Const Project Evaluation. • 
conductaii during 821023-1105 6 utilising INPO objectivit ** 
crl teri a 

BRUNNER. E J Division of Project 6 Resident Programs B3/04/26 
lAYLOR. J M Director's Office. Office of Inspection and EnfQrcemant 
E-ISENHUTiD 0 Dlvlsian of Licensing Ip 21000 136 2AX 
Fiche 50-443.83/04/26,0311000065 


— 8311000067 Forwards "Rept of Belf-lnitiated Const Project Evaluation, " 
utillxing INPD objectives 6 criteria 

DEVINCENTIB. J Public Service Co of New Hampshire 02/12/30 
HAYNES, R C Region I, Office of Director 4pp 21088 137 24X 

Fiche 50-443. 03/04/56, 6311000069 


— 0311000071 "Rept of Self-Initiated Const Project Evaluation." conducted 
during 021029-1105 ptiliiing INPD objectives 6 criteria 
a Public Service Co of New Hampshire 02/12/07 I73pp 
210QB 139 34X Fiche 50>443. 83/04/26. 831 1000063 


9 Reportable occurrences. LERs U related correspondence 


0311010226 Interim deficiency rept re attachments to NNS-l pipe 
supports & SVC air sys NN6 supports Initially reported on 
030714 Investigation continuing Nest rept will be submitted 
by 831104 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTI3. J Public 
Service Co of New Hampshire 83/09/28 STAROSTECKl. R Division of 
Project & Resident Programs ip S0993 009 24X 

riche 90-443,83/09/20,0311010226 


0308310034 IE Info Notice 83-71. "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals " 8vc llet end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

Yon. Inc llSpp 21097 337 a4X FUhe 90-000.03/10/27.0308310034 


0300310048 IE Info Notice 83-72. "Environ Qualification Testing 
Eiperience " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/10/23 Consolidated Edison Co of New 

York, Inc 131 pp 21195 024 24X Fiche 50-000.83/10/20,0300310040 


G31U600B9 Ack receipt of 831013 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/63-13 *. 

50-444/03-10 Current controls prohibit use of engineering 
Change authorl lation for const convenience alone 

STAROSTECKl, R Division of Project 8< Resident Programs 83/10/28 
HARRieDN.R J Public Service Co of New Hampshire 2pp 21193 187 
24X Fiche 30-443183/10/20,8311160089 


—0311160096 Responds to NRC 830912 Ur re violations noted in IE Insp 
Repts 30-443/83-13 k 30-444/83-10 Corrective actions mgt 
memo Issued to engineering staff reinforcing requirement for 
concurrence In generic engineering change author! lati on 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Bervice Co of New Hampshire 83/10/13 STAROSTECKl . R Division 
of Project Si Resident Programs 3pp 21193 109 SAX 
Fiche 50-443.83/10/28,8311160009 


8308310097 IE Info Notice 03-73. "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products ♦' Bve list enci 

PARTLON, J 0 Division of OA, Safeguards k Inspection Program.! (Post 
B30103) 03/10/31 Consolidated Edison Co of Nau York, Inc 

ll6pp 21154 240 S4X Fiche 50-000.83/10/31.8300310057 


0311010337 freterim deficiency rept re suspect NDE exams Status of 
Pullman-Higg ins reexam/reevaluation program provided Addl 
ropt ul 1 1 be submitted by 831130 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire 83/10/12 STAROSTECKl. R Division of 
Project b Resident Px ograms 3pp 20979 300 24X 

Fiche 30-443,03/10/15,8311010337 


0311 100243 Interim deficiency rept re sve k circulating water pumphouse 
structural inadequacy Required structural mods for sve water 
portion of pumphouse scheduled to be completed by B31030 
Final rept will be submitted by 031213 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neui Hampshire 03/10/13 BTAROBTECKl, R Division of 
Project Cl Resident Programs 3pp 21134 156 24X 

Fiche 50-443.03/10/13.8311100345 


0311180319 Interim deficiency rept re Tube-Line Corp piping elbows not 
in compliance w/AOME III k purchase order requirements 
Initially reported on 030622 Testing per IE Bulletin 83-06 
in progress Next rapt by 831230 

DEVINCENTIS. J Yonkee Atomic Electric Co DEVlNCENTla. J Public 
Service Co of Now Hampshire 83/10/28 BTAR08TECKI. R Division or 
Project k Resident Programs Opp 21230 169 24X 

Fiche 50-443.83/10/28*0311100319 


0311070472 Followup to Part 21 rapt re potential failure of 
tJestinghouse Typo SA- 1 relays (IE Info Notice 83*63) Addl 
pntential problenia discussed in one I Ur re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALL, D D Brown Doverl Corp (subs of Brown Beveri 8i Co , Ltd ) 
B3/11/03 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement tSpp 21067 347 24X Fiche 90-000. B3/ 1 1 /03, 

0311070472 


8300310076 IE Info Notice 83-76, "Riactor Trip Breaker Halfunctions 
(Undervoltage Trip Devices on (JE Type AK-2-29 Breakers) " 

Bve list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co Of Hew 

York, Inc ll5pp 21514 024 24X Fiche 30-000.03/11/02.8308310076 


8311100:139 Interim deficiency rept re attachments to WS-l 
supports k SVC air sys NN3 suppOTts Initially reported on 
030714 Potential 1OCFH90 39(e) Items remain under 
evaluation Addl rept will be provided by 031130 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS. J 
Service Co of Now Hampshire 83/11/10 STAROSTECKl, R 
Project Residnni Programs Ip 21227 130 a4X 
Fiche 50-443.03/11/10,8311100339 


pipe 


Public 
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T Hearing transcripts oti noa-antl trust nta-tters 


□311010273 Hction for correction of B30B17~19. 23 
trattscrlpti 

QhQTUCLLiJ A Ha c s achuse t ts I Commonuiea I th of 

Safetij and Licensing Board Panel ^pp P097a 
Flchfl 90-443. Q3/10/2fa, 0311010273 


tt 31 testliFionv 

□3/10/36 Atomic 

305 snx 


G311020091 Generic Ltr 03-39 to all licensees of operating reactor*, 
applicants for OLs t< holders of CPs re clarification o# TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration mill satisfy requirements 9vc list end 
eiBENKUT,D 0 Division of Licensing B3/11/Q2 Consolidated 
Edison Co of Nesi York, Inc 16pp 211Q4 001 24)( 

Fiche 90-000, B3/1 1/02. B31 1020091 


QO111QOOO0 Forujards correct document for insertion into Q30B17 
transcript following Page 1#016 covering evacuation clear 
time estltnatoB fiiif areas near site 

EYBTEn. R E Tayloe Associates 03/11/03 UlLDEft.P Atoctlc Sefety 
and Licensing Board Panel Ip 31140 S4G 24X 
Fiche 90-443, Q3/U/02. 0311 iOOOQQ 


0311100183 foruarde response to Generic Ltr B3-3B# “Required Actioni 
Based on Generic Implications of Salem ATUS Events " Station 
Procedure EOT-706 will bo revised to include checking 
indications of breaker operability 

CLEMENTS, B R Texas Utilities Generating Co 83/11/03 
EI8ENHUT,D G Division of Licensing 99pp 21141 021 24X 

Flcho 90-449.03/11/03.8311100103 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA . UNIT I 


A App 1 Ic atlon/construc 1 1 on stage documents & correspondence 


B31129017SF Informs that E Johnson assigned position of Ch 1 of •* Reactor 
□ ranch 1. replacing 0 Madsen, noiu assigned to Vendor Program 
Branch 

CDLLINS. J T Region 4. Office of Director 03/10/07 OARY.R J 
Texas Utilities Qenerating Co ip 21309 202 24X 

FUhP 90-449.03/10/07.8311290172 


8311100269 Assures independence S. effectiveness of QA prograoi tt full 
cooperation in Implementation of GA plan 

AUBTlNh T L Broittn U Root Corp (subs of Halliburton Cnrp ) 

□ 3/10/29 COLLINS. J T Region 4. Office of Director Ip 

21327 209 24X Riche 90-443. 83/ 10/S5. B3U 100269 


□31U003?0 Informs that delayed installetioin of steam generator safety 
valve position iridlcation acce-ptablo* in response to 63030 B 
ltr Indication must be i-nstalled by first refueling 
YOUNODLOOD. B J Licensing Drench I Ba/lD/26 CRAY. R J Texas 
'Utllltiei Generating Co 2pp 21194 102 S4X Fiche 90-449, 
03/10/26. 831 1100370 


631031Q403 Generic Ltr 83-38 to all licensees of operating pouer 
reactor I &< applicants for QL re HUREO-0969# ''NRC Inventory 
of Dams '* Poruards NUREO-096S "NRC Inventory of Dams" for 
info only W/o oncl Qvc list encl 

EIBENHUT.DQ Division Of Heensing 03/10/31 Consolidated 
Edison Co of Kfiu York. Inc t4pp 2U84 019 24X 

Fiche 50-000.03/10/31, □□ 103 104 03 


9311020237 Forwards nonproprietary V proprietary versions of "Technical 
Oases for Eliminating Large Primary Loup Pipe Ruptures as 
Btructurai Design Basis for Comanche Paak Units 1 t, 2 ■■ 

Proprietary version withheld (ref lOCFfta 790) 

BCHHIDT.H C Texas Utlll ties Bervices. Inc 03/10/31 
VDUN0DLQ3D. P J Licensing Branch 1 9pp 21010 311 24X 

riche 50-449,03/10/31, B3l 1020237 


—8311020243 Application for withholding proprietary version of 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Ruptures as Structural Design Oasis for Comanche Peak Units 
1 *< a, '■ per 10CFR2 790 Affidavit encl 

UIESEMIANN.R A Ues 1 1 ng hou se Electric Corp S3/10/2a DENTON, H R 

Office of Nuelvar Reactor Regulation* Dlrectar 6pp 21010 316 
24X Fiche 90-449,83/10/31,0311020237 


— 831 1020240 Nonproprle tary version of “Technical Bases for Eliminating 
Largs Primary Loop Pipe Ruptures as Structural Design Oasis 
for ComanchB Peal Units I 8t 2 " 

rUBCMI.E L . BUAMV. S A • KCIhERN^V. J J, Westlnghousa Electric 
Corp MT-fiHE 3136 (IIP) 83/10/31 30pp aiOlO 322 24X 

FUh* 30-443. 03/10/31. 8311020237 


8311100403 Bellies 030906 retiusst for eitenslon to submit format 120- 
day response to Generic Ltr 03-26 re implications of Salem 
ATtiB events Info requested should be submitted, to extent 
prac tical* by 331115 

YOUNGBLOOD, n J Licensing Branch 1 83/11/91 GARY*R J. Texas 

Ut 111 ties Generating Co Spp 21194 093 24X Fiche 50^449* 

□3/11/01,831 110Q403 


0311140299 Foruards NRC generic evaluation (N.UREO- 1014> re mod to 
Uestinghouse stoain ganorators D4/D9/E Hod acevp table, pend Ing 
plant-specl f Ic verification 6 dacumentatl on of safety 
analyses U/o end 

NQVAK. T N Assistant Director for Licensing 83/tl/Qi GARY, R J 
Texas Utmtiee Generating Co 3pp 21164 34 1 24X 

Flcho 90-445,03/11/01,0311140299^ 


8311140379 Submits status of five potential candidates for temporary 
OLs Four or possibly all five plants need temporary OL in 
CVB4 If startup delays resulting from extended hearings 
occur 

DIRCKSrVj J Office of the Executive Director for Operations 
03/11/07 ASBELeriNE. J K Commissioners 3pp 21321 201 a4X 
Fiche 50-000,03/11/07,8311140379 


— 6311140386 Requests estimate of which plants might need temporary 
DL in 1904. B9 4< 06 

AS8EU8TINE, J K Commissioners B3/10/11 DIRCK8.NJ Office of 
the Executive Director for Operations Ip 21183 108 24X 

Flcha 50-000.83/11/07.0311140379 


8311140237 Informs that response to Generic Ltr 83-20 will be provided 
at earliest date available prior to 831121 Prior response 
to generic ltr mailed 831104 

SC1{MIDT, H C Texas Utilities Bervlces. Inc 83/11/09 
YOUNOBLOODiB J Licensing Branch 1 Ip 21190 299 24X 

Fiche 90-449.03/11/09,0311140237 


8311280142 Forwards Suppl 1 to util response to Generic Ltr 03-88. 
"Required Actions Based on Generic Implications of Salem 
ATN8 Events " Info addresses Sections 2 1 & 2 2 re reactor 
trip sys safety-related components, respec tively 
CLEHCNT8, D R Texas Utilities Generating Go 83/11/81 
ElSENHUT. D 0 Division of Licensing Upp 21203 032 54X 

Fiche 90-449,03/11/21,8311200142 


03112BO3O9 Informs that static tx dynamic load testing successful 1 y 
completed on containment polar crane Testing ensures safety 
of vital equipment in containment while satisfying guidance 
of NUReo-0994 & fulfills F8AR commitments 

SCHMIDT. HC Texas Utilities services. Inc 03/11/21 BURWELL, B. D 
Office of Nuclear Reactor Regulation, Director Ip 21282 823 
24X Fiche’ 90-^49,83/11/21,0311200309 


F Security, medical, emergency (, fire protection plans 


0311220196 Forwards IE Insp Rept 50-449/03-30 on 030124-20 0710-0803 

No noncofflpl lance noted 

MADSEN, 0 L Roglon 4. Office of Director 83/10/11 GARY. R J 
Texas Utilities Generating Co 2pp 21294 294 24X 

Fiche 50-445.03/10/11.0311220196 


—0311280203 IE Insp Rept 90-449/03-30 on 030124-28 0718-0005 No 

noncompl lance noted Major areas inspected detection aids - 
protected area, detection aids vital areas 6 assessment 
aids Details withheld (ref 10CFR73 21) 

CALDWELL, R A , EVANS, C A . JONES. W Q Region 4, Office of 

Director 03/09/30 Ip 21254 296 a4X Fiche 90-449. 03/ 10/ 11 , 

6311220196 


8310200362 Generic Ltr 63-33 to all licehsees 6 applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Sve list end 

ElSENHUTiD 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York. Inc 21pp 21114 329 24X 

Fiche 90-000,83/10/19,8310200362 


8311110349 Forwards BER re alternate shutdown Instrumentation 
requirements based on 830722 submittal Methods t plant 
features proposed as substitute for direct reading of source 
range neutron flux per lOCFRSD.App R unacceptable 
YOUNOblODD. B J Licensing Branch 1 83/10/27 OARV,R J Texes 

Utilities Generating Co 3pp 21199 166 24X Fiche 90-449. 

03/10/27,0311110349 


— 0311110340 SER re alternate shutdown instrumentation requirements of 
10CFR90, App R based on 830722 submittal Alternative methods 
unacceptable 

a Licensing Branch 1 83/10/27 6pp 21199 169 24X 

Fiche 90-449,83/10/27,8311110349 
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0 Adjudicatory cot-re^O ond ftnc e 


0311010306 Drlef rc ASLD inquiry on applicability of AUS It A9M6 Codas 
to (ualdin^ of pipe supports ASMS Code, not AWS cade> should 
govern welding procedUTB^ CertiPicate of Svc enc 1 
nErNCLDS.N S > HORIN, 14 A Texas Utilities Generating Co 
REFOLDS, N S DcbGVDlse & Liberman 03/10/20 Atomic Safety and 

Licensing Board Panel 9ApP 20979 OibA 2AX Fiche 30-^45.83/10/26, 
0311010308 


0J1 1070161 Answer opposing Cltiiens Assoc for Sound Energy 1 CASE 1 
□31024 motions to add now contontlon h for discovery re hot 
functional test results CASE should have begun to pursue 
eubg riatter by 030513 

HEVNDLOS. N 5 • KORIN. U A Texas Utilities Oenerating Co 
REVNOLOS. N S Debavoise h Liberman 03/11/03 Atomic Safety and 

Licensing Board Panel 34pp 2lOd)l 231 24X Flcha 50-44 5> 63/1 1/0 i, 

03 1 1070101 


— 0311070100 Affidavit of JT Merritt re hot functional testing program 
Testing will be per formed. contrary to Cltiiens Aeioc for 
Eaund Energy assertion Certificate of 8vc bud 
MERRITT.J T Texas UtiUtias Generating Co 93/11/03 llpp 
21061 265 24X Fiche 50-445.83/11/03.0311070161 


6311000190 Response to A5LB 031018 request for brief re relevance of 
Beard Notification 02-1O5A. "NRC Staff Evaluation ro 
Allegations of Potential Design Deficiencies in Class I 
Piping " Notification lirelovant Related correspondence 
REYNOLDS. N 8 . MORIN. W A Texas Utilities Generating Co 
HEYNOLDSj N S Debevoiss ?< Liberman 63/11/04 Atomic Gafety and 
Licensing Board Panel 6pp 21075 320 24x Fiche 50-*445. 63/1 1/04> 

8311080190 


— G311O0O195 Affidavit of UC Flnneran re analysis of stiff pipe clamp*- 
addressed in Board Notification B6-103A Analysis irrelevant 
io special Insp team rept Certificate of Svc end 
riNNERAN. J C Texas Utilities Generating Co 03/11/04 7pp 
21075 334 24X Fiche 50-445.93/11/04.0311000190 


9311080217 Corrects wording of Cltiiehs Assoc for Sound Energy 031013 
notion to add new c ontont ion. motion for discovery 6 offer of 
proof Applicant t< NRC already advised of change 
ELLIS. J Citiiens Association for Sound Energy 03/11/04 
BLOCH. P 0 . JORDAN. N K . hCCQLLQM. K A Atomic Safety and Licensing 
Board Panel Ip 21000 044 24X Fiche 50-445. 83/ 11/04, B31 1000317 


‘B31V060220 Advises that Citizens Assoc for Sound Energy cannot complete 
rept on allegations of quality deficiencies by ordered time 
Rept will be filed In 1-8 wks ASLo Should not rely heavily 
on site visit 

ELLI9.J Citizens Association for Sound Energy 03/11/04 

BLOCH. P B . JORDAN. W H . MCCQLLQM. K A Atomic Safety and Licensing 

Board Panel 3pp 210BQ 045 24X Fiche S0''445i 03/ 1 1/04. 

8311000217 


■0311060224 Assessment of app 1 iceb 1 1 ity of Board Notification 62-105A 
re piping L pipe supports Cettiflcatc of Svc end 
ELLIS. J Citizens Association for Sound Energy 03/11/04 39pp 
21000 047 24X Fiche 50-445.03/11/04.0311000217. 


— 0311090226 Response to NRC affidavits On open Items re Ualsh/Oogle 
allegations Certificate of Bve end 

ELLIS. J CitiiBns Association for Sound Energy 83/11/04 4pp 
aioeo 007 a4X Fiche 50-445.63/11/04.0311000217 


-6311000230 Forwards J Doyle & K Ualsh affidavits 

ELLlB.J Citizens Association for Sound Energy 03/11/04 
Docketing & Bervices Branch Ip 21000 091 24X 

Fiche 50-445,03/11/04.0311000217 


0311000235 Affidavit of MA Ualsh re ul Tapia (NRC) affidavit on changes 
in section properties for tube steel. 

WALSH.M A Citizens Association for Bound Energy 03/11/02 7pp 
aiOBO 092 a4X Fiche 50-445.03/11/04,0311060217 


* 0311000240 Affidavit of J Doyle re NRC questions L answers tn ref to 
open Items re Walsh/Ooyle allegations 

DOYLE. J Citizens Association for Sound Energy 83/11/01 72pp 
21QB0 099 a4X Ftche 50-445,03/11/04.6311000217 


B31 1060237 Forwards original signature page of JT Merritt affidavit ro 
hot functional testing. per 031103 commitment 

HORINrW A Debevoise & Liberman HORIN.W A Texas Utilities 
Oeniratlng Co 83/11/04 STUCKY. S M Docketing L Services Branch 
Ip 21080 174 24X Fiche 30-445,63/11/04.0311080237 


-0311080242 Original signature page of JT Merritt affidavit re hot 
functional testing 

MERRITT, J T Texas Utilities Generating Co 83/11/03 Ip 
21000 173 24X Fiche 50-445,03/11/04.0311000237 


0311000211 Forwards original signature p^ge of JC Finneran affidavit 
re analysis cf stiff pipe clamps addressed in Board 
Notification B2-i03A. per 831 lOA commitment 

HORIN. U A Debevotsu h Liberian H6R1N.W A Texas Utilities 
Generating Co 63/11/07 STUCKV, S M Docketing h Services Branch 
2pp 21073 253 24X FlchO 50-445.03/11/07.6311060211 


63tll5020j* Forwards Dallas Times Herald 031109 article, ’'Comanche Peai 
Builders Cited for Ua* Recur d keep 1 ng " Article mag be 
applicable to proposed new contention 2. QA/QC program for 
util nelated enrres poxidenco 

ELLlB.J Citizens Association for Bound Energy 83/11/09 

GLOCH, F 0 , MCCDLLQM.K A . JORDAN. H H Atomic Safety and Licensing 

Board Panel 2pp 21170 077 24X Fiche 30-445.03/11/09.631115020* 


0311150341 Partial answer to ASLB 031025 memorandum re QA procedure, 
motion for addl hearings h motion for protective orders 
Certificate of Svc oncl 

ELLlB.J Citizens Association for Sound Energy Q3/11/09 Atomic 
Safety and Licensing Board Panel 3*ipp 2117Q 023 24X 

Fiche 50-445,03/11/09.0311150341 


--0311150349 Forwards MA Dunham affidavit re harassment, i nt 1 mi dat ion h 
threatening of subordinate QC inspectors by util ngt fc 
quality of protective coatings 

ELLIS. J Citizens Association for Bound Energy 63/11/09 
Docketing «< Services Branch tp 81170 059 24X 

Fiche 50-443.63/11/09,6311150341 


— 03llI5O35£> Affidavit of MA Dunham ro harassment, intimidation h 
threatening of subordinate OC inspectors by util mgt h 
quality of protective coatings 

DUNHAM. M A Citizens Ateociatlon for Sound Energy 03/11/00 
40pp 21170 066 24X Fiche 50-445,03/11/09.0311150341 


0311150364 Reiponsfl to gtll «, NRC 831028 responses to ASLB Inquiry 
Into applicability of AMS code b ASMS Code to welding on 
pipe supports 

ELLIS. J Citizens Association for Sound Energy 63/il/lO Atomic 
Safety and Licensing Doard Panel Ip 21177 032 24x 

Fiche 50-445. 93/11/ 10. 0311 1 503&4 


— 031U5O3A7 Affidavit of J Doyle re utU brief on ASLB inquiry into 
applicability of AM8 code h A9hE Code to welding on pipe 
supports Certificate of Svc end 

DDYLE. J Citizens Association for Sound Energy 63/11/05 37pp 
21177 033 24X Fiche 50-44 5.03/11/10.6311150364 


0311160179 Informs that Cygna Energy draft independent assessment 
program rept will be transmitted to ASLB under separate 
cover Draft mill become final rept If no comments received 
REYNOLDS.NS Debevoise & Liberman REYNOLDS, N S Texas Utilities 
Generating Co 03/11/14 DUOCH. P D . MCCOLLGM.K A . JORDAN.MH 
Atomic Safety and Licensing Board Panel Ip 2il90 Oil 24X 
Fiche 50-445.03/11/14,0311160179 


0311230122 Answer opposing Citiiena Assoc for Bound Energy 93110? 
response to ASLB 031025 memorand um directing production of 
list of specific const deficiencies Response is merely 
contumacious reiteration Certificate of Svc end 
REYN3LDS.N S , HQRIN. M A Texas Utilities Generating Co 
REVNOLDS.N B Debevoise 6 Liberman 03/11/21 Atomic Safety and 
Licensing Board Panel I2pp 21269 012 24X FUhe 50-44 5. 83/11 /2L 

931123012S 


031 120O26S Order denying Citltene Assoc for Sound Energy B3S023 motion 
for admission of neu conitcnt 1 on re hot functional testing 
Contention dop& not meet five factors for late filing 
BLOCH. P B , JORDAN. W H , MCCDLLDM. K A Atomic Safety and Licensing 
Board Panel 03/11/23 CitiTens Association for Sound Energy 

Opp 2 1203 122 24X Fiche 30-4 43,03/11/23.0311260266 


6311290820 Motion for rec ons 1 deration of denial of affidavits on open 
items re Malsh/Doyle allegations Intervener denied 
opportunity for cross-examination 6 to present expert 
rebuttal testimony Certificate of Svc end 

BLLI8.J Citizens Association for Sound Energy 63/11/23 Atomic 
Safety And Licensing Board Panel 15pp 21305 877 24X 

Fiche 50-445.83/11/23,0311290220 


6311290226 Clarifies 631109 partial answer to ABLtI 031025 memorandum, 
motion for addl hearings V motion for protective orders 
pleading Intended to show dl scant 1 nglty between Lobbin 
testimony written rept 

ELLIS. J Citizens Association for Sound Energy 03/11/23 
DLQCK. P D . JORDAN. M H . HCC0LLCH. K A Atomic Safety and Licensing 
Qaard Ponelv Ip 21305 242 S4X Fiche 50-445. 63/11/23. 631 1290226 
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K Utility FiTiiai Saf»tv Analysis Report <FSAR) amends 


03JJlODDBi Amend 45 to FSAR 11/631 100 I tr 

CLEMENTS. 8 R Texas Utilities Operating Co 83/11/07 DENTON. H R 

□fFlce of Nutlear Reactor Regulation. Director lOOpp SU37 131 

?4X Flthe SO'445. 63/ 1 1/07. 8311100001 


0- Inspection reports. IE B-ulletlns U correspondence 


0311220243 Foriuards IE Insp Repts 50-445/83-31 b 30-446/e3'"l & an 
030725-2? No none onp 1 ianc e noted 

MADSEN. O L Region 4. Office o# Director 03/09/08 OARVtR J 
Texas Utilities Oenerating Co 2pp 21253 319 24X 

Flche 50-445. 63/09/00.8311220243 


— B3Jl22026i7 SE Insp Repts 50‘*445/83-31 t 50-44&/83-'16 on 030725-29 No 
none appliance noted Major areas inspected radwaste program 
tr transpartati an activi ties. Inc luding organiaati on. tra Inlng. 
personnel selection tr aual*# *< radwaite tngt 

DASR.R E * HOLLEY, g L . MURRAY. D Region 4. Office of Director 
B3/a?/02 I2pp 21253 321 24K Fiche 50-443.03/09/08.0311220241 


0311220196 Forwards IE Insp Hept 30-445/83-30 on 630124-20 tc 0710-0005 
No nancompl lance noted 

MADSEN. O L Region 4, Office of Director 03/10/11 OARY. R J 
Texas Utilities Senerating Co 2pp 21254 894 a4X 
Flcha 50-445.83/10/11,8311220194 


—8311220203 IE Insp Rept 50-445/83-30 on 830124-20 & 0710-0803 No 
noncomplian-ce noted Major areas inspec trd^ detec tton aids - 
protected area, detect ion aids — vital areas t< assessment 
aids Details uithheld (ref 10CFR73 21) 

CALDgELLfR A , EVANS. C A . JONES. M 8 Region 4. Off Ice of 

Director 83/09/30 Ip 21254 296 24K Fiche, 50-443. 03/10/1 1, 

83 U 220 194 


0308300797 IE l^fo Notice 93-69. 'Ttnproprrlv Installed Fire Dampers 
at Nuclear Poiifor Plants “ Sve list end 

JORDAN. E L Division of Efrergency Preparedness & Engineering 
Response (Post 930t03> 83/10/21 Consolidated Edison Co of Neu 

York. Inc I37pp 21114 351 24X Fiche 50-000.03/10/81,9300300797 


8308310030 IE Info Notice 03-70, "Vibration Induced Valve Failures " 
Sve list encl 

JORDAN. E L Divislaii of Ertergency Preparedness tr Engineering 
Response (Post 830103) 63/10/25 Consolidated Edison Co of Nec. 

York. Inc li7pp S1057 219 84X Fiche 50-000.83/10/85,8300310030 


0311150249 Forwards |F. Insp R«pt 50-445/83-40 on 830901-30 h notice 
of violation 

JOHNSON, E H Region 4. Office of Director 83/10/85 QARY.R J 
Texas Utilities Generating Co 2pp 21168,134 24X 

Fiche 50-445.83/10/25.0311 150249 


— B311150252 Notice of violation from Insp on 630901-30 

e Region. 4, Office of Director 83/10/85 Ip 21140 136 24X 

Fiche 50-445,83/10/23,8311150249 


—8311150355 IE Insp Rept 50-445/03-40 on 830901-30 Noncompl i anca noted 
estimated 12, 00-0 documents transmitted from startup group to 
records ctr u/incarrect transmittal forms during Jul, Aug 8, 

Sept 1933 

KELLEY. D L , HUNNICUTT. D M Region 4, Office of Direetpr 
83/10/24 7pi) 21148 137. 24X Fiche 50-445,83/10/25,8311150249 


0306300799 IE Bulletin 63-07, Euppl i, "Apparentlg Fraudulent Products 
Sold Qy Rag Miller, Inc " SvC list end 

DEVOUnOi H C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Cansalldated Edison Co of Neu Yorh. Inc 

I79pp S1070 170 a4X Fiche 50-000.83/10/26,8308300799 


0306310034 lE Info Notice 03-711 “Defect in Load-nearing Melds on 
Lifting Devices for Vessel Hoad tc Internals.*' Sve list end 
JORDAN. E L DivlftlDti of Emergency Preparedness t* Engineering 
Raspanse (Post 630103) B3/10/27 Cansolidated Edison Co of Neij, 

Yorfc. Inc li5pp 21057 357 24X Flche- 50-000. 63/10/87, 0308310034 


6300310046 IE Info Notice 03-72, "Environ Qualification Testing 
Experle-nce ** Sve list encl 

JORDAN, E L Division of Emergency Preparedness I. Enginierlng 
Response (Post 0301031 63/10/28 Consolidated Edison Co of Neu 

York* Inc 131 pp 21155 024 24X Fiche 50-000,83/10/20,8300310048 


8306310057 IE Info Notice 03-73, '■Radiation Exposure Froav Gloves 
Gontami nated W/U Daughter Products '* Sve list encl 

PARTLOW. J 0 Divisjon pf OA. Safeguards U Inspection Programs (Post 
830103) 63/10/31 Consolidated Edison Co of Ntu York, Inc 

ll4pp 21154 248 24X Fiche 50-000,63/10/31,6308310057 


6308310074 IE Info Notice 83-74, “Reactor Trip Breaker Malfunctions 
CUndervol tage Trip Devices on GE Type AK-2-2S Breakers) " 

Sve list encl 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of Nig 

York. Inc ilSpp 21514 024 24X Fiche 50-000.63/11/02.6308310074 


6308310075 IE Info Notice 63-75. "Improper Control Rod Manipulation “ 
Sve list encl 

JORDAN. £ L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 63/11/03 Consolidated Edison Co nf 

York, Inc 114PP 21513 2S3 24X Fiche 50-000,83/11/03,6300310073 


0311010015 IE Info Notice 63-77. "Air/Gas Entrainment Events Resulting 
In Sys Failures " Sve list end 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 63/11/14 Consolidated Edison Co of 

York, Inc li4pp 24x Fiche 50-000.83/11/14.6311010015 


6311290179 Foruards form Itr to he ttansmitted u/insp repts Util utU 
be reiiulred to ack receipt of rept by returning signed end 
form to Region IV 

COLL1N9, J T Region 4, Office of Director 63/11/15 OARV.R J 
Iotas Utilities Generating Co 3pp 21305 213 24X 

Fiche 50-445,83/11/13.8311290179 


6311010016 IE Info Notice 63-78. "Apparent Improper Mod of Component 
Affecting Riant Safety " Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineet'ing 
Raspunse (Post 630103) 03/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21603 001 24X Fiche 50-000.63/11/17.6311010010 


R Periodic operating reports & related correspondence 


8311100079 Forwards draft Vols 1 L 2 of "Independent Assessment 
Program for Comanche Peak Steam El ectrl c Stati on. Final 
Rept " Rept includes results of review conducted per 630904 
Independent assessment program plan 

williams, N H Cygna Energy Services 03/ll/OS BUR WELL, B NRC - 

No Detailed Affiliation Given SCHMIDT, H Hestinghoose Electric 
Corp 2pp 21134 221 24X Fiche 50-44&, 63/ 1 1/05, 831 1 100079 


— 6311100066 Draft Vols 1 & 2 of "Independent Assessment Program for 
Comanche Peak Steam Electric Station, Pinal Rept " 

WILLIAMS, N H Cygna Energy Services TR-03090-01 DRFT 03/11/05 
08lpp 21134 222 24X Fiche SO-445. 83/ 1 1 /05, 031 1 100079 


a Reportable occurrences, LERi i* related correspondence 


8311280243 Deficiency rept re defective breaker support brackets in 
460-volt switchgear Thlrty-slx brackets contain suspect 
Welds Replacements tentatively scheduled for shipment In 
Dec 1903 

0ARY,R J Texas Utilities Generating Co 83/11/14 JOHNSON, E N 
Region 4. Office of Director 2pp 21281 052 24X 

Fiche 50-445.63/11/14,8311280243 


8311280481 Part 21 rept forwarding list of KVAC units supplied to 
facilities All units built in Winston-Salem. NC facility 
brown. J T Bahnson Co . Inc (subs of Hillman Coal Coke Ca ) 

es/ll/lB DEYOUNG. R C Director's Office. Office op Inspection and 

Enforcement 2pp 21263 357 24X Fiche 50-000,83/11/18,0311200401 


T Hearing transcripts on non-antltrust matters 


8311210170 Transcript of 631114 telcon conference In Wash ing tan* DC 
Pp 9,135-9.204 

s Atomic Safety and Licensing Board Panel 83/11/14 71 pp 

21234 024 24X Fiche 50-445,83/11/14,8311210170 


DOCKET 50-444 COMANCHi: PEAK STEAM ELECTRIC 8TA , UNIT 2 


A Application/construction stage documents &t correspondence 


8311290172 Informs that E Johnson assigned position of Ch ief. Reactor 
Branch 1, rep lacing 0 Madsen, now assigned to Vendor Program 
Branch 

COLLINS, J T Region 4, Office of Director 83/10/07 GARY. R J 
Texas Utilities Generating Co Ip 21305 202 24X 

Fiche 50-445,83/10/07,0311290172 


8311180245 Assures independence effectiveness of OA program &, f u I 1 
cooperation in implementation of QA plan 

AUSTIN, T L Brown 4 Root Corp (subs of Halliburton Corp. ) 
83/10/23 COLLINS, J T Region 4, Office of Director ip 
21227 205 a4X Fiche 50-445.63/10/25,8311160245 
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11 ^ L OjlQ^Ozi OBhvrlc L 4 :i' 03 "^^ to all llcsnaeB^ of opBirAtinQ powkr 
ruacKnr* h applicant,* for CL r» NURt:o~0‘?69. "NRC lavantory 
Q-f Daimi " r niHktui'da NURfI 0 - 07 fa!J ”NRC Inventory Oaroi" for 
Info lOi’ily W/n j*nr3 five Jjtfc «mc] 

EJurNHUT,!) 0 Dlvliion of Llconntnfl B^/io/3i ConiolidatBd 
Ldin»h Co of Ndu Varv.t Inc t4pp Bi 104 015 SAX 
rjcho ao- 000 , oi/io/ai , oinonioAoa 


a3ll2e0309 Inforrj* that static & dyna-nic load tfittnj 

cdjupletad on cpntalnn«nt polai- crans Testing tntorss iaf«tv 
of vital aqulpmont jn containment while satisfying gjidanct 
of NUREG-0554 t* fuJcjUs f^SAR commitnenti 

SCHMIDT. M C Ttias Utilities Services. Ire 83/ii/2i 0uJjih»Ell S 
Office pf Nuclear Reactor Regulation. Director ip S12S2 SS5 
24X Flcho 50-443,03/11/21,8311280307 


n J I rorwisrile nonpfopr lotary f* Pro^irietary ver&lone of "Technical 

D 4 s«ft foi' Fliminat;iny Uorge PrimBry Loop Pipe Flupturee as 
IHrtfCtiiral (leslQn Ddsis far Comanche re^k Unit* 1 2 *' 

Troprlutary vomlon withhold <ref IOCPR'5 7901 
IH'HMIRT. M C T»»a* UtUltlkt Servlcos, me B3/l0/3t 
YtJUKOPLOODi D J Licensing Drench 1 Spp SiOlO 3U SAX 
rich* DO 44*1. QU/lOyai, D3U020J37 


— 03 J 10111124^1 4ppllc«ttnTi for withholding proprietary vertlon of 
"Technics] ntstoo for nilminetlng Large Primary Loop Pipe 
ffupturps At □tructurel Detlgn Datl* for Comanche Peak Units 
t P* '* per lOCrnS 790 Affidavit enc 1 

WintiLMANN. H A Msttlnghause electric Carp e3'lO/aa DENTOW/H R 
DfPlCd of Nuc 1 ir«T flpac lor UeQolfttloTi, Director App 21010 316 
liAt rich* •>0‘-4 4 5i (13/10/31.0311020237 


-■“(131 tOWOadO Monprnpr 1 otary vsraion op ’’Technical Bases for Eliminating 
large Primary Loop Pipe Ruptures as Structural Detipn Basis 
for Comanche F>eal< Uni to l t< 2 " 

lUHClUrC L , tiWAMVifi A . rlCjNRPNCy^ J J WestlOghause Elacftrlc 
Corp hr-UMt a 136 (NPi 03/10/31 PDpp 2J010 322 24X 

r iche !J0~440i 03/ 10/31.031 1020237 


F Security, medical, emergency U fire protection 


6310200362 Generic Ltr B3‘'33 to all licensees b appiKaots of nuclear 
power reactors re nHC positions on certain requirements of 
App R to lOCFRSO SvC list end 

EISENHUT.O G Division of Licensing 83/10/19 ConsoJidatetf 
Edison CO of Hew Yory, Inc 2lpp 21114 329 2ax 
Fiche go-OCO, 03/10/19.0310200362 


6311110345 Forwards SER re alternate shutdown in l trumenta t i on 
rsquii emants based on 830722 submittal Methods 6 plant 
features proposed as substitute for direct reading of sdur<t 
range neutron flut per lOCFRgO.App R unacceptable 
YOUNOflLDOD. 0 J Licensing Branch i 03/10/27 GARr. R J Taut 
i/iiHties Generating Co 3pp 21159 166 a4X Fleh* 30-445, 
03/IO/S7. 6311110345 


'—8311110348 SEB re alternate shutdown instrumentation re qu 1 noan ti 
lOCFRgO/App R based On 030722 Submittal Alternative nithods 
unacceptable 

a Licensing Branch I 03/10/27 6pp 21159 169 24X 

FUhe 50-449.83/10/27.0311110345 


tllll J 100403 Oeiiles 030906 request for Extension tP submit formal 120- 
tfaq rospoiisP to Oanprlc Ltr 03-20 re ImpHcatlPns of Salpm 
ATVI3 ovbiiVs Info roquoeted phnultl bo submlttodi to sstent 
pmctlCAl. by U'juta 

YOl/WClUtOCJO. K J Licensing Branch 1 ea/U/Ol GARY, R 0 T«iai 
Utillilfl-« Oeiioratihg Co ,>pp 2U3A -053 24X FUho 50-445. 

l/li/Al , (HI 1 1004(13 

Crtl 1 1■4■0^^99 forwftrdo NRC gonorlc evoIuAtion (KUREO-lOlA) re mod to 
Ho s 1 1 nyh u uko ktoan* goneratoi s D4/097E Mod acceptab la. pending 
plant -tpioc l flit v*r 1 f uaiUn h documentation of safety 

NOVAK? I *h '^Asalstant Director for Licensing B3/11/01 GARY. R J 
Tssas UtUUJea Ooneiating Co Spp B1164 341 247 

f Ic (iw DO -445. D'V 11/01, OnU 140279 

LUllOaOODl Oonorie Ltv 1)3-35 to all licensees of operating r»««tors. 
applicants for DLo V holders of CPs re c lari f icatlon of TMl 
AtlLnii (Man Horn 11 K 3 31 Hubmlital of bounding 
ileiiiqntt troll on will inllsfy requirements sve list encl 
LUiUNUJT.D 0 Division of Licensing 03/11/02 Consolidated 
Liilsnn Co of ’New York, Inc 16PP 21104 001 247 

riciiu 30' 000. DJ/n/02,03l 1020031 

IIJI 1100103 ForiuftrUs response to Goner Ic ^*‘11 

Dated di\ Ooneric Implications of 8* I em ATW3 Events Station 
(’rotoduTd L0T«/tJ6 will bo revised to include checking 
indicoiiuns of breaker operability 

(.LfcrtLNTtl.n R lexas Utilities Generating Co B3/n/03 
CiRENHUTrD 0 DlvUlnn of Ultensltig 37pp 21141 021 X 
rirhe 90-44 9. 03/ 11/03.031 1 100U13 

llJl 1140379 OuUmlts status of five potential f ^ 

Ul.« lour or ;o..M,lg oil Mvo plonto n..d ^ 

CVtJ4 if startup delays resulting froat extended l\%«Tings 

ml'cKii.W 0 orfu. of Ih. C.OCUMV. Dir.ctor for 
UJ/U/07 AOBELBTINL. J K Ccimml e« i oners 3pp 213212 
F irbe SO-OOf), D3/J l/07f 031 1140379 

-11 J1 I I40a(36 RoquBsts ostlmaio of which plants might need temporary 

DL ill 19134, QD l< 06 i nlRCKS.U J OffUe bf 

AOOCLGTIMC. JK CommUsioRiiTs 2^03 108 24X 

the Rxacutlvo Director for Operations Ip 21103 
Flclir 90-000/ D3/U/07/ 8311 140379 

□ 311140337 Informs fcluH response provide 

at earliest date avaiUbU prior to 8311^1 Prior respon 
tn generic ltr mall od 631104 ri3/fi/09 

QCMMIUT.H C rexas Utilities 21159 299 24 ^ 

VOUNGHLOtlD, B J Licensing Branch i tP ' 

F Ifhe flO-440, 03/11/09, S3 1 1 140237 

0311280142 Furwards Suppl 1 to ^®*JJj*®^,jQns*JrsSlem'' 

’'Roqulrod Actions Boned on ^2 1 2 2 re reactor 

ATW8 events " Info addresses Qec t S 2 i ^ ^ J 

trip sy» «. safely related aS/U/ai 

CLLHemo.n R 1«xa» Utilities 21283 032 

Cl6ENilUT,DG Division of LtcentvlT.2 Upp 21^3 0 

FI Che 90-449. (73/11/2 1 , 831 12Q0142 


0 Adjudicatory correspondence 

B3U010308 Oryef re ASlB inquiry on appltcablUty of AWS V ASM£ Ca(#i 
to welding of pipe supports ASME Code. not AWS cod*. should 
govern welding procedures Certificate of Sve end 
REYNOLDS, N S . HORIN. W A Toiat Utilities Generating Co 
REYNOLDS, N S Debevoise 6 Liberman 03/10/20 Atomic Safety a^j 

Licensing Board Panel 54pp 20977 064 2Ai Fjcht 50-449 6a/lO/*ti 
8311010308 

03110/0101 Answer opposing Cituens Assoc for Sound Energy (CAS£i 
031024 motions to add new contention t for discovery re hot 
functional tegt results CASE should have begun to pursue 
suhj matter by B30913 ^ 

REYNOLDS, N S , MORIN W A Teias Utilities Generating Co 
REYNOLDS, M S Debevoise 6 Liberman 93/11/03 
Licensing Board Panel 34pp 21061 231 
Q3ilQ7Qi0l 


Atomic Safety an? 
24X Fiche 50-445 03/ll/OJ 


—8311070180 Affidavit of JT Merritt re hot functional pregra'i 

Testing will be performed, contrary to Cituens Assoc for 
Sound Energy assertion Certificate of Sve enc iian 

mEHUITT. J t Texan Utilities Generating Co 93/11/03 llpp 

aiOAl 365 24X FiChe 50-449.83/11/03.0311070101 

0311000190 Response to ASlB 831012 request for brief re r*ltvanct of 
Board Notification 62-1054. ■•NFC Staff . 

Allegations of potential Design Deflci.nties in Class 1 
P ptng ■’ Notification irrelevant Related 

RgUtDa.N S , KORIN, W A J ... 
REYNOLDS. N S Debevolse L Liberman U-445 03/U.C4 

Licensing Board Panel 6pp 21075 328 ric^* 

0311080170 

^JuNERAri r’%naT Jt a i U eroinJr^ing Co B3MI/04 7pp 
r!«1 2a/; 1" . 50-«», Ba/U /OA. B3. ,0B0,90 

T 1,0Bi S5"‘ rtcR.*«"4A=.B3/U/0A.BS..«S«,? 

— 8311060220 AdvJses J*f U lenUes'^bJ orde^Jd » 

::u^irnuririTi:rAs^S"si::id not 

E^LISa^J Cjtljens and Lieinitng 

FUhe 50-445.83/11/04. 

B311O0O217 

f. ar.i.licablllty of Board Notlficaticn 62-109A 

-~S31 1000224 Ajoess^e^^^^^ CertiMtate of 33/11/04 39pp 
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'- 83110 QO 256 Response t;o NRC affidavits on open ite(n& U 4 l«h/Dagl« 
ailef^atjons Certificate of S^t 

Ei-LIS.j Cttiiens Aftsociatioft for Sound Energy 83711/0^ Apb 
aioao 097 sflx Fiche 50-445. B3/ii/04,e3iioaoai 7 


— 831 I 0 BO 23 O Foniiards J Doyle h M Walsh affidavlti 

euUIS.j Citliens Association for Sound Energy 03 / 11/04 
DOckatln} & Services Branch Ip 21000 0^1 2 AX 
Fiche 50 - 145 . 81 / 11 / 04,0311080317 


—0311000235 Affidavit of «A WaUh re JI TapU INRC) affidavit on changes 
in section properties for tufie steel 

A Cstlcen^ Association for Sound Energy 83/11/02 7pF 
21080 O'Sa 24X Fithe 50-445.83/11/04*8311000217 


8311^30123 Ansuier opposing Cifcitens Assoc for Bound Emtrau 83110? 
reoponSB to A^uB 03iO23 memorandum directing prod uc 1 1 on fl f 
Ii5t of Wi-JF/c Cffnst /response i* mereiu 

corvtumac iDus reiteration Certificate pf Sve end 
REvfJflLDe M I ■ ^ Utilities Oonoratlnp co 

REYNOLDS. N S DeHovOise Sf Llber/»4n 83/11/21 Atomic Qafetu aiMl 

MMMoJIs 018 S4!I Pun. 90-449,93/11/81, 


'' denying Citirens Assoc for Sound Energy 831023 motion 
for admission of new contention re hot functional testing 
m For Fll/ng 

^ ' KCCOLLOM.K A Atomic Safety and Licensing 
ItV atSai i:,f Cltiien. Association for Sojnd EnSrgy ’ 

app a 1283 152 a4X Flche 30-445.03/11/33.8311300260 


— B 311 O 0 O 24 O Affidavit of U Doyl* re NRC questions & an^uers in ref to 
open Items re Walsh/Doyle ajlegetions 

DOVLEaJ Cltlietis Association for Sound Energy 03/U/Oi 7app 
21080 099 a4X Flche 50-445.83/1 1/04. 83l 10B02| 7 


0311OBO237 Forwards original signature page of JT Hei-ritt affidavit re 
hot functional tasting, par 031103 coitunitment 

HORIM.w a Dehevoisa Zt Liberman HORIN. W A Teias Utilities 
Generating Co 03/11/04 STUCKY. S W Docketing h Services Branrh 
Ip 2JO0O 174 24X Fsche 50-443-63/11/04.8311080237 


—8311000242 Original signature page of UT Murrltt affidavit re hot 
functional testing 

HERrITt-u T Teiai Utilities Oenerating Co 83 / 11/03 ip 
2 iO 0 O 175 a 4 X Flche 50 - 445 , 83 / 11 / 04.8311000837 


il Z irr . . reconsiaorotion of denial of affUeVit* 
itoma re WaJsh/noyle allegations Intervener denied 

cross-esamination & to present expert 
Tobuttai testimony certificate of Sve end 
Ct-LiS. U Citiians Association for Sound Eneroy 83/11/23 
Safety and Licensing Board Panel I9pp 21309 277 a4X 
Flche SO-445, 83/1 1/23» 031 1290280 


Atoeii< 


nn i Z pa.viai aiisuer CO «HI-0 031023 meworandum. 

motion for atJdl hearings l motion for protective orders 
ri^etring intended to shoiu discontinuity betusen Lobbln 
testimony (t turitten rapt 

« Cltijens Association for Sound Energy 83/11/83 

JORDAN, M H . MCCDLLOrt.K A AtomU Safety and Llontinfl 

Board Panel ip 21305 242 24X Flche 50-449. 03/11/23. flat 129822^ 


8311080211 Forwards original ilgnsture page of JC Pinnaran affidavit 
rr analysis of stiff pipe clamps addressed In Board 
Ratification 08-1O5A. per 831104 commitment 

HORIH.W A Dsbavoise b Liberman KDRIN.U A Teems UtHitias 
Generating Co 83/11/07 STUCKY. 3 W Bocketl nn b ServJc e- Dra/ir 
app 21079 253 24X Fi Che 50-445,83/11/07, 8311000211 

631 1150206 Forwards Dallas Times Herald B31109 article^ "Cojeancha Padfc 
Builders Cited for La* Recordkeeping •• Article may b< 
applicable to proposed new contention b Qa/QC prooi-am for 
□til Related correspondence 

ELLIS, J Citizens Association for Sound Energy B3/11/09 

BLOCH, P B , MCCOLUOHrK A , JORDAN. W H Atomic Qafmtp Ipjf Lica/ffiw 

Board Panel Spp 2II70 077 24X Mche 50-445.83/11/09. 8311150206 

Penial answer tp ASLB 031025 memorandum re qa procedure, 
motion for eddl hearings 6 motion for protective orders 
Certificate of Sve end nra»rs 

Citizens Association for Sound Energy B3/tt/09 Atomic 
Licensing Board Panel 36pp 21178 023 24X 

Fiche 50-445,83/11/09.8311150341 ^ 

affidavit re hara»,aventdnt l«i dation 4. 
/wbOTdlnate Qc inspedors by utii mot b 
quality of protective coatings ^ ^ 

Citizens Association for Sound Energy 83/11/09 
Docketing i Services Branch ip. 21178 059- 24X 

FUhe 30-445.83/11/09.^311150341 

“^Subordinate OC Inspectors by util mgt 

quality of protacliv* coatings « Y': « 

2n7d nifk* Sound Energy Ba/ll/OS 

40pp 21170 060 24X FithP ^3iU5034i 

Association for Sound Energy 03/11/10 Atomic 
safety and Licensing Board Panel ip 2IJ77 oit Atomic 

Flch. 5O-«3,B3/lt/l0,B3lilSO3M 21177 03= 24* 

“1^7^023 ;u,fs,“s5.f?;ssi4 

‘"SC 


TDENTON. H U 
aij37 131 


Safety Analysis Report <FSAR> b amende 

estiioooai Amend 45 to F8AR 11/831103 Ur 

2 2 Texas UtUitle* Oenaratlng Co 63/11/07 
Reactor Regulation. Director lOOpp 
!?4X Flche 50-445.83/11/07.0311100001 

Bulletin* b corretpondente 

MO’*. J*'- 7. violation, nat.d ,n IE Intp 
negt 90-446/83-15 Corrective action* only Individual* 
ec/theeited 6y project welding engineering may Void 
dntumentatlon ^ 

pt^’ton i »*neratlng co 03/00/03 MAD9EN, 0 L. 

Region 4, Office of Director 3pp 21254 173 24X 

Flche? 50-446. 03/00/05. 8311220289 

50-445/03-31 b 50-446/83-16 Oft 

830725-29 No noncomp 1 ienc e noted 

Office of Director 03/09/08 GARY. R xt 
Tejtae Utilities Generating Co 2pp 21253 3J9 24X 

Flche 50-443.03/07/00,0311220263 

—8311220267 IE ipsp Repts 50-445/03-31 b 90-446/03-16 on 630729-29 N& 
noocompllancB noted Major areas inspected redwatte propram 
b transportation activities, including organl latlon. train ino/ 

2!2 2"5‘ selection b qualifications b riidwaite jpgt ° 

^ * HOLLEY, W U I MURRAY. S Region 4. Office of Directin' 
83/09/02 i2pp 21293 321 24X Flche 50-445. 03/09/001 831 1 aa02di3 

^^St^NSlle QQ-69. '’Improperly Installed Fire Dainpert 

at Nuclear Power Plants Svt list enfj 

JORDAN.^ L Division of Emergency Preparedness b Enjjneerinp 
Response tPost bOOIosi 03/10/21 Consolidated Edjs” co of W#u, 

UrlEi tic I37pp 21114 351 24X Flche 90-000.03/10/21.83003007^7 

®^avc‘lUt lncl’'^° 03-70. -'Vibration Induced Valve Fa i lure* « 

JORDAN, e L Division of Emergency Preparedness b EngjneArlno 
Response <Fost 830103) 03/10/29 Consolidated EdUon Ce. of N-tv 

York* Ihc I|7pp 21097 219 24X Flche 90-000,03/10/29.8309310030 

^^Snld^Brnl^ L' Fraudulent Product* 

Hold uy Ray Miller, inc " bvc list end 

DEYOUNObR c Director's Office. Office Of Inspection and 
Enforcement 03/10/26 Consolidated Edison Co of wJS 
l79pp 21070 170 24X Flche 50-000,03/10/26.0308300799 

8300310034 IE Info Notice 03-71. "Defect in Load-Beerlne Waliie 
u.tins D,vlc.. for v...,l H.ad fc Int.rn.l. ? Sv' "I?, 

^EOAN' E L Div.Bian of EmRrBcncg Pr.par.dnv.i It Eng Inettl* Ino 
R„gan., IPo.t 830103) B3/.0/a7 f’,." cS’ a* m .. 

V.,k, l„c .,»,p 3,097 357 a« Flch. 90-000. BP/lo'S^.aSieStooS^ 

83093,0048 IE Info Mot.e. 63-73. “Envlnon Ou.Uflc.Uon Tootlno 
Experience " Sve Ust end «i.»v»ng 

JORDAN. E U Division of Emergency Preparedness b Enolnearin« 

Response <Post Q30io3) 03/ 10/28 Coreolideted Edi««« /I!® 

VorK. ,« .3.pf 31,99 034 =4* F,cM- BMBatoMB, 
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□:JOnJIO<)&7 It Ihfo Notice B:i-73< “Radiation Exposure From Olove* 
t, ontorn 1 n» te d W7U Dau^htor Products '' Svc list end 

PArauilU* J <3 Division of QA. Bofoguards 8. Inspection Programs {Post 
tl3(>lon> 03/10/ai Consolidated Edison Co of New York, Inc 
ll6pp KlltSA ^40 ;?4K riche 50-000,03/10/31.8308310037 


□300310076 It Info Notlre 03‘'/6, “Reactor Trip BrfeaVer Malfunctions 
lUni! erve 1 tage Trip Oevltes on Gt Type AK-a-SS Oreakers) ” 
iivc list enc I 

JtlROAN, n I, Division of Emergency Preparedness St Engineering 
Raspanne <Pnit 11301031 83/11/0? Consolidated Edison Co of Neut 

Yorll, Inc llSpp tM3l4 024 24X Fiche 50-000.03/11/02,8308310076 


B3ll2l'0DBS Forutards CESSAR 11 severe accident re^teu statvs luiv’^ary 
for GE PPA 831 il5 briefing 

niRAOLlA.F J Assistant Director for Safety Aisessr»ient B3/11/15 
OENTON. N R Office of Nuclear Reactor Regulation Director 3pp 
21241 230 24X Fiche 50-447,53/11/15.8311210035 


— 531114DS06 Foruardi OESSAR PRa status K, potential problem areas, per 
031101 request Meno coordinated w/Oivs of Engineering I. 

Sys Integration foi input h concurrence 
SPE19. T P Division of Safety Technology 83/ 1 1 /07 
E5SENHUT. D G Division of Licensing Bpp 2»24l 341 24X 

Fich® 50-447.83/11/15.8311310055 


03OU‘liOO7a IC Cnfo Notico 83-75, “Improper Control Rod ManiDulation " 
Qvc list and 

xJORDAN,E I, Division of Cmergcncg Preparedness U Englneorlng 
Hasponso (Pott 030103) 03/11/03 CoAsolldated Edison Co of New 

Yoik, inc UApp 21513 253 24X Fiche 50-000,83/11/03.0308310075 


0311010013 1C Info Nufcice 03-77, ''Alr/Oas Entrainment Events Resulting 
In 8yt rollwres “ 9vc list end 

JORDAN, E L DWUI 011 of Emergency Preparedness h Engineering 
iU»p(iii«o (Post 030103) 03/11/14 Consolidated Edison Co of New 

Vork, int n4pp 24X Fiche 30-000, 83/1 1 / 14, 83U010015 


0311290179 Forwards form Itr to he transmitted ui/insp repts Util will 
lie reRUired to ack receipt of rept by returning signed end 
form to Region W 

COULlHai J T Region 4, Office of Director B3/11/19 OARY.R 0 
1 esHS Uk^ilitlos Generating Co 3pp 21305 2t3 24X 

riche. 50-449, 03/11/13, 1270179 


0311010010 IE Info Notice 03 ’7Qi "Apparent Improper Mod of Component 
Affecting FMant Safety Bve ll*t end 

JnnUANp E U Division of Emergency Preparedness & Engineering 
Rtsi>ari«* IPost 830103) 83/11/17 Consolidated Edison Co of New 

York. Inc llVpp 21603 001 24X Fith® 30-000,03/11/17,8311010018 


831 1S60230 Forwards proprietary “GESSAR II internal Event pRa 
Uncertainty Analysis,' m support of severe accident review 
in response to PRa Question 720 143 Rept withheld 
(ref 10CFR2 790) 

QUIRK, J F General Electric Co 83/11/17 ElSENHUT. D G Dlviilt'. 
of Licensing 5pp 21280 116 24X Fiche 50-447.03/11/17 

831 1280230 


F Security, medical, emergency t, fire protection plant 


8311160082 Forwards proprietary ‘’GESBAR II Fire b Flood Eiternai E^ent 
Analysis," in response to NRC draft policy statenent on 
severe accidents Affidavit end R»Pt withheld (ref 
lOCFRa 790) 

QUIRK, J F General Electric Co 03/U/O7 EISENHUT. D C DivltiO-i 
of Licensing 5pp 21189 330 24X Fich* 50-447.83/11/07. 

B3111600B2 


0311280461 Forwards "GESSAR U Fire b Flood Eit*rnal Event Analysis “ 
Rept withheld (ref iOCFR2 790) 

QUIRK, JF General eiottric Co 03/11/07 EISENHUT.OG Division 
of Licensing 5pp 21204 103 24X Fich* 50-447,03/11/07. 


Ferloillc ojufrotlfig reports b related correspondence 


0 : 1111000/9 Forwards draft VoU I b 2 of '‘Independent Asseesment 
Frogratn for Comanche Peak Bteam Electric Station, Final 
Rept “ flipb indudei results of review conducted per 030906 
ln*l ep eniJenl assessment program plan « y,or 

WUI.IAHB,N H Cygna Energy Services 03/Il/OS BURWELLiS NRC 
No Data Hod Affiliation Given BCMMIDT.M 

CoTp »pn 21134 221 24X Fiche 30-443, 03 / 1 1 / 05 , ©311 100079 


DOCKET STN-50-454 BYRON STATION. UNIT 1 

A Application/constructlon stag* document* b c orreip^d »nc* 


8311030102 Forwards plans for interim operation of HVAC sys, for 
concurrence Plans describe manner in which interconnected 
available HVAC equipment will be tested t operated to 


support fuel load of Unit 1 
TRAMrt, r f? Commonwealth Edison ©3/ 

af Nuclear Reactor Regulation, Director 
nil irtnoiflS 


DEtiTON.U » Office 
21034 161 24X 


-0311100003 Draft VaU 1 b 8 of "Independent Assessment Program for 
CorsaDche Peak Rteam Electric !!, nn/iwoB 

WILLIAMS, N H Cuana Cnerny Bervices TR-Q3090-01 DRFT 03/11/03 

poiiip ai»3i aiia Ft'*'' »o-4«. 03 / 11 / 09,9311100079 


-0311030183 ■•Au.lll.rv Bl,, V.nUl.ti.n S',* '"*"1" 5'Ua‘°%4x"’ 
- Edison Co 63/10/27 18pp 21034 16» 


O RopoptflLU occurrences, LCRs related 

(1311280243 Deficiency rept re defective breaker support brackets in 
4Q0-vt)U switchgepr Thirty-si* *1!!^;':- 

welds Fie placements tentatively scheduled for shipment in 

0ARV?n!^3 Te*as Utilities Generating Co QJ/U/U JOHNSON, B H 
Realor 4, Office of Director. 2PP 21201 052 24X 

richs' 30-449, 03/11/16, 0311800243 

011 1200401 Part 21 rept forwarding list u tS'' 

T Hearing transcripts on non-antI irust^matters 

0311310170 Transcript of 031116 telcon conference in Wash Ing ton. DC 

Atnihlt Safety and Licensing 
2-ia34‘0a6 24X Fiche 50-445.83/11/16,0311210170 


DOCKET eTN-50-447 0^8840-230 


A Appllcatloh/constr uctlon stage 

0311020002 NotlPlcation of 031029 

ta discuss draft BNL repts re a-^result 

fission product release core 

of Internally generated accident ljT‘anch 83/10/21 

©CALETTIiD C atandardliation «« Special Projects Dranc 
TH0MA9, C 0 Bfcandardliation ^ 

at023, 361 24X Fiche 50-447.03/10/21,031102000 


irstzr ;r ' 

Fjche 50-434,03/10/27,0311030102 

— Q3U 030IB6 ••Cont.in».i>t Pur,. i"|"‘"3°5"'‘2!oa4'’l92 ' 2« 

» Commonwealth Edison Co 63/10/27 2pg liwjs 
Fiche 50-494,63/10/27.0311030182 

a? dL " FoJiards NUREG-0965 "NRC Inventory of D-m* for 

Info onJV W/o 83/10/31 ConsoUdstsd 

EISENHUT.D 0 Division »f aup, 018 2« 

Edison Co 0 , No« York. Inc HPP Olo 

FUhe 50-000.83/10/31*8310310403 
B31U00.04 O*"*'* ATUr 

”"r'or“D,|:n . s:?;?:-”' 

VOUNOBLOOb'd'’/" Lloen.lns 0S0^'°3« P,th^"w-O00, B3/ 10/31 

Commonwealth Edison Co 3pD Z‘ * 

Q3LII00404 

0311140301 Forwards NRC generic ing 

r."ro^ni::kio„ 

ss;irrki“'°M"5ii.ni Biroikor 

Commonwealth Edison Co 2pp 
03/11/01. 0311140301 
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0311020051 Gentrli: Ltr 83-33 to oH -licerKiets of ODer^tlng r&actors. 
aoplicanti. for Ol-S U hold^rt of CP* ro clarification of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
dimon'etratton will r equtrem(?nt a Svc liat entl 

EISENHUT* D G Dlvlalon of Llconslnq 93fll/&2 Consolidated! 

Edison Co of New York* Inc li»PP 21104 COl S4X 
Flche SO'OOO. 03/11 /G2' 631 1020031 


9311010012 Board Notification 93-84 forwards description of NRR concern 
re absence of dertiiatprs 6 heaters in filter -bv* fioTvlng 
nonaccessible area in auklllarg bldg i< fuel handling bldg 
NDVAH'T tt Assistant Director for Liconsing 03/11/03 Atomic 

Safetv Licensing Qoard Fanol 5pp 21066 236 24X 

Fiehe 30-434,83/11/03.9311010012 


9311090210 Forwards 120-day respane* to Generic Ufcr 83-2B re req,ulr«d 
acticni based on generic impLlcations of Salem ATIJS events 
IJARNE9.,P L Cofltunonupalth Cdlson Co B3/il/09 OEhffONiH R Office 
af Nuclear Reactor Regulation, Director 3pp 21103 261 24X 

Flche SO'OOD, 83/1 1/03, 031 1090218 


3311110113 Documents basis for conclusion that rail U girder mag he 
rtnoved safely front temporary heavy load etclusiork area 
Oirder uill be secured u/safety lines while being Lowered & 
transported uithin arclusian area 

TRAMH.T R Commonwealth Ed i son Co 03/11/07 DENTON, H R Office 
Qf Nuclear Reactor Regulation, Director Ip 21149 002 24X 

Flche 50'000,B3/11/07,S311110115 


9311140379 Submits status of Five potential candidate* for temporary 
□Ls Four or possibly all five plants nead temporary OL in 
CYB4 if startup delays resulting from eitended hearings 
occur 

DIRCKS.U u Office of the Executive Director for Operations 
03/11/07 ASBELSTlNEaJ K Coffwil ssioners Qpp 21321.201 24X 

Fiche 50-000,93/11/07.9311140379 


■9311140396 P 'quests estimate of which plants might need temporary 
OL in 1904, &3 & 96 

A9SFLSTINE, J K Commissioners 63/10/11 DIRCAB. W 0 Office of 
the Ese-cutlve Director for Qperations Ip 21103 196 SAX 
Flche 30-000,93/11/07,8311140379 


9311010024 Board Notification 63-192 forwards NUREO-10144 "BER re 
D4/D5/E Steam Generator Design Mod l/nit 1 selected as 
lead plant for design mod if/o end 

NOV'AHi T N Assistant Director for Licensing 93/11/21 Atomic 

Safety and Licensing Doard Panel 2pp 21286 322 24X 

Fithe 30-454.83/11/21,9311010024 


p Security, medical, emergency &r fire protection plans 


9310200362 Generic Ltr 93-33 to all llcensaes & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFH50 Bve list end 

EtSENHUr, D Q Division of Licensing 93/10/19 Consolidated 
Edison Co of New Vorl, Inc 21pp 21114 329 24X 

Flche 50-000,63/10/19.9310200362 


9311010270 Forwards IE Safeguards Insp Rept SO-454/83-49 on 831005 No 
nonccirp 1 i ante noted 

AXEL80N,WL Region 3 , Office of Director 83/10/27 REED.C 
Commonuealth Edison Co 2pp 20978 337 24X Fiche 30-454,03/10/27, 

0311010970 


—0311010276 IE Safeguards Insp Rept 50-454/83-45 on 631003 No 
noncomp I ianc B noted Major areas inspected review of licensee 
internal audit re imp leimenta tl on statir* of security program 
Details withheld <ref 10CFR732f} 

QELANQER^a L , HADED A, T J , PIRTLE,0 t_ Region 3, Office of 
Director 63/10/27 2 pp 20970 339 24K Flche 50-434,83/10/27. 

8311010270 


0311OBO343 Forwards corTtctlons to listed security plan revs 
Corrections withheld (ref 10CFR73 21 ) 

FARRAR, D L -Commonwealth Edison Co 83/10/29 Office of Nuclear 
Reactor Regulation. Director Ip 21070 329 24X 

Flche 30-000, 83/10/28, 9311000343 


0311150472 Advises that 930414 response re cmergenciy operations 
fadllties meets habitability I* location requirements of 
N0fiEG-O737»5uppl i Approval of other r/nergency features to 
be determined during post-imp 1 ementation appraisal 
YOUKOBLOQd.B J Licensing Branch I 93/11/03 FARRAR, 0 L 
Commonwealth Edison Co 2pp 21180 203 24X Flche 50-000*83/11/03, 

0311150472 


0311260359 Forwards final revised Section 9 schedule required by 
Generic Ltr 92-33 re commitment to SuppI 1 of NUREQ-0737 
REED, C Commonwealth Edison Co 83/1 1/IS DENTON, H R Office of 
Nuclear Reactor Regulation* Director Bpp 21293 155 24X 

Fiche 30-000.83/11/15.9311230359 


0311220472 Act receipt of 931028 submittal of correction to H«v G is 
security plan under provisions of 10CFR50 34 ( p ) Changes to 
physical security program plans should be submitted to NRR 
4* amends to license application until DL issued 

AXELSQN.U L Region 3 , Office of Director 93/11/17 rAnRAR^DI- 
Commonwealth Edison Co tp 21259 172 24X Flche 50— 454 . 03/ 1 1 / 1 ^ 

0311220472 


0311290214 Forwards revised security plans Flans withheld 
<ref 10CFR73 21) 

FARRAR, D L Commonwealth Edison Co 93/11/17 Office of NucliS^ 

Reactor Regulation, Director ip 21295 175 24X 

Flche 50-000,83/11/17,8311200214 


6311290034 Forward! IE Safeguards Insp Rept 50-454/63-51 on Q31024'19 
No noncompliance noted 

AXELSON, W L Region 3, Office of Director 83/11/23 REED.C 
Commonwealth Edison Co 2pp 21306 244 24X Flche 50“454i 03/ 1 1 

B31 1290034 


— 8311290038 IE Safeguards Insp Rept 50-434/83-51 on 031O24'-2Q Na 
noncompliance noted Major areas inspected security 
organ! latlon, security program aud 1 1 , phy si cai barriers 6 
security sys Details withheld (ref 10CrR73 20 
BELANGER, J L , MADEDA. T J , CREED, J R Region 3, Off Ic* of 
Director 83/11/23 Ip 21306 246 24X Flche 50-4 54, 63/ 1 1 

9311290034 


O Adjudicatory correspondence 


6311070167 Response opposing intervener 831018 motion for discovery 
Q40213 fuel load date Discovery irrelevant to proceeding 
Issues b based on faulty it unsupported premise Certificate 
of Svc end 

DIELAil 8 Kl,A P Commonwealth Edison Co BlELAWSKI.A r Ishee. 
Lincoln U Beale 93/11/02 Atomic Safety and UUanslng Boar* 
Panel 5pp 81061 802 24X Flche 50-454,03/11/02.0311070167 


9311140177 Memorandum forwarding author affidavit for svc P*r State ** 
IL request 

SMITH, I U Atomic Safety and Licensing Board Panel 03/11/09 If 
21150 195 84X Flche 50-454,03/11/09,9311140177 


“0311140193 Affidavit of IW Smith re info on pending Inspt «r 
investigations of Hatfield Electric Co QA program, pre sen 1 ed 
to AbLD ex parte & in camera to determine whether 
evidentiary presentation needed 

SMITH, 1 U Atomic Safety and Licensing Board Panel 03/ 11/09 
2pp 81150 196 24X Flche 50-454,83/11/09,6311140177. 


8311170159 Memorandum & order denying intervenor 031OiP motlbn. for 
limited discovery against NRC h. util re fuel load date 
Issues would not be illuminated to slightest degree by 
Inowlng reliability of fuel load date 

SMITH, 1 U Atomic Safety and Licensing Board Panel QS/H/]?) 
League of Women Voters of Rocitford, IL 4pp 21213 318 34* 

Flch*' 50-454, 93/11/15, 8311170150 


Q Inspection reports, IE Bulletins & correspondence 


8311160151 Forwards CGtG rept re Independent piping strevi analgals 
portion of auxiliary feedwater sys, as part of integrated 
design insp 

AULlSONiD Division of Emergency Preparedness & Englneerlmo flne-tpo 
(Post 830103) 83/10/20 MILHDAN, J QA Branch 2pp 21120-1' 109 

24X Flche 50-454,03/10/20,9311160151 


— 9311160154 “Pipe Support Stiffness Analysis for Independent 
Verification of Sargent !< Lundy Design “ 

« EOLG, Inc 03/07/11 7pp 21201 191 24X 

Flche 50-454,93/10/20,8311160151 


0300300797 IE Info Notice 93-69, “Improperly Installed Fire Daiepart 
at Nuclear Power Plants *' Svc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 83/10/21 Consolidated Edlmo-n Co t 

Yort, tnc I37pp 21114 351 24X Flche 50-000,63/10/21,0300300 


6308310030 IE Info Notice 83-70, “Vibration Induced Valve rallura* 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Eng ineer In q. 
Response (Post 830103) 83/10/25 Consolidated Edison Co. of I 

York, Inc lt7pp 21057 219 24X Flche 50-000, 63/ iD/aS, 0300310 


0300300799 IE Bulletin 83-07, Suppl 1, ’’Apparently Fraudulent Pr-odut 
Said By Ray Miller, Inc '* Svc list end 

DEYDliNO, R C Director’s Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New Vorh.^ I 

I79pp 21070 170 84X Fiche 50-000,83/10/26,6300300797 
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(3311090293 Forwijrdi IC Insp Repts SO-454/B3-42 t 30-433/B3~32 on 
B3090i'23 at Site & AH/vtndor ofcs No none omp 1 i ant « notod 
little, M g Region 3, Office of Director 03/10/26 REED,c 
Comironuteaith Edison Cn 2pp 21103 100 24X Flche 30~454, 83/10/36, 

0311090293 


-'8311090290 IE insp Repts 30-434/03-42 t< SO-'ASS/as-ag on 030901-23 ai 
site tt AE/V 9 nd□'^ ofC5 No noncomp 1 lane e noted Major areas 
inspected observation of EAM tests, Investl gat ion of 
allegation re Sargent & Lundy activities on design change 
VINil T , Danielson, D H Region 3 . Office of Director 83/10/23 
I5pp 21103 190 24X Fiche 30-434.83/10/36,6311090293 


0311090354 IE Insp Repts 50-454/83-46 6 50-435/03-34 discussed during 
031Q11-13 l( 10 taicon No none ompl lance noted Major areas 
progra/f) I* mgt controls QA 

0E8TMANN, M J , 6ChUMACHER,M Region 3, Office of Director 
03/10/36 Qpp 21103 117 24X Flcbe 30-434,83/10/26,8311090346 


0306310034 IE Info Notice 83-71, "Defect in Load-Dearing Welds on 
Lifting Devices for Vessel Head 6 Internals Bve list end 
JORDAN, E L Division of Emergency Preparedness 1< Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of Neu; 

York, 1T)C U3pp 21037 357 24X Fiche 50-000.03/10/27.0309310034 


B31 1010270 Forwards IE Safeguards Insp Rept 30-454/03-45 on 631005 No 
noncomp 1 lane B noted 

AXEL80N.N L Region 3, Office of Director 03/10/27 REED.C 
CoitimontueaUh Edison Co, 2pp 20970 337 24X Fiche 50-434,03/10/27. 

8311010270 


—0311010276 IE Safeguards Insp Rept 50-454/83-45 on 031005 No 
noncomp I lance noted Major areas inspected review of licensee 
Internal audit re Implementation status of security program 
Details withheld tref lCCFn73 211 

DELANQER,J L . MAOEDA, T J , PlRTLE, 0 L Region 3. Office uf 
Director 03/10/27 2pp 20970 339 24X Fiche 50-454,83/10/27, 

8311010270 


□311030129 Forwards “Dyron Unit 1 Steam Oenerator/Pressur li er 
Preservice Exam " 

TRAMM, T R Commonwealth Edison Co 03/10/27 DENTON, H R OffU« 
of Nuclear Reactor Regulation, Director 2pp 21030 090 24X 

Fiche 50-434,03/10/37,0311030129 


—0311030134 "Byron Unit 1 steam Oenerator/Pressur i jar Preiervlce E«an 
» Commonwealth Edison Co 83/10/27 63pp 21038:092 24X 

Fiche 50-454,83/10/27,8311030129 


8311090346 Forwards lE Jnsp Repts 50-454/83-46 U 50-455/03-34 discussed 
during 031011-13 6 18 telcon No noncomp 1 lance noted 
PAPEniELLQ,C J Region 3, Office of Director 83/10/27 HEEDiC 
Commonwealth Edison Co 0 pp 21105 115 24X Fiche 50-454, 03/ 10/2*»i 

831 1090346 


0308310048 IE Info Notice 03-72, "Environ Qualification Testing 
Experience •’ Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 83/10/28 Consolidated Edison Co of New 

York, Inc I31pp 2U55 024 SAX Fiche 30-000. 03/10/20, 0300310048 


8311020015 Forwards errata to IE Insp Rept 30'-454/03-32 dtd 830929 
DEYDUNO. R C Director's Office, Office of Inspection and 

Enforcement 83/10/20 REED, C Commonwealth Edison Co 3pp 

21012 176 a4X Fiche, 50-454, 83/10/28, 8311020015 


—8311020021 Errata to IE Insp Rept 50-454/83-32 dtd ©30729 re 
integrated design insp Errata correctly referencee Public 
Bve Co Of Indiana 6 makes editorial changes 

* Region 3, Office of Director 83/10/28 Ip 21012 179 24X 

Fiche 50-454,03/10/20,8311020015 


0308310057 lE Info Notice 03-73, "Radiation Exposure From Oloves 
Contaminated vi/U Daughter Products " 9vc list end 

PARTLOW, J G Division of QA, Safeguards 8« Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

ll6pp 21154 248 a4X Fiche 50-000.83/10/31.0300310057 


8308310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
(Undervoltage Trip Devices on OE Type AK-a-25 DreolterB) " 

3vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of New 

York. Inc U5pp 21514 024 24X Fiche ' 50-000, 63/1 1/02, 9300310076 


8300310075 IE Info Notice 83-75. "ImpropBr Control Rod Manipulatl on " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/11/03 Conso 1 idateiS Edison Co t>f New 

York, Inc ll4pp 21513 253 24X Fiche 50-000, ©3/1 1/03, 03083 10075 


0311210345 Forwards IE Insp Rept 5O-454/B3-40 on 03)018-21 No 
noncompliance noted 

LITTLE,© S Region 3, Office off Director 03/11/03 REED, C 
Conmnnwealth Edison Co 2pp 21239 343 24X Fiche 50-454.03/11/03. 

0311210345 


—0311210351 IE Insp Rept 50-454/83-40 on ©31010-21 No noncomp 1 i anc e 
noted Major areas inspected installation & termination of 
instrument cables 6 associated records b procedures 
LOVE, R & , MENDEZ, R , WILLIAMS, C (; Region 3. Office of Director 
03/11/03 7pp 21239 345 24X Fiche 50-4 54, 03 / 1 i /03. 031 1 210343 


8311200242 Forwards lE Mgt Meeting Repts 50-010/03-20.50-237/83-30, 
50-249/03-28, 50-25 4/83- 29 ,■ 30-265/03-29, 50-295/03-23, 

50-304/03-24, 50-3/3/03-43, 50-374 / 93-47 , 50- 454/93-50, 

50-455/03-36,30-456/03-13 Ir 50-457/93-14 on 0310)9 

NQRELIUS,C e Division of Project 6 Residefit Programs 83/11/07 

REED, C commonwealth Edison Co 2pp 21201 IQO 24X 

riche 50-000, 03/11/07, 831 1200242 


—3311200259 IE Mgt Meeting Repts 50-010/83-20,50-237/83-30,50-249/03-29, 
50-254/63-29. 50-265/03-29, 50-295/03-23, 50-304/83-24, 

50-373/03-43, 50-374/03-47, 50-454/03-50, 30-435/83-36, 

50-456/03-15 6 50-437/03-14 dn 031019 

NORElIUS^C E Dlvislan of Project 6 Resident Programs 03/11/03 
3pp 21201 loa 24X Fiche 50-000.03/11/07,0311200242 


B3110I0Q1S IE Info Notice ©3-77. "Alr/Oas Entrainment Events Resulting 
Iti ©ys Failures " Bve list encl 

JORDAN, E C Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/11/14 Cohsdidated Edison Co of N»j 

York. Ihc ll4pp 24X Fiche 50-000.03/11/14,9311010015 


631101001© IE Info Notice 03-79, "Apparent Improper Mod of Componsnt 
Affecting Plant Safety " Sve list end 

JORDAN,© L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/17 Consolidated Ed lion Co of New 

York* Inc il7pp 21603 001 24X Fiche 50-000, 83/li/ 17, 031 lOlOOtQ 


0311200116 Forwards lao-day response to IE Dulletin 83-06 tb 
nohconfprmlng matks supplied by Tube-Line Corp No Tube-Line 
metis received by Dresden or La Ealle 

BARNES, P L Coinmontjea i th Edison Co 83/ 1 1/17 KEPPLCR, J 0 nsgion 
3i ©fPUa of Director iOpf 21279 056 24X Fiche 50-00 0,03/11/17, 

8311280116 


0311220480 Commertts on util 031026 preliminary rept ra actions taken to 
verify adettuacy ftf QC insps raised in TE Insp Repts 
50-454/02-05 tx 50-455/02-04 Rept should be drafted per 
original program 

9P6S9ARD. R L Region 3, Office of Director 03/11/10 REED.C 
Commonwealth Edison Co 2pp 21256 290 24X Fiche 50-454,83/11/18. 

631 1220400 


-831122049? Forwards "Frel iminary Reft on Reinsp Conducted as Result Of 
Noncompliance Item 50-454/02-05-19 U 50-455/02-04-19 " Mo 
generic defects in past pra-ctices for training 6 
certification of OC inspectors identified 

OELOEORGEfL C Commonwealth Edison Co 03/10/26 KEPPLER, J 0 
Region 3. Office of Director Spp 21256 290 24X 

Fiche 50-454, ©3/1 1/10,831 122046© 


— ©311220503 "Prolitninary Rept on Rsinsp Conducted as Result of 
Noncumpliance Item 50-454/02-05-19 L 50-455/82-04-19 " 

* Cemteonwealth Edison Co 03/10/2© 44pp 21256 292 84X 

Fiche 50-454.03/11/10,0311220400 


6311200470 Ack receipt of ©31114 Itr informing NRt of stspi taken to 
correct Viulations noted in IE Insp Repts 50-434/83-40 h 
50-450/03-30 

STREETER, JF Region©, Office of Director 83/11/21 REEDrC 
Commonwealth Edison Co Ip 21204 313 24X Fiche 50-454,83/11/21, 

0311200470 


— 0311280474 Responds to NRC 03loil Itr r« vlolalloni npted in IE Insp 
Repts S0-A34/O3-40 ti 50-435/03-30 Corrective actions proper 
method of performing out-of-svc jobs reinforced 6 
Administrative Procedure DAP 300-10 will be revised 
FARRAR. DL Cortmonwoelth Edison Co 03/11/14 VlEPPLERiJO 
Region 3, Dffico of Director 3pp 21204 313 24X 

Fiche 30-454,03/11/21.0311200470 


©311290034 Forwards IE Safeguards Insp Rept 30-454/03-51 on 031024-20 
No nun-compliance noted. 

AXEL6DM, U L Region 3, Office of Director 83/11/23 REED.C 
Commonwealth Edison Co 2pp 21306 244 E4X Fiths 50-454,83/11/23, 
831129Q034 
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—B3J 1290039 IE Bef^guard^ Insp fi«pt 50-434/83-51 dn £331024-28 Ua 8311010012 Dpdrd Notlflcotlon 83-04 foruards de»crlptlon fl# WAR p 

nancontpUadca notad Major araas InspBcted aacupity re absence of demisters It heaters In filter sgs serving 

oroanl » at Idn. security program auditi. phy* leal barriers 6 nimaccessib I© area in auxiliary bldg h fuel handling bldg 

security sys Details withheld (ref 10CFR73 21) NOV/yK, T M Assistant Director for Licensing 03/11/03 AloaU 

□ELANGER-JL , HADEDA.T J , CREED, J R Region 3» Office of Safety and Licensing Doord Panel 5pp 3106* 236 a4X 

Director 03/11/23 Ip 21306 246 24X Fithe 150-4 94« 83/1 1/23, Ficho 90-454,83/11/03,8311010012 

8311290034 


S Reportable occurrencasp LERs It related correspondence 


0311210340 Part 21 deficiency rept re Pacific Scientific Co mechanical 
shack arrestors IModels PSA-l & PSA-31 Problern involves 
failure of tangs on capstan spring Snubbers etrotie tested 
nVDAH. B Commanuealth Edison Co 83/11/09 KEPPLERrJ Q Region 3, 
Office of Director 3pp 21234 112 24X Flche 9D'000, 83/1 1/09, 

831 12J034B 


8311210400 Interim Deficiency Repts G3-0B & 83'D6 re ti^elding of Eicon 
Metal Products spring hangers Initially repof-ted on 630617 
Replacement parts for affected spring* not delivered 
Evaluation of spring hangers will be reported by Q40115 
BWARTZ, e D Commonwealth Edison Co 03/11/14 HEPPLER, J 0 Region 
3. Office of Director 2pp 21239 1G3 24X Fiehe 50-000,03/11/14, 

0311210408 


V Operator Examinations 


8311020009 Forward* request for addl info re revised licensed operator 
requal 1 f Uat J on rept re NURED -0737. Item I A 3 I 

CRUTCHFIELD, D Operating Reactors Drahth 5 83/10/31 FARRAR, D L 

Commonwealth Edison Co lipp 21012 208 24X Fiche 50-000, 

83/10/31. 0311020007 


0311090218 Forwards 120-day response to Generic Ltr 83-28 r* riquiril 
actions based on generic implications of Salem ATtfS events 
DARNEB,P L Crimmonujealth Edison Co 83/11/09 DEMTDN^ H R DfflEi 
of Nuclear Reactor Regulation, Director 3pp 21103 261 243( 

Flche 50-000,83/11/03,8311090218 


Q311110113 Documents basis for conclusion that rail ti girder n-ey l-p 
removed safely from te/nperary heavy load excluslnn area 
Girder uill be secured w/safety lines while being lowered li 
transported within exclusion area 

TRANM, T R Commonwealth Edison Co 83/11/07 DENTON, H H Office 
of Nuclear Reactor Regulation, Director Ip 21147 002 24X 

Flche 90-000,03/11/07,0311110119 


8311140379 Submit* status of five potential candidates for tiaperet^ 
OLs Four or possibly all five plants need temporary OU kti 
CVB4 If startup delays resulting from extended hearings 
occur 

DIRCKB»W d Office of the Executive Director for Operatlunt 
03/U/07 ABBEU9TINE, J K Commissioner* 3pp 21321.201. -84* 

Fiche 50-000,83/11/07,0311140379 


"8311140386 Requests estimate of which plants might used tsmpcraty 
□L in 1984,89 06 

AB8EL8TINE, j K Commissioners 83/10/11 DIRCi^a, W J Offict of 
the Executive Director for Operations Ip 211d3 100 
Fiche 90-000,63/11/07,0311140379 


DOCKET 8TM-50-453 DVRON STATION, UNIT 2 


A Appl icatlon/can* true t ion stage documents & correspondence 


6310310403 Generic Ltr 83-'38 to dll licensees of operating power 
reactor* 4, applicants fur OL re NUREO-0765, "NRC Inventory 
of Dam* " Forwards NUREO-0965 ''NRC Inventory of D«ms^ for 
info only W/o end Sve list end 

EISBNHUT.D 0 Division of Licensing 63/10/31 Consolidated 
Edison Co of New York, Inc Hpp 21SS4 015 24X 

Fiche 50-000,03/10/31,8310310403 


6311030182 Forwards plans for interim operation ef HVAC sys« for 
concurrence Plans describe manner In which Interconnected 
available HV^AC equipment will be tested 6 operated to 
support fuel load of Unit I 

TRAMM.T R Commonweal tb Edison Co 83/10/27 DENTPN, M R Office 
of Nuclear Reactor Regulation, Director ip 21034' 161 24X 

Fiche 50-494,03/10/27.8311030162 


— 8311030183 "Auxiliary BJdg Ventilation Bys Interim Operation Plan." 
» Commenuealth Edison Co 83/10/27 18pp 21034.162 24K 

Fiche 50-494,83/10/27,8311030182 


8311010024 Doard Notification 83-102 
D4/D9/E Steam Generator Design Mod 
lead plant for design mod W/o end 
NOVAK, T N Assistant Director for 
Safety and Licensing Board Panel 
Fithe 50-494,83/11/21,0311010024 


forwards NUREO-1014. "BER r# 
“Unit 1 selected ai 

Licensing 03/11/21 Alcaic 

2pp 21200 322 24X 


F Security, medical, emergency i< fire protection plant 


B310200362 Generic Ltr 83-33 to all licensees & applicants Cf nuc]*af 
power reactors re NRC positions on certain requirement* of 
App R to lOCFRSO Sve list end 

EISENHUT.D G Division of Licensing 83/10/19 Consolidalld 

Edison Co of New York, Inc 2tpp 21114 327 a4X 
Ficho 50-000,83/10/1910310200362 


8311080343 Forwards corrections to listed security plan revs 
Corrections withheld (ref lOCFfi73 21) ^ 

FARRAR.DL Commonwealth Edison Co 03/10/20 Office of Nuclei 
Reactor Regulation, Director Ip 21070 329 24X 

Ficho 50-000,83/10/28,8311080343 


— 0311030185 "Control Room Ventilation By* Interim ITpcratlon Plan ” 
* Commonwealth Edison Co 83/10/27 3pp 21034 100 24X 

Fiche 50-454,03/10/27.8311030182 


— 8311030186 "Containment Purge Sys Interim Dperation Plan." 

» Commonwealth Edison Co 83/10/27 2pp 21034 162 24X 

Flche 50-494,03/10/27,0311030182 


8311100404 Denies 830902 request for extension te submit formal 120-i5ay 
response to Generic Ltr 83-28 rr implications of Salem ATH9 
events far Dyren I Request granted for Byron 2 tc Draidwood 
t t a since plants will not be operating In near future 
YOUNGBLOOD, D -J Licensing Branch 1 03/10/31 FARRAR, D L 

Commonwealth Edison Co 3pp 21154 090 24X Flche SD-000, 83/10/31, 


8311140301 Forwards NRC generic evaluation (MURE0-iOI41 re mod to 
Infestlnghouse steam gensrators I>4/»5/E Nod accep table, pending 
plant-specific verification 8, documentation of safety 
analyses W/o end 

NOVAK, T rt Assistant Director for Licensing 83/11/01 FARRAR, D L, 
CommoTiurpatth Edison Co app 21164 349 24X Flche 50-454, 

83/11/01, 6311 i4030<l 


8311020051 Generic Ltr 83-39 to ail licensees of operating reactors, 
applicants for OLs U holders of CPs re clarification of TMI 
Action Plan Item 11 K 3 31 Submittal of bounding 
d Bflionstrat i on will satisfy requirements Sve list end 
EISENHUT.D G Division of Licensing B3/ 11/02 Consolidated 

Edison Co of New York, Inc l6pp 21104 001 24X 

riche 50-000.03/11/02,8311020051 


8311190472 Advises that B304i4 response re emergency operation* 
facilities meets habitability i< location requirements of 
NUREO-0737. Bupp 1 1 Approval of other emergency features to 
be determined during post-implementation appraisal 
YOUNODLOOD. D U Licensing Branch 1 83/11/03 FAftRAR* D L 

Commonwealth Edison Co 2pp 21108 203 24X Flche 50-000, 03/ 1 1 /O 

6311150472 


8311200399 Forwards final revised Section 9 schedule required ty 
Generic Ltr 82-33 re commitment to Suppl 1 of NURE0^07a7 
REED, C Commonweolth Edison Co 83/11/15 DENTONj H R Offtet P< 
Nuclear Reactor Regulation, Olroctor 8pp 21265 155 SI4X 
Flche 90-000,83/11/15,8311200399 


8311220472 Ac k receipt of 031028 submittal of correction to flev D 
security plan under provisions of 10CFR50 941p) Changei to 
physical security program plans should be submitted to NRH 
as amends to license application until OL issued. 

AXELfiON,W L Region 3, Office of Director 83/11/17 rARNAR. |> i. 
Commonwealth Edison Co Ip 21299 172 24X Fiche SO-4 34 1 B3/ I i / J ^ 

6311220472 


B31120D214 Forwards revised security plans Plans 
(ref 10CFR73 21) 

FARRAR.DL Commonwealth Edison Co 03/11/17 
Reactor Regulation, Director Ip 21285 179, 
Flche 90-000,83/11/17,8311280214 


withhold 
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Q Adjudicatory corre »p ondenc B 


£3311070167 Respanaa opposing Intarvanor Q31O10 motion for dtscovory on 
040219 fuel load date Discovery irrelevant to proceeding 
Issues £c based on faulty unsupported premise Certificate 
of Sve end 

BIELAWSK1,AP Commonwealth Edison Co DlELAWSl^l . A P lahatri. 
Lincoln 6 Seale B3/11/02 Atomic Safety and Licensing Qoard 

Panel 5pp 51061 205 24X Piche 03/ 1 1 /02< 831 1070167 


8311140177 Memorandum forwarding author affidavit for 5 Vc»per State o» 
IL request 

SMITHi I W Atomic Safety and Licensing Board Panel 83/11/09 Ip 
21133 19S 24X Fiche SO-ASA . 83/ U /09- 031 1 1 40177 


— 8311140103 Affidavit of lU Smith re Info on pending inspt 

Investigations of Hatfield Electric Cn QA program, presented 
to AbLS ex parte 6 In camera to determine whether 
evidentiary presentation needed 

SNlTHi I ^ Atomic Safety and Licensing Board Panel 83/11/09 
5pp 31190 196 34X Flche 50-494-83/11/09,0311140177 


0J1U7D150 Memorandum 6 order denying intervenor 831010 motion for 
limited discovery against NRC & util re fuel load date 
Issues would not be illuminated to slightest degree by 
knowing reliability of fuel load date 

SMITH. 1 W Atomic Safety and Licensing Board Panel B3/11/I5 
League of Uomen Voters of Rockford. IL 4pp 51215 310 24X 
Flche 90-494,03/11/15,0311170198 


Q Inspection reports, IE Bulletins correspondence 


830B300797 IE Info Notice 83-69, “Improperly Installed Flro Dampers 
at Nuclear Pouei* Plants “ 8vc list end 

JORDAN, E L Division Of Emergency Preparedness 6 Engineorlng 
Response (Post 630103) 63/10/21 Consolidated Edison Co of New 

York, Inc 137pp 51114 391 SAX Flche 50-000,03/10/21-0308300797 


G30B310030 IE Info Notice 03-70. ‘‘Vibration Induced Valve Failures “ 
Sve list encl 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post B30103) 83/10/25 Consolidated Edison Co of New 

York, Inc I17pp 21097 219 24X Flche 90-000, 03/10/25. G30D310030 


B3Q8300799 IE Bulletin 03-07, Suppl 1, “Apparently Fraudulent Products 
Bold By Ray Miller, Inc “ Sve list encl 

DEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, luc 

I79pp 21070 170 24X Flche 50-000,03/10/26,8300300799 


0311090293 Forwards IE Insp Repts 90-494/03-42 Ic 90-459/03-32 on 
830901-23 at site l< AE/vendor ofcs No noncomp 1 lance noted 
LITTLE, W S Region 3, Office of Director 03/10/26 REEO.C 
Commonwealth Edison Co 2pp 21105 180 24X FUhe 50-494.03/10/26. 

0311090293 


“0311090290 IE Insp Repts 90-494/83-42 U 50-493/03-32 on 830901-23 at 
Site tr AE/vendor ofcs No noncompliance noted Major areas 
Inspected observation of EAM tests, Investigation of 
allegation re Oargent It Lundy activities on design change 
YIN, 1 T , DANIEL0ON. D H Region 3, Office Of Director. 03/10/25 
15pp 21105 190 a4X Flche 90-494,83/10/26,0311090293 


8311090354 IE Insp Repts 50-494/03-46 It 90-499/03-34 discussed during 
031011-13 4. 10 telcon No noncqmpHance noted Major areas 
program 8, mgt controls h QA 

0E8TMANN, M J , 8CHVMACHER,M Region 3, Office of Director 
03/10/26 8pp 21109 117 24X FI the 90-454, 03/10/26, 03 1 1090346 


030B310034 lE Info Notice 83-71, "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Head & Internals “ 8vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of New 

York, Inc ll9pp 21057 397 24 X Flche 90-000, 83/10/27, 0308310034 


0311090346 Forwards IE Insp Repts 90-454/03-46 6 50-495/83-34 discussed 
during 631011-13 6 10 telcon No noncomp 1 lanca noted 
PAPERIELLO, C J Region 3. Office of Director 03/10/27, REED, C 
Commonwealth Edison Co. Spp 2U05> 119 24X Fic he 90-454,83/10/27. 

8311090346 


B30B31O04B lE Info Notice 03-72, "Environ Qualification Testing 
bxperience *' Sve list end 

JORDAN, E u Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co of Now 

York, Inc iGlpp 21199 024 24X Fiche 50-000.03/10/28,0300310040 


0300310057 IC Info Notice £53-73, ■■Radiation Exposure From Gloves 
Contaminated (rj/VJ Daughter Products '* Sve list encl 

PARTUOW. J 0 Division of QA. Safeguards 6 Inspection Programs (Pos^ 
030103) 03/10/31 Consolidated Edison Co of Mew Yot k, Inc 

116PP 21194 340 a4X Fiche 50-000.03/10/31,0300310097 


830831C076 1C Info Notice B3-76» “Reattor Trip Breeior Malfunctions 
(Undervoltage Trip Devices on CE Type AVt-a-23 Breakers) " 

&VC list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Rosponse (Post 630103) 03/ll/DS Consolidated Edison Co of New 

Vqrk, Inc llSpp 21314 0?4 247 Fiche 50-000,03/11/02.9300310076 


0309310073 IE Info Notice 83-75, "Improper Control Rod Han i p ulatl on ■” 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/11/03 Consolidated Edison Co of New 

York, Inc I14pp 21513 253 24X Flche 50-000,83/11/03,8300310073 


031 1280242 Forwards IF Mgt Meeting Repts 50-010/03-20,90-237/83-30, 
50-249/03-20. 90-294/83-29, 50-265/03-29. 50-295/B3-23. 
50-304/83-24.90-373/03-43, 30-374/83-47, 90-494/03-50. 
50-499/03-36.90-456/83-19 6 90-497/03-14 on Q31019 
NORELIUB.C E Division of Project 6 Resident Programs 83/11/07 
REED, G Commonwealth Edison Co 2pp 21201 100 SAX 
Flche 90-000,03/11/07.8311200242 


--93U2B0259 IE Mgt Meeting FleptS 90-010/03-20,90-237/03-30, 90-249/03-20, 
S0-254/B3-29. 50-269/83-29. 90-295/63-23. 90-304/03-24. 

90-373/03-43. 90-374/03-47, 50-454/83-90, 50-499/03-36. 

30-456/03-19 It 90-497/03-14 on 831019 

N0RFU1US,C E Olvislon of Project U Resident Prograihi B3/11/09 
3pp 21201 102 24X Fiche 50-000.83/11/07,8311200242 


0311010015 IE Info Notice 03-77, “Alr/Qas Entrainment Events Resulting 
in 8y& Failures “ Sve list end 

JORDAN. E L Division of Emergency Preparedness 6. Englnearlhg 
Respohss (Post 9301031 03/11/14 Consolidated Edison Co of Now 

York. Inc ll4pp 24X Fiche 90-000, 03/ 1 1/ 14. 03 I lOlOOl 9 


B31101001Q IE Info Notice 03-70. "Apparent Improper Mod of Component 
Affecting Plant Safety " Sve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Poet 830103) 63/11/17 Consol Idated Edison Co of New 

York, Inc U7pp 21603 001 34X Flche 90-O0Q>. 03/ ) 1 /17. 031 1010018 


0311200116 Forwards iSO-day response to lE Bulletin 03-06 ro 
nonconforming matls supplied by Tube-Line Corp No Tube-Line 
metis received by Drosdon or La Salle 

DARNES. P L Commonwealth Edison Co 03/il/l7 KEPPLERiJ 0 Region 
3, Office of Director lOpp 21279 056 SAX Flche 50-000,03/11/17. 
03112QOU6 


0311220460 Comments on util 831026 preliminary rept re actions taken to 
verify adequacy of QC Insps raised in IE Insp Repts 
50-494/02-05 & 9O-455/0S-<)4 Rept should be drafted per 
original program 

3PE98ARD. R L Region 3. Office of Director 03/1 1/lQ REED. C 
Commonwealth Edison Co 2pp 21296 286 24X Fiche 90-494,83/11/18, 

0311220400 


— 0311220497 Forwards "Prel 1ml nary Rept on. Aelnsp Cenducteil as Result of 
Nontompllance Item 90-494/02-05-19 fc SO-495/02-04-19 “ No 
generic defects in past practices for training li 
certification of QC inspectors identified 

DELGEDROE.L 0 Comrtionwea 1 th Edison Co 03/10/20 KEPPLER.JO 
Region 3. Office of Director 2pp 21296 290 24X 

Fiche 90-494,03/11/10.0311220480 


— 0311220903 “Preliminary Rept on Reinsp Conducted as Result of 
Noncomp 1 iance Item 90-494/62-09-19 t, 90-499/02-04-19 “ 

* Commonwealth Edison Co 03/10/20 44pp 21256 292 24X 

Flche 90-454,03/11/10,8311220400 


0311280470 Ack receipt of 831114 )tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-494/93-40 8c 
50-4 55/03-3 Q 

STREETER. J F Region 3, Office of Director 03/11/21 HEED, C 
Commonwealth Edison Co Ip 21204 312 2AX Flche SQ-454, 03/1 1/21, 
0311200470 


--831 150D474 Responds to NRC 031011 1 tr re violations noted In lE Insp 
Repts 90-454/03-40 6 90-455/03-30 Corrective actions proper 
method of performing out-of-sve jobs reinforced 8, 

Administrative Procedure DAP 300-10 will he revised 
rARRAR.D L Commonwealth Edison Co 03/11/14 KEPPLER.J 0 
Region 3. Office of Director 3pp 21284 3J3 24x 

Fiche 90-494,03/11/21, 0311200470 
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9 Reportable Occurrences* LERt h Telate<f c orre sp-Qndence 


S311S10348 Part 2t deflciami^ rept re Pacific Scientific Co mechanical 
shnei arrestors filodeU P9A“l 8t PSA-'Si Problem involve* 

Failure Of tangs on capstan spring Stiubhers stroke tested 

fllYBAH- B Cormonujea I th Edison Co 03/11/09 KEPPLER* Ji 0 Region 3- 

OffUe of DiTsetar 3pp 21234 11? 24X Flche 30-^00*03/11/09- 

8311210348 


8ail2l040& Inter im □eficienev Repta B3~0B & 83-06 re uieldlng of Elctn 
Metal Products spring hanger* Initially reported on 030617 
Replacement part* for affected springs not delivered 
Evaluation of spring hangers will be reported by 840113 
EWARTZ*£ D CcjnmonLjealth Edison Co 03/31/14 KEPPLER- J O Region 
3, Office of Qirector 2pp 21239 1-03 241C Plche 30-000/83/11/14 

831 1210408 


V Operator ELamlna ti ons 


Q311020009 Foruards reguest for add! infc re rsvised licensed operator 
requalification rept re Nl/REO-O/^T. Item I A 3 1 

CRUTCHPlEtD. n Operating Reactors Branch 5 83/10/31 FARRAftiD L 

Cornjnonujea 1 th Edison Co Upp 21018 208 24X Flche 50-000* 

83/10/31*631 1020009 


DOC/ET eTN-50-4&6 BRA ID WOOD STATION* UNIT 1 


A Applic ation/canstruc ti on stage doevnenta li carrespond ence 


8310310403 Oeneric Utr 83-28 to all licensees of operating power 
reactors & applicants for OL re NURE0-0965i "NRC Inventory 
of Dams "■ Foruarda NUJlEG-0965 "NRC Inventory of Dame" f^r 
info only U/o end Sve list end 

EISENHUT. D 0 Division of Licensing 83/10/31 Coneol tdated 
Edison Co of Neui York, inc I4pp 21104 019 24X 

Fiche 50-000*03/10/31/0310310403 


8311100404 Denies 830902 request for extension to submit formal 120-day 
response to Generic Ltr 83-36 re Imp ] Icabions of Salem ATUS 
events for Byron 1 Request granted fer Byron 2 & Dralduood 
1 6 2 since plants uill not be operating in near future 
YOUNGBLOOD. 0 J Licensing Branch t 03/10/31 FARRAR, D L 
Commonuealth Edison CO 3pp 21194 OSO 24X Fiche 50-000*03/10/31. 
8311100404 


0311140431 Forwards NURE0-iO14 re mod to Mes tlnghoiise steam generators 
D4/D3/E Mod acceptable pending p 1 ant-spe< 1 f ic verification 
b documentation of safety analyses Modified stean 
generators can be operated at lODIi capacity \4/o end 
NOVAK, T M Assistant Director for Licensing 03/11/01 FaRRAR.D L 
CoHinonuea] th Edison Co 2pp 8n&2 344 24X Fiche 30-456/ 

S3/li/0l. 831 1140431 


8311030091 Generic Ltr 03-35 to all licensees of operating reactors- 
applicants for OLs & holders of CPs re clarification of TMI 
Action Plan Item II IK 3 31 Submittal of bounding 
demonstration b>ill satisfy requirements Sve list end 
EISEHHUT.D G Division of Licensing B3/1J/02 Consolidated 
Edison Co of New York* Inc I6pp 21184 OOJ SAX 
Fiche 50-000*03/11/02.8311020051 


B3U09021B Forwards 120-day response to Generic Ltr 03-20 re required 
actions based on generic Implications of Salem ATfIS events 
BARNES, P L Commonwealth Edison Co 03/11/05 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 2tl03 261 24X 

Fit he 50-100 D. 03/1 1/05, 0311090218 


0311110115 Documents basis for conclusion that rail U girder may be 
removed safely from temporary heavy load exclusion- area 
Girder will be secured u/safefcy lines while being lotuered & 
transported ulthiti excluslpn area 

TRANMiT R C om-tionuiea I th Edison Co. 83/11/07 DENTON, H ft Office 
of Nuclear Reactor Regulation, Director if 2114? OOa a4X 
Flthe 30-000,83/11/07,9311110115 


C Utility Environmental Report <EH1, amends 6 correspondence 


B311O0O210 Notifies that 031014 Amend 4 to environ rept - OL stAge 
forwarded to agent ies. of f Icial s t Individuals on. 
distribution list per i<JCFR2 lOl 

SHARTZ, E D Commonwealth Edison Co 83/11/03 DENTON, H R Office 
qf Nuclear Reactor Regulation, Director Ip 21071 303 24X 

Fiche 50-496, 03/1 1/03, 831 lOeoaie 


D NRC Draft/Final Environmental Statements, suppls L cor reipohderf » 


0311100402 Requests concurrence w/NRC Findings re effect of flSAl 
operation on cul tural/arc baeologlcal/h i stor ical/ 
architectural resources listed or eligible for listing In 
Natl Register of Historic Places Info needed for EI0 
YOUNGPLOOO, D J Licensing Branch 1 83/11/01 KChNY. D llllh»Ll 

State of 9pp 21154 055 24X Fiche 90-456, 03/1 1 /Ol. 031 1 tOOlO? 


E NRC Safety Evaluation Report (8£R>, suppls & correspondancf 


8311100235 Forwards supplemental response to Outstanding Item 3 
"Backfill Mat| Specs" I, Confirmatory Issue 1 "Foundation 
Stability Data," contained in S0R <NUREO-1002) 

BUARTZ, E D Commonwealth Edison Co 83/11/07 DENTON, M R Qffilii 
of Nuclear Reactor Regulation, Director 4pp 21134 CO? 3411 
Fiche 50-496,03/11/07,0311100235 


F Security, medical, emergency tc fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees 8r applicants uf rurlfsr 
power reactors re NRC positions on certain requiiements of 
App R to 10CPR30 Sve list end 

EI8ENKUT, D 0 Division of Licensing 83/10/1? Consol (d«ti d 
Edison Co of New York, Inc 21pp 21114 329 24X 

Fiche 50-000,83/10/19,8310200362 


0311080363 Forwards corrections to Rev 7 to security plan Corriit|«n« 
withheld (ref 10CFR73 21) 

FARRAR, D L Commonwealth Edison Co 03/10/28 Offlcie of NuEll’t' 
Reactor Regulation, Director ip 21078 310 24X 

Fiche 50-496,03/10/38. 03iJ 090363 


□311190473 Advises that 030414 response re emergency operAtlon* 
facilities meets habitability 6 location requirements of 
NVREO-0737, Supp 1 1 Approval of Other emergency featurei lo 
be determined during post-imp lamentation appraisal 
YOUNGBLOOD, B J Licensing Branch 1 03/11/03 FARRAR, 0 L 

Commonwealth Edison Co 2pp 21108 203 24X Fiche 50-000,03/11/03 

B31U50472 


831128035? Forwards final revised Section 9 schedule required by 
Generic Ltr 02-33 re commitment to Suppl 1 of NUREO-0737 
REED, C Commonwealth Edison Co B3/11/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8pp 21205 155 SttX 
Fiche 90-000.03/11/15,631120035? 


63112B0214 Forwards revised security plans Plans withheld 
(ref 10CPR73 21) 

FARRAR, D L Commonwealth Edison Co 03/11/17 Office of Mudti' 
Reactor Regulation, Director tp 21209 179 24X 

Fiche 90-000,83/11/17,8311200214 


O Inspection reports, IE Bulletins correspondence 


8311010399 Forwards IE Insp Repts 90-436/03-16 Sc 90-457/83-19 on 
Q30606-0?30 No noncompliance noted 

KNOF.R C Region 3, Office of Director 03/10/13 RECD, C 
Commonwealth Edison Co 2pp 20973 169 24X Fiche 50-49*4 OP/tO/13 

031101035? 


—8311010363 IE Insp Repts 90-456/03-16 i, 50-497/03-19 on 930006-0930 4. a 
noncomp 1 lance noted Major areas inspected llceniee action! 
re resolution of deficiencies per IE Bulletins 81-02 4c 01-03 
tc Implementation of housekeeping requirements 

MCOREGDRiL o , HAVES, W Region 3, Office of Director 03/10/12 
Spp 20973 171 24X Fiche 90-496, 83/10/13, 831101039? 


8300300797 IE Info Notice 83-69, “Improperly Installed Flro OasipiTi 
at Nuclear Power Plants " Sve list end 

vfORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/21 Consolidated Edison Co of 

Vork, Inc I37pp 21114 351 24X Fiche 50-000, 03/10/21 , 03O(J3{X>7»7 


0308310030 IE Info Notice 03-70, "Vibration Induced Valve Faltur!! * 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Englnsarlnp 
Response (Post 830103) 03/10/25 Consolidated Edison Co Of 

York, Inc Il7pp 21057 21? 24X Fiche 90-000, 83/10/25, 03003 


0308300799 IE Bulletin 03-07, Suppi 1, "Apparently Fraudulent Predu^ti 
sold By Ray Miller, Inc " five list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New Yorl, fne 

I7?pp 21070 170 24X Fiche 50-000.83/10/26,83083007??, 



6308310034 IE Info NcUcn 83-71, "D.fett In Uaa<I-De4r|n4 Welds 07. 
Llftll .0 Devices for Vessel Head 8 Internals “ Sve list one I 
30,mAN,E L DWlsIon 01 E„,r,.nc, J „e Wo. 

!JoJ;°"l^ U5pp 2I0S7 3S7 24X Fiche 50-000.03/10/27.8308310034 

6300310040 IE Info Notice 03-72* “Environ Qua 1 i f t c a fc t on Testing 

tiperlence " Sve list end . t 

JORDAN. E L Division of Emergency Preparedneee & Eng neering 
RB^noiiae (Post 030103) 03/10/20 Consolidated Edison Co of Neu 

Jark lnc Ulpr 21155 024 24X Fiche 50^000. 63/10/204 0300310049 

6300310037 IE Info Notice 03-73. “Radiation Exposure From Oloves 
Contaminated W/U Daughter Products " Sve list and 

PARTLOW.J 0 Division of QA< Safeguards U Inspection Programs CPost 
030103) 03/10/31 Consolidated Edison Co of Neiu York. Inc 

tl6pp 21134 249 24X Ficho 30-000,03/10/ 31*6309310037 

0300310076 le Info Notice 03-76. ’Reactor Trip Breaker Malfuncttans 
(Undervoltage Trip Do/ice» on GE Type AK-2-25 Draakers) 
avt list end ^ ^ 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison Co of Ne-j 

YorErinc U5PP 21314 034 a4X Fiche 30-000.93/11/02*0300310076 


—0311290255 Responds to NRC 830323 1 ir re violatl 


Repts 30-456/03-02 55* 30-457/83-02 Corrective 
releases 1553-1556 precipitated issuance of FCnl 
L-7909 to clarify type of grout ft floor surface ^ 

FARRAR. D 1, Comimonoeal th Edison Co B3/07/DS uc-on. 

Region 3, Office of Director fcpj, 2i306 iso ^ 

Fiche 30-4S6. 83/ 1 1/23. 831 1290236 


Reportable occurrences, LER s 6 rolateb correa 


pond enc e 


G3U070637 Interim deficiency rept re documentation 

tnitlallg reported on 930701 Different scheJote sn/i ^ I cet l on 

dlBcovored reversed during field installation Cnin«>-i 
eipocled by 831230 Complete rept 

SWARTZ* E D Cooiaionioea 1 th Edison Co 83/10/31 uppni 

3. Office of Director 2pp 21069 335 ^Ay F 4 ,k» «« ® Reg 1 or 

0311070637 30-436. 03/ 10^3^^ 

6311210348 Part 21 deficiency rept re Pacific Science* n 

shock arresters (Model PSA-l 6 P3A-3> Problam Invol '’Mechanical 

failure of tangs an capstan spring Snubbers stroke j 

RYDAH* 0 CoJUmeniiJcalth. Edison Co 03/11/09 KEPPi cn , « 

Office of Director 3pp 21234 112 24X Fich* sn ® Region 3 

8311310348 SO'OOO* 03/11/09, 


3300310075 IE Info Notice 03-73* "Improper Control Rod Manipulation 
Bve list end . ^ ^ _ 

JORDAN* E U Division of Emergency Preparedness Engineering 
Rasoonse (Post 030103) 03/11/03 Consalidatod Edison Co of Now 

in* U4pr Siaia 253 2« ''‘'•'O SO-OOO, 83/ 11 / 03,0300310075 


0311200242 Forwards IE Mgt Meeting Repts 5O~OlO/0a-2O. 50-237/93-30. 
50-249/03-28* 50-254/03-29. 50-265/03-29. 50-295/93-23. 

50-304/03-24. 30-373/03-43. 50-374/03-47* 50-454/93-30, 
50-455/03-36*50-456/03-15 «< 50-457/03-14 on 031019 

NDRELJUS.C E Division of Project 6 Resident Programs 03/11/07 
REEDj C Commonwealth Edison Co 2pp 21281 100 24X 

FI Che 50-000,03/11/07,0311290242 


— 8311280257 IE Mgt Meeting Repts 50-010/83-20,50-237/83-30,30-249/03-28* 
50-254/83-29, 50-265/03-29* 50-295/83-23* 50-304/63-24, 

50-373/03-43* 50-374/03-47* 50-434/03-50* 50-4 53/03-36, 

50-456/93-15 it 50-457/03-14 on 031019 

NORELIUS.C E Division of Project & Resident Program* 

Spp 21281 102 24X Fiche 50-000.03/11/07*8311260342 


03/11/05 


B31 1010015 IE Info Notice 03-77* “AiT/Oas Entrainment Events Resulting 
in Bys Failures “ Bve list end „ _ , 

JORDAN, E L Division of Emergency Preparedness Zt Engineering 
Ressanse (Post 830103) 03/11/14 Consolidated Edison Co of New 

York* Inc ll4pp 24 X Fich e 50-000* 83/11/ 14* 831 10 10019 


0311010010 IE Info Notice 03-79. "Apparent Improper Mod o# Camponent 
Affecting Plant Safety " Bve list end , _ , . 

JORDAN* E L Division of Emergency Preparedness !» Engineering 
Response (Post 030103) 03/11/17 Consolidated Edison Co 

York, Inc ll7pp 21603 001 


of New 

24X Flche’aO-OOD. 83/11/17. 831 1010016 


8311280116 Forwards 120-day response to IE Bulletin 83-06 re 
nonconforming matU supplied by Tube-Line Corp Mo Tube-Line 
matls received by Dresden or La Salle 
BARNES, P L Commonwealth Edison Co 83/11/17 

3* Office of Director lOpp 21279 056 24X Fiche 50-000.83/11/17, 

0311200116 


8311290236 Ack receipt of 031114 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/03-02 6 
50-457/03-02 

NORELIUS.C G Division of Project it. Resident Programs B3/11/2J 
REED, C Commonwealth Edison Co Ip 21306 102 24X 

Fiche 50-496* 8 j/ 11/23* 031 1290236 


—8311290250 Responds to NRC 831021 concern re violations noted In IE 
Insp Repts 50-456/83-02 6 50-457/83-02 Corrective actions 
Rev U to Drawing 8-1097 stamped w/QP 3-1 stamp h initialed 
on 621109 x-., 

FARRAR* D L Commonwealth Edison Co 83/11/14 KEPPLER. J O 
Region 3* Office of Director 3pp 21306 103 24X 

Fiche 50-456, 03/11/23. 8311290236 


—0311290252 Responds to NRC 030323 Itr re violations noted 
Repts 50-456/03-02 «c 50-457/03-02 Corrective actions 
Sargent it Lundy reviewed it accepted FCR providing shims 
nonshrlnk grout be used under base of tank 
FARRAR* DL Commonwealth Edison Co 83/09/07 KEPPLER 
Region 3, Office of Director 4pp 21306 106 24X 

Fiche 50-456,03/11/23*0311290236 


In IE Insp 
& 


* J 0 


8311210406 Interim Oeficioncy Repts 03-08 «* B3-06 
Metal Products spring hangers Invtlallg reported 
ReplacBinent parts for affected springs nut deliv 
Evaluation of spring hangers will be reported by 
SWARTZ. E 0 Ccmmonwealtb Edison Co B3/n/l4 ^ 
3, Office of Director 2pp 21239 103 g4x Fl 
931 1210408 


’'e welding 
on 030617 
ered 
040115 
xeppler* J 

Che 50-OQO 


of Elcetii 

0 Region 
93/11/14 


y Operator Ejaminations 


9311020009 Forwards rea^est for add! info re revls-ri i, 
reiiitallficatlon rept re NUREC-0737. Item I A 3 l ^ 

CRUTCHFIELD. D Operatliig Reactors Branch 5 83/ioyni 
Cdintnonuealth Edison Co tlpp 21012 209 bay ir*,^ 
83/10/31,031)020009 


ensed operatoi 

FARRAR, D L 
50-000. 


DDCKET STN-50-457 DRAJDWDOD STATION, UNIT 2 
A Application/construction stage documents 8, correspondence 


8310310403 Oenersc Utr 63-38 to all licensees nf GrBw.*.* 

reactors t applicants for OL re N(jnE0-0963* ''Nnr t power 

of Dams ■' Forwards NUREO-0965 “NRC Inventory of 
info only W/o end Bve list end ^ 

CISCNHUT. 0 0 Division of Licensing 


Edison Co of New York, Inc I4pp 
Fiche 50-000,83/10/31. 8310310403 


03/10/31 

21 184 Ois 24X 


Consol idated 


8311100404 Denies 030902 request for extension to „ 

response to Generic Ltr 03-28 re imputations of ^20-day 

events for Dyron I Request granted f<jr Byron 2 h 
I «, 2 since plants will not be operating near Ztjt 
yaUNGBLaOD.n j Licensing Branch 1 83/10/31 caaolo . 

CofTitnonweal tb Edison Co 3pp 2U54 D50 ^ 

0311100404 * 80-000*63/10/31, 


re mod to Westlnghouse steam 

rg Pkant-spoc Iflc verification 

lalyses NodlPied steam 
generators can ho operated at )00’/ capacity W/d enr i 
NOVAK, T M Assistant Director for Licensing 03/1 i/o I 


8311140431 Forwards NURE0-1014 
D4/D5/E Mod acceptable pendi 
id dPCumeTitatiDn of safety ana 


Commonwealth Edison Co 
03/11/01* 0311 140431 


Spp 21102 344 


*- - FARRAR, D I 

34X Fiche 50-456* 


0311020051 Generic Ltr 83-35 to all 
applicants for OLs U holders of CP 
Action Plan I tarn II K 3 31 Submitt 


operating rea 
a) 

ai of bounding 


demonstration will satisfy requirements Sve list 
EIBENHUT.DO Division of Licensing 03/U/O2 r 


Edison Cp of Mew Vart, Inc I6pp 
Fiche 90-000* 03/ J 1/02* 63) 1020051 


/02 
21 1B4 001 


Consolidated 


8311090219 Forwards l?0-day response to Generic if,, a-, 

actions based on generic impUcatlons of Salem. ATun T® required 
BARNES, P L Commonwealth Edison Co 03/11/05 

of Nuclear Reactor negulation* Director 3 nn ^ DffUf 

Fiche 50-000,83/11/05,9311070218 *^1103 261 a^x 


8311110115 Documents basis for conclusion that rail r i - 
removed safely from temporary heavy load exciii..<n ^ Girder 
Girder will be socui ed w/safety lines whiin 
transported within exclusion areo lowered 


TRAMM* T R Conmonujcai fch Edison Cq 83/11/07 
o-f Nuclear Reactor Regulation* Director in 
Fiche 50-000,83/11/07.0311110115 


OENTQN, H R 
21149 002 


may be 


U 


Office 

24X 
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DOCKETED ITEMS 


C UtXJlty EnvironciiEiital Repart <ER > f aniend & it correvpondtiTic 


e3llOBD21B Notifies that 63101^ Ani«Tid 4 to environ ropt ** OL stage 
forurdrdeii to aqenc 1 »s< of f i-c iali it indivldiiali on 
dlstrlbutlorv list per iO€FR 2 lOl 

eWART2,jE D Coiwuonwealth Edison Co 83/11/03 DE^^rDN^ H R Dfflco 
of Nuclear Reactor Ro^wilatlanr Director ip SIO?! 303 24X 

Flrhe 90-49&I 83/11/034 Q31 1030210 


D NRC Draft/F'inal Envi ranmenta 1 Statenents* SUppll h correipondvnce 


0311100402 Requests c onc-urr rmc o uf/NRC finding* re effect ol" plant 
operation on cultural /arc hae-olog i cal/historica 1 / 
architectural rasourcas listed or eligible for listing in 
Nat) Reglstoi of Historic Places. Info needed for EIS 
VOUNQDLODD, Q J Licensing Dranoh 1 @3/ll/0i KEttlY> D IlllndlS' 

State of &PP 21134 033 S4X Elchc 3Q'-436* 83/1 1/01 « B3l 1 100402 


E NRO Safetg Evaluation Report <8E41)« supple It correspondence 


Q31 1 100239 Foruards suppleatenial reiponse to Outstanding Item 3 
"Baclrfin liatl Specs*' i* Confirmatory Issue 1 "Foundation 
Stability Data,-' contained in EER iNUflEO-10021 

0 HARTZ 4 E D Commonwealth Edison Co 83/11/07 DENTON* H R Office 
of Nuclear Reactor Regulation! Director 4pp. 21134 009 24X 

Flche. 30-456.83/1 1/07! 831 1 100235 


r Qecurityi medical* emergency h fire protection plans 


0310200362 Generic Ltr 63-33 to all licensees b applicants of nuclear 
power reactors re NRC positions on certain nqulremsnts of 
App R to I0CFR50 Sve list enc 1 

EIBENKUTiD O Division of Licensing 83/10/17 Conso 1 idateif 
Edison Co of New York* Inc. Slpp 21114 327 24X 

FI Che 50-000,83/10/19.8310200362 


0311080363 Forwards eorre-ctions to Rev 7 to security plan» Correc t tons 
withheld Iref 10CFR73 HI) 

FARRAR, D L Commonuiea I th Edison Co B3/lO/2d Office of Nuclear 
Reactor Regulation. Director Ip 21D7B 310 24X 

Plcho 50-406,83/10/28,8311080363 


8311150472 Advises that 830414 response re emergency operations 
facilities meets habitability it location requirements of 
NUREO-0737. 8upp 1 1 Approval of other emergency features to 
he dstermined during pos (‘'imp 1 eaentatlon appraisal. 

YOUNDOLQOD. P O Licensing Drench 1 83/11/03 FARRAR. D L 

CdmmDnwea) th Edison Co 2pp SUBS 203 24X Fiche 50-000*03/11/01, 

Q311150472 


8311200359 Forwards final revised Section 7 schedule required by 
Generic Ltr 82-33 re commitment to Sup pi 1 of N1IRE0-D737 
REED* C Comerionyeal th Edison Co 83/11/15 DENTON, H R Office of 
Nuclear Reactor Regulation.* Dlrsctgr Dpp 21285 155 24X 

FichO. 50-000, 83/1 1 /IS. 8311280359 


0311230214 Forwards revised security plans Plans withheld 
£ref lOCFfi73 2i ) 

FARRAR, D L Cemmortwea 1 1 h Edison Co 83/11/17 Office of Nuclear 
Reactor Regulation. Director Ip 21SG5 175 24X 

FI the 90-000,83/11/17*8311280214 


Q Inspection reports. IE Uulletlns V correspondence 


8311010357 Forwards IE Insp Repts 50-456/B3-16 & 50-457/B3-15 on 
330B06-0730 No none omp I i a nte noted 

I^NDP, R C Region 3. Office of Director 33/10/13 REED* C 
Commonwealth Edison Co 2pp 20773 169 24X Fi che: 50-456* 03/10/13. 

031 1010399 


— 8311010363 IE Insp Repts 50-456/B3-16 & 50-457/83-15 on 830806-0730 No 
noncomp I lance noted, Major areas inspected licensee actions 
re resolution of dteflc icnc ies per lE Bulletins 81-02 b 31-03 
it Implementation of housekeeping requirensnts. 

MCQRECDRi L O , KAYES, W Region 3* Office of Director B3/10/12 
9pp 20973 171 24X Fiche 50-496.03/10/13,8311010359 


8308300777 IE Info Notice 83-69. “Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JORDAN* E L Division Of Emergency Preparedness it Englot-»rlng 
Response (Post 030103} 83/10/21 Consolidated Edison Co of New 

York* Inc I37pp. 21114 391 B4X Fiche: 50-000, 83/10/21 * B30B300777 


8308310030 IE Info Notice B3-70, "Vlhratien Induced Valya Failures " 
Sve list end 

JORDAN, E L Division o=f Emergency Preparedness «t Engineering 
Response (Post 330103) 63/10/25 Consolidated Edison Co of New 

York. Inc U/pp 21037 219 24X Fiche. 50 -000, 83/10/25. 6303310030 


0306300799 IE Gulletin 83-07. Suppl 1* "Apparently Fraudulent P^^^duC^s 
Bold By Ray Miller* Inc " Bve list end 

DEYOUNG. R C Director's QffUe. Office of Inspection and 

Enforcement B3/10/26 Consolidated Edison Co of New York, In€ 

I79pp 21070 170 24X Fiche 50-000. 83/ 1 0/26. B30a300779 


8308310034 IE Info Notice 03-71* "Defect In Load-Bearing Welds <jn 
Lifting Devices for Vessel Head 8< Internals " Sve list one I 
JDROAN. E L Division of Emergency Preparedness 6 EnglnoBrlng 
Response (Post 830103) 83/10/27 Consolidated Edison Co of hvj 

York* Int llSpp 21057 357 24X Fiche 50-000.83/10/27*0300.310031 


8300310048 IE Info Notice 03-72, "Environ Qualification Tasting 
Experience " Sve list enc 1 

JORDAN. E U Division of Emergency Preparedness L Engineering 
Response (Post 830103) 63/10/28 Consolidated Edison Co of Nra- 

York, Inc 131pp 21159 024 24X Fiche 50-000,83/10/28*0306310043 


8308310057 IE Info Notice 03-73* "Radiation Exposure From Olo-vas 
Contaminated W/U Daughter Products '* Sve list end 

PARTLOW, J Q Division of OA. Safeguards 6 Inspection Program* (Pdit 
830103) 83/10/31 Consolidated Edison Go of Ncu York, Ire 

tl6pp 21154 248 24X Fiche 50-000*83/10/31*8308310037 


8308310076 IE Info Notice 83-76. “Reactor Trip Breaker Ma If unctlone 
(Undervol tsge Trip Devices on OE Type AK-2-25 Dreakers) " 

Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of Uttt 

York, Inc U9pp 21514 024 24X Fiche 50-000*03/11/02.8306310076 

830B3I0075 IE Info Notice 83-75. “Improper Control Rod Ha nip u I at I of* ■ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Nt',' 

York* Inc 114pp 21513 353 24X Fiche 50-000*03/11/03,8300310075 


0311280242 Forwards IE Mgt Meeting Repts 50-010/83-20*90-237/83-30* 
50-249/83-28* 50-254/83-29. 90-269/83-29. 50-295/83-33* 

90-304/83-24, 90-373/83-43. 90-374/83-47* 50-454/03-50. 

90-499/83-36.90-436/83-19 6 90-457/83-14 on 831019 

NDRELlUBiC E Division of Project 6 Resident Program* 03/11/07 

REEO.C Commonwealth Edison €0 2pp 31281 100 24X 

Fiche 90-000,83/11/07*8311300242 


— B3U2B0299 IE Mgt Meeting Repts 90-010/03-20.50-237/83-30, 90-249/03-^e. 
90-294/83-29* 90-269/83-29. 90-299/83-23* 50-304/83-24. 

50-373/83-43* 90-374/03-47. 50-494/83-50* 50-459/83-36, 

90-496/83-19 it 90-'497/a3-14 on 831019 

NORELlOSiC E, Division of Project 6 Resident Programs 03/11/05 
9pp 21801*102 24X Fiche 50-000*03/11/07*0311280242 


8311010015 IE Info Notice 83-77, "Alr/Qas Entrainment Evantft Resulting 
in Bye Failures " Sve list end 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/11/14 Consolidated Edison Co of New 

York* Inp il4pp 24X Fiche 50-000*83/11/14*0311010019 


0311010018 IE Info Notice 83-78* “Apparent Improper Mod of ComponeOt 
Affecting Plont Safety 6vc list end 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/11/17 Consolidated Edison Co of New 

York* Inc UYpp 21603 001 24X Fiche 50-000*83/11/17,0311010010 


6311280116 Foruards 120-day response to IE Bulletin 83-06 r» 
nonconforming metis supplied by Tube-Lino Corp No Tubg-Llna 
metis received by Dresden or La Salle 

BARNES* P L Commonwealth Edison Co 83/11/17 KEPPLER* J. O Region. 
3, Office of Director lOpp 21279 036 24X Fiche 50-000,03/11/17. 

8311280116 


8311290236 Ac k receipt of 831114 ltr informing NRC of step* t«lr«n to 
correct violations noted In IE Imp Repts 50-496/83-0S it 
50-457/03-02 

NORELtUS.C E Division of Project 6 Resident Program* 03/11/23 
REED*C Commonwealth Edison Co Ip 21306 102 24X 

Flcho 50-436,83/11/23*8311290836 


— 8311290250 Responds to NRC 831021 concern re violations noted In IE 
Insp Repts 50-496/03-02 6 90-497/83-02 Corrective action* 

Rev U to Drawing S-1097 stamped w/OP 3-1 stamp it initialed 
on 821109 

FARRAR. D L Commonwealth Edison Co 63/11/14 KEPPLER, JO 
Region 3* Office of Director 3pp 21306 103 24X 

Fiche 50-436.03/11/23*6311290236 


—8311290252 Responds to NRC 830323 ltr re violations noted In )E Imp 
Repts 50-436/83-02 6 30-497/83-02 Corrective actions 
Sargent 6 Lundy reviewed it accepted FCR providing shims I* 
noAshrink grout be used under base of tank, 

FARRAR* D L Commonwealth Edison Co 63/09/07 KEPPLER. JO 
Region 3* Office of Director 4pp 21306 106 24X 

Fiche 90-456.83/11/23.8311290236 
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— 0311290295 Responds to MRC 330323 Itr re violations noted in IE Ins;' 
Repts 50-456/03-0? b 50-457/03-02 Corrective actions grout 
releases 1553-1536 precipitated issuance of FCRs L-7617 b 
U-7909 to Clarify type of grout Sc floor surface 
FARRAR, D t Comnionwefl 1 th Edison Co 83/07/08 KEPPLER.J 0 

Region 3, Office of Director 6pp 2l306 ilO 24X 

Flchc 30-456,33/11/23,0311290236 


B Reportable Occurrences, LERs b related correspondence 


0311070637 Interim deficiency i ept re documentation of QC verification 
Initially reported on 830701 Different schedule spool pieces 
discovered reversed during field installation Complete rcpt 
expected by 031230 

SRARTZiE D Commonuealth Edison Co 33/10/31 KEPPLER, J O Region 
3, Offico of Director 2pp 21069 333 24X Flclje 30-456. 83/ J 0/31, 

8311070637 


0311210343 Part 21 deficiency rept re Pacific Scientific Co mechanical 
ihock arrestors (Model P3A-1 & PSA-3) Problem involves 
failure of tangs on capstan spring Snubbers stroke tested 
RYBAK, D Commonwealth Edison Co 03/11/07 KEPPLER, J 0 Region 3- 
Office of Director 3pp 21234 112 24X Piche 50-000,03/11/09, 

03)1210348 


8311210400 Interim Deficiency Rcpts 83-03 b 83-06 re uelding o# Elcen 
Metal Products spring hangers Initially reported on 830617 
Replacement parts for affected springs not delivered 
Evaluation of spring hangers will be reported by 840113 
8WARTZ, E D Commonwealth Edison Go 33/11/14 KEPPUER* >i O Region 
3. Office of Director 2pp 21239 103 24X Ficlie 50-000,03/11/14, 

83112)0403 


V Operator Examinations 


0311030009 Forwards rcnuest for addl info re revised licensed operator 
requalification rept re NUnEO-07a7i Item I A 3 1 

CRUTCHFIELD. D Operating Reactors Branch 5 83/10/31 FARRAR* D L 

Commonwealth Edison Co Upp 21012 203 24X Flche 50-000, 

03/10/31, 3311020009 


DOCKET 50-458 RIVER DEND 8TATI0N. UNIT 1 

A Application/construction stage documents & correspondence 


0301060426 Forwards Equipment Qualification Branch audit review team 
request for seismic b dynamic qualification Guidelines for 
demonstration of ngerabillty of purge i vent valves. per 
NUHE0-07a7. Item H E 4 2 end 

SCKWENCERiA Licensing Branch 2 02/12/21 CAHILL.W J Oulf 

States Utilities Co 27pp 16681 273 S4X Flche 50-4 58,82/12/21. 
8301060426 


6300260233 Requests updated responses by Oulf States Utils Co S( Cajun 
Electric Power Cooperative to Reg Guide 9 3 re antitrust 
info 

REOAN.W H Site Analysis 0ranch 33/00/16 DRAPER, e L Oulf 
States Utilities Co 2pp 20971 290 24X Flche 30-450.33/00/16. 

3308260253 


6311140214 Forwards responses to questions raided during 030621 meeting 
w/Oeasc i enc e s Branch re P6AR revs concerning aeis-tnlc 
i nd 1 Cat i ons, c urrent well status 6 seismic profiles S, 
lineament analysis Responses to be included In future amend 
BDQKER, J E Oulf States Utilities Co 33/10/05 BCHWENCEfl,A 
Licensing Dranch 2 40pp 21153 203 24X Flche 30-450.33/10/05, 

3311140214 


8311290303 Informs of Region IV reorgani lation E Johnson replaces 
0 Madsen as c h i ef, Reactor Project Branch 1 E Johnson should 
be point of contact for communications w/region 

COLLINS, J T Region 4, Office of Director 03/10/07 CAHILL, H J 
Oulf States Utilities Co Ip 21302 122 S4X Flthe 50-45B, 
03/10/07, 031 1270303 


B30Q310072 Board NotiflcatlDn 83-ODlA provides info ra seismic risk to 
BUR plants BUR absolute core melt probability b risk results 
developed in limited BNL study not meaningful 

ElBENHUT, D 0 Division of Licensing 63/10/26 PALLADINO,NJ 
Commissioners 12pp 21103 242 24X Flche 50-000,83/10/26. 

03003)0072 


B310310403 Generic Ltr 03-30 to all licensees of operating power 
reactors b applicants for DL re NUREO-0765, "NRC Inventory 
of Dams *' Forwards NUREO-0765 “NRC Inventory of Dams" for 
Info only M/o end Sve list encl 

ElBENHUT, DG Division of Licensing 03/10/31 Consol 1 dated 

Edison Co of New York, inc I4pp 21104 015 24X 

Flche 50-000,83/10/31,3310310403 


B311070302 Responds to Generic Ltr 33-28 "Required Actions Based on 
Generic Imp I icat lane of Sa 1 am ATVJ5 Events “ CuTrent plans b 
schedules submitted Util participating In DMR Owners Group 
efforts re functional testing of reactor protection sy s 
BOOKER, J E Gulf States Utilities Co 03/11/01 ElBENHUT, D Q 
Division of Licensing 4pp 51062 156 24X Flche 30-450,03/11/01 

831 10/0302 


0311020031 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of TM I 
Action Plan I tern II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
ElBENHUT, DO Division of Licensing 03/11/02 Consolidated 

Edison Cd of New York. Inc i6pp 21)04 001 24X 

riche 50-000, 03/11/02, 831 1020051 


HJ1J160331 Notification of 03)1)0 meeting w/util b S*,W in Dethesda.MD 
to discuss approach b intent of severe accident analysis to 
be perforated by util 

UEINHAK, E J Licensing 8ranch 2 83/11/03 SCHHENCER.A Licensing 

Dranch 2 3pp 21197 220 24X Fichr 30-458,03/11/03.3311160331 


0311160369 Forwards request for addl info re geotechnical engineering 
SCHHENCER.A Licensing Dranch 2 03/ 1 L/03 CAHILL. (4 J Oulf 

States Utilities Co 3pp 21201 3t4 24X Flchs 50-458,03/11/03. 

0311160367 


0311160290 Notification of 031113 1. 16 meetings w/util in 0t 
Francl svi lie, LA to discuss mgt urgani lation topics 

WEINKAM. E J Licensing Branch 2 03/11/04 SCHHEKCER.A Licensing 

□ranch 2 3pp 21200 176 24X Flche 30-498.63/11/04,831)160270 


0311160306 Notification of 031)18 meeting w/u-tll b SScU in Bethesda.HO 
to discuss conto-inment sys items 

WEINKAM.E j Licensing Dranch 2 03/11/04 BCHWENCER.A Licensing 

Branch 2 3pp 21179 347 24X FJche 50-450. 03/ 1 1 /04, 03 1 i 160306 


8311220569 Forwards request for addl info re power sy* engineering 
8C(HWENCER,A Licensing Dranch 2 83/11/14 CAHILL, H J Oulf 

States Utilities Co 3pp 21272 S79 a4X Flche 30-430,03/11/14. 
031 1220369 


0311220571 Forwards request for addl info re geology 

eCHUENCER.A Licensing Branch 2 83/11/14 CAHILL. H J Oulf 

States Utilities Co 4pp 21272 275 24X Flche 50-458, 03/ J I /H. 

B3I 1220571 


0311230081 Requests analysis be conducted In •which pressure- 1 Ime 
histories from Kuosheng tests are inp-ut as forcing functions 
to predict response of facility containment to safety relief 
valve loads 

SCHWENCER.A Licensing Branch 2 03/11/14 CAHILL.W J . 

saOKER) J E Oulf States Utilities Co 3pp 21299 046 SAX 
Fiche 5O-43P.03/ll/)4, 031)230021 


6311300043 Notification of rescheduled 331201 meeting w/utll in 
Dethesda.MD to discuss equipment qua I if icat ion programs 
Meeting origlnallg scheduled on 0311)7 

WE INK AM, e J Licensing Branch 2 B3/U/17 6CHWENCER, A Licensing 

Branch 2 3pp 21324 011 24X Fiche 50-450.33/11/17.8311300043 


C Utility Envirsrunon ta t Report lER), amends b co-rrespandenc e 


0311060397 Advises that info re environ rept - OL stage will be 
provided by 040116 

BOOKER. J E Gulf States Utilities Co 03/10/31 SCHWENCER.A 
Licensing Dranch 2 ip 21070 154 SAX Flche 50-458.03/10/31, 
031 10BD397 


8311160111 Forwards responses to envlroii rept - OL s tage. Revi a ui 
Questions E310 4 b Ew70 9 re mgt of natural resources not 
needed for energy production 8c estimate of average workers 
payroll Mgt guidelines devalppad 

DDOKER, J E Gulf States Utilities Co 03/11/07 0CHVIENCER>A 
Licensing Dranch 2 4pp 21173 093 24X Flche 50-450,03/11/07, 

0311160)11 


E NRC Safety Evaluation Report <&ER), suppls C. correspondence 


8311010227 Proposes meeting on 831115-16 to discuss FSA7 Sections 13 ) 
13 2 j 1 3 4 6 13 9 for preparation of SER Bite visit planned 
for 831117-10 

GAOLIAROD.JE Division of Resident, Reactor Project b Engineering 
Programs 03/10/27 CAHILL. W J Gulf States Utilities Co 2pp 

20793 149 ?4X Flche 50-498.03/10/27,63)10)0227 
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DOCKETED ITEMS 


B'31ti600B3 Forw^Tdc respDns«s changes to open itc^s Identlflfltf tti 
draft SER Meteorological & effluent Treatment Jrancli 
Changes ulll be incorporated in neit FSAR amend 
BDOKEHiJ E Gulf States UtiiifctBB Co 03/11/08 SCHWENCER.A 
Licensing Branch 2 31pp 21199 171 24X Fich* 30-498,03/11/08, 

S31 1160DB3 


831I160D8B Foritiards respoTues to open items In Mete<>rol og i cal & 
Effluent Treatment Branch draft SER I, RRC 830406 Itr Changes 
ulll be incorporated into nest amend to FSAR 

booker. J E Gulf States Utilities Co 83/11/08 SCHWEnCER.A 
Licensing Branch 2 49pp 21193 202 34)( Flche 90-438,93/11/08, 

8311160088 


8311200036 Foruards responses to draft SER open items identified bif NfiC 
Chemical Engineering Branch ICHEH) CtCB endorsed Ulcentlng 
RevleuJ Oroup If Positions 1,2 it 3 Past-accident sampling 
satisfies NUREO-0737, Item II D 3 requirements 

B00KE8, J E Gulf States Utilities Co 83/11/09 DEhlTON. H R 
Offica of Ifuclear Reactor Regulation, Director I8pp 21270 224 
24X Flche 30-438,83/11/08.8311280036 


0311180048 Foruards responses to draft SER open Items re mechanical 
fracturing analgsls L fuel asseftitilg damage bg eiternal 
forces Response to Item 10 re Till Item II F 2. "Inadequate 
Core Cooling," ulll be provided bg Dec 1983 

BQOKERrJ E Culf States Utilities Co 83/11/11 OENTONf H R 
Office of Nuclear Reactor Regulation, Oirector 29pp. 21223 276 

24X FiChe 5Q-433,83/n /II » 8311180040 


031 1230039 Forwards responses to draft SER open 1 tensi w/ffiarked-up F6AR 
pages Changes lul 1 1 be incorporated into next F8AR amend 
BOOKER, J E Oulf States Utilities Co 83/11/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 23pp 21271 236 
84X Fiche 30-490,83/11/11.8311230059 


F Security, nnedical, emergency U fire protection plans 


8310300362 Generic Ltr 83-33 to all licensees tr applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to lOCFRSO Sve list end 

E18ENHUT, D 0 Division of Licensing 03/10/19 Consol Idated 
Edison Co of New York, Inc 21pp 81114 387 24X 

Flche 90-000.83/10/19,8310200362 


6308310034 IE Info Notice 83-71, "Defect In Load-Bearing Helds sn 
Lifting Devices for Vessel Head Internals " Sve list enc 1 
JORDAN, E L Division of Emergencg Preparedness Si Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of Riu 

York, Inc Il3pp 21037 337 24X Flche 30-000,03/10/27, 0300310034 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Experience " 8vc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/10/28 Consolidated Edison Co of New 

York, Inc I31pp 2U33 024 84X Flche 30-000, B3/J0/2B, 03OQ3t(M4g 


8300310057 IE Info Notice B3-73, "Radiation Exposure From Olovts 
Contaminated N/U Daughter Products ’’ 0vc list end 

PARTLOW, J 0 Division of QA, Safeguards & Inspection Programs (Ppst 
B3D103) 83/10/31 Consolidated Edison Co of New York, Inc 

ll6pp 21154 248 24X Flche 30-000, 83/ t0/3l . 0308310037 


830B310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunctions 
(UndsrVDl tage Trip Devices on OE Type AK-2-2S Breakers) *' 

8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/11/02 Consolidated Edison C-o of New 

York, Inc 113pp 21914024 24X Fic he 30-000. 83/1 1/02. 8300310076 


830B310073 IE Info Notice 83-73, "Improper Control Rod Matt Ipulatlon ” 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Englnaerlrg 
Response (Post 830103) 03/11/03, Consolidated Edison Co of Ntu 

York, Inc U4pp 21313 253 24X Fiche 30-000, 63/1 1/03, 0300310073 


0311010013 IE Info Notice 03-77, "Air/(7as Entrainment Events Resulllng 
in 8ys Failures " Sve list end 

JORDAN, E L Division of Emergency Preparedness 4t Engineering 
Response iPost 030103) 83/11/14 Consolidated Edison Co of Nfv 

York, Inc ll4pp 24X Flche 30-000,83/11/14,8311010019 


8311290190 Forwards example form ltr which will be used to transmit 
vendor insp repts To ack receipt of reptrbottom section must 
be signed 6 returned to Region IV 

COLLIN0, J T Region 4, Office of Director B3/U/13 CAHILL, U J 

Qulf States Utilities Co 3pp 21303 331 24X 

Flche 30-450,03/11/13,0311290190 


8311090212 Forwards response to items identified by NRC Emergency 
Preparedness Branch during 831013 onsite meeting 
BOOKER, J e Gulf States Utilities Co 03/10/28 &CHHENCER, A 
Llcinslng Branch S a7pp 21102 228 24X Flche 30-490,83/10/28, 

8311090212 


6311010018 IE Infp Notice 03-78, "Apparent Improper Mod of Componint 
Affecting Plant Safety " 8vc list end 

JORDAN, E L Division Of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/11/17 Consolidated Edison Co of N|m 

York, Inc ll7pP 21603 001 24X Flche 90-000. 83/1 1/17# 9311010018 


M Antitrust correspondence 


9 Reportable occurrences, LERs t< related correspondence 


Q3DB2602S3 Requests updated responses by Gulf 
Electric Power Cooperative to Reg Ouide 9 3 
Info 

REGAN. N H Site Analysis Branch 83/00/16 
States Utilities Co 2pp 20971 290 24X 

0300260233 


States Utils Co b Cajuri 
re antitrust 

DRAPER, £ L Gulf 
Flche 30-439,83/00/16, 


0311030144 Final Deficiency Rept DR-137 re unauthorlied wiring of 
breaker Investigation complete Condition not reportable 
per 10CFR50 S9(e> 

DOOKER.J E Oulf States Utilities Co 83/10/24 COLLINS. J T 
Region 4, Office of Director Ip 21036 318 24X 

Fiche 50-458,83/10/24,8311030144 


0311020210 Forwards updated antitrust info based on review of DL 
application antitrust Info. per 830616 request Updated 
antitrust Info, prepared by Cajun Electric Power Cooperative, 
also encl 

DEODENff, J C Oulf States Utilities Co 83/10/26 REOAN. H H Site 
Analysis Branch 260pp 21011 163 24X Flche 50-438.80/10/26, 

0311O2G21O 


Q Inspection reports, IE Bulletins 6 correspondence 


8300300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Sve list end 

JQRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Past 83D103} 03/10/21 Consolidated Edison Co of Maiu 

Yorlc, Jnc I37pp 21114 33i 24X Fiche 90-OOD, 03/10/21# 9308300797 


□30B3L0030 IE Info Notice 83-70, "Vibration Induced Valve Failures " 
five list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/10/25 Consolidated Edison Co of New 

York, inic fl7pp 21037 2)9 24X Ficihe 50-000,93/10/23,8308310030 


03OB3OO799 IE Bulletin 83-07, Suppl }, "Apparently Fraudulent Products 
Sold By Bay Miller, Inc " Sve list end 

DEYOUNG, R C Director's Office* Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York. Itic 

I79pp 21070 170 24X Fiche 50-000.03/10/26.8308300799 


9311070176 Interim Deficiency Rept DR-121 Investigation incomplete 
Interim or final status rept expected by B31201 
BOOKER, J E Oulf States Utilities Co 03/10/24 COLLINS, J T 
Region 4. Office of Director Ip 21061 296 24X 

Fiche 90-430,83/10/24,8311070176 


0311030)53 Interim Deficiency Rept DR-110 Investigation Incomplete 
Next rept will be provided by 040103 

BOOKER, J E Qulf States Utilities Cu 83/10/23 COLLINS, J T 
Region 4, Office af Director Ip 21033 20? 24X 

Flche 50-458,83/10/25,0311030153 


B31103O1B0 Interim Deficiency Rept DR-107 Investigation Incemplett Next 
rept will be provided by 831130 

DOOKER.J E Oulf States Utilities Co 83/10/25 C0LLIN9,J T 
Region 4, Office of Director Ip 21037 186 24X 

Fiche 90-450,03/10/25,0311030180 


0311070468 Interim Deficiency Rept DR-llB Investigation ongfling Interim 
or final rept utH be provided by 031206 

BOOKER, J E Oulf States Utilities Co 83/10/26 COLLINS, J T 
Region 4, Office uf Director Ip 21064 075 24X 

Fiche 50-450,83/10/26,8311070468 


0311070306 Final Deficiency Rept DR-93 re interconnecting piping 
between reactor water cleanup HX Condition determined not 
reportable under 10CFR50 53(e) 

booker, JE Gulf States Utilities Co 03/10/27 COLLINS, JT 
Region 4, Office of Director ip 21063 20? 24X 

Flche 90-458,03/10/27,0311070306 
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B3n07057a Interim Deficiencg Rept DR-i37 Investigation complete 
Interim or final status rept will be provided bg B4010& 
BDOKER.J E Owlf States Utilities Co 03/10/27 COLLINS, JT 
Region Am Office of Director Ip 210&3 338 24X 

Fiche 50-450,83/10/27,8311070570 


03itO?D332 Interim Deficiency Rept DR-'122 Investigation ongoing Interim 
or final stati/o ropt will be provided by B3l2l£> 

BOOKER, J E Oulf States Utilities Co 03/10/28 COLLINS, J T 
Region 4, Office of Director Ip 210&2 177 24X 

Flcbfl 50-458,03/10/28,8311070332 


6311150020 Interim Deficiency Rept DR-B9 Investtgat ion re residual 
total elongation primary knlfe-tgpe diecanncct used on 
standby diesel generator Incomplete Interl/n or final status 
rept expected by 831215 

booker, J E Oulf States Utilities Co G3/10/31 C0ULIN3,J T 
Region 4, Office of Director Ip 21175 012 24X 

Fiche 50-450.83/10/31,8311150020 


031115010? Interim Deficiency Rept DR-105 re electrical separation 
between reactor protection sys & nuclear steam supply 
shutoff wiring within Power Generation Control complei 
Investigation in progress Next rept by 83121? 

BOQKERiJ E Oulf States Utilities Co 83/11/01 COLLtNS^J T 
Region 4i Office of Director Ip 21172 IBO 24X 
Fiche 50-450,03/11/01,0311150187 


8311070472 Followup to Part 21 rept re potential failure of 
Nestinghouse Type SA-1 relays HE Info Notice 83-63) Addl 
potential problems discussed in end Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALL j D D Drown Dover! Corp (subs of Broun Boveri 4* Co , Ltd 1 

Q3/U/03 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement ISpp 21067 347 &4X Fiche 50-000« 83/1 1 /03, 

0311070472 


B31115Q105 Interim Deficiency Rept DR-123 re KcCrosky sheet metal 
hVAC ductwork fabrication Investigation incomplete 
Next rept will be submitted by 640103 

DOCKER, J E Gulf States Utilities Co B3/ 1 1 /03 COLLINS. J T 
Region 4, Office of Director Ip 21174 335 24X 

Fiche 50-458.03/11/03,0311150105 


83111BO130 Interim Deficiency Rept DR-13B re ITE-Oould motor overload 
relays trip ranges Investigation Incomplete Neit rept 
ulll be submitted by 031230 

BOOKER, J E Oulf States Utilities Co 83/11/04 COLLINS.U T 
Region 4, Office of Director tp 21226 144 24X 

Fiche 50-456,83/11/04,8311180138 


831116016? Final Deficiency Rept DR-131 re OouLd Nodel 3196 putnp 
bearing oil seals Deficiency not reportable per 
10CFR50 5S(e) 

BOOKER, J £ Oulf States Utilities Co 03/1L/O4 COLLINS. J T 
Region 4, Office of Director Ip 21223 113 24X 

Fiche 50-4SB, 83/11/04. 831 i 180167 


0311160205 Interim Deficiency Rept DR-IG? re springs In Pacific 
Scientific mechanical shock arrestors P6A-1 & P0A»3 
Investigation Incomplete Next rept will be submitted by 
B31227 

BOOKER. J E Oulf States Utilities Co B3/U/04 COLLINS, J T 
Region 4, Office of Director Ip 21227 254 24X 

Fiche 50-450,83/11/04,8311160285 


B3il2t0206 Interim Deficiency Rept DR-12a re stainless steel tubing 
supplied by (}ul fal loy • Hub, Inc 6 Capital Pipe Steel Interim 
or final rept will be submitted by 031220 

DQaKER,J t Oulf States Utilities Co 63/ll/OB COLLINS, UT 
Region 4, Office of Director Ip 21235 073 S4)( 

Fiche 50-456,83/11/06,0311210208 


83112103B8 Final Deficiency Rept DR-125 re RHR spool piece uelds 
provided by SF shaw Co Condition not reportable under 
IOCFR50 551 eJ 

SOOKER, J E Oulf States Utilities Co 83/11/09 COLLINS, v) T 
Region 4. Office of Director Ip 21237 114 a4X 
Fiche 50-458.03/11/07,0311210368 


8311210154 Interim Deficiency Rept DR-77 re HNA relays oifg by GE In 
1?74 Interim or final rept ulli be submitted by 031220. 

BOOKER. J E Oulf States Utilities Co 83/1 i/10 CDLLINB.J T 
Region 4, Office of Director Ip 21232 318 a4X 
Fiche 50-450,63/11/10,0311210154 


631122040? Final Deficiency Rept DR-11? re threaded ueld studs for 
cable tray supports item determined not reportable under 
10CFR50 551 e) 

BOOKER, J E Oulf 8tatea Utilities Co 03/11/11 CQLLIN8. J T 
Region A, Office of Director Ip 21261 ISO a4X 
Fiche 50-456,03/11/11,8311220409 


QJi 12B022B Interim Deficiency Kept DR-76 re A500>Grade D tube steel 
supplied by flergen-Pa ter son Inves tipat i on incomplete Next 
rept ulll be submitted by D31227 

DOOKER.J E Gulf States Utilities Co 03/11/15 COLLlNS,J T 
Reglnn 4, Office of Director Ip 21280 192 24X 

Fiche 50-453,83/11/16,8311260228 


8311200429 Final Deficiency Rept DR~74 re installation of 1/4-inch 
diariieter dr ) 1 1 ed-in-e xpans i on-ty pe anchor bolts Deficiency 
determined not reportable under 10CFR50 53(el 

□ □□HER, J E Oulf States Utilities Co B3/tl/l7 COLLINS, J T 
Region 4, Office of Director Ip 21285 325 24X 

Flcho 50-458.03/11/17,6311260429 


6311260483 Final Deficiency Rept DR-72 re concrete drllled-ln 
expansion-type anchor installation ( torqu i ng 1 , t e s 1 1 ng t, 
insp Item determined nut reportable per 10CFR5D 55 1 e ) 

DOOKER, U E Oulf States Utilities Co 83/11/17 CODLINS, J T 
Region 4, Office of Director Ip 21203 274 24X 

Fiche 50-458,03/11/17,6311280463 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A Application/construction stage dDCuments & correspondence 


6301060426 Forwards Equipment Qualification Dranch audit review team 
request for sefsunic h dynamic qualification Ouidelines for 
demonstration of operability of purge L vent valves, per 
NUREO-0737. I tern 1 1 E 4 2 end 

6CHNENCER.A Licensing Branch 8 62/12/21 CAHILL. N J Oulf 

States Utilities Co 27pp 16691 573 24X Fiche 50-458,82/12/21. 

0301060426 


8311140214 Forwards responses to questions raised during 830621 meetlity 
u/OeoBC ienc es Dranch re FSAR revs concerning seitirilt 
1 ndlcatlons, current well status It seismic profiles it, 
lineament analysis Responses to be included in future amen il 
BOOKER, UE Oulf States Utilities Go 03/10/05 BCHWENCER.A 
Licensing Branch 2 40pp 21 |5B 20B 24X Fiche SD-45B. 8 3/10/05, 

0311140214 


0311270305 Informs of Region IV reorgani xat Lon £ Johnson replaces 
0 Madsen as ch lef, Reactor Project Dranch i E Johnson should 
be point of contact for c ommun icat 1 o-ns w/region 

COLLINS, J T Region 4, Office of Director 83/10/07 DAHIUL, W J 
Gulf States Utilities Co Ip 21302 122 24X Fiche 50-458, 

83/10/07, 8311570305 


6308310072 Roard Notification &3-00tA provides Info re seismic risk tv 
BUR plants DNR absolute core melt probability 8, risk results 
developed In lioiited DNL study not meaningful 

ElQENHUr, D 0 Division of Licensing 63/10/56 PALLADINO. N J 
Coimniss loners i2pp 21103 242 24X Fiche 50-000,63/10/26. 

8308310072 


0310310403 Generic Ltr 63-38 to all licensees of operating power 
reactors & applicants far OL rc NUREG-0963, "NRC Inventory 
of Dams ” Forwards NUREG-0965 *'NRC Inventory of Dams" for 
info only U/o end Sve list end 

EI8ENHUT.D 0 Division of Licensing 83/10/31 Consol Idated 
Edison Co of New York. Inc i'^PP 21184 015 24X 

Fiche 50-000,83/10/31,0310310403 


QJ11070305 Responds to Generic Ltr 83-29 “Required Actions Based on 
Generic Implications of Salem ATW9 Events " Current plans L 
schedules submitted Util participating In. QNR Owners Group 
efforts rc functional testlne of reactoi protection sys 
BOOKER, J E Oulf States Utilities Co 83/11/01 EIBENHUT, D G 
D1 vision of Licensing 4pp 21062 156 24X Fiche 50-459, 63/ 1 1 /Oi 

0311070302 


8311020051 Generic Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re clarification of TMI 
Action Rian Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list encl 
EIBENHUT, D 0 Division off Licensing 03/11/02 Consolidated 
Edison Co of New York, Inc 16pp 21184 001 24X 

Fiche 50-000.03/11/02.8311020051 


0311160331 Notification of 631110 meeting w/utll & SUU In Dethesda.KD 
to discuss approach 6 Intent of severe accident analysis to 
be performed by util 

WEINKAM.EJ Licensing Branch 2 83/11/03 BCKHENCER.A Licensing 

Dranch 2 3pp 31199 228 24^ Fiche 50-4 56. B3/ 1 1/03, B3 1 1160331 


0311160369 Forwards request for addl info re geotechnical engineering 
aCHWENCER.A Licensing Dranch 2 83/11/03 CAHILL, W J Oulf 

States Utilities Co 3pp 21201 314 S4X Fiche 50-458.93/11/03, 
8311160369 
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saill«0390 Notl ficatitJn of B31113 t< 16 meetlns* gi/utU tn St 
Frjnc I 5vi IJ-e, LA to djjcuis rt>«t oradniration topic* 

WEJNKrtrt. e J Licensing Branch ? 83/11/04 SCHWENCfRi A Liceti^tog 

□ranch 2 3pp 21200 176 34X F*che 30-438.83/11/04,8311160290 


831HA0306 Motif i fait ion of 931118 <neetlns u/i/tll 8S<M in Dotheada-HD 
to discuss eontalnment aiji items 

WElNKAri,E vl Licensing Branch 2 B3/11/04 BCKWEhlCER,A Licensing 

Branch 2 3pp 21199 347 24X Flche 50-438.83/11/04,8311160306 


8311230021 Requests analgsl* be conducted In which pressure-time 
hlstOTles from Kuosheng test* are input a« forcing functions 
to predict response of facility containment to safety relief 
valve lE>adt 

SCHWENCER.A Licensing Branch 2 83/11/14 CAMlLL, W J • 

BODl^En. U E QulP States Utilities Co 3pP 21299' 046 a4X 
Flche 30-459,93/11/14,9311230021 


F Security, medical, emergency S< fire protection plans 


8310200362 Generic Utr 83-33 to all licensees & applicants of nucliar 
pouer reactors re NRC positions on certain requirement* of 
App R to lOCFRSO Svc list end 

ErSENMUT.D 0 Division of Licensing 03/10/19 ConSol idaUd' 
Edison Co of Neu York. Inc Slpp 21114 329 24X 

Ficho 30-000,83/10/19,8310200363 


8311090212 Forttfards response to Items identified by NRC Emergency 
Preparedness Branch during 831013 onsite meeting 
BOOKER, J E Gulf States Utilities Co 83/10/28 SChlllENCER.A 
Licensing Branch 2 SYpp 21102 222 24X Flche 50-458*03/10/28. 

8311090212 


M Antitruet correspondence 


0311300043 Notification of rescheduled 831201 meetlns w/util in 
Bethesda.MB to discuss equipment qualification programs 
Meeting originally scheduled on, 031117 

UEJNKAM.E J Licensing Branch 2 83/11/17 SCHWENCER.A Licensing 

Branch 2 3pp 21324 OU 24X Ftche 50-458,83/11/17,8311300043 


C Utility Environmental Report (ERl, amends & c orraspondsnc a 


031:1080397 Advises that Info re environ rept - DL stage will be 
provided by 6401 16 

DaOKERi J E Oulf atates Utilities Co 83/10/3} 8CHMBN0ER«A 
Licensing flranch 2 Ip 21078 154 24X Flche 30-439,83/10/31* 

9311080397 


B31 1160111 Forwards responses to environ rept ~ DL stage, Review 
Questions E3i0 4 & E290 9 re mgt of natural resources not 
needed for energy production t* estimate of average workers 
payroll Mgt guidelines developed 

BOOKER, J C Gulf States Utilities Co B3/11/07 SCHUENCER.A 
Licensing Branch S 4pp 21193 093 24X Flche 30-450* 83/1 1/07, 

B3lll60iJi 


8311020210 Forwards updated antitrust info baeed on review of OL 
application antitrust Info, per 030016 request Updated 
antitrust Info, prepared by Cajun Electric Power Cooperative, 
also end 

DEDDEN8, J C Oul f State a Ut 1 1 1 tl es Co 03/10/26 R80AN, U M 8lt« 
Analysis Branch 2B0pp 21011 163 24X Flche 5D-458, 83/ L0/26> 

0311020210 


Q Inspection reports, lE Bulletins & correspondence 


0300300797 IE Info Notice 03-69, "Improperly Installed Fire DamppM 
at Nuclear Power Plants ■' Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost B30103) 03/10/21 Consolidated Edison Cp of 

York, Inc I37pp 21114 351 24X Flche 50-000, 03/10/21, 0'1003CM>T 9* 


8300310030 IE Info Notice 03-70, "Vibration induced Valve Pellurrt * 
9vc list end 

JORDAN*E L Division of Emergency Preparedness h Engineering 
Response CPost 830103) 83/10/25 Consolidated Edison Co of Na,.> 

York, Inc 117pp 21037 219 24XFiche 30-000. 83/1 0/2B.D10031C'0>/ 


E NRC Safety Evaluation Report (5ER), suppls 8* correspondence 


831)010227 Proposes meeting on 031115-16 to discuss FSAR Sections 13 1, 
13 2, 13 4 & 13 S for preparation of SER Site visit planned 
for 331117-18 

OAOLIARDOjJ e Division of Resident* Reactor Project 6 Engineering 
Programs 83/10/27 CAHILL* M J Gulf States Utilities Co 2pp 
20993 145 24X Flche 30-450, 03/ 10/27, 831 1010227 


8311160035 Forwards responses 6 changes to open items identified in 
draft SER by Meteorological 6 Effluent Treatment Branch 
Changes will be incorporated in neit FSAR amend 
□OOKfiR, J E Gulf Statef Utilities Co 83/11/08 6CHWENCER, A 
Licensing Branch 2 3lpp 21195 171 24 X Flche 30-458,83/11/08, 

8311160085 


8311160098 Forwards response* to open items in He beorologlca 1 U 
Effluent Treatment Branch draft EER L NRC 830406 1 tr Changes 
will be incorporated into next amend to FSAR 

BDOKERj J £ Gulf States Utilities Co 83/11/08 8CHNENCER. A 
Licensing Branch 2 49pp 21193 802 24 X Flche 30-459*83/11/08, 

8311160000 


8311200036 Forwards responses to draft SER open items identified by NPC 
Chemical Engineering Branch iCI-EB) CKES endorsed Licensing 
Review Group II Positions 1,2 & 3 Post-acc ident sampling 
satisfies NUREO-0737, I ten II 9 3 requirements 

BDOKESrJ E Gulf State* Utilities Co 83/11/08 DENTON, H H 
□ffice of Nuclear Reactor Regulation, Director 10pp 21270 224 
84X Flche 50-4 58,03/11/08.0311280056 


8311180048 Forwards responses to draft SER open items re mechanical 
fracturing analysis Z* fuel assembly damage by external 
forces Response to Item 10 re THI Item £i F 2, "Inadaquate 
Core Coaling," will be provided by Dec 1983 

BG3KER. J E Oulf States Utilities Co 83/11/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 29pp 21225 276 
24X Flche 50-439,03/11/11,8311160048 


8311230059 Forwards responses to draft BER open Itemsj u/mark ed-up FSAR 
pages Changes will be incorporated into next FSAR amend 
BOOKER, J E Gulf States Utilities Co 83/11/11 OCNTON, N R 
Office of Nuclear Reactor Regulation* Director 63pp 21271 256 
24X Fit he 50-450,03/11/11,8311230059 


8300300799 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Produet* 
Sold By Pay Miller, Inc " Svc list end 

DEYOUNGiR C Director's Office, Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York, Inj 

I79pp 21070 170 24X Fiche 50-000,83/10/26,0300300799 


830G310034 IE Info Notice 83-71, ''Defect In Load-Bearing Nplds en 
Lifting Devices for Vessel Head Internals " Svc list end 
JORDAN.E L Division of Emergency Preparedness tt Engineering 
Response (Post* 030103) 63/10/27 Consolidated Edison Co of Hiu 

York, Inc llSpp 21057 397 84X Flche 90-000, 83/10/27, 03003100^4 


0308310040 IE Info Notice 03-72. "Environ Oua 1 1 f Ication Tetitlng 
Experience " Svc list end 

JORDAN*E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/20 Consolidated Edison Co of Ni^ 

York, Inc J31pp 21135 024 24X Flche 50-000,03/10/20,8300310040 


B308310097 lE Info Notice 03-73, "Radiation Exposure From Oloves 
Contaminated U/U Daughter Products " Bve list end 

PARTLOW, J G Division of QA, Safeguards %t inspection Program* iPott 
830103) 83/10/31 Consolidated Edison Co of New Vork, Inc. 

Il6pp 21154 248 24X Fiche 50-000,83/10/31,8306310037 


6308310076 IE Info Notice 03-76, "Reactor Trip Breaker Half URclIort* 
(Undervol tage Trip Devices on GE Type AK-2-a9 Breakers) " 

Svc list and 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 03/11/02 Consolidated Edison Co of New 

York, Inc ItSpp 21514 024 24X Flche 30-000.83/11/02,03003104)76 


8308310075 IE Info Notice 03-75, "Improper Control Rod Manipulation! • 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc 114pp 21513 253 24X Fiche 50 - 000 , 83 / 1 1/03* 03OOTIOO7O 


8311010019 IE Info Notice 83-77, "Alr/Gas Entrainment Events RiiuUlna 
in Sys Failures ■’ Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co of 

York, Inc lt4pp 24X Flche 30-000,03/11/14*931101001 5 


0311290190 Forwards example form Itr which will be used to transmit 
vendor insp repts To ack receipt of rept, bottom section must 
be signed ft returned to Region IV 

C0LLIN3*J T Region 4, Dfflce of Director 83/11/19 CAMILL.l/ J 

Oulf States Utilities Co 3pp 21303 391 24X 

Fiche 50-490,03/11/15,0311290190 
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8311010016 IE Info Kotice 83-76 j "Apparent Improper Mod of Cornponont 
Affecting Plant Safety " 8vc list end 

JORDAN^E L Division of Emergency Preparedness tt Enginaering 
RespoTise (Post B301D3> 83/11/17 Consolidated Edison Co of Nei. 

Yttrk. Inc 117pp 21603 001 24X Fiche 50-000i 03/i i / 17- 03 1 1 OlOO 1 8 


S Reportable occurrences- CERs & related correspondence 


8311070472 Follodiup to Part 21 rept re potantlal failure of 
Hestlnghouse Type 8A-1 relays (IE Info Notice 63-63) Addi 
potential problems discussed in end 1 tr re tantalum 
capacitor leaking electrolyte Not reportable per part 21 
OU^ALL-D D Drouin Dover! Corp (subs of Droun Doverl t< Co i Ltd ) 
S3/n/03 DEYOUNG- R C Director's Office. Office of Inspection and 
Enforcement I9pp 21067 347 24X Flche 90-000-83/11/03, 

031 1070472 


DOCKET 30-460 WPPB3 NUCLEAR PROJECT- UNIT I 


A App 1 1 cation/constr uctlon stage documents & correspondence 


B31 1090431 Grants 63072? request for extension until 640401 for 
submittal of 12D-day response to Oeneric Ltr 63-26 re 
Implications of Salem ATMs events Extension granted since 
plant uill not be operating in near future 

ADEN8AM- E 0 Licensing Branch 4 63/10/26 MAZUR- D W Washington 

Public Pnuer Supply System 3pp 21141 361 S4X 
Fidie 90-460-83/10/26- 631 10?0431 


0311140473 Forwards suppl for record of Ottinger 030914 hearings on 
financing completion of HPP88 power plants 

OIRCKSj W J Office of the Executive Director for Operations 
83/11/03 Office of Congressional Affairs 5pp 21101 339 24X 

Ficho 90-397,83/11/03.6311140473 


0311160034 Forwards "Response to NRC Ltr 01-21 “ Natural Circulation 
Cool down. Task 3Ar for TUA & WPP8S- " prepared by 116W Rept 
discusses intermittent bleeding of reactor coolant through 
vessel head vents Operator training info forthcoming 
SORENSEN- 0 C Washington Public Power Supply System 83/11/04 
ADENSAH, E 0 Licensing Branch 4 Ip 21191 040 S4X 
Flche 90-460-63/11/04,6311160094 


--6311160090 Rev I to "Response to NRC Ltr 01-21 - Natural Circulation 
Cooldown- Task 3A. for TVA U HPP88 " 

* Eabcock & Wilcox Co DAW-1742 ROi 03/09/30 40pp 
21191 049 24H Tlche 90-460,53/11/04-6311160054 


F Security, medical, emergency & fire protection plans 


6310200362 Generic Ltr 83-33 to all licensees t* applicants of nuclear 
ppwer reactors re NRC positions on'certaln requirements of 
App R to lOCFRSO Bvc list end 

ElSENHUT, D G Division of Licensing 63/10/19 Consolidated 
Edison Co of New York, Int 21pp 21114 329 24X 

Flche 90-000,03/10/19-8310200362 


O Adjudicatory correspondence 


6311160166 Motion for summary disposition of contention charging const- 
delay was dilatory 1991 completion date not unreasonable 
period Of time No genuine Issue of matl fact exists b 
licensee entitled to favorable decision 

REVNOLD0, N S Washington Public Power Bupply System REYNOLDS- N 6 
Debavolse 8< Liberman 03/11/14 Atomic Safety and Llcenelng Hoard 
Panel 49pp 2U90 014 24X Flche 90-460. 03/ H/14< 63 1 1 1 60166 


3311160169 Affidavit of A Squire re causes of const deferral te 
extension to CP Certificate of Svc end 

SQUIRE. A Washington Public Power Supply System 63/11/tl 
□49pp 21190 099 84X Fiche 90-460,83/11/14-0311160166 


8311390153 Amend to svc list, adding N Dell Certificate of Svc end 
Related correspondence 

BELL, N Coalition for Safe Power 03/11/23 Atomic Bafety and 
Licensing Board Panel 2pp 21309 233 24X FI c he* 90-460, 83/1 1 /Z3. 

8311290193 


Q Inspection reports- IE Bulletins & correspondence 


B3t 1160134 Forwards IE Insp Rept 90-460/03-01 on 030110-14 No 
noncompliance noted 

BlSHQPiT W Division of Res Ident- Reactor Project & Engineering 
Programs 03/10/10 ROOT. R W Washington Public Power Supply 
System 2pp 21194 020 24X Flche 90’'460- 83/ 10/ IB, 03 1 1 1 60134 


— B311160137 IE Insp Rent 90-460/83-01 on 030110-14 No roncotnp 1 i snc e 
nated Major areas inspected licensee activities for 
performing containment structural Integrity test 

D'ANGELO- A > DODDS. R T Region 9. Office of Director 63/l0/t6 
4pp 21194 032 24X Fiche 90-460,03/10/10,8311160134 


0300300797 IE Info Notice 63-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list cncl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/10/21 Consolidatad Edison Co of Nsl. 

York. Inc 137pp 21114 35! 24X Fiche 50-000,03/10/21, 930030079'? 


03DB3IOO3D IE Info Notice 03-70, "^Uibratlon Induced Valve Failures 
Svc list end 

JORDAN- E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 93/10/25 Consolidated Edison Co of Ne-. 

Yotk- Itic !l7pp 21057 219 24X Flche 50-000-03/10/25-0308310030 


8308300799 IE Bulletin 03-07. Suppl 1. 'Apparently Fraudulent Products 
Sold By Ray Miller, Inc " Svc list end 

DEVDUNOj R C Director's Office- Office of Inspection and 

Enforcement 03/10/26 Cersol idafced Edison Co of New York, Inc 

I79pp 21070 170 a4X Fiche 90-000,03/10/26-03003(50799 


830831(5034 IE Info Notice 33-71, ’'Defect in Load-Hearing Welds on 
Lifting Devices for Vessel Head l« Internals " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response tPost Q30103I 83/10/27 Consolidated Edison Co of New 

York, Inc ilSpp S1097 357 24X Flche 50-000,63/10/27,030031003) 


6308310046 ]E Infu Notice 33-72, "Environ Qualification Testing 
Experience '* Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 03/10/26 Consolidated Edison Co of Ne.j 

York- Inc i3tpp 21155 024 24X Flche SO-000- 03/ SO/ 20- 830B31004H 


6306310057 IE Info Notice 83-73- "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " 8vc list eticl 

PARTLDW-J 0 Division of QA, Safeguards 4, Inspection Programs (Post 
830103) 83/10/31 Consolidated Edison Co of New York, lot 

ll6pp 21154 240 24X Fiche 50-000, 63/10/31- 0300310057 


8308310076 IE Irtfo Notice 83-76, "Reoctor Trip Breaker Malfunction! 

< Undarvol tage Trip Devices on GE Type AW-B-25 DTeakers) " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/11/02 Consul idated Edison Co of Neu 

York* Inc USpp 21514 024 24X Fiche 50-000,03/11/02, 030031007^, 


S Reportable occurrences- LERs b related c prrespondsntc 


8311220504 Interim deficiency rept re fuel oil line breaks Sh utt i ng 
engine down tt causing fire Caused by excestlve line 
vibration due to Improperly balanced fuel Injection 
equipment Also reported per Part 21 

DELORENZO-R A Hoshingfcort Public Power Supply System 63/1 1/03 
MARTIN. J D Region 5, Office uf Director 3pp 21297 027 24^ 

Flche 50-460. 83/11 /o:$. 831 1250904 


831 1280 4B1 Fart 21 rept forwarding list of HVAC units supplied to 
facilities All units built tn Wins tan-Sa 1 em« NC facility 
DROWN, J T Qahnson Co , Inc (subs of Hillman C-oa) 6 Coke Co I 
83/11/16 DEYOUNG, R C Director's nfflce, Office of Inspection and 
Enforcement 2pp 21283 337 a4X Fiche 50-000,03/11/19-0311260401 


DOCKET 50-461 CLINTON POWER STATION- UNIT 1 


A Ap p L 1 ca 1 1 on /c ons tr uc 1 1 on stage documents ^ correspondence 


8300310072 Board Notification B3-Q0IA provides Info re seismic risk ti- 
own plants Ol^R absolute core melt probability !< risk results 
develuped in Limited BNL study not meaningful 

EIBCNHUT- D 0 Division of Licensing 03/10/26 PALLAOIND. N J 
Commlssianers i2pp 21103 242 24X Fiche 90-000.03/10/26, 

8300310072 


031 1010220 Responds to 610529 request f&r const schedule quarterly 
update Target dote for fuel load remains 660103- w/commert: i al 
operation scheduled for 061101 Unit 2 canceled on 8310<14 
based on Unit 1 electrical sale! projections 

HALL, D P IlUnois Power Co 83/10/27 DENTON. H R Office of 
Nuclear Reactor Regulation- Director !p 2D976 223 34X 

Flche 30-461,83/10/27-0311010220 


8310310403 Generic Ltr 03-33 to alt licensees uf operating pouar 
reaetprs & applicants for OL re NUREO-0965, "NRC Inventory 
pf Dams " Forwards NUREO-0965 "NRC Inventory of Dams" for 
info only.tJ/o end Svc list end 

EISENhUT.D O Diviiian of Licensing 63/10/31 Consol idated 
Edison Ce of New York- Inc t4pp 21101,015 24X 

Flche 90-000.83/10/31.8310310403 
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83110-20051 Generic Ltr 83^-35 to «)11 licensees of aperatlng r«actQr«, 
appHcartf Por Di-a h hald&rs of CPs re c J ar If 1 cation of TMI 
Action Plan Item IE K 3 31 Submittal of boundlngi 
danonstra ti on uill satisfy t equif^ments Sve list end 
eiSENHUTp D Cf Division of Licensing 63/U/02 Consolidated 

Edison Co oP Neii> Vorkp Inc t 6 pp 21184 001 24X 

Fiche 50-000^83/11/02^8311020051 


8311210117 Orants B30B31 request For e^itenvlon of ISO-dog response to 
Generic Ltr 83-2Qip ‘Required Actions Qssed on Generic 
Implications of Salem ATWB Events " Response date extended 
until 840401 

SCHHENCEfl-A L 1 c ens i ng Bran c h 2 33/11/02 NELSON. R M Illinois 

Pauer Co 3pp 2124 1 367 24X Flcho 50-461 p 83/1 1 /02 p 831 1210117 


8311270005 Foruards request far addl Info re containinent sqs & 
mechanical eng Ineer tngp per B30914 meeting 

SCHWENCERpA Licensing Branch 2 63/11/14 NELSON, R M Illinois 

Pcuier Co 4pp 21300 233 24X Fiche 50-461,93/11/14,0311290005 


8311380016 Forwards request For addl info re commitment to Reg Guides 
1 50 e. 1 46 per Generic Ltr 01-01 

SCHWENCEflpA Licensing Branch 2 83/11/15 NELSON, R « Illinois 

Power Co 3pp 21307 038 24X FiChe 50-461,83/11/15.8311280018 


R NRC Safety Evaluation Report tSERli suppls & correspondence 


8311030194 Forwards safety parameter display lys iSPDS) 

pretmpl ementati on pa-ctage docusiehts per 630705 8e 0413 Itrsi 
Generic Ltr 62-33, NUREG-0737. Bupp 1 I S< SER iNORE0-O853> 

Revised SPDS SAR will be provided In Feb 1904 

NELSON, R M minois Power Co 83/10/26 SCHVfENCER , A Licensing 
Branch 2 2pp 21034 216 24X FiChe 50-461,03/10/28,0311030194 


8311080402 Clarifies a-nelysls requirements to resolve SER Confirmatory 
Issue 6 p **Caiita inment Ultimate Strength Analysis,*^ per 
030920 telcon Preesure loading developed by Sandia will be 
applied 

NELSON, R ^ Illinois Power Co 03/11/03 SCNUENCER. A Licensing 
Branch 2 Ip 21070 157 24X Flche 50-461.83/11/03,6311000402 


0311280355 Informs of changes in methodology re SER Confirmatory Issue 
69CNUREG-oa53) re containnient 24”/36*' vent 6 purge valve 
operability to ensure requirements met 

NELSON, D H Illinois Power Co 83/11/17 8 CH WENGER, A Licensing 
Branch 2 3pp 21208 303 24X FI c he* 30-461, 03/1 1/17, 031 1260355 


F Security, niedical. emergency b fire protection plans 


6311030194 Forwards safety parameter display ays iSPDSl 

prelmp 1 ementation pactage documents per 030705 it 0413 Itrs, 

Generic Ltr 62-33, NUREO-0737, Supp 1 I fc SER iNUfieG-0B53) 

Revised SPOS SAR will be provided in Feb 1984 

NELSON, R H Illinois Power Co 63/10/26 6 CH WENGER, A Licensing 

Branch 2 2pp 21034 216 24X FlChe 50-461.03/10/26,8311030194 


— 8311030199 “Clinton Verification 6 Validation Plan for Safety 
Parameter Display Sya “ 

HALL.D Ulinols Power Co 03/10/19 26pp 21034 210 24X 

Flche 50-461. 63/ 10/2S> 0311030194 


— 8311030201 “Clinton Safety Parameter Display Sys Parameter Set 
Val i datlon Kept *' 

« Illinois Power Co B3/I0/2B /Opp 2L034 244 24X 

Flche 50-461,83/10/28.8311030194 


— 8311030204 “UuTnan Factors Review oF Safety Parameter Display Sys " 
• Illinois Power Cd 83/10/28 iOpp 21034 314 24X 

Flche 50-461,83/10/28,6311030194 


— 8311030207 “Safety Parameter Display Sys fSPDSI Verification 6 
Validation Team Rept on Human Factors Review of SPDS '' 

» Illinois Power Co 83/10/28 4pp 21034 324 24X 

Flche 50-461,83/10/28.8311030194 


O Inspection reports, |E Bulletins & correspondence 


0311020238 Forwards IE tnsp Rept 50-461/03-17 on 830928-30 No 
noncomp 1 lance noted 

LITTLE, w S Region 3, Office of Director 03/10/20 GER9TNER,WC 
Illinuis Power Co 2 pp 21011 116 24X Ficfie 50-461.03/10/20, 

8311020238 


-8311020256 IE Insp Rept 30-461/03-17 on 630928-30 No none amp 1 lance 
noted Major areas apspected licensee action to complete 
Phases 1 6 II of HVAC recovery plan, review of inspector 
qual 1 Ptcations Sr Corrective action plan 

KEY, W J , DANIELSON, D H Region 3. Office af Director. 03/10/20 
9pp 210J1 1 10 24X Flche 50-461.83/10/20,8311020236. 


0311020305 Forwards IE Insp Rept 50-461/83-18 on B30726-S9 Ho 
noncompliance noted 

PAPERIELLO. C J Region 3, Office of Director 03/10/21 
GERSTNER.WC Illinois Power Co 2pp 21014 019 24X 
Flche 50-461,03/10/21.8311020305 


—0311020399 IE Insp Ropt 50-461/03-18 on 030926-29 No non comp 1 Urea 
noted Major areas inspected radwasCe b radiation protr-cllon 
programs, including staff ing. radwaate, resp Iratorg protection 
& radiation protection procedures 

PAUL, R A , GREGER.L R Region 3, Office of Director 83/ 10/2 D 

Spp 21014 021 24X Flche 50-461,03/10/21,0311020385 


8311020322 Ac h receipt of B310IQ ltr informing NRC of steps t*l«n Ifl 
correct violations noted in IE Insp Rept 50-461/03-09 
Response referred to NRR for final resolution 

KNaP,R C Region 3 , Office of Director 83/10/20 GCR 8 TNEN, R C 
Illinois Power Co Ip 21010 211 24X Fiche 50-461,03/10/28, 

0311020322 


— 8311020327 Responds to NRC 030015 ltr re violations noted in IE Inip 
Bept 50-461/03-09 Viuiation disputed Component support 
class 1 ficatlon, const & insp adequately comply w/ASME 
requlremonts 

HALL.D P Illinois Power Co 83/10/10 KEPPLBR.J Q Reglont 3. 
Office of Director 6 pp 21010 212 24X Fiche 50-46 1 , U3/I0/ 28, 

0311020322 


830B310079 IE Info Notice 03-79, "Improper Control Rpd MantpyUt Ion ’’ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 03/11/03 Consolidated Edison Co 0 # H**" 

York. Inc lt4pp 21513 253 24X Fiche 50-000, 03/1 1/03. 0308310^?!- 


8311010015 IE Info Notice 83-77, "Alr/Oas Entrainment Events f|ilu|ktr| 
in Sys Failures " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/11/14 Consolidated Ediiort Co ol hi«a 

York. Inc 114pp 24X Fiche 50-000. 83/1 1 /14. 831 lOlOOl 9 


B311310197 Confirms 831122 meeting at site to discuss status of b«y 
elements of station improvement program & other curre-nt 
matters 

KEPPLER.J 0 Region 3. Office of Director 83/11/14 KELLEYi 14 J 
Illinois Power Co ip 21239 096 24X Flche 90-461.83/11/14. 

0311210197 


B31101D01B IE Info Notice 83-78, "Apparent Improper Hod of Component 
Affecting Plant Safety " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/11/17 Consolidated Edison Co of 

York, Inc * U7pp 21603 001 84X Flche 90-000, 83/1 1 /17. OSIIOIMIH 


0311220465 Ack receipt of 831027 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-461/03-19 
Response to Item B re travelers not meeting ASME Section til 
requirements requested in 60 days 

STREETER, J F Region 3, Office of Director 03/11/17 
0ER3TNER.U C Illinois Power Co 2 pp 21299 126 24X 

Fiche 90-461.03/11/17,0311220465 


— 0311220471 Responds to NRC 030929 ltr ra violations noted In IE trip 
Rept 50-461/83-15 Corrective actions Baldwin Assoc 
originated safety-related procurements now stamped to 
Indicate applicab i 1 Ity of 10CFR2i 

HALL, D P Illinois Power Co 83/10/27 KEPPLER, J. G Region 3, 
Office of Director 3pp 21259 120 24X Fiche 50-461,03/11/1?. 

B3U 220469 


8 Reportable occurrences, LERs b related correspondence 


8311070597 Interim Deficiency Rept 99-81-04 re cartlficadon of ilVAC 
metis installed by Zack Co Initially reported on 011002 7aclc 
Co revising corporate b site OA manuals to enhance controls 
b describe programs for complying w/10CFR50j A p p D 
HAUL, D P Illinois Power Co 83/10/24 KEPPLER.J 0 Region 
Office of Director 4pp 21063 349 24X Fiche 90-461,93/10/24, 

0311070557 


8311040078 Interim rept re Potential Deficiency 99-83-07 concerning- 
pipe shop welds by Southwest Fabricating b Yielding Co 
Initially reported on 830614 Revised investigation plan 
being prepared Const work on pipe spools b welds on hold 
HALL.D P Illinois Power Co 03/10/26 KEPPLER, J O Region 3. 
Office of Director 3 pp 21090 331 24X Flche 90-461 ■ B3 / 1 0/26 , 

0311040078 


8311070500 Part 21 rept re seepage of oil from cable ttippiltd fry 
Okonite Co Initially reported on 820713 Vendor provided 
qualified means of sealing cable to prevent leakage 
HALL.D P Illinois Power Cd 63/11/01 KEPPLER, J.G- Region 3. 
Office of Director 4pp 21064 197 24X Flche 90-461.03/11/01-1 

8311070500 
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e3U2202Q6 Interim rept on pDtffntial Deficiency 55-83-11 re Incorvect 
ident i f icot 1 on of base matl improper ue I d procedures oi> 
pipe hanger travelers Initially reported on 821D20 Final 
rept ^iH be submitted uibhin 90 days 

HALL. D P niinDiB Pouer Co 03/11/14 KEFPLER. J O Region 
Office of Director 4pp 212^0 212 24X Flche 50-461.83/11/14. 

0311220206 


B31 1220393 Final Deficiency Rept 55-03-09 re damage to conductor pins 
t( Backcte in cable corinectors Initially reported on 830629 
Problems determined to be (Titnlmal ^ not reportable per 
locpnao 55<e> 

MALL- 1» P Illinois Power Co 03/11/14 i^EPPLER. J 0 Region 3. 

□ Pflce of Director 3pp 21261 061 24X Flche 50-461.83/11/14. 

931 1220393 


DOCKET STN-30-470 CE8SAR SYSTEM 00 


A App 1 icatlon/conetruc tion stage documents & carreepandence 


8310310069 Responds to FDiA request for eight categorlet of records re 
cartaln sys in C-E designed nuclear power plants Foruiarda 
documents. as listed in App A Nine documents listed in App P. 
already in PDR 

FBLTOH. J M Division of Rules and Records 83/07/20 BELL.N 

Coalition for bafe Power 3pp 2D99B 174 SAX 

Fiche 50-000.83/07/20.0310310069 


8311080515 Informs that info on CE0SAR core bypass flow dtd Aug 1983 
will be withheld from public disclosure (r<f 10CFR2 790) 

THOMAS. C 0 Standard iiotlon 6 Special Projects Branch 83/il/Ol 
SCHERER. A E Combustion Engineering. Inc 4pp 21106 358 S4X 
Flrhe 30-470.03/11/01.0311000515 


33111 102S4 Approves Q3O019 31 requests for (Withhold ing fro4i public 

disclosure info re NRC revleui of use of statistical 
combination of uncertainties methodology for CESSAR. per 
lOCFRP 790 

THQHASiC Q Standardiiatlon t* Epecial Projects Branch 83/11/01 
SCHERER. A E Combustion Engineering. Inc 4p p 31157 353 SdX 
Fit he 50-470.83/11/01.6311110254 


9311290335 Summary of 631026 meeting w/C-E in DethesdarhD re rept, 
■’Dasis of Desjgn of Plant W/o Pipe Whip Restraints for RCB 
Main Loop Piping ** C-E will submit revised rept by 
mid -Nov 1903 

MEVER.O C Standardi iatlon & Special Projects Branch e3/Ll/0>4 
Standard 1 latlon & SpecUl Projects Branch 5pp 21308 336 24X 

FUho 50-470. B3/ 11/04. 831 1290335 


S31 1190352 Comments on NRC Sept 1903 evaluation of need for rapid 
depressuri lafcion capability for C-E plants Evaluation should 
delete requirement to add PORVs p end ing .ou tcome of 
Unresolved Safety Issue A-45 

SCHERER. A E Combustioh Engineering. Inc 83/11/09 ElBENHUT.D O 
Division of Licensing 7pp 21178 219 24X Flche 50-470.83/11/09. 

0311150352 


DOCKET BTN-50-402 WOLF CREEK OENERATINO STATION 


A Appt i cation/construc tion stage documents b correspondence 


0311290155 Informs that because of Region lU re reorganl tatl on. 

JE Oagliardo should be point of contact 6 addressee for all 
routine communications w/region until Reactor Projects 
Branch 2 chief position filled 

COLLINS, J T Region 4. Office of Director 83/10/07 KOESTER. 0 L 
Kansas Oas I Electric Co Ip 21305 230 a4X Flche 50-482, 
63/10/07.0311290199 


5310310403 Generic Ltr B 3 - 3 G te all licensees of operating pouier 
reactors 6 applicants for DL re NUREG-0965. "NRC InventoTy 
of Dams ** Forwards NUREQ-096 5 *'NRc Inventory qf Dams" for 
Info only U/o end Sve list end 

ElSENHUTiDO Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21184 015. 24X 

Flche 90-000.03/10/31.8310310403 


8311020051 Oeneric Ltr 63-35 to all licensees of operating reactors, 
applicants for DLs 6 holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration wiM satisfy requirements Sve list encl 
EIBENHUT.DO Division of Licensing 03/11/02 Consolidated 
Edison Co Of New York, Inc I6pp 21184 001 24X 

Fiche 30-000. 03/1 1/02. 831 1020051 


B3t 1080129 Forwards revis-ed FSAR pages demonstrating compliance to 
offsite power design 6 operating criteria w/sys of three 

345 kU trans.'Tii ssion Lines Info will be Incorporated into 
next F-3AR rev 

KOeaTFR.G L Kansas Gee & Electric Co 63/11/03 DENTON, H R 
Office of Nuclear Reactor Reguiatlon> Director 1 9pp 21074 334 
24X Flche 90-482.83/11/03.8311080129 


8311080371 Forwards Rev B to SNUPPS QA program for design S« const 
W/o eiic 1 

SEIKEN, S J atandarUned Nuclear Unit Power Plant System 03/11/01 
BENinNi H R Office of Nuclear Reactor Regulation. Director Ip 
21078 317 24X Flche 90-000. 03/ 1 1 /03. B31 10B0371 


□311180047 'f>Tocess Cotarol Program ' W/a3lIl4 ltr 

KOESTER.C L Kansas Gas «. Electric Co 83/11/14 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 20pp 21S25 247 
24/ Fiche 50-402.83/11/14,6311180047 


QJl 1160330 Forwards response to Generic Ltr &3-2a> 'Required Actions 
□ased on Generic Implications of Salem ATWB Events " 

Schedular commitments rfkag change due to denial of response 
time extension 

KOESTER.O Kansas Gas t, Electric Cq 83/11/19 DENTON. K R Office 
of Nuclear Reactor Regulation. Director Spp 21226 162 24X 

Fiche 50-402.03/11/15,8311180330 


8311290091 Advises that no Midland Ross superstruts purchased for 
or used In safety-related ap pi icatlons. per JJ Holonlch 
r eques t 

KOESTER.O 1 Kansas Gas tc Electric Co G3/11/23 DENTON. H R 
Office of nuclear Reactor Regulation. Director 2pp 2I3D6 212 
24X Fit he 50-402.83/11/23,8311290091 


8311300001 Forwards addl info re environ qua I if i cation of electrical i 
mechanical equipment for facilities requested during review 
PETRICK. N A Standardized Nuclear Unit Poiaer Plant System 
83/11/23 DEnTON.hr Office of Nuclear Reactor Regulation, 
Director 8pp 21313 061 24X Flche 50-000.03/11/23,631 1300001 


E NRC Safety Evaluation Report <8ER>i supply & correspondence 


6311010406 Forwards revised pages to "Analysis of Main Steam Lino 
brcalc w/Co incident Control Rod Withdrawal." per 830202 
submittal re 6ER Confirmatory Issues 13 6 D 14 
PETRICK.N a Standardized Nuclear Unit Power Plant System 
Q3/10/27 DEntoN.H R Office of Nuclear Reactor Regulation. 
Dlractnr 4pp 20973315 24X Fiche 50-000.83/10/27.8311010408 


0311040190 Releases public version of revised applicant response to 6ER 
suppl (NlJREO-0081 > re emergency plan 

FELTON. J M Division of Rules and Records 93/lD/3t Document 

Management Draneh Ip 21050 2/7 24X Flche 50-402.83/10/31. 

8311040190 


— 8311040192 Forwards public version of applicant response to Suppl 2 to 
SER (NUREG-oaai) re emergency plan Response will be formally 
incorporated into Rev 12 to FSAR 

KDBQTER.O L Kansas Oas !< Electric Co 63/10/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 7pp 21050 27B 
24X Flche 50-482.03/10/31.6311040190 


B3112802B6 Forwards revs to 031010 & 21 Itrs providing addl lYifo re 
emergency plan. cons i sting of responses to items from SSER2 
(NUREO-ODQl) InFo will be incorporated into Rev 12 to FSAR 
KDE&TER.G L Kansas Gas & Electric Co 83/11/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 9pp 212G0 065 
24X Fiche 50-482.83/11/21.8311280286 


F Security. medlcaJ, emergency & fire protection plans 


0311290036 Forwards IE Insp Rept 50-482/03-27 on 030912-16 No 
noncomp 1 1 anc c noted 

SEIDLC, W C Region 4, Office of Director 03/10/06 K0E8TER, 0 L 
Kansas Gas A Electric Co 2pp 21306 247 24X 

Fichu 50-482,83/10/06,6311270036 


—8311290039 IE insp Rept 50-402/83-27 on 030912-16 No noncompliance 
noted Major areas inspected operator training. Instrument 
control technician tratni ng. mat nt tra in i ng. f i re brigade 
training. K general employee training 

OAUDON. U P , SMITH, W F . JOHNSON. N D Region 4. Office oP 
Director 03/10/05 7pp 21306 249 24X Flche 50-482.83/10/06, 

0311270036 


83)0200362 Generic Ltr 63-33 to ell licensees 8< applicants of nuclear 
power reactors r« NRC positions on certain requirements of 
App R to 10CFR30 Sve list end 

ElSENHlfT. DO Division of Licensing 63/10/17 Consolidated 
Edlfion Co of New York, Inc 2lpp 21114 329 24X 

F Ithe^ 50-000. □3/10/19. 8310200362 
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Dail0l0274- Forwards addl infO for Ins trument»fcip-n t Control 3n% Branch 
rsvlBLu oC remote saf« ihutdouin capab i L i ti«s • par NRC B3L009 
request Remote shutdown tapat i li tl e s of util design not 
altered bij backflts required to conform to App R 
PETRICK-M A Standardized Nuclear Unit Pouer Plant System 
B3/10/S7 BENTQM> H R Office of Nuclear Reactor Regulation! 
Director 5pp 2097a 397 24X Fjche 50-000,83/10/37,0311010274 


0311040190 Releases public version of revised applicant r»»poi»iB to SFR 
suppl (NUREQ'OBQl) re emer$enct| plan 

FELTONi J M Division of Roles and Records 03/10/31 Document 

Managenhent Branch Ip 31050 277 24X Flche 50-4B2i 83/10/31* 

0311040190 


— B311040192 FCTwards public version of applicant response to Suppl 2 to 
BER <NUREO-OSai> Te etnorgencg plan Response will be formally 
incorporated into Rev 12 to FBaR 

HOEETER.G L Kansas Gas A Electric Co 83/10/21 DENTON* H R 
Office off Nuclear Reactor Regulation! Director 7pp 21056 278 
34X Flche 50-402,83/10/31! 8311040190 


03ll2aO2B6 Forwards revs to 031010 & 21 Itrs providing add I Info re 
emergency plan, c onsisting of responses to Item* from S8ER2 
( NUREO-DBBl } Info will be Incorporated Into Rev 12 to FSAR 
KOESTER.G L Kansas Gas & Electric Co 63/11/21 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 9pp 212B0 0&9 
24X Flcfie 50-482, 83/1 1/21, 031 133020* 


Q3U3DOO&B Forwards revised **D«talted Control Room Oeelgn Revicu 
Program Plan" in response to Generic Ltr B2-33 & Suppl I to 
KDREG-0737 

PETRICK^N A Standardized Nuclear Unit Power Plant Syeten 
G3/I1/2B DENTON! H R NRC - No Detailed Affiliation Oiven Ip 
21317 199 24X Fiche 50-000, B3/1 t/S©! 8311300060 


— D311300073 "Detailed Control Room Design Review Program Plan “ 

« Standardired Nuclear Unit Power Plant System 83/11/30 33pp 
21317 160 24X Fiche 50-00 Oj 03/1 1 /2B, B3t 1300068 


0 Inspecilen reportsi IE Bulletins |c correspondence 


8311290036 Forwards IE Insp Rept 5O-4B2/03-27 on 030912-16 No 
none emp 1 1 ante noted 

S£fDLE!UC Region 4, Office of Director 83/10/06 KDEBTER, 0 L 
Kansas Gas U Electric Co 2pp 21306 247 24X 

Flche 50 - 4 &a- 83/10/06, B31 1290036 


—8311290039 IE Insp Rept 50-482/83-27 on 830912-16 No nancompliatice 
neted Najor areas inspected operator training, Instrument tc 
control technician train ing, iraint tra i ni ng* ff Ire brigade 
training! U general employee training 

JAUUDNiJ P , SNltK.M F , JDHftSGN, N D ftfglon 4, Office of 
Director 83/10/05 7pp 21306 249 24X Fiche 50-462*83/10/06, 

8311290036 


0311180204 Ack receipt off 831007 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-482/03-12 
OAGLIARDD.J E Region 4, Office of Director 83/10/10 
KQESTERiO L Kansas Oaa 6 Electric Co Ip 21226 061. S4X 
Fiche 50-482,83/10/10,8311180204 


— 83111B0206 Responds to NRC 830026 ltr re violations noted In IE insp 
Rept 50-482/83-12 Corrective actions nonconformance rept 
Issued to Identify 6 disposition uieLd & radiograph tc 
welds F-204,F-305 *e F-405R-2 under evaluation 

KDESTER!^ L Kansas Gas Ic Electric Co 63/10/(>7 BEIOLEi M C 
Region 4. Office of Director 4pp 21226 062 24X 

Fiche 50-482,83/10/10.8311180204 


8311390165 Forwards IE Invest 1 gabion Rept 50-482/63-32 on 030301-16 6 
notice of violation 

SEIDLE. W C Region 4. Office of Director 03/10/11 KOESTER, G. L 
Kansas Gas & Electric Co 2pp 21355 223 24X 

Fiche 50-482.83/10/11.8311290165 


^-8311290168 Notice of violation from investigation on 830301-18 

a Region 4, Office of Director 83/10/11 Ip 21305 225 24X 

Fiche 50-482*03/10/11,8311290165 


—8311290174 IE Investigation Rept 50-482/03-32 on 830301-10 

NoncompI lance noted Daniel Inti QC supervisor intimidated QC 
Inspector w/threat of empjoiyment termination during 
dlsag r cement 

RRJrFiN.H D , HFRR.R K . WARD, N J Office of Investigation 
83/08/18 3pp 21305 226 24X FlChe 50-482,83/10/11*8311290165 


6311290108 Forwards IE Insp Rept 50-482/83-28 on 030919-22 No 
noncompliance noted 

OAGLlAnOOtU E Region 4* Office of Director 83/10/19 
KOESTERiO L Kansas Gas 6 Electric Co 2pp 21303.29? 24X 

Fiche 90-403.03/10/19,8311290108 


— 8311290109 IE Insp Rept 30-483/83-20 on 830919-22 No none amp I L^r, 
noted Major areas inspected records t< procedures for 
safety-related pipe supports S< followup on three allegatlont 
re welding ti DA dpcumontatlon 

JOHNSON, C E , HAUU, R E , JOHNSON, « D Region 4, Office off 
Director 83/10/13 9pp 21303 301 24X Fiche 50-482, 03/ 

0311290103 


6300300797 IE Info Notice 83-69. "Improperly Installed Fire Dampin 
at Nuclear Power Plants *' five list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response iPost 830103) 83/10/21 Consolidated Edison Co 

York, Inc 137pp 21114 351 24X Fiche 50-000. 83/10/21* &30a3D07 


8311010288 Requests correction to Paragraph 4 H in IE Insp Rept 
50-402/83-21 Installation of conical shaped washers tracked 
In File TES3564-H10a, which remains open 
OAQLIARDO, J E Region 4, Office of Director 83/10/21 
KOESTERiO t Kansas Gas U Electric Co Ip 20979 196 24X 

Fiche 50-482,83/10/21,8311010288 


8308310030 lE Info Notice 83-70, "Vibration Induced Valve Failures - 
Bve list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 03/10/23 Consolidated Edison Co of N 

York, Inc ll7pp 21037 219 24X Fiche 30-000,83/10/25*83083100' 


S308300799 IE Bulletin 83-07, Suppl I, "Apparently Fraudulent Pr«4ucL| 
Sold By Rag Miller, Inc " 8vc list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 83/10/26 Consolidated EdUon Co of New York. Tr 

i79pp 21070 170 24X Fiche 50-000,03/10/26,8300300799 


6300310034 IE Info Notice 03-71, "Defect In Load-Dearinfl Welds on 
Lifting Devices for Vessel Head & Internals " Sve list enc 1, 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co «f s 

York, Inc tl3pp 21057 357 24X Fiche 50-000, 03/10/27* 03003 IOC 


0300310040 IE Info Notice 83-72. "Environ Qualification Testing 
Liperlence " 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/10/28 Consolidated Edison Co «f f 

York. Xnc I3tpp 21155 024 24 X Fiche 50-000, 03/10/26, 630a3l0C 


831 12901 13 Forwards IE Insp Rapt 50-402/03-30 on 830901-30 b notice 
of violation 

OAOLIARDO.J E Region 4, Office of Director 03/10/20 
K0EBTER,0 L Kansas Gas 6 Electric Co 8pp 21303 ^13 24)C 

Fiche 50-402,83/10/28,8311290113 


--0311290114 Notice of violation from Insp on 830901-30 

e Region 4. Office of Director 63/10/28 2pp 21303 315 S 
Fiche 50-482, D3/tO/20i 63112901 13. 


— 0311290117 IE Insp Rept 90-482/83-30 on 830901-30 None o<np 1 1 ante m 
rev to chemistry monitor program procedure failed to ipeclffy 
sampling nature 6 Frequency . llml totions on concentrations Sr 
instructions for maintaining cooling quality 

SCHUM.M S , WHITTLESEY, K A , JOHNSON, W D Region 4* Office d 
Director 03/10/27 7pp 21303 317 24X Fiche 90 - 482 * 83/ lO/S 

0311290113 


0300310057 IE Info Notice 03-73, "Radiation Exposure From Olovei 
Contaminated W/U Daughter Products *' 8vc list end 
PARTLOW, J 0 Division of DA, Safeguards & Inspection Proprami IP' 
830103) 83/10/31 Consolidated Edison Co of Ntw York. !nc 

ll6pp 21154 248 24X Fiche 50-000,83/10/31,83003100 5 7 


8311070554 Ack receipt of 831006 ltr informing NRC of steps taken t' 
correct violations noted in IE Insp Rept 50-482/83-21 
OAQLIARDO, J E Region 4, Office of Director 83/11/01 
KOEaTERiG L Kansas Oas L Electric Co Ip 21065 165 24X 

Fiche 50-402,03/11/01,8311070554 


—8311070561 Responds to NRC 030906 ltr re violations noted In IE ^ 
Rept 50-402/03-21 Corrective actions completion of work 
operations Improperly initialed b dtd on Traveler 
O-SAP-WC-030 verified h traveler corrected 

KOESTER.O U Kansas Gas b Electric Co 03/10/06 SEIDLE, M 
Region 4, Office of Director 3pp 21065 186 24X 

Fiche 50-482,03/11/01,0311070594 


8300310076 IE Info Notice 03-76, "Reactor Trip Drealjer Mb 1 func tSoAe 
(Undarvol tage Trip Devices on GE Type AK-2-25 Dreakersl " 

Sve list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co oj 

York* Inc llSpp 21514 024 24 X Fiche 50-000, 03/1 1/02, 830831''' 
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B30B310075 IE Info Nptice 83’*73* "Improper Control Rod Manlpul Atiof) 

Svc list enc 1 

JOROAJ'Ij E L Division of Emergency Preparednosa & Engineering 
Response fPost 030103) 03/11/03 Consolidated Edison Co of Meiv 

York' Inc 1 l^pp 21313 233 24J{ Fiche 50-000. 03/1 1 /03i 0308310073 


B31Ue0076 Ack receipt of 030520 I* 1013 Urs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
5iO-4O?/0a-O7 

O^CLIARDQ. J E Region A, Office of Director Q3/n/l0 
KOESTER.O L Kansas Oas 8. Electric Co ip 21229 313 24X 

Fithe 90-482. 03/11/10. 831 llB007i» 


--0311100003 8uppis 030520 rcspon5.o to NRC 030422 itr re violations 
noted in 16 Insp Rept 50-402/03-07 Corrective action 
procedures revised to incorporate standard 1 1 ed tost 
instruction sheet Test control findings resolved 

K0E8TER,0 U Kansas Qqs U Electric Co 03/10/13 OAOLlARDO, J E 
llivislon of flesident. Reactor Project Engineering Programs 2pp 
21229 314 24X Fiche 50-402. 83/ U/10. 031 1 1 B0076 


6311290182 Forwards 1C Insp Rept 3O-402/83-3J on 031017-21 No 
noncompliance noted 

OASLIARDD, J E Region 4. Office of Director 03/11/10 
KOESTER.O L Kansas Oa» 1. Electric Co 2pp 21304 001 24X 

Fiche 90-462.03/11/10.0311290102 


— □311290106 IE Insp Rept 50-402/03-31 on 031017-21 No nontomp lienee 
noted Major areas inspected completed Ins truirientationr 
electrical cable terminations, instrumentation mounting^ 
procedure review t safety-related electrical records 
MULLIKiNrR P , MARTIN, L E , JOHNSON. W D Region 4. Office of 
Director 83/11/09 6pp 21304 003 24X Fiche 50-40 2,83/11/10. 

0311290102 


0311290100 Forwards IE insp R«pt 30-402/03-29 on 031003-06 No 
noncontp 1 1 ance noted 

QAGLlARDOf J E Region 4. Office of Director 63/11/lD 
KOESTER.O L Kansas Oas t Electric Co 2pp B1303 330 S4X 
Fiche 90-402103/11/10.0311290100 


--S3I1S70192 IE Insp Rept 50-482/03-29 on 031103-06 No nontomp llanc e 
noted Major areas inspected review of program plans, 
procedures Sc records S. observation of work for preservLce 
insp 

GILBERT. L D , MARTIN. L E , JOHN0QN.W D Region 4. Office of 
Director 03/11/04 4pp 21303 340 24X Fiche 90-402,03/11/10. 

0311290100 


0311010019 IE Info Notice 03-77. “Atr/Oas Entrainment Events Resulting 
In ays Failures “ Bve list end 

JORDAN, E L Division of Emergency Preparedness tc Eng ineer ing 
Response CPost 030103} 83/11/14 Consolidated Edison Co of New 

York, Inc ll4pp R4X Fiche 50-000. 03/l 1/ 14, 03U010015 


031 129Q230 Advisas that Vendor Program Branch insp repts will be 
transmitted by end form Itr instead of through, resident 
inspector NRC will periodically Inspect utilization of 
vendor repts In vendor assessment program 

COLLINS, J T Rsgion 4. Office of Director 03/11/19 KOESTER.O L 

Kansas Oas U Electric Co 3pp 21305 270 24X 

Fiche 50-402.63/11/13.8311290230 


8311010010 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting riant Safety " Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response iPast 830103> 03/11/17 Consolidated Edison Co of New 

York, Inc 1 17pp 21603 001 B4X Fiche 30-000. 03/1 1/ 17, 0311010010 


G3l 1290191 Responds to IE Bulletin 03-06. "Nonconforming Matls Oupplled 
by Tube-Lino Corp " No ASME Cede matls furnished through 
direct N585 or A/E purchase or suhvendor equipment Si/or 
matl pure h as e s, u/Q X c e p 1 1 on of nine listed fittings 

BElKENrS J Standardized Nuclear Unit Pouier Plant System 83/11/17 
KEPPLERj J G Region 3, Office of Director C0LLIN9. J T Region 4, 
Office of Director 3pp 31303 344 24X Fiche 50-000.03/11/17. 

0311290191 


8 Reportable occurrences. LURs & related correspondence 


□311010014 Interim deficiency rapt re welds on Oorgen-Pat erson sway 
struts Initially reported on 030224 Investigation & 
evaluation In progress Next rapt will be submitted by 
040234 

KOESTER.O L Kansas Oas tc Electric Co 83/10/21 OACI^IARDO. J E 
Division of Resident, Reactor Project ti Engineering Programs ip 
20970 019 24X Fiche 50-462. 03/ i0/2l . 831 10 100 14 


8311010097 Final deficiency rept re nonconforming structural steel 
welds Initially reported o-n B30323 Weld deficlences present 
no safety concern if uncorrected Nonconformance not 
reportable per l0CrP90 55<e} 

KQESTER.Q L Kansas Gas & Electric Co 03/10/21 OAOLIARDO. J E 
Division of Resident, Reactor Project %t Engineering iJrograms Ip 
20977 205 24/ FiChe 50-402.83/10/21.0311010097 


OJl 1010370 Par t 21 rept re defects in Model 7401 dampers Brackets on 
operating blades of dampers not tackwelded to blades as 
required Procedures Currently being revised 
SOLAN. D E American Narmxng Sc Ventilating. Inc B3/S0/25 
Director's Office, Office of Inspection and Enforcement 3pp 
30974 003 24X Fiche 50-000.03/10/25.9311010370 


0311070390 Interim deficiency rept re laminations in three 
B ergon-pater s an weld beam attachments Initially reported on 
030617 Status of AE evaluation 6 resplution will be 
submitted by 040106 

KOESTER.G L Kansas Oas 8. Electric Co 03/10/20 0AGLIARD3. J E 
Division of Resident. Reactor Project & Enginaering Programs ip 
SI 063 no 24X riche 90-462.03/10/20.8311070350 


□311090340 Supplemental Part 21 rept re short circuit but bracing 
inadequate foi 10-cycle - 70. 000-ampherc withstand test 
Equipment redesigned h mod kits 6 Instruction books 
prepared Listed customers advised to Initiate mod 

DWVER-PW General Electric Co 03/10/29 DEYDUNO. R Director's 
Office. Office of Inspection and Enforcement 7pp 21103 254 a4k 
riche 30-000.03/10/20,0311090340 


8311210394 Interim deficiency rept re exposed threads an threaded pipe 
joints w/seal welds at facility Initially reported on 
03101? Exposed threads will be removed or covered w/ASME 
approved weld matl Next rept expected 040113 

KOESTER.O L Kansas Oas Ic Electric Ca 93/11/0? OAOLIARDQ.J E 
Region 4, Office of Director Ip 21236 207 24X 

Fiche 50-402.03/11/09.0311210394 


0311200337 Final SignlfLcant Deflclericy Rept 03-11 re failures in 
Pacific Scientific Ce snubber spring assemblies Initially 
reported to Regions tV & III on 030913 b 16. r e sp ec t ive 1 y 
Bprings will be replaced Also reportable per 10CFR21 

SElKENiS J Standardized Nuclear Unit Power Plant Systzm B3/1I/09 
KEPPLER.J 0 Region 3* Office of Director COLLINS, j T Region 4, 
□fflco of Director Spp 21200 340 a4X Fiche 50-000,03/11/07, 
8311200337 


□311200401 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built in Ninston-Salem. NC facility 
DRONN.J T Bahnson Co . Inc fsubs cf Hillman Coal fit Coke Co ) 
S3/11/10 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 2pp 212Q3 357 24X Fiche 50-000.03/11/10,6311260401 


DQCKEf STN-50-4a3 CALLAWAY PLANT. UNIT 1 


A Appl 1 catlon/cons true tl on stage documents Ic correspondence 


B31 1090009 Responds to FOlA request for drafts of Integrated design 
insp program rept & matl outlining criteria used to select 
plants for review Forwards App A documents 

FELTON, J h Division of Rules and Records 03/00/15 LEVY. A U 
St Louis Globe-Democrat. St Louis. MQ 3pb 21124 002 24X 

riche 30-483.03/08/15,0311090009 


— 0311090092 Handwrlt ben notes on mechanical sys L high energy line 
break analysis 

« NRC - Ne Detailed Affiliation Given 03/00/15 Olpp 
21124 003 24X Fiche 50-403,03/00/13,0311090009 


--03HO9O1O6 Draft Section 4 O, "Civ 1 l-8tructural Engineer i ng. Version 0 “ 
Supporting documeniat i on end 

» NRC - No Detailed Affiliation Given 62/12/20 4Spp 
21124 133 2AX Fiche 50-403.03/00/15,0311090089 


— 0311090111 Draft Section 4, "Civil-Structural Engineering - IT, 
Dual i f icatlons (Troinzng & Experience) of Personnel " 

SHOEMAKER NRC - Mo Detailed Affiliation Given 03/01/04 20pp 
21124 175 g4X riche 30-403.03/00/13,0311090009 


— 0311090117 Draft Section 4 0. “C 1 vl l-&truc t ura J Engineering “ V, 
Generic Embedded Plate Program *' 

» NRC - No Detailed Affiliation Given 03/01/05 iBpp 
21124 195 gqX Fithe 50-403.63/00/13,0311090009 


— 6311090122 Draft Bectlon 4 O. "Clvl l-9truc tura 1 Engitieering - Vll.Pipe 
Hangers. Supports It Restraints '* 

SHOEMAKER NRC - Nn Detailed Affiliation Given 02/12/13 26(ip 

21124 213 24X Pic ha 50-403.03/03/15,8311090009 
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— a3l|0‘?0129 S»ctJon 4 0< "Clvt l-Sfcroc ttiral Englnaerino IX SAR 

Control i DCNs, FCfi5« I NCJJs^ t* Design Oeficlencies ” 

shoemaker nRC ' No DefcaiUrf Af^’lllatJon Dlven 63/01/10 i9pp 
2L124 239 24X FtcHe 50-463.83/08/15,8311090009 


— 6311090132 Oraft Section 4, "C ivH -Strut tyiral f-n^lneer 1 rig - X; Sachtei 
Site Liaison Engineering 

* NRC - NO Detailed Affiliation Given 83/01/16 6p(t 
21134 aSB S4X Fjche 90-483,83/08/13,0311090069 


—0311090139 Draft Section 4 0. '"Civil-Structural Engineering - X|, 
At-Duilt Prngratns for Reinforced Concrete Si Structural 
Steel " 

« NRC - No Detailed Affiliation Given 83/01/14 9pp 
31124 264 a4X Fiche 30-483-63/08/13,0311090089 


— 6311090140 Draft Section 4 0, "Civil-Structural Engineering - X1J> 
RecoffifDenda ti qn« 6 ConcluilonK " 

SHOEMAKER NRC - No Detailed Affiliation Given 83/01 /< 7 lOpp 
21124 273 24X Flche 50-403,83/08/15,8311090089 


— 0311090142 Draft Section 7 A* "Civil it Structural Engineering ■' 
Supporting documentation end 

SHOEMAilEH NRC - No Detailed Affiliation Olven B3/01./87 sepp 
21124 263 247 Fiche 3 0-483,83/08/19*6311090089 


—6311090146 "MrC Audit fiept l Electric Rower Syt " 

t NRC - No Detailed Affiliation OWen 82/12/27 35pp 
21124 323 24X Flche 50^483,03/08/19-8311090089 


— 0311090150 Draft rept, S ec tion« l^A ^ table of contentfi re improvewents 
in QA pragracn 

ALLlSOrr. D NRC - No Detailed Affiliation Given 63/02/10 l43pp 
21124 356 247 Flche 50-403*83/08/15*6311090009 


B31114DJ14 Fcrua-rde c-ocimentt an propdted offiits dote calculation 
manual Re^ueets revised ver«idn be provided bg 63112S 
yoUNOBLOaD*D J Ulccndng Branch 1 83/10/26 ScitJELL* O F l/nlon 

ClectrU CQ 6pp 21163 212 24X Flcbe 50-483* 62/10/26, 031 1 1401 14 


8311070404 Application to ayriand CFF2-139* e i tend I ng lateit date fop 
project completicn to 850630 due to exacting nature of work 
during Jatter etagei of cpnst coupled w/rigld ^ualitg 
requirements Claes U amend fee end 

8CHNHLL,D F Union electric Co 83/10/26 DENfONl.M R Office of 
Nuclear Reactor Regulation, Director 5pp 2J067 175 SAX 
Fiche 50-483*03/10/28.831 J0704G4 


0310310403 Generic Ltr 83-38 to all llceneees of operating pciuier 
reacton «* applicants for OL re NUREO-0965* "NFIC Inventory 
of Dams " Forwards NUfiEQ*'096S "'NRC Inventory of Dame" for 
info only W/o end Svc list encl 

EISENHUT.D ff DivJilon of Licensing 03/10/31 Consolidated 
Edison Cd of Nei»* York, Inc l4pp 21184 015 24X 

FI Che 50-000. 93/10/3 1-03 103 10403 


BSilOaDOSl Generic Ltr 83~35 to all licensees of operating reacton, 
applicants for OLt U ftoldare of CFs re clarification of TMl 
Action Plan Item 11 K 3 31 Submittal of bounding 
demonstration will satisfy r BALulronients Bvc list end 
eiBENHUT-DO Division of Licaitslng 83/11/02 Consolidated 
Edison Co of New York* Inc 16pp 2HB4 001 24X 

Fiche 50-000.83/11/02.9311020051 


8311080371 Forwards Rev 6 tn SNUPPS GA pragfaw for design t< const 
W/o end 

SEIKEN, g J atanrfardlxed Nuclear Unit Power Plant System 83/11/03 
DENTON, M R Office of Nuclear Reactor Resvlatlon, Director ip 
91078 317 24X Fiche 50-000,03/11/03.0311080371 


0311080188 Forwards response to Generic Ltr 83-20 re activities of 
Nuclear Util Task Action Committee on Section 2 2, 2 & 
program for Interfacing w/Wa stlnabduie it sche-dular info for 
forthconing responses 

aCHNEt-L.DF Union Electric Co 03/11/10 DENTDN.HR Office of 
Nuclear Reactor Regulatioh, Director I2pp 21203 109 24X 

Flche 50-403,83/11/19*8311200188 


8311290147 Rev 1 to "Dffilta Dose Calculation Manual « M/831 122 ltr 
QBAHAM. C C . SCHWEiLL, D F Union Electric Co 83/11/10 DENTON. H 0 

Office of Nuclear Reactor Regulation- Director ISlpp 21304 037 

24X Flche 30-483*83/11/18-0311290147 


031J3OOOOI Foruards adtfl Info re snvirqn qua 1 i flea t{ art of electrical 8, 
mechanical equipment far facilities requested during paview 
PETBICK, N A Standardised Nuclear Unit Powar Plant System. 

83/11/23 DENTON, H R Office of Nuclear Reactor Regulation- 
Director Bpp 21313 06 i 24X Flche 50-000- 93/1 I /23* 831 1300001 


E NRC Safety Evaluation Report <SER), suppls I- c orrespandence 


0311010408 Forwards revised pages to "Analysis of Main Steam Lint 
Break w/Colncidcnt Control Rod Withdrawal." per 83020S 
submittal re SER Confirmatory Issues 13 l< B 14 
PETRICK,n a Standardljed Nuclear Unit Power Plant System 
83/10/27 DEnTQN-H R Office of Nuclear Reactor Regulation- 
Director 4pp 20973 315 24X Flche 50-000,83/10/27.831 1010408 


F Security, medical- emergency U fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees 8* applicants of nucltsr 
power reactors re Nftc positions on certain requirements of 
App R to I0CFR30 Svc list end 

ElSENHUr, D 0 Division of Licensing 03/10/19 Consol tdattd 
Edison Co of New York- Inc 2tpp 21114 329 24X 

Flche 50-000*83/10/19,8310200362 


9311090304 Forwards IE Insp Rept 50-483/83-20 on 830926-20 Na 
noncomp J lance noted 

PAPERIEULO, C J Region 3, Office of Director 83/10/25 
SCHNELL, D F Union Electric Co 2pp 21105 069 24X 

Flche 50-483- 83/10/25, 0311090304 


— 0311090330 IE tnep Rapt 50-483/83-20 on 030926-28 No none omp 1 1 and 
noted Major areas inspected radiation protection program, 
including organl latlon, training- radiation protection 
procedures, facilities 8- equipment 8, previous Insp findings, 

LO VEND ALE, P C . OREOER- L R Region 3- Office of Director 

83/10/25 6pp 21103 071 24X Flche 30-493-03/10/25-0311090304 


0311010274 Forwards addl info for Instrumentation 6 Control Sys Drench 
review of remote safe shutdown capabi 1 1 ties- per NRC 831005 
request Remote shutdown capabilities of util design not 
altered by backfite required to conform to App R 
PETRICK-N A Standardlied Nuclear Unit Power Plant gystem 
03/10/27 DENTQN-H R Office of Nuclear Reactor Regulation- 
Director Spp 20978297 24X Fiche 50-000, 83/10/27- 831 1010274 


0311170000 Releases public version of revised emergency plan 
implementing procedures 

FELTON- J M Division of Rules and Records 03/11/10 Document 
Management Drench Ip 31822 32S 24X Flche 50-483,83/11/10- 

0311170000 


—8311170011 Forwards public version of Rev 0 to Emergency Plan 
Implementing Procedure EIP-Z2-0121 1- "'Initial Dose 
Assessment" S, Rev 0 to EIP-ZZ-0221 1. "Intermediate Phase & 
Subsequent Dose Assessment " 

e Union Electric Co 03/10/19 Document Management Branch 
Ip 21222386 24X Fiche 50^483,83/11/10-8311170008 


—0311170012 Public version of Rev 0 to Emergency Plan Impltmintlng 
Procedure E1P-2Z-0121 i, "Initial Dose Assessment" & Rev 0 
to EIP-Z2-022U, "Intermed late Phase ic Subsequent Dose 
Assessment " 

ORUNDSTROM.R Union Electric Co 83/10/20 77pp 21282.327 
24X Flche 5O-r403, 03/1 1/10, 0311170000 


D31I3OOO60 Forwards revised "Detailed Control Room Design Review 
Program Plan" In response to Generic Utr 02-33 6 Buppl I to 
NUREO-0737 

PETRlCKrN A Standardlxed Nuclear Unit Power Plant System 
03/11/80 DENTON, H R NRC - No Detailed Affiliation Given Ip 
21317 159 24X Flche 30-000-83/11/20,8311300068 


— 0311300072 "Detailed Control Room Design Review Program Plan " 

* Rtandardlied Nuclear Unit Power Plant System 83/11/30 33PP 
21317 160 24X Fiche 50-000,93/11/28,0311300068 


0 Adjudicatory correspondence 


831 1O10S97 Initial Decision LDP-B3-71- resol vlng Joint Intarvenors OA 
contentions per 830913 hearing OL issuance recommended 
BRIGHT. O 0 - KLINE, J fl , OLEA0ON- J P Atomic Safety and Licensing 
Board Panel 83/10/31 26pp 20979 038 24X Fiche 50-483, 

03/10/31, 8311010297 


0311000201 Response to ASLAB 831020 memorandum It order for addl info on 
Observation 4-1 of integrated design Insp program rept re 
original design floor response spectra Spectra have no 
safety significance Certificate of Svc end 

BAXTER- T A Union Electric Co BAXTER- T A Shaw- Pittman- Potts <« 

Trowbridge 83/J1/04 Atomic Safety and Licensing Appeal Panel 

3pp 21071 304 24X Fiche 50-483-83/11/04.8311080201 


— B31IO0O2D5 Affidavit of £W Thomas re revised design response spectra 
THOMAS- E W Union Electric Co THOMAS, E N Bechtel Corp 
03/11/03 Bpp 21071 309 24X Flche 50-483- 83/1 1 /04, 831 100020 1 
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3B7 


B3iilS02l3 Coinments on NHC £r applicant responiea to A8LAD B31020 ord^r 
Toqupabing addl info Ro«pon&09 contain nothing more than 
description of activities «< conclusion of no safety 
significance Certificate of &vc end 

CHACKE3*K M Joint Intervenors-Dlab lo Canyon CHACKES»K fJ Chackea 
V Hoare 83/11/15 3pp 21229 0Q4 24X Fiche 50-403*83/11/15. 

6311160213 


6311210199 Comments an applicant 1< NRC responses to ASLAD B31020 
itemoranduni U order re safety of manually melded embedded 
plates Appointment of Independent export reciuested 
Certificate of Svc end 

CIlACKESiK tl Joint Intervener s-Cal lamay CHACKESi it M ChacitBs h 
Hoare 03/11/15 3pp 21235 095 24X Fiche 50-403.83/11/13* 

8311210199 


0311300250 hemoranduffl tt Order ALAB-730 denying Joint Intervenor 330923 
petition for reconsideration of ASLAD 830914 decision re QA 
praceduree IE insp findings do not justify reopening 
ret ord 

SllQEflAHER. C J Atomic Safety and Licensing Appeal Panel Q3/11/S9 
CHACKES.K M Joint Intervenors-Cal laway UAXTER. T A Union 
Electric Co REPKA* D A Commissioners 2ipp 21312 070 SAX 
Fiche 50-483. 63/11/291831 1300250 


Q Inspection reports. lE Bulletins I. correspondence 


0311090005 FOIA request for drafts of integrated design insp program 
rept for facility t* mail outlining criteria used to select 
plants for revieu 

LEW.A U St Louis Olobe-Oemocrat. 8t Louie. MO Q3/06/1& 
FELTON. J M Dlvlftlon of Rules and Records Ip 21184 001 24X 

Fiche 50-483.03/06/16.0311090085 


031tO9OOB9 Responds to FOIA request for drafts of integrated design 
Intp program rept & matl outlining criteria used to select 
plants for review Forwards App A documents 

FELTON. J K Division of Rules and Records 03/00/15 LEW.A M 
8t Louis Globe-Damocrat. St Louis. MO 3pp 21124 002 S4X 
Flthe 50-403.03/08/15,6311090009 


—0311090096 Draft "Rept on NRC Integrated Design Insp for Callaiuay 
Unit 1 - Mechanical Engineering Area ** Supporting 
documentation end 

FAIR. J J MORTON. D K NRC - No Detailed Affiliation Given 
02/12/31 40pp 2 U 24 086 24X Fiche 50-483. 03/00/15, 0311090009 


—0311090101 Draft ’’Structural Engineering Input to Integrated Design 
Insp Rept an Unit 1 “ 

HA. J Structural 6 Geotechnical Engineering Branch 03/01/07 
7pp 81124 127 24X Fiche 50-403.03/00/15.0311090089 


—8311090156 Second draft IE Insp Rept 5O-4B3/03-XX on B21U0-19 & 1129- 
1214 covering mechanical components & civil ti structural 
engineering Shopping lists dtd 021222 030316 end 

e NRC - No Detailed Affiliation Given 03/03/10 190pp 

21185 137 a4X Fiche 50-463.83/00/15.0311090089 


6300300797 IE Info Notice 83-69. "Impraperiy Installed Fir* Dampers 
at Nuclear Power Plants " 8vc Hat end 

JORDAN. E L Division of Emergency Preparedness (. Engineering 
Response tPost 030103) 03/10/21 Consolidated Edison Co of New 

Vork. Inc i37pp 21114 351 24X Fiche 50-000, 03/10/21. 0300300797 


0300310030 IE Info Notice B3-70. ’’Vibration Induced Valve Failures ” 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 83O103) 03/10/25 Consolidated Edison Co of New 

York, Inc U7pp 21057 219 24X Fiche 50-000.83/10/25.0300310030 


8311090304 Forwards IE Insp Rept 50-483/03-20 on 830926-20 No 
noncomp 1 iance noted 

PAPERIEULO.C J Region 3. Office of Director 03/10/25 
8CHNELL, D F Union Electric Co 2pp 21105 069 24X 

Fiche - 50-483.03/10/25.0311090304 


—8311090330 IE Insp Rept 50-483/03-20 on 830926-20 No noncompl iance 
noted Major areas impacted radiation protection program, 
including organiiatlon. tra Inlng, radiation protection 
procedures, fad 1 1 ties 6 equipment 6 previous Insp findings 
LDVENDALE. P C . OREGER. L R Region 3, Qffice of Director 

63/I0/S5 6pp 21105 071 24X Fiche 50-403.83/10/25.9311090304 


B3O03OO799 IE Bulletin 03-07. Suppl 1. "Apparently Fraudulent Products 
Sold Qy Rag Miller. Inc *' Svc list end 
DE young. R C Director’s Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York. Inc 

179pp 21070 170 g4X Fiche 50-000.83/10/26.0300300799 


0306310034 IE Info Notice 63-71. "Defect in Uoad-Dearlng Welds on 
Lifting Devices for Ves-sel Head S' Internals *’ Qvc list encl 
JORDAN. E L Division of Emergency Preparedness 6 Enflineering 
Response (Post 630103) 83/10/27 Consolidated Edison Co of New 

VorV, Inc 1 1 3pp 21037 357 24X Ficho 50-000.03/10/27,6309310034 


6311020269 Ac k receipt of 931019 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-403/03-15 
KNOP.R C Region 3, Office of Directcvr 83/10/27 SCHMELL. D F 
Union Electric Co Ip 21011 003 24X Fiche 30-403,03/10/27. 

0311020369 


—0311020270 Responds to NRC 030923 Itr re violations noted tn IE Imp- 
Rept 30-403/03-15 Corrective actions startup personnel 
responsible for undocumented transmitter replacpment 
counseled 6 procedure revised 

SCHNELL.D F Union Electric Co 03/10/19 KNOP, R C Region 3. 
Office of Director 2pp 21011 084 24X Ftche 50-403.03/10/27. 

0311020267 


0300310040 IE Info Notice 03-72, "Environ Qua 1 iPicatian Testing 
Experience ” Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engiaeering 
Response <l>OBt 830103) 03/10/26 Consolidated Edison Co of Neu 

York. Inc I31pp 21155 024 24X Fiche 50-000.03/10/28,0309310048 


8311210169 Forwards IE Insp Rept 50-483/83-21 on 030901-1015 No 
noncempliance noted 

KNOP.fl C Regions. Office Of Director 03/10/20 SCHNELU. D F 
Unloh Electric Co 2pp 21232 293 24X Fiche 50-403,03/10/80. 
8311210169 


— 8311210173 IE Insp Rept 50-483/03-21 on 030901-1015 No nor comp I lance 
noted Major areas inspected prcoperational test procedure 
review, preop eratlor test witnessing Sc plant tours 

LIT1UE.D H . KQNKLIN, J E Region 3. Office of Director 03/10/26 
5pp 21232 293 24X Fiche 50-403.03/10/28,0311210169 


8308310057 IE Info Notice 83-73, '’Raid iat ion Exposure From Gloves 
Contaffllnated tl/U Daughter Products " Svc list encl 

PARTUOWjJ G Division of QA, Safeguards U Inspection Programs (Post 
030103) 63/10/31 Consolidated Edison Co of New York, Inc 

116pp 21154 248 24X Fiche 50-000,83/10/31.0300310057 


0300310076 IE Info Notice 03-76. "Reactor Trip Breaker Ha 1 fume tl ons 
(Undervoltage Trip Devices on G£ Type AK-2-25 Breakers) " 

Svc list encl 

JORDAN* E L Division of Emergency Preparedness 1. Engineering 
Response (Post 830103) 83/11/02 Consolidated Edison Co of Neu. 

York, Inc llSpp 21514 024 24X Fiche 50-000.03/11/02,030031007(1 


6306310075 IE Info Notice 93-75, ’’Iunproper Control Rod Nanlpol atiun ” 
Ovc list encl 

JORDAN. E L Division ef Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of New 

York. Inc 114pp 21513 233 24XFlcho 50-000. 03/1 1 /03. B3O03 1 0079 


0311280252 Forwards IE Insp Rept 50-403/83-17 on 030002-1021 U notice 
of violation 

BTREETER.J F Region 3. Office of Director 83/11/10 ECHNELL. D r 
Union Electric Co 2pp 21200 216 24X FUhe SO-483. 83/1 1/ 10. 

0311200292 


— B311200259 Notice of violation from insp on 830002-1021 

STREETER, J F Region 3. Office of Director 03/11/10 4pp 
21280 210 24X Fiche 50-483.83/11/10*8311280252 


—0311200260 IE Insp Rapt 90-403/83-17 on B30002-1021 None omp 1 ianc e 
noted failure to test canst per Reg Guide 1 6Q. tag 
nonconforming equi pment . protec t equipment & document 
instructions tc test per Test Procedure C9-D3I)0-D1 
HOHLD.P R , rARQER.N J . REYE0. L A Region 3. Office of Director 
83/11/14 J9pp 31200 222 24X Fiche 90-403. 83/1 1 / 10, 83 1 ! 200292 


6311010019 IE Info Notice 83-77. "Alr/Qas Entrainment Events Resulting 
in Dgs Failures " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/11/14 Consolidated Edison Co of New 

York, Inc 114pp 24X Fiche 50-000,83/11/14,0311010015 


6311210166 Forwards request for addl info re findings & unresolved 
items indentified in Integrated Design Insp Rept 
9O-403/62'<'22 FaUauing submltta) of info, meeting should be 
held at site to discuss all open findings 

NORCLIUG.C E Division of Project Resident Programs 03/11/16 
&CHNELL. D F Union Electric Co 4pp 21232 300 a4X 
Fiche 90-483,83/11/16.6311210166 
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03tlOlOO13 IE Itifa Notice B3-79> ‘’Apparent Iinproper Had Component 
Affecting Pl^nt Safety " Sve list oncl 

JORDANi E L Division of Emergenev preparedness Engineering 
Response CFost 930103) B3/11/17 Consolidated Edisoni Co of Neij^ 

york. Inc ll7pp 21603 001 Fiche 50-000* B3/t I /17, 931 1010018 


Q311S?D19i Responds to IE Bulletin B3-06. ’'Nonconforming Matls Supplied 
t>g Tube-Line Corp " No ASHE Code matls furnisAcd through 
direct MBSS or A/E purchase or subvendnr equipment Sc/or 
mail p ur chases* ui/e 1 c ep t i on of nine listed fittings 

SElKENi S J Standardiied Nuclear Unit Power Plant System 93/11/17 
KEPPLEA.J Q Region 3> Office of Director COLLINS* j T Region 4* 
Office of Director 3pp 21303 344 24X Flcho 30-000*83/11/17. 

0311290191 


S Reportable occurrences* LER s !< related correspondence 


6311010370 Part Si rept re defects In Hodel 7401 dampers Brackets on 
operating blades of dampers not taebuetded to blades as 
required Procedures currently being revised 
SOLAN. D E American Warming S< Ventilating* Inc 93/10/37 
Director's Office* Office of Inspection and Enf arcement. 3pp 

20974 063 24X Fiche 50-000*83/10/25*6311010370 


6311070523 Final deficiency rept re Hasoneitan main steam isolation 
bypass valves Initiailg reported an 62i02g Valves repaired 
Insp did not reveal condition in similar valves Condition 
not reportable under 10CFR50 S5(fl> 

BCHNELL*D F Union Electric Co B3/10/25 KEPPLER.W 0 Region 3- 
Office of Director ip 21064 OOl B4X Flch* 50-493,93/10/33* 
0311070S23 


B31 1090346 Sup p I emefi tal Part 21 rept re short circuit bus bracing 
Inadequate for 10-cycle - 79 * DOO-anphere withstand test 
Equipment redesigned mod kits ti instruction books 
prepared Listed customers advised to Initiate mod 

DWVERi F W General Electric Co 93/10/23 DEYG9NQ* R Director's 
Office. Office of Inspection and Enforcement 7pp 21103 234 24X 

Fich« 50-000*03/10/20.9311090346 


9311070460 Final Deficiency Rept U-01 re West i ngfiouse Tgp# SA-1 
differential relays Vendor elected td redesign capacitors 
to hermetically sealed unit New relays incorporating 
b ereiaet lea 1 1 y sealed capacitors ordered 

SCHWELL.D F Unlpn Electric Co 63/11/01 KEPPLER, j 0 Region 3. 
Office of Director ip 21067 JA3 24X Fiche 30-493, 93/ 1 J/Ol. 
□311070460 


0311070269 PNO-ni-63-lD? on 931101, three Region III inspectors 
hospitalized after autongobl 1 a accident State of liO notified 
□ANI^LSONjD * LI7TLE*V) Region 3, Office of Director 93/11/02 
Ip 21062 250 S4X Flcbe 50-493, 63/ 1 1 /OB* 831 107<3267 


□311260337 Final Significant Deficiency Rept 63-11 re failures In 
Pacific Scientific Co snubber spring assemblies Initially 
reported to Regions IV tt 111 on 830913 t< 16* respect Ivel y 
Springs will be replaced Also reportable per 10CFR21 

SEIKENj S j Standardized Nuclear Unit Power Plant System 83/11/07 
KEPPLERi J 0 Region 3* Office of Director COLUlNS* J T Region 4. 
Office of Director 8 pp 21289 346 24X Fiche 50-000*03/11/09* 

9311260337 


8311210163 Interim Deficiency Rept U-64 Ir Part 2i rept re damage to 
PC-40 motor pinion & PC-41 clutch gear In SB-2-90-type 
Limitorque valve actuator Initially reported on 931017 Oears 
replaced Westinghouse evaluating corrective action 

aCHNELL. D F Union Electric Co 63/11/11 l^EPPUSR, %r 0 Jtaglon 3. 
Office of Director Ip 21236 109 a4X Fiche SO-483* 63/ 1 1 /l |. 
6311210193 


8311260491 Part 21 rept forwarding list of HVAC units supplied tP 
facilities AH units built in Wlnsfcon-Sa 1 em. NC facility 
BRGWN. J T Bahnion Co . Inc (subs of Nl liman Coal i, Coke Co ) 
63/11/16 DEYOVNO. R C Director's Office, Office of Inspection and 
Cnfarcemsnt 2pp 21293 357 24X Fiche 50-000,03/11/10,9311280481 


V Operator Examinations 


8311030043 Notifies that manager & assistant manager will not hold 
licenses*per 631006. telcon Subj personnel meet min 
ANS 3 1-1970 qua] 1 f icatlons & are certified as senior 
reactor operators 

SCHNELL, 0 F Union Electric Co 83/10/26 DENTON* H R Office of 
Nuclear Reactor Reguiatlcin. Director 4pp 21027 177 a4X 
Fiche 50-483.83/10/20.931 1030043 


DDCWET 8TN-50-4B6 CALLAWAY PLANT* UNIT 2 


8 Reportable occurrences. LERs it related correspondence 


6311090348 Supplemental Part 21 rept re short circuit bu* bracing 
inadequate for iO-cycle - 78* 000-amphere withstand test 
equipment redesigned t* mod kits tt Instruction books 
prepared Listed customers advised to initiate mod 

DWYER, P W General Electric Co 83/10/28 DEVOUNO* R Dlnctar's 
Dfftce* affice of Inspection and Enforcement 7pp 21103 234 34i! 
Fiche 50-000.03/10/28.8311090348 


DOCKET STN-30-491 CHEROKEE NUCLEAR STATION* UNIT 1 


0 Adjudicatory correspondence 


8311230067 Advises that time for Contmission to review ALAl]—745 aiplrr^ 
Commission declined' review Decision became final agency 
action on 031101 

CHILKiB J Office of the Becretary of the Commission 93/11/28 
Duke Power Co Ip 21270 236 24X Fiche 30-491*03/11/22, 

0311230067 


DOCKET STN-SO-492 CHEROKEE NUCLEAR 9TAT10N, UNIT 2 


0 Adjudicatory correspondence 


6311230067 Advises that time for Commission to review ALAB— 745 expired 
Cnnuoission declined review Decision became final agency 
action on 031121 

CHILK* 9 U Office of the Secretary of the Commission 03/11/S2 
Duka Power Co Ip 21270 236 24X Fiche 30-491* 93 / 11 / 22 . 

0311230067 


DOCKET STN-50-493 CHEROKEE NUCLEAR 9TAT1QN* UNIT 3 


6 Adjudicatory correspondence 


0311230067 Advises that time for Commission to review ALAD~745 eiplre# 
Commission declined review Decision became final agency 
action on 631121 

CHILK. 3 J Office of the Secretary of the Commission 03/11/22 
Duke Power Co Ip 21270 S36 24X Fiche 50-491* B3/1 1 /»», 

Q 31 1230067 


DOCKET 30-496 MaNTAOUE NUCLEAR POWER STATION, UNIT I 


F Security* medical* emergency L fire protection plans 


B310200362 Generic Ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requireaients of 
App R to 10CFR30 Sve list and 

EISENHUT* D 0 Division of Licensing 83/lO/i9 Gonsolldatsd 

Edison Co of New York* Inc 21pp 21114 329 24X 

Fiche 50-000,93/10/19,0310200362 


Q Inspection reports. lE Bulletins & correspondence 


6306300797 IE Infp Notice 63-69* "Improperly Installed Fire Dampeiri 
at Nuclear Power Plants ■' Svc list end 

JORDAN* E L Division of Emergency Preparedness i» Engineering 
Response (Post 030103) 83/10/21 Consolidated Edison Co of Nfw 

York, Inc 137pp 21114 351 24X Fiche 50 - 000 * 03 / 10 / 21 , 8 309300797 


830B310030 IE Info Notice B3-70* "Vibration Induced Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness «, Enginaering 
Reoponse (Post 030103) 83/10/23 Consolidated Edison Co of Nsw 

York* Inc I17pp 21057 819 24X Fiche 50-000*63/10/25, 8300310033 


8308300799 IE Bulletin 83-07* Suppl 1* "Apparently Fraudulent Prqducti 
Sold By Ray Miner, Inc " SvC list end 

DEVeUNGfR C Director's Office* Office of Inspection and 

Enfarcement 03/10/26 Consolidated Edison Co of New York* Inc 

179pp 21070 170 24X Fiche 30-000.83/10/26,8300300799 


0300310034 IE Info Notice 03-71* "Defect in Load-Qearing Welds on 
Lifting Devices for Vessel Head & Internals " Svc list enc I 
JORDAN* E U Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/10/27 Consolidated Edison Co of New 

York* Inc U3pP 21057 357 24X Fiche 50 - 000 . 83 / 10 / 27,8309 310034 



!3S004B IE Info Notice B3-72- "Environ Qua 1 i f i c a 1 1 nn Testing 
perlencf " Svc list ent 1 

JBDAN.E L Division of Emergency Preparedness *< Engineering 
tspanse iPosfc 830103) 83/10/20 Consolidated Edison Co of Neu» 

irk. Inc I3lpp 21155 024 B4X Flcha 50-000, 03/ 1 0/20« 8300310048 


3310097 IE Info Notice B3-73. "Radiation Exposure From Gloves 
iTitaiiiinated W/U Daughter Products •' Svc list end 

VRTLOII.nJ G Division of QA, Safeguards t« Inspection Programs <Post 
30103) 83/10/31 Consolidated Edison Co of Neu York, Inc 

lApp 21154 246 24X Fiche SO-OQO, B3/ 1 0/31 . 83003 10097 


331007* lE Info Notice 03-76* "Reactor Trip Breaker Malfunctions 
Jridervo ) tage Trip Devices on GE Type AK-2-25 Breakers) " 
i/c list end 

WDAN.E U DlvlBlDii of Emergency Preparedness tc Engineering 
isponse {Post 830103) 03/11/02 Consolidated Edison Co of Nau 

art. Inc ll9pp 21514 024 24X Flche 50-000103/11/03,0300310076 

3310075 IE Info Notice 63-79, "Improper Control Rod Manipulation *' 
VC list end 

ORBAN, E L Division of Emergency Preparedness U Engineering 
isponse {Post B30103) 63/11/03 Consolidated Edison Co of Nau 

ark. Inc ll4pp 21513 253 34X Flche 90-000, 03/ 1 1 /03i 8308310073 


1010019 IE Info Notice B3-77i "Air/Oas Entrainment Events Resulting 
n Byt Failures " Svc list end 

QRDAJf,E L Division of Emergency Preparodnoss 6 Engineering 
■sponSB (Post B30103) 03/11/14 Consolidated Edison Co of N«u 

ork, Inc ll4pp 24X Fiche 50-000,83/11/14,8311010013 


tOlOOlB IE Info Notice 03-78i "Apparent Improper Mod of Component 
ffactlng Plant Safety *’ Svc list end 

iQRDANi E L Division of Emergency Preparedness h Engineering 
esponsa (Post 830103) 63/11/17 Consolidated Edison Co of Neu/ 

orih Inc U7pp 21603 001 24 X FI c h e 50-000. 03/11 / 1 7, 031 1010018 


,KET 90-497 MDMTAOUE NUCLEAR POWER STATION, UNIT 5 


Security, medilcal, emergency 8, fire protection plans 


,0200362 Oenerlc Ltr 03-33 to all licensees & applicants of nuclear 
touer reactors re NRC positions on certain rei^ulrements of 
ipp R to 10CFR50 8vc list end 

ISENNUT.BQ Division of Licensing B3/10/19 Consolidated 

dison Co of Neuf York. Inc 21pp 21114 32? 24X 

Ichs SO-OOQ. 83/10/1?. 0310200362 


Inspection reports. IE Bulletins correspondence 


)S300797 IE Info Notice 03-6?i "Improperly Installed Tiro Dampers 
it Nuclear Pouer Plants " Svc list end 

IQRDANi E L Division of Emergency Preparedness <4 Engineering 
Itsponis (Post 030103) 83/10/21 Consolidated Edison Co of Neu 

fork. Inc I37pp 21114 391 24X Fiche 90-000.83/10/21,8308300797 


)B31003a IE Info Notice 83-70, "Vibration Induced Valve Failures " 
Ivt list end 

IDHDAMi E L Division of Emergency Preparedness & Engineering 
iespanse (Post 030103) 03/10/25 Consolidated Edison Co of New 

rnrlc. Inc J 17pp 21097 21? 24X Flche 90-000,03/10/29,0300310030 


)B30Q7?9 IE Bulletin 03-07, Suppl 1, "Apparently Fraudulent Products 
lohd By Ray Miller, Inc " Svc list end 

JEYOiJNO.R C Director's Office, Office of Inspection and 

inforcement 03/10/26 Consolidated Edison Co of N*sj Vork, Inc 

i79pp 21070 170 24X Flche DO-OOO. 03/ 1 0/26, 0300300799 


)3310034 IE Info Notice 03-71, "Defect in Load-Bearing Welds on 
.Ifting Devices for Vessel Head & Internals " Svc. list enc 1 
JORDAN. E L Division of Emergency Preparedness I* Engineering 
fpspons* (Post B30103) 03/10/27 Consolidated Edison Co of Neu 

fork, Inc IlSpp 21097 397 24X Flche 50-000.03/10/27,8300310034 


18310048 IE Info Notice 63-72, "Environ Qualification Testing 
:iparienci " Svc list end 

IORDAN. E L Division of Emergency Preparedness k, Engineering 
tespense (Post B30103) 03 / 10/20 Consolidated Edison Co of Neo) 

rork, Inc kSlpp 2U99 024 24X Fiche 90-000, 03/10/20, 03O031OO4B 


>8310057 IE Info Notice 03-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " Svc list end 

'ARTLDWrJG Division of QA, Safeguards tt Inspection Programs (Post 
130103) 03/10/31 Consolidated Edison Co of New York, Inc 

Il6pp 21194 240 24X Flche 50-000,03/10/31,0300310097 


G3DB31DD76 IE Info Notice 83-76, "Reactor Trip Break<>r Malfunctions 
< Undervo) tag e Trip Devices on GE Type A)i-2'23 Dreakers) " 

Bvc list end 

UDROANi E L Division of Emergency Preparedness 6 Engineering 
Response (Rost 03DIO3) 83/11/D2 Consolidated Edison Co of Neu 

York. Inc llSpp 21514 024 24X Fiche 50-000. 03/1 1 /02, a30a31OO7u 


8306310075 IE Info Notice 83-79. "Improper Coixtrol Rpd Manipulation " 
bvt list end 

JORDAN. £ L Division of Emergoncy Preparedness 6 Engineering 
Response (Rost 830103) B3/li/03 Consolidated Edison Co of Neu 

York, Inc 114pp 21513 253 24X Flche 50-000,83/11/03,9300310079 


8311010019 IE Info Notice B3-77, "Alr/Oas Entrainment Events Resulting 
in Bgs Failuros " Svc list end 

J0)9DAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B3/11/14 Consolidated Edison Co of New 

Vo-Tfc, Inc ll4pp 24X F I ch e SO-OOO. B3/ U / 14, 931 lOlOOl 9 


0311010018 IE Info Notice 83-70, "Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JOrTDAN) E L Division of Emergency Preparedness tc Engineering 
Renponse (Post 030103) B3/n/17 Cons o< 1 1 da ted Edison Co of Neu 

Yoi k, Inc li7pp 21603 001 24X Flche 50-000,03/11/17,0311010018 


DDCM4GT STN-30-47a SOUTH TEXAS PROJECT, UNIT 1 


A Appl teat i on/construct i on stage documents correspondence 


831 1S90279 Advises that E Johnson assigned c hi ef> Reactor Project Branch 
1 replacing C Madsen E Johnson should be point of contact 
for communications u/rcglon 

COLLINS. J T Region 4, Office of Director 83/10/07 OPREA.O W 
Houston Lighting 6 Pou-er Co Ip 21302 IDI 24X 
Flche 90-498,83/10/07.8311270279 


QJl 1 160339 Requests documentation describing independent design 
process repts generated by util engineering assurance 
program Program provides acceptable approach to assure 
design quality 

EISENHUT, D G Division of Licensing 83/10/21 OOLDDERO.JH 
Houston Lighting k Pouier Co 6pp 21222 117 24X 

Fiche 50-493. 03/1 0/?l. 031 1160339 


B3ill40220 Notification of Caseload Forecast Panel 831130il20l & 02 
meetings w/utll in Houston, TX to discuss const progress it to 
obtain info for use as input to DL revleu schedule process 
VIETTI.A Licensing Branch 3 63/10/24 KNIGHTQN.OW Licensing 

□ranch 3 3pp 21164 096 24X Flche 90-490,83/10/24.831 1140220 


0310310403 Oeneric Ltr 83-38 to all licensees of operating power 
reactors I, applicants for OL re NUREO-0969, "NRC Inventory 
of Dams " Forwards NUReG-0969 "NRC Inventory of Dams" for 
Info only M/o enci five list end 

ElSENHUTfD Q Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc i4pp 21104 019 24X 

Flche 90-000,03/10/31,8310310403 


□311140300 Forwards NRC generic evaluation <NURE0-lO14) re mod to 
Uestlnghouse steam generators D4/D9/E Mod acceptab le, pend ing 
plant-specific verification 6 documentation of safety 
analyses W/o enci 

NOVAK, T M Assistant Director for Licensing 03/11/01 QPREA, 0 W 
Houston Lighting 6 Power Co 2pp 21164 343 24X 

riche 90-498,63/11/01,0311140300 


0311020051 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for OLs 6 holders of OPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Svc list end 
EISENHUT. D 0 D Ivi s 1 on o f L 1 cans 1 ng 83/11/02 Consolidated 

Edison Co of New York, Inc I6pp 21164 001 24X 

Flcha 90-000,83/11/02,8311020051 


B311160294 Notification of Caseload forecast Panel 031130-1202 meetings 
tJ/util at site in Matagorda County. TX to review const 
progress to obtain info for use as input to OL review 
schedule process 

VJETTIrA Licensing Branch 3 83/11/03 KNI0HTDN,G W Licensing 

Branch 3 7pp 21P00 155 24X Fiche 90-490,03/11/03.8311160294 


03I121O27S Submits proposed schedule for roapondlng to Generic ltr 
03-28, "Required Actions Based on Generic; Implications of 
Salem ATWS Events " Equipment classification 84 vendor 
interface programs will be completed by June 1989 

OaLDDERQi J H Houston Lighting U Power Co 83/11/03 ElfiENi1UT,D 0 
Division of Licensing 9pp 2123B 202 24X Fiche 30-490.83/11/01, 

B31 1210275 


F Security, (Tiedicdl, energfrncy flf-e protection plans 

e3l02^>0362 Generic Ltr B3-33 to licemee^ U applicants of nuclear 

power reactors re NftC positions on certain r equlre/nent# of 
App R to IGCF-RSO Svc iist encl , , ^ ^ 

ElseNHUT,D G Division of Licensing Consol irfated 

Edison Co of New Vork, Inc 2ipp 2111A 329 SAX 
Fiche 50-0G0> 93/10/19- 93102003*2 

9311 M0507 Foruarfis "WRC Jn-Frogr*5* Audit of Detailed Control Room 
Design Review far South Teias project Nuclear Power 
Oenaration Station. " conducted 930903-0* Final evaluation 
planned to satisfy rsoolrementa of Suppl I *o NUREG'0737 
KNICKTQNiO tJ Licensing Branch 3 83/10/31 OOLDBER©, J H Houston 

Lighting «. power Co 3pp 211*7 105 24X Flche 50-4«?Q. 83/10/31. 

831 1140307 

—0310310110 '’NRc In-Progrsss Audit of DetatJed Control Room Design 
Review for Sooth Tetas Project MucUar Power Generating 
Elation “ ^ ^ 

* NRC - No Detailed Affiliation Given 83/09/30 27pp 
21167 108 24X FI Che 50-490,93/10/31.8311140507 

8iUl*02S9 Noti Fication of 831130 meeting w/iifcll at site In 
Matagorda Cpiinty.TX to discui* physical security plan 
participate in site orientation 

VlETTl^A Licensing Branch 3 93/11/01 KNlGHTON.C w Licencing 

Branch 3 -Ipp 21199 359 24X Fiche 50-498. 83/U/Ol. 931 1160299 


9308310030 IE Info Notice 03-70, "Vibration induced Valve Fallurfi 

JDRDAN^E L^*^ DlvlBlon of Emergency Freparedpes* & Enjineerlrg 
Response (Post 830103) 93/10/23 ConsaJldafced Edison Co Nra 

Yorki Inc Il7pp 21037 219 24X Fiche 50-000. 03/10/25* 03093 lOOJJ 

8308300799 IE Bulletin 93-07. Suppl 1, "Apparently Fraudulent Products 
Bold By Way Hiller. Inc *’ Syc list end 

DEYOUNG.R C Directpr's Office. Office of Inspectiflh ana 
Enforc,«.nt 03/10/24 Can.oHU.t.l ' 

179pp 31070 170 24X Fiche 50-000.83/10/26.0300300799 

8308310034 IE Info Notice 03-71. “Defect in Load-Ceering M»Bd« on 
Lifting Devices for Vasstfl Head U Internals ' Bvc list 
JORdAN.E L Division of Emergency Preparedness 6 Eng nafTl^S 

Response (Post 830103) 83/10/27 niftn3J0O31 

York/ inc U3pp 21037 337 24X Fiche 50-000. 83/10/27, 03083*003 

9308310049 IE Info Notice 03-72. "environ Qualification Teetl^ig 
txpBrlence " 9vc list encl 

JDRDAN.EL Division of Emergency Preparedpeis fc Enginear ing 
Response (Post 830103) 83/10/29 ° ^ S?^M3lOol3f 

York, Inc 131pp 21IS9 024 24X piche 30-000. 83/1 0/28 » H 3083 1 00 

0300310057 IE Info Notice 03-73. “Radiation Eiposure From Gloves 

Conwmtnated W/U Daughter Products " Svc list encl 

PARTLOH, J 0 Division of QA, Safeguards it Inspection ^^‘*^*'^** 
030103) 83/10/31 Consolidated Edlstin Co of New YotHi it'c 

116pp 21154 240 24X Fiche 50-(50O, 93/10/31 . 93(70310057 


Q Adjudicatory correspondence 


8^11040040 hotiQTi for addl distovery for proper response to util 031038 
motion for sanctions Related correspondence 

SINHJN. L Cltljens Concerned About Nuclear Power, Inc 3INKIN.L 
Slnkln, L A 93/10/28 Ccmmlss t oners 4pp 21051 291 24X 

Fiche 30-490*83/10/20,9311040040 


8311070240 Ack receipt of 930617 Itr supplementing 030*16 itr Inforairj 
NfIC pf steps taken to correct violations noted in IE Insp 
Repts 50-498/03-02 h 30-499/03-02, Add 1 info to support 
contention re adequacy of all thread dimensions '•'f 

JOHNSON, E H Region 4, Office of Director 93/11/01 OPRtA* » w 
Houston Lighting 8. Power Co 2pp 21063 003 a4X 
Fiche 50-499,03/11/01,8311070240 


— Q3U04O046 Response to iitll 831020 motion for sanctions against 
Citliens Concerned About Nuclear Power Notion substantively 
deficient !« refuses to recognlie previously provided info 
W/Certificate of Svc Related correspondence 

QINKIN.L CJtiiens Cdncernetf About Nuclear Power. Inc 01NKIN,L 
Minkin. L A 93/10/29 Commissioners 9pp 21031 295 24X 

FkChe 50-498.83/10/29.8311040040 


—8311070243 Responds to NRC 83071S ltr re violations noted In IE Inif 
Repti 50-490/93-02 i. 30-499/83-02 Corrective actions 
bolt deficiency corrective action program will b* revlpwsd * 
independent review of threads performed , _ 

OPREA.O W Houston Lighting «< Power Co 03/08/17 cDLl-|Na' -J 
Region 4. Office of Director 3PP 31063 007 24X 

Fiche 30-498.83/11/01.0311070240 


0311160214 Response opposing Citiisns Concerned About Ngdear Power 
031020 motion for new contention re alleged instapiilty of 
soil bireath sit* Good ceose not shown for late filing 
Certificate of Svc encl 

SjlLVERrtAN.O J Houston Lighting t. Power Co SILVERHan. D J 
Louenstein. Newman, Reis* Aieirad 5. Toll ©D/Jl/OB Atomic Safety 
and Litenilng Board Panel 9pp 21199 146 24X 

Fichs 50-498, 03/11/00.9311160214 


B31I17014I Response opposing Citiians Con-cernad About Nuclear Power 
B3102B rtotian fqr addl 90-tfay discovery Ample opportunity 
already provided for review Certificate of 6vc end 
BILVERMAN. D J Houston Lighting L Power Co SILVERMAN. D J 
Lowinstein. Newman, Reis* Axelrad L Toll 03/11/14 Atonic Safety 
and Licensing Ouard Panel 9pp 2|2t6 19S 24X 

Fichft 50 - 496 . 83 / 11 / 14,9311170141 


K Utility Final safety Analysis Report (FSARf 9. aaentfs 


9300310076 IE Info Notice 93-76. "Reactor Trip BreaXer Ha If unc 
(Undervoltage Trip Devices on GE Type AK-3-35 Droal(«rs> 

Svc list encl 

JORDAN.E L Division of Emergency Preparedness *t Eng i rs par I mg 
Response (Post 0301031 03/11/02 Consolidated Edison Co "4 

York. Inc U5pp 21514 024 24X Fiche 50-000, 03/U /02. 


"Improper Control Rod Man Ip ulAt Ion- 


8309310075 IE Info Notice 93-75, 

Svc list encl 

JORDAN.E L Division of Emergency Preparedness fc Engineaf'iMp - ^ 

Response (post 030103) 83/11/03 Consolidated Edison Co, of w* 

York. Inc U4pp 21613 253 24X FUhe 50-000. 83/1 1/03* 030^3 lC07» 


8311290206 Forwards IE Insp Repts 50-490/83-10 L 50-499/03-10 
830813-0915 No noncompliance noted 

JOHNSON.EH Region 4. Office of Director 83/11/09 DPREA. O w 
Houston Lighting 6 Power Co 2pp 21305 351 24X 

Fiche 50-490.83/11/09.8311290206 


8311140163 Foruards Amend 34 to FSAR. updating Section 3 7 re seismic 
design 

OOlDBERO. J H Houston Lighting 6 Power Co 83/10/14 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp 21158037 
24X Fiche 50-498.03/10/14.8311140163 


— B3if 140167 Arnind 34 to F8AR, up ifatsn g Section 3 7 re Seismic design 

e Houston Lighting 6 Power Co e3/10/l4 tAOpp 21158 041 24X 

FiChe 50-499.83/10/14,8311140163 


83111100)2 Forward* A-tend 35 to FSAR 

GOLDBERG. JH Houston Lighting U Fewer Co 83/11/09 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 3pp 21165 DQt 
24 x Fiche 50-499.83/11/09.0311110012 


"8311110016 Amend 35 to F3AR 

e Houstan Lighting 6 Power Co 83/11/09 536pp 21165004 24X 

Fiche 50-498. 03/ I 1/09, 931 I 110012 


—8311290212 IE Insp Repts 50 - 490 / 83-18 b 50 - 499 / 03-18 on G3O0IJ-O91& N> 
noncomp lisnee noted Major areas inspected storage <c malnt o" 
equipment* site tours, nonconformance repts. structural 
concTSte t. structural steel #* . i-iie* 

HILL.W M . CROSSMAN. W A Region 4. Office of Director 03/11 /OV 
6pp 21305 353 24 X Fiche 50 - 498 . 83 / 11 / 09 , 031 1290206 


8311010015 IE Info Notice 83-77, "Air/Oas Entrainment Event* ReSUltlnB 
in 6ys Failures " Svc Hit encl 

JORDAN.E L Division of Emergency Preparedness L Eng inear I n.g 
Response (post 830103) 83/11/14 Consolidated Edison Co of 

York. Inc ll4pp 24X Fiche 50-000.83/11/14.03110 1 00 15 


0311290201 Advise* of decision to formally transmit applicable ln*F 
repts to recipient End form ltr rept should be signed fc 
returned to Region IV 

COLLINS. J T Region 4. Office of Director 03/lt/lS OP REA. 0 » 
Houston Lighting & Power Co 3pp 21305 238 24X 

riche 50-498.03/11/15,8311290201 


Q Inspecbton reports. IE Bulletins L correspondence 


8308300797 IE Info Notice 53-69, " (oiproperl y Installed Fire Dampers 
at Nuclear Pow*t Plants * Sue list end 

JORDAN* E L Dlvliion of Energency Preparedness 4* Engineering 
Reipanse (Post 830103) 83/10/21 Como 1 Ida ted Edison Co of New 

York. Inc. I37pp 21H4 35J 24K Fiche 50-000/03/10/31.0308300797 


83)10(0010 lE Info Notice 93-78, "Apparent Improper Mod of Camppnent 
Affecting Plant Safety “ Svc list end 

JORDAN.E L Division of Emergency preparedness 6 Engineering 
Response (Post 030103) 83/U/17 Consolidated EdJidn Co of hie 

York, loc 117pp 21603 001 24X Fiche 50-000, 03/1 J / 17. 03 1 I OlOO J 
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S R»pOTtdble occurrences/ LER s ^ related correspondence 


Interim deficiency ropt re anchor bolt defects 
P r eeehtat 1 an documenting specific program (< schedule for 
co-ffipletion oF activities required to resolve Issue enc 1 
Pinal rept expected on 840401) per B30919 meeting 

QPflEAiO W Houston Lighting tc PQUjer Co 83/11/03 CDULIN9.J T 
Reglnn 4. Office of Director a4pp 312S& 034 34X 

Fiche 50-498/83/11/03)8311180182 


□J11280324 first interim deficiency rept re corrosion in safety 
injection sya tueld Corrective actions uii 11 be established 
upon completion of investigation to determine extent of 
corrosion Next rept by 540420 

□PREA. 0 InJ Houston Lighting S< Poiuer Co 83/11/18 COLLINSiJ T 
Region 4. Office of Director 4pp 21208 299 Q4X 
Piche 50-498)83/11/18/0311280324 


DQCHET STN- 50-499 SOUTH TEXAS PROJECT, UNIT 2 


A Applicati on/construction stage documents V correspondence 


8311290275 Advises that E Johnson assigned rh i efi Reac tor Project Dranch 
1 replacing C Madsen E Johnson should be point of contact 
for comniun i cations u/reglon 

COlLINS»J T Region 4, Office of Director 03/10/07 OPREA, 0 M 
Houston Lighting h Power Co Ip 31302 lOl 34X 
Flthe 30-498,83/10/07/8311290275 


0311160339 Requests documentation describing independent design 
process *c repts generated by util engineering assurance 
progron Program provides acceptable approach to assure 
design quality 

E1BENHUT,D 0 Division of Licensing 03/10/21 OOLDBERQ.J H 
Houston eighting h Power Co 6pp 31222 ii7 24X 
Fiche 50-498,03/10/21.8311160339 


|]JitH0B2D Notification of Caseload Forecast Panel 03lJ3Oi 1201 t, 02 
meetings w/utll in Houston, TX to discuss const progress 8< to 
obtain info for use as input to OL review schedule process 
VIETTI.A Licensing Branch 3 03/10/24 KN1GHT0N,G H Licensing 

Branch 3 3pp 21164 076 24X Fiche 50-498,03/10/24.0311140220 


8310310403 Generic Ltr 83-38 to all licensees of operating power 
reactor* it applicants for QL re NUnEG-0965, "NRC Inventory 
of Dans “ Forwards NUnEO-0965 "NRC Inventory of Dams" for 
info only W/o end Sve list end 

EI5EN||UT,D Q Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21184 015 24X 

Fiche 5a-000< 83/10/31- 8310310403 


8J11 140300 Forwards NRC generic evaluation <NURE0-10l4} re mod to 
Westlnghouse steam generators D4/D5/E Mod acceptab le, pend 1 ng 
plant-specific verification !c documentation of safety 
analyses H/o end 

HQVAKiT M Assistant Director for Licensing 83/1 i/01 OPREA, 0 W 
Houston Lighting Power Co 2pp 21164 343 24X 

Fiche 30-498)83/11/01.3311140300 


ODliOSOO&l Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for QLa l< holders of CPs re clarification of Till 
Action Plan Item Jl K 3 3J Submittal of bounding 
demons t rat ion will satisfy requirements Sve list end 
eiSENHUT.D G Division of Licensing B3/U/02 Consolidated 
ediion Co of Mew York. Inc 16pp 21104 001 24X 

Fiche 50-000.83/11/02/8311020051 


03111605.94 Notification of Caseload Forecast Panel 031130-1202 meetings 
u/utll at site in Matagorda County, TX to review const 
progress to obtain info for use as input to OL review 
schedule proceiis 

VIETTI.a Licensing Branch 3 83/11/03 KNIGHTON, O W Licensing 

Branch 3 7pp 21200 155 24X Fiche 50-498,83/11/03.0311160294 


B3112I0275 Submits proposed schedule for responding to Generic ltr 
03-20, "Required Actions Based on Generic Implications of 
Salem ATWS Events " Equipment classification ii vendor 
interface programs will be completed by June i905 

GOLDBERG, J H Houston Lighting h Power Co 03/11/03 EI8ENHUT, D G 
DlvUUn of Licensing 5pp 21238 202 24X Fiche 50-490,83/11/03 

0311210275 


^ Security, medical, emergency t, fire protection plans 


0310200362 Generic ltr 83-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Sve lUt end 

EIBENHUT. D G Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, inc 21pp 21114 329 24X 

Fiche 50-000,83/10/19,8310200362 


0311140507 Forwards "NRC In-Progress Audit of Detailed Control Room 
Design Review for South Texas Project Nuclear Power 
Generation Station, ‘ conducted 830802-06 Final evaluation 
planned to satisfy requirements of Suppl 1 to NUnEG-0737 
KNIGHION.G W Licensing Branch 3 B3/10/31 COLDBERG. J H Houston 

Uighting i, Powor Lo 3pp 21167 105 24X Fiche 30-498,83/10/31, 

□311140507 


— Q3103101I0 "NRL In-ProgroBs Audit of Detailed Control Room Design 
Review for South Texas Project Nucteai Power Generating 
Station " 

tt NRC - No Detailed Affiliation Given 83/09/30 27pp 
21167 108 24 X Fiche 50-498) Q3/ tO/3 1 . 031 1 14OS07 


83111602B9 Notification of 831130 meeting u/util at site in 
Matagorda County. TX to discuss physical security plan b 
participate in site oiientation 

VIETTI.A Licensing Dranch 3 83/11/01 KNIGHIDN-O H Licensing 

□ ranch 3 4pp 21199 358 24X Fiche 50-490.83/11/01,0311160209 


G Adjudicatory carrespondancr 


8311040040 Motion for addl discovery for proper response to util 0310^3 
motion for sanctions Related correspondence 

8INKIN*L Citizens Concerned About Nuclear Power- Inc QINKIN.L 
Sinkin, L A 03/10/28 Commissioners 4pp 2l05l 29i B4X 
Fiche 50-498-83/10/20.8311040040 


— B311040046 Response to util 031O2B motion for sanction* against 
Citiians Concerned About Nuclear Power Motion substantively 
deficient t< refuses to recogniie previously provided info 
N/Cer t if icate Of bvc Related correspondence 

SINKIHpL Citizens Concerned About Nuclear Power- Inc SINKIN, L 
Slnkln, L A 83/10/28 Commissioners 9pp 21051 295 24X 

Fiche 50-490,83/10/28,0311040040 


8311160214 Responso opposing Cltiions Concerned About Nuclear Power 
831020 motion for new contention re alleged instability of 
soil beneath site Good cause not shown for late filing 
Certificate of Sve encl 

BILVERMAN,D J Houston Lighting 6 Power Co SILVERMAN, D J 
Lowenstein- Newman. Reis. Axelrad t. Toll 03/lt/OB Atomic Safety 
and Licensing Board Panel 9pp 21189 146 24X 

Fiche 50-498,83/11/08,8311160214 


8311170141 Response opposing Cltirens Concarned About Nuclear Power 
031028 motion for addl 90-day discovery Ample opportunity 
already provided for review Certificate of Bvc encl 
81LVERMAN,0 J Houston Lighting 6 P-ower Co SILVERMAN, D J 
Louenstein, Newman, Reis, Axclrad t Toll 03/11/14 Atomic Safety 
and Licensing Doard Panel 9pp 21216 195 24X 

Fiche 50-498.03/11/14.0311170141 


K Utility Final Safety Analysis Report fFSAR) b amends 


0311140163 Forwards Amend 34 to F9AR, updating Section 3 7 re seismic 
design 

GOLDBLRGt, J H Houston Lighting 6 Power Co 83/10/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 21158 037 
24X Fiche 50-498.63/10/14,8311140163 


— 8311140167 Amend 34 to FBAR. updating Section 3 7 re seismic design 
« Houston Lighting b Power Co 83/10/14 I40pp 21156 041 24( 

Fiche 50-490, 83/10/14. 031 1 140163 


03111 lOOla Forwards Amend 35 to FBAR 

GOLDBERG- J H Houston Lighting 6 Power Co B3/U/09 DCNTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 21165 001 
24X FUbe 50-498,03/11/09,8311110012 


"0311110016 Amend 35 to FSAR 

» Houston Lighting Power Co 93/11/09 S36pp 21163 004 24 < 

Flcho 50-498,83/11/09,0311110012 


0 Inspection reports. IE Bulletins & correspondence 


8308300797 IE InFo Notsce 83-69. "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Gve list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
ReaportBe (Post 830103) 03/10/21 Consolidated Edison Co of New 

York, Inc iJ7pp 21114 351 24X Fiche 50-000.83/10/21.830930079” 


830B310030 IE Info Notice 83-70. "Vibration Induced Valve Failures " 
Bvc Hat encl 

JORDAN. E L Division of Emergency Preparedness 1< Engineering 
Rasponae (Post 830103) 83/10/25 Consolidated Edison Co of New 

York, Inc H7s»p 21057 219 24X Fiche 50-000, 93/10/25. a30B31003r‘ 
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DOCKETED ITEMS 


a30B:3007'?9 IF IJullBtiFi 83-07, Suppl li “Apparently Fraudulent Products 
bold pij Ray MiLieri Inc '' Swc Ixst eric I 

DFvauW0,R C Director's Office. Dfflcp of Inspection and 

Enfart cmont 83/10^26 Consolidated Edisnn Co of New Vork. Inc 

17Vpp 21070 170 2dX Fiche 30-000. 0J/1 0/26.. 8308300799 


Q3-0a31OO34 IE Info Notice 03-71, “Defect In Uoad-Uearing Welds on 
Lifting Devices for i/easel Head It Internals ” Bvc list enc 1 
JORDAN. £ L Division of Emergency Preparedness Ic Engineering 
Respofise tPost 930103) 83/10/27 Consolidated Edison Co of Nea 

York, Inc llSpp 21057 357 24X Flcho 50-000.83/10/27.8308310034 


63083100-49 ]£ Info Notice 03-72. ^'Environ Qualification Testing 
tiperlence “ Svc list enc I 

JORDAN. E L Division of Emergency Preparedness -Re Engineering 
Response (Post 830101) 03/10/28 ConsO 1 1 dat ed Edison Co of Nam 

York, Inc IJlpp 2il55 024 H4)C Fiche 90-000-03/10/28,8308310048 


S Reportable occurrences. LERs It related correspondence 


8311180102 Interim deficiency ropt re anchor bolt defects 
Presentetlon docufnentlng specific program t echadule for 
completion of activities required to resolve Issue enc 1 
Final rept expected on 840401. per 830919 meeting 
OPREA. 0 H Houston Lighting h Power Co 83/11/03 COLi^lRS. J T 
Region 4. Office of Director 24pp 21226 034 24X 

Flche 50-498.83/11/03.8311180102 


831 1280334 First interim deficiency rept re corrosion in laletg 
injection sgs weld Corrective actions will be established 
upon completion of investigation to determine extent of 
corrosion Next rept oy 040420 

OPREA. 0 W Houston Lighting it Power Co 83/11/10 COLLINS- d r 
Region 4- Office of Director 4pp SiSBB 299 84J( 

Flche 30-490,03/11/10.0311200384 


BDOD310057 IE Jnfo Notice 03-73, “Radiation Exposure From Gloves 
Contaminated W/U Daughter Products Sve list end 

PARTUOW. J G Division of QA. Safeguards U Inspection Program# <Posv. 
030103) 63/10/31 Consolidated Edison Co of New Vnrk, Inc 

llApp 21 ISA 248 24X Flche 50-000.03/10/31.0300310057 


8311070240 Ack receipt of 330817 Itr supplementing 830616 Hr informing 
NRC of steps taken to correct violations noted in IE tnsp 
Repts 50-490/63-02 L 50-499/a3'O2 Add) infO to support 
contention le adequacy of all thread dimensions required 
JQHNSnrLE H Region 4, Office of Director 03/11/01 OPREA, 0 W 
Houston Lighting L Fooier Co 2pp 21063 009 24X 

Fiche 90-490.03/11/01,0311070240 


—0311070243 Responds to NBC 030710 Itr re violations noted In IE Insp 
ReptP 90-490/63-02 & 50-499/03-02 Corrective actions anchor 
bolt deficiency corrective action program will be reviewed & 
Independent review of threads performed 

OPREA- G W Houston Lighting h Power Co 03/00/17 COLLINS. J T 
Region 4. Office of Director 3pp 21063 007 24X 

Flche 50-496,83/11/01.6311070240 


03(3a3l0076 IE Info Notice 83-76. “Reactor Trip Breaker Malfunctions 
I Under voltage frip Devices on GE Type AK-2-25 Breakers) ” 

Sve lifrt e-ncl 

vICRDANj E L Division of Emergency Preparedness tc Engineering 
Response iPost 0301031 63/11/03 Consolidated Edison Co of New 

York, Inc U3pp 21514 024 24X FI Che 90-000, B3/11/02. 03OB31OO76 


83O031DD75 IE Info Notice 03-75. “Improper Control Rod Manipulation “ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/11/03 Consolidated Edison Co of New 

York. Inc 114pp 21513 253 24X Fiche 50-000,83/11/03.8300310079 


0311290206 Forwards lE Insp Repts 5O-49B/03-I8 U 30-499/03-18 on 
630815-0919 No nonc-omp Hanc e noted 

JOHNSON. E H Region 4. Office of Director 03/11/09 OPREA.OU 
Houston Lighting & Power Co 2pp 21305 391 24X 

Ficho 80-490,63/11/09,8311270206 


— 0311290212 IE Insp Repts 50-490/63-18 b 50-499/83-18 on 830819-0919 No 
noneompliancc noted Major areas inspected storage b maint of 
equipment, s 1 te tours, nonconformance r«p ts, structural 
concrete t, structural steel 

HILL.W M . CROSSMAN, H A Region 4, Office of Director, 03/11/09 
6pp 21305 353 24X Fiche 50-490, 83/ 1 1 /09, 831 1290206 


0311010015 IE Info Notice 83-77, "Alr/Qas Entrainment Events Resulting 
in Sys Failures " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/11/14 Consolidated Edison Co of New 

York. Irc tl4pp 24X Fiche 50-000.03/11/14,8311010015 


8311290201 Advises of declslun to furtnally transmit applicable insp 
repts to recipient End form Hr rept should be signed b 
returned to Ray ion fV 

COLLINS, J r Region 4. Office of Director 83/11/19 OPREA. 0,U 
Houston Lighting b Power Co 3j>p 21305 238 24 X 

Fiche 50-498,03/11/15,631)290201 


D3I1010-01S IE Info Notice 63-76, "Apparent Improper hod of Component 
Affecting Plant Safety ■■ Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B301QT) 03/11/17 Consolidated Edison Co of New 

York, Inc Il7pp 21603 OOJ 24K Fiche 30-000.83/11/17.8311010018 


DOCKET 8TN- 50-908 WPPS3 NUCLEAR PROJECT. UNIT 3 


A Appl icatlon/canstrudtlon stage documents b correspondence 


0311040124 Forwards request for addl info re items to be contro-Uid l| 
util OA program during operation phase 

KNIGHTON, OU Licensing Branch 3 03/10/17 MAZUR. D N NitKlnpIc^ 

Public Power Supply System 7pp 21058 109 24X 

Fiche 90-908.03/10/17.8311040124 


8310310403 Generic Ltr 83-38 to all licensees of operating foutr 
reactors b applicants for OL re NUREG-0965. “NRC Inventory 
of Dams '* Forwards NUREG-0969 "NRC Inventory of Dams" for 
Info only U/a oncl Sve list end 

EI&ENHUT.D O Division of Licensing 83/10/31 Con<oliil«t«d 
Edison Co of New York. Inc 14pp 21184 019 24X 

Flche 90-000.63/10/31.0310310403 


6311020051 Generic Ltr 83-35 to all licensees of operating rsactori, 
applicants for OLs b holders of CPs re clarification of TMI 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHUT, D 0 Division of Licensing 63/11/02 Consolidated 
Edison Co of New York. Inc lApp 21104 001 24X 

Fiche 50-000.03/11/02.8311020091 


6311160337 Forwards audit of structural design calculations conductad 
on 830926-30 Preparation b use of floor response spettra 
determined to have min torsional response 

KNIGHTON, 0 H Licensing Branch 3 03/11/02 MAZUR, D W Wsshlnpl:^ 

Public Power Supply Sgstam 42pp 21198 270 24X 

Fiche 90-308.03/11/02,0311160337 


6311140473 Forwards suppl for record of Dttlnger 030914 bearing! en 
financing completion of WPP98 power plants 

DIRCK8, N J Office of the Executive Director for Operations. 
03/11/03 Office of Congressional Affairs 5pp 21181’ 339 
Fiche 50-397,03/11/03,8311140473 


8311280501 Forwards const b DL review schedul es, per 031029 meetir| 
Const will be completed 42-40 months after restart Proiteted 
fuel load date anticipated between June 1907 b Dec 1709- 
BORENBENiG C Nashlngton Public Power Supply Bystem 63/11/16 
DENTON, H R Office of Nuclear Reactor Regulation, Director, )5f<| 
21284 265 24X Fiche 50-5001 03/1 1/10. 03U28O9OI 


E NRC Safety Evaluation Report <SER>. suppls b correspondancf 


6311130384 Forwards complete responses to safety evaluation qufstlens 
inadvertently omitted from 030719 b 0902 b 08 subml ttals. No 
tests within preoperatlonal test schedule Intended to be 
delayed beyond fuel loading 

SORENSEN. G C Washington Public Power Supply System 03/11/03 
KNIGHTON.OW Licensing Branch 3 7app 21176316 24X 

Fiche 90-500,63/11/03.0311150304 


F Security, medical, emergency b fire protection plant 


0311010440 Forwards request for addl Info re operating b maint 
procedures. emergency operating procedures b ATN8 per Suppl i 
to NUREO-0737 (Oaneric Ltr 02-33) 

KNIGHTON. 0 U Licensing Branch 3 03/10/14 MAZUR. D W H«hjn|6r 

Public Power Supply System 4pp 21000 339 24X 

Fiche 90-900.03/10/14.0311010440 


0310200362 Generic Ltr 03-33 to all licensees b appl leant i of nucl#*^ 
power reactoi s rs NRC positions on certain requirements of 
App R to 10CFR30 Sve list end 

EISENHUT, D 0 Division of Licensing 83/10/19, Consol Idalef 
Edison Co of Neuf York. Inc 2lpp 21114 329 24X 

Flche 30-000.03/10/19.0310200362 



G Ad jU'd 1 cabory correspondence 


S Reportable' occtirr enc c Sj LER s £4 rolatpd c orre *p ondent p 


8311090144 An&uier to applicant appeal of ASLQ B304?l U 0937 orders 
grant^-ng reque&t for hearing It petition for leave to 
intervene Petitioner failure to intervene In allotted time 
uas rncre oversight ASLAB should affirm ASLB order* 

BELL>N coalition for Safe Power 63/10/27 Atomic Safety and 

Licensing Appeal Pane) 12pp 21102 199 54X Plche 90~90B< 

a3'/l0/27, 831 1090144 


83110J1O1O6 Submits name of case cited but omitted from Page 3 of B310~7 
answer to applicant appeal Certificate of Bvt omitted from 
answer end 

□ ELL'N coalition for Safe Power 83/11/01 ROSEhTTHALiA S » 

EDLESi O J * WILBUR, H A Atomic Safety and Licensing Appeal Panel 
2pp 51050 296 24X Flche 50-308,03/11/01,8311040106 


8311170102 Order ALAB-747. vac a t i ng ABLP 030421 order denying Coalition 
for Safe Pouier petition to intervene Cause remanded for 
further proceedings Concurring opinion of Judge Edles end 
aHOEHAKERiC J Atomic Safety and Licensing Appeal Panel 83/11/15 
Washington Public Power Supply System 30pp 21215 323 24X 

Ficha SO*-30a, 83/11/15, 8311170182 


Q Inspection reports, IE Bulletins b correspondotite 


8300300797 IE Info Notice 03-69, "’Improperly Installed Fire Dampers 
at Nuclear Power Plants “ Sve list end 

JORDAN, E U Division of Emergency Preparedness Engineering 
Response {Post 830103) 83/10/21 Consolidated Edison Co of Neu 

York, Inc I37pp 21114 351 24X Eic he 50-000, 03/10/21, 8308300797 


0308310030 IE Info Notice 83-70, "Vibration Induced Valve Failures '* 
Sve list end 

JORDAN, e L Division of Emergency Preparedness Engineering 
Resppnse (Post 830103) 03/10/25 Consolidated Edison Co of New 

York, Inc I17pp 21037 219 a4X Pi che 50 - 000 . 03/10/25. 8300310030 


0300300799 IE flu U et 1 n 83-07, 3upp 1 1. "Apparently Fraudulent Products 
Sold fly Ray Hiller, Inc Sve list end 

DEVOUNO, n C Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

I79pp 21070 170 24X Fiche 50-000,63/10/26,8308300799 


8308310034 IE info Notice 03-71, "Defect in Load-Dearinj Welti* on 
Lifting Devices for Vessel Head 6 Internals " Sve list and 
JORDAN, E L Division of Emergency Preparedness le Engineering 
Response (Post 830103) 83/10/27 Consolidated Edison Co of New 

York, rnc lispp 21057 357 24X Flche 50-000. 83/10/27, 0300310034 


8300310048 IE Info Notice 03-72, "Environ Qualification Testing 
tiperience " Svc list end 

JORDAN, E t. Division of Emergency Preparedness A Engineering 
Response {Post 830103) 03/10/28 Consolidatad Edison Co of New 

York, Inc t31pp 21155 024 24X Flche 50-000,83/10/28,0309310048 


e3083l0057 IE InfP Notice 03-73, "'Radiation Etposure From Gloves 
Contaminated W/l) Daughter Products " Svc list enc 1 

PARTLOW, J 0 Division of QA, Safeguards & Inspection Programs (Post 
030103 ) 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21154 24B 24X Fiche 50-000, 83/10/31, 0300310057 


9300310076 IE Info Notice 83-76, "Reactor Trip Breaker Malfunctions 
( Undervo 1 fcage Trip Devices on CE Type AK-2-25 Breakers) 

8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/11/02 Consolidated Edison Co of New 

York, Inc U5pp 21514 024 24X Fiche 50-000, 83/11/02, 0306310070 

Q3O031OO75 IE Info Notice 83-75, ""Improper Control Rod Manipulation " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Rosponao (Post 030103) 03/11/03 Consolidated EidiiPn Co of New 

Vork, Inc il4pp 21513 253 24X Fiche 50-000,03/11/03,030031007? 


3311010015 IE Info Notice 03-77, "Air/Oas Entrainment Events Reuultlng 
in By* Failures " 8vc list end 

JORDAN, E L Division of Emergency Preparedness «c Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co of New 

York, Inc lJ4pp a4X Flche 50-000,83/11/14,8311010015 


9311010018 IE Info Notice 03-70, "Apparent Improper iMod of Component 
Affecting Plant Safety *" Svt list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/11/17 Consolidated Edison Co of New 

York, Inc ll7pp 21603 001 24 X Fiche 50-000, 83/1 1/ 17, 031 1010010 


□311200160 I-nterim Defidoncy Repi 51 re reactor -coolant pump defect 
Initially reported en B30927 Cause under investigation 
Existing design will be retested w/addl Instrumentation 
Final rept will be provided by 640601 

KOHLER, A D Maobington Public Power Supply System 03/10/31 
DIlaHOP, T H Division of Res idePt, Reac tor Project fci Engineering 
Programs 3pp 21203 Ol9 24X Fi-chs 50-508,03/10/31,8311200160 


0311280267 Interim Deficiency Rept D/I) 49 re nonconforming weld rapaii 
of beam cope burn cots InltleJly reported on 830722 Similar 
■d s Pic lane 1 as may have occurred in jet impingement barrier 
eiatts Final rept will be submitted by 840215 

KQNLER,A D Mashingtan Public Pewer Supply ayitem 93/11/00 
DlSHOPpT M Division of Resld cut, Reac tor Project U Englneernig 
Programs 2pp 21203 120 24X Fiche 50-509, 03/ ) i / 08 , B3 1 1 2Q0267 


DOCKET 30-5i3 WPPBS NUCLEAR PROJECT. UNIT 4 


S Repurtablf occurrencBS, LER* & related correspondence 


8311220504 Interim deficiency rept re fuel ail line break, * h ut t Ing 
engine down & causing flrf Caused by excessive line 
Vibration due to improperly balanced fuel injoctlon 
equipment Also reported par Part 21 

DELORCNZO.R A Washington Public Power Supply System B3/11/03 
MARTIN, J D Rofliart 5, Office of Director 3pp 21257 02 7 ?4X 

Fiche 30-460,83/11/03,9311220304 


0311280481 Part 21 rept forwarding list of KYAC units supplied to 
facilities All units built In Wins ton-Sal effi, NC facility 
BROWN, J T flahnson Co , Jnc (subs of Hltldian Coal tc Coke Co ) 
B3/U/ie DEYOUNG. R C Director's Office, Office of Inspection and 
Enforcement 2pp 21283 357 24X Fiche S0~000, 03/11 /ta. Q3l 1200401 


DOCKET 50-514 PE9BLE SPRINGS NUCLEAR PLANT. UNIT I 


F Security, medical, emargancy U fire prat-cctlon plans 


0310200362 Generic Ltr 03-33 to all licensees it applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR50 Svc list end 

EI8ENHUT,D G Division of Ll-censlng G3/J0/I9 Consolidated 

Edison Co of New York, Inc 21PP 2ltl4 329 24X 

Flche 50-000.03/10/19,9310200362 


G Inspection reports, IE Dulletlns t correspondence 


0300300797 IE Info Notice 83-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants ” Svc list end 

JORDAN, e L Division of Emergency Preparedness -8* Engineering 
Response (Pest 030103) 03/10/21 Consd 1 i dated Edison Co of Nbu 

York, Inc I37pp 21114 351 24X Flche 50-000,03/10/31,830030079' 


8308310030 IE Info Notice 83-70, '"'Vibration Induced Valve Failures ’’ 
gvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830)03) 03/10/25 Consolidatad Edison Co of Nei 

York, Inc U7pp 21057 219 24K Flche 90-000. B3/10/35, 030031003.' 


83 00300799 IE Bulletin 03-07, Suppl I, ‘'Apparently Fraudulent Products 
Said Dy Ray Miller, Inc "' Svc list end 

DEVOUNO.R 0 Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of Naw York, Ihc 

I79pp 21070 170 24X Fiche 50-000.83/10/26,6308300799 


8300310034 IE Info hTattce a3-*7 1 , "Defect In Load-Bearing Welds on 
Lifting Devices for Vessel Kead t. Internals " Svc list etlcl 
JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 030103) 03/10/27 Consolidated Edison Co of Ne^, 

York, Inc U5pp 21057 357 24X Fic h e 90-000, 83/10/27, 030D31003J 


8308310048 IE Info Notice 83-72, "Environ Qualification Testing 
Eiperlence '' Svc list end 

JORDAN. E L Division of Emergency Preparednes * 8t Engineering 
Response (Post 030)03) 03/10/20 Consolidated Edison Cq of New 

York, Inc 131pp 21155024 24X Flche 90-000,03/10/20,8308310040 


83003)0057 IE Info Notice 83-73, "Radiation Exposure From Gloves 
Contaminated W/U Daughter Products " Svc list end 

pARTLOWtJ Q Division of OA, Safeguards L Inspection Programs (Post 
030103) 03/10/31 Consolidated Edison Co of New York, Inc 

116pp 21154 248 24X Fitrhe 50-00 0,03/10/31,8300310057 
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&3ae3l007i> InPo Notice B3’76. ‘'Reactor Trip Arealcer 1 f U ric tlona 

< Cndet voJ tage Trip DeviccB or) C£ Type AK-a-25 Preakers) " 

Bvc list encJ 

JORDANjE L Division of Emet'g'ency Preparerfnea« & Enslneprlng 
RfiEponse <PoEt GJDlOP) B3/ 1 1 ^03 Cotiso J 1 dated EdJcQn Co of Neu 

Yorki Inc llSpp ?1S14 024 24X Fiche 50-000. 03/U /02. 8303310071. 


DOCKET SO-513 PEDQLE ’SPHIMGS NUCLEAfl PLANT. UNIT 3 


F Security, medical, ^jnergenc yi !t fire protection plans 


e3lC2003£)2 Generic Ltr 83-33 to all licpnseDt 1. applicants oi^ nuclear 
power reactors re NRC positions pn certain requirements of 
App J7 to lOCFfISO Svc list end 

EISEWHUT, D G Division oP Licensing 03/10/19 Consolidated 

Edison Co of New York. Inc 21pp 21114 329 24X 

Flche 50-000. 03/10/ 19, 031 0200365 


Q Inspection retnrts. ]E Dulletlns It correspondence 


3308300797 lE Info Notice 03-“b9, ‘'Improperly Installed Fire Dampers 
at Nuclear Power Plants " SVc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 83/10/21 Consolidated Edison Co of New 

Yorl, Inc J37pp 21114 3SJ S4X Flche 90-000.83/110/21.830830079'? 


9300310030 IE Info Notice B 3 - 70 , "Vibration Induced Valve Failures ’’ 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness fr Engineering 
Responae (Post 830103) 63/10/2& Consolidated Edison Co of New 

Yorl, Inc U7pp 21037.219 24X Ficfte 50-000. Q3/£ 0/29. 0300310030 


8308300799 IE Dulletin 93-07* 8uppl 1* '’Apparently Fraudulent Products 
Sold Sy Ray Miller. Inc “ Svc list end 

OEYOUNO.R C Director's Office^ Office of Inspection, and 
Enforcement 63/10/26 Consolidated Edison Cc» of New York. Inc 

179pp 21070 170 24X FlchO 30-000, 83/ 10/26. 03OB3OO 799 


8308310034 IE Info Notice 83-71. "Defect in Load-Dear ing Welds on 
Lifting Devices for Vessel Head S< Internals " Svc list encl 
JORDAN. E L Division of Emergeocg Preparedness Eng Inser Ing 
Response iPost 630103) 83/10/27 Consolidated Edison Co. of New 

York. Inc USpp 21057 337 a4X Flche 90-000.83/80/37/8308310034 


8308310048 IE Info Notice 83-72. "Environ Oual if Icati on Testing 
Bxperienca " 8vc list encl 

JORDAN. E L Division of Emergency Preparedfleis & Engineering 
Response (Post 830103) 83/10/28 Consolidated Edison Co of New 

York. Inc 131 pp 21195 054 24 X Fiche 90-000, 83/1 0/ 28. 8306310046 


8306310057 IE Info Notice 83-73/ "Radiation Exposure Prom Olovcs 
Contaminated U/U Daughter Products " Svc list end 
PARTLOH. J G Division of OA. Safeguards 6 Inspection Programs (Post 
830103)1 83/10/31 Consolidated Edison Co of Neu York. Inc 

I16pp 21154 248 S4X Fit he 50-000 / 03/10/31.630831003 7 


8308310076 JE Info Notice B3-76. "Reactor Trip Breaker Malfunctions 
( UnderVDltage Trip Devices on G€ Type AK-S-25 Breakers! " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 83/11/02 Consolidated Edison Co of New 

York. Inc llSpp 21314' 024 24 X Fiche 90-000. 83/1 1 /02 j 0300310076 


DOCKET 5TK-50-9la HARTS VI LLE NUCLEAR PLANT. UNIT I 


A App Heat i on/canstruc tion stage documents correspondence 


8 3003 10072 Board Notification 03-001 A provides Info re salenilc risk to 
BlnIR plants BWR absolute core melt protablUty & risk reROlts 
developed in limited BNL study not meaningful 

ElSENHUT. D G Division of Licensing 63/10/26 PALLADINO.N J 
ConumlsaionfTs 12pp 21103 242 24X Flche 90-000.83/10/ 26, 

03OB3IOO72 


DOCKET STN-SO-921 HARtSVILLE NUCLEAR PLANT. UNIT 4 


A Applicatirn/constructlon stage documents it correspondence 


B30B310072 Board Notification 03-OOlA provides Info re sels/nlc risk to 
DWR plants DWR absolute core melt probability fc risk results 
developed in limited ONL study not meaningful 

ElSENHUT. D O Division of Licensing 83/10/26 PALLAOIKO. N J* 
Commissioners I2pp 21103 242 24X Flche 90-000,83/10/ 26. 

8308310072 


DOCKET 90-922 SKAOIT NUCLEAR POWER PROJECT. UNIT i 


A Appl 1 catlon/construc tlon stage document* & c orresp ond enc« 


6306310072 Board Notification 03-OOlA provides info re seismic rlii to 
DHfl plants BWR absolute core melt probability h risk results 
developed in limited DNL study not meaningful 

ElSENHUT/ D 0 Division of Licensing 83/10/26 PALLADINO, M J 
Commissioners I2pp 21103 242 24X Fiche 90-000/03/10/26, 

Q30B310072 


6310310403 Qeiteric Ltr 03-38 to all licensees of operating power 
reactors 6 applicants for OL re NUREO-0963/ "NRC Inventory 
of Dams " Forwards NUREG-0965 "NRC Inventory of Dams" for 
info only W/a end Svc list encl 

ElSENHUT, D G Division of Licensing 83/10/31 Consolidated 
Edison Co of New York, Inc I4pp 21104 019 S4X 
Flche 50-000.83/10/31.8310310403 


6311020051 Generic Ltr 03-39 to all llcensaes of operating reactort. 
applicants for DLs 6 holder* of CPs re clarification of TMl 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements 8vc list end 
ElSENHUT, D 0 Division of Licensing 63/11/02 Consolidated 
Edison Co of New York. Inc i6pp 21184 001 24X 

Ficbe 50-000.03/11/02,0311020091 


F Security, medical, emergency 6 fire protection plans 


8310200362 Generic Ltr 83-33 to all licen*ees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to tOCFRSO Bve list encl 

ElSENHUT, D 0 Division of Licensing 63/10/19 Consolidated 
Edison Co of Now York. Inc 21pp 21114 329 24X 

Flche 90-000,03/10/19,6310200362 


0 Adjudicatory correspondence 


6311290249 Motion for order approving end withdrawal of appHcatlonl. 
terminating proceeding 

THOMSEN. F T Puget Sound Power 6 Light Co THOMSEN, F T Parllnif 

Cole. Stone, Olsen It Nllliam* 63/11/23 Atomic Safety and 

Licensing Board Panel 2pp 21309 306 24X Flche 90-922. 83/1 1/23 

0311290249 


--B3U290246 Withdrawal of OL appJicatipn Certificate of Sve end 

THOMSEN, F T Puget Sound Power St Light Co THOMSEN, F T PerHr^^^ 
Cole, Stone, Olsen b HU I lams 03/11/23 Spp 21309 307 24X 

Fiche 90-923/63/11/23.0311290245 


Q Inspection reports. lE Bulletins St correspondence 


5306300797 IE Info Notice 03-69. "Improperly Installed Fire Dampers 
at Nuclear Rower Plants " Svc list encl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/|O/21 Consolidated Edison Co of NiW 

York, Inc I37pp 21114 391 24X Flche 90 - 000 . 63 / 10 / 21 . 830B30079? 


0300310030 IE Info Notice 03-70, "Ylbration Induced Valve Fal litres " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness &< Engineering 
Response (Post 830103) 03/10/29 Consolidated Edison Co pf Ntv 

York. Inc Il7pp 21057 219 a4X FI ch«! DO-COO. 63/10/25. 030^310030 


0306300799 IE Bulletin 83-07, Suppl 1. "Apparently Fraudulent Producti 
Sold Dy Ray Miller. Inc " Svc list end 

DEYOUN(J, R C Dlrectdr's Office. Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of New York* Inc 

179pp 21070 170 24X F 1 ch e* 90-000. 63/10/26. 8308300799 


8308310034 IE Info Notice 03-71. "Defect in Load-Rear ing Hslde on 
Lifting Devices for Vessel Head S. Internals " 8yc list end, 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 63/10/27 Consolidated Edison Co of N»i^ 

York, Inc USpp 21057 397 24X Fiche 50-000.83/10/27.6300310034 


8306310046 IE Info Notice 83-72. "Environ Qualification Testing 
Experience " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 6301031 83/10/20 Consolidated Edison Co of 

York. Inc 131 pp 21195 024 24X Flche 50-000. 83/10/28. 83003 


0300310057 IE Info Notice 63-73, "Radlatlgn Exposure From Gloves 
Contaminated H/U Daughter Products " Svc list end 

PARTLOH, J 0 Division of OA. Safeguards t. Inspection Programs tPoit 
630103) 63/10/31 Consolidated Edison Co, of New York. Inc 

ll6pp 21194240 24X Fiche 90-000.63/10/31.8306310037 
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&30Q3I007& IE Info Wotxce Q3-76< "Reactor Trip Breaker Malfunctions 
f Under voltage Trip Devices on OE Typo AK-2-23 Dreaders) " 

Svc list end 

JORDAN! E L Division of Emergency Preparedness ?< Engineering 
Response {Post 030103) 83/11/02 Consolidated Edison Co of Mbu 

Vorfcj Inc I15pp 21514 024 24X Fiche 50-000.83/11/02.830831007/) 


0-308310070 IE Info Notice 83-75. “Impropei Control Rod Manipulation " 
Svc list end 

JORDAN. E L Division of Emergency PreparedticBs & Engineering 
Response {Post 030103) 83/11/03 Consolidated Ed j 5 an Co of Max 

York. Inc ll4pp 21313 253 24X Fiche 50-000. 83/ 1 1 / 03* 630031007'' 


B 3 ji 0100 l 5 IE Info Notice 83-77* "Air/Gas Entrainment Events Resulting 
in Sy-s Failures " Svc list enc 1 

■JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/11/14 Consolidated Edison Co of Neui 

York* Inc 114pp 24X Fiche 50-000*03/11/14*0311010015 


S3ll0t0-01Q IE Info Notice 83-70. "Apparent Improper Hod of Component 
Affecting Plant Safety " Svc list end 

JDRDAMr E L Division of Emergency Preparedness tt Engineering 
Response (Post B30103) 03/11/17 Consolidated Etflaon Co of Nev 

Vnrk. Inc I17pp 21603 001 24X Fiche 50-000,83/11/17*8311010018 


S Reportable occurrences* LERs It related correspondence 


a31i 10<?0348 Supplemental Part 21 rept re short circuit bos bracing 
1 na-d eq.u ate for iO-cycie - 78* ODO-amphere withstand test 
Equipment redesigned it mod kits & instruction books 
prepared Listed customers advised to initiate mod 

DWVER.P W (General Electric Co 83/10/28 DEYCUNO* « Director 's 
Office. Office of Inspection and Enforcement 7 pp 21103 234 24X 

Fiche 50-000*83/10/20*8311090348 


DOCISET SO-523 SKAOIT NUCLEAR POWER PROJECT* UNIT 2 
A Appl ic a tloji/construc tion stage documents & correspondence 


03Q|>3lOO72 Board Notification B3-001A provides info re selamic risk to 
DUR plants BWR absolute core melt probability fc risk results 
dffvaloped in limited DNL study not meaningful 

EieENHUT*D G Division of Licensing 83/10/26 PALLADINO. W J 
CoenaiJ ns loners 12pp 21103 242 24X Fiche 50-000.03/10/26* 

S3 00310672 


0310310403 Generic Ltr B3-30 to all licensees of operating pousr 
reactors I, applicants for OL re NURE0-096S, "NRC Inventory 
of Dame '• Forwards NURE0-096S "NRC Inventory of Dams" for 
Info only W/o end Svc list end 

ElEENHUIT. DO Division of Licensing B3/i0/3l Consolidated 
EdiBon Co pf New York* Inc 14pp 21104 015 24X 

Fiche 50-000*83/10/31,0310310403 


B31 1020051 Generic Ltr 03-35 to ell licensees of operating reactors* 
■applicants for DLs & holders of CPs re clarification of TUI 
Action Plan Item II K 3 31 Submittal of bounding 
■d «nioti a tr a t i on will satisfy requirements Svc list end 
EIBENKUT.DG Division of Licensing 83/11/02 Consolidated 
Edison Co of New York* Inc 16pp 21184 001 24X 

Fiche 50-000*03/11/02,8311020051 


F Security, medical* emergency & fire protection plans 


0310200362 Oeneric Ltr B3-33 to all licensees & applicants of nuclear 
pQuior reactors re NRC positions on certain requirements af 
App n to 10CFR50 Svc list end 

EISENHUT*D 0 Division of Licensing 03/10/19 Consolidated 
Ecfleon Co of Neui York* Inc 2 lpp 21114 329 24X 

Flcho 30-000*83/10/19,8310200362 


O Adjudicatory correspondence 


B3 11 290245 Motion for order approving end uiithdraual of application ? 
tarml-nating proceeding 

1HDM5EN.F T Puget Sound Power I. Light Co THOMSEN* F T Perkins* 

Cole. Stone, Olsen h Williatns 83/11/23 Atomic Safety and 

Llcsnslrtg Board Panel 2 pp 21305 306 24X Fiche 50-522.83/11/23. 

031 1270245 


B31 129024B Withdrawal of OL application Certificate of 8 vc end 

THOMSEN* F T Puget Sound Power tt Light Ca THQMSENr F, T Ferksn: 
Cole. Stone* Olsen h Williams 83/11/23 5pp 2130S 307 a4X 
Fiche 50-522,03/11/23*0311290245 


Q Inspection reports* IE Bulletins C* correspondence 


8308300797 IB Info Notice 03-69, “Improperly Installed Fire Dampers 
at Nuclear Power Plants “ Svc list encL 

JORDAN, £ L Division of Emergency Prepare-dness fit Engineering 
Response (Post B30103) 83/10/21 Consolidated Edison Co of Notj 

York. Inc 137pp 21114 35 J SAX Fiche 50-000* 03/1 0/21 * 830830079-’ 


8309310030 IE Info Notice 03-70. “Vibration Induced Valve Failures " 
Svc list end 

JORDAN. E L Di vision of Emergency Prepaisdness fic Engineering 
Response (Post S3O103) 03/iD/25 Consolidated Edison Co of Na- 

York. Inc 117pp 21057 219 24/ Fiche 50-000, 03/ ) 0/25* 03083 1 003^ 


8308300799 IE Bullettn B3-07*5upp) 1> "Apparently Fraudulent Products 
Sold Dy Ray Miller, Inc “ Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 83/10/36 Consolidated Edison Co of New York. Inc 

179pp 21070 170 24X Fiche 50-000* 83/10/26, 83003 (X)799 


8308310034 IE Info Notice 03-71. "Defect in Load-aearing Wolds on 
Lifting Devices for Vessel Head fic Internals " Svc list enc I 
JORDAN* E L Division, of Emergency Preparedness V Engineering 
Response ■(Post 830103) 83/10/27 Consolidated Edison Co of Neu 

York, Inc Il5pp 21057 357 24X Fiche 50-000*83/10/27. 8308310031 


8308310040 IE Info Notice 83-72, •"Environ Qualification Testing 
Experience " Svc list end 

JORDAN* E L Division af Emergency Preparedness t» Engineering 
Response iP-ost 030103) 63/10/28 Consolidated Edison Co of NeuJ 

York, Inc i3Jpp 21155 024 24X Fiche 50-000, 83/ IO/2S* 83083 1004P 


830631-0057 IE Info Notice 03-73* "Radlatlen Enposure From Gloves 
Contaminated W/Lf Daughter Products " Svc list end 

PARTLOM, J 0 Division of OA, Safeguards 6 Inspection Programs (Post 
030103) 83/10/31 Consolidated Edison Co of New York, Inc 

U 6 pp 21154 249 24X Fiche 50-003* 03/ I D/31* 6300310057 


0JOB31OO76 IE I-nfd Notice 83-76, "Reactor Trip Dreakcr Malfunction* 
(Undervoliage Trip Devices on GE Type AK-2-23 Breakers) " 

Svc list end 

JORDAN, E U Divlsi-on of Emergoncy Preparodnoss 6 Engineering 
Response IPost 830103) 63/n/02 Consolidated Edison Co of Neu, 

York. Inc ]15pp 215L4 024 24X Fiche 90-000* 03/1 1 /D2* 63083 iOD7n 


8308310075 IE Info Notice 83-75, "Impraper Control Hod Manipulation '• 
Svc list end 

jattOANi E L Division of Emergency Prepar ednei s fie Engineering 
Response fPost 0301C3) 03/11/03 Confokldated Edison Co of Me.* 

York. Inc 1 14pp 21913 253 24)( Fiche 90-000,03/11/03.8300310075 


0311010015 IE Info Notice 03-77. "Air/Oas Entrainment Events Resulting 
in 6ys Failures " Svc list end 

JOROANiE L Division of Emergency Preparedness Jr Engineering 
Respanse (Fast 630103) 83/) 1/14 Can s 0 L kdat ed Edison Co- of New 

York* Inc 114pp 24X Fiche 50-00Q. 03/t 1 /14* 831 lOlODl 9 


8311010018 IE Info Natico 83-70* “Apparent Improper Mod of Component 
Affecting Plant Safety " Svc list end 

JDRDANtE L Divislan of Emergency Preparedness ■!< Enginierl-ng 
Response (Post 830103) 83/11/17 Consolidated Edison Co of Ne.i 

York* Inc 117pp 21603 001 24X Fiche 50-000,83/11/17*83)101001(1 


S Reportable occurrences. LERs 6 related correspondence 


6311090348 Supplemental Part 2J rept re short circuit bus bracing 
inadequate for 10-cycle - 78. ODO-amphere withstand test 
Equipment redesigned fi* mod kits fi< instruction books 
prepared Listed customers advised t-o initiate mod 

DHVEtt, P W General Electric Co 83/10/20 DEYOUNO. 0 Director's 
Office, Office of Inspection and Enforcement 7pp 21103 254 24X 

Fiche 50-000, 83/10/20. 831 1090340 


DOCKET aTN-50-52B PALD VERDE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents it correspondence 


6310310069 Responds to FDIA request for eight categories of records re 
certain sys In C-E designed nuclear power plants Foruiards 11 
documents, as Hated In App A Nine documants listed In App 0* 
already In PER 

FELTON, J K Division of Rules and Records 83/07/20 flELLiN 

Coalition for Safe Power 3pp 20990 174 34X 

riche 50-000.83/07/20,8310310069 
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— aai22Q0a69 Summani^s flnrfltigs of 0212O7-OB plant tour re of P0RV« 

or depresaun latiori acheme for removing docag heat Addl *nfo 
requested includes general arrangement <« isometric drawings 
of piping near Son Onofre pressuriier 

DERRVf D L Sandia Laboratories 02/12/lA MAncHESE* A R Generic 
Issues Branch 3pP 20998 2S6 24K Fiche 50~000. 83/07/20, 

8310310069 


8311110034 Comments on 831011 Itr re NRC 
qualification of equipment, document ing 
during 031031 talcon 

VAN BRUNT, E E Arizona Public Service 
Ulcenaing Dranch 3 2pp 21148 233 
0311210034 


review of environ 
agreements reached 

Co 83/11/08 KNIOHTON.O 
ZAX Fiche 30-328, 83/1 J/OBi 


— 0aOlO6Oa33 Summarizes 821222 conference call w/appl leant to aid in 
arranging V Gilinsky Feb 1983 site visit to discuss PORV 
issue Participation by LA Potuer 6 Light Co ulll be 
cons 1 dered 

LICJTPA. E A Licensing Branch 3 02/12/20 NOVM, T M Assistant 

Director for Licensing 2pp 20990 284 24X 

Fiche 30-000.83/07/20,9310310069 


8311040111 Forwards SER based on results of review of environ 
qualification program for facilities 

KNIGHTON, G W Licensing Branch 3 B3/10/H VAN BRUNT, E E 

Ariiona Public Service Co 2pp 21038 199 24X 

Fiche 50-328.83/10/11.8311040111 


8311160333 Forwards request far addl info re listed items necassarv kc 
complete review of procedures generation package per 
NUREO-0737, Item 1 C 1 

KNIGHTON. G W Licensing Brant-h 3 83/11/00 VAN BRUNT. E E 

Arijona Public Service Co 4pp 21217 242 24X 

Fiche 50-520.83/11/08,0311160333 


8311150229 Advises that C-E review of Suppl 2 to CE88AR 0ER 
(NUrEO- 0052), Page 4-24, revea 1 ed t/iat as-built error 
components bounded by generic GES0AR values 

VAN BRUNT, E E Ariiona Public Service Co 03/11/09 KNIGHTON,® 
Licensing Branch 3 Ip 21169 174 24X Fiche 50-320. 03/ H/09, 

8311150229 


8311040112 SER re environ qualification program for electrical 
equipment important to safety 6 safefcy-i elated mechanical 
cqui pment 

« OFfice of Nuclear Reactor Regulation, Director 63/10/11 
23pp 21038 201 24X Fiche 30-528.03/10/11.8311040111 


0311230003 Forward® response to 830300 request foi addl info re 
mechanical equipment qual i f 1 cation program & 631011 ltr« 

Section 4 2 re safety-related mechanical equipment 

Description of gDC-4 Sc SRP Section 3 11 also included 

VAN BRUNT, E £ Ariiona Public Service Co 03/11/09 KNIGHTON, 0 

Licensing Branch 3 36pp 21273 214 24X Fiche 50-328,83/11/09. 

8311230083 


8311030038 Denies 030908 request for eitension for submittal of 
response to Generic Ltr 03-20 "Clarification of Required 
Actions Based on Generic Implications of Salem ATU3 Events ” 
Submittal requested, to extent practical, by 631105 
KNIGHTON. 0 U Licensing Branch 3 83/10/10 VAN BRUNT, E E 

Ariiona Public Service Co 2pp 21049 312 24X 

Fiche 50-528,63/10/16,8311030038 


0311210401 Informs that addl info re setpoint methodology used in 
Tech Specs will be submitted by 031230 

VAN BRUNT. E E Arizona Public Service Co 83/11/13 KNIGHTON, 0 
Licensing Branch 3 Ip 21230 200 24X Fiche 50-920,03/11/13. 

8311210401 


0311080433 Responds to 030914 request fof info re failures observed at 
Unit 1 following hot functional testing NRC review of 
application for DL does not include review of functional 
capability Cl performance requirement of safety-related sys 
NOVAK. T H Assistant Director for Licensing 83/10/16 BERNABEI.L 
Government Accountability Project 5pp 21112 332 24X 

Fiche SO-'320, 83/10/18, 831 1060433 


8311140072 Lists documents identified during review of FQIA Request 
83-609 Two Items not available in PDA encl W/o encl 
KNIcmCN.G N Licensing Branch 3 03/10/26 NlLSON. V Planning 6 

Program Analysis 6taff Ip 2U63 066 24X Fiche 50-323,63/10/26. 

6311140072 


0311030175 Forwards corrected attfohment to licensee 831017 ltr re FSAR 
Sectiozi 1 8 concerning min fire-rating requirements of 
NQA-l b Reg Guide 1 08 Correction changes fire rating of 
d oars, structure b frames 6 hardware 

VAN BRUNT, E E Arizona Public Service Co 83/10/27 KNlGHTON.O 
Licensing Branch 3 Bpp 21030 333 24X Fiche 90-520.83/10/27, 

6311030179 


331O-3104O3 Generic Ltr B3-3B to all licensees of operating power 
reactors 6 applicants for DL re NUI1EO-O965i "NRC Inventory 
of Dams " Forwards NUREG-0963 "NRC Inventory of Dams" for 
ii>fo only \4/o end Bve list encl 

EISENHUTiDG Division of Licensing 03/10/31 Consolidated 
Edison Co of New Vork, Inc I4pp 2U64 015 a4X 
Fiche 50-000.83/10/31.0310310403 


8311160205 Summary of 031012 meeting u/util tn C-E In Be thesda, tiD re 
raaulks of anomalies discovered during hot functional 
testing at Unit 1 

LICITRA.E Licensing Branch 3 83/10/31 Licensing Branch 3 

46pp 21200 247 24X Fiche 50-520, 83/ 10/31 , 831 1 160289 


8311000091 Generic Ltr 83-35 to all licensees of operating reactors, 
applicants for 0L« 6 holders of CPs re clarification of TWl 
Action Flan item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EISENHUT, D G Division of Licensing 63/11/02 Consolidated 
Edison Co of New York, Inc I6pp 21104 001 24X 

Fiche 90-000.83/11/02.0311020051 


8311070430 ForuariJs response to Generic Ltr 63-26. "Required Actions 
Based on Generic Implications of Salem ATNS Events." erCept 
Item 2 2 2 Response to remaining item expected 60 days after 
Mar 1904 eompietion of NUTAC effort 

VAN BRUNT, E E Arizona Public Service Co 03/11/03 KNIGHTON, 0 N 
Licensing Branch 3 3pp 21067 09? 24X Fiche 50-526,03/11/03* 

0311070430 


0311160036 Provides addl info re impact of high energy line braaks on 
control sys Corresponding draft rev to FSAR Section 3A 10 
will be transmitted for review by 031216 

VAN BRUNT, E E Ariiona Public Service Co 83/11/16 KNJGHTON.O W 
Licensing Branch 3 4pp 21229 007 24X Fiche 50-926,03/11/16. 

8311160036 


E NRC Safety Evaluation Report (0ER)' at/ppls (i correspondence 


□311160397 Informs that NRR performed review of Bechtel seismic dfSigh 
of cable tray supparts Damping value of 207 acceptable 
Results documented in Section 3 7 1 of SER & S5ER 2 4 

EISENHUT, 0 O Division of Licensing 83/11/08 DJ8H0P. T H 
Division of Resident. Reac tor Project & Engineering Programs 2pp 
21198 269 24X Fiche 90-528,63/11/00.8311160397 


F Security, medical, emergency (i fire protection plans 


8310200362 Generic Ltr 03-33 to all licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR90 Sve list end 

EISENHUT. D G Division of Licensing 03/10/19 Consolidated 
Edison Co of New York, Xnc 2ipp 21114 329 a4X 
Fiche 50-000. 83/10/19, 0310200362 


6311Q20451 Requests rev to security plans identifying as vital 
equipment onsite water sources required for safe shutdown 1. 
describing measures used to protect sources. Review of 
changes required within 30 days 

KNlGHTON.O W Licensing Dranch 3 83/10/20 VAN BRUNT, E E 

Arizona Public Service Co 2pp 21049 073 24X 

Fiche 30-920,03/10/20,0311020451 


B311030175 Forwards corrected attachment to licensee 031017 ltr re fSAfl 
Section 1 8 concarning min fire-rating requirements of 
NQA-1 ti Reg Guide 1 68 Correction changes fire rating of 
doors, structure t< frames & hardware 

VAN BRUNT, E E Ariiona Public Service Co 83/10/27 KNlGHTON.O 
Licensing Branch 3 8pp 21038 333 24X Fiche 50“928i 03/^0/27. 

6311030175 


0311080170 Releases public version of revised emergency plan 

FELTON. J H Division of Rules and Records 83/10/31 Document 
Management Branch Ip 21087 033 24X Fiche 90-528. 03/1 0/31 r 

631 1000176 


— 8311000163 Public version of Rev 3 to emergency plan |J/B3l01i ltr 
VAN BRUNT. E E Ariiona Public Service Co 83/10/31 KNIGHTON, G 
Licensing Branch 3 3B3pp 210B7 034 24X FIcha 90-528. 03/10/31' 

0311080178 


-0311070440 "Response to Required Actions Based on Generic Implicatirns 
of Salem ATMS Events IGenerit Ltr 83-281 " 

* Arizona Public Service Co 83/11/30 
Fiche 90-528.83/11/03,8311070430 


44pp 21067 102 SAX 


0311160365 Summary of 030929 meeting w/util in Bethesda.MP re control 
room design per Buppl 1 to NUREO-0737 Meeting attendees i 
applicant draft response to NRc comn>ents end 

LICI7RA, E A Licensing Branch 3 63/11/07 Licensing Branch 3 

4lpp 21190 219 24X Fiche 90-920. 63/11/07,0311160369 



DOCKETED tTEMS 


367 


H Q«nfii'al correspondence 


8311300170 Uxsts otll addresses for general frallin-g I* geoffr-ophU 
locations for document delivery 

VAN brunt. EE Anrona Public Service Co Region 3- 

Office of Director 2pp 21283 iM SAK Fithc 30-520.03/11/13. 
5311280190 


Q Inspection reports. ZE Oullctins h correspondence 


0311090372 Responds to 530805 FOIA request for all documeiite re 
PNO-1 1 1-03-57. PNO-V-83-29 fc PN0-V-B3-S7A rorwards documents 
listed on app Hevlcuj Incomplete on remaining documents 
Documents also available in PDR 

f ELTON. vJ H Division of Rules and Rpcords 03/00/23 OAROE. B P 

Oovernment Accountability Project app 2114H 313 3AX 
riche 50-000.83/08/23.8311070372 


— 5311070370 Documents Palo Verde resident inspector 630710 telcon rs 
insp of reactor coolant pumps WPPSS 630710 telcon re const 
deficiency rept concerning cracked ueZds & loose parts oti 
Unit 3 steam generator 

» Region 5. Office of Director 63/07/19 Rrgion 5* Office of 

Director Ip 211 <12 3J6 24X Fiche 50-000, 03/08/23. 031 1090372 


— 8311090411 Notice of violation from insp on B30701-29 None omp 1 iancfi 
noted temporaTV const pouer cable energiied it rested on 
section of uninsulated letdoun line in auxiliary bldg 
YDUNO. T Region 5. Office of Director 03/00/09 Ip 21143 338 
24X Flche 30-000,83/08/23.0311090372 


6300300777 IE Info Notice 03-69. "Improperly Installed Fire Pampers 
*t Nuclear Pouer Plants '< Bve list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post B30103) 83/10/21 Consolidated Edison Co of N«iu 

Viifk, Inc I37pp 21114 391 SAX riche 9f)~000. 53/10/21* 030830079*’ 


0300310030 IE Info Notice B3-70, "Vibration Induced Valve Failures " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Respense (Post 830103) 83/10/25 Consolidated Edison Co of Neu, 

York, Inc H7pp 21057 219 24X Flche 50-000.63/10/29,6300310030 


03 08300799 IE Bulletin 03-07, SuppI 1, "Apparently Fraudulent Products 
0old Dy Rag Miller, Inc ” Bve list end 

DEV0UN0,R C Director's Office. Office of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New York. Inc 

179PP 21070 170 24X Fiche 50-000,83/10/26,6306300799 


B30B310034 IE Info Notice B3-71. "Defect In Load-Q«ering Weld# on 
Lifting Devices for Vessel Head & Internals " Sve list end 
UDHDAN,E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 83/10/27 Consolidated Edison Co of Me^ 

York, Inc llSpp 21057 357 24XFiche 50-000*63/10/27,0308310034 


aa083l004B IE Info Notice 83-72. "Environ Oua 1 i f I cat ion Testing 
Etperiente " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03 / 10/28 Consolidated Edison Co of Neu 

York, Inc I3lpp 2U55 024 a4X Fic he 30-000. 63/10/26, 6308310048 


B3D831DD57 IE Info Notice 63-73. "Radiation Exposure From Olovas 
Contaminated W/U Daughter Products " Sve list end 

° Division of QA, Safeguards it Jnspoctlon Proflra.fl 3 s (Post 
B 30103 ) B3/10/3I Consolidated Edison Co of New York, Inc 

lltpp 21194 240 24X Flche 50-000.03/10/31,6300310057 


03 0 6 310076 IE Info Notice 03-7^. "Reactor Trip Breaker Malfunctions 
lUndervoltage Trip Devices on CE Type AK-2-23 Breakers) '♦ 

Sve list end 

JORDAN. E t Division of Emergency Prepar erfne* s 8> Ena I n e er i n.* 
Response (Post S30i03) 03/1J/O2 Consolidated Edison Co af New 

York. Inc llSpp 21514 024 24X Fie hp- 50-000, 63/1 1/02. 03 0831007 A 


B31 19902/7 Confirms Q31]22 enforcement conference In Flogion V ofes to 
dls-cUBS violations identified dvi'ltig Hept 1983 fteglonal 
Const Assessment Team insp & in IE Insp Rept SO-S^O/G^- 10 
FAI/LKCNBERRV. 6 Region 5. Office of Director O’J/ll/H WOODS, T C 
Arlxona Public Service Co 2pp 21302 09J 24X 

riche 30-320, 63/1 1/14, 031 1290277 


— 6311290266 Notification of significant licensee meeting on 031122 li. 
KegJDii V ofc 

e Hcfllon 5. Office of Director 63/11/14 neglon 5. Office <3* 

Director ip 91305092 K4X Flche 50-526,03/11/14.0311290277 


6311010016 IE Info Notice 03-70, "Apparent Improper Mod of Component 
AffHQctlng Plant Qafety ■< Sve list end 

JORDAN, E U Division of Eatergency Preparedness & Engineering 
Re&ponse (Post 630103) 63/11/17 Consolidated Edison Co of Nes.. 

Vorlc, Inc 117pp 21A03 001 24X FI che 50-000. U3/ J l /J7* aaiiOlOOlP 


Q ReportAb-ie occurretic os. LEfls fit related (Correspondence 


OJl 1090372 Responds to 630805 FDIA raq,ue9t for all documentf re 
PN0-TII-B3-57, PN0-V-a3-a9 «. PN6-V“B3-29A Eorwards documents 
listed on app Rcvlau incomplete on remaining docurnonts 
OocuMonts also available In PDR 

FEUTOW, J H Division of Rule* and Records 63/06/93 OARDE. U P 
Oovernment Ac cauntab 1 1 1 ty Project 2pp 21142 313 24)( 

Flche 30-000. 03/06/ ?3. 0311090372 


— 0311090362 Documants llceflsee DaO/lS telcon re pptanbial const 
deficlendas re failed reactor coolant punji lA diffuser ring 
capecreuis fit manual closure of Dorg IVarnor valve during 
hydrostatic test resulting in holt failure 

* Region &* Office of Director G3/07/S9 Region ». Office of 
Director Ip 21142 315 24X Flche UO-OOO. 83/00/23. 1)31 1090372 


6311100166 Final Deficiency Rept DER 63-47 re identification of all 
p ower, contt ol fir Instrument p ervotr a t i ons where lufficient 
energy may damage penetration conductors Initial li/ reported 
on 03O72.fr Also reportable per Part 21 

VAN DRUNT.E E Arkiona Public aefvicc Co 03/lO/k7 RIDHOP. T U 
Division of Res Id ph b, Rsac tor Project tc Englnetrlng Program* ripp 
21139 399 24X Flche 90-590.63/10/17,0311100166 


Q3I 1070244 Interim Deficiency Rept DER 83-S9 re ma I f unc ti nning Pacifl 
BcfentiPlc safety Injection sys maclienical shock arrastort 
Inltlolly reported on 03O4OA Investigation continuing Final 
rapt will be submltteil by 031227 

VAN DRUMTfE E ArHona Public Service Co 63/10/24 DIBHOP. T W 
Division of Resident. Reoc tor Project & EnglnDtrlng Programs 3pp 
91066 204 24X Fi C h o 90-520,83/10/24.631 1070244 


0311070293 Interim Deficiency Ropt DCR 03-63 re failure of Oorg-Warre 
HP8] isolatibn valves to open against pump A 1. □ flows 
Initially reported on 030920 Bechtel 6 C-C cobfsrrlng on 
corrective cictlons Next repi will be submitted by ni030fr 
VAN BRUNT*!; E Ar lions Public Service Co 03/10/24 CISNOF, T N 

Division of Resideint, Reactor Project 6 engineering Programs 3np 
2106S 290 24X Flche 90-926.03/10/24,6311070953 


6311070299 Advlsoi that final Deficiency R«pt DCR 09-61 r« potintlal 
damage to reactor coolant pump duo to failed dlffusor ring - 
cap serous, will be delayed until 040153, to permit extensive 
investigation & evaluation 

VAN DRUNT, F E Arifora Public Service Co Q3/ 10/24, PlBllOPrT W 
Division of Resident. Fleac tor Project U Englneorlnn Propraisi 2pp 
21065 194 24X Flche 90-920,83/10/24,0311070299 


6311070403 riiial Deficiency Rept DER 6J-52 re ITE Ooutd circuit breator 
far hydrogen recombiner falling to function properly 
Initially reported un 030413 OreakdTi will be replaced 
w/tslest I nghoufie EFS/ADIO breakers Also reported per Part 21 
VAN BRUNT, i; E Ark) ana Public Service Co D3/10/54 tUBMOP, T W 
Division of Resident, Reac tor Project fr Eiiflinverlng Programs 3pp 
210fr7 160 24X Flche 90-5IZQ. 03/ 1 0/24 , 031 1070403 


e308310075 IE Info Notice 63-75, "Improper Control Rod Man Ip ul a tiun " 
Sve list sod ^ 

JORDAN.E L Division of Emergency Preparedness fic Engineering 

S3/U/03 ConsclldstM EdI«on Co o. N.., 
York, inc ll4pp 21913 253 24X Flche 50-000,83/11/03*8300310075 

Info Notice 03-77, "Air/Oas Entrainment Evsnts Raaultlng 
in Bys Failures " Sve list end 

/D emergency Preparedness 5 Engineering 

York Consolidated Edison Co of New 

York, Inc I14pp 24X Fiche 50-000,03/11/14,0311010015 


8311070419 Advises that final Deficiency Rc-pt DER 03-95 r# 9eta 
Products power supplle* feeding noise into laj-voll <Jc but. 
wtn be delayed until 031507. to permit extensive 
i nvest i ga ti on & evoJuation 

VAN BRUNT. E B Ariiona Public Eervlce Co 03/10/54 BIQHOP.T U 
Division of Resident. Reactor Project «c EngiriBering Proaraflis aan 
21065 179 SAK Flche 90-920, 03/10/24, B3| 10704 1 9 

□311070563 Interim Deficloncg Rept 03-62 rs core tupporl barrel 
snubbers w/loose or missing cap screw retainer pins 
imtl^lly reported on 630919 Eechtel i, C-E corresponding to 
provide con cctiva autkan Final rept expected bg 040220 
VANf BRUNT. E E Arirano Public Service Co 03/10/24 niBHOP.T IJ 

Division of Resltfent. Rear tor Project *. Engineering Proammi 3 j)d 
21063 353 24X Fiche 30-550,63/10/24.6311070969 ' 
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931 107023? Interim Detficiency D£R S3-39 re inverters supplied by 

tlgar fou-nd to producE valtege spikes on ijc supply bUK Final 
rept eipECted by 9 ^ 0)06 

VAfi PMUNT. F E AriioOd PuDiic Service Co 63/10/2,6 BISHOPj T W 
Division of Resident! Reactor Project ti Eng i neer lug Programs Spp 
21063 308 ZAX Fiche 50-526.93/10/26-0341070239 


B31 1S0O468 Interim Deficiency Hept DER 63-66 re motpr-drlven 
feedieater pump Internal problems tnitlally reported an 
631011 Dechtel requested supp I ier > Dingham-Ul 1 Jamettfi! to 
Inspect pump Final rept uill be submitted by 640130 
VAN DRKNT. B E Arirona Public Service Co 83/11/00 DIBHOP, T M 
Division of ftesidenti Reac tor project b Engineering pragramt 
31263 39 5 24X Fiche 30-328! 83/1 1/00, 6311280469 


8311070248 Interim Deficiency Rept DER 63-57 re cracks in control 
element asspnbly shi oud Initially reported on 630729 
Final rapt ecpected bg 840309 

VAN DRUMTj E E Arliona Public Service Co B3/10/2£i QlSHOp! T W 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
31062 293 34X Fiche 50 - 526 . 03 / 1 0/26! G3l 1070240 


8311070427 Advises that final Deflflencg Rept DER 83-32 re steam 
generator process ptpmg socket melds violating Tech Spec 
requii ements > tji n be delayed until 631207, to permit 
fritensive invea fcigat i on fc evaluation 

van DRONT, E E An Iona Public Service Co 63/10/26 DlSHCPiT W 
Division of Resident Reactor Project J« Engineering Programs Spp 
21067 150 24y Flcbe 50-530! 83/10/26, 8311 070427 


83U260138 Interim Deficiency Rept DER 83-95 re mitsing thermsL Unrr 
In safety injection sys line Initially reported on 030001 
Due to extensive evaluation required! next rept ulll not b* 
submitted until 040126 

VAN PflUNT.E E Arijona Public Service Co 83/11/0? BISMOPjT U 
Division of Resident! Reac tor Project 1< Engineering Programs 
21383 1 4 5 24X Fithe 90-520,03/11/09,8311200190 


8311380481 Part 21 rept formarding li«t of HVAC units luppllad 
facilities All units built In Viinstan-Sal em, NC facility 
QROMNi J T Dahnaen Co , Inc (subs of Hillman Coal & Cokt Ca ) 
83/11/18 DEYOUNO,n C Director's Office, Office of InsplcUOA •"! 
Enforcement 2pp 21283 397 24X Fiche 90-000, 83/1 1 / J 0, 031 S I 


031 1100177 Interim. Dofsciency Rapt DER 03-39 re rejectable indications 
om C-E eupplieid reactor coolant pump lA Initially reported 
on 830701 Final rept expected by 031230 

VAMORUNT.E E Arliona Public Service Co 83/10/27 DISHOPjT W 
Division of Res i d ent, Reac tor Project Si Engineering Programs 2pp 
01140 04 5 24X Fiche 90-520*83/10/27,0311100177 


0311090340 Supplemental Part 21 rept re short circuit bus bracing 
Inadequate for 10-cycle - 73 * OOO-amphere withstand test 
Equipment redesigned 6 mod kits b instruction books 
prepared Listed customers advised to initiate mod 

DHV£R!p H General Flectnc Co 03/10/28 DEVOUNO, R Director ■'s 
Dfflcer Office of Inspection and Enforcement 7pp 21J03 294 24X 

Fiche 50-000. 03/1 0/?R> 03 1 1090348 


8311J00173 Interim Deficiency Rept DER 03-67 re ei-core detector ends 
belflu design basis flood level Initially reported on B30928 
bechtel revieuimg condition to determine mods required Final 
rept expected by 83l:2]6 

VAN DHUNT.E E Art tone Public Service Co 63/10/20 BISHOP. T W 
Division of Resi den t, Reac tor Project t. Engineering Programs 3pp 
21126 039 24X Fiche 90-520.63/10/28.8311100173 


8311100179 Final Deficiency Rept DER 03-48 re VaJeor solenoid outside 
containment isolation ..aives subjected to excessive heat 
Irtiblally reported on 030726 Containment sample isolation 
valves refurMshfid Item not reportable per lOCFRSO- 55<e> 

VAN BRUNT. E E Aril one Public Service Co 03/10/20 BISHOP, T W 
Division of Residan t. Rear tor Project 8 . Engineering Programs 36pp 
21140 347 24 X Fiche 50-520, 83/1 0/26, 031 UO 01 79 


6311100166 Interim Qe f 


cons tru c ted 
requirements 
ecpacted by 
VAN DRDMT.E 
Division of 
21 139 356 


w/nut« 6 
Initial 
031220 
e Aril 
Resident 
24 X Ficb 


iciency Rept DER 63-68 re PK battery recks 
bolts uhich did not meet Tech Spec 
ly reported on 830928 Final rept 

ona Public Service Co 83/10/20 DI8M0P,T U 
■Reactor Project 6 Engineering Programs Spp 
e 90-528.63/10/26,0311100186 


B31 1140207 Final Oeficiency Rept DER 83-26 re balance of plant E&F 
actuation sgs modules failing preop srat tonal testing due to 
overheating Initially reported an 030525 GA Technologies 
requested to revleui repor tab 1 1 ity under Part 21 

VAN DRUNT.E E Arixona Public Service Co 63/10/20 DISHOPrT U 
Division of Res i dent. Reac tor Project t, Engineering Pro-grants 4pp 
21158 002 24X Fiche 50-928. 83/10/28, 031 U 40207 


0311260105 Interim Deficiency Rept DER 03-7 i re passible generic 
defect In Pacific Scientific shock arrestors Initially 
reported on 831011 Evaluation of condition submittal of 
Final rept expected by 040113 Also reported per Part 21 
UAH DRUNT.E E Arizona Public Service Co 83/11/06 BISHOP. 7 H 
Division of Residen t. Reac tor Project 6 Engineering Programs 3pp 
21263 336 24X FiChe 90-520,83/11/08,6311280105 


DOCKET STM-90-52? PALO VERDE NUCLEAR STATION. UNIT 2 
A Appl Ication/construc tion stage documents & correspondence 


8310310069 Responds to FQIA request for eight categories of record! fa 
certain sys in C-E designed nuclear power plants Forwards II 
documents, as llstod in App A Nine documents listed In App D. 
already In PDR 

FELTON, J K Division of Rules and Records 03/07/30 DELL.N 

Coalition for Safe Pouer 3pp 2099B 174 24X 

Fiche 50 - 000 . 83 / 07 / 20,0310310069 


— B301060933 Summariies 821222 conference call w/appUcant to aid In 
arranging V Ollinsky Feb 1903 site visit to discus* POflV 
Issue Participation by LA Pouer 6 Light Co will be 
considered 

LICITRA.E A Licensing Branch 3 82/18/80 NOVAK. T M AtfJlIi't 

Director for Licensing 2pp 20993 204 24X 

Fiche 50-000, 03/07/20.031031 0069 


0311040111 Forwards 8 ER based on results of review of envlrnn 
qualification program for facilities 

KNIGHTON. 0 H Licensing Branch 3 63/10/11 VAN BRUNT, E E 

Ariiona Public Service Co 2pp, 21058 199 24X 

Fiche 50-520,03/10/11,8311040111 


—8311040115 SER re environ qualification program for electrical 
equipment important to safety Sc safety-related mechanical 
equipment 

* Office Jif Nuclear Reactor Regulation, Director 03/10/11 
25pp 51050 201 24X Fiche 90-523i 83/10/1 1, 03110401 1 i 


0311020195 Grants extension until 040401 to submit response to Oihtrlc 
Ltr 03-28, "Clarif ication of Required Actions Based on 
Generic Implications of Salem ATWS Events ” 

KNIGHT ON, C W Licensing Branch 3 83/10/10 VAN BRUNT, E E 

Ariiona Public Service Co 2pp 21024 276 24X 

Fiche 50-329, 83/10/10, 031 1020195 


83110B0433 Responds to 830914 request for info re failures observ-ld it 
Unit 1 following hot functional testing NRC review of 
application for OL does not Include review of functional 
Capability performance requirement of saf ety-related tys 
NOVAK, T M Assistant Director for Licensing 83/10/18 BERHA8C1.L 
Government Accountability Project 5pp 21112 392 24X 

Fiche 50-528,03/10/10,0311080433 


6311140072 Lists documents identified during revie^u of FOIA Rtqusft 
03-60? Two items not available in PDR end W/p end 
KNIGHTON. O W Licensing Branch 3 03/10/26 WILSON, V Planning t 

Program Analysis Staff Ip 2il63 066 24X Fi c he, 90-326. 03/10/24 

0311140072 


8311260241 Interim Deficiency Rept DER 83-69 re seismic supports on 
Podi-seal valves not installed per specs Bechtel 
corresponding w/C-E to clarify seismic support requirements 
Dua to extensive eva 1 uation, final rept expected by 640120 
VAN BRUNT, E E Ariiona Public Service Co 83/11/06 BISHOP. T W 
Division of Resident, Reactor Project & Engineering Programs Spp 
312Q1 049 24X Fiche 50-523. 83/1 1 /OS, 831 1260241 


0311030175 Forwards corrected attachment to licensee 831017 ItP rd F&W 
Section i 0 concerning min fire-rating requirements of 
NOA -1 8 ( Reg Guide 1 SB Correction changes fire rating of 
doors, structure frames 8 c hardware 

VAN BRUNT, E E Ariiona Public Service Co 83/10/27 KHfOHTOM.G 
Licensing Dranch 3 0pp 21039 333 24X Fiche 50-520,93/10/27. 

D311D3017S 


031 1260360 Interim Deficiency Rept DER 63-70 re wiring In ERF cabinets 
supplied by Energy, Inc not in conformance W/1EEE-3S4 
criteria Initially leported on 831011 Vendor requested to 
Inspect cabinets Next rept by 640120 

VAN BRUNT, E E Aniqna Public Service Co 63/11/09 BISHOP, T H 
Division o-f Res ident. Reac tor Project It Engineering Programs 3pp 
aiS09 lOB SAX Fiche 50-526.83/11/09,6311260308 


8310310403 Generic Ltr 03-38 to all licensees of operating power 
reactors applicants for OL re NUREG-0963i "NRC Inventory 
of Dams " Forwards NUREO-0965 "NRC Inventory of Dams" for 
Info only ( 4 /o end Sve list end 

eiSENHUT, D O Division of Licensing B3/10/31 Coneo 1 1 rf* i*d 

Edison Co of New York, Inc I4pp 21104 OlS 24X 
riche 50-000,83/10/31,8310310403 
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e3lll60&95 Suwmarg of S31012 meeting ui/util fit C-E In 0pth»sda>MD ra 
Tfl-fiotts of diarovercd during hot functional 

te-sttng at Unit 1 

LiCITfVA E Licensing Drench 3 81/10/31 Llcensit'fl Branch 3 

4^pp 21500 2d7 54X Fiche ^JO-SSa. 83/10/31* 6311 1 fii0283 


B3110S00&1 Oenanc Ltr to aU Uceni«es of operating reoctorti 

applicants Fot 0(.s * holders of CPs re clarification of TMI 
Action Flan Item 11 K 3 31 Submittal of b<iunding 
d emoiie trat i cin uill vatisfy requirements S'^t Jlet end 
EIEENHL/T.D G Division of Licensing 83/11/02 Consolidated 
Edison Co of New York* Inc lApp 2118^ 001 S^X 
Flcha 30'-000. 83/1 1/02 8311020031 


0111070^30 Forwards response to Generic Utr 83-201 ''Required Actions 
Dased on Generic Implications of Salem AtMB Events^ " except 
Item S 2 3 Response to remaining item expected 60 daqs after 
Mar 1984 completion of NUTAC effort 

VAN GRUNT* E E Aniona Public Service Co 83/11/03 KMICNION. G W 
Licensing Branch 3 3pp 21067 099 3a^ Flche 30-*32a. 03/11 /03< 

0311070430 


031 tO 204 &] Requests r^v to security P 
equipment onsite water sources requ 
describing measures used to proti^tt 
changes required within 30 
KNIGHTON* G W Liconsing Branch 3 
Ariiona Puplu Service Co 2 p p 2 
riche &0-52B. 03/10/ *>0. 83110204 51 


lans ider-tl fs ‘f'Q a® vital 
ired for shutdown & 

source^ Review of 

03/10/20 VAN flnUNT.e E 
1049 073 24X 


D31 L03017 5 Forwards ccirrectecf attachment 
Section t 8 concorning min fire-rating 
NQA-I it Rog Guido 1 08 C-orrection chang 
d ours* 5 true t ur e t< f i ames 6 
VAN BRUNT. E E Ariiona Public ^erv-ice 
Lirensing- Branch 3 8PP 31033 333 
031 10901 75 


to licensee 031017 I tr re 
roq'U 1 r emonts of 
fire rating of 

Co 03/10/27 KNIGHTON^ 0 
24K FichO SO-S^Qi 03/ 10/27* 


0311000178 Releases public 
FELTON* JN D-lvlDiqnOF 
Management Dranch Ip 
031 IQPOl 78 


verBioO of revised emergency p I ah 

Rules and Records 83/10/31 Documfrit 

21087 033 Flche SO-520- 03/ 10/3I * 


— ^63110/0440 ‘Response bo Requited Actions Bated on Generic Irnpl 1 cat i ons 
of Ealem ATWa Events {Generic Ltr 83-201 “ 

■* Ariiona Public Service Co 83/11/30 44pp 21067 102 24S( 

Fitne 50-526. 83/11/03* 0311070430 


-8311080103 Public vtTs 
VAN DRGNT. EE At 1 1 
Licensing Branch 3 
03L1O0O178 


ion of Rev 3 to emergency plan M/PaiOll It 
ona Public Service CP 03/10/31 KNIOhTD^' 
363pp 21007 034 SAX FlchB 50“S20« □□/ J 0/3 1 


8311110054 ComnieTitt on 831011 ltr re NRC 
qualification 6f equipment documenting 
during 831031 telcon 

VAN ORUNTiE e Ariiona Public Service 
Licencing Branch 3 2pp 21148 233 
B31 J1 J0054 


review of environ 
agreements reached 

Co 83/1 1/00 KNIGHTON. 0 
24X Flche 50-528,83/11/03* 


0311160365 Summary of 030929 meetlAD ui/util in Befcheida.*MD re Cnfitrol 
room design per Supp I I to NURE0'''0737 fteeting attendeei fi* 
applicant draft response to NRC COmmentB enc 1 

LKITRA.E a Licensing Branch 3 03/11/07' Llcon»lnq Branch 3 

4lpp 2H90 219 a4X Fiche 50' 528* 63/ 1 1 /(?7, 03 I 1 160369 


0 Adjudicatory correspondence 


0311160333 Forwards request for addl info re listed ite/is itectssarq to 
complete review of procedures generation package per 
NURE0-O737. I tern I C 1 

KNIGHTON.O U Licensing Branch 3 D3/I1/0B VAN BRUNT, E C 

Arliuna Public Service Co 4pp 2l2l7 242 24X 

Fiche 5O--520, B3/i 1/08* 0311160333 


0311140094 Advises that time for Commission to revlotu At-A0~74a expired 
Commission declined review DeclSiori betaime final agency 
action ort 031100 

CHILK.S J Office of tha Secretary of the Commission 03/11/10 
Joint App i I cants-Pa] o Verde Ip 211S0 004 24X 

riche 90-529.93/11/10.0311140094 


6311190229 Advises that C-E review of Suppi 2 to CE85AR BER 
( NUBEG-0B52 1 . Page 4 *24* revea led that as-built error 
components bounded by generic CESSAR value! 

VAN anUNriE e Arwona Public Service Co 83/11/09 KNIGHTON. G 
Licensing Branch 3 Ip 21169 174 24X Fiche 50-520*93/11/09, 

0311 i b0229 


0311230082 Forwards response to 630300 request for add! info r» 
mechanical equipment qualification program 6 03tOJi ltr. 

Section 4 2 re safety-related mechanical equipment 
Desciiption of GDC-4 fi< SRP Section 3 11 also Included 
VAN DRUNT.E £ Arliona Public Service Co 03/11/09 KNIOHTON^G 
Licensing Branch 3 36pp 21272 2i4 . 24X Fiche 90-520,03/11/09, 
031 1P300B2 


0311210401 Informs that adqi info re setpoint methodology used In 
Tech Specs will be submitted by 831230 

VAN BRUNT* E E Ariiona Public Service Co 83/11/15 KNIOHTON.O 
Licensing Branch 3 Ip 21230 200 a4x Flche 90-528* 83/ 11 /1 5. 
BOi 1210401 


0311100036 Provides addl info r« impact of hiilh energy Jine brealre on 
control fiys Corresponding draft rev to FSAR Section 3A 10 
will be transmitted for review by 031216 

VAN BRUNT, E E Ariiona Public Service Co 03/J 1/J6 HmOH7€Sl.Q If 
Licensing Branch 3 4pp 2122*? 087 24X flche 50-520.83/11/16, 

031 1180036 


H General cor respond area 


0311200190 Lists util addresses for goneral mailing 4 * geographic 
locations for decument delivery 

VANJlRJNT.E E Afitona Public SeTvlcs Co 93 / 11/15 R eg 1 Dfi 5 . 

Office of Direfftor 2 pp 21233 174 24 X rich* SO-SfiO' 93 / I I /I 9 - 

0311200190 


Q Inspection reports. IE Bulletins & correspondence 


0311090372 Responds to 830005 FDIA request for all docuioents r* 
FNO-in‘*03’'97, PN0-V-a3-29 t< PNtJ-V-a3-29A Forward I docummt* 
listed on ap p Review incomplete on remaining document* 

OacuMents also available in PDR 

FELTON* J h Division of Rules and Records OD/OQ/gj OAnil^i □ F 
Government Accountability Project app 2ilA2 313 JAX 
FiCho 50-000* 93/00 /2j. 03 I 1090375 


— 0311090390 Documeiitt Palo Vetde resident inspoctor S31)71D taJeop re 
insp of reactor cqoiant pumps 8* HPPBS 030710 telcon r* 
const deficiency t^ept concerning cracked weld* U loipee pArts 
on Unit 3 stram generator 

* Region 5* Office of Director 03/07/19 Region 5, Office of 

Director ip ?li42 3l6 24X Fiche 30-000. 03/OD/t?3, 03 1 1 090373 


E NRC Safety Evaluation Report (8ER), suppis fi< correspondence 


0311160397 Informs that NRR performed review of Bechtel seismic design 
of cable tray supports Damping value of SO^ acceptable 
Results documented in Section 3 7 1 of Ser 8< SSER 2 l< 4 
EIBENHUT*D C Division of Uleensing 83/11/08 DIBHOP. T H 
Division of Resident* Reac tor Project Engineering Pregrams 2pp 
21190.265 24 X Fiche 30-528* 03^ J J/08* 03 f 1160397 


F Security* medical* emergency 6 fire protection plans 


0309300797 IF Info Notice 03-69, "Improperly Installed fire pamper* 
at Nuclear Powor Plante '' SvC list «nc| 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Pest 930lO3> 03/10/21 Consolidated Sdlsoh Co of N*u 

Volk. Inc 137pp 21114 351 a4X Fiche 90-000,03/10/21,030030079* 


6300310039 
3vc list 
JORDAN, e 
Response 
Yqrlc, Inc 


IE Info Notice 03-70. ’"Vibration Induced VaJja Failuro* " 
anc 1 

L Diwici-on of Efnergency Preparedness S, Eriglneor ing 
(Post e30(03> 03/10/25 Con so- 1 1 dated Edison Co of New 

ll7pp 31057 219 24X Flche 50-000,03/10/29,0300310030 


031OSOO362 Generic Ltv 03-33 to all licensees fi* applicant* of nuclear 
power reactors re NRC positions on certain requirements of 
App ft to lOCFRso Svt list end 

EISENHJT.D G Division of Licensing 03/10/19 Consolidated 
Edison Co of New Yor>, Inc 21pP 21114 329 24X 

Flche 50-000*03/10/19,8310200362 


6300300799 lE Duiietln 63-07* Suppl I, "Apparantiy Fraudulent Products 
Sold Dy Ray Miliar, Inc " Sve list encl 

DCVaUNB. R C Director's Office* Office of Jnspactlon 4ii<l 
Enforcement 03/10/56 Consol tdated Edison Co af N*W Yorkj Inc 

I79pp 21070 170 24X Plchc SO-QOO, 03/ 10/26, 0300300799 


0308310034 IE Info Notice 03-71. "DsFgct in Load-Dearing Weld* on 
Lifting Devices, for Vessel Head Cc Internals " 0vc list *ncl 
JORDAN.E L Pivieion of Emergency Preparedness S, EtigineerinQ 
Response (Post 030103) 93/10/27 Cansqlidated Edison Co of New 

VotI, Inc 113pp 21057 337 24X Flche 50-000, 03/1 0/27 , 03003 |0034 
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03QS3lO€49 IE Info ho H ce B3-75, "En-vlron Qualification Testing 
E iper X er>c e " Svc list ertc J 

JOHpAh' £ U Divieiori of Emergoncg Preparodtieas ^ Engineering 
ttesporse <Poat 030103) B3/10/28 Conao I idat ed Eduen Co of Waw 

YorX- Inc 13JPP 2M35 024 24JC Fiche SO'OOO, 03/10/28/ 0300310040 


BJ09310057 IE Info Naticc 83-73. "‘Radiation EjpooorB From Olovea 
Contaminated W/U Daughter Products ■' Svc ll«t and 

PARTLGH/0 0 l)ivis.iDr of Ort. Safeguards t* Inspection programs (Post 
0301031 03/10/31 Consolidated Edison Co of New York, Inc 

liJipp 2nS4 248 24X Fiche 50-000. 03/ 10/31/ B30B3 1000? 


0300310076 IE Info Notice 03-76/ "Reactor Trip Drealier Malfunctions 
lUndorvol tage Trip Devices on CE Type Break ers) " 

Svc list enci 

JQHDiAN. E L Divtdon Of Efnergenty Preparedness & Engineering 
Response fPest 030103) G3/11/0S Cons o k i da ted Edison Cd of Naj 

York. Inc IlSpp 2l3»4 024 24X Fiche 50-000. 03/11/02, 0300310076 


0300310075 IE Info Notice 03-75. "Improper Control Rad Manipulation “ 
0VC list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
pBspOTise (Post 030103) 03/11/03 Consolidated Edison Co of New 

York/ Inc li4pp 21513 253 24X Fiche 30-000.03/11/03,0300310075 


0311010013 IE Info Notice 83-77. "Alr/Gas Entrainment Events Besulting 
in ffys Failures " Svc list encl 

JCRPAN. E L Division of Emergency Preparedness l< Engineering 
Resporise (Post 830103) 03/11/14 Consolidated Edison Co of New 

Vofk. Inc I14pp 24X Fiche 50-000. 03/11/14.0311010013 


0311240277 Confirms 031122 enforcement conferente in Region V Pfes to 
discuss violations identified during Sept 1983 Regional 
Const Assessment Team insp t< in IE Insp Repfc 50-520/63-10 
FAULKENDERfiV. B Region 3. Office of Director 83/11/14 ROODS, T G 
Arizona Public Service Co 2pp 21302 091 24X 

Fiche Sa-52Q. 03/1 1/14. 831 1290277 


— 0311290283 Notification of significant licensee meeting on 831122 In 
Region v/ ofe 

» Region 3, Office of Director 03/11/14 Region 3. Office of 

Director Ip 21302 092 24X Fiche 50-528,63/11/14/8311290277 


0311010010 IE Info Notice 03-70. "'Apparent Improper Mod of Component 
Affecting Plant Safety ” Svc list end 

JORDAN, E U Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/11/17 Consolidated Edison Co of New 

York. Inc ll7pp 21t03 ODJ 24XFich« 50-000,03/11/17.8311010010 


S Reportable occurrences, LERs t, related correspondence 


8311090372 Responds to 030005 FtllA request for all documents re 
PNO-ir 1-03-57. PNC- V-83-29 t PN0-V-83-29A Forwards documents 
listed on app Review incomplete on remaining documents 
Documents also available in PDR 

FELTON. J h Division of Rules and Records 63/00/23 GARDE. D P 
Oovernflient Ac c ountab-i 1 Ity Project 2pp 21142 3)3 24X 

Fiche SO-OQO. 03/00/23. B3i 1090372 


— 8311090382 Documents licensee 830715 telcon re potential const 
deficiencies re failed reactor coolant pump 14 diffuser ring 
capscrews I, manual closure of Borg Namer valve during 
hydrostatic test resulting in bolt failure 

a Region 5. Office of Director 63/07/19 Region S. Office of 
Director ip 21H2 315 24X Fiche 50-000, 03/00/20* 031 1090372 


DOkJlOOlDB Final Deficiency Rept OHR 03-47 re identification of all 
pobJ-er. control I. InstruJ^enl penetrations where sufficient 
energy may damage penetration conductors Initially reported 
On 830726 Also reportable per Part 21 

VAN DRUNTjE E Ariiona Public Service Co B3/10/I7 BISHOP, T H 
Division of Res ident, Reac tor Project it Engineering Programs 3pp 
21137 399 24X Fiche 30-529. 63/ 10/17, 031 1 100168 


0311070253 Interim Deficiency Rept DSR 03-63 re failure of Dorg-Marner 
HPSl isolation valves to open against pump A 6 0 flows 
Initially reported on 030920 Dechtel & C-E conferring on 
corrective acilarte Next rept will be submitted by 640306 
VAN DRONT.E E Ariiona Public Service Co 83/10/24 BISHOP, T U 
Division of Resident, Reac tor Project t. Engineering Programs 3pp 
21062 298 24X Fiche 50-529.63/10/24,0311070253 


0311070403 Final Deficiency Rept DER 83-22 re ITE Gould circuit breaker 
far hydrogen recembiner failing to function properly 
Initially reported on 030413 Breakers will be replaced 
w/Nestinghouse EFJ/AOiO- breakers Also reported per Part Si 
VANQRUNT,e E Arliona Public Service Co B3/I0/S4 BISHDP.TW 
Division of Resident, Reac tor Project U Eng 1 rseer 1 ng Programs 3pp 
S1067 IQO 24X Fiche 50-336,63/10/24,8311070403 


8311070224 Interim Deficiency Rept DER 03-64 re failure of Tarjit 
pressure relief safety valves to meet prerequisite tests 
Initially reported on 830920 Evaluation continuing Final 
rept iiiill bp submitted by 040203 

y'AN BRUNT. G E Arliona Public BervicP Co 03/10/26 DIBHOP, T kf- 
Dlvislon of Resident, Reactor Project 6 Engineering Program* 3pp 
21062 276 24X Fiche 50-329. 83/10/26, B3l 1070224 


0311070230 Interim peflcioncy Rept DER 03-69 re C-E primary presivp* 
safety valves found in poor condition Initially reported or* 

030920 Evaluation continuing Final rept utl 1 1 bo submitted by 
840203 

VAN 0RUNT,E E Ariiona Public Service Co 83/10/36 BISHOP, TM 
Division of Resident, Reac tor Project 6 Engineering Program* 3j)f 
21063 235 24X Fiche 50-529,03/10/26.8311070238 


8311070239 Interim Deficiency Rept DER 03-35 re inverters sufpU«d kg 
Elgar found to produce voltage spikes on dc supply bus FlnAl 
rapt expected by 840106 

VAN BRUNT, E E Arljona Public Service Co 03/10/26 DiSHOPrT H 
Division of Resident. Reac tor Project & Engineering Program# 2pp 
21062 300 24X Fiche 90-520, 03/ 10/26. 831 1070239 


0311070240 Interim Deficiency Rept DER 03-57 re craciti in control 
element assembly shroud Initially reported on 830729 
Final rept expected by 040309 

VAN BRUNT. E E Arliona Public Service Co 03/10/26 BIBHDP.T W 
Division of Resident, Reactor Project & Engineering Program.* 2pp 
21062 293 24X Fiche 50-528.83/10/26,0311070248 


0311090340 Supplemental Part 21 rept re short circuit bus bracing 
inadequate for iO-cyclo - 70, 000-amphere withstand test 
Equipment redesigned & mod kits & instruction books 
prepared Listed customers advised to Initiate mod 
OWVER.P U General Electric Co 83/10/26 DEYOUNG, R Dinctor'i 
Office, Office of Inspection and Enforcement 7pp 211(93 2i94 2IX 
riche 90-000,03/10/20,8311090340 


6311100173 Interim Deficiency Rept DER 83-67 re ex-core detector ends 
below design basis flood level Initially reported on 030920 
Bechtel reviewing condition to determine mods required Final 
rept expected bg 031216 

VAN BRUNT. E E Arliona Public Service Co 83/10/20 Dr9H0P#T H 
Division of Resident, Reactor Project it Engineering Program* 2pp 
21126 039 24X Fiche 90-520. 83/10/26, 831 1 100173 


0311100186 Interim Deficiency Rept DER 03'-6B re PK battery racks 
constructed u/nuts ti bolts which did not meet Tech Spec 
raquirement* Initially reported on 030928 Final rept 
expected by 631220 

VAN ORUNT.B E Arliona Public Service Co B3/10/2B BISHOP, T W 
Division of Resident, Reac tor Project Sr Engineering Programs Off 
21139 396 24X Fiche 50-528,83/10/28,0311100106 


0311140209 Interim Deficiency Rept 83-30 re A334 bolt breaking when 
torquing bolts on feedwater pump Initially reported on 
030905 Due to extensive eval uatlon, nax t rept will not be 
submitted until 830909 

VAN BRUNT, E E Arlxona Public Service Co 63/10/31 DiaHOP, T H 
Division of Resident. Reac tor Project it Engineering Program* 2pp 
21158 806 a4X Fiche 50-529,83/10/31.8311140209 


0311200109 Interim Deficiency Rept DER 03-71 re possible generic 
defect in Pacific Scientific shock arrestors Initially 
reported on B3I011 Evaluation of condition 6 submittal of 
final rept expected by 040113 Also reported per Part 21 
VAN BRUNT. E E Arliona Public Service Co 03/11/08 BIBHOP- T W 
Division of Resident, Reac tor Project 6 Engineering Programs 3fp 
21203 236 24X Fiche 50-920,03/11/08.8311260185 


0311280241 Interim Deficiency Rept DER 03-69 re seismic support* *n 
posl-seal valves not installed per specs Bechtel 
corresponding w/C-E to clarify seismic support requiremints 
Due to extensive eva luatlon, final rept expected by 040120 
VAN BRUNT. E £ Arliona Public Service Co 03/11/00 BISHOP, T R 
Division of Resident. Reac tor Project & Engineering Program* 3pp 
21281 049 24X Fiche 50-528,03/11/00,6311260241 


0311200368 Interim Deficiency Rept DER 03-70 re wiring in ERF cablnelk 
supplied by Energy, Inc not in conformance u/lEEE-334 
criteria Initially reported on 031011 Vendor requested to 
inspect cabinets Next rept by 040120 

VAN BRUNT, E E Arliona Public Service Co 83/11/00 B1SH(3P„T W 
Division of Resident. Reac tor project t. Engineering Program* 3pp 
21283.108 24X Fiche 30-920, 03/ 1 1 /OS. 831 1 280360 


8311200481 Part 21 rept forwarding list of HVAC unit* supplied to 
facilities AH units built in Winston-Salem, NC facility 
DROWN, J T Bahnson Co , Inc (subs of Hillman Coal «, Coke Ca > 
63/11/18 DEYOUNG, R C Director's Office, Office of Inspection end 
Enforcement 2pp 21283 357 24X Fiche 90-000,83/11/18,0311280481 
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BQCKET 0TN~9O-53O PALO VERDE NUCLEAR STATION, UNIT 3 


A App 1 1 tfltion/coTtatruc ti on stag^ dacuments I* corresp tkndc^Cfi 


B31031D0&9 Re^pond^ to EDIA request for eight categories records re 
certain sys in C-E designed nuclear pouer plants Poruords 11 
d acumen ts I as listed in App A Nine documents listed In App 0, 
already in PDR 

FELTCNp J M Division of Rules and Records 03/07/20 BEL1.>N 

Coalition for Safe Pouer 3pp 20990 17A 24JC 

riche 50-000> £3/07/20, 031 031 00A9 


--03OIO6.OS53 aummariies BS1222 conference call iii/app 1 lean t to aid in 
arranging V Oillnskg Feb 1903 site visit to discuss PDRV 
issue Participation bg LA Pouiei' *< Light Ca ui 1 1 be 
cons I dared 

LICJTRA,E a Licensing Oranch 3 82/12/38 NDVA«, T M Assistant 

Director for Licensing 2pp 20990 2B4 24X 

Fithe 50-000,03/07/20.8310310069 


0311040111 Foruards SFR based on results of revieu of environ 
qualification program for facilities 

KNIGHTON. 0 W Licensing Branch 3 03/10/11 VAN BRUNT. E E 

Arizona Public Service Co 2pp 21030 199 24X 

rithe 00-528,03/10/11.0311040111 


— B31 1040112 SER re environ qual If ication program for elettrical 
equipment important to safety & safety-related mechanical 
equi p ment 

e Office of Nuclear Reactor Regulation, Olrector Q3/10/1I 
aSpp 21050 201 24X Fiche 90-520. 03/ tO/ 1 1, 831104011 1 


Q31 1020195 Grants eitension until 040401 to submit response to Oenerl<- 
Ltr aS-'Ba, '’Clarification of Required Actions Based on 
OenerK Implications of Salem ATW8 Events *' 

KNIGHTON, G W Licensing Branch 3 03/10/10 VAN BRUNT, E E 

Arizona Public Service Co 2pp 21024 276 24X 

Fiche 90-929,03/10/10,8311020195 


83110S0433 Responds to 030914 request for info re failure* observed at 
Unit 1 Following hot functional testing NRC review of 
application for QL does not include reviouu of functional 
capability t, performance requirement of safety-related sy* 

NOVAK. T M Assistant Director for Licensing B3/I0/IB DERNAB£I,L 
Government Accountability Project 9pp 211JS 392 S4X 
riche 90-520.03/10/18,0311000433 


0311140072 Lists documents identified during review of FOlA Request 
□3-609 Two items not available in PUR end W/o end 

KNIGHTON. 0 H Licensing Branch 3 03/10/26 WILSON. V Planning J- 
Program Analysis Staff Ip Si 163 066 a4X Fiche 30-926, 03/1 0/26-. 
831 1 140072 


0311030179 Forwards corrected attachment to licensee 831017 Itr re FSAR 
Section I 0 concerning min fire'*rating requirements of 
NQA-I it Reg Guide 1 BB Correction changes fire rating of 
d oo r sj s t rue t ure L frames hardware 

VAN BRUNT. E E Ariiona Public Service Co 83/10/27 KNIGHTON, 0 
Licensing Branch 3 8pp 21030 333 34X Fiche 90-920,03/10/27. 

831 1030175 


B3103104O3 Generic Ltr 03-30 to all licensees of operating power 
reactors L applicants for OL re NUREO-0965, ‘"NRC Inventory 
of Dams " Forwards NUREG-0969 ‘'NRC Inventory of Dams" for 
Info only W/o end Sve list end 

EISENHUT.D 0 Division of Licensing 03/10/31 Consolidated 

Edison Co of New York, Inc 14pp 21104 019 S4X 
Fiche 90-000.03/10/31,0310310403 


0311160285 Summary of 831012 meeting w/util L C-E in Bethesda.riD re 
results of anomalies discovered during hot functional 
testing at Unit 1 

LICITRA, E Licensing Branch 3 83/10/31 Licensing Branch 3 

46pp 21200 247 24X Fiche 90-928.83/10/31.8311160203 


DJI 1020051 Generic Ltr 83-35 to all licensees uf operating reactors, 
applicants for OLs L holders of CPs re dariftcatJon of TM I 
Action Plan Item It K 3 31 Submittal of bounding 
demonstTation will satisfy requirements Sve list end 
EISENHUT.D 0 Division of Licensing 83/1I/Q2 Consolidated 

Edison Co of New York, Inc I6pp 21104 001 24X 

Fiche 50-000,83/11/02.0311020091 


□311070430 Forwards response to Generic Ltr 83-28, "Required Actions 
Based on Generic Implications of Salem ATW3 Events," except 
I tern 2 2 2 Response to remaining item expected 60 days after 
Mar 1984 completion of NUTAC effort 

VAN BRUNT, E E Ariiona Public Service Co B3/1 1/03 KNICHTONtO W 
Licensing Branch 3 3pp 21067 099 24X Fiche 90-328,83/11/03- 

0311070430 


*-□3110/0440 "Response to Required Actions Based on Generic Imp 1 tioni 
of Salem ATWS Events (Generic Ltr 83-28 J '• 

« Ariiona Public Service Co 83/11/30 44pp 21-067 103 24X 

Fiche 90-920,83/11/03.0311070430 


0311110094 Comments oti 831011 ltr re NRC review of environ 
qualification of equipmen t, doc iiment Ing agreements reached 
during 831031 tclcon ^ 

VAN BRUNT. E E Ariiona Public Service Co 03/ i » /OB KNIGHTON, 0 
LlcetiBlng Branch 3 2pp 21148 233 24X Fiche 30-920,83/11/08, 

8311110094 


8311160333 For-warda request for addl info re listed items necessary to 
complete review of procedures generation package per 
NUREO-O/S?* 1 tem I C I 

KNIGHTON, G W Licensing Branch 3 83/11/08 VAN BRUNT, E E 

Arizona Public Service Co 4pp 21217 242 24 X 

Fiche 50-926.83/11/08,6311160333 


8311190229 Advises that C-E review of Buppl 2 to CESSAR SER 
<NURCG-0852),Page 4-24. reveal ed that as-built error 
components bounded by generic GE06AR values 

VAN BRUNT, E E Ariiona Public Service Co 03/11/09 KNIGHTON, 0 
Licensing Branch 3 Ip 21169 174 24X Fiche 50-528.03/11/09, 

0311 190229 


8311230082 Forwards response to 830308 request for addl info re 
mechanical equipment qua! i Ftcation program &c Q3101L ltr. 

Section 4 2 re safety-related mechanical equipment 

Description of GDC-4 U SRP Section 3 11 also included 

VAN BRUNT, E e Ari rona Pub I it Service Co B3/11/09 KNIOIITON.Q 

Licensing Branch 3 36pp 21272 2l4 24X Fiche 50-920.83/11/09, 

□31 1230082 


8311210401 Informs that addl info re setpoint methodology uied In 
lech Specs will be submitted by 031230 

VAN BRUNT, E E Ariiona Public Service Co 83/11/19 KNIGHTON, 0 
Licensing Branch 3 tp 21238 200 24X Fiche 30-928, 93/ 11 /15» 

031 1210401 


8311160036 Provides addl info re impact of high energy Una breaks on 
control sys Corresponding draft rev to FBAR Section 3A 10 
will be transmitted for review by 831216 

VAN DRUNT, E E Ariiona Public Service Co □3/11/16 KNIGHTON, 0 N 
Licensing Branch 3 4pp 21229 087 24X Fiche 90-920, 03/1 i /:6, 

8311100036 


E NHC Safety Evaluation Report (SERI. suppU U correspondence 


8311160397 In-Forns that NRR performed review of Bechtel sslsmic design 
of cable tray supports Damping value of OOK acceptable 
Results documented in Section 3 7 1 Of SER S6ER 2 L 4 
El&ENHUT.D 0 Division of Licensing 83/11/08 Q10MQP.T N 
Division of Res i dent* Reactor Project I, Engineering Programs J2pp 
21190 269 g4X Fiche 50-528,03/11/00.8311160397 


r Security, medical, emergency 8, fire protection plans 


0310200362 Generic Ltr 83-33 to all licensees If applicants of nuclear 
power reactors ra NRC pDoltions on certain requirements of 
App R to lOCFRSO 3vc list end 

EISENHliT, DO Division of Licensing 83/10/19 Consol Idatod 
B-dison Co of New York, Inc 2Ipp 21114 329 24X 

Fiche 50-000.83/10/19,6310200362 


8311020451 Requests rev to security plans Identifying as vital 
equipment onsite water sources requited For safe shutdown & 
describing measures used to protect sources Review of 
changes required within 30 days 

KNIGHTON, 0 W Licensing Branch 3 63/10/20 VAN BRUNT. C E 

Arizona Public Service Co 2pp 21049 073 24X 

Fiche 90-920, 03/ 1 0/PO, 031 1 020451 


831 1030179 Forwards corrected attachment to licensee 831017 ltr re FSAR 
Section 1 0 concerning min fire-rating requirements of 
NGA-i & Reg Guide 1 88 Correction changes fire rating of 
d PorSf 5 true tore h frames & hardware 

VAN BRUNT* E E Ariiona Public Service Co 83/10/27 KNIGHTON, 0 
Licensing Branch 3 Dpp 21030 333 a4X FI the 90-928,83/10/27. 
6311030175 


8311060170 Releases public version of revised emergeincy plan 

TELTON. J M Division of Rules and Records Q3/I0/31 Document 

Management Branch Ip 21087 033 24X Fiche 50-520.83/10/31, 

8311080178 


— B3HOB01B3 Public version of Rev 3 to emergency plan W/a3l011 Itr 
VAN BHLINT„E E Ariiona Public Service Co 33/10/31 KN1GHTDH»0 
Licensing Dranch 3 3B3pp 21-097 034 24x Fiche 90-920, 83/ 10/3 1 , 

0311030178 
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0311160365 Summary of B3D9J9 meeting w/util in Beth be Jap HD re control 
room (te»ign per Bupp-I 1 to MURE<}-0737 Meeting attendees (■ 
applicant draf^t response to KfRC comments end 

LICITRA>E A Liceniing Branch 3 83/11/07 Licensing Branch 3 

41pp 21198 ai 5 24X Fiche 30-320* 83/ 1 1 /07 p 0311 160365 


O Ad ju-d icat-ory correspondence 


B311140094 Advises that time for Commission to revleu AtAB-7413 expired 
Commission declined revleu Decision became final agency 
action on 831 lOa 

CHILK# S J Office of the Secretary of the Commission 83/lt/lO 
ilolnt Applicants-Palo VerdB Ip £1138 004 24)C 

rtche SO-'5a9. 03/1 1/10*031 1 140094 


H Qcnetal corres^tonderce 


0311900190 Lists utn addresses for general mailing it geographic 
locations for document delivery 

VAM ORUNT.E E Arjiona Public Service Co 03/1 i/t5 Ragloii 3, 
Office of Director 2pp 31283 l74 24X Flcho 30-320*03/11/15, 

031 1S0O19O 


O Inspertien reports* IE Bulletins t* correspondence 


0311090372 Responds to D3O0O3 FOIA request for all documents re 
PND-ii 1-03-57, PMD-V-8 3-29 & PSfO-V-a3-29A Forwards documents 
llfitsd on app Review Ihcompleto on remaining documents 
Documents also available In PDR 

FELTON, J H Division Qp Rules and Records 83/08/23 OAROErS P 
Ooverrment Accountability Project 2pp 21142.313 24X 

Flche 90-000,03/00/23*0311090372 


•-0311090390 Do urnePts PsIq Verde resident inspector 030718 telcon r« 
Insp of rea-ctor coolant pumps << i4PP5S 830718 telcon re 
const deficiency rept concerning cracked uelds tt loose parte 
on Unit 3 strjm generator 

* Region 5, UFflce of Director 83/07/19 Region 3* Office of 

Director tp 21142 316 24X riche 30-000,83/08/23*8311090372 


0308300797 IE info Notice 03-69* "Improperly Installed Fire Dampers 
at Nuclear Pr ^cr Plants ” Bve list end 

vIDRDANjF L Division of Emergency Preparedness He Engineering 
Response tPost 0301031 03/10/21 Consolidated Edison Co of New 

Vork. Inc ia7pp 21114 391 24X Flche 90-000,83/10/21*0309300797 


0308310030 IE Info Notice 03-70, ‘’Vibration Induced Valve Failures “ 
&VC list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/23 Consolidated Edison Co of New 

York, Inc li7pp 21097 219 24X Fi ch * SO-000, 03/10/29, 0300310030 


0DOS3OO799 IE Dulletin 03-07, Buppl l< "Apparently Fraudulent Products 
Sold Dy Ray Hiller* Inc " Sve list end 

DEVOUND,R C Director's Dfflct* Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York, Inc 

I79pp 21070 170 24X FUhe 50-000,03/10/26.0300300799 


0300310034 IE Info Notice Q3-71, "Defect In Load-Bearing Melds on 
Lifting Devices for Vessel Head tt Internals ♦' 5vc list enc 1 
JORDAN* E I- Division af Emergency Preparedness Sc Engineering 
Rinpanse {Post 030103] 03/10/27 Consolidated Edison Co of New 

York, Inc U5pp 21057 357 24X Flche 50-000*83/10/27*0300310034 


0300310048 IE Info Notice 03-72, "Envlrcn Qualification Testing 
Experience " Sve list enc) 

JORDAN* E L Division of Emergency Preparedness fr Engineering 
Response (Post 03O1O3> 03/lD/SB Consolldatsd Edison Co of New 
York, Inc 131pp 21155 024 24X Fl cJl ■ 50-000. 03/10/28* 0308310048 


0300310057 IE Info NotJce 05-73, "Radiation Exposure From Olovvs 
Contaminated U/U Daughter Froducts " Sve list enc 1 

FArtlOH, J 0 Division of 3A* Safeguards (, Inspection Programs (Post 
030103) 03/10/31 CdtisoI Idated Edison Co of Mew York* Inc 

llApp 21194 248 24X Flche 50-000*83/10/31,8300310097 


3308310076 IE Infg Notice 83-76, "Reactor Trip Breaker Ha 1 f ur>c ti ons 
(Under voltag e Trip Devices on GE Type AK-2-25 Brcakersl '* 

Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Fosi 830103]) 03/11/02 Consolidated Edison Co of New 

York, Inc ll9pp 21914 024 24X Fiche 90-000*83/11/02,8308310076 


1309310079 IE Info Notice 83~75. "Improper Control Rod Manip ulat 1 nn « 
3vc list end 

JORDAN, E L DivlBlon of Emergency Preparedness %t Engineering 
Response (Post 830103) 63/11/03 Consolidated Edison Co of New 

York, Inc H4pp 21513 253 24 X Fich» 50-000*83/11/03,8308310075 


0311010015 IE Info Notice 83-77* "Air/Gas Entrainment Events 
in 3ys Failures " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Cnfllneerk^|^ 
Response (Post 030103) 03/11/14 Consolidated Edison Ce of Ni), 

York* Inc U4pp 24X Flche 50-000.03/11/14*0311010015 


8311290277 Confirms 031122 enforcement conference in Region V c f c « U 
discuss violations identified during Sept 1903 Regional 
Const Assessment Tean^ insp 8, in IE In»p Rept 50-320/03-10 
FAULKENDERRY. D Region 5* Office of Director 03/11/14 W00D3<7 4 

Arizona Public Service Co 2pp 21302 091 24X 

FichB 50-920.03/11/14.8311290277 


—0311290208 Notification of significant licenses meeting on 0^Lli^2 1' 
Region V ofc 

a Region 5, Office of Director 83/11/14 Region 5* OfflTl 
Director ip 21302 092 24X Flche 50-920. 03/ 1 1/ 14* B3 J ^ 


8311010010 IE Info Notice 03-70. "Apparent Improper H»d o# Cflapanfil 
Affecting Plant Safety " Sve list onci 

JORDAN* E L Division of Emergency Preparedness t* Engineering 
Response (Post 830103) 03/11/17 Consolidated Edlion Co of 

York* Inc 117pp 21603 001 SAX Flche 50-000. 03/1 1 / 17, 051 1 1> ( CO H 


8 Reportable occurrences* LERs & related corretpondente 


0311090372 Responds to 030009 FOIA request for all documantl rr 
PND- in -83-97* PNO-V-83-29 6 PNO-V-03-29A Forwards document i 
listed on app Revisu incomplete on remaining documents 
Documents also aallable in PDR 

FELTON* J M Division of Rules and Records 03/00/23 OARDE* B F 
Government Accountability Project 2pp 21142 313 24X 

Flche 50-000.63/00/23.0311090372 


— 8311090302 Documents licensee 030719 telcon re potential conit 
deficiencies re failed reactor coolant pump lA diffuser ring 
capscrews Si manual closure of Dorg Narner velve during 
hydrostatic test resulting in bolt failure 

♦ Region 9, Office of Director 03/07/19 Region 9, OMlcf t'* 
Director Ip 21142 319 24X Fiche 30-000. B3/00/23, DTI |0901^J 


0311100160 Final Deficiency Rept DER 03-47 re identification of all 
pouer. control & instrument penetrations where sufficient 
energy may damage penetration conductors Initially reported 
an 030726 Alto reportable per Part 21 

VAN BRUNT. E E Ariiona Public Service Co 03/10/17 0ieHO(*. T M 
Division of Resident* Reac tor Project t. Engineering frog-rami 3fP 
21139 399 24X Fiche 90-520,03/10/17,0311100100 


0311070403 Final Deficiency Rept DER 03-22 re ITE Oould circuit trrUx- 
for hydragen^recomb Iner falling to function properly 
Inltisily reported on 030413 Breakers will be replaced 
u/Uestinghouse EF3/AD10 breakers Also reported per Part 21 
VAN BRUNT. E E Aritona Public aervice Co 03/10/24 DIDKOP, T N 
Division of Resident* Reac tor Project it Engineering Program 3pf 
21067 IBO 24X Flche 90-920.03/10/2410311070403 


8311070224 Interim Deficiency Rept DER 03-64 re failure of Tarfil AiO 
pressure relief safety valves to meet prerequisite test* 

Initially reported on 830920 Evaluation continuing Pinal 
rept will be submitted by 040203 

VAN BRUNT* E E Ariiona Public BervUe Co 83/10/26 DI0l(Of,T W 
Division of Resident. Reac tor Project t, Engineering PrograAi 
21062276 24X Flche 90-929.03/10/26,0311070224 


0311070239 Interim Deficiency Rept DER 03-39 re Inverters SUppMid kl 
Elgar found to produce voltage spikes on dc supply bus Final 
rept expected by 840106 

VAN ORUNT.E E Ariiona Public Service Co 03/10/26 DI0IK]P*T M 
Division of Resident. Reac tor Project Engineering Programs Sft 
21062 300 24X Fiche 50-920103/10/26,0311070239 


0311070240 Interim Deficiency Rept DER 83-97 re crack* In contrpl 
element assembly shroud Initially reported on 030729 
Final rept expected by 040309 

VAN BRUNT* E E Arizona Public Service Co 83/10/26 DIBilOF, T V 
Division of Res ident. Reactor Project & Engineering Program* iTil' 
21062 293 24X Fiche 50-920.03/10/26*8311070240 


0311090340 Supplemental Pert 21 rapt re short circuit bu« bracing 
inadequate for 10-cycle - 78* 000-amp h ere withstand test 
Equipment redesigned << mnd kits *< instruction books 
prepared Listed customers advised to initiate mod 

DWYER* P W General Electric Co 83/10/20 DEYDUNO, R DlrsiHr'i 
Office, Office of Inspaction and Enforcement 7pp 21103 254 2-*' 
Flche 50-000,83/10/28*0311090348 
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f}J11100t73 Interim Deficienctj Rept DER Q3-&7 re ex-core dfitactor enc 1 
belou design basis flood level Initialltj reportc-d on 03092^ 

Ii:echtel reviewing condition to determine mods required Final 
rapt expected bg G3121& 

VAN BRUNT. E E Arizona Public Service Co B3/10/2G BISHOP. T W 
Division of Resident. Reac tor Project & Engineering Programs 3pp 
atlSA 039 a4X Fiche 50-529, B3/l0/2a> 631 1 100173 


0311100106 Interim Ooficlenci^ Rept DER a3-'£)Q re PK battery racks 
constructed u/nuts A bolts uhlcb did n-ot meet Tech Bpec 
requirements Initially reported on 03O92G Final rept 
expected by 031230 

VAN BRUNT. E E Arizona Public Service Co 83/10/36 DISHOP. T W 
Division of Resident. Resc tor Project & Engineering Programs 3pp 
21139 356 24X Fiche 50-520. 03/ 1 0/20. 031 1 1 001 0*. 


6311290173 Interim Deficiency Rept DER 03-37 re missed factory 
operations on steam generator 2 Initially reported on 
630626 Due to extensive eval uatlon. next rept uiill not be 
submitted until 831216 

VAN BRUNT. E E Ariiona Public Service Co 63/11/02 DIBMDP. T U 
Division of Resident. Reac tor Project & Engineering Programs 3pp 
21304 02B 24X Fiche 50-530. B3/U /02, B3l 1290173 


631 L2QDiB5 Interim Deficlertcy Rept DER 63—71 re possible generic 
defect in Pacific Scientific shock arrestors Initially 
reported on 631011 Evaluation of condition S. submittal of 
final rept expected by 040113 Also reported per Part 21 
VAN BRUNT. E E Arizona Public Service Co 83/U/OB DISHOP.T W 
Division of Resident. Reac tor Project & Engineering Prograns 3pp 
21283 236 24X Piche 50-526,03/11/00,6311200105 


0311200401 Part 21 rept forwarding list of HVAC units supplied to 
facilities All units built in Wlnston-Bal em, NC facility 
DROWN, j T DahnSon Ca . Inc (subs of Hillman Coal U Coke Co J 
83/li/iB DEYODNQi R C Director's Office. Office of Inspection and 
Enforcement 2pp 21203 357 24X Fiche 50-000. 63/ 1 1 /10. Q31 1230461 


nOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A App 1 1 cation/eonstruc tlon stage documents it correspondence 


0311070009 Final response to FOIA request for NhSS comments documents 
re facility EIS Forwards App A documents Oocuments also 
available In PDR 

FELTON. U M Division of Rules and Records 03/08/10 MEtBS.E R 
Harmon «, Nelss 2pp 21005 348 24X Fiche 30-537.03/03/10. 

03110/0007 


— 0311070011 Marked-up draft ’’Socioeconomic Impacts of CRBR Fuel Cycle ” 
CQLTDN. J P NRC - No Detailed Affiliation Given 02/05/07 Spp 
210B5 352 24X Fiche 50-537. 83/08/10. 831 1070009 


—03110/0014 Draft ’’Socioeconomic Impacts of CRQR Fuel Cycle ” 

COLTON. J P NRC - No Detailed Affiliation Olven 02/05/04 5pp 
210Q3 350 24X Fiche 50-537.83/00/10,8311070009 


— 0311070019 Interrogatory J9 questions on transportation accidents 
Response by 020409 requested Table summarlring 
transportation requirements for fuel cycle «ne 1 
PAGE. R 0 Uranium Fuel Licensing Branch 82/04/02 
MACDONALD. C E Transportation Branch 3pp 21006 001 24X 

Fiche 50-537.83/00/10,0311070009 


— 0311070026 Responds to BS0426 request for review of ODE summary of 
expected socioeconomic Impacts of CRBR project fuel cycle 
DOE conclusion that activities will have little 
»qc iuHConomlc impact supported 

DUBE. □ NRC - No Detailed Affiliatkon Given 02/05/03 
LOWENOERO.H NRC - No Detailed Affiliation Given 2pp 
21006 000 SAX Fiche 50-537.03/03/10.8311070009 


— 8311070034 Forwards info for Davis briefing tack on CR0R fuel cycle 
environ review 

HOMER. L NRC - No Detailed Affiliation Given 62/02/03 ELISE 
NRC - No Detailed Affiliation Given 7pp 21006 014 24X 

Flcha 50-537.63/08/10.0311070009 


— 0311070054 Requests that NM80 assign highest priority to fuel cycle 
environ review h initiate effort when DOE input available 
Organizational plans for accomplishing task requested by 
BBOaiO 

DAVIS. J 0 OfflCH of Nuclear Material Safety It 
Safeguards, Director 03/08/10 DVRNETT, R F Division of 
Safeguards MARTIN. J B Division of Haste ManagamEnt 
CUNNiNOHAMtR E Division of Fuel Cycle & Material Safety ip 
21036 032 34X Fiche 50-537.03/00/10.0311070009 


Q3L0310403 Generic Ltr 63-30 to all licensees of operating power 
reactors applicants for 01- re NUREG-0965. "NRC Inventory 
of Dams “ Forwards NUREC-09A3 "NRC Inventory of Dami" for 
Info only W/o end Sve list and 

ElBENflUT. D 0 Divlston of Licensing 03/10/31 Consolidated 

Edison Co o-f New Yort, Inc 14pp 21184 013 24X 

r-lche 50-000, 03/10/31.6310310403 


6311020051 Cenierlc Ltr 03-35 to all licensees of operating reactors, 
applicants for OLs It holders of CFs re dariflcafcton of TM I 
Action Plan Item 1 1 K 3 31 Submittal of bounding 
demonstration will satisfy requirements Bve list eticl 
EISENHUT.D 0 Division of Licensing e3/’ii/02 Consolidated 

Edison Co of New York, Inc i6pp 2tl04 001 24X 

Fiche 50-005. 03/1 1/02.831 1020051 


C Utility Environmental Report lER). amends & correspondence 


6311070009 Final response to 820628 FOIA request fur if^SS comments 6 
documents re facility EIS Forwards App A documents Documents 
also available in PDR 

FELTON. J M Division of Rules and Records 03/06/10 WEISS.E R 
Harmon & Weiss 2pp 21069 340 24X Fiche 50-537,83/00/10. 

831 10/0009 


— B3H070022 Forwards questions on waste mgt aspect of CRBR project 
environ rept (Amend Xtli for DDE 

DRONNING.n E Division of Waste Management 62/02/25 
LOWENDERO, H NfIC - No Detailed Affiliation Given 4pp 
21006 004 24X Fiche 50-337,63/00/10.0311070009 


D NRC Draft/rinal Environmental Statements, suppls & correspondence 


0311070009 Final response to 830628 FDIA request for htiSS comments 6 
documents rp facility E18 Forwards App A documents Documents 
also available ir> PDR 

FELTON. J M Dlviaion of Rules end Records 03/08/10 WEiee.E R 
Harmon «c Weiss Spp 210B3 34D 24X Flqhe 90-537.03/05/10. 

6311070009 


— 6311070043 Discusses content of safeguards section qf EI8. per 020400 
meeting Cost/benefit analysis or cans Ldera fcion of safaguards 
alternatives will not be Included in safeguards portions of 
CID 

DUBE. D NRC - No Detailed Affiliation Given 62/04/09 
LQWENBEHG. H NRC - No Detailed Affiliation Olven 4pp 
2i006 021 24X Fiche 50-537.03/06/10.0311070009 


— 0311070052 Forwards FEB re safeguards design basis threat 

MULLEN. S NRC - No Detailed Affiliation Given 02/04/15 DUBE. II 
NRC - No Detailed Affiliation Given 2pp 21006 02? 24X 

Fiche 50-937. 83/00/10, 631 1070009 


F Security, medical, emergency tc fire protection plans 


8311070009 Final response to FOIA request for NM3S convnents 6 documents 
re facility EIS Forwards App A documents Documents also 
available In PDR 

FELTONrJ n Division of Rules and Records 03/06/10 HEI09, E R 
Harmon «c Weiss 2pp 21065 348 24X Fiche 30-537.03/00/10, 

6311070009 


— 0311070026 Responds to 020436 request for review of DDE summary of 
expected- socioeconomic impacts of CRDR project fuel cycle 
DDE conclusion that activities will have little 
socioeconomic Impact supported 

DUDE.B NRC -No Detailed Affiliation Olven 02/05/03 
LONENnERG.H NRC - No Detailed Affiliation Given 3pp 
ZIO06 OOa 24K Fiche 50-537,03/06/10.031107-00(19 


— 0311070043 Discusses content of safeguards section of EIB. per 620400 
meeting Cost/benefit analysis or cons Id cration of safeguards 
alternatives will not be included In safeguards portions of 
EIS 

DUDE. D NRC - No Detailed Affiliation Given 02/>O4/D9 
LOWENDERO.H NRC - No Detailed Affiliation Given 4pp 
21006 021 S4X Fiche 90-537, 63/08/10, 831 1070009 


— 8311070052 Forwards FEB re safeguards design basis threat 

MULLEN, 8 NRC - No Detailed Affillatlen Given 02/04/19 DUDE. B 
NRC - No Detailed Affiliation Olven 2pp 21086 029 24X 

Fiche 90-937,03/08/10.8311070009 


6310200362 Generic Ltr 03-33 to ell licensees & applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App n to 1QCFR90 Sve Hat end 

EISENHUT.D 0 Division of Licensing 83/10/19 Consolidated 
Edison Co of New York, Inc 51pp 21114 329 24X 

Flcha 3 0-000, 03/ 10/ 89.63 I 02 00363 
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G Adjudicatory cof r« s pondc^c e 


{}J11010341 Con f irmati pn. of Info re legislative status discussed w/ASLfl 
in 031023 telcon Ceitlftcate of Bvc end 

CDGAR^O L Project rfanajement Corp 83/10/31 »pp S0979 343 
341C Fit he 30-537, 83/ 1 0/31 . B3 1 101034 I 


B3112B0034 Petition of tmoc for leave to Intervene & rec^uest for 
hearing re effect of CRBR terjninotion on CP proceedings 
Contentions listed 

FIKAMORE.D A Natural Resources Defense Council FIWAMORE, B A 
Shoreham Opponents Coalition B3/1J/33 NtLU8R,N £ * 

LINERDERGER, fi , HAND. C H Atomic Safety and Licensing Board Panel 
6pp 31279 177 a4X Flche 50-537,03/11/23.9311280034 


Q {nspection reports, fE Biilletine h cnrr esponifenc e 


83-OS3007'97 lE Info Notice 03'A9. ''Improperly Installed Fire Dattpers 
at Nuclear Power Plants " Bvc list end 

JORDAN. £ L Division of Emergencg Preparedness &c Engineering 
Response (Post G301O3) QD/lO/Sl Consolidated Edison Co of Neu^ 
York* Inc I37pp 21114 351 24)f Flche 50-000.63/10/21.8308300797 


8308310030 IE tnfc Notice Q3-70. "iftbration induced i/alve Failures ” 
Eve liNt encl 

JORPAM. E L Divisio-n of Emergency Preparedness & Engineering 
Response <Post 8301031 03/10/25 Consolidated Edison Co of NeJ 

York. Inc li7pp 21037 219 24 X Fiche 30-000.03/10/25.9308310030 


0308300799 IE Bulletin B3-07jBuppl 1. “Apparently Fraudulent Products 
Sold By Ray Miller^ Inc " Bvc list end 

DEYDUNO, H C Director's Office, Office of Inspection and 

Etifot'cement 83/10/26 Consolidated Edison Co of New York, Inc 

I79PP 21070 170 24X Fiche 50-000. B3/i0/36» B30B3OO799 


8300310034 IE Info Motice 03-7J^ “Defect in Load-Oearing Welds on 
Lifting Devices for Vessel Head t, Internals ’* Bvc list end 
JORDAN. £ L Division of Emergency Preparedness fc Engineering 
Response iPost 8301D3) 83/10/27 -Consolidated Edison Co of New 

Yort, Inc llSpp 31037 397 24X Fiche SO-000. 63/10/27, 0308310034 


B3OB31OO40 IE Info Notice 03-72. "Environ -Ouali f 1 cat i on Testing 
Eiperience " Sve list enc 1 

J0R0ANj£ L Pivision of Emergency Preparedness tt Engineering 
Response (Past 8301031 83/10/28 Consol ida ted Edison Co of Nsu 

Yorir. Inc 13lpp 21159 024 24X Fiche 50-000.83/10/26. 8308310048 


B3083100S7 IE Info Notice 83-73. "Radiation Eipdsure From Gloves 
Contaminated M/u Daughter Products " Sve list end 

PARTCON. J 0 Division of DA. Safeguards & Inspection Programs (Post 
83c>103> 03/10/31 C-onsal ida ted Edison Co of New York. Inc 

11£>PP 21154 248 24)( Fiche 30-000.03/10/31.6308310057 


830B3l0076i IE Info Notice 03**7ii "Raactor Trip Breaker Malfunctions 
(Undervo-ltag e Trip Devices on QE Type AK-a-SS Breakers) " 

Bvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B301O3) 83/11/02 Consolidated Edison Co of New 

York. Inc U5pp 215(4 024 24X Fiche 50-000,03/11/02.8308310076 


83003(0075 IE Info Notsce 83-75. “Improper Control Rod Manipulation " 
Bvc list end 

JORDAN, E L Oivisian of Emergency Preparedness & Engineering 
Response (Post e30i03> 83/11/03 Consalidated Edison Co of Neu 

York. Inc Jl4pp 2£5|3 253 24X Fiche 50-000,03/11/03.8308310075 


63JI0I0D15 IE Info Notice 03-77, '‘Alr/Gas Entrainment Events Resulting 
in dys Failures ” Sve list encl 

JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post &30103> 83/11/14 Consolidated Edison Co of Neu 

Yorir. Inc n4pp 24X Fiche 50-000.83/11/14.83)1010015 


0311010018 ]E Info Notice 03-76, "Apparent Improper Nod of Component 
Affecting Plant Safety “ Bvc list encl 

J(3RDAN. E L Division of Emergency Prepar edne » » Engineering 
Response <Past 830103)i 03/11/17 Consolidated Edison Co of New 

York. Inc 1 J 7pp 21600 001 24X Fiche S0-D0C», 83/1 1 /a7, 031 iOlOOlB 


DOCKET ETN-50-S46. WAROLE KILL NUCLEAR STATION. UNIT 1 


A Applicat ipn/f onstruc 1 1 on stage docvirencs 1. correspondenc^e 


8311010381 Application fpr Amend 2? to application for OL. consisting 
□ f Suppl 3 to environ rept - OL stage Affidavit end 
shields. S N Public Ssrvite Co of Indiana, Inc SHIELDS. 0 U 
Wabash Valley Power Association. Inc 03/10/29 DENTON. M R Office 

of Nuclear Reactor Regulation, Director Spp 20973 336 24X 

Fiche 50-346,83/10/28,03110)0301 


0310310403 Oeneric Ltr 83-38 to all licensees of operating pou*r 
reactors 6 applicants for OL re NURE0-0963i "'NRC Inventory 
of Dams ’’ Forwards NUREO-0963 “NRC Inventory of Dam*" for 
info only W/o encl Sve list encl 

EISENHUT. D 0 Division of Licensing 03/10/31 C on so L Ida! * I 

Edison Co of New York, Inc i4pp 21184 0J5 84X 

Fiche 30-000, 83/10/31,8310310403 


8311100397 Advises that Core Performance Branch review of FfiAR.flilUe^ 
4 2 re fuel sys design need not he delayed W/exceptlon of 
eight 1 Ines, Section 4 2 is word-f oT-uord duplicate dP 
previously reviewed 0yroi>/Dra i dwood F3AR section 
NOUAK. T M Assistant Director for Licensing 03/11/01 
RUBEN9TE1N. L S Assistant Director for Core & Plant 0y*ta«s it 
2U34 029 24X Fiche 50-546, 83/ U /Ol, 031 1 10D397 


—8310200135 Advisee that Reactor Fuels Section will not be able to 
provide draft 6ER input Dy target date. as BNWL just 
beginning fuel reviews for plants Schedule for deferred OL 
dellverobles encl 

RUDEN8TEIN.L 8 Assistant Director for Core Sc Plant Byitinl 
83/10/07 NDVAKi T M Assistant Director for Licensing. 7pp 
21134 026 24X Fiche 50-546.83/11/01.8311100397 


0311140426 Forwards NUREO-1014 re mod to Westlnghouse steam gtnfratori 
D4/D3/E Mod acceptable pending p lant-spoc 1 f ic verification 
b documentation of safety analyses Modified generators cen 
be operated at lOOX of capacity (f/u end 
NDVAKiT H Assistant Director for Licensing 63/11/01 
8HIELD0. 6 W Public Service Co of Indiana. Inc 2pp 21L92 3f6 
24X Fiche 50-546.83/11/01.8311140426 


8311020051 Oenerlt Ltr 83-35 to all licensees of operating rtaetovi. 
applicants for OLs & holders of CPs re clar if ication of TME 
Action Plan Item II K 3 31 Submittal of bounding 
demonstration will satisfy requirements Sve list end 
EI8ENHUT, D 0 Division of Licensing 83/11/02 Consd idalid 
Edison Co of New York. Inc l6pp 21184 001 24X 

Fiche 5O-0O0.S3/ll/oa.S3HO20051 


8311100192 Forwards, for review. utH response to Generic Ltr 02-33 r* 
Reg Guide I 97 planned iniprovemsnt rept on Instrumentat Ion 
for light-water-cooled power plants to assess plant environs 
following accident 

SHIELDS, S W Public Service Co of Indiana. Inc 83/11/07 
EISENKUT. 0 0 Division of Licensing 36pp 21137 242 24X 

Fiche 50-546.03/11/07, 031 i 100192 


0311290259 Forwards "Marble Hill Control of Heavy Loads Info." In 
response to NRC 601822 requests for addl Info on control 
of heavy loads b Generic Ltr 01-07 W/24 ovesiie drawings 
SHIELDS, S W Public Service Co of Indiana. Inc 03/11/23 
EISENHUT. D G Division of Licensing 2pp 81303 007 24X 

Fiche 50-546.8^/11/23.831129025? 


—0311290260 "Marble Nil) Control of Heavy Loads Info *' W/24 overt! «• 
drawings Aperture cards are available in POR 
e public Service Co of Indiana. Inc 83/11/30 6]pp 
21303 009 24X Fiche 50-546. 83/ 1 1 /23i 031 1 270259 


C Utility Environmental Report (ER). amends b correspond tn-c i 


8311010381 Application for Amend 29 to application for OL. consi Itlti9 
of Suppl 3 to environ rept - OL stage Affidavit encl 
SHIELDS. 8 W Public Service Co of Indiana. Inc SHIELDS. 6 H 
Wabash Valley power Association. Inc 83/10/28 DENTON. M R D^flfS 
of Nuclear Reactor Regulation. Director 5pp 20973 336. 24X 

Fiche 50-546.83/10/28.0311010301 


—B31 1010396 Suppl 3 to environ rept - OL stage 

« Public Service Co nf Indiana. Inc 83/10/31 i03pp 
20973 341 24X Fiche 30-546.03/10/20.8311010331 


F Security, medical, emergency U fire protection plans 


B311O70102 Responds to FDIA request for documents re emerflcncy 
operation facilities (EOF) being located between 10 b 20 
miles From nuclear plant b records approving or denying 
location of EOF at distance greater than 20 miles 

FELTON. J M Division of Rules and Records 83/08/10 O'NEILL. JH 
Shaw. Pittman. Potts tc Trowbridge 3pp 210S5 260 24X 

Fiche 50-000,03/06/18.8311070102 


—8306200304 Advises of utiJ plan* to construct primary emergency 
operations facility (EOF) i mile from plant & backup EOF >2 
miles from plant. per NUREG-0737, Suppl 1. In response to 
B30104 memo 

PAGANO. F 0 Emergency Preparedness Branch 03/03/30 
YOUNGBLOOD. D J Licensing Branch 1 2pp 21085 308 24X 

Fiche 50-000.83/08/10.8311070102 
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0310300362 Generic Ltr S3-33 to all licensees fc applicants of nuclear 
pauer reactors ro NRC positions on certain rcotiir ement s of 
App R to IOCFR30 Svc list end 

ETBENHUr^D G Division of Licensing 03/10/19 Con sol i dated 

Edison Co Df Neu York. Inc 2lpp 21114 329 24}{ 

FI Che SO'OOO. 03/10/ 19. 0310200362 


0311210377 Forwards lE Insp Repts 30-546/03-10 tc S0-54V/B3-1G on 
031Q11-14 No noncomp 1 lancc noted 

WNOP, B C Region 3, Office of Director 03/11/03 SHIELDS, S U 

Public Service cn of Indiana. Inc 2pp 21236 2»3 a4X 

Fiche 50-546.03/11/03.0311210377 


’-’0311210304 IE Insp Repts 50-S46/03-1B 6 30-347/03-10 on 831011-14 No 
noncoetp 1 la nc e noted Major areas inspected reportable Items. 

IE bulletins. IE c 1 rcular s. al legations, p 1 pe wMp restraint 
prograr?! 8, fire protsction program 

PEUKE.P R , KONKLIN. J E Region 3. Office of Director 03/11/01 

7pp 21236 233 34X F 1 c h e 50-546, 03/ 1 1 /03 , 03 1 1 21037 7 


0 Ad ludi'Cator V car respandence 


Q31 1030231 Corrects ref an Page 10, Line 2. of 031021 joint auppl to 
Sassafras Audubon Soc tt Valleg Watch petitions for 
Intervention in OL hearing Certificate of Svc end 
Wight, W e Sassafras Audubon Sociotg ZELLER, T Affiliation 
Unknouti 03/10/20 SMITH,! W. LINENBERGER, O , PARIS, O H Atomic 
Safetij and Licensing Board Panel 2pp 21033 039 24X 

Ficho S0-<S46, 83/10/28, 031 1030231 


BJI 1150244 notion for estension until 031130 to reepond to Indiana 
Sassafras Audubon Soc U Valley Watch, Inc amended petition* 
to intervene b Save the Valley contentions Certificate of 
Svc ens 1 

VDIOT, H H Fublii: Gervice Co of Indiana, Inc VOIGT* H H LeBoeur, 
Lamb, Leiby MacRoe 83/11/10 Atomic Safety and Licensing Board 
Panel 4pp 21168 045 24X Fiche 50-546,03/11/10,0311130244 


0311170304 Motion for extension to B3U30 to respond to amended 
petitions to Intervene C, to complete technical analysis of 
numeroos contentions Motion granted by A8U0 on 831114 
VDIOT, H H Public Service Co of Indiana, Inc VOIGT,H H Wabash 
Valley Power Association. Inc VOIOT. K H LeBoeuf. Lamb, Leiby 
HacRae 83/11/10 Atomic Safety and Licensing Board Panel 2pp 
21212 2SO 24X Fiche 50-546,03/11/10,0311170304 


0311160128 Forwards updated svc list, per 831101 request 

hORAN, D M Atomic Safety and Licensing Board Panel 83/11/14 

MQODy, H K Sassafras Audubon Society 2pj 2il94 028 24X 

Fiche 50-546.83/11/14,8311160120 


8311160131 Foruiard* addl copies of Sassafras Audubon/Valley Watch 
831022 jplnt suppl Svc list requested W/o end 
MQflDViM K Sassafras Audubon Society B3/li/0S MORAN*D M 
Atomic Safety and Licensing Board Panel ip 21194 030 24X 

Fiche 50-546,83/11/14,0311160120 


--6311110)52 IE Inso Repts 50-546/03"l7 & 50-547/03-17 un 030901-30 No 
noncomp ) lance noted Major areas inspected ttactor vessel L 
steam generator Ins ta 1 Lat i on. ves 5t>l internals L seismic 
Category I & concrete work 

SCHAPKER J F , KQNKLIM, J E Region 3, Office of Director 

83/10/20 6pp 21145 IBO 24X Fiche 50-546,83/10/25,6311110151 


B300300799 IE Bulletin 83-07,Suppl I* "Apparently Fraudulent Products 
bold By Ray Millei, inc " Svc list enc 1 

DEYGUNO.R C Director's Office. Qffice of Inspection and 

Enforcement 03/10/26 Consolidated Edison Co of New Vork. Inc 

I79pp 2J070 J70 24/ Fiche 50-000, 03/ 10/26. 3300300799 


8308310034 IE Info Notice B3-71, "Defect in Load-Bearing Welds on 
Lifting Devices for Vessel Head C> Internals “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedneis & Engineering 
Response (Post 030103) 63/)0/S7 Consolidated Edison Co of New 

Vork, Inc 115pp 21037 357 24X Fiche 30 - 000 , 03/10/27, 0308310034 


0308310040 IE Info Notice 03-72, "Environ Qualification Testing 
tiparicnce Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/10/20 Consolidated Edison Co of Neu 

York. Int I3lpp 2)155 024 24X Fiche 50-000, 63/10/20, B30S3I004Q 


6300310057 IE Info Notice 83-73, "Radiation Exposure Frum Gloves 
Contaminated W/U Daughter Products Svc list end 

PARTLOWi j Q Division of OA. Safeguard* & Inspection Programi. (Post 
830103) 83/10/31 Consolidated Edison Co of New York, tnc 

ll6pp 21154 240 24X Fiche 50-000,03/10/31,0308310057 


0300310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfunctions 
< Ifndarvol tage Trip Devices on GE Type AW-2-23 Breakers) 
j>vc list enc I 

JORDAN, E L Division of Etiergency Preparedness & Engineering 
Response (Post 030103) 83/11/02 Consolidated Edlaon Co of New 

York, Int llSpp 21514 024 24X Fiche 50-000,83/11/02,0300310076 


9308310075 (E Info Notice 83-75, "Improper Control Ro(l Manlp ula-tion " 
Svc list end 

jaRDAN,E L Dlvieion of Emergency Preparedness & Enginaerlng 
Response CPost 030103) 03/11/03 Consolidated Edison Co of New 

York, Inc 114pp 21513 253 24X Fiche 30-000,83/11/03,8300310075 


0311910377 Forwards IE [nsp Repts 50-546/03-18 & 50-547/B3-IB on 
B3l0n-t4 No nancomp ) lanc e noted 

KNOP,R C Region 3, Office of Director 03/11/03 0H1HLD3, S W 

Public Service Co of Indiana. Inc 2pp 21236 253 34X 

Fiche 50-546.03/11/03,0311210377 


—8311210304 IE tnsp Repts 5O-546/0a--ia £« 50-547/33-18 an 031011-14 Ho 
noncampllanco noted Major areas inspected reportable items, 

IE bulletins, IE c ircu lars, a 1 legat ions, p i pe whip reitralnt 
program & fire protection program 

PELKE.P R . KONKlIN. J E Regio*’ 3. Office of Director B3/ll/0t 
7pp 21236255 24X Fiche 50-546.83/11/03,8311210377 


O Inspection reports, IE Bulletins & correspondence 


8311020260 For^jards IE Insp Repts 50-546/03-16 & SO-547/03-16 on 
830919-22 No none omp I lanc e noted 

•^ITTLE, H 8 Region 3, Office of Director 93/10/20 SHIELDa, 6 W 

Public Service Co of Indiana, Inc 2pp 21011 090 24K 

Fiche 50-546,03/10/20.8311020263 


0311020265 IE Insp Repts 50-546/83-16 h 50- 547 / 83-16 on 830919-22 No 
noncomp liance noted Major areas inspected installation of 
cable trays h hangers tc associated procedures 6 fabrication 
shop activities 6 matl storage areas 

LOVE, R B . OAUTAH, A , WILLIAMS, C C Region 3, Office of Director 
83/10/20 6pp 21011 092 24X Fiche 50-546.03/10/20,0311020263 


0308300797 IE Info Notice 03-69, "Improperly Installed Fire Dampers 
at Nuclear Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response fPost 8301031 83/10/21 Consolidated Edison Co of New 

York, Inc 137pp 21114 351 24X Fiche 50-000.03/10/21,0300300797 


0308310030 IE Info Notice 03-70, "Vibration Induced Valve Failures *• 
Svc list end 

JORDAN, e L Division of Emergency Preparedness 6 Engineering 
Response (Rest 83010-31 03/10/25 Consolidated Edison Co of New 

Yor)!, Inc. Ii7pp 91057 219 24X Fiche 50-000,83/10/25,8300310030 


0311110151 Forward* lE Insp Repts 50-546/83-17 6 
030901-30 No none amp ii iance noted 


50-347/83-17 on 


KNOP,R C Region □, Office of Director 
Public Service Co of Indiana, Inc 2pp 
Fiche 50-546,83/10/23,0311110151 


83/10/25 9HIE1-DS.S W 
JZ1145 170 24X 


8311010-015 IE Info Notice 03-77, "AlT/Oas Entrainment Events Resulting 
in ©ys Failures " Svc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response IPost 030103) 83/ii/14 Consolidated Edison Co of New 

VoTk, Inc ll4pp 24X Fiche 50-000.03/11/14,8311010013 


8311220346 Responds to IE Dtilletin 03-06, "Nanconforming Metis ©upplled 
by Tube-Line Corp " Requests submittal extension until 
840331 to respond to permit adequate review 6 evaluation of 
vendor info 

SHIELDS, s H Public Service Co of Indiana. Inc 83/11/14 

KEPFLER. J O Region 3. Office of Director 2pp 21261 357 24X 

Fiche 50-546.83/11/14.0311220346 


03110100(8 IC Info Notice 03-78, "Apparent Improper Mod of Gompanent 
Affecting Plant Safety ” Svc list end 

JORDAN, E L Dxvioion of Cmera«»icy Preparedness & Engineering 
Response (Post 830103) 83/11/17 Consolidated Edison Co of New 

York, Inc ll7pp 21603 001 24X Ficho 30-000, 03/1 l / 1 7, 03 U OtOO 1 « 


8 Reportable occurrences, LERs & related correspondence 


B311D4010Q PNO-Il 1-Q3- 107 on 831028, announcement made that const 
level reduced due to financial uncertainties Current 
workforce of approx 8.000 workers will be substantially 
f educed 

KONKLIN.J , KNDP.fl Region 3, Office of Director 03/10/20. Ip 
21051 040 24X Fiche 50-546,83/10/28,0311040100 
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a3ll07036B Firat deficiencg rept re tfesign changes to structural steel 
fabrication drautnas tor erection insp of structural 
steel Initiflllg reported on 020622 Draulngs reviewed 
changes made to bring structural steel into conformance 
SHIELDS. S H Public Service Co of Indiana. Inc 03/10/20 

KEPPLBR.g 0 Region 3 Office of Director 2pp 2J060 21^ 24X 

Fiche 50-546,03/10/20.0311070368 


0311100192 Forwards* for review, util response to Generic Ltr 02^33 re 
Reg Guide t 97 planned Itnprovement rept on 1 ns trumeotat 1 on 
for Ught-water-cooled power plants to assess plant environs 
following accident 

shields* S U Public Service Co qf Indiana, Inc 83/11/07 
EIQENHUT. D 0 Division of Licensing 36pp 21 137 842 24X 

Fitho 30‘*346* 83/1 1/07* 0311100192 


0311070075 Interim deficlencg rept re safety-related ductwork already 
Installed u/o engineering evaluation necessary to meet 
design criteria for seismic event Initially reported on 
831003 AE performing evaluation Neit rept by 040309 
shields, S W Public Service Co of Indiana. Jnc 00/10/31 

KEPPLER.J G Region 3* Office of Director 2pp 21060 266 24X 

Fiche 50-546 03/10/31.0311070075 


8311070472 Followup to Part 21 rept re potential failure of 
Wtfitingbouse Type S6-1 relays (lE info Notice 83-63) Addl 
potential problems discussed in end ltr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21 
DUVALI-.D D Drown Boverl Corp (subs of 0rown Doveri ft Co . Ltd ) 
03/11/03 DEYDUNO. R c Director’s Office* Office Of Inspection and 
Enforcement iSpP 21067 347 24X Fiche 50-000, 03/11 /03* 

831 10/0472 


0311170137 interim deficiency rept re lack of QA involvement in 
fabrication of HVAC ductwork not serving safety-related 
function impairment due to failure of nonsafety-related 
equipment Neit rept eipected by B40401 

SHIELDS'S H Public Service Co of Indiana. Inc 83/11/03 

KEPPLER.J c Region 3. Office of Director 2pp 2i2l6 193 24X 

Fiche 50-346.83/11/03.0311170137 


8311S10306 interim deficiency rept re inadequate ImpUmentat ion of OA 
program for electrical contractor. Commonweal th-Lord Joint 
Venture initially reported otv B302U Only one orlgicvel audit 
finding remains open Next rept expected by 040120 
SHIELDS* S li Public Service Co of Indiana* inc 83/11/10 

KEPPLER.3 G Region 3, Office of Director 2pp 81234 103 24X 

Fiche 50-546, 83/11/10* 0311210306 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION. UNIT 2 


A App lication/construc tion stage documents & correspondence 


0311010361 Application for Amend 29 to application for QL* consisting 
of Suppl 3 to environ rept - OL Stage Affidavit end 
shields. S N Public Service Co of Indiana, Inc 83/10/28 
DENTON* H R Office of Nuclear Reactor Regulation* Director 5pp 
20973 336 24X Fiche 50-546,83/10/20.0311010301 


0310310403 Generic Ltr 03-30 to all licensees of operating power 
reactor t k appucaots for OL re NUfiEO-0965, "NflC Inventory 
of Dams " Forwards NUREG-0965 ”NRC Inventory of Dams" for 
Info only N/o encl Svc list end 

EISENHUT.D Q Division of Licensing 03/10/31 Consolidated 
Edison Co of New York* Inc I4pp 21184 015 24X 

Fiche 50-000,03/10/31,0310310403 


©311290239 Porwardft "Warble Hill Control of Heavy Loads Info* ** kn 
response to NRC 001222 requests for addl info on control 
of hsavy loads L Generic Ltr 01-07 (4/24 oveslre drawings 
SHIELDS*S U public Service Co of Indiana* Inc DD/ll/22 
EISENHUT.D G Division of Licensing 2pp 21303 007 24X 

Fiche 30-346*03/11/23,0311290239 


— 0311290260 "Marble Hill control of Heavy Loads Info " W/24 overslie 
drawings Aperture cards are available in PDR 
« Public Service Co of Indiana* Inc 03/11/30 6ipp 
S1303 G09 24X Fiche 50-346,03/11/23.0311290259 


C Utility Environmental Report (ER)* amends It correspondence 


0311010301 Application for Amend 29 to application for OL* consisting 
of Suppl 3 to environ rapt - OL stage Affidavit end 
BHIELDS*S U Public Service Co of Indiana. Inc BHIEUD9.B Vt 
Uabasb Valley Power Association. Inc 83/10/28 OENTON.H A Office 
of Nuclear Reactor Regulation* Director 5pp 20973 336 24X 

Fiche 30-546*03/10/20*8311010301 


— 0311010306 Suppl 3 to environ rept - OL stage 

« Public Service Co of Indiana* Inc 03/10/31 I03pp 
20973 341 24X Fiche 50-546*03/10/20*0311010301 


F Security* medlcbl* emergency 8. fire protection plans 


0311070102 Respond* to FOIA request for documents re emergency 
operation facilities (EOF) being located between 10 6 20 
miles from nuclear plant it records approving or denying 
location of EOF at distance greater than 20 miles 

FELTON* J M Division of Ruled and Records 03/08/10 O'hElLL, J H 
Shau. Pittman* Potts 6 Trowbridge 3pp 21085 260 24X 

Fiche 50-000.03/08/18*0311070102 


—8306200304 Advises of util plans to construct primary emergency 
operations facility (EOF) 1 mile from plant 6 backup EOF 12 
miles from plant* per NURE0-0737< Suppl 1* in rssponte to 
030104 memo 

PAOANO, F 0 Emergency Preparedness Drancb Q3/03/30 
YOUNGDLOao*D Licensing Branch 1 2pp 21003 3 O 8 84X 

Fiche 30-000.03/00/18*8311070102 


0310200362 Generic Ltr 03-33 to all licensees tc applicants of nuclear 
power reactors re NRC positions on certain requirements of 
App R to 10CFR30 Svc list encl 

EISENHUT.D 0 Division of Licensing 03/10/19 Consol ItJatad 
Edison Co of New York* Inc 21pp 21114 329 24X 

Fiche 50-000*03/10/19*0310200362 


0311100397 Advises that Core Performance Branch review of F6AR* Section 
4 2 re fuel sys design need not be delayed U/exception of 
eight 1 inei* Section 4 2 is uord-for-word duplicate of 
previously reviewed Byron/Oraidwood rSAR section 
HOVAKiT tl Assistant Director for Licensing 03/11/01 
RUBEN3TEIM.L s Assistant Director for Core 6 Plant Systems ip 
21154 025 24X Fiche 50-546,03/11/01,0311100397 


0311910377 Forwards IE Insp Repts 50-546/03-18 it 50-547/83-10 on 
031011-14 No noncomp 1 lance noted 

KNQP.R C Region 3* Office of Director 83/11/03 SHIELDBrS H 

Public Service Co of Indiana, Inc 2pp 21236 253 24X 

Fiche 50-546.03/11/03*0311210377 


—0311210304 IE Insp Repts 50-546/03-18 «, 50-547/03-18 on 831011-14 No 
noncompliance noted Major areas inspected reportable Itemu 
IE bulletins* IE c ircuiars* al legations, p Ipe whip restraint 
program A fire protection program 

PELKE, P R Region 3* Office of Director Ba/ll/Oi 7pp 
21236 255 24X Flch* 50-546*03/11/03.0311210377 


-0310200135 Advises that Reactor Fuels Section will not be able to 
provide draft SER input by target date, as 0NWL just 
beginning fuel reviews for plants Schedule for deferred OL 
deJJverabJes rrcj 

RUgENsTEIN*L S Assistant Director for Core 6 PUnt Systems 
” Assistant Director for Mcetislng 2pp 
911^4 026 24X Fiche 50-546*83/11/01*0311100397 


0 Adjudicatory correspondence 


*« ,.n8r.lor, 

I;4/D5/E Mod acceptable pending p lant-spec if ic verification 
& documentation of Safety analysis Modified generators can 
be operated at lOO/, of capacity W/o end 

^ Assistant Director for Licensing B3/I1/0I 
SHIELDS. S H Public Service Co of Indiana. Inc 
24X Fiche 50-546*03/11/01.0311140426 


2pp 21102 346 


0311030231 Corrects ref on Page lO.Llne 2* of 031021 joint suppl to 
Bassafras Audubon Sac k Valley Natch petitions for 
intervention in ou hearing Certificate of Svc and 
WIOMT.M E Sassafras Audubon Society ZELLER. T Affiliation 
Unknown 03/10/28 SMITH. I W# LINgNBERGER* O. * PARIS. 0 H Atomic 
Safety and Licensing Ooard Panel 2pp S1035 039 84X 

Fiche 50-346. 03/10/28. 031 1 030231 


licensees of operating reactu 

applicants for OLs 6 holders of CPs re clarification of TMl 
Action Plan Item H K 3 31 Sub/jiittaj of bounding 

satisfy requlremints Bvc Hat end 
EISENHUT.D G Dlvi sioq of I i^anslng 03/11/02 Confolldate 
Edison Co Of New York, Inc I6pp 21104 001 24X 

Fiche 50-000,83/11/02. B3JJ 020051 


0311130244 Notion fur extension until 031130 to respond to Indiana 
Sassafras Audubon Soc it Valley Watch, Inc amended petitions 
to Intervene tc Gave the Valley contentions Certificate of 
Svc end 

VOIGT, H H Public Service Co of Indiana* Inc VOIGT* H H LeBocuf* 
Lamb. Lelby t< MacRae 03/11/10 Atomic Safety and Ulceniing aDird 
Panel 4pp 21160 043 24X Fiche 30-546* 03/1 i/lo. 0311150244 
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BJj liation Tot extension to 831130 to -rBspond to amended 

pt-tltion* to Intorvone tt to complete technical analtjsis of 
numerous contentions Motion granted A8L0 on 831114 
VQJOTjH H Public Service Co of Indiafta> Inc VQIOT* H H tfab^sh 
Vallrv Pouer A&aoclation. Inc VQIOT.H H LeQoeuf. Lembi Leibg & 
MaePae BS/ll/lO Atomic Safety and Licensing Doard Panel Spp 

21212 250 24X Fiche 30-346< B3/1 1 / 10. B31 1 170304 


83111*0128 Forwards updated evc list. per 831101 request 

HORAWp D M Atomic Safety and Licensing Hoard Panel 03/11/14 

MOODViM K Sflspafras Audubon Society 2pp 21194 028 a4X 

Fiche 50-546.63/11/14.0311160128 


-*'0311160131 Foruards addl copies of Sassafras Audubon/Val ley Watch 
631022 joint auppl Sve list requested W/o encl 
MOOOy. t1 K Sassafras Audubon Society 83/11/01 KonAM. D M 
Atocnlc Safety and Licensing Hoard Panel Ip 21194 030 S4X 
Ficfie 90-546, 0J/U/14. 8311160120 


0 Intpection reports. IE Qulletlns t< correspondence 


S311OS0263 Forwards IC Insp Repts 30-546/03-16 & 50-347/83-16 oi> 
830719-22 No none amp 1 lane e noted 

iLITTLEtH 8 Region 3. Office of Director 03/10/30 SHIELDS* B w 
Public Service Co of Indiana* Inc 2pp 21011 090 34X 

Piche 50-546.93/10/20.0311020263 


--8311020265 IE Insp Repts 50-546/83-16 St 50-547/83-16 on 830919-22 No 
noncamp lianc B noted Major areas inspected installation of 
cable trays tt hangers 6 associated procedures & fabrication 
shop activities It matl storage areas 

LOVE. R S . OAWfAM.A , WILLIAMS. C C Region 3* Office of OlrectoT 
83/10/20 6pp 21011 092 24X Fiche 50-346*83/10/20*6311020263 


8309300797 IE Info Notice 03-69* “ Improper 1 y Installed Fire Danpers 
at Hud ear Power Plants " Sve list end 

JORDAN. E L Dlvloian of Emergency Preparedness It Engineering 
Response fPost 8301031 03/10/21 Consolidated Edison Co of New 

York. Inc laVpp 2ili4 351 S4X Fiche 50-000*03/10/21*630830079' 


8308310030 IE Info Notice 03-70. "Vibration Induced Valve Failures '■ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 630103) 83/10/25 Consolidated Edison Co of New 

York* Int lt7pf 21057 219 24X Fiche 50-000.83/10/25.6309310030 


aaillbOlSl Forwards IE Insp Repts 50-546/03-17 U 50-547/03-17 on 
G3Q701-30 No none omp 1 1 anc e noted 

KNOPiR C Region 3. Office of Director 83/10/25 SHIELDS. 8 W 

Public QeTviCB Co of Indiana. Inc 2pp 21145 17B 24X 

Fiche 50-546* 93/10/25* 031 1 110151 


—8311110152 IE Insp Repts 50-546/03-17 & 50-547/B3-17 on 830901-30 No 
noncomp I lance noted Major areas Inspected reactor vessel l< 
steein generator Install ati on. vessel internals h seismic 
Category 1 i* concrete work 

SCHAPkER.J F * KONKLIN. J E Region 3* Office of Director 

S3/10/20 6pp 21145 100 24X Riche 50-546.83/10/25.0311110151 


63DB300799 !E Oulletin 03-07. Suppl 1* "Apparently Fraudulent Products 
Bold By Ray Miller* Inc " Sve list end 

DEYOUNO.R c Director's Office* Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of New York. Inc 

179pp 21070 170 24X Fiche 50-000.03/10/26,8308300799 


8311090371 Forwards IF Insp Rept 50-547/83-19 on 830910-21 No 
noncomp 1 1 ance noted 

LITTLE* W S Region 3, Office of Director 83/10/26 SHI ELDS* 8 M 
Public Gervlce Co of Indiana. Inc 2pp 21103 101 24X 

Fiche 50-547,83/10/26.8311090371 


'0311090375 IE Insp Rept 50-547/83-19 on 030915-21 No noncompliance 
noted Major areas inspected procedures* work activities & 
record review for reactor pressure vessel 

CILIHDERQ. n L * DANIELSON, D H Region 3, Office of Director 
83/10/25 3pp 21103 103 24X Fiche 50-547,03/10/26,8311090371 


8300310034 lE Info Notice 03-7i, "Defect in Load-Dearlng Welds on 
Lifting Deviceo for Vessel Head 6 internals " Sve list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response IPost B30103) 83/10/27 Consolidated Edison Co of Na.,. 

York, Inc lISpp 21057 357 24X Fiche 50-000,03/10/27,8309310034 


B30B3I0048 IE Info Notice 03-72, "Environ Dual 1 f icaClon Testing 
Erperience " 9vc list end 

JORDAN, E L Division af Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/10/20 Consolidated Edison Co of N 0 >, 

York, tnc 13tpp 21155 024 24X Fiche 50-000,83/10/26.8308310048 


9308310057 IE Inf -0 Notice 03-73, *Ra-d ration Exposure Fro-m Gloves 
Contaminated W/U Daughter Products ‘ Sve list end 

PARTLDW, J ff Division of Oa. Safeguards Inspection Frograms (Pos* 
830103) 03/10/31 Consolidated Edison Co of hJeu York. Inc 

li6pp 2U54 24S 24 X Fiche 50-000. 83/ 10/31, 83003 10D57 


9308310076 IE In + 0 Notice 03-76i '‘Reactor Trip Breaker Ma 1 f u n c t i dtis 
ikindervo 1 taga Irip Devices on GE Type AK-2-25 Dreakersf " 

Sve list end 

J3RDAN,E L Divis-ion of Emergency Preparedness 6 Eng 1 naer i rtg 
Response (Post 830103) 83/11/02 Consolidated Edison Co of New 

York, Inc IlSpp 21514 024 ?4X Fiche 50-000* 03/J 1 /02* a3O03lOO7ti 


QJ083100/5 IE Info Notice 03-75< 'Improper Control Rod Manipulation '• 
bvc list end 

JORDAN.-F L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/11/03 Consolidated Edison Co of Nsu 

York* Inc U4pp 21513 353 24X Fiche 50-000,83/11/03* 9300310075 


9311210377 Forwards IF Insp Repts 50-546/83-19 6 50-547/03-19 on 
SSlOll-ld No noncomp ) 1 ante noted 

KNOP. R C Region 3. Office of Director 03/11/03 SHIELDS. B W 

Public Service Cb of Indiana. Inc 2pp 21236 253 24X 

Fiche 50-546. 03/11/03, 831 JPlOS?? 


—0311210304 It Insp Repts 50-546/83-18 t* 5O-547/03-)0 on 831011-14 Nr 
noncomp Hance noted Major areas inspected reportable items* 

IE. bir 1 1 et ins, lE c ircul ars. a.1 lega 1 1 ons. p i pe whip restraint 
program I, fire protection program 

FELRE, P R . FONKLIN. J E Region 3* Office of Director S3/11/01 

7pp 31236 255 24X Fiche 50-546*03/11/03*9311210377 


9311010015 IE Info Notice 03-77, "Air/Oas Cnfcrainment Events Resulting- 
In Sys Fdllure .9 " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/il/l4 Consolidated Edison Co of Ne'*, 

York. Inc ll4pp 24X Fiche 50-000*03/11/14*931101001 5 


9311220346 Responds to IE Bulletin 03-06, "Nonconforming Matls Supplied 
by rube-Llne Corp ■" Requests svbmitta) extension until 
840331 to respond to permit adequate review t< evaluation of 
vendor info 

SHIELDS, & W Public Service Co of Indiana, Inc 93/11/14 

HEPPLtR, J C Region 3. Office of Director 2p p 21261 357 EdX 

Fiche 50-546.03/11/14.6311220346 


83)1010018 IE Info Notice 83-70* ‘^'Apparent Impro-per Hod of Component 
Affecting Plant 9afety ’* Sve List end 

JORDAN* E L Division o<f Emergency Preparedness It Engineering 
Response (Post 930103) 63/lW)7 Consolidated Edison Co of New 

York. Inc )l7pp 21603 001 S4X Flc he 50-000, 03/1 l/l 7* 83 1 1010019 


9 Reportable occurrences. LFRs 8* related correspondence 


0311040100 PNO-1 1 1-03-107 on 631026. announcemen t made that const 
level reduced due to financial uncertainties Current 
workforce of approx 8*000 workers will be substantially 
reduced 

KDNKLIN. J * KNOP,R Region 3* Office of Dlroctor 83/10/28 ip 
21051 040 24X Fiche 50-546.03/10/29,6311040100 


8311070366 Final deficiency rept re design changes to structural steel 
fabrication drawings for orectlon 6 insp of structural 
steel Initially rrpoi ted on 020622 Drawings reviewed fc 
changes made to bring structural steel into conformance 
SHIELDS* 8 H Public Service Co of Indiana* Inr 83/10/28 

KEPPLTR/J 0 Region 3, Office of Director Spp 21063 219 24X 

F i c ho 50-546. 03/ 1O/P0. 831 1 070368 


8311070075 Interim deficiency rept re safety-related ductwork already 
installed w/o engineering evaluation necessary to meet 
design criteria For seismic event Initially reported on 
831003 AE performing evaluation Next rept by 84D309 
SHIELDS, 5 W Public Service Co of Indiana, Inc 63/10/31 

KEPPLFR.JO Region 3* Office of Director 2pp 2106 0 2 6 6 24X 

Fiche 50-546,63/10/31,031)070075 


0311070472 Followup to Part 31 rept ve potential failure of 
Hestinghouse Type 8A-L relays (IE Info Notice 83-63) AddI 
potential problems discussed in end 1 tr re tantalum 
capacitor leaking electrolyte Net reportable per Part 21 
DUYALL, D D Drawn Doverl Carp (subs of Brown Ooverd 6 Co . Ltd ) 
B3/L1/83 DEYQUNOtR C Directer''3 Q-ffice. Office of Inspection and 
Enforcement I5pp 21067347 24X Fiche 50-000.63/11/03. 

B3 110/0472 


8311170137 Interim deficiency rept re lack of OA involvement in 
fabrication of HVAC ductwork not serving safety-related 
function Impairment due to failure of nonsaf ety-relat'&d 
Dq.utpment Next mpt expected by 8404-01 

SHIELDS. S M Public Service Co of Indiana, Inc 83/11/03 

KEPPLER*J G Region 3. QfFIco of Director Spp 215*16 193 Z4X 

riche 50-546,93/11/03*8311170137 
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B3ii3l0G0fr (nteriAt deficiency rppt re inadequate imp leraentat i an of OA 
program far electrical contrac tori Coi^moniaea I th^Lord Joint 
Venture Initially reported on B30Si 1 Only one original audit 
findinfl remain's open Ne»t rept mpected bq ddOJSO 
SHIELDSES U Public Service Co of Indiana. Inc 83/11/10 

HEPPLFR. J G Region 3, OPfice o.P Director 2pp 21234 103 S4J( 

FichB 50-546,83/11/10. 631 IS103(«> 


DOCKET BTN-SO-333 PHIPPB BEND NUCi*EAR STATION. UNIT 1 


A App 1 Icat lon/can^trtfc tion stage documents & correspondence 


0300310072 Board NotlPicatlon B3-001A provides Info re Bolstnlc rlslc to 
BWR plants OWR atsalute core melt pmbab 1 1 1 tq U risk results 
developed in limited BNL studq not meaningful 

EISENHUT.I) C Division of Licensing 83/10/26 PALLADINO. N J 
Commifisinners 12pp 21103242 24XFlche 90-000.93/10/26. 
8^08310072 


O Ad ju-d 1 catorg correspondence 


0311230137 Requests confirmation of facility canc e Itatl-on & Statement 
of current status REsponse due bq 031202 

SKUEKAKERrC J Atomic Safety and Licensing Appeal Panel 03/11/22 

BUROER. J F Tennessee Valley Authority ip 21260 339 24X 

Fiche 50-953,83/11/22,9311230137 


DOCKET STN-90-554 PHIPPS BEND hWCLEAR STATION, UNIT 2 


A App 1 icat ion/construction stage documents & correspondence 


8300310072 Board Notification 03'001A provides Info re seismic rlalt to 
DUR plants BUR ebsolute core melt probability 1« risk results 
developed in limited BNL study not meaningful 

EIBENHUT. D 0 Division of Licensing 93/10/96 PALLADINO. N J 
Commissioners t2pp 21103 242 24K Fiche 90-000.93/10/26. 

0306310072 


0 Adjudicatory correspondence 


0311230137 Requests c onf Irmat i on of facility cancellation ti statement 
of current status Response due by 931202 

SHPENAKER. C J Atomic Eafetq and Licensing Appeal Panel, 83/11/22 
BURGER. J F Tennessee Valley Authority Ip 21268 339 34X 

Fiche 50-593,83/11/22.931 1230137 


DOCKET STN-30-536 BLACK FOX STATION, VHIT 1 


F Security, medical, emergency L fire pT;otectlon plans 


631C20036S Oeneric Ltr 03-33 to alt llcentaes 6 applicants of nuclear 
pouer reactors re NRC positions on certain requirements of 
App R to iOCFnSD Sve list end 

EISENHUT. D Q Division of Licensing 83/10/19 Consolidated 
Edison Co of N«u York. Inc 2lpp 21114 3i9 24X 

Fiche 50-000.03/10/19,8310200362 


9 Inspection reports. IE Bulletins L corretpontf once 


6300300797 IE Info Notice 63-69. ^Mffiproperlq Installed Fire Dampers 
at Nuclear PoinDr Plants " 5vc list end 

JORPAN, E L Division of Emergency Preparedness L Engineering 
Response fPost 830103) 03/10/21 Consolidated Edison Co of New 

York. Inc 137pp 21114 391 24X Fiche 50-000,93/10/21.8308300797 


630S310030 !E Info Notice 63-70, "Vibration Induced Valve Failures *' 
Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Fost 830103) 83/10/25 Consolidated Edison Co of Nsu 

York. iTic 117pp 21-057 219 24X Fiche 50-000. 93/10/25, 03003 10030 


B3O03OO799 16 Qullstin B3-Q7jSuppl I, “Apparan tly Fraudulent Products 
Bold Dy Rag Miller. Inc '■ Sve list end 

DEYdUNG.R C Director's Off ice. Office of Inspection and 

Enforcement 63/10/26 Consolidated Edison Co of Nomi York, Inc 

179pp 21070 170 24X Fiche 50-000.63/10/26,8300300799 


8308310034 IE Info Notice 63-71. "Defect In Load-Bearing Melds on 
Lifting Devices for Vessel Head 6 Internals " 0vc list end 
JORDAN, E L Division of Emergency Preparedness $( Engineering 
Response (Post 830103) 63/10/27 Consolidated Edison Co of Neea 

York. Inc llSpp 21057 3S7 24X Fiche 90-000,03/10/37. 0308310034 


B30B31004B IE Info Notice 03-72, "Environ Qualification Testinj 
Esperlance " 0vc list enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/10/20 Consolidated Edison Co 
York, Inc I3lpp 21195 024 24X FI che 50-000. 83/10/20. B3C 


9300310097 IE Info Notice 83-73. "Radiation Exposure From Olovi 
Contaminated W/U Daughter Products " Sve list enc I 
PARTLOMiJ 0 Division of QA, Safeguards & Inspection Prograe 
030103) 03/10/31 Consolidated Edison Co of Ntui York, I 

ll6pp 3U94 248 24X Fiche 50-000,83/10/31,9300310057 


8300310076 IE Info Notice 03-76. "Reactor Trip Breaker Malfunct 
(Undervoltage Trip Devices on GE Type AK-2-29 Breakers) " 

9vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineer ing 
Response (Post 030103) 83 / 11/02 Consolidated Edison Co 

York. Inc 115pp 21514 024 24X Fiche 50-000, B3/1 1/02. 930 


DOCKET STN-90-557 BLACK FOX aTATlON, UNIT 2 


F Security, medical, emergency & fire protection plans 


0310200362 Ooneric Ltr 93-33 to all licensees 6 applicants of n 
power reactors ra NRC positions on certain requirements of 
App R to 10CFR50 Sve list end 

EE8ENHUT,D O Division of Licensing 03/10/19 Consollda 
Edison Co of Neiu York, Inc 21pp 21114 32? 24X 

Fiche 50-000,83/10/19,0310200362 


Inspection reports, IE Bulletins t correspondence 


8309300797 IE Info Notice 03-69, "Improperly Installed Fire Daai| 
at Nuclear Power Plants " 9vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 93/10/21 Consolidated Edison Co 

York, loc 137PP 21114 351 24X Fiche 50-000. 03/10/21 , &30£ 


8300310030 IE Info Notice 93-70, "Vibration Induced Valve Fa ilut 
9vc List end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103} 03/10/25 Consolidated Edison Co 

York, Inc U7pp 21057 219 24X Fiche 50-000, 03/10/29, 930E 


0300300799 IE Bulletin 83-07, Suppl 1, "Apparently Fraudulent Pre 
Sold Dy Ray Miller. Inc " Sve lUt end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 83/10/26 Consolidated Edison Co of Nau York 

I79pp 21070 170 24X Fiche 50-000, 03/10/26, 03Oa3O<}799, 


0308310034 IE Info Notice 03-71. "Defect In Load-Bearing Neldi c 
Lifting Devices for Vessel Head 6 Internals " Sve list ere 1 
JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/10/27 Consolidated Edieon Co 

York. Inc llSpp 21057 357 24X Fiche 50-000,03/10/27,0300 


8308310040 IE Info Notice 63-72, "Environ Qualification Testing 
Experience " 8vc list unci 

JORDAN.E L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 03/10/20 Consolidated Edison Co 

York, Inc loipp 21155 024 24X Fiche 50 - 000 , 03/10/88. 930E 


0300310057 IE InfP Notice 03-73, "Radiation Exposure From Olovei 
Contaminated w/U Daughter Products " 8vc list encl 
PARTLOW.J 0 Division of QA, Safeguards L inspection programs 
890103) 03/10/31 Consolidated Edison Co of New York. Ir 

tl6pp. Si 154 240 24X Fiche 50-000,03/10/31,8303310057. 


8303310076 IE Info Notice 03-76, "Reactor Trip Breaker Malfuncti 
(Und ervoltage Trip Devices on GE Type AK-2-25 Breakers) " 

Sve list end 

JORDAN, E L Division of Emergency Preparedness fc Engifteering 
Response (Post 030103). 03 / 11/02 Consolidated Edison Co 

York, Inc U5pp 21514 024 24X Fiche 50-000,93/11/02. 8301 


DOCKET BTN-50~566 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


a Reportable occurrences. LERs it related correspondence 


8311260401 Part 21 rept fcruardtng list of HVAC units supplied i 
facilities All units built In Winston-Salem. NC facility 
BROWN. J T Bahnson Co . Inc (subs of Hillptan Coal ^ Coke C< 
03/11/10 DEYOUNG, R C Director's Office, Office of Inspect! 
Enforcement 2pp 21263 357 24X Fiche 50-000, 83/1 1/lB. 631 ! 
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docket yellow creek nuclear plant, unit 2 


S Reportable occurrences. I ERs t related correspondence 


0311280401 Part 21 rept forujarding list of HVAC units supplied t<i 
facilities All units built in Winston-Salem. NC facilltij 
BROWN. J T Bahnson Co . Inc (subs of Hillman Coal f< Coke Co ) 
33/11/16 DEYOUNG. R C Director's Office. Office of Inspection an" 

Enforcement 2pp 21203 357 24X Flthe 50-000,03/11/10,0311280481 


docket STN-50-592 PALO VERDE NUCLEAR STATION. UNIT 4 


S Reportable occurrences. LERs & related correspondence 


0311280481 Part 2) rept foruardlng list of HVAC units supplied to 
facilities All units built in Winston-Salem. NC facllitg 
BROWN. J T Bahnson Co . Inc (subs of Hillman Coal V Coke Co ) 

93/11/lG DCYOUNQ. R C Director's Office- Office of Inspection and 

Enforcement 3pp 21283 357 24X Fi chc 50-000. 03/1 1 / 18- 0311280481 


docket 8TN- 50-593 PALO VERDE NUCLEAR STATION, UNIT 5 


S Reportable occurrences. LERs & related correspondence 


8311280481 Part 21 rept forwarding list of HVAC units supplied ‘to 
facilities All units built in Winston-Salem, NC facllitg 
BROHNiJ T Bahnson Co . !nc (subs of Hillman Coal & Coke Co 1 
83/11/18 DEYOUNO.R C Director’s Office. Office of Inspection and 
Enforcement 2pp 21283 357 24X Fiche 90-000.03/11/10.0311280401 


DOMESTIC LICENSiNG OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0000 BATTELLE MEMORIAL INSTITUTE, COLUMBUS. OH 


6311170199 Forwards IE Insp Rept 70-0008/ BO-OS on 830802 No 
noncompliance noted 

HIND. J A Division of Radiological b Materials Safetg Programs 
S3/11/0S UNGAR. E W Battel le Memorial Institute. Columbus 
Laboratories 2pp siSiO 246 


--8311170236 IE Insp Rept 70-0008/83-03 on 830002 No none pmp 1 ianc e noted 
Major areas inspected circumstances surrounding suspected 
uptake of thorium bg lab employee. interview u/involved 
employee b mgt personnel 6 review of facilities Ce records 
MILLER. D E , KALKMAN. J N . GHEOER, L R Region 3, Office of 
Director 03/n/O? 20pp 21213 250 


— B311170244 Provides synopsis of investigation of thorium 
contamination of staff member 

TOY. H L Battel le Memorial Institute. Columbus Laboratories 
03/09/29 HIND.J A Division of Radiological E. Materials Safety 
Programs 2pp 21213 270 


docket 70-0027 BABCOCK h WIUCOX CO . LYNCHBURG. VA 


8311140030 Foruards info requested bg EY 8hum re response to 
rec ommen d at 1 ons made during onsite groundwater study 
Permanent burial trench monuments Installed as recommended 
Regan. N a Babcock 8c Wilcox Co 83/10/17 6KUM. E Y Uranium Foal 
Licensing Branch 3pp 211^2 353 


6311100377 Forwards response to comments re 830927 application for 
amend to license License page changes listed 

REGAN. N A Babcock U Wilcox Co 03/10/20 PAGE, R Q Uranium Fuel 
Licensing Branch lOpp 21151 346 


8311070391 Forwards IE Safeguards Insp Rept 70-0027/03-20 on 830906-0'? 
No none omp 1 lance noted 

9T0HRi O P Division of Emergency Preparedness b Materials Safety 
03/10/25 ECKERT, J P Babcock it Wilcox Ca 2pp 21066 310 


—8311070406 IE Safeguards Insp Rept 70-0027/83-20 on 830906-09 No 
noncompliance noted Major areas inspected MC-052O6a 
measurements it statistical controls (drum scrap/uiaste NDA 
sysl Details withheld (ref 10CFR2 790) 

CLAYj E L r MCALPINE.E U Division of Emergency Preparedness & 
Materials Safety 83/10/20 Ip 31066 320 


8311070280 Forwards IE Safeguards Insp Rept 70-0027/03-33 oh 031004-0*^ 
Nd noncompliance noted 

BTDHRi-J P Division of Emergency Preparedness 6 Materials Safety 
83/10/28 ECKERT. J P Babcock U Wilcox Co 2pp 210*3 001 


— B3110702B1 IE Safeguards Insp Rept 70-0027/83-23 on 031004-07 No 
noncompliance noted Major areas inspected action on previous 
insp findings fc statistical controls ro BNM l( accountability 
measurements Details withheld (ref lOCFRD 790) 

JONES, DW Hegion 2, Office of Directar MCALPINE.E J Division 
of Lmergency Preparedness it Materials Safety 03/10/26 ip 
21002 003 


8311140513 Informs that License ENM-42 amended to authorl *e fabrication 
of research reactor fuel starting ui/hlgh enriched U SEP 
rut 1 

PAGE, R C Uranium Fuel Licensing Branch 83/11/09 rEOAN, N A 
Babcocli * Wilcox Co ip 211*7 252 

— B31 1140521 OlscufiBBs B8.W 030927 U 1020 amend applications to author lie 
fabrication of research reactor fuel starting u/high 
enriched U Recommends amend be issued 

KETJLAOH.N Uranium Fuel Licensing Branch 83/11/09 Uranium 

Fuel Licensing Drarich 4pp 211*7 253 


DOCKET 70-0135 BABCOCK L WILCOX CO . APOLLD, PA 


8311110105 Application for amend to License SNM-145. perml tti ng storage 
of packaged low specific activity waste in outside storage 
area of Apollo site L deleting author i lati ore to store U 
hexafluoride iiithin outside storage area 

AUSTIN, H. A Oaheock I, wilcciji Co 83/09/16 PAGE. R 0 Uranium Fuel 
Licensing Branch 3pp 21159 318 


— B31111O10Q Informs that add) funds needed in payment of Category ID 
Pecs for review of 830916 application for amend of License 
SNM-149 Amend permits storage of packaged low specific 
activity waste in outside storage area of Apollo site 
MEIBS.D License Fee Management Branch 83/10/07 AUSTIN, M A 
Babcock 6 Wilcox Co 2pp 21159 321 


831 1290019 Forwards revs to demonstr stlons off License SNM-145 from 
Oct 1982. Inc I ud Ing revs to Section II of 1 icense. Apol lo Site 
health 6 safety, industria 1 safety instructions it emergency 
procedure manuals M/o emergency procedures 

AUSTIN, t1 A Babcock & Wilcox Co 83/ I -0/31 PAGE. R 0 Uranium Fuel 
Licensing Branch 130pp 21309 310 


0311110286 Advises of items of Interest from B31101 meetina U/BLU to 
discuss poteatial further use of facilities after U fuel 
fabrication equipment removed 

PAGE, 71 0 Uranium Fuel Licensing Branch 83/11/03 dAVIGjJ 0 
Office of Nuclear Material Safety it 6a ff-guards. D1 rector Ip 
21155 359 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. JNC . ERWIN* TN 


8310140275 Forwards Rev 56 to fundamental nuclear mat! control plan.ptr 
10CFR70 32 Changes are upgrading mods i* do not decrease 
effectiveness of plan Changes should be withheld 
(ref JOCFRS 790) 

HENSLEYiK D Nuclear Fuel Services, InC (subs of Ootty Oil Co ) 
03/09/13 MCAIPINE. E J NRC - No Detailed Affiliation Given Ip 
20794 105 


0311010323 Forwards IF Safeguards Insp Rept 70-0143/03-37 on 830815-18 
No (noncompliance noted 

STOHft, J P Division of emBrgen.cy Pi eporedness b Materials Safety 
03/09/20 GUINN, F K Nuclear Fuel Services. Inc (suba of Getty 
DU Co ) 2pp 20979 303 


— 0311010324 IE Safes uards Iilsp 70-0143/83-37 on 030015-10 N4 

noncocnpl lance noted Major areas inspected review of 
security organUation. security program audi t. record s 6 repts 
& testing L maint Details withheld (r«f 10CFR73 sn 
TO[IIN*W J Region 2, Office of Director MCGUIRE. D 8 Division 
of Emergency Preparedness 6 Materials Safoti^ 83/09/20 Ip 
B0979 305 


0311110303 "Ropt on Airborne Radioactivity Concentrations Rileased 
From Plant Stacks for Sept 1903 *' W/B31012 Itr 

OUINN.F K Nuclear Fuel Services, Inc (subs of Getty 01 1 Co > 
03/09/30 O'REILLY. J P Region 2, Office of Director 3pp 
21159 099 


9311020400 PNO -1 1-83-083 inventory difference resulting from 830026 
physical Inventory reported Gain within regulatory 
requirements, but exceeded calculated limit of error 
Investigation Initiated by licensee 

DAlEa.J g . MCALPINE.E J Region 2. Office of Director 63/iO/lB 
Ip P10L4 007 
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03L1OJO3OO ^clr receipt oF BGIOIS Itr Incoming NRC of steps taken to 
corrert violation noted tn IE Insp Repts 70-^014 7 
Response meets requirements of lOC^RS 201 

8 TOHR 4 J P &ivlaion of Emergency Preparedness 4r Materials Safety 
as/lOyff? GlUNfJiF L Wuclear Fuel Servicesp Ine <subs of Oetty 
□tl Co ) Ip 20970 341 


--931 lOlOSQA Responds to NRC B30920 Itr re violation noted in IE Insp 
Repts 7O-OM3/03-37 Corrective action withheld 

GUIN^iF K Nuclear fuel Bervlcesp Inc (suDs of Oc t tg Oil Co ) 
63/10/18 STQHR,J P Division of Emersency Preparedness U 
Materials Safety Ip 20^70 342 


8311020433 Approves Rev to fundamental nuclear matl control planp 
per 10CFR70 32 (cl 

8T0HR«J F Division of Emergency Preparedness & Materials Safety 
03/10/31 OUlNff^F K Nuclear Fuel Services^ Inc Csubs of Getty 
Dll Co 1 Ip 21014 30 a 


8311180312 Ack receipt of 831018 Itr informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
70-0143/e3-*36 

STOHR# J P Division of Emergoncij Preparedness & Materials Safety 
03/11/04 (SUINN^FK Nuclear Fuel Services, Inc (subs of Oetty 
Dll Co 1 Ip 21228 393 


— B31U80S14 Responds to NRC 830921 Itr re violation noted in lE 
Safeguards Insp Rept 70-01 43/83''3& CArrectlve actions 
ulthheld (ref 1DCFR2 790) 

CUIMN^F K Nuclear Fuel Servicas, Inc (subs of Oetty Oil Co ) 
83/10/18 STDHR, J P Divislor of Emergency Preparedness b 
Materials Safety 3pp 21228 3S4 


8311100024 Foruards IE Safeguards Insp Rep t 70-0l43/a3-42i on 831011-14 
No noncompliance noted 

8T0HR*vl P Division, of Emergency Preparednees «e Materials Safety 
83/11/08 OUINN^F K Nuclear Fuel Services, Inc isubs of Oetty 
81] Co I 2pp 21229 001 


—8311100029 JE Safeguards Insp Rept 70-0143/03-42 on 831011-14 No 
nencompl iancB noted Major areas Inspected Manual Chapter 
692'0&9 measurement control b statistics Details withheld 
Cref 10CFR2 790} 

BADAD05. J 11 Regien 2> Office of Director MCALPINE.E J 
Division of Emergency Preparedness U Materials Safety 93/11/06 
Ip 21229 083 


8311140520 Advisee that License SNM-124 amendedi per 830029' 
application Amend deletes Condition 67 re upgraded 
ventilation sys All action re deletion of Condition 61 
stopped per 031026 tel con 

FADE, R 0 Uranium Fuel Licensing Branch 83/11/0-9 iDEKERjR 
Nuclear Fuel Services, Inc (subs of (;etty Oil Co ) Ip 
21166 35? 


-9311140530 Safety evaluation supporting 830829 applJeation to amend 
License 5NM-J24 re deletion of Condition 67 concerning 
upgraded ventilation sys No further action required re 
Condition 61 

eaONO.A L « CROlfiN T Draniuft Fuel Licensing Branch 83/11/09 

2pp 21166 360 


DOCKET 70-0267 NEW YORK, STATE UNJV OF, BUFFALO, NY 


8311180251 IE Insp Findings 6 Licensee Act dtd 831104 of License 
8NM-273 Insp findings no violations observed 
NlCDLasifJ F Region 1, Office of Director 93/11/04 Ip 
21228 326 


DOCKET 70-0364 BABCOCK i WILCOX CO . APOLLO. PA 


8311070542 Forwards IE Safeguards Insp Rept 70-0364/03-07 on 830912-16 
No none ompT lance nnted 

MARTIN,! T Division of Engineering t. Technical Programs 92/10/2! 

CDLENAN, W L Babcock L Mil cox Co 2pp 21064 023 


'-031 1070546 IE Safeguards Insp Rept 70-0364/83-07 on 830912-16 No 
non compl lance noted Major arses Inspected holdup 
measurements d^^ring decommissioning 

DELLA RATTA, A , WOLTNER.E . ZIBULSKY.H Region 1. Of fit* of 
Director 83/10/21 2pp 21064 025 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC ^ UNCASVILLE, CT 


0311020400 Forwards lE Safeguards Insp Rept 70-037 1 /B3-09 nn 
030029-0902 Na ndn c ampl ia nc e noted 

KARTIN.T T Division of Engineering L Technical Pragraffis 83/lD/ia 
AMVi O 0 United Nuclear Carp 2pp 21014 324 


— 8311020413 IE Safeguards Insp Rept 70-0371/83-09 on B30B29'OW>3 Ni 
noncompl lance noted Major areas inspected Internal control k 
physical Inventory verification 

DELLA RATTA.A , WOLTNER.E , GODY, A T Region 1, Office ef 
Director 03/10/17 3pp 21014 326 


8311090300 Notification pf Significant Licensee Meeting 03-93 cn Blll'9 
in King of Prussia, PA to discuss rrcent vl o 1 a 1 1 oni, U c e ns ■ I 
responses 6 other outstanding issues 

RDTHpJ Region 1, Office of Director 03/10/24 Region I, Qffl'* 
of Director 2pp 21142 359 


8311090300 Forwards IE Insp Rept 70-0371/03-00 on 030002-05 
Violations 8( deviations identified to be discussed at 
Enforcement conference scheduled for 031100 

STAROSTECKIi R DlvJslgn of Project 6 Resident Programs 03/10/26 
AMY, 0 O United Nuclear Corp 3pp 21105 153 


—8311090295 IE Insp Rept 70-0371/83-08 on 030002-05 No none oapl i * c f 
noted Major areas Inspected organl zatlon, fac 1 1 ity change* !■ 
mods, internal review & aud It, nuc 1 ear criticality safety I 
review of operations 

ROTH, J , ELBA8SER;,T C Region 1, CffUe of Director 03/10/19 
9pp 21105 150 


8311280236 Respond* to 830023 Itr re Rev 1 to fundamental 'nv(lt*r mill 
control plan Rev acceptable per 10CFR70 32{c> 

MARTIN, T T Division of Engineering 6 Technical Prograffiii 03/11/1^ 
AHYi G □ United Nuclear Cprp Ip 21201 121 


DOCKET 70-0572 MONSANTO RESEARCH CORP , DAYTON, OH 


8311150322 Ack receipt of 031101 Itr Informing NRC of slept tatta to 
correct vlnlations noted in IE insp of License BNM-567 
SRENrAMSKI. D U Region 3, Office of Director 03/11/09, 

JANZQM, E F Monsanto Research Corp Ip 2117B 100 


— 8311150325 Responds to NRC 031007 Itr re violations noted In IE imif 
License BNM-567 Corrective actions all glove boxes for 
handling unencapsulated radioactive mails contain hand-type 
Halon fire extinguishers w/nonleekiny valves 

JANZDM, E F Monsanto Research Corp 03/11/01 BRCNl AMl.HI, D -J 
Region 3, Dffice of Director 4pp 21178 101 


DOCKET 70-0607 UNION CARBIDE CORP , TUXEDO, NY 


BSlllltias? Forwards Annual Financial Rept 1982 6 application to r*n*y 
LLcsitse ENM-639 

MCGOVERN, JJ* Union Carbide Corp 03/10/14 ROUSE, L C Ad/antiJ 
Fuel It Spent Fuel Licensing Dranch 2pp 21157 170 


—031 11 10250 Annuel Financial Rept 1902 

ANDERSON, W M , F LAMM, A Union Carbide Corp 03/10/14 lOfp 
31157 100 


—8311110259 Application for renewal of License SNM-639 
* Union carbide Corp 03/10/14 t59pp 21157 224 


DOCKET 70-0690 WESTINOH0U8E ELECTRIC CPRP . PITTSBURGH. PA 


0311110300 Forwards addl Info to suppl 831013 application for a>^*ri 
to License SNM-770 covering shipping procedures It nuclear 
criticality safety 

NARDI.A J Mestlnghouse Electric Corp 03/10/17 PAGE. B 0 
Uranium Fuel Licensing Branch 4pp 21159 132 


8311280544 Informs of Issuance of amend to License eNM-??!)# mod Ify Ir ( 
Note □ re Condition 0 0 1 . adding Conditions 6F,7Fr0F & 10 
con’Cerning storage of matl 

PAGE, R 0 Uranium Fuel Licensing Branch 03/11/17 NAlTDtiA J 
Mestinghause Electric Carp 2pp 21307 001 


— 9311280545 Safety evaluation supporting amend to License GHH-?!"? 
KETZLAGHiN 1 CROM, W T Uranium Fuel Licensing Branch 03/11/17 
4pp 21307 003 


DOCKET 70-0734 OA TECHNOLOGIES, INC . BAN DIE(30, CA 


8311010126 Forwards lE Insp Rept 70-0734/03-11 on 030032-26 No 
noncomp llance noted 

MENSLAWSKliF A Region 5, Office of Director 83/10/17 
PARKER, J W OA Technologies, Inc /General Atomic Co 2pp 
20977 344 
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-^9311010142 l£ Insp Kept 70-0734/83-11 or» 830022-26 No none omp 1 lanc s 
nati&d Major areas XTispccted Part 2J ac t i v i ti organi la t lon< 
facility changes ^ (nod &< me int/ emergency p lanningi radla t i on 
prote c b i on< radtia B te mg t If operations revieufS 

□ROCK.Q L ZURftPDUSK] i P R , THOMAS, ft 9 Region 5, Office of 
Oirector 83/10/ 17 I3pp 20977 346 


03U0102S7 Forwards proprietary IE Safegoai rfs Insp Rept 70-0734/B3- 13 
on 830918-23 Kept withheld (ref 10CFR2 790) 

NOflDERHAUO, L ft Region S, Office of Director 83/10/26 
PARKER. J M QA Trt hno 1 pg i b s , Inc /General Atomic Co 2p p 
20993 031 


8311.010449 Issues Amenil 1 to License ENH- 1097. amend i ng Condition 10 t 
authorise use of site warehouse for storage of metal botes, 
containing radwaste which have been prepared for shipment 
SER end 

PAGE.,ft G Uranium Fuel Licensing Drench 83/10/21 VAUGHAN. C M 
Genorel Electric Cg Ip 21000 349 


—0311010431 SER supporiing issuance of Amend 1 to License 5NM-i(}97. 
authorizing use of site warehouse for storage of metal boxes 
containing raduaste which have been prepared for shipment 
DIOIMGER. G H , CROW. W T Uranium Fuel Licensing Branch ©3/10/21 
2pp 21000 330 


DOCKET 70-0824 flADCQCK & WILCOX CO . LYNCHBURG, VA 


0311070334 FoTuiards IE Insp Rept 70-0824/83-06 on 03O9l4-ld» No 
none amp 1 1 an c e noted 

STDHR. J P Division of Ernergency Preparedness & Materials Safety 
83/10/12 ENGELDER.T C Dabcock 6 Wllco* Co Ip 21063 103 


— 8311070357 lE Insp Rept 70-0824/83-06 on 630914-16 No noncontp I lane e 
noted Major areas inspected organl ration. 10CFR21 
l(np Jernentation. fae i J ity mod. safety commi ttees, nutlear 
criticality safety & training 

CORYELLrC P . DATES.J W Region 2, Office of Director 
MCALPINE.E J Division of E(nergency Preparedness It Materials 
Safety 83/10/11 4pp 31063 106 


83110103S7 Ack receipt of 030919 transmittal of Rev 4 to Lynchburg 
Research Ctr.Dldg C security plan Changes acceptable for 
inc lusi on in plan 

STOHR. J P Division of Emergency Preparedness t* Materials Bafaty 
83/10/26 ENOELDER.T C Babcock & Wilcox Co ip 20979 307 


DOCKET 70-0923 KERR-MC0E6 NUCLEAR COftP , OKLAHOMA CITY. OK 


3311230193 Forwards IE Insp Repts 70-0923/83-03 b 70-1193/03-04 on 
831012—14 2( notice of violation 

PAPERIELLDjC J Region □. Office of Director 03/11/07 
BHELUEY.W J Kerr-McGee Nuclear Corp 2pp 2J234 297 


—0311220196 Notice of violation from insp on 831012-14 

PAPERIELLQ. C J Region 3, Office of Director B3/U/07 Ip 
21254 299 


631101D264 Ack receipt of 830907 transmittal of rev to physical 
security plan Changes consistent w/provisi ons of 
10CFn70 32-<e) L accepted for inclusion into plan 

STOUR, J P Division of Emergency Prepared-ness b Materials Safety 
©3/10/26 LONG.J A General Electric Co Ip 20992 334 


UnCKET 70-1143 MESTINGHOUSE ELECTRIC CORP . PITTSBURGH, PA 


□311210224 Forwards lE Insp Rept 70-1143/83-03 on 930912-16 No 
nancomp 1 lanc P noted 

BTARDSTECKIp R Dlviaton of Project L Resident Programs 93/11/04 
TACODIiW M West Ji>ghou 5 « Electric Corp 2pp 21235 045 


— B31121D227 IE Inap Rept 70-1143/83-03 pn 830912-16 No n one omp I i an c e 
noted Major areas inspected conf 1 rrnatory survey of 
decommissioned U axide fuels d-eve 1 opntent Lab 

ROTH. J Region I, Office of Director ELSASBEIT. T C Division o« 
Project & Resident Programs 83/11/02 6pp 21235 047 


B31 1280289 Forwards IE Safeguards Insp Rept 70-1 1 43/Q3-04 on 030926-30 
No none ompl 1 ance noted 

MARTIN. T T Division of Engineering S< Technical Programs 03/11/0-=' 
JACDSI.W h Westinghnuse Electric Corp 2pp 21200 060 


—©311200295 IE Safeguards Insp Rept 70-1143/03-04 on 030926-30 No 
noncompl lane 0 noted Major areas inspected holdup 
measurements for decomml ss 1 anl ng 

ZIOULSKVWi , WaLTNFRfE , DELLA RATTA. A Region 1. Office of 
Director 03/11/09 3pp 3L2B0 062 


DOCKET 70-1144 OHMART CORP . CINCINNATI, OH 


— 8311220209 IE Insp Repts 70-0925/03-03 b 70-1193/03-04 on 031012-14 
None Qmp 1 lance noted procedures covering QA for radioactive 
matl shipments not available 

HUEIER, L d . RlDOWAY, K R , OREQER, L R Region 3, Office of 
Directur 03/11/07 llpp 21294 300 


D31 1000148 Further response to FQIA request for document re Ohmart 
Corp radiation sp i 1 1 s* acc Idents & worker contaminations 
Documents 9.6.8 << IS partially uJithheld & 2. 1 1 It 12 
completely withheld (ref Exemptions 6 & 4. respective 1 y > 

FELTON. J M Division of Rules and Records 83/08/23 CARPENTER,! 
Cincinnati Alliance for Responsible Energy 3pp 21J14 109 


DOCKET 70-1100 CDMOUaTIDN ENOINEERINO, INC , WINDSOR, CT 


8311210323 Forwards 5ER supporting Amend 1 to License SNM-1067. 
authorijlng requested organizational changes 

PAOE.R 0 Uranium Fuel Licensing Branch 03/11/09 LlCHTENQEROER 
Combustion Engineering. Inc ip 21262 357 


— 8311210529 Safety evaluation reviewing 030916 application 031005 
supp 1 to application to amend License SNM-1067 Amend waul-d 
authorize organizational changes re personnel 
responsibilities t> min quel if ications Issuances recommended 
KETZLACHi N Uranium Fuel Licensing Branch 03/11/09 2pp 
S1262 3S8 


DOCKET 70-1113 GENERAL ELECTRIC CO ♦ WlLMlNOTON, NC 


-- B3110S02S6 Forwards Div of Compliance Form AEC-'392 dtd 690626 of 
Licenses GL-IOl. OiL-127 & 8N'M-109l b Insp Finding I, Licensee 
Ack dtd 690626 of License 34-00639-01 

OniER.D H Atomic Energy Commission 69/07/24 KELLY, G A 
Uhmort Corp Ip 21114 239 


—0311080298 Insp Findings L Licensee Ack dtd 690626 of Licenses OL-lOi 
0L-'127 l< 6NM-l09i Insp findings no none omp 1 i ance noted 
FINN, J A Atomic Energy Ca-mmisslon 69/06/26 I4pp 21114 241 


—0311080330 IE Insp Repts 70-1144/81-01,30-03634/01-01 & 30-03635/81-01 
on 810121-22 |( 20 Noncompliance noted no records of 
Victoreen Model 440 survey checks or calihr available 
DLCWlNSKt.W . eftENlAWBKI. D J Region 3, Chicago. Office of the 
Director 81/02/18 2|pp 21114 282 


8311090408 Application for amend to License aNM-1097 to construct U 
recovery lagoon sludge project 6 to permit use of facilities 
It associated equipment 

VAUGHAN, C M General Electric Co 83/09/22 CROW, M T Office of 
Nuclear Material Safety b Safeguards, Director 8pp 21125 347 


DOCKET 70-1151 WEST I NOHOUSE ELECTRIC CORP , PITTSBURGH. PA 


8310250314 Ack receipt of 830706 1 tr foTwardlng IE Insp Rept 
70-1151/83-15 Dfi 830801-05 

SANDERS.C F Westlnghouse Electric Corp 03/09/27 D'ftEILLY, JF 
Region 2, Office of Director Ip 20398 019 


8311070229 Forwards IE Safeguards Insp Rept 70-1113/83-26 on 830919-23 
No noncompliance noted 

8T0HRr J P Division of Emergency Preparedness I, Materials ©afety 
83/10/18 LONGiJ A General Electric Co 2pp 21070 093 


—8311070230 IE Safeguards Insp Rept 70-1113/83-26 on 830919-23 No 
noncDihp 1 i ance noted Major arees inspected MC 052063 
measurements l< statistical controls Details withheld 
(ref 10CFR2 790) 

CLAY. E L Region 2. Office of Director MCALPINE,E J Division 
of Emergency Preparedness & Materials Safety 03/10/10 Ip 
21070 097 


8311110370 Application for amend to License SMM-H07 changing 
Pundamenta 1 nuclear mat) control plan Enel withheld 
(ref 10CFR2 790) 

NARDI.A J Nostlnghouse Electric Corp 03/10/10 BROWN. W 0 Fuel 
Facility Safeguards Licensing Branch Ip 21157 360 


B31 11 10372 Requests limitad eremption from regulations b fundamental 
nuclear matl control plan, per encl App A Enel uithheld 
(ref 10CFfl2 790) 

NARDI.A U West ingh Dusc Electric Corp 03/10/10 DROWN, M B Fuel 
Facility Safeguards Licensing Branch Ip 21 J 39 175 
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e31i0703B£? Ac(( receipt Of 631013 itr 
Ropt 70*-| 151 /Sl-I'? 

C F Me^tir)ghOi/9e £I Be trie 
flegtcti 2. Office oF Director Ip 


tTan^iDi t ti ng je Sefeguardi In»p 

Carp O'fleiLLYpJ P 

2 10^,3 097 


receipt of 030311.31 U IOO7 1 tr 5 luforfliing NHC of step, 
tefcpn to tcifrect viplationsi noted In IG Safogu^rds Ins& 

Rept 70-1151^03-03 vy r s map 

Effiergencu Preparedness i, Materials Safotg 
63/10/20 tfRjTfOM.RH Hei fclngHDuse Elec trie C<vrp ip 21063 23S 


0311110339 Suppls Info to 830330 license amend application CrllitalHi 
safetiii analiitis vuould be performed prior to aiiiharltlng ^ir 
of udrehouse for storage of different type of caatalheri 
N/^T-ODV, C H Ejxofl Nuclear Co j tnc (subs of E»*pn Corp } 
03/10/21 CROUi W T Uranium Fuel Utconslng Drancb Lp 3l|3V 


B3jl 14(1071 Advises of issuance of Amend 13 to License 
authnnnog USB of usrehouse for storage of fu»l asspifiln] lit 
PAGE, ri Q Uranium Fuel Licensing Branch 83/11/02 MALODlfiC U 

Exxon Nuclear Co , Inc (tubs of E>tion CPrp > ip 2t>b3 ^6*^ 


-0311070*05 prov life a second suppi to S30sll response to RRC 830722 Itr 
re violations noted in IE Safeguards insp Rept 63U/Z2 ixt 

70 Il3l/03'O8 Corrsctive actions luitKhelil (ref ] 8CFR2 790i 

^ westlngaouse Electric C^rp O ' RmUY. u P 

Region 2. Office of Director Ip 210*5 339 rrfcii.uY. J P 


-'6311140073 SER Supsorting Amend i3 to License 8Nrt-l2a7 aulhorltl'J 
storage uarehoose far fuel ossemhlies No radiological 
effluent* mill be released from warehouse 

mDlN0ER*O H Uranium Fuel Licensing Branch RB/ii/O? Jop 
211*3 064 


a:fll|4C4ir informs that n* license amend netesaaru to 
6308ot* radiological contingency plan submitted 

Ci?Ou»(i r Uranium Fuel Licensing Branch 83/11/02 
nesting bouse EjoctriC Corp lp 8ti97 143 


J PC orp Prate 
on 


NARDI,a d 


^ 0 IE Safeguard* Insp ftept 70-1151/03-20 PO 

e-30?l9-2J Afo noncnmpl lance noted 

Emerflency Preparedness & Materials Safety 
21227 ?76 WestinghousB euctric corp app 


^ SaFoguarda insp Rapt 70-1151/03-30 on 8309J9-23 Na 

noncompliance noted Major preas Inspscted licensee attiOTTon 
binding#, inventory difference t assoi. Jated^ 
limit of errnr «» records Details withheld (ref locFFis 79 a» 

D^rector^' 

s"ttj *■ 


1 nteres 


w/updefce on listed Item* ai 
631103.04,07.03 8, 09 meetings w/ 
n corp, Whittaker Mstaij^UNc Naval MetaUi 

JncP Mennerrfafii.DoE.eotO 6 |tfahO FalU netaisi 

oT/i'Jl Licensing Branch 03/H/O9 DAVIS, U 0 

StSAS 360 «■ S«„ju.r„.p,r,c«o, Spp 


0311150029 Informs that License SNu-lSO? amended to aiithorlii ys« df 
ELO facility addition fpr developmental work & fuel 
fabrication w/enrlched U SER enci 

PAGE. R 0 Uranium Fuel Licensing Branch 33/11/09 MALOB/.C u 
Exxon Nuclear Cp . Inc (subs of Exxon Carp ) Ip. 3UftIl \h'^ 


--DO J 1 1 30032 Blscgssas 330316 application for authart jatton to uii Ft; 
facility addition for development work & fuel fabricatlor 
ui/onriched u Racommends amend be approved 

OJOJNoER.g H uranium Fuel Licensing Branch Q3/II/07 Vm*’'-' 

Fuel Licensing Branch 2pp 21103 169 


0311390:108 Forwards IE Safeguards Jnsp Rept 70-1S57/03-0D on fiSUMfi-n 

No non comp 1 iance noted 

NOHDENHaUC.l R Regions. Office of Director b3/U/2^ * 

Exxon Nuclear Cn * i^c (subs of Exxon Cdrp, J 2pp 21303 Sil 


--0311290322 IE Bafeauarde Insp Rept 70-1257/83-00 ot\ 8:tl0]0.«l3 ff* 
noncQAip Uance noted Major areas Inspected physiciii 
inventory, Inventory verification it independent •efeguardi, 

Insp, Qetells withheld (ref 10CFR2 790) 

nelson, 0 Q , nOBDErHAUO.L n Region 5, Office oi Director 
83/Hf2\ lp 21303 213 


DOCKET 70-J301 FLORIDA POWER CORR . St PETERBDUft<3, Fl 


nuclear corp . Oklahoma city, ok 


70-0923/83-0 

notice of violation 

SKELLEY.U j Kerr-rtcOee Nuclear Torp 2pp 


8« 70-1193/03-04 

B3/JJ/07 
31534 297 


on 


—8311220190 Notice 
PAPERIEILO.C J 
SJP54 299 


of vialdtion from Jfisp On 831012-14 
Region 3 . Office of Director es/tj/O? 


J/* 


—aaussosos IE ln>. Ri.t, 70-0915/83-03 I, 70-1193/83-04 on 83,0,5 
Nonennj .onto „ot,i proCoJor,. cov.r,nj OA .o, r.dloactljf 
mat! shipments not ayaliahle. ramaacta y-e 

HUElER. L J I R1D0WAV, K f? i QRE0ER>L R 3 r,BAj 

Director 83/11/0/ 


83iI|4Q02a Provi4«% fifth notlfitation t* cancel Line Items 4-7 tFri ,* 
4-10 ro shipmehts of Irradiated PWR nuclear fuel from 
Morris, IL to Ti«q Rivers. HI 

« Oeneral Electric Co 03/10/12 hILUMAN.C. R Division. ol 
SSFosuards 51163 19* 


Docket 70-1359 irt corp . ban dieoo. ca 


83111403*9 Forwards application for amend to License BNM- M05» ch*'' 
company location U personnel 

DOWNS, M D IRT carp 83/10/12 RAISE, R 0 Uran 1 urn Fuel U eSftS k** T 

Branch ip 2U03 197 


-9311140372 Application for amend to License SNM-IAOS, Chang inj ( 

location 6 PersPnnel 

* iRT Corp 83/09/ai I3lpp 21183 199 


^ CO , lynchburd. UA 

’“*‘="‘^03-, » B309.a.,4 

>«4„, 

impiementafcton. ■sa f ety commi ttee*. Fad I ity changes & jl 

operations 4, nuclear cruicality safUu *' «• 

p79P4r,4A.,. 4^,,..,,., 


■ '"c , ricnlan#. wa 


MCKET 70-1377 HaNNA MININO CO . HIDBINO. MM 


8311140140 IE In,,, Findings t, Elcenl.e Ac! dtd 831102 o. Ulcnut 
22-03587-02, 22-13755-01, SNM- 1041 «. SNM-1353 Insp flrainja 
r>to viblations obsex'ved 

LYNCH* J RHQlon 3. Office of Director 03/1 J/02 Ip atl?0 Si* 


Docket 70-1426 transnuclear, inc . falls church, va 


B311100P46 Approves ©n-c 1 proposed route for transfer of sper^t fuel 4r"^' 
Dig Rpek Polnt.Ml to For tsmouth. VA Route meets r equirewiint ■ 
op 10CFR73 37 

® Material Transfer- Safeguards Licensing Drantlt 03/t<5/l3 
HANNifcTTi B A TraDsnucleari inc 30pp 21149 016 


G3t(3f3C0(j3Z Eotfmxts Amrnq is to License a .i-ik 

9, U nncnv,ru drAnnUnaUnn ficU^ig ‘ I® 

“? malqdv.c^ 

9 me cswbs Of Ejxon Corp ) lp 20044 247 


DDCHET 70-1435 LUTHER MOSP , EAU CLAIRE. Wl 


8311090405 Forwards lE Insp Findings h Licensee Acli dtd 831011-13 0# 
, ow**'^*^ 132-00, 48-02122-05 U SNK-1394 

LVNCN, J L Region 3, Office of Director 83/10/31 ORUQD-J 
Luther Hosp . Eau Claire, WI Ip 21103 189 
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— B3i 1090412 IF. Insp Findings h titensflc Ack dtd B3V011-15 tjf 
46-03122-04 40-02122-05 & sNM-1394 Insp findings dose 

c<aiibrator linearity tests from 1982 revealed errors u^p to 

i£y 

LVNCHi J L Region 3> Office of Director 03/10/19 tp 
21103 190 


— □311210234 Notice of -'lolatjt'n from insp on 83 1 102 None omp 1 1 anc e 
failure of ^nedical isotope cammittee to meet since 031201 4, 
to rr-aintain log of annoail accuracij tests 

WIEDEMAN-D 0 Region 3. Office of Director 03/11/16 Ip 
21^35 262 


DOCKET 70-1795 QEORQE WASHINGTON UNlV , WASHINGTON, DC 


0311170316 EN-BO-OSSA on 031115, order issued imposing civil penalty In 
■ motint of *2,500 Action based on failure to wear TLD finger 
badges & failure to dispose of raduiaste In designated 
coiita iner 

FLACK, E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 03/11/15 Ip 21212 221 


0311300^40 Ack receipt of 830926 Itr In response to notice of violation 
V proposed impDsition of civil penalty noted in IE Insp 
Repts 30-09049/03-01*30-19445/83-01 t* 70-1795/83-01 on 
630601-02 ?< forwards order & evaluations 6 conclusions 
DEVOUrJC.R C Director's Office, Office of inspection and 
enforcement 03/11/15 LEONARD, F George Washington Univ Medical 
Center Wash DC 4pp 21324 017 


DOCKET 70-2941 TENNESSEE VALLEY ADTHOrUTV, CHATTANOOGA. TN 


6311010236 Ack receipt of S30B?4 Itr 
storage physical security plan Rev 
in plain 

STDHR.J P Division of Emergency 
03/10/26 PmRRIS- H G Tennessee 


transmitting S30B0 I rev 
acceptable for incJosion 

Preparedness E tiaterials 
Valley Authority 2pp 


to fuel 


Safety 
20976 22' 


DOCKET 70-29SD WASHINGTON PUBLIC POWER SUPPLY SYSTEM. RjCHLAND, WA 


0311010300 Atk receipt of 831021 Itr informing NRC of steps taken to 
correct violatioOs noted in lE safeguards insp repfcs 
NORDERHAUG.L R Region 5. Office of Director 03/10/28 
CARLISLE, C S Washington Public Power Supply System Ip 
20979 225 24X FI Che 50-397,83/10/28,8311010260 


-6311300050 Order imposing civil monetary penalties in amount of *2, •'>00 
for violation re breakdown in mgt control S, oversight of 
radiation safety program 

DEVDUNO.R C Director's Office, Office of Inspection and 
Enforcement 83/11/15 Gcorgo Washington Univ Medical Center 
Wash DC lOpp 21324 021 


”'0311010284 Responds to NRC 030928 itr re violations noted In IE 
safeguards in*p repts Corrective actions Immediate cessation 
of any addl fuel rod return shipments effected No further 
nuclear matl ttansaetions performed 

MARIIN. J D Washington Public Power Supply System 83/10/21 
NORDERKAI/O. U Region 5. Office of Director 3pp 20979 226 
Fithc 50-397, 83/10/20, 0311010280 


DOCKET 70-2077 BUDURBAN GENERAL HOSP * N0RRI8T0WN, PA 


8311070575 Discusses IE Insp Repts 30-03193/03-01 tt 70-2077/03-01 on 
630B23 h forwards notice of violation 

MARTIN/ T T Division of Engineering «, Technlcol Programs 03/10/21 
ANDERSDN, R D Suburban General Heap Nor» 1 stown, PA 2pp 
21066 ISO 


— 6311070503 Notice of violation from insp on 030823 Noncomp I iantes 
noted dose calibrator linearity hot checked since 830317 
licensed mail stored in unrestricted area 

♦ Region 1, Office of Director B3/10/2i 2pp 21066 122 


DOCKET 70-2362 DROCKTON HDSP , BROCKTON, MA 


831 1260102 Discusses IC Insp Repts 70-2362/03-01 j 30-01060/03-01 & 
30-00235/83-01 on 031011 ti forwards notice of violation 
MARTINET T Division of Engineering 6 Technical Programs 03/11/10 
HENRYrW M Brockton Hosp Orockton.MA 2pp 21203 101 


— 6311200106 Notice of violation from insp on 831011 Noncomp 1 lance noted 
elution. preparation 6 injection areas not surveyed on five 
separate days since 030001 

■* Ftegian I, Office of Director 03/11/10 Ip 21803:103 


DOCKET 70-2390 8T FRANCIS HOSP , HARTFORD, CT 


9309260152 Responds to 03OS1O Ur In response to NRC 030331 Ur re IE 
Insp Rept 70-3390/83-01 License SNM-1674 should be retired 
KIKMEMAN. JD Division of Engineering tt Technical Programs 
83/09/22 MAROLT, G L St Ffancts Hosp Hartford, C7 Ip 
20 4 04 060 


— a3'0?260155 Certificate of disposition of mails no mails pracuretf under 
Llcen'Se SNM-1674 

MARDLT, G L St Francis Hosp Hartford. CT 03/05/10 iP 
204B4 061 


DOCKET 70-2993 HANNA MINING CO , KEEWATIN. MN 


0311140160 IE Insp Findings 6 Licensee Ack dtd 031102 of Licenses 
22-05587-02, 22-15759* 01, SNM- 1841 8c 8NM-1353 In»p findings 
no violations observed 

LYNCHrJ Region 3. Office of Director 05 / 11/02 Ip 21150 266 


DOCKET 70-2987 PHELPB COUNTY MEMDRIAL HOSP , ROLLA. MO 


0311210231 Discusses I£ insp of License 24-10299-01 on B3il02 6 
forwards notice of violation 

WIEDEMAN, D 0 Region 3, Office of Director 03/11/16 WEST. K C 
Phelps County Memorial Hosp Rolla/MO Ip. 21235 261 


DOCKET 70-3995 DUKE POWER CP , CHARLOTTE, NC 


B31101D444 Forwards request for addl info based on review of 
application for receipt it storage of SNM Response shoul<l b® 
submitted in form of revised pages to application License 
condlFlon for leAk testing sealed Pu sources also end 
SERIN!, D L Uranium Fuel Licensing Branch Q3/10/20 
OUELLETTE, R W Duke Power Co ^PP 2108B 354 24X 

Flche 90-413,83/10/20.8311010444 

packaging of radioactive material for transport and 

TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

COCKE I 71-0049 NAVV, DEPT OF 

8310170327 Returns OA program approvals for Revs 1 to Radioactive Matl 
Packages 0400,0269/0273 L 004? due to decommissioning of US 
Navy ships „ . 

MORRIS/ H*/ Navy. »ept of 03/09/22 Transportation Dranch 
Ip 20796 353 


DUCKET 71-0096 PAN AMERICAN WOFILD AIRWAYS, INC 


8311100319 Comments on NRC Form 311 submitted in Q30906 Hr re QA 
program approval Pan Am World Airways should be deleted 
St £068 Florida, Inc added 

FERGUSON, E B eG5<0. Inc 03/10/11 MACDONALD. C E Transportation 
Branch Ip 21193 265 


8311140479 Requests revlsad organl lation chart for OA program 
reflecting EOStO organ I *at 1 onal element* 6 mgt pos 1 1 ion*/ i n 
response to 031011 Itr L subsequent telcon 

MAC DONALD I C E Transporta tloti Branch 93/11/08 FERGUSON, E B 

BOhOt Inc Ip 21167 359 


DOCKET 71-0265 NAVV- DEPT OF 


□310170327 Returns QA program approvals for Revs I to Radioactive M-atl 
Packages 0400^ 0269# 0273 6 0049 duo tu d ec omfl5l *s I onl ng o f US 
Navy ships 

MDRlIlSiW J Novyi- Gapt of 93/09/22 Transportation Branch 

Ip £*0796 293 


DOCKET 71-0273 NAVY# DEPT OF 


0310170327 Returns DA program approvals for Revs 1 to Radioactive Matl 
Packages 0400,0269*0273 6 0047 due to decommissioning of US 
Navy ships 

M8RftI9»W J Nflvg# Dept, of 03/09/22 Tran a porta t i on Branch 

ip 20796 253 
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MCkET 71-0334, CLEVELAND X-^RaY INSPECT TON 


0311150530 FOTwardfi QA prograjn approval for RadtOflctiva hfatl Package 
i0336^R»v 1 t( Rffv 3 to Certificate □# Compliance A717 for 
Model A 717 -B. per Violation! 3 & 6 All other records 
de0-troR«d by fire 

CbflTlS, F D Cleveland Jl~Pav Inspection, inc 03 /lO/lB BROuN. 0 D 
Re;jlor» A, Office of Director Ip 2tli69 170 


DQCWET 71-0400 NAVV. DEPT OF 


B31017D3B7 Returns OA program approvals for Rfvs 1 to Radioactive Mail 
Packages 0400.0365*0273 & 0049 dUe to d ecOfUWl ssloni no o f US 
Nav!/ ships 

MORRIS, « U Navif. Dept of 03/09/33 Transportation Branch 
Ip £0796 353 


DDCl^eT 71-0506 3A0C0CK K WlUCOX CO 


0311OBO453 Foruertls Rev 4 to "OftW Nuclear Pouer Oeneration Dlv OA 
Pr&ffram for Nuclear Steam ays & Nuclear Rteami Core Product 
Lines ” 

TAVLOR, j M Ddbcocli ^ Nijcdjs Co 83/05/10 OERGBREN, S 
St^ndardi latlon it Special Projects Branch Spp Sllii 096 


■0311000450 Rev 4 to "B&H Nut I car Power Generation Dlv QA Program for 
Nwclear Steam 6 ys & Nuclear Steam Core product Lines " 

* Babcoci U W*Uo» Co BAIJ-10096A R04 03/03/31 l04pp 

SI 1 J I 090 


DOCHET 71-0507 MALLlNCKRODT. INC 


8311090003 Parwardi QA progranj for packaging used in transport of 
radioactive matl.«Per 10-CFR71 24 Spec 55 centainer w/SOWC-l 
overpack will bo used to transport Type 8 (luanttties af 
radioactive matls 

DROWN, R N KalllAckrodt, Ine 93/J0/J7 DAVIS. J © Office of 
Nuclear Material Safety & Saf es^ards. Director Cpp 21141 268 


-8311090003 DA program for packaging used in transport q# radioactive 
f>at 1 

COSTELLO. M J Mall Inc trodt. Inc 03/OB/3I 39pp 21141 270 


DCKET 71-050H DLS TESTING. INC 


311090005 Requests registration as user af Hodsii 660, 6 *o£. 6eoe, 715 . 
6 SG. 6717-fl & 6 A 

DICNLER,C R D60 Testing, Inc 63/10/17 MACDONALD, C S' 
Transportatlen Drancfi 2 pp 21121 336 


9311090007 OA proRrain for traniporta ti on/pacfcag I ng of radioactive 
moil 

» D&S Testing* Inc. 63/10/2? 9pp, 21121 33 ® 


1I290HJ forwards QA program approval for Radioactive Matl Pacleae 
0500 . Hev D 

1ACD0NALD.C E Transportation 0ranch B3/U/16 DICHLEP»C.R D&S 
resting. Ihc If 21309 203 


i3ilg90IS0 OA program approve! for Radioactive Matl Reckage OSOfl.Rfv O 
MACDONALD, C E Transportation Branch b 3/ 11/16 ip 21309 2Q4 


KET 71-4909 MODEL CE-2IPF~1, GENERAL ELECTRIC CO 


1010470 Notification of registration as user of Models OE-aiPF-i It 
-21PF-1 in response to B31OO0 request 

MCDONALD, C E Tr a nspor tat I on Branch 83/10/26 WEINTRAL/R, A. A 

iergy< Dept of Ip 21010 227 


,ET 7J-&0O5 MODEL, CWa 3-55, CHEM-WCLEAR SYaTEMS. INC 


090149 Forwards response to WtC 030722 question* re Model CN3 3»55 

Vised linr* should be Insertecl Into original document sent 

0427 

PpEi L M Chem-Nu clear Systemi. Inc 83/10/21 NACDDNALD.C E 
Snsportati on Branch 50pf 21119 126 


DOCKET 71-5939 MODEL' OE-1900. GENERAL ELECTRIC CD 


Q3t 1020168 Motif icatinn of registration as user of Modtl GE“t500 Is 
response to 630930 request 

MACDONALD. C E Transportation Branch 03/10/26 NElNTRAirBjA A 
Ensrgg* Oept of ip 21023 307 


DOCKET 71-3971 MODEL GE-200. GENERAL ELECTRIC CO 


8311220374 Notification of registration as user of Model OE-BOO In 
response to 031104 request 

MACDONALD, C E Transportation Branch 03/11/16 OLOEN, A F 
BahcacJf & Wilco* Co Ip 21272 274 


DOCKET 71-6144 MODEL fl-2. U a ECDLOOV. INC 


8311110106 Requests rag Istratlon as user of Models D -2 L CN31“2L'XC 
PARKVN. J 0 Deirgland Power Cooperotive 03/10/26 MACDONALO.C I 
Transportation Branch ip 21159 3D0 


6311140515 Notification of registration at user of Modsli S~S t< 
CNBI-21-3O0 in rssponi# to 831026 request 

riAcpONALDiC E. Transportation Branch. 03/U/O0 PARKVN. J 0 
Dairy land Power Cooperative |p 21167 250 


DOCKET 71-6346 MODEL FBV- 1 , OA TECHNOLOOJEe. INC 


0311110260 Forwards request for addl info re 030510 application fflt 
amend to Model FSV-l packaging info should be submitted Irt 
form of revised application pages Responte within 30 days 
reqtitstad 

MACDONALD, C E Trantpor teti on Branch 03/10/31 MDWRY. W R OA 
Technologies! Inc /Genera] Atomic Co, 2 pp 21159 176 


DOCKET 71-6974 MODEL HN-200. HITTMAN fAiCLEAR |< DEVELORMeNT COfiP 


0311100309 Responds to NRC 830914 request for addl infe re if fact o* 
AOfstura on lapact skirt L Insp statement for pan esse/nblg 
L6Dl/C,R vl Hlttman Nuclear L Development Corp Isubs of Mi^tmsn 
Corp. ! 03/10/10 MACDONALD. C Transportation Branch 3pp 

21L53< 867 


6311220579 Notification of registration a« user of Models KN-gOO li 
HN-lOO defies 3 ip response to 031101 request 
MACDONALD, c E Tfaneportation Branch 03/11/16 PARKYN. 0 D 
DairVlajid Power Cooperative ip 21272 2/3 


DOCKET 71-6601 MODEL CNS 0-120, CHBM-NUCLEAR BySTEMS. INC 


9311090104 Requests registration as user of Mod#! CN 8 0-120 

MURRAY, T D Toledo Edison Co 03/10/17 DAVIS, v/ 0 DfflCi of 
Nuclear Material Dafety i< Eefeguardt. Director Ip 21123 328 


8311100321 Submits response to 030729 request for addl info t* 
applicable codes 6 stds to verify weld integrity 6 
description of shield integrity test 

POPFErL k Cbeis-Nuclear Systems. Inc 83/10/18 mCDONALD. C E 
Transportation Branch 4pp 21151 35? 


0311I401D9 Notification of registration as user of Model 
response to 031102 request 

Macdonald, C, E Transportation Branch 83/11/02 MURRAY, T Toledo 
Edison Co ip 21163 lo0 


DOCKET 71-6679 MODEL 6679. U 0 ECOLOGY. INC 


8311140346 Reeponds to 630914 request for addl info re 821223 
application for renewal of Certificate of Compliance 6679 
for Model 667? packaging. W/flve overside drawings Aperture 
cards Available in PDR 

SAUER. R E U 6 Ecology, Int (formerly Nuclear Engineering. Inc I 
B3/IO/20 MACDONALD. C E Transportation Branch 4pp 811^6 352 


docket 71-6697 MODEL GE-B500. GENERAL ELECTRIC CO 


8311010476 Notification pf registration as user of Model OB-05(X) iD 
response to 830930 request 

flAClkONALD, C E Transportation Branch 83/10/25 Deal. R. 
ChefS-Nuc le«r Bystems, inc Ip 21018 244 
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DOCKET 71-6717 MODEL 6717-Q. GAMMA INDUBTRIEQ 


8311090005 Rvquestf 1 «tr At 1 on as user of Models 660, 660Ei 6eOEj 71 5p 

6S0.6717-D & SA 

OICHLERpC R DbS Tsstlngp Inc 03/10/17 MACDONALD. C E 
Transportation Qranch 2pp 21121 336 


6311290120 Notification of registration as user of Models 6717-D<690> 
660i.660£p 6fiD«6B0E.715 & SA. in response to 631017 request 
MACDONALD. C E Transportation Drench 83/11/16 DICHLERrC R D&S 
Testing. Inc Ip S1309 2B5 


DOCKET 71-6771 MODEL SN-1, METROPOLITAN EDISON CO 


8311150230 Forwards QA program approval for Radioactive Matl Pactage 
0336iRev 1 & Rev 5 to Certificate of Compliance 6717 for 
Model 6717-6. per V'lolations 5 It 6 All other records 
destrci|ed bg fire 

CURTICjF D Cleveland X-Rag Inspection. Inc B3/10/1B BRONN.GD 
Region 4. Office of Director Ip 2il6? 170 


DOCKET 71-9001 MODEL IF-300i OE^£RAL ELECTRIC CQ 


0311100382 Foruardi errata tt addenda sheet to '‘Consn 1 Idat ed 9AR 
for IF 300 Shipping Cask " 

DAMSON. 0 h General Electric Co 83/10/14 MACDGNALDrC E 
Transportation Branch ip 21131 245 


— 831110D363 Errata V addenda sheet to "Consolidated SAR for IF 300 
Shipping Cask " 

a General Electric Co NEDQ-iO0S4-2O ERR 63/10/14 4pp 
21151 246 


DOCKET 71-9006 MODEL 500-BU. AUTOMATION INDUSTRIES. INC 


9311260104 Notification of registration as user of Models 650. 660. 660E. 
6QG it 680E in response to S31027 request 

MACDONALD. C E Transportation Branch 03/11/16 REDMON. F 
National Steel Corp Ip 21307 015 


DOCKET 71-9009 MODEL FL 10-1, GENERAL ELECTRIC CO 


D3iili0375 Requests eitension until 640131 to prepare consolidated 
application for reneual of Certificate of Complianct 9009 
for Model FL 10-1 

VAUGHAN. C M Genera) Electric Co 83/10/23 MACDONALD, C E 
Transportation Branch Ip 21139 139 


DOCKET 71-9010 MODEL NLl-1/2, NL INDUSTRIES, INC 


D311I00317 Advises that shipments from Meet Valleg. NY ul II be made In 
NLt-1/2 cask 

MCKAV, J Shau, Pittman, Potts & Troubrldge 63/09/30 DAVIS, J 0 
Office of Nuclear Material Safety tt Safeguards, D1 rector Ip 
21153 258 


DOCKET 71-9032 MODEL 650, TECHNICAL OPERATIONS, INC 


B31 1070005 Requests registration as user of Models 660. 660Ei 680E. 715, 
650.6717-6 It 6A 

DICHLER.C R DtS Testing, Inc 63/10/17 MACDONALD. C E 
Transportation Branch 2pp 21121 336 


B31 1010478 Notification of registration as user of Model 650 In 
response to 631003 request 

MACDONALD, C E Transportation Branch 63/10/26 KAilACHliM H 

Navy, Dept of. Pearl Harbor Naval Shipyard Ip 21016*249 


6311C20189 Notification of registration as user of Models 650 8< 660 
In response to 830929 request 

MACDONALD, C E Transportation Branch 63/10/26 DR100ER9, 8 

LaBarge* Inc ip 21023 336 


0311260104 Notiflcatlan of registration at user of Models 650. 660, 660E, 
680 It 6B0E In response to 031027 request 

MACDONALD, C E. Transportation Branch 63/11/16 REDMON. F 
National Steel Corp Ip 21307 015 


8311290120 Notification of registration as user of Models 6717 -Bj 63D, 
660, 660£. 6ao.66DE.7l5 & 8A, in responi# to 831017 request 
MACDONALD. C E Transportation Branch 63/11/16 DICHLER.C R DfcS 
Toefcing, Inc Ip 21309 289 


DOCKET 71-9033 MODEL 660 S< 660E. TECHNICAL D PER AT IONS, INC 


8311090005 Requests registration as user of Models 660. 660Ei 660E. 71 9. 
650. 6717-0 & 8 A 

DICHLER.C R 01,8 Testing. Inc 03/10/17 MACDDNALO. C E 
Transpor taticn Branch 2pp 21121 336 


83 J 1010466 Notification df Tegistratlon as user of Model 660 in 
response to B30211 request 

MACDONALD, C E Transportat Ion Branch 03/10/26 KAHACNI.M H 

Navq, Dept of, Pearl Harbor Naval Shipyard Ip 21016 226 


8311020169 Notification of registration as user of Models 690 ft 660 
In response in 830929 request 

MACDONALD, C E Transportat Ion Branch 63/10/26 DR100ER6. 6 

taDarge, Inc Lp 21023 356 


8311260104 Notification of registration as user of Models 650.660,6606, 
680 tc 6G0E in response to 831027 request 

MACDONALD. C E Transportat Ion Branch 63/11/16 REDMON, F 
National Steel Carp lp 21307 019 


8311290120 Notification of registration as user Of Models 6717-6,650, 
660. 66DE. 600. 660E. 7 1 9 & BA. in responia to 631017 request 
MACDONALD, C E Transporta tlon Branch 63/11/16 DICHLEH.C R Dl,a 
Testing, Inc lp 21309 283 


DOCKET 71-9035 MODEL 6B0 l( 6B0E. TECHNICAL OPERATIONS. INC 


631)090009 Requests registration as user of Models 660. 660Ei 660Ei 719. 
690i6717-D a, BA 

DICHLER.C fi DhS Testing. Inc 03/10/17 MACDONALD. C E 
Transpcrtaticin Branch 2pp 21121 336 


8311200104 Notification of reglstratlnn as user of Models 690. 660. 660 E, 
680 it 660E in response to 931027 request 

MACDONALD, C E Transportation Branch 83/11/16 REDMON, F 
National Steel Carp Ip 21307 015 


6311290120 Notification of registration at user of Models 6717-9,650, 
660, 660E. 600. 6&0E. 7 1 9 & BA, in response to 831017 request 
MACDONALD. C E Transportation Branch 83/11/16 DICHLER.C R Dfc6 
Testing, Inc lp 21309 205 


DOCKET 71-9039 MODEL 719. TECHNICAL OPERATIONS, INC 


G31 1090005 Requests registration os user of Models 660, 660E. 680e. 719. 
690. 6717-Q 6 8A 

DICHLER.C R Dl,9 Testing, Inc 03/10/17 MACDONALD. C E 
Transportation Branch 2pp 21121 336 


031 1 290 120 Notification of registration as user of Models 67J7-Qr650. 
660. 660E, 600. 6B0E. 719 & 8A, in responie to 831017 request 
MACDDNAUO. C E Transportation Branch 83/11/16 DICHLER.C » DIS 
Testing. Inc lp. 21309 209 


DOCKET 71-9044 MODEL OE-1600, GENERAL ELECTRIC CO 


8311110379 Requests c encal iation of registration at user of GE-1600 
shipping cask. 

DR0N9. xf C Pobior Author itij of the Btate of New York 83/10/19 
DAVID. *J 0 Office nf Nuclear Material Safety t, Gaf eguards. Dlrecter 
lp 21157 361 


B3J1140116 Notification of registration as user of Model OE-1600 in 
response to 831019 request 

MACDONALD. C E Transportation Branch 03/11/02 GREEN, Hh O Power 
Authority of tha Stats of New York Ip 21163 216 


H311230039 Notification of registration as uier of Models CNSI 1-13C, 
GE-1600 it CNSI 1-13CII in response to 831027 raquest 
MACDONALD, C E Transportation Branch 83/11/16 GNYDER. T L 
Neutron Products, Ihc Ip 21299>004 
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DOCKET 71-9070 MODEL. N-SS< EHEROYi DEPT OF 


fiOllMOSai) R»qu»»ti r«filiiratloh ■* of «ttd»l N-HS 

SHEPHERD, J L JL Bii*ph»rd i A#*oc Itic 63/10/20 

MACDONALD, C E. Transportation Branch Ip 21164 394 


6311140113 NotllJcatlon of rcglttratlon as ussr of Modal N-99 In 
raspotist to 631020 request 

MACDONALD, C E Tranipor ta lion Branch B3/U/02 SHEPHERD, J L 
J L Shephard 1, Associatas,- tnc Ip 21163 211 


POCKET 71-9D71 MOP^U AP-lOl, ANEFCD, IMC 


6311100307 Raxpondt to NRC 830722 Itr r# amand to Modal AP-lOl 

MURPHY, J D Anffco, Inc 83/10/19 D DEOAR D EN, R> Tran spot tat ion 
Branch Ip 21153 270 


DOCKET 71-9074 MODEL AP-lOO, ANEFCD, INC 


6311110192 Application tor amend to Cartlflcata of Compliance 9074. 
subititutlng A5TM A-516 Orad# 70 normallied fine grain 
practice carbon iteel for ASTH A-36 carbon ilael as mail for 
Model AP-lOO 

MURPHY, J D Anafeo. Inc 63/10/14 DDEDARDEN, R Transportation 
Branch 4pp 21159 297 


0311010402 Forwards Rav 3 to Ctrtlflcata of Compllanca 9074 for Model 
AP-lOO 

MACDONALD, C E Tra nsporta tl on Draneh 63/10/26 MURPHY, J 0 
Anefco, Inc 2pp 21016 290 


--8311010494 Certlflcata of Compliance 9074, Rev 3, for Model AP-lOO 

HACDDKALD.C E Transportation Branch 63/10/26 Spp 21016 252 


DOCKET 71-9060 MODEL 9000, HlTTMAN NUCLEAR It DEVELOP^ENT CORP 


0311020199 Notification of registration as user of Miodel 9080 In 
response to 830916 request 

MACDONALD, C E Transportation Branch 63/10/26 PATTERBON, T L 
Omaha Public Power District Ip 21023 39B 


DOCKET 71-9001 MODEL CNB 1-I3C, CHEM-WCLEAR SYBTEMB, INC 


6311230039 Notification of TSi] 1 strati on,,j^ ULer.of Mobile CN9I 1-13C, 
DE-1600 U CNSI l-i3CII in response to 831027 request 
MACDONALD, C E Transportation Branch 83/11/16 SNYDER, T L 
Neutron Products, ln« ip 21899 004 


docket 71-9096 MODEL CNS 21-300, C HEM-NUCLEAR BYSTEMS, INC 


6311110166 RequistS registration as usar of Models B-2 (c CN6t-21-30D 
PARKYN, J D Dairy land Power Cooperative 63/10/26 MACDONALD. C E 
Transpar tatlon Branch Ip 21159 306 


8311140319 Notification of registration as osar of Models B-2 L 
CN3I -21-300 In response to 631026 request 

MACDONALD, C E Transportation Branch 63/ll/OS PARKVN, J D 
Dalryland Power Cooperative ip. 21167 250 


DdCKET 71-9 ID 9 MODEL RAD-HASTE CR 1, CHEM-NUCLEAR 8Y8TEM0I INC 


8311090193 Forwards revised drawings per 030930 reipense to NRC 930429 
questions rt Model 6-101 

PDPPE, L K Chem-Nucliar By ^ Isms, Inc 83/10/14 MACDONALD. C E 
Transportation Branch l7pf 21119 189 


DOCKET 71-9108 MODEL: CN3 6-79, CHEH-NUCLEAR SYSTEMS, INC 


9311110265 Advises of issuance of amend to Certificate of Compliance 
9108 for Model CHS 6-75, author! z log use of hei bolts 
dsBcrlbed in B3tO20 Itr Approval record end. 

MACDONALD, C E Trans p ortal Un Branch 93/10/31 PEAL, fi. 
Chem-Nirelear Systemi, Inc 4pp 21199 176 


DOCKET 71-9111 MODEL CN9 6-80-2 & CNS 6 -aO- 2 A, CHEM-NUCLEAH 0Ya. lUC 


B311010040 Forwards Rev 9 to Certificate of Compliance 9|ll for 
Models CN8 6-00-2 & CNS 6-fiO-2A 

MACDONALD,C E Transportation Branch 03/10/21 DEAL. R 
Chem-Nutlear Systems, Inc 3pp 21018 14S 


—6311010030 Certificate of Compliance 9111, Rev 9, for Models CN8 6*00-1 k 
CNB 6-aO“3A 

MACDONALD, C £ Transportation Branch 63/10/21 4pp, 21619 III 


6311110187 Requests registration as user of Model CN0 6-00 
NEAL.T P Consumers Power Co 03/10/27 MACDONALD, C , E 
Transportation Branch Ip 2tl59 306 


6311140162 Notification of registration as user of Model CNO 6-00-8 
in response to 031027 request 

MACDONALD, C E Transportation Branch 03/11/03 NEALiT. P 
Consumers Power Co Ip 21163 2B3 


DOCKET 71-9128 MODEL C-fl, OAMMA INDUBTRIEB 


6311010473 Notification of registration as user of Model C-6 In 
response to 031003 request 

MACDONALD, C E Transportation Branch 63/10/26 KAHACklltMH 
Navy, Dept of, Pearl Harbor Naval Bhipyard ip 21016.840 


DOCKET 71-9132 MODEL T-3, ENERGY, DEPT OF 


6311100066 Forwards revs to Model T-3 8AR re pritorqut values for 
containment bolts, as requested in 030819 Itr 
TEMUB,C. J Nuclear PeeJeaging, Inc 63/10/26 MACDONALD, C E 
Transportation Branch Ip 21144 339 


—6311100060 Amended pages to Model T-3 BAR re containnent cLoiuri llLli 
« Nuclear packaging, Inc 63/10/26 3pp 21144 336 


0311100394 Forwards Rev 7 to Certificate of Compliance 9132 for 
Model T-3 

MACDONALD, C E Transportation Branch 03/10/20 PETCREON-U H 
Energy, Dept of 2pp 21153 292 


—6311100357 Certificate of Compliance 9132, Rev 7, for Model T-3 Afftoil 
record end 

MACDONALD, G E Transporta t ion Branch 63/10/20 6pp akX'53 591 


DOCKET 71-9139 MODEL CENTURY 6 tt BA, CEN UNtV 9 «c 8A, OAHKA IHD 


0311090009 Requests registration as user of Models 660, A60E« 6aOE4- X 
690.6717-B & SA 

DlCliLERiC R DbS Testing, Inc 93/10/17 MACDONALD, C E 
Transportation Branch 2pp 21121 336 


0311290120 Notification of registration as user of Models 67 17-0, 

660, 660E, 680,6B0E, 715 6 8A, in response to 631017 request 
MACDONALD, C E Transportation Branch 03/11/16 DIGHLERiC.fl DU 
Testing, Inc Ip 21309 265 


DOCKET 71-9190 MODEL, PAT“2i ENERGY, DEPT OF 


0311100326 Forwards Rev 2 to Certificate of Compllence 9130 for 
Model PAT-2 ft addendum to safety evaluation 

MACDONALD, C E Transportation Branch 03/10/31 CAUDLE. R E 
Energy, Dept of Ip 21153 244 


—0311100328 Certificate of Compliance 9190, Rev 2, far Model PAT-8 

MACDONALD, C E Transportation Branch 03/10/31 4pp, 2MM 20 


— 0311100330 Addendum to safety evaluation supporting Rsv 2 to 
Certificate of Compliance 9l!X> for Model PAT-8 

MACDONALD, C E Transportation Branch 83/10/31 4pp 21153 3lt 


— 8311100333 Forwards Riv 2 to Certificate of Compliance 9100 pl-ii'i 
to issue for Model PAT-2, inc ludlng addendum to BER. 
describing technical basis for revising operational contrnSs 
used in transport of Pu by air W/o encl 

ROBERTS, T M Commissioners 83/10/13, SIMPSON, A Binat*. 
Environmsnt «i Public Works UDALL,M K House of Rep , Inkirler I 
Insular Affairs QTTINQER, R L House of Rep 2pp 81 193 293 



DOCKETED ITEMS 
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DOCKET 71 -91 SI MODEL HN-IOO. SERIES 3. HITTMAN NUCLEAR «, DEV CORP 


□3110809^4 Rfqutsts rvg 1 1 trat 1 on a« utvr of Hoilftl CN5 14'-170 Strive 
III. 

KALlVIANAKlSiN Commonuea 1 th EdUon Co 03/10/19 MACDONALD^ C E 
Tranf portat ion Branch Ip 21094 336 


8311020193 Fnrwardi R»v 4 to Cartiflcata of Complianct 9191 for 
ModBl» KN-100 Sorle* 3i CN8 14-170 SerleK III NU9 14-170 
Sarits J 

MACDONALD. C E Traniportat 1 on Branch 03/10/26 VOIT.R E. NUS 
Corp 2pp 21024 333 


— 8311020160 Ctrtiflcata of CompHanca 9l9liRav 4i for Madala NN-100 
Sarlat □.CNS 14-170 Serial III & NUS 14-170 Sariei 1 
MACDONALD. C E Traniportat 1 on Branch 03/10/26 4pp 21024 340 


8311140079 Notification of registration at mar of Nodal CN8 14-170 III 
In reiponie to 031019 request 

MACDONALD. C E Transportation Branch B3/U/02 KALIVI ANAKIfl. N 

Commonwealth Edison Co Ip 21163 067 


B3X1220579 Notification of reslstration as user of Norfels HN-2DO It 
HN-IOD Series 3 in response to 031101 request 
MACDONALD. C E Transportation Branch 03/11/16 PARKVN. J. 0 
Dalrtfland Power Cooperative Ip 21272 273 


DOCKET 71-9192 MODEL CNS 1-13C 11. CHEM-NUCLEAR SYSTEMS. INC 


8311110302 Requests registration as user of Model CN81-13C-1 1 
□LSEHrA F Babcock 6 Nllcox Co 83/10/20 MACDONALD. C. E 
Transportation Branch Ip 21199 130 


8311000948 Requests registration as user of Model GN8 1-13C II 
OLSEN. A F Babcock 6 Nil cox Co 03/10/29 MACDONALD. C E 
Transportation Branch Ip 21094 393 


8311140106 Notification of registration as user of Model CNS 1-13C-1I 
in response to 831020 request 

MACDONALD. C E Transportation Branch 03/11/02 OLSEN. A F 
Babcock & Ullcox Co Ip 21163 107 


0311230039 Notification of registration as user of Models CNSI l-13Cr 
OE-UOO t CN81 1-13C1I in response to 031027 request 
MACDONALD. C E Transportation Branch 03/11/16 SNYDER. T L 
Neutron Products. Inc Ip 21299 004 


DOCKET 71-9196 MODEL IR-90. INDUSTRIAL NUCLEAR CD 


0311010461 Forwards Rev 2 to Certificate of Compliance 9196 for 
Model rR-90 

MACDONALD. C E Transportation Branch 03/10/26 0AINE9i T M 
Industrial Nuclear Co 2pp 21010 171 


— 8311010468 Certificate of Compliance 9196. Rav 2. for Model Ift-90 

MACDONALD. C E Transportation Branch 03/10/26 Opp 21018 173 


DOCKET 71-9157 MODEL IR-100. INDUSTRIAL NUCLEAR CO. 


8311100319 Suggests administrative change re overpack used In 
conjunction u/Hodcl IR-100 exposure device 

DAINES. T M Industrial Nuclear Co 03/10/13 ODEOARDEM. R 
Transportation Branch Ip. 21193 296 


0311040167 Forwards Rev 3 to Certificate of Compliance 9197 for Model 
IR-100 

MACDONALD.C E Treniportation Branch 03/10/27 OAINEB. T M 
Industrial Nuclear Co 2pp 21060 396 


— 8311040172 Certificate of Compliance 9l97.Rev 3. for Model JR-lOO 

MACDONALD, C E Transportation Branch 83/10/27. 3pp 81060 330 


DOCKET 71-9161 MODEL- R. OULF NUCLEAR. INC 


0311160247 Forwards Rev 1 to application for Type B certification for 
Model R overpack used in transporting radiography equipment 
HOPCRAFT, C. P Oulf Nuclear. Inc 83/10/28 MACDONALD.C E 
Transportation Branch ip 21222 171 


—6311160292 Riv i to "Oulf Nuclear. Jnc. Model R " 

e Oulf Nuclear. Inc 83/10/24 37pp 21282 173 


DOCKET 71-9174 MODEL F-147. ATOMIC ENERGY OF CANADA, LTD 


6311140016 Advises that and AECL 631021 supp 1 to applUatlon for Model 
F-147 packaging L associated 8ARs &« proprietary drawings 
should he placed in PDlt 

MACDONALD.C E Transportation Brertch 83/10/27 SCOTT. 8 Documant 
Management Branch Ip 21162,300 


— 0311140018 Sup pi to application for Certificate of Compliance 9174 for 
Model F-147 packag Ing, con* Istlng of two overslx* drawings 
Aperture cards are available In PDR 

RIDOUT.E F Atomic Energy of Canada. Ltd 03/10/21 3pp 
21162 301 


8311110244 Forwards Rev O to Certificate of Compliance 9174 for Model 
F-147 6 safety evaluation 

MACDONALD.ee Treniportation Branch 03/10/20 filDDUTiEF 
Atonic Energy of Canada. Ltd Ip 21199 IID 


—8311110246 Certificate of Compliance 9174, Rev O. f or Model F-147 

MACDONALD.C E Transportation Branch 03/ 10/28 2pp 21199 111 


— 0311110247 Safety evaluation supporting Rev D to Certificate of 
Compliance 9174 for Model F-147 

MACDONALD.C E Transportation Branch 63/10/20 0pp 21199' 113 


DOCKET 71-9102 MODEL; HUSMAN IRRADIATOR. AGRICULTURE. DEPT OF 


B311110377 Requests registration as user of Hutman Irradiator 

DIETZ.O n tiofflrdix. Inc isubs of Masefield Enterprisesr Inc ) 
03/10/29 MACDONALD.C E Trans p ortat 1 on Branch Ip 21199 137 


0311020510 Forwards Rev O to Certificate of Compliance 9102 for 
Model Husman Irradiator 

MACDONALD.C E Transportation Branch 63/10/26 ifARRKTT.R D 
Energy. Dept of Ip 21C4B 216 


— 0311020919 Certificate Of Compliance 9182, Rev 0. for Model Husman 
Irrad la tor 

MACDONALD.C E. Transportation Branch 03/10/86 9p p 21040 217 


8311110374 Notifies that all revs to Drawing BK-209 Sheets 1 6 2 not 
considered proprietary 

TEMU8.C O Nuclear Packaging. Inc 03/10/26 MACDONALD.C E 
Transportation Branch ip 21197 J4l 


8311190030 Forwards documents marked ''Proprietary" for placement in 
PDR UlthliDlding of drawings not requested per 10CFR8 790 
Drawings are property of US govt 

MACDONALD.C E Transportation Branch 03/10/26 SCOTT. 0 Division 
of Technical Information t* Document Control Ip 81108 083 


— B311 190042 Forwards Sheets 1 & 2 of amended Drawing BK 409 In App 2 10 
of Husman Irradiator 6AR 

TEMU0.C J Nuclear Packaging. Inc 03/10/21 MACDONALD.C E 
Transportation Branch Opp 81108 069 


0311110399 Notification of registration as user of Model Husman 
Irradiator in response to 831028 request 

MACDONALD. C E Transportation Branch 83/11/02 DIETZ.O R 
Isomedlx. Inc (subs, of Masefield Enterprises. Inc ) Ip 
21 197. 143. 


DOCKET 71-9189 MODEL OP- 100, INDUSTRIAL NUCLEAR CO 


0311030310 Forwards Rev 0 to Certificate of Compliance 9189 for Model 
QP-lOO 

MACDONALD. C E Transportation Branch B3/iO/27 0AINE6, T M 
Industrial Nuclear Co 2pp 21047 3D4 


—8311030321 Cartlflcate of Compliance 71B9,Rev 0. far Model OP-lOO 

MACDQNALOiC E Transporte tion Branch 03/10/27 3pp 21047 306 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS. GENERAL ELECTRIC CO 


0311140024 Provides fifth notification to cencel Line Items 4-7 through 
4-10 re shipments of irradiated PHR nuclear fuel from 
Morris. IL to Two Rivers. HI 

a Osneral Electric Co 63/10/18 HILLMAN. C R Division of 
Safeguards Ip 21163 196 
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DOCKEf 7E'0003 VIROINU ELECTRIC E PaVIER CO 


fi311S9039l SuniAar^ of B31CI14 ntctlng id/utll in 8ilv*r SprlngiHD r» 
ilue*tloiic coti^Atnit} in NRC B30909 itr r« iPpplicJitlon for 
1SF8I »t faculty 

BTUftZiF Advancad Fi/tl !< Spirit Fual Lic*n*in|] Grancli. 93/11/09, 
BOOSEiL C Advanced Fuel & Spent Fuel Llceniing Branch 3pp 
21317.390 24){ FI Che 90-280.63/11/09*0311270391 



NONDOCKETED ITEMS 


lOCFR cam IQS I ON MEETING RECORDS 


8311030295 Transcript of 831027 public nteatifig on progr^** rapt on 
tafetg goal evaluation plan in Wash ingtonf DC Pp t-42 
VlaugTaphi end 

a Camnissioners 83/10/27 54pp 210S5 29& 


8311090353 Transcript of 831028 public flteetlng ra facility design 
verification program in Wash ington. DC Pp 1-139 Supporting 
documentation end 

* Commissioners 83/10/28 19&pp 21143 OQi S4X 

Fiche- 50-275,83/10/28. B3U090393 


8311100045 Transcript of 031103 af f Irmati on/d iscue slon vote in 

Washing ton. DC re BECY-83-399 concerning decortmlsstoning of 
West Chicago Rare Earth Facility t SECy-a3~S93 cohcerning 
ATW8 Pp 1-12 

s Commissioners 03/11/03 ISpp 21149 036 


8311100075 Transcript of 831103 public meeting In Washing i'onr DC re 
breaker vendor briefing on reactor trip breakers Pp l'-70* 
Supporting documentation end 

♦ Commissioners 83/11/03 127pp 2li44 205 


8311140098 Staff requirements memo re 831028 meeting in Wash ingtonr DC 
on Diablo Canyon Chairman Palladlno requested NRC to 
consider addl protection to avoid inadvertent criticality 
CHIUK< S 0 Office of the Secretary of the Commission hB3102B 
83/11/02 DIRCK8. W J Office of the Executive Director for 
Operations Ip 21163 095 24X Fiche 50-279. 83/11/02 • 831 1 140092 


8311140098 Staff nqulraments memo re 831027 imeeting in Wash Ington. DC 
to receive progress rept on safety goal evaluation plan 
Commission requested that draft PRA ref document be provided 
U that Commission be kepi informed 

CHlLKi 6 si Office of the Secretary of the Commission 118311127 
33/11/02 DincK8. W J Office of the Executive Director for 
Operations Ip 21163 102 


8311140274 Transcript of 831108 dlscusslon/vo te on req.ueits to lift 
luipention of Diablo Canyon low power license in 
Wash ington. DC Pp 1-17 

a Cotnmisslonert 83/11/08 I9pp 21164 289 24X 

Fiche 50-275,83/11/08,8311140274 


8311140378 Staff requirements memo re 831103 af f irmat lon/d iscussion 
vote in Washington, DC on aECV-83-399 ti 8ECY-83-293 
Commission approved order for hearing on Kerr-McQee 
dacDfflimiSsianing plan 

CHILK, B J Office of the Secretary of the Commission fi331103£ 
83/11/07 DIRCKS.W J Office of the Executive Director for 
Operations Ip 21183 189 


8311140381 Staff requirements memo re Commission 831103 briefing 
w/hreaker vendors, OE & Westinghouse No requests made at 
meeting 

CHILK, B J Office of the Secretary of the Commission 11831 103A 
B3/1L/07 Office of the Secretary of the Commission Ip 
211B3 1S4 


8311140911 Commission determination statemont withholding transcript 
of Cammifslon 030916 dl scuts ion/possib le vo-te on full-power 
OL for Sen Qnofrv Unit 3 

CKILK. e J Office of the Secretary of the Commlsalan 03/11/03 
Public Documint Drench Ip 21167 298 Z4X Fiche 30-362 » 83/11/03, 
6311140911 


8311160273 Transcript of Commission 831110 a f firmat ion/dl scuss Ion & 
vote In Washington. DC re SeCY-83-4l7 concerning deletion of 
exception filing requirement for appeal from Initial 
declstons Pp 1-3 Supporting documentation enc 1 
e Cotnmisiioneri 83/11/10 27pp 21201 022 


—0310310034 SECY-03''4i7 

Recommends publication of end FR notice re propoacd final 
rule deleting exception filing requirament for appeal from 
Initial decisloni Draft final rule end 

FITZGERALD.J A Office of the General Counsel 93/10/13 a3pp 
21201 028 


8311160287 Transcript of Commission 031110 d 1 scuss i on/posslb 1 e vote Im 
Weshlngton, DC an SECY-S3-293, "Amends to IOCFR30 re ATWB 
Events " Pp 1-32 

e Commissioners 83/11/10 S6pp 21200 179 


8311160336 Transcript of Commission B31109 meeting in Wash In g ton , DC re 
hydrogen, ignition iys 6 final rule contained in BECY-93-337 
f*p 1-96 Supporting d acumen to t i an encL 
* Conus 1 ssi on ere 93/11/09 123pp 21216 206 


—8309080017 BECY-aS-aS? 

Recommends Commltslon approve for publication in FR Pinal 
amends to 10CFR90 re hydrogen control 

BIRCHS, W J Office of the Executive Director for OpBrations 
93/00/26 72pp 21217 001 


8311160345 Transcript of Commission 831109 open meeting in Washington, 
DC re briefing on BWR pipe crack issues Pp 1-109 Supporting 
documentation end 

« Commisetoners 83/11/09 iSBp p 21199 030 


•B31 1 160350 Secy-D3-267C 

Informs Commission of NRC program for relnsp of stainless 
steel piping in BWR plants 6 proposed criteria for repair of 
piping found cracked 

DIRCKS,W J Office of the Executive Director for Operations 
83/11/07 29pp 21199 188 


0311210115 Staff requirements memo re Commissian 031110 affirmation/ 
dlecusslon & vote In Washing ton. DC on SECY 63-417." Deletion 
of Exception Filing Requirements for Appeal from Initial 
Decisions " 

CHILK.8 J Office of the Secretary of the Commission 83/11/14 
PUAINE, H H Office of the General Counsel Ip 21241 269 


0311210136 Transcript of 831117 joint meeting w/ACRS 

t Commissioners • ACRB - Advisory Committee on Reactor 
9afeguards B3/11/17 64pp 21232 19B 


B3112J0437 TTanscript of Commlsslun B3U16 open meeting in 
Washington. DC re discussion of Regulatory Reform Task Force 
edministrat 1 ve proposal Pp 1-67 
» Commissi oner I B3/11/16 67pp 21264 064 


8311218518 Transcript of Commission B31U5 briefing on HTOR in 
Wash I ng ton, DC Pp l-!07 Viewgraphs end 
# Commissioners 63/11/15 163pp 21264 134 


B31I220577 Transcript of 031117 joint meeting w/ACRS in Wash ington. DC 
pp 1-64 Scheduling notes and 

e Commiss ionsr I 83/11/17 67pp 21265 303 


8311230049 Staff requirements memo re 031109 d 1 s c use i on /vot i In 
Wash Ington, DC on hearing requests h lifting suspension at 
f ac 1 1 Ity 

CHILK.S J Office of the Secretary of the Comrnlssioni MasilOBA 
03/11/14 Office of the Secretary of the Commission ip 

21298351 24X Fiche 50-275.83/11/14,8311230049 


6311230207 Transcript of Commission 831117 briefing in Wash 1 ngton, DC on 
state of nuclear industry Pp l-BO Bchadullng notes end 
e Commissioners 93/11/17 83pp 21277 192 
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NONDOCKETED ITEMS 


fl3UaaOD?is Transcript of B31117 af firms tlon/dl ♦cuss i on & vot* in 
Mashing ton. CC on seCY-B3-395 rs immediate ef fee t i vetie*s 
order for San Onofrv Units J if 2 Pp 1-2 
♦ Coflimtssjonsps 83/11/17 6pp 21307 Dll> 24X 
Flche 50-275.63/11/17.6311280096 


6311290372 Staff r rq,uirements mvno n 831109 discussion in Msshlngton. 
DC on hvd<rDgen Ijnltian njs h prapospd final rule changes 
to tOCFRSO on Tif^drogsn control i outl ined In SECY-B3-357 
CHIUKjS J Office of the SeCTstary of the Commission {i931l09B 
33/11/17 DIRCK5. W J Office of the Ececutlve Director for 
Operations Ip 21310 341 


G31 1290366 Final response to FOIA request fur transcripts of all closed 
Camraleslon (tieekings during 810527-830510 re TMI-1 restart 
Foruards App A Document 5 6 portions of Documents 6i7<8»10 6 
15 Remaining documents uithheld per Sunshine Act 

FELTONiOi » Division of Rules and Records 63/09/01 DETJEN. J 
Philadelphia Inquirer 3pp 21319 202 SAX Flche 30-289.03/09/01. 
6311290386 


— 83112903B9 Transcript of closed ’Commission B1122S meeting in 
Mash Ington. DC r# TMI-1 restart order Fp I-JO Portions of 
Commission 820120.0310.0910. 1206 tk 830413 seating 
transcripts end 

e Commiseioners 81/12/22 54pp 21319 205 QAX 
Flcho 30-289,63/09/01,6311290306 


0311300014 Staff requirements memo re 831117 briefing in Mash tng ton, D-C 
on state of nuclear industry Statsmente from representattvf t 
of Scientists e« Engineers for Sacura Energy & USC presented 
CRILW.8 0 Office of the Secretary of the Commission Ke31117A 
83/11/16 Office of the Secretary of the Commission ip 
31325 150 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


031OSBO196 Summariies ACRS 262nd meeting on B31013-1S re OL 
application Pevieu Includes evaluation of mgt organiiatlon. 
operational staff training pregram for operating 6 malnt 
staff No undue risk currently identified 

EBERSDLE. J c ACRS - Advisory Committee on Reactor Sefiguards 
63/10/16 PfLLADINO. M J Commissi oners 3pp 21043 072 24X 

Fiche 90-352.33/10/16.0310280158 


8311020434 Suffitna-rires ACRS 2B2-nd meeting on 631013-15 re uta of Tau 
effect Reevaluation of seismic design in 10 yrs suggested to 
take into account applicable addl info 

RAV« J J ACR3 - Advisory Committee on Reactor Safeguards 63/10/17 
OILINSKY. V Commissioners 2pp 21024 257 24X 

Fiche 90-275,63/10/17.8311020434 


8311020473 Summarirei ACRS 2BSnd meeting on 831013-19 re NfiC 6 C-E 
Owners Group analyses of need for addition of PORVs to C-E 
plants New requirements should be integrated u/Tast Action 
Plan A-45 

RAY. J *f ACRE - Advisory Committee on Reactor Safeguards 63/10/16 
PALLAOINQ, N J Comml 1 1 i oners 3pp 21046 354 


0311040191 Forwards summary of ACRS Waste Hgt Bubcommlttee 030909 
meeting re review of DDE site character i latlon rept far BMIP 
at Hanford 

RAY. J J ACRS — Advisory Committee on Reactor Safeguards 00980 
63/10/16 BALLARD. M W Energy# Dept of 5pp 21069 336 


6311090020 Partial response to FQIA request for four categories of 
documents re studies conducted on risks posed by coal & 
nuclear pewer plants Forwards App A documents Documents also 
in PDR 

FELTON. J rt Division of Rules and Records 83/00/16 BHOLLY, Q 
Union of Concerned Scientists 2pp 21110 156 24X 

Fiche 90-320, 83/06/16. 831 1 0'90020 


— 8001080219 Co^nmentf on pause in licensing favors consideration of addl 
ifliprdvements In facility safety on. case-hy-case basis 
Nuclear energy is as safe as other existing methods of 
generating electricity 

CARBON. M M ACRS - Advisory Committee on Reactor Befeguardt 
79/12/11 AHEARhEi J F Commissioners 3pp 21116 160 a4X 
Fiche 50-320.63/00/16.6311090020 


a3llD90<i9d Transcript of ACRS Subcommittee on SEP B31107 hearing In 
Wash Ing ton# DC Pp 1-290 Supporting documentation end 
a ACRS - Advisory Committee on Reactor Safeguards 63/11/07 
372pp 21097 001 24X FIctie 50-155,33/11/07.8311090198 


0311100010 Tran*crtpt of ACRB Bubcomrnl ttee on ECCS 831109 open nectlng 
in Me s h ington. DC Pp 1-366 Supporting documentation end. 

• A'CRS - Advisory Cflnimittee on Reactor Safeguards 93/11/06 
49Spp 2113B 001 


6311110290 Summary of ACRS Subcommittee on Regulatory Policy t 
Procedures 630606 briefings by J Tour te 1 1 et t e. V Btello 6 
R Black on bsdfittlng flOCFRSO 109) 

« ACRB - Advisory Committee on Reactor Safeguards 03/06/10 
ACRS - Advisory Committee on Reactor Safeguards 15pp 21160 2-0 


6311140051 Forwards two proposals addressing potential reduckle^ iP 
high frequency earthquake shaking from large f ounde ttonii per 
830009 itr. for distribution to selected ACRS mimberi 
TRIFUMAC.M D Southern California, Univ of TfilFUlA’C.fi 0 
Advlsary Committee on Reactor Safeguards 63/09/23 SAVJO.jr 
- Advisory Committee on Reactor Safeguards tp 21163.02? 


— 0311140053 Ack receipt of 600724 unsolicited proposal. "Antlysli i* 
Potential Reduction of High Frequency Earthquake Bhating 
From Large Foundations " Evaluation should be completaf 
within 90 days 

COLEHAN. H E Division of Contracts 80/09/18 MCCARTNEY. C A 
Southern California, Univ of Ip 21163 032 


— 8311140056 Forwards proposal. "Analysis of Potential RrducI lea t'f r 
Frequency Earthquake Shaking From Large Foundations * 

MCCARTNEY. C A Southern Calif ornia. Unlv of 923070 
Office of Nuclear Regulatory Research, Pirectflr lOpf 
SliA3 033 


—6311140060 Forwards proposal. "81 te-Speci f i C. Near-'Fif Id. Tortik'fl 4 
Rocking Bpectra of Earthquake Shaking " 

MCCARTNEY. C A Southern California. Onlv of 167070 S-J/OT/lF 
NRC - Ko Detailed Affiliation Given I2pp 9M63 017 


6311140093 Coffiments on ACRS Subcommittee on Metal Componintk ITX'0I7 
meeting re detection U tiling of intergranu lar street 
corrosion cracking (IOSCO tc analysis of pipe Iniegrliy ACflfl 
should pursue Japanese research on lOSCC by using JT 
KABSNER.T F Argonne National Laboratory KABQMER. T F hCflS * 
Advisory Committee on Reactor Safeguards 83/09/06 SUfUMCH P 9 
ACRS ** Advisory Committee on Reactor Safeguards 6pp 2U63 


0311140099 Comments on ACRS Subcommittee on Metal Components 
meeting Industry tests on intergranular stress corrosion 
cracking inconclusive 

PICKEUT W Union Carbide Corp PICKEL, T W. ACRB - Alviiorf 

Committee op Reactor Safeguards 63/09/09. lONE. E ACflO " Afi'l«i% 

Committee op Reactor Safeguards Spp 21163 103 


0311140104 Comments on ACRS Subcommittee on Human Factors DOOO-IO 
meeting re training, quail flcatlons & eiam* of nuclear pOYef 
plant personnel Conversion of matl presented to rUt-riieked 
regulatory bast difficult 

NERTNEY, R J EG«*0. Inc NERTNEY. R J ACRS - Advisory CflAAltir* 
Reactor Safeguards 63/09/07 WARD.D ACRB - Advl sor y CbmUIm r 
Reactor Safeguards 8pp 21163 105 


6311140135 Summary of ACRS Subcoirmi ttee on Human Factors D30630 inM 
in Washington, DC re draft versions of proposed rules 6 rf| 
guides concerning Public Law 97-425, "Nuclear Wasta PoMdV 
Act of 19BZ " 

* ACRS - Advisory Committee on Reactor Bafeguards 83/06/30 
ACR8 - Advisory Committee on Reactor Safeguards 25pp 21163 


8311140173 Summary of ACRS Subcommittee on CDinmittei AckIvitLei 
meeting in Scottsdale. AZ re development of questtopi 6 
topics for discussion concerning manner in which ACRS 
conducts business 8. future ACRS directions 

a ACRB - Advisory Committee on Reactor Safeguards 03/09/2B 
ACRB - Advisory Committee on Reactor safeguards 25pp 31163 


8311140193 Comments on amend to lOCFRSO 55a, "Codes 6 Bids " 
editorial comment stated 

BUSH.S a Dattelle Memorial Institute, Pacific NortAwaSi L*l<|ik1r. 

BUSH. 5 H ACRS - Advisory Committee on Reactor Safeguar'Ik 
83/09/13 DURaiSWAMY, 8 ACRB - Advisory Committee on Read or 
Safeguards Ip 21164 067 


6311140197 Forwards paper entitled "Effects of Foundation fllie on 
Fourier Spectrum Amplitudes of Earthquake Ac ca 1 eratlone 
Recorded In Bldgs." to be transmitted to Commist loner 
Glltnsky 

TRIFUNAC.M D Southern California, Unlv of TRIFLNAC.M D AC»i ' 
Advisory Committee on Reactor Safeguards 03/09/15 BAVl 0- R 
- Advisory Committee on Reactor Safeguards 8pp 31164 071 


8311140199 Agrees w/NRC position re 5SE |i QBE assigned in BER 
lNUREG'-099n , 

MAXWELL. J C Maxwell. J C MAXWELL. J C ACRB - Adviaory CflbeUfci' 
on Reactor Safeguards 03/10/10 KERR.W ACRS - Advisory Cqeait^H 

on Reactor Safeguards Ip 21164 079 24X Fiche 50-33a« 83/10/ J* 

0311140199 
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031114020-4 Submits comments on matl presented at ACRS Sub comm i tto« on 
Limerick B31007 & OD meetings re currant understanding of 
sattern US earthquake 

POHEHOY^P W Rcridout Associates POMEROY • P U ACRS - Advisory 

Committee on Reactor Safeguards 03/10/11 KCRRMJ ACRS Advisory 
Committee on Reactor Safeguards 2pp 21164 003 24X 

Fiche 90'332. 83/10/1 1< 031 1140204 


0311140239 Summary of ACRE Subcommittee on OA During Const 030710 
briefing by NRC tn Wash i ng ton. DC on QA initiatives including 
Ford Amend of Public Laui 97‘'4l9 Tentative meoting schedule 
enc 1 

e ACRS Advisory Committee on Reactor Safeguards 03/10/13 
ACRS - Advisory Committee on Reactor Safeguards 19pp 21164 104 


9311140331 Summary of Joint Indian Point fc Rellabilltt| & Probab 1 1 let ic 
Assessment Subcommittee 830706 meeting in Uash ington. DC re 
safety goal evaluation plan & plan to resolve Unresolved 
Safety Issue A-17 

e ACRS - Advisory Committee on Reactor Safeguards 03/07/29' 

ACRS ^ Advisory Committee on Reactor Safeguards 32pp 21164 133 
24X Flcha 50-000. B3/07/29. 831 i M0231 


0311140360 Summary of ACRS Subcomml ttee on DHR 83QB2S meeting in 
Washington. DC rr status of Task Action Plan A-49 U two 
Interim milestone repts on DHR capability 

e ACRS - Advisory Committee on Reactor Safeguards 83/09/23 
ACRS ~ Advisory Committee on Reactor Safeguards 52pp 31184 312 


B31113D260 Transcript of ACRS Bubcommittae on ECC8 031109 opon meeting 
In Ifaeb Ington. DC Pp 367’-592 Supporting documentation end 
« ACRS - Advisory Committee an Reactor Safeguards Q3/11/09 
GSBpp 21168 144 


9311160033 Transcript of ACRS Subcommittee on Reliability ft 
Probabilistic Assessment 031 1 16 meeting In Math ington. DC 
Pp i‘-^l76 Supporting documentation end 

» ACRS - Advisory Committee on Reactor Safeguards 03/11/16 
210pp 81224 17S 


B3111G0Q36 Transcript of ACRS Subcommittee on RE Olnna Nuclear P-oo/er 
Plant. Unit 1 831116 meeting In Washington. DC Pp 1-10S 
Supporting documentation end 

e ACRB - Advisory Committee on Reactor Safeguards 03/11/16 
ISOpp 21229 091 24X Flche 90-244.03/11/16,6311160039 


B311160045 Transcript of ACRS Subcommittee on Regulatory Activities 
831116 meeting in Wash Ing ton, DC Pp 1-107 Supporting 
docunantat ion encl 

• ACRS - Advisory Committee on Reactor Safeguards 03/11/16 
13tpp 21224 047 


B3111G0060 Transcript of ACRS Subcommittee on Electrical 8ys B31116 
meatlng In Wash ington. DC Pp 1-162 

• ACRS - Advisory Committee on Reactor Safeguards B3/11/16 
163pp 21229 040 


G311810136 Transcript of 031117 joint meeting u/ACRS 

• Commissioners » ACRS - Advisory Committee on Reactor 
Safeguards B3/ll/t7 64pp 21232 196 


S311210I67 Transcript of 2B3rd ACRS meeting on 631117 in Washington. 
DC Pp 1-199 

• ACRS - Advisory Committee on Reactor Safeguards 63/11/17. 
199pp 21232 001 


831122049B Transcript of ACRS 203 rd general meeting on 831110 In 
Waihlngton.DC Pp 196~9U Supporting documentation encl 
• ACRS - Advisory Committee on Reactor Safeguards 83/11/16 
439pp 2129B 029 


6311220977 Transcript of 631117 joint rtieeting w/ACRS In Wash Ington. DC 
Pp 1-64 Scheduling notes end 
* Commissioners 03/U/17 69pp 21269 303 


ADVCM NRC ADVISORY COMMITTEE 


8311060940 Accepts 831009 I tr of resignation as chairman of Advisory 
Panel for Decontamination of TMI-2 Certificate of 
appreciation end 

PALLADINO, N d Commissioners 03/10/28 MlNNICH. JE Advisory 
Council for Decontamination of TMI Unit 2 Spp 21094 325 24X 

Flchf 50-320. 83/10/20. 03i 1080940 


-B3ll0a0S44 Submits resignation as chairman of Advisory Panel for 
Decontamination of TriI-2 

MlNNICH. J e Advisory Council for Decontamination of TMI Unit 2 
63/10/09 PALLADINO. N C ammi ss loners Ip 21094 333 24X 

Flche: 90-320.93/10/26, 83110B0540 


8311090396 FDIA request for addl correspondence bekuean MRC DOJ re 
Advisory Committee on Rights of Licensee Employees Under 
Invastigat i on 

BKAPIRQ.OS Gannett News Service. Washington. DC 63/06/30 
FELTON, J M Division of Rules and Records Ip 21142 349 


e311i090362 Responds to FOIA request for addl correspondence betuaen NRC 
Ic DOJ re Advisory Committee on Rights of Licensee Employees 
Under Investigation Documents 1 t 2 forwarded Documents 3-16 
withheld Iref FOlA Evemptlon 9> 

FELTON j J M Division of Rules and Records 83/0S/18 SHAPtRO.O 8 

Gannett News Service, Washington, DC 5pp 21142 350 


0311O9D367 Discusses NRC investigation procedures detailed in author 
B20Bt3 Hr to NRC re rights of licensee employees under 
Investigation Clarifications for number af ml sconcep t ion s 
listed 

CHARNOFF.O Bhaw, Pittman. Potts U Trowbridge 83/06/02 
GREENBPUN. J S Justlco, Dept of 3pp 21142 396 


8311110279 Forwards "Repfc of Advisory Committee for Review of 
Investigation Policy on Rights of Licensee Employees Under 
Investigation.*' for revlau Comments will be considered in 
adopting investigative policies 

PALLADINO.N J Comtnisi I oners G3/10/27 TR07T, 5 8 Justice. Dspt 
Of ip 21195 293 


■S3illlD2Bl Forwards "Rapt of Advisory Conrvlttee far Review of 
Investigation Policy on Rights of Licensee Eenplayees Under 
Investigation “ 

BILDERT.E -J Schwalb. Donntnfeld. Bray u Bilbert 83/09/13 
PALLADINO.N J , A35EL8TINE.J K . DERNTHAL. F H Commissioners 
2pp. 21159 294 


— B31111O202 "Rept of Advisory Committee for Review of Investigation 
Policy on Rights of Licenses Employees l/nder Investigation '* 
SILOERT.E J . FITZGERALD. J A . RUE&HAUSEN. 0 Rights of Licensee 
Employess Under Investigation 83/09/13 27pp 21159 296 


B311160319 Notification of contract e x acut ion. Hod 2 to “Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation " 

Contractor EJ 8ilb«rt 

TOWNSEND. B Administrative Contracts Branch FIN D-eiB2 
NRC-10-03-406 03/11/06 FITZGERALD. J A Office of the General 

Counsel LEVI.R NRC - No Detailed Affiliation Given Ip 
81199.322 


— B31il6032l Hod 8. extending period of performance to 830930. to “Advisory 
Committee for Review of Dfc of Investigation Policy an 
Rights of Licensee Employees Under Investigation 

» Schwalb. Donnenfeld. Dray L Bilbert REBELLO.J E Division of 
Contract* FIN B-8I02 NRC-10-e3-4O6 83/ 11 /OB tp 21199 323 


GOMhlSSION NRC COMMISSIONERS 


8311020219 Addl response t-o FOIA request for documents re steam 
generator problems at Ttit— t Foru/ardt App A documents 
Documents also available In PDR 

FELTON. JM Division of Rules and Records 83/0B/(2 DOROSHOW, J 
Three Mile Island Alert 2pp 21024 027 


•8311020224 Forwards responses to 630323 questions re steam generator 
problemi at TMI-l Extensive efforts cp-nducted to remove 
contamlnanti i. mitigate poxsibility of RCS recontaminat 1 on 
PALLADINO.N J Commlsi loners G3/D9/09 MARKEY.E J House of 
Rep . Interior & Insular Affairs Spp 21024 046 24X 

Flche 90-289.03/00/12.6311020215 


6311080460 Weekly info rept for uk ending B3t021 

REHM.T, A Office Of the Executive Director for Operattoni 
83/10/87 35pp ati05 200 


6311060940 Accepts 831009 1 tr of resignation as Chairman of Advisory 
Panel for Decontamination of TMl-2 Certificate of 
appreciation encl 

PALLADINO.N J Commissioners 03/10/80 HINNICH. J E Advisory 
Council for Decontamination of TMI Unit a Qpp 21D94-323 24X 

Flche 90-320.03/10/20,0311080540 


— 0311060944 Submits resignation at chairman of Advisory Panel for 
Decontamination of TMl-2 

MlNNlCHiJ E Advisory Council for Dec ontaml nation of TrtI Unit 2 
03/1O/G9 PALLADINO.N C ommiss t uners Ip 21094 333 84X 

Flche 90-320.83/10/2610311000340 
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8311-100218 R««potirf« %o 830829 r*qU8»t to reconslJar two »B«tlon* of 
a£CV~03-a4Q r« INPD evaluation program & goneral operating 
criteria Proce-dut^ti will ba con*l»ta»'t w/WRC/lNPO 
coordination plan for appraisal & evaluation activities 
RpHERTSiTW c oniffii i * 1 Oner* 83/10/18 S1LLIN*LF Northeast 
i;tllltl#f SILLIN. L f Institute of Nuclear Power Operation* 2pP 
21149 04>2 


— 8311100221 Requests reconslderatian of two section* of seCY-a3’'243 re 
rNPO evaluation program & general operating criteria 
Proposed NRC criteria detrimental to IKfPO efforts to promote 
excellence in -nuclear area 

QILUINpL F Ijiitltuks of Nuclear Power Operation* 83/08/89 
PALLADIMO. N J CoiTffli it loner* Mpp 21149 064 


S311100269 Rispondl to 831013 comment* on Joosten 830929 rept of 
B30720 site visit Control board tfaalgn uill be reexamined 
Correction to B31017 Inside NBC article re purpote of visit 
end 

OILIWSKYjV Commissioners 83/11/09 TUCKER, H D Duke Power CP 
3pp 21126 291 84X Flcbe 30-413; 83/ 1 1/09. 831 1 100269 


8311100331 Forwards response to 630801 request for info- re allegations 
Of felsified leak rate calculation* Staff, £ne zp 1 Icab 1 V' did 
not notify Commission of serlousnesi 6 significance of 
allegations until recently If/o end* 

RDSERTa.T.M Camffll *s loners 83/10/17 flARKEY, E House of ftep , 
Interior & Insular Affairs 2pp 21153 290 24)< 

Fich* 30-209; 83/10/ 17, 831 1100331 


--8311100356 Bequeete rtfponia to listed question! on handling pf 
allegation* re falsified leak rate calculations 

UDALL;M K j MARKEY.E J House of fi«P » Interior 6 Insular Affair# 
83/08/01 PALUADIN0;N U Comml iti oners 3pp 21133 292 24X 

Plche 50-289,83/10/17,6311100391 


8311100393 Raspond* to 831004 request for release of unavailable 
portion* of NUREQ-1020. **OPU v* B6W Lawsuit Review 6 Effect 
on TNI-I " Request: denied pending cainpletion of 
invistigation 

FAULADIN0,N j Coneil is loners 83/10/27 DIECKAMP,H (feneraj 

Public Utilities OPU Service Corp Ip 21134 136 84)1 

PIcht 30-289,83/10/27*8311100393 


8311100399 Forwarils “NRC Ouartarlg Rept.Third Quarter 1983 " Potential 
licensing delay of 7 months for Llnerfck I anticipated 
BERNTHALif M Commissioners 83/10/20 8EVILL, T House of Rep , 
Appropriations ip 21J34 106 24X Flche 30-332,83/10/20, 

8311100399 


—8311100401 "iNRC Quarterly Kept, Third Quarter 1903 ♦’ 

• NRC - No Detailed Affiliation Olvan 63/09/30 12pp 
31134 107 


8311110273 Forwards fTOpased certlfl-cate of compliance authorizing use 
Of package design shipment of Pu by air 6 revised 
addendum to S.ER for Kodal PAT-2 Model acceptable U/o encis 
ROBERTS, T M Commissioners 83/10/13 OTTINOeR, R L House of 
Rep. I Energy 6 ComrneTca 2pp 211113 326 


— 8311110275 Forward* proposed certificate of compliance authorizing use 
of package design for shlpmint of Pu by air 6 revised 
addendum to 8ER for Kpdel FAT-2 Model acce.ptab|c U/o ends 
ROBERTS, T K Cofimi » 1 1 oner* 83/10/13 PERCY. C Senate, Foreign 
Ralatlons Committee 2pp 21133 328 


— 8311110277 Forward* proposed certificate of compliance authorizing use 
of package design for shipment af Fu by oir 6 revised 
addendum to 0ER for Model PAT-8 Model acceptable W/o and* 

RdBERTBiT M Co(n*ila«loners 83/i0/13 ZABLOCKI,C Hau*t of 
Rep , Forilgn Affairs Zpp 21133 330. 


— B3111J0276 Forwards proposed certificate of compliance authorizing use 
of package design for shipment of Fu by air & revised 
addendum to SER for Model PAT-2 flodel acceptable H/c ancls 
ROBERTSiT M Commltcloners 83/10/13 UDALt, M K House of Rep * 
Intirlor 6 Insular Affairs 2pp 21 iS5 338 


— 8311110260 Forward* proposed certificate of compliance authorizing use 
of package design for shipment of Fu by air & revised 
addendum to SER for Model PAT-2 fiodel acceptable W/o ends 
ROBERTS. T M Comnt 1 1 1 i oner t . 83/iC/i3 ECHEUER, J H House of 

Rep 2pp 21133:334 


831111087? Fory«rdf **ftept of Advisory Committee for Review of 
Investigation policy on Right* of Licensae Employee* Under 
Investigation," for review Comment* will be considared in 
adapting investigative pdllcics 

PALLADIH0,N J Commissioners 83/10/27 T«atT,0 8 Justice, Dep»- 
of. Ip 21155 893 


—8311110201 Forward* "Rept of Advisory Committee for Review of 
Investigation Policy on Right* of Llcen*** Employeei Under 
Investigation ** 

SILBERT.E J Schwalbi Donhenfeld, Bray 6 Silbert 83/09/13 
FALLADINO. N J , ASSELSTINE.J K , BERNTHAL, F M Comml «■ loner f 
2pp 21133 894 

— 6311110883 "Reft gf Advisory Committee for Review of Investigation 
Policy on Rights of Licensee Employee* Under Investigation ■ 
SILBERT; E J , FITZGERALD. J A ; RUEBHAUSEN; 0 Righti Of Licensee 
Employees Under Investigation 83/09/13 27pp 31155 396 


0311140243 Weekly info r#pt for uk ending 831104 

REHM.T A Office pf the Executive Director for Operation* 
03/11/10 37pp 21164 159 


0311140838 Weekly info rept for wk ending 631020 

REHM;T A Office of the Executive Director for Operation* 
83/11/03 32pp 21164 206 


0311160296 Forward* info ra alternatives to low level radwatt# mgt 
strategy licensing contidtrations, In response to 030907 
1 tr 

PALUADINO'N J Commissioner* 03/11/07 EARL. A 0 Wisconsin. 
State of 4pp 81199 332 


—8311160298 Request* info re NRC regulation* governing storage cf low 
level raduaste above ground, 

EARL, A 8 Wisconsin, State of 03/09/07 FALLADINO; N J 
Commissioners 2pp 21199,356 


0311160316 Forward* NRC/FEMA joint quarterly statu* ript on •mergeney 
preparedness for nuclear power plant* for Jul-Sept 1903 
FALLADINO, N J Commissioners 03/tl/O4 BIMPBON'AK E*n*tf. 
Environment & Public Work* 59pp 2119? 263 


0311160324 Forward* IE Insp Rept* 5O*'2e9/03-24 U 30-330/83-13 on 
030726-0806 re alleged welding deficiencies Also dltcutsa* 
safeguards measure* against usa of stand-ins at welder 
qualif Icatlon test* 

FALLADINO; N J Commissioner* 03/10/31 HATCH, 0 0 Benatt- Lab®*' 
6 Human Resource* 8pp 21198 196 24X Flche 50-289,03/10/31, 

0311160324 


—0311160341 Forward* IE Insp Rept* 50-809/83-24 & 50-320/03-13 on 
830726-29 6 0802-06 No none omp 1 ianca noted 

TAYLOR, J M Division of QA, aafeguard* 6 impaction Programs <F9»* 
8301031 83/09/02 HUKILL.H D ; KANOA, B K Metropolitan Edlsa^ 

Co 3pp 21207 150 24X Flche 50-889, 83/10/31, 8311 160324 


■8311160354 IE insp R*pt* 30-209/83-24 50-380/03-15 on 830726-29 * 

0802-06 No noncompliance noted Major areas Inspected 
allegations re weld* in TMl-8 main condenser S, Trll-i dpant 
fuel pool liner 

REYNOLDS; B D Region 1. Office of Director CEOROIEV;0 B < 
HEISHMANfR F Division of QA; Bafeguard* It Inspection Prograa* 
(Post 830103) 50-320/03-13 83/00/30 l4pp 21190 201 24X 

Flche 50-209,03/10/31,0311160324 


8311290012 Weekly Info rept for wk ending 631111 

REHM.T A Office of the Executive Director for Operations, 
03/11/17 3apg 21308 076 


0311300396 Weakly Info rept for wk ending 031116 

REHM.T A Office of the Ezecutiva Director for Operation*, 
83/11/83 43pp 21323 218 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


0311010436 Notification of contract execution. Mod 9 to "Development 
It Implementation of Flaw Analysis Sys Based on Synthetic 
Aperture Ultrasonic Imaging Technique “ Contractor &WRI, 

WOLLETT, 3 Technical Assistance Contracts Branch FIN fl-S605 
NBC-04-77-145 03/10/19 FOREHAND, W Offics of Nuclear Reactor 

Regulation; Director MUSCARA, J NRC - No Detailed Affiliation 
Olven Ip 21018 169 


— 0311010458 Mod 9; extending period of performance to 840l3ti to 
“Development h Implementation of Flaw Analysis 0yi Based on 
Synthetic Aperture Ultrasonic Imaging Technique " 

* Southwest Research Institute. GUSTAVE, R F Division nf 
Contract* FIN 8-5603 NRC-04-77-143 03/10/19 Ip 21010 170 


B3U03033B Notification of contract execution, Mod 2 to "Rior ganlrin? 

1, Purging of Safety Reactor Files at FDR 8* ACR8 *' 

Contractor Lebat-Anderson, Inc 

MCLEAREN,! Administrative Contract* Branch NRC-10-a3-722 
B3/iO/28 BE8AW. W V . BKQCZLASp J Division of Technical Information 
S( Document Control Ip 81049 302 
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— 0311030340 Mod 2j«/nending bdse #or general & adntinl sira t Ive ratesito 
"'Reorgan LI Ing It Purging of Safstg Reactor Files at FOR & 

ACRa ” 

e Laba t-Andf raoni Enc HAGAN. T F Division of Contracts 
HRC-10-&3~72a 83/10/28 Ip 21049 303 


8311D30343 Notification of contract execution, hod t to "Investigation 
of Alternative Means to Accomplish Goals of Oiennlal Callbr 
of lonltatlon Chambers “ Contractor Univ of Wisconsin 
FLEElfORaC Technical Assistance Contracts Branch NR 0-04— 83-002 

03/10/14 DAT80N.W Office of Nuclear Regulatory Research. 

Director VANIV, S NRC - No Detailed Affiliation Given Ip 
21049 299 


— B31103D345 hod li extending period of performance to 841S31 & adding neu 
pTogect officer. to "Investigation of Alternative Meant to 
Aceompllih Goals of Siennial Calibr of lonixation Chambers " 
e Wliconslfii Univ of. Madison. Wt 0U8TAV/E.R p Division of 
Contracts NRC-O4-03-OOa 83/10/14 2pp 21049 300 


8311030346 Notification of contract executioni Mod 14 to ‘^Transport/ 
Fixed Site Vulnerability Analysis " Contractor Dept of Army. 

UF Kennedy Gtr 

FLEENORfC Technical Assistance Contracts Branch NRC-02~76-3l 1 
03/10/14 DAVIS. J Office of Nuclear Material Safety & 
Safeguards. Director PARADIfiO.N NRC *• No Detailed Affiliation 
Given. Ip 21049 297 


‘3311030349 Hod 14. extending period of performance to 841231^ to 
"Transp art/Fi xad Site Vulnerability Analysis 

GLENN. T A Army. Dept of OUSTAVe, R P Division of Contracts 
NflC-0a'-76-31 1 83/10/14 Ip 21049 290 


0311030390 Notification of contract execution. Mod li to 
"Tramp ort/Fi xed site Vulnerability Analysis Contractor 
119 Atmy.JF Kennedy Ctr 

FLEENGRiC Technical Assistance Contracts Branch NRC-02-76-31 1 
83/10/14 DAVia»J Office of Nuclear Material Safety tt 
Bifiguards. Director PARADISO.N NRC - No Detailed Affiliation 
Olvin Ip 21049 272 


8311030393 Hod 11. revising address for submission of invoices 
rivising Si incorporating Manual Chapter 3202. to 
"Transport/Fl sad Slta Vulnerability Analysis " 

OLENN.T A Army. Dept of OUaTAVE. R P Division of Contracts 
NRC -0 2-76-3 1 1 03/10/14 Ip 21049 273 


63H030392 Not i f icatlon of contract ex ecutlon. Mod 12 to ‘'Technical 
Aisiitan.es to Support NRC lE Personnel In Investigations of 
Incidents " Contractor Pat amettr. Inc 

■WDLLETTiS Admilnl s tra 1 1 v« Contracts Branch FIN 8-1302 

NRC-GS-03-249 03/10/20 BLAHA. J Director's Office. Office of 

Inspection and Enforcement LAUDAN. W NRC - No Detailed Affiliation 
Given ip 21049 231 


’6311G30394 Hod 12. providing incremental funds. to "Technical Assistance 
to Support NRC IE Personnel In Investigations of Incidonts '* 

• Parameter. Inc QUBTAVEi R P Division of Contracts FIN 
B-1302 NRC-09-02-249 03/10/20 Ip 21049 232 


0311030395 Notification of contract execution. Mod 11 to “Site 
BultablLlty Assessments Based on Seepage I. Orounduater 
Conditions Associated W/V Recovery Operations " 

Contractor Williams L Assoc 

DELCATCH. V Administrative Contracts Branch NRC-02-e 1-037 
B3/l0/2a DAVIB.J Office of Nuclear Material Safety & 

Baftguards. Director GARCIA.P NRC - No Detailed Affiliation Given 
Ip 21049 233 


B311030356 Hod 1. adding no cost extension to 631130. to "Site 
Suitabllitij Assessments Associated Based on Seepage t 
Groundwater Conditions Associated W/U Recovery Operations *" 
WILLIAMS. Jt E Nil liams-Roblnette 4 Associates. Inc GUSTAVE. R P 
Division of Contracts NRC-oa“8l-G39 83/10/20 Ip 21049.234 


0311030397 Notification of contract execution. Mod 11. to "Technical 
Assistance to Quppqrt NRC IE Personnel in Investigations of 
Incidents " Contractor Parameter. Inc 

HDLLETT. 8 Technical Assistance Contracts Branch FIN 8-1802 
NRC-09-12-249 03/10/25 DLAHA.J Director's Office. Office of 

Inspection and Enforcement LAUDAN. W NRC - No Detailed Affiliation 
Given ip 21049 293 


0311030356 Mod tl. Issuing revs to Tast Order 30. to "Technical 
Asslita-nce to Support NRC IE Personnel in Investigations of 
Incidents “ 

LOfV.R a Parameter. Inc GUSTAVE, R P Division of Contracts 
FIN B-1802 NRC -05-82-249 03/10/28 Ip 21049 296 


031 1040176 Not 1 f icatlon of contract e x ecut von. Mod I to "Fire 
Protection Program Review Casework Plants 6 " Contractor 
Ralf-Jensco 6 Assoc Inc 

FLEE NO R. C Technical Assistance Contracts Branch NRC -03-83-104 

03/10/14 VOLLMER.R H Division of Engineering NOLAN. F NRC - No 
Detailed Affiliation Given Ip 21038 39l 


—0311040179 Hod 1. correcting errors In fee c omp u tat 1 on, t o "Fire 
Protection Program Review Casework Plants 6 " 

WEBS. U A, Rolf Jensen 6 Associatesi Inc GUSTAVE. R P Division 
of Contracts NRC-03-93-i04 B3/IO/14 Ip 21030 392 


B3L1O4O102 Notification of contract nxecut 1 on. Hod 4 to "Assay of Long 
Lived Radionuclides in Lou Level Wastes From Power 
Reactors " Contractor Beisnee App 1 icat 1 ons. Inc 

FLEENDR, C Technical Assistance Contracts Branch NRC-02-82-D43 
83/i0/19 DAVI0.J Office of Nuclear Material Safety & 

Safeguards, Director JOHNSON. T NRC - Mo Detailed Affiliation 
Given Ip 210S8 34? 


— 831 104D189 Kod 4. revising contractors mailing list, to "Assay of Long 
Lived Radionuclides In Lou Level Wastes From Power 
Reactors* " 

« Science Applications. Inc NRC-02-a2-043 B3/10/19 Ip 

21058 390 


0311060949 Notification of cantratt oxacution "Transient Prototypical 
Steam Generator Research Testing Program, awarded to 

Westlnghovs 0 /EPRI 

BAIGDENiL Administrative Contracts Branch FIN D-0292 
NRC-D4-B2-O20 83/iO/3J DA7E0N. W Office of Nuclear Regulatory 

Rassarch. Director HDPENFELD.J NRC - No Dotal led Affiliation 
Oivsn Ip 21094 352 


0311080952 Notification of contract ex ecution. Mod 2 to "Contractor 
Shall Furnish Subscription Sves for P8AR for Ail Operating 
Power Reactors & All Power Reactors Under Const Which Are 
tn Rivlew Process " Contractor Info Handling Bves 
HAWKINSrD A Administrative Contracts Branch NR;C-tO-83-341 
83/11/03 DESAW.W Division of Technical Information 6 Document 
Control SWQCZLA8. J NRC - No Detailed Affiliation Given Ip 
21113 308 


8311000617 Mod 2.revl8ln9 place of deliverif for F8AR to multiple 
addressees, to '"Contractor Shell Furnish Subscription Sves 
for F9AR for All Operating Power Reactors 6 All Power 
Reactors Under Const Which Are in Revleu Process " 

PARCHARIS.G Information Handling Services HAGAN* T F Division 
of Contracts MRC-lO-83-34 I 83/11/03 4pp 21113 306 


0311090001 Notification of contract e x ecut ion. Mod 17 to "Technical 
Assistance In Support of NRC Reactor Licensing Actions 
Program 2 " Contractor Science App 1 Ications. Inc 
WOLLETT. 9 Technical Assistance Contracts Branch FIN B-BOll 
NPC-03-G2-096 B3/10/29 EI8ENHUT.D Division of Licensing 

BAJWA. 8 NRC - Mo Detailed Affiliation Given Ip 21121 201 


--8311090004 Hod 17. Incorporat 1 ng award fee earned for period from 
62093 1-1 201* to "Technical Assistance in Support of KRC 
Reactor Licensing Actions Program 2 " 

FINOLET.de Science Applications. Inc OUSTAVEiR p Division of 
Contracts FIN B-QOll NRC-03- 02-096 93/10/25 3pp 

21121 202 


631 109001 9 Notification of contract execut i on* Hod 3 to "Imp 1 ementatior 
of Supply 6 Meint Subsystems of Property V Supply Sys " 

Contractor SDA Bubcantractor Technassoc iates 

HAWKINS. D A Administrative Contracts Branch NRC-iO-79-660 
83/10/21 SPRINQER.H Office of Administration FROST. A R NRC - 
No Detailed Affiliation Given Ip 21121 064 


— 0311090040 Mod a, esteb Liih ing final overhead rate L G6A rates 6 
deobligatlng rimainlng balance.to " Implomentat ion of Supply 
li Maint Subsystems of Proper'iy 6 Supply Bys " 

YTHIERi P Technassoc la let f Inc DEMMI8T0N. S F Small Business 
Adminlstretlon SMITH. P A Division op Contracts NRC-lO-79-660 
03/10/21 2pp. 21121 069 


0311090103 Notification of contract exec utlon. Hod il to Task Order 006. 
to "Licensing Technical Assistance " Contractor Science 
Applications. Inc 

WDLLETTiS Technical Assistance Contracts Branch FIN B-739S-3 
NftC-02-03-035 03/10/29 DAVIS. J Office of Nuclear Material 

Safety 6 8a f eguards. Dtrec lor MIMPEY. J F NRC - No Detailed 
Affiliation Given. Ip 21123 391 


— 8311090191 Hod tl* extend ing period of performance for Task Order 006 to 
040930. to "Licensing Technical Assistance " 

FINDLEY.D E Sctenca Applications. Inc QUBTAVE.r P Division of 
Contracts FIN B-7393-3, NRC-02-a3-039 83/10/25 tp 

21123 392 
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WOWDOCKETED ITEMS 


Notification of contract ffrocut 1 ort, Hod a to “Technical 
Asilstance in ily drageo log ^ “ Contractor Ullliam U AevoCi 
Inc 

FLEEKOfliC Technical A»il»tance Contract® Branch NRC ^02 -82- 028-0 5 

03/10/19 DAVISf J Office of Hudiar Material flafety it 
Saftgua rd ti Direc t DC JPKNSOMi B NRC No Detailed Affillationi 

Given ip 2I12I 354 


— 8311090158 Hotf 2pchanjinj contractor name from Wl 1 Hama-Roh inette & 
Atsoc to WlllU/nf b Ascoci to “Ttchnicai A««letance in 
Kydrageoloj^ " 

* MiUiamt ^ Asfociatet GUBTAVEpR P Dlvlelon of Contracts 
WflC-O2-02-O2B-O5 83/10/19 fcpp 2JtSl 333 


031 1090131 Notification of contract b» ectjt lon» Hod 10 to "Tr*nspt>rt/ 
Fieed Site Voineral) 1 H t|/ AnalyiU " Contractor US Atjh^# 

JF Kennedy Ctr 

FLEENOR.C Technical Antstance Contracti Branch NRC-0S-7i-3tl 
03/10/14 DAViapJ Office of Nuclear Material Safety & 

Saf eguardir Dir ( c tor PARADISD>N NRC -* No Detailed Affiliation 

Given ip 2112? 001 


— 83]|09D141 Mod tO* increasing nuf^her of facilities to be evaluatedito 
"Transp-ort/Flifd Site Vdlnerati 1 1 ity Analysii " 

OLENN^T a Armyp Dept of CUBTAVEiR P Division of Con tract* 
WC-02-76-311 03/10/14 ip 2U22 003 


0311100037 Notification of contract executioniMod 14 to '’Structural 
Integrity of kater Reactor Boundary Compc^nentSp “ 

Contractor EN9A« Inc 

MDLLETTpS Administrative Contracts Branch FlW Il-ai33 
NRC-04-82-01 3 03/10/31 FOHElfAND*H Office of Nuclear Regulatory 

Researchf Director VAOINB. t1 NRC - No Detailed Affiliation Given 
ip 31144 343 


— *8311 ia006t Mod 14, providing tncrenental fundingj to "atrucfrural 
Integrity of Ifater Reactor Boundary Components “ 
a EKSAi Inc 03STAVe.pfl P Division of Cocitracti FIN D>^SI33 
NRC-D4-0a-Oi3 93/10/3 J 2pp 21144 344 


0311100303 Kctlficatlon of contract axecutlon» Hod 3 to “-steam 
Oenerator Modeling During Reflood “ -Contractor HIT 
-i/ACOBSj A Adeinlsfcratl ve Contracts Branch FIN 0-7229 
WRC-O4-0O-2i9 03/11/01 aAteONi W Office of Nuclear Regulatory 

Reieerch, Director CTIFFITHpP hiRC - No Detailed Affiliation 
OWen ip SnW 290 


■0311100375 Mad Sjaddlng 2 month no-cost ecteneion through 33ll30i to 
“Steam Generator Modellna During Reflood ” 

DUHMERj 0 II Heseachuset t« Institute of Technologg. Cambridge, HA 
OlJSTAVEiR P Dlvlilon of Contracts FIN B-7229 NRC~04-80-at9 

93/ 1 I/O I 2pp 21192 291 


8311100409 NbtlMeatlon of contract execution “Oraphlc avcii “ awarded 
to I? Carver 

HACEYpH a Administrative Contracts Branch FIN 8-5712 
MRC-09-a4-i94 93/11/03 DLAHA, J I, Program Support Branch 

HASBELBERO, R NflC - Np Detailed Affiliation Given Ip 21154 O&O 


'—8311100407 Contract “Graphic Bvcst'' auardetf to 0 Carver 

CAREER, 0 Carver, Q ffATTlA, M J Division of Contracts. FIN 
B-B71B NRC-05-84-134 03/11/00 43pp 21194 061 


S3UIJOOOI Notification of contract execution, Mod 1 to “Frevanti vep 
Beatdlal b On-Call Halnt on Data Oenersl HV/SOOO b VM/600O 
Computers b Peripheral Ei^uipinent '* Contractor. Data 
Consul tantsj l-nc 

PERLHANp J Administrative Contracts Branch NRC— 33-83-457 

63/11/09 BASSETT, H B Divisldfi of Data Automation & Management 
InfoTAStlon JOHNSON. C NRC - No Ostailed Affiliation Given Ip. 
21 1 99 359 


B3111IOOD2 Mod 1, adding addl eq^ulprivent b funds, tP “Prevent Ive, Reaiedla 1 
U Qn-Call Halnt on Data General HV/SOOO b UM/&000 Computers 
li Peripheral Equipment 

BONNES^ D Data Consultants, Inc HAGAN, T P Division- of 
Contract! NRC-33-83-497 63/ 11/09 Ip 21159 399. 


831 1140070 Not If icatl on of contract ex ecution. Hod 1 to '’Autoprlnt 
jeoo F Microfiche Printer “ Contractor Tameran, Inc 
HAMKINa.O A Division of Contracts NRC- 10-03-723 83/11/03 

DE8AW,W Division of Technical Information t Document Control 
8KaC2LA8.J NRC - No D« tailed Affillatlan Otvan Ip 21163 073. 


0311140002 Med 1, issuing mod to change Article IV, “Place of Delivery'' 
it inserting multiple address tes, to “Autoprlnt 1800 F 
Microfiche Printer " 

DYBELL, J Tameran, Inc HAGAN, T F Division o-f Contracts 
NRC- 1 0-03-723 S3/il/D3 2pp 21163 074 


6311140005 Notification of contract execution, Hod 2 to “NRC Hiuancei 
6 Indexes " Contractor Herner b Co 

0ILDENKDRN,A J Administrative Contracts Branch MIC- 10-83-335 

83/11/02 OEbaW, M , LARKINSrP Division of Technical Inf oraat laT 4 
Document Control Ip 21 163 076 


— 331114DD89 Mod 2, revising delivery schedule for basic paried of 
performance, txerc Islng option to extend period o# 
performance through 641031 b clarifying contract provlslflAt" 
to "NRC Issuances b Indexes “ 

HERNER, 8 Herner b Co MATTlA, M J Division of Contraeti, 
NRC-10-83-33A 83/11/02 8pp 21163 077 


0311140120 Notification of contract execution, Mod 3 to "Put I leaki-en 
Distribution & inventory Bvcs “ Contractor Computer Data 
&ys, Inc 

OlLDENHDRN, A J Administrative Contracts Branch MJC— 1 0-03-332 
03/11/03 8PflINGER,M Office of Administration BcaTTiB NSC “ Hi 
Detailed Affiliation Given Ip 21163 SI? 


— 6311140122 Mod 3, Changing date for mall survey b post ofc locitie» * 
delating item of govt furnished property, to 

“Publication Distribution & Inventory Svct “ . 

TINBLEY, w D Computer Data Systems, Inc HAGAN, T F Division 
Contracts NRC-tO-03-332 83/11/03 Ip 21163 220, 


0311140127 Notification of contract axecution. Mod 2 to "Safety AiptStf 
of Industrial Radiography Courses “ Contractor Gamma 
Industries 

GIUDENHORN, A J Admi nlstra t ive Contracts Branch FIN X— I 163 
NRC-02-a2-2Sl 63/11/09 BLAHA, J L Olrector'i Office. Office flf 

Inspection and Enforcement HA8SEUBER0, R NRC ^ No Detillid 
Affiliation Given Ip 21163 256 


—6311140131 Mod 2, exercising option to extend period of performanst 1* 
841031, spec If ylng dates for Course 3 t, increasing contract 
amount, to "Safety Aspects of Industrial Radiography 
CouToa* “ 

RIDDLE, D H Nuclear System HAGAN, T F Division of Contract* 

FIN X-lie3 NRC-oa-02-251 63/11/09 2pp 21163 237. 


0311140142 Notification of contract execution, Hod 1 to "Prae* CIIpplTi| 
8ve* " Contractor Press Intell igence, Inc 

HAWK IN, 0 A Administrative Contracts Branch NRC-lO-sa-S^O 

03/11/02 GE9AW, W J Division Of Technical Information t Docgaent 
Control zungdli,S nrC - No Detailed Affiliation Givsn )p 
21163 261 


—8311140146 Mod 1, exercising option to extend period of pefformerita to 
041109 b Increasing contract amount, to "Preti Clipping 
Svci " 

J0NE9,J N Press Intelligence, Inc HAGAN, T, F Dlvlsi&nof 
Contracts NRC-10-83-2?e 83/11/02 Spp 21163>262 


0311140224 Notification of contract execution, Mod 12 to "Taehnleai 
Asslvtance in Support of NRC Reactor Licensing Action 
Program 2 "* Contractor Franklin Inst 

WOLLETT. 8 Admlnl S trat Iva Contracts Branch FIN B-6091 
NRC-03-01-130 83/11/06 618ENHUT, D 0 Division of LlcatisInB 

CARRINGTON, M NRC - No Detailed Affiliation Glvan, ip 21164 1<K) 


—6311140220 Mod t2,adding Incremental funding, to “Technical 
in Support of NRC Reactor Licensing Action Program 8 " 
a Franklin Institute/Franklin Research Center GUSTAVE, R F 
Dlvlilon of Contracts FIN B-6891 NHC-03-81 -IdO 03/11/08, 

2pp 21164 101 


0311140202 Notification of contract execution. Mod 5 to “Info Hgt 0yi 
for NRC Operation Ctr " Contractor Phoenix Assoc, inc 
OILDENHORN, A J Administrative Contracts Branch FIN B-O709 
NltC-D5-83-2lB 03/10/31 MUIR, A P Program Support Bramch 
HIMES, J NRC - No Detailed Affiliation Given Ip 21164 310 


—8311140265 Mod S, revising statement of work in accordance u/wort •plan, 
increasing contract amount I, extending period of parforrianca 
to 640115, to "Info Mgt Sys for NRC Operation Ctr. “ 

FENBT6RSTOCK, V Phoenix Associates, Inc HAGAN. T F DlvlUonpf 
Contracts FIN B-B709 NRC-05-83-218 63/10/31 9pp 

21164 319 


831114042S Notification of contract execution. Mod 1 to "Licanaliifl 
Technical Assistance " Contractor Science Applications, 

Inc 

WOLLETT, a Administrative Contracts Branch FIN □*'7395-3 
MRC-02-83-035 03/10/35 DAVI9,J Office of Nuclear Matarlal 

Bafety b Saf eguardi, Director LQYSEN, P NRC - No Detail ad 
Affiliation Given Ip 21182 361 



L1L40424 Notification of contract e x «c ut 1 qhj M od 13 to "Technical 
AivietancB to Gupport NRC IE Personnel in 1 nve 1 1 1 got i o ns 
of Incidents Contractor Parameter^ Inc 

WQLLETT, S Administrative Contracts Branch FIN 0-1302 
NRC-03-a2-249 83/11/01 BLAHA, J Director's Office, Office of 

[nipectlon and Enforcement LAUPAN# U NRC - No Detailed Affiliation 
(Slvan Jp 21183 001 


S3ill404S9 Kad 13, Issuing Task Order S5, to "Technical Asslftan.es to 
Support NRC IE Personnel in Investigations of Incidents " 

LOFY* R A Parameter, Inc GUSTAVE, R P Division af Contracts 
FIN 0-1302 NRC-03-B2-249 83/11/01 3pp 2118300? 


11130013 Corrected notification of contract execut ion. Hod 10, revising 
funding level, to "Licensing Technical Assistance ■' 

Contractor Science AppHcatl ons, Inc 

NQLLETT^S Adm ini * trat ivo Contracts Branch NRC-O2-0a-O33 

03/10/13 DAVIS, J Office of Nuclear Material Safety h 
Saf eguar ds, Dlrec tor LDY8EN, P NRC - No Detailed Affiliation Oiven 
Ip anas 3&2 


I111&0315 Notification of contract execution, Mod 2 to "Advisory 
Committee for Revieu of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation " 

Contractor EJ Gilbert 

TOWNSEND, B Aidftxin I s tra 1 1 ve Contracts Branch FIN 3-0162 

NRC-IB-83-4Q& B3/11/0B FITZGERALD, J A Office of the General 

Counsel LEV],n NRC No Detailed Affiliation Given Ip 
21199 322 


8311160321 Mod 2, extending period of performance to B30930»ta "Advisory 
Committee for Review of Ofc of Investigation Policy on 
Rights of Licensee Employees Under Investigation " 
e Schwalbj Dqnnenfeld, Bray it Bllbert REBELLO, J E Division of 

Contracts FtN B-BlBa NRC-18-B3-406 B3/11/0B Ip 21199 323 


ILlStCD06 Notification of contract execution "Meint 8, Operation pf 
LPDRtp" awarded to Arkansas Tech Unlv 

FLYNN, K J Administrative Contracts Drench NRC-10-Q4-S43 
83/il/lO FELTON, J M Division of Rules and Records SQUDER,J 
NSC - No Detailed Affiliation Given ip 81240 307 


B311S10020 Contract "Malnt 8, Operation of LPDRs, " awarded to 
Arkansas Tech Unlv 

VAUGHN, W T Arkansas Tech Univ MATT I A, M 0 Division of 

Contracts NRC-10-e4-243 B3/11/10 I3pp 81240 30B 


111810419 Notification of contract execution, Mod 7 to “Independent 
Analysis Destructive Testing 8« Analysis " Contractor 
FrankllTi Research Inst 

JACOBS, A Technical Assistance Contracts Branch FIN 8-1878 
NRC-08-ai-a47 03/11/09 OLAHAi J Director's Office, Offtes of 

Inspsetlon and enforcement LAUDHN,W NRC - No Detailed Affiliation 
Given kp 21B64 062 


0311810482 Mod 7, providing no-cost extension through 031231, to 
"Independent Analysis Destructive Testing 8< Analysis " 

DAVID, L T Franklin insti tute/Frank Hn Research Center 
GUSTAVE. R P Division Of Contracts FIN 0-1270 MRC-0S-Bl-a47 
83/ t 1/09 tp 21864 063 


111230011 Notification of contract execution, Mod 2 to "Training 
Course 'Safety Aspects pf Industrial Radiography for State 
Regulatory Personnel' " Contractor Gamma Industries 
HOPPER, A Administrative Contracts Branch FIN 0-161B 
NRC-06-02-293 03/10/80 KERR, 0 K. Office of State Programs, 

Director ASHLEY, E C NRC - No Detailed Affiliation Given Ip 
21299 049 


0311830019 Mod 8, adding one training course 8t increasing funds to cover 
course, to "Training Course 'Safety Aspects of Industrial 
Radiography for Btate Regulatory Personnel' " 

RIDDLEiD H Nuclear System REBELLO, J E Division Of Contracts 
FIN 0-16 IB NRC-06-a2-a93 03/10/80 Ip 21299 030. 


111230861 Notification of contract execution. Mod 6 to ''•Bubicr iption 
Sves " Contractor FW Faxon Co. 

HAMKIK8,D A Administrative Contracts Branch NRC-lO-00-669 
03/11/16 BEBAw,w J Division of Technical Information 8, Document 
Control CDNYNOHAM, M Library Branch Ip 21277 1 12 


0311830262 Mod 6, extending period of performance to 831031, to 
Bubfcription Svci " 

BYRNES, M F W Faxon Co , Inc HAGAN, T F Division of 
Contracts NRC“lO~0O-669 83/11/16 Ip 81277 113 


111290002 Notification of contract execution, Hod I to “Graphic 
Bves “ Contractor 03 Carver 

OILDENHORN, A J Adminlstrat ive Contracts Branch NRC-0S-B4-184 
83/11/16 DLAHA,J L Program Support Branch HA88ELBUR0, R NRC - 
No Deteiied Afpiliatlon Given Ip 21300 237 


--0311290004 Mod I, correcting total contract amount, to "Graphic Sves 
* Carver, 0 HOOAN, T F Division Of Contracts MRC-0 D-S4- 1 34 
03/11/16 Ip 21300 230 


FQIA FREEDOM QF INFORMATION ACT REQUESTS AND RELEASES 


Q310190316 Responds to FQIA request for documents re Caseload Forecaa' 
panel 030419 netting Forward* App A documents Document 3 
entirely withheld fr«f FOlA Exemption 3} 

FELTON, J M Division of Rules and Records 03/08/09 GARDE, D P 
Government Accountability Project 6p p 21116 001 34X 

Fiche 80-329.03/00/09,0310190316 


— B8D980OSB7 Discusses fire protection site survey NRC B3O9O0 meeting 
concluded that const has not progressed far enough to 
conduct valid fire protection site survey Further diicuttion 
scheduled for early Jan 1903 

HERNAN, R W Licensing Dranch 4 BS/09/17 NOVAK. T M Assistant 

Director for Licensing 3pp 21110 003 24X 

Fiche 30-389, 03/00 / 09, 03 1 0 1 903 1 6 


— 0210180631 Requests caseload panel visit Visit should include 
assessment of schedules for remedial soils activities 
EIBENHUT.D G Divlelon of Licensing 02/09/82 DASBETT, H 0 
Division of Dflta Automation h Management Information 6pp 
21116 359 24X Fiche 30-329.03/00/09,8310190316 


— 9304200003 Submits daily highlight for 030412 Const estimates revised 
Const completion scheduled for Unit I by Feb 1909 it Unit 8 
by Oct 1904 Commercial operation dates are Feb 1909 for Unit 
2 ti May 190S for Unit I 

HOOD, D Licensing Dranch 4 ISSl/ANCEB Oh 03/04/12 DENTON, H 

NRC - No Detailed Affiliation Given 8pp 81117 173 Z4X 

Flch* 80-329, B3/Oa/09. 0310190316 


— 331109'ao64 Discusses Caseload Forecast Panel estimate of const 
completion schedule per 030419-21 meetings Addl time beyond 
Second Quarter 1906 required to complete Unit 2 const 
NOVAK, J NRC - No Detailed Affiliation Given ISQUANCEB DM 
03/03/17 COOK,vJ NRC - No Detailed Affiliation Given Bpp 
21116 053 S4X Fiche 30-327,03/00/09.0310190316 


--83 11070067 Draft summary of 030419-21 meetings w/ut 1 1 , Dech te I Ci NRC 
Caseload Forecast Panel re const completion schedules Const 
completion dates of Oct 1904 S, Feb 19Q3, for Units 1 fit 8, 
respectively. anticipated 

HOOD, D NRC - No Detailed Affiliation Given Q3/03/16 NRC - 
No Detailed Affiliation Given I74pp 81116 068 84X 

Fiche 90-389. e3/0B/07, 0310 1903 16 


—0311090069 "Test Program Status i Rev 12 - Test Schedule " 

« Carolina Power «< Light Co 03/04/18 iV7pp 81116.248 84)( 

Fiche 90-389,93/00/07.0310190316 


—031 109007 5 PND-1 1 1-03-049 on 030617. Mirgent Ime Carp, con trac tor 
performing remedial soils work, announced layoff of 40 
workars from workforce of 108 Layoff due to NRC delay In 
approving next stage of remedial soils wort 

GARDNER, R . UARNICK, R Rtgion 3, Office of Director 03/06/17 
ip 81417 116 84X Fiche 30-329.03/00/09,0310190316 


— 0311090079 Agenda for Caseload Forecast Panel 030419 31 meetings 

w/utll In Hidland.Hl to discuss const completion schsduli 
Viewyraphs tncl. 

» NRC - No Detailed Affiliation Given Q3/0'4/19 NRC - No 
Detailed Afflkletlon Given 3lpp 21117 119 24X 

Fiche 50-327,03/00/09.0310190316 


—0341090001 Forwards news release re facility const schedule 
COOK. R NRC -No Detailed Affiliation Given 03/04/13 
LOVELACE. N MRC - No Detailed Affiliation Given 3pp 21117 16Q 
84X Fiche 50-327,03/03/09,8310190316 


'6311090090 Notlf Icatlon of cancelation of 830311 meeting w/util in 
Bethesda. MO 

HERNAN, R \t Licensing Branch 4 83/03/11 ADENSAM. E 0 

Licensing Branch 4 2 pp 81110 02i 24X Fkche 50-389,03/00/09, 

0310190316 


— 931109Q091 Forward* Form ElA-854, "Quarterly Progress Rspt on. 0tatut 
of Reactor Const," for period through 021231 Supporting 
documentation encl 

MDLUENKOPFi A R Consumers Power Co Q3/G3/04 CLARK, R O 
Energy, Dept of 4pp 21110 033 24X Fiche 50-329,03/00/09. 

0310190316 


>0311090115 Forwards news articles re layoffs at facilities 

COOK, R Director's Office, Office of Inspection and Enforcement 
08/12/03 HOOD, 0 NRC - No Detailed Affiliation Given tlpp 
21110 043 24X FlcKe 80-329,03/00/09.0310190316 
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NONDOCKETED ITEMS 


— aSllO'^Olie Bubmtt* highlight for 831109 Pro-ient oitlmato* of Ju I 

19Q3 for c Djnp tBtlon of corai; for l/nlt 2 (nagi not b« mflt; 
bocaui^a of ds-L^yi in starting cantt of rcmadial soils uork 
HQGD.D Llcsnslns Branch 4 93/11/10 DEt™j. H , CASE* E , 

PURPLE, R hRC - Ma Detailed Affiliation Olven Spp 21118 062 
2AX Flche 30-^S9^ 63/08/09, 8310190316 


— 8311090130 FOTUards Hidland Dally News article re pipefitters 
ratification of neu contract at facilities 

COOK, R Director's Office^ Office of Inspection and enforcement 
83/08/09 HDODiD NRC ~ No Oetallfiif Affiliation Oiven 2pp 
31118 103 a4)£ Fiche 30-329,83/08/09,8310190316 


— 8311090143 Rev IZ to planning schedule 

« CoT)su[ners poutr Co 03/04/20 52pp 21 1 IQ 103 24X 

Ft Che 30^339,63/08/09,8310190316 


0310270347 Respandi to FDIA request for release of 23 CERS to PDR 
Forwards 12 LERs to be released Documents also avallabel in 
PDR One LER canceled Eight LERs not received 

FELTOM.J M Division of Rules and Records 63/09/29 ORABER,L D 
NUS COrp Ip 20938 060 34X Flche 50-000. 83/09/29, 0310270347 


8310310069 Responds to FOIA request for eight categories off records ro 
certain sgs in C-E designed nuclear pou«r plants Forwards 11 
docunants.ai tilted in Ap p A Nine documents listed in App D> 
already in PDR 

FELTON, J N Division of Rules and Records 83/07/20 BEL1-.N 

Coalition for Safe Power 3pp 20998 174 24X 

Flche 50-000,83/07/20,0310310069 


— ‘60D8070B5B Details staff Investigation Into B00520 loss of ivc water 
& s ub-sequent mlsvalvlng of auxiliary feedwater sys suction 
Corrective actions should be taken to remove connonallty of 
loops If) turbine bldg & punp suction line 

NOVAK, T M Assistant Director for Operating Reactors 00/07/29 
EISENHUT, D 0 Division of Licensing 3pp 2099Q 340 24X 

Fiche 50-000.83/07/20,8310310069 


— 8S122B0S69 SumnariiBs findings of B212O7-0B plant tour re use of PQRVs 
or depressur i lation scheme for removing decay heat Add! info 
requested includes general arrangement & isometric draulngs 
of piping near San Onofre pressurlier 

BERRY. D L Sandla Laboratories 62/12/16 HAROCSE.AR Generic 
Issues Branch 3pp 20998 266 24X Fich* SO-000, 83/07 /SO. 

8310310069 


— 8301060353 Summarltes 621222 .cotifcrerce call u/appl leant to aid in 
arranging V Oilinsky Feb 1963 sit^ visit to discuss PORV 
issue Participation by LA Pouir 6 Light Co uill be 
coneid ired 

LrClTRA,£ A Licensing Branch 3 Q2/12/2B NOVAK, T M Assistant 

Director for Licensing 2pp 2099S 264 24X 

Flche 50-000,63/07/20, B3l03i0069 


— B3i03l0075 Forwards rept on severs accident sequence analysis program 
review 830313-16 meetings w/EOliO, LASL, Sandla h QRM. In 
Silver SprtnQihO INEL uill develop reactor accident mgt 
model Agenda, attsndanc e lift & vieugraphs end 

CVRTia. R T Containment Byetems Branch 83/04/08 BASSETT. O E 
Assistant Director for Environmental Technology iPre B302011 
IBpp 2099Q J77 


— 0310310081 Forward* "Analyses of Steam Generator Tube Ruptures in 
Arkansas Nuclear One, Unit 2," dtd Apr 19-83 Work documented 
in rept performed as part of severe accident analysis 
program at NRC request 

CHARLTON, T B EG4G, Inc 83/04/05 SQLECKI.J E Energy, Dept 
of, Idaho Operations Office Ip 20998 193 24)£ 

Fiche 50-000,83/07/20,8310310069. 


—93103 1 0084 EGG-NrAP-6226 

"Analyses of ateam OBnerator for Tube Ruptures in Arkansas 
Nuclear One Unit 2. " Apr 1983 

DAVIS, G □ , BLAKELEY, J E Energy, Dept of, Idaho Operations 
Office FIN A-6334 03/04/30 66pp 20998 196 24X 

Flche 50-000, 83/07/20, 0310310069 


— 0310310094 Discusses lack of PORVs at Ban Onofre Units I 4i 2 License 
condition requiring installation of FORVs by first refueling 
should be imposed 

OILINSKV.V Co/nml ssi-ori ers 62/07/21 Commissioners 2pp 

2099B 311 24 X Flche 9 0-000. 83/ 07/20, 6310310069 


— 0310310098 Forward* draft proposed tE circular," Comnen Cause Failure 
of 8vc Hater Sys, " for review 8« comment Comments recalved fay 
001121 uill be considered tn preparation of final rev 
JORDAN, E L Division of Reactor Operations Inspections B0/il/l2 
NOVAK. T Assistant Director for Licensing HURLEY, T. E Division 
of Reactor Safety Research, ARLOTTD, O A Division of Engineering 
Standards 6pp 20990 333 


G311020D12 FQIa request for radioactive matl license appl IcatLons. 
Licenses 6 all correspondence re Gamma Diagnostics 
MCDONALD, D D Nuclear Pharmacy, Inc DDM 483-23 03^04/22 
FELTON, J M Division of Rules and Records Ip 21022 009 


0311020013 Responds to FOIA request for radioactive matl lUsnii 
a pp 1 ications, 1 Icenses & all correspondence re Gamma 
Diagnostics Forwards App A documents 

FELTON. J M Division of Rules and Records 03/06/14 HGDOHALP.&S 
Nuclear Pharmacy, Inc iOpp 21022 OlO 


— 790313D109 Responds to 781209 request for addl infP V ipplle«1> '< 
to amend Hatl/Byproduct License 20-13215-01 by wlthdr«vlri| 
request Requests new medical approval to dlitribute risgtrt 
kits Discusses lead pig 

DIBPIONO, V W Oamma Diagnostic Laboratories 95623 79/02/1! 

VACCA.P C Radioisotopes Licensing Branch (Pro 7903011 Spp 
21023 ISO 


—7904090133 Forwards callbr label which will be used In conjunction « 
previously sufa/nltted label for Tc-99m mendronats sodium 
injection 

DIBPIONO, V w Gamma Diagnostic Laboratories D749 79/07/27 

VACCA.P Radioisotopes Licensing Branch IPre 790501J Ig 
21023 152 


— 7905240350 Matl/Dgproduct License 20-15215-02MD for Gamma DIagnpitlE 
Labs is amended per 7QD621 application authorising uii of 
Tc-99m in medronate sodium injection for distribution to 
licensed persons par 10CFR35 14 6 35 lOQ Icorrectod copy* 

VACCA.P C Radioisotopes Licensing Branch <Pro 790301 » 79/04/2- 

2pp 21023 153 


—7907120560 Act receipt of 790223 «« 0405 Itrs informing NRC Of iHfl 
taken to correct violations noted in IE Insp of Liceniti 
20-15315-01 & 20-15215-02MD on 790202 

GRIER, □ H Region 1. Philadelphia, Office of the Dlrscttr 
79/05/11 FERRia.R 0 Gamma Diagnostic Laboratories 
21022 222 


— 790712O5BO Responds to NRC 790327 Itr re violations noted Iri IE iru 
of License 20-15215-01 on 790202 Corrective action* due to 
vagueness of intent of 10CFR35 14<b> & 35 i00<24l requeitii 
general counsel clarification 

D18PIONO, V U Gamma Diagnostic Laboratories 79/C4/05 

GRIER, B H Region 1, Phi ladelph la, Office of the Director 2rp 

21022 224 


— 7907120595 Responds to NRC 790202 Itr re violation noted In lE IflU i* 
Licenses 20-15215-01 it 20-152t5-02MO Corrective actions uill 
install vlsable signal in area immsdiately in front of hot 
cell transfer door 

DIBPIONO, V M Gamma Diagnostic Laboratories 79/02/23 
DRIER, B H Region 1, Philadelphia, Office of the Director 
21022 318 


—0008100241 Forwards application for amend of Mat I /Dypr ddue 1 Llci^e 
20-15215-01 revising radiation safety manual 

DIBPIONQ.V u, Oamma Diagnostic Laboratories 04339 OO/Ofe/2'1' 

Licensing Management Branch Ip 21022 230 


— 0008100245 Application for amend of Matl/Byproduc t Ltcenie 20-l5!ia 
Amend revising radiation safety manual fc authoriring 
possession of 3 mCl Ra-2Z6. 300 uCi Co-57,50 uCl Co-60 i 300 
gCi Cs-137 

DISPIGNO, V N Gamma Diagnostic Laboratories 04337 00/06/23 

97pp 21022.231 


— 8009240352 Matl/Byproduct License 20-15213-01 for Gamma DlagrOitic ui 
is amended in its entirety per 800623 application Amand 7 
authoriiis use of Mo-99, Tc-99ffl< 8 b~ 75, 1-131 6 Ir-ltl IP Shy 
form for distribution 

OUINN, P R Licensing Management Branch 80/00/22 Spp 
21023 065 


“■—8011030073 Requests that corrections be made to Bectiane 6,7 6^ 0 qf 
Amend 7 to Matl/Byproduct License 20-15215-01 re 1-131* 

Ir-Ul, Cs-137 L Co-57 

DIBPIONO/V H Gamma Diagnostic Laboratories 03625 00/10/16 

Division of Fuel Cycle L Material Safety 2pp 21022 20? 


— BOI2040340 Matl/Byproduct License 20-15215-01 for Gamma Dlagnastlc H'l 
Is amended In its entirety per 800623 application Amend 7 
authorlies use of Mo-99, Tc-99mi 8e-75, 1-131, Ce-137, Co-60 L 
8r-B5 in any form for instrument callbr (corrected copy) 

OUINNpP R Licensing Management Branch 00/10/30 Zpf 
Si 023 067 


— 8 101090872 Ack receipt of 801016 Itr forwarding final rept on l*efl 
licensed material, per 10CFR20 402 

KINNEMAN. J D Region 1, Philadelphia, Fuel Facility fc Material* 
Safety Branch BO/ii/lQ DISP10N0,VU Gamma Diagnostic 
Leboratorias Ip 21022 291 
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— ai0li'?O7BS Ack rBC«ipt of 901016 Ur req,U09tln9 adond of H at 1 7 Bgprod uc fc 
Cleanse ao-152l5~01 Info roquosted re transpor ta t ia n of 
callhr sources to Hi from temporary joh sites 
0U1NN< P R Licensing Management Branch 05625' SO/12/OS 
OISPIGNO.V U Gamma Diagnostic Laboratories Ip 21D22 294 


•9102050401 Submits addl Info requested bg NRC 901202 Itr re Matl/ 
BgpToduict License 20-15215-01 Calibr performed w/Tc99m 
solution produced at lab Methods used to comply Lr/App t> 

Bag Guide 10 O' "Methods for CaHbr of Dose Calibrators " 
DISPlGNGiVW Gamma Diagnostic Laboratories OS625 00/12712 

OOlNMiP R Licensing Management Branch 7pp S1D22 295 


•8103050974 Mat 1 /Byp roduc t License 2o-i32l5“'Ot for Oamma Diagnostic Labs 
ll amended In its entirety par 601016 Itr Amend 8 authorlies 
M(}-99 j Tc-99fei 8e-75j 1-131 1 Cs^lS?* Co-60 ^ 8r**85 Par posiesslon 
In u-te in development! mfg Sc stds for Instrument cellbr 
CUINNiP fi Licensing Management Branch 81/01/15 2pp 
21023-069 


— 8311020016 Dlicutses insp of License 20-15215-01 on 730918 6. Poruards 
notice of violation 

NELfiON^P R Region Philadelphia, Office of the Director 
73/10/11 FERRIS, R Gamma Diagnostic Laboratories 2p p 
21082 020 


—9311020017 Requests addl Info to ftuppl 790383 response to HRC 790302 
Itr re noncompliance noted in IE Insp Repts 30-06748/79-01 & 
30-13043/79-01 Confirmation not to transfer radlopharme 
under unauthoriied license needed 

GRIER. B H NRC - No Detailed Affiliation Given 79/03/87 
FERRIS. R G Gamma Diagnostic Laboratories 7pp 21022 216 


—0311020018 Notice of violation from Insp on 730912 None amp I lance no'-ed 
failure to establish procedures for safely opening packages 
in uhich licensed matl received (i to placard vehicle used to 
transport radioactive matl u/proper label 

e Region 1, Philadelphia, Office of the Director 73/lO/H 2pp 
81022 088 


—0311020019 Ack receipt of 731116 6 ISIS Itrs Informing AEC of steps 
taken to correct violations noted in Insp of License 
20-15215-01 on 730912 

NELSON. P R Region 1. Ph 1 ladelph ia. Office of the Director 
74/01/11 FERRIB, R Gamma Diagnostic Laborator ies Ip 
21082 084 


— 0O11O2DD8O Responds to AEC 731011 Itr re violations noted In insp of 
License 80-1S21S-01 on 730912 Corrective actions consultant 
In health physics ulll submit monthly rept re Title iO 
regulations b/or other AEG requirements 

FERRlSrR C Gemma Diagnostic Laboratories 73/t2/tS NELBDN, F P 
Region li PhUadelphiai Office of the Director ip 21028 02S 


—0311020022 Responds to AEC 731011 Itr re violations noted In Insp of 
License 80-15215-01 on 730912 Corrective actions personnel 
ftotified of methods to he employed upon receipt of 
radioactive metis Ic smear surveys on packages conducted 
a Gamma Diagnostic Laboratories 73/U/16 NELSON* P R Region 
ir Philadelphia, Office of the Director 3pp 21022:026 


— 0311020024 Discusses insp of License 20-19215-01 on 750128 tt forivards 
notice of violation Confirmation of 790131 comimttments to 
establish radiation safety committee to revieu radiation 
safety program l< mgt control sys requested 

O'REILLY, vf P Region 1, Ph 1 lade 1 ph la. Office of the Director 
75/08/04 FERR16, R C Gamma Dlagnostli; Latorat'ories 2pp 
21022 029 


— S311020086 Notice of violation from insp on 750122 None omp 1 lance noted 
individuals uorklng In restricted areas received uhole body 
over* * posure, overexposure repts not submitted radiation 
surveys of unrestricted areas nqt conducted 

* Region i. Phi ladelph la. Office of the Director 79/02/04 2pp 
21022 031 


B311020O27 Repts exposures to extremities of tuo individuals axceadtrig 
limits specified in 10CFR20 lDl<per 10CFR20 409 
Gvere xposures caused by handling of multicuria quantities of 
inadequately shielded Tc-99m Addl shielding added 
FERRIS, R c Gamma Diagnostic Laboratories 75/02/28 Atomic 

Energy Commission, Directorate of Regulatory Operatloni 3pp 

81028 033 


—0311020029 Ack receipt of 780305 Ur informing NRC of steps taken to 
correct violations noted In IE imp of License 20-15219-01 
on 750182 Confirmation of NRC understanding re radiation 
safety committee 7S0317 & 0481 Sheetings requested 
D^BEILLV, J P Region i, Phi ladalphia, Office of the Director 
75/03/17 FERRIB, R C Gamma Diagnostic Laboratories Ip. 
81022.036 


' — B31 1020031 Responds to KRC 750204 Itr re violations noted In IE insp cf 
License 20-15215-01 an 750122 Correctivo actions Form AEC-4 
re Individual over e xposures comp leted. forms used for survey 
records redesigned t, radiatian safety committee arganliad 
FERR I B' R C Gamma Diagnostic Laboratories 75/03/05 
□ 'REILLY. J P Region i, Ph i lad a 1 p h i a. Office of the Dlrsctor 
4pp 21022 037 


— B3ll02003"| Discusses lE insp of License 20-15215-01 on 7S0401 6 
foruards notice of violation 

□ 'RElLLViJ p Region 1, Ph i 1 ada I p h ta, Office of the Director 
73/oa/tQ FERRIS. H C Gamma Diagnostic Laboratories 8pp 
21023 041 


— 8311020034 Notice of violation from insp nn 790401 Noncomp k 1 anc e noted 
82 3 Cl Mo-99 routinely r e< » Wed . f a i lur e to survey airborne 
activity in restricted area since Feb 1973 {< radioactive 
matl survey inadequate 

a Region 1, Philadelphia, Office of the Director 73/08/18 2pp 
2102S 043 


— 8311020035 Application for amend to Mat 1 /By product License 20-15215-01, 
authoriiing possessi-on S< use of 1 Cl Xe— 133 gas. in ssalad 
lead containers 

Dl8PIONo,YW Gamma Diagnostic Laboratories DD069 01/07/31 

Region 1, Philadelphia. Office of the Director 181/03/01) Bpp 
21022 3U 


— 83110S003B Foruards revised "Radiation Safety Manual " 

DlSPlCND.VfN Gamma Diagnostic Laboratories 00601 02/03/18 

OLENN.J Region 1* Office of Director ip 21022 321 


—831102003? Responds to NRC 750317 Itr re violations noted in l£ insp of 
License 20-19215-01 CarrectlVi actions radiation safety 
committee organised to monitor current £< future utilisation 
of byproduct matl 

FERRIB, R C Gamma Diagnostic Laboratories 75/05/06 
O'REILLY. JF Region 1. Philadelphia, Office of the Director 
13pp 21028 049 


—8311020041 Revised '‘Radiation Safety Manual 

e Oamma Diagnostic Laboratories 11706 08/02/28 42pp 

21022 322 


— 8311020043 Ack receipt of application fur raneual of License 
20-15219-01 License uilll not aspire until final action 
taken by Matl Licensing Branch 

HICKEY. J N Division of Fuel Cycle b Material Safety B2/D7/87 
D18PIGN0.V \4 Gamma Diagnostic Laboratories Ip 21033 014 


—6311020045 Frovldei Info bo clarify Section 6 of application for 
reneual of Licenie 20-19215-01 

DIBPIGNOjV U Gamma Diagnostic Laboretorles B2/12/S1 GNVNNr P 
NRC - No Detailed Affiliation Given Ip 21023 019 


'B31102004B Forujardi applicetion for amend to Mat 1/Byprqduc t License 
80-15219-01 

DI8PtGN0,VN Gamma Diagnostic Laboratories 14521 83/03/24 

Division of Fuel Cycle & Material Safety ip 21033 016 


— B311020030 Application for amend to Matl/By produe t License 20-19215-01, 
increasing possession limit of Mo-99 to 900 Cl Ic authorliing 
possession & use of 5 mCi C-14 

DISPIGNO. V lA Gamma Diagnostic Laboratories 14521 B3/03/SS 

14pp 21083 017 


— 0311080053 Foruards info re packaging t« labeling of products, per B30330 
tslcon Description of packaging 6 labeling of all IND/NDA 
products 6 placement of parts of unit dose label included 
DISPIGNa,VU Oamma Diagnostic Laboratories 83/03/3D 
DELMEDICOrJ NRC - No Detailed Affiliation Given Upp 
81023 031 


■B311020094 Ack receipt of addl info re radiation safety committee Info 
should be submitted to Div of Matl Licensing to become pert 
of license conditions 

O'REILLY. J P Region 1, Philadelphia, Office of the Director 
75/05/23 FERRIS, R C Gamma Diagnostic Laboratories. Ip 
81022 058 


— B311020056 Foruards 19B3 ujholesale druggist license Tgpogr aph 1 cel 
errors ulll be corrected 

DIBPlGNOfV N Oamira Diagnostic Labaratorles 63/04/15 
DELHEOtCDrJ NRC - Ho Detailed Affiliation Given Spp 
S1D23 042 


— 0311020057 Ack receipt of 790919 Itr informing HRC of steps taken to 
correct violations noted In IE insp of License 20-15219-Gl 
Excerpt of Itr dtd 750519 entl 

O'REILLY, J P Region 1* Philadelphia. Office of the Director 
75/06/09 Gamma Diagnostic Laboratories, 3pp 21022 064 
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— 9311020059 ToruariJ* 3 (>plicafcion ffia 1 1 /byproduct jicensE 

FERRIS. ft C flamriJ l>ia(inostJc LabQratorie* 2BL&1 72/05/17 

Afepqtic Etier^y Com-7tl»5lon Ip 21023 044 


— 9311020041 Application amend tP License 20~1321 5^01 1 r*vn Ing 

Coniitlon B r* passsssion ot ma* amount o P raditiacfcivl tg at 
any one time 

FERRIS, RC <fainma Dias nos tic Lab ora tort ei 73/04/01 BHlIWrfrtW.R 
Atonic Energy Cornmlsixon Ip 21022 067 


— 0311020063 AppSlcatipn far ma tl /byproduc t 1 lcenso< author ii 1 ng 
posifsilon & use of 10 Ci Ho'97 U TC"99<n i, 5 nCi Cs'137, 
Co“57 6 Sr-B3 

tt Oam/p-a Diagnostic Laboratoriei 20161 72/05/17 iQpp 

81023 045 


--9311020044 Responds to 730930 Ur requesting info re Itcansfng fof 
200 Cl Ho-99 U Tc-99ri Radiation safetg coinrtvitteo 
rrcommendation^ for lower eiposure ihcluda Increased 
shielding ir glove boie* & effective storage of waste matli 
eVDOKlMOFFrV Oamms Diagnostic Labora tor 1 e 8 75/10/03 BASBIN.N 

Atonic Energy Connltslon Spf 2S022 060 


— 331 1020 D65 Amend * to Lieense 20-152I5--OJ. author i z Ing use of 200 Cl 
Ko-99 ir ■rc<-99(n & 5 iftCi Ci-S37 & Sr-SO in any forrn Corrected 
copy 

CUIWLP R Division of Fuel Cycle h Material Safety 70/05/31 
2pp 21023 063 


— B311020067 InfoTrti of rad la t i on overe x p osure s of tuo Individuals dui mg 
third quarter ending 750930 Overaxposures resulted from 
working u/Tc-‘99m Lead syringe shields installed to 
technctated product dispensing sgrlnges 

EVD'WIrtDFFiV Oamaia Diagnostic Laboratories 75/10/30 
Director'e Office. Office of Inspection and Enforcement 3pp 
81022 073 


— 031 102006B App I i cation for amend to Ltcenee 20-152l3-oi to include 
possefSion |i transfer of byproduct mat! away from facility 
by solely owned vehicles 

EI/DOKIHOFF. V Oanma Diagnostic Laboratories 73/11/03 BASSIN. 
Atonic Energy Cpmmissiion 4pp 21022 076 


-"SSI ID20049 Submits periodic audit of licensee enforcement history fi on 
June 1974 - Hov 1'975 

MCCLIffTOCK. R 0 Atomic Energy Commission 75/12/23 Atomic 

Energy Conmlssion 3pp 21D2S 090 


-•'5311020070 Amend 9 to License 20'‘132I5-01 r auth ar 1 1 i ng use of Hated 
byproduct matl In any form 

OUlNNiP ft Division of Fuel Cycle S. Materiel Safetq 01/10/00 
2pp 24023 071 


— 6311020005 Act receipt of 760102 Itr informing NRC of steps talin t; 
correct violations noted in IE Insp of License 20-13215-01 
O'REILLY. J P Atomic Energy Commission 76/01/16 FERRIB.R C 
Damma Diagnostic Laboratories Ip 21022 009 


—0311020007 Responds to WRC 751224 Itr re violations noted in IE Use 
License 20-15215-01 on 7S1202'03 Corrective actions stricter 
monitoring of all individuals working in restricted anas re 
proper radiation safety working habits Implemented 
EVDQKIKOFF. J Oamma Diagnostic Laboratories 76/01/02 
O'^REILLYiJ f Region 1. Ph i lad e 1 ph 1 a^ Office of the DlrrcUr 
2pg 21022 090 


— 031iO2OOBB Provides addl listed labeling stated in license 
applications Representative protocols w/new labeling enc 1 
EVDDHIMOFF.V Oamma Diagnostic Laboratories 77/06/01 
Radioisotopes Licensing Branch iPrtf 790501} Opp 21023 111 


*—6311020009 Responds to Itr requesting info re 770306 request for 
renewal of License 20-15215-01 Info listed 
DISPIGNQ. V W Oamma Diagnostic Laboratories 77/10/03 
PSOMASfP P Radioisotopes Licensing Branch <Pre 7905011 5pp 
21023 119 


— 0311020090 Clarifies points addressed In 760i 16 Itr re amerirf to 1 Icerie 
for possession & transfer of byproduct matl by soiey owned 
vehicles Procedures for drivers end 

EVDOKIMOFF/V Gamma Diagnostic Laboratoriei 76/01/26 BELLi J 
Atomic Energy Commission 5pp 21022 092 


— 0311020091 Requests byproduct matl licenses for listed ho-sps 

EVDOKIHOFF. V Gamma Diagnostic Laboratories 76/03/10 Rsglori 
1j Ph 1 lad elphia. Office of the Director Ip 21022 097 


—0311020094 Responds to 780111 Itr re application for renewal of 
Licenses 20-15215-01 & 80-15215-O2HD Nuclides to be ueed 
to callbr dose calibrator described in 771006 Itr 
DI8PI0N0.V If Gamma Diagnostic Laboratories 70/01/19 
PSOMAS.P P Radioisotopes Licensing Branch (Pre 790501) 20p 

21023 124 


—0311020095 Forwards licenses requested in 760310 Itr W/o ancls 
MCCLINTOCK.R □ Atomic Energy Commission 76/03/17 
E9D0KIH0FFiV Gamma Diagnostic Laboratories Ip 21022 090 


—0311020096 Discusses IE insp of License 20**152l5“04 on 760621 No 
noncompliance noted Major areas inspected radiation sAfetyi 
including exam of procedures & representative records^ 
Interviews u/personnel i inspector observations 
NELBONj P R Atomic Energy Commission 76/07/07 FERRl0i-0 G 
Gamma Dlaynostlc Laboratories 2pp 21082' 099 


— 631 1D2D073 App j ieatlon for Matt/Gy produc t License 20-is2l3-01 

DISPIONO. V W Gamma Diagnostic Laboratories 11786 02/06/ iO 

15pp 81023 073 


—0311020075 Amend 10 to License 20-1521 5-Cl « author 1 1 Ing use of 200 Ci 
Mo-99 L Tc-99m,5 mCi 8e-75< 1-131 U Sr-G5. I Ci Xe-133, 5 3 mCl 
Cs-ia? V 0 05 ftiCi Co-60 

GUINN. P R Division of Fuel Cycle ft Material Safety. 02/10/25 
3pp 21023 008 


—8311020098 Forwards FDA Itrs assigning IND numbers for listed prcdus tl 
Final approval of products expected in near future 
DIGPiGNOrV U Gamma Diagnostic Laboratories 70/03/13 
FSOMAS. p P Radioisotopes Licensing Branch (Pre 790501) 4pp 
21023 126 


— 0311020100 Discusses IE insp of License 20-15215-01 on 770420 & 
forwards notice of violation 

NELSON, P R Atomic Energy Commission 77/05/09 FERRIS. R C 
Gamma Diagnostic Laboratories 2pp S1022 101 


— 0311020077 Dlscusies lE insp of License 20-15215-01 on 751802-03 4 
forwards notice of violation 

O'REILLY. JP Atomic Energy Commission 73/12/24 FERRIS, R C 
Gamma Diagnostic Laboratories 2pp 21022 0B3 


8311020101 Matl/Byproduct License 20-15215-02MD, authorl x ing use of 
unlimited amount of Tc-99m In form of sodium pertcchneta te^ 
sulfur colloid 4 aggregated albumin 

UACCAiP C Division of Fuel Cycle & Material Safety 70/05/23 
2pp 21023 130 


— B31102007G Amend 11 to License 20-15215-01 , author i x lug use of listed 
natl 

GUINN. P R Division of Fuel Cycle L Materia) Safety 83/03/14 
2pp 21023 D9& 


—0311020000 Notice of violation frem Inip on 75)202-03 None ompl lance 
noted two individuals received overexposure while working in 
restricted area 4 byproduct matl transferred to hosp w/o 
currant llceTxie 

♦ Atomic Energy Commission 75/12/24 Ip 21022 005 


— 8311G2OO01 Requests addl info re licensing far possession 4 use of 
byproduct m&tl to aid in review of application for amend to 
license 

DELLrJM Atomic Energy Commlsilon 76/0-1/16 EVDOKIHOFF. V 
Gamma Diagnostic Laboratories 3pp 21022 086 


'8311020103 Notice of violation from insp on 770420 None ump I ianc e noted 
no license issued per I0CFR32 72 4 byproduct matl 
transferred to unauthorixed individuals 

#• Atomic Energy Commission 77/03/09 2pp 21022 103 


-8311020105 Forwards License 20-1 52 15-02MD, author U I ng distribution o» 
radiupharms to group licensees info re license & 
euthorlxation to distribute reagent kit listed 

VACCA.P C Radioisotopes Licensing Branch (Pre 790501) 70/03/23 

DI6FJGN0,V Gamma Diagnostic Laboratories 2pp 21023 t32 


- 0311020107 Forwards application for renewal of Mat 1 /By praduc t 
License 20-15215-01 

EVDOKIMOFF. V Gamma Diagnostic Laboratories 87612 77/03/23 

OOlNNrP NRC - No Detailed Affiliation Given Ip 21022' 105 


— 8311020084 Application for Matl/Byproduct Licenses 20-15213-01 ft 
aO-l52l5^02MDi authorl ling passfSSion U use of Tc-99m sodium 
pirttchnftate< sulphur col I o id. macroaggregated albumin It 
labeled disodium etidronate for mfg i» tfis tr 1 bution 
EYOQKIMDFF, V Gamma Diagnostic Laboratories B773G 77/05/26 

Division of Fuel Cycle & Material Safety IBpp 21023 093 


— 8311020109 Lists steps to be taken per 7B0323 Itr ra sodium 
partachnetate Tc-99m distribution V use 
D18PI0NQ,V N Gamma Diagnostic Laboratories 7a/o-6/8i 
VACCA.P C Radioisotopes LUonsing Branch <Prc 790501) 3pp 
21023 134 



— aanoaol 10 App I icat ion far reneujal of Hatl/Di^produc t 

License 20- l 5215-01 • author 1 j tng posseR»ion & use of 200 mC i 
l1a-99 U Tc-*?'?^ h 5 mCi Cs-!37 «< Br-aS 

FERRISiR C Gamma Dtagnastlc Lahorator los 87612 77/05/23 

56pp 2L022 106 


— B3UO20n3 Ac k receipt of 770513 Itr informing NRC of stepe taken to 
correct violations noted in IE Insp of Liconso 20-19215-01 
NELSQIiF P R Region Ir Philadelphia. Office of the director 
77/03/27 FeRRIB^R C Gamma Diagnostic Laboratories Ip 
21022 162 


--8311020119 Comments on recipient 700621 Itr 6 NRC 700726 Itr re 
licensing action to authorizo distribution of radlopharms 
License Hgt branch ulll not rovlou application ui/o required 
fee Related info end 

VACCAiP C Radioisotopes Licensing Branch (Pro 790501) 78/10/31 

DISPIGMDjV U Gamma Diagnostic Laboratories llpp 81033 137 


— 0311020117 Responds to NRC 770509 Itr re violations notad in IE insp of 
License 20-15215-01 an 770420 Corrective actions specific 
license application submitted for radiopharms used bg 
licensees authorized for Groups I.II L 111 

EVDDKIHOFF, V Gamma Diagnostic Laboratories 77/03/13 NEL80KI, R 
Region- U Philadelphia! Office of the Director Spp 81022 163 


— 6311020181 Requests addl info re 781121 Itr (< 701204 telcon re 
poiitss ion< use l< distribution of 8o-75 6 other bgprodutt 
mats t 

VACCAiP C Division of Fuel Cycle & Material Safety 7B/13/0B 
DIBPlONaiV U Gamma Diagnostic Laboratories Spp 21023 149 


&3H020122 Foruardf addl info in response to 770705 request re rtvleu 
Of application for renewal of License 20-15819-01 Items 4-7 
to 5t added to radiation safety manual 

EVDDKrnOFF.V Gamma Diagnostic Laboratories 77/07/13 QUINN- P 
NRG - No Detailed Affiliation Given llpp 21022 169 


— 6311020127 Discusses 1£ Insp of License 20-19315-01 on 771314 h 
fors/ards notice of violation 

HCCLlNTOCit. R D NRC - No Detailed Affiliation Olvon 70/01/03 
FERRIBiR C Gamma Diagnostic Laboratories Spp 810S2 176 


D3II020129 Notice of violation from Insp on 771214 Nancomp i lone e no*od 
failure to maintain records of surveys performed to assure 
Con;iilence u/20 301i "Waste Disposal General Requirsmonts *’ 
s NRC - No Detailed Affiliation Given 78/01/03 Ip 21022 178 


--B311020102 Ack receipt of 790117 Itr informing NRC df stops taken to 
correct violations noted in lE Insp of License 20-13219-01 
MCCUNTOCK. R 0 NRC - No Detailed Affiliation Olvon 7D/OJ/30 
FERRlBiR C Gamma Diagnostic Laboratories Ip 21022 179 


— B31I020139 Responds to NRC 700103 Itr re violations noted in IE Insp -of 
Licanse 20-19219-01 Corrective actions waste disposal form 
generated! denoting absence of licensed matl in normal 
trash 

DlEPIQNOiV Gamma Diagnostic Laboratories 78/01/17 
MCCUNTOCKiR 0 Region li Phi ladelph lai Office of the Oiroefror 
9pp 21023 IBO, 


B31L020137 Forwards comploted NRC Form 31311 application for early 
reneual of License 30-1921 9-02MD 6 MA uholesalo druggist 
license being amended to Include all radiopharms 
DCSPIGNO/V W Gamma Diagnostic Laboratories 83/09/21 
DELHEDICOi J Division of Fuel Cyclo 6 Material Safety 2pp 
21033 170 


Q311020140 Application for renaiuol of Matl/Dypfoduc t License 
20-1 82 1 9-0 2 MO 

OlEPIGhOiV W Gamma Diagnostic Laboratories 13706 02/09/27 

94pp 21033 172 


'8311020141 Responds to 700131 telcon re distribution of products undc» 
FDA regulations for neu drugs FDA orocessod applications 
listed 

DIBPIGNOjV W Gamma Diagnostic Laboratories 70/02/02, 

PaONABiP P Radioisotopes Licensing Branch (Pre 79OS011 ip 
21022 JB9 


— 8311020144 Discusses IE Insp of License 30-19219-01 on 700910 
forwards notice of violation 

ORIER.fi K NRC - No Detailed Affiliation Given 78/09/31 
FERRiBiR 0 Gamma Diagnostic Laboratories, 3pp 2J032 186 


8311020147 Notice of violation from insp on 700910 Nancomp 1 iance noted 
failure to survey possible overexposure of individuals 
performing maint work within hot cell on 771019 t 1113 
* Gamma Diagnostic Laboratories 78/09/31 Ip 21022 JB9 


8311030140 Foruiards rules *< regulations of MA Board of Registration 
Pharmacy specific to wholesale d rugg i sts. p er 821122 telcon 
DI8R1ON0J V W Gamma Diagnostic Laboratories 82/11/33 
DELMEDICO. J Division of Fuel Cycle U Material Ssfetg 3pp 
21023 269 


— 0311030191 Act receipt of Itr informing NRC of steps taken to correi.+ 
violations noted In IE Insp of License 20-19215-01 Addl Info 
requested 

GRIER. D M NRC - No Detailed Affiliation Given 70/07/05 
FERRISiR 0 Oamma Diagnostic Laboratories 3pp 21022 190 


“-83110201S4 Responds to NRC 7BD531 Itr to violations noted in !E ms; :f 
License 20-19215-01 on 7805)0 Corrective actions air samples 
will be taken directly in breathing zone ef individual 
entering hat cell 

DISPlONOiVW Oamma Diagnostic Laboratories 70/06/19 

ORlERi □ K Region 1. Philadelphia! Office of the Director 3pp 

21023 191 


— 83)1020157 Act receipt of license renewal application Current llccn.o 
will not expire until final action taken 

DELMEDICD. J Division of Fuel Cycle tt Material Safety 12706 
83/11/01 DIBPlONOi V W Oanvua Diagnostic Laboratories Ip 
21033 268 


—8311020199 Aclf receipt of 700619 U 0823 Itrs in response to NRC 700' : i 
6 0705 Itrs Hlsund ersta-nd i ng r« radiation safety committee 
failure to devote time te reviewing adequacy of radiation 
safety program clarified 

DRIER) 0 H NRC - No Detailed Affiliation Given 78/09/21 

FERRI9.R 0 Oamma Diagmestlc Laboratories Ip 21023 194 


--8311020161 Provides listed Info to be Included in application to rer ew 
Matl /Byproduct License S0-152IS-02MD Info should be 
complete & detailed 

DELMCDICO) J Division of Fuel Cycle ti Material Safety 82/12/06 
OIBPIGNOfV Oamma Diagnostic Laborator 1 es 9pp 21023 269 


--8311020163 Responds to 700711 meeting re effectiveness of mgt control 
syt concerning radiation safety program Employees are fub^s 
of rigorous considerations prior to b during tenure of 
employment 

FERRIS) R € Gamma Diagnostic Laboratories 70/08/23 
MCCLINTQCK.R Region i. Phi lade t phiaj Office of the Director 
2pp 21022 195 


—0311020166 Responds to B312G6 Hr requesting info re FDA assignment * 
labeling of products Info listed Related Info enc 1 
DI8P10N0.V W Oamma Diagnostic Laboratories 02/12/16 
DELMEDteOj-J Division of Fuel Cyclo tt Material Safety 19pp 
21033 274 


0311080169 Notifies of 700629 6 0727 unauthorized distribution U us« if- 
investigational radlopharm 70-990 

GLENN. JE NRC - No Detailed Affiliation Given 79/01/22 NRu 
- No Detailed AffltUtlnn Given Ip 21082 210 


—0311020172 Forwards 850825 Itr to I1A Oeard of Registration In 
Pharmacy! describing proposed unit dose radlopharm program & 

830308 board reply W/a end 

DI&PtONOiVN <3emma Diagnostic Laboratories 1S7G6 03/03/11 

D£LhEDlCO«J NRC - No Detailed Affiliation Given Ip S1023 29 • 


— 03UO2OI74 Discusses IE Insp of Licenses 20-15219-01 L 20- 19215-D2MI) ;n 
790110-li tc forwards notice of violation 

ORIERiB N NRC - No Detailed Affiliation Given 79/08/02 
FERRIB. R G Oamma Diagnostic Laboratories 3pp 21022 211 


— 8311020170 Notice of violation from Insp on 790110-11 None ompl 1 ence 
noted Tc-99ffl labeled madronate tadlom transferred to 
unauthorized Individuals U required label not affixed to 
package Inserts for Tc-99m sodium per technetate 

« NRC - No Detailed Affiliation Given 30-13045/79-01 79/02/0/ 

Spp 31032 214 


—8311020493 Forwords fee for Amend 7 to Llcensi 20-1 5215-01 1 requoitin j 
author 1 zat Ion to mfg L distribute Tc-99m labeled medronate 
sodium injection 

DESPIGNQiV N Oamma Diagnostic Laboratories 97426 79/11/21 

VACCArP Licensing Management Branch 13pp 21022 197 


8311080040' FOIA request for five categories of documents 

SHOLLV* 6 C Union of Concerned Scientists 03/06/06 FELTON* J M 
Division of Rules and Records Ip 21-044 001 


8311020042 Responds to FOIA request for fiva catagories of documents 
Forwards App A documents Documents also available In PQR 
FELTONiJ M Division of Rules and Records 93/07/07 S HOLLY. S C 
Union of Concerned Scientists 4pp 21044 002 24X 

F iche; ao-295. 83/07/07. 831 1030048 



400 


NONDOCKETED ITEMS 


— 850324024^ Advlies 0# status of CORRAL code Availability pf co-de 
allayed until sum, tier to permit BMI to accoonit for certain 
important criticisms noted at 811207 pe-er revieui group 
Ailfrting 

CUNMINGHAH, H A Reactor Rtst Prancli 82/01/19 PL/ROlCKiG R 
Reactor Risk Branch 3pp 21049 138 


—8205060487 Diicusies results of HATADDfi pear revletj Simplistic model my 
of aerosols mathod far uslns decontamlnat 1 an factors 
sited flatten# Columbus Lab asked to prepare prograiri plan by 
830731 

CUNMINGHAH.II a Accident Risk Settlcn 82/04/23 BURDICK. 0 R 
Reactor Risk Branch ip 21046 119 


— 8205060491 Forwards ccjments from 811207 peer revlaw c>f MATADOR 
program 

KRESSj T S Oak Ridge National Laboratory ©2/04/07 
CUNWrNCHAM, M Accident -Risk Section 18pp 66049 112 


•8303160003 Rei^uetts comments on draft CORRAL rad ionuc 1 1 tie traneport 
code description h user manual for improved code Code 
renamed MATADOR Comments requested by B30225 
BURDICK, 0 R Reactor Risk Branch 63/03/03 SiLBERfiERO. H 
Office of Wuclear Regulatory Research. Director »pp 21048 112 


8308230166 SumnaPlies 830413 meeting u/Reactor Risk Branch, Dtv of Risk 
Analysts L Sandla Natl Lah re progress of HELCOR cod* 
development project Vnwpraphs & SR Oreene 830112 Itr end 
CARTER, JL Reactor Systems Branch 83/03/03 ROSEWrUAL. J 
Reactor Systems Branch lOQpp 21047 239 


—-0311020079 “Program Plan for Development of MARCH 2 I “ 

* Battelle Memorial Institute, Columbus Laboratories UJ/* 
4app 2104B 003 


— 0311020082 Informs of planned activities within MARCH 2 1 ' 

project MARCH 2 1 ulll be final MARCH version davalaped 
prior to reieasf of MELCOR code Marked-up draft pTojtaa 
plans dtd 020723 & 0601 end 

GREENE, 3 R Oak Rfdgo National Laboratory 02/D7/29 ' 

Severe Accident Assessment Dranch 6lpp 2104© 091 


— 9311020006 Lists MATADOR programma t i c direction# per H I < a ' 

agreoment Daybutt 820730 Itr anti 

SPRING, J L Banda Laboratorlat 02/08/03 DAVOifTliP luielH 
Memorial Instttiftep Calumbus Laboratories 9pp 210IQ U4 


— 0311020106 Confirms 011208 meeting at BMI to provide inllial jei“ 
review of MATADOR code Agenda 8* handwritten Mp-te# enc I 
KREBS, T S Oak Ridge National Laboratory Dl/i|/|9 
CUNNINGHAM, M A NRC - No D«tBll«d Affiliation Given i Of A< « 4. 
Missouri, Univ of, Colombia, MO PQ8TMA, A K Denton CMi 
Technology Bpp 21040 141 


— 9311020119 Recommends that formal peer group be organlisd ke rifiia 
MARCH code u/T Kress at ORNL as leader & A Rasiina*ll RUl'aa'k 
tt D Cooper as assistants Funding sought to Initiate email 
peer review of C0RRAL~3 

CUNNINGHAM, M A Reactor Risk Branch Dl/08/06 RnuDOMk; f K 
Reactor Risk Branch 2pp 21040 167 


-B309230715 Trip rept of 030426-29 visit to Sandja to organii# final 
portions of Zion probabilistic safety study review «< to 

severe accident risk reductsan prooram 6 
harcH- 2 development program 

Never, J F Reactor Systems Branch 83/05/05 SHERON, B Reactor 
0311020042*""' 21047 222 a4X Fiche 90-295,63/07/07, 


Rept on Accident Sequence Likelihood ReassessAieM 
lAcclBenk Sequence Evaluation Prograei) " 

K0LAC20WSKI, A Sandla Laboratories BLEIweiS. P B , DR0UIN,K T 
Science Applications. Inc 83/02/28 NRC - No Detailed 
Affiliation Given 18lpp 21044 OO* 


"0311020130 “Radtonuc 1 1 J« Source Terms for Degraded Care Act Iff* If * 
LWRs “ Related info endl 

BAYOUTT.P , NICOLOSI.g L , RAGNURAM, 9 Sat telle Ms monel 

Institute, Columbus Laboratorlts 03/07/07 NRC No Dsraki*i 
Affiliation Given I9pp 21040 100 


8311020213 Responds to ROIA request for records within l 4 «li 9 |M 
submitted or transmitted by govt of Canada, govt of any 
Canadian province, any Canadian atectrlr util or any 
official of subj entitles Forwards printouts W/o enc.lt 
FELTON, JM Division of Roles and Records 83/00/10 » a 

Porter, Wright, Morris &r Arthur 3pp 21023 337 


— -8311020047 “User Guide for MERGE “ 

FREEDMAN-KBLLV Batten e Memorial Institute, 
02/iO/3l 34pp 21044 191 


Columbus Laboratorist 


8311020215 Addl response fco FOIA request for documents re ills# 
generator problems at TMI-1 Forwards App A documents 
Documents aUo available in PDr 

FELTON, J M Division of Rules and Records 83/08/|if / 

Three Mile Island Alert 2pp 21024 027 




Agenda for MELCOR program review 821208-09 mOetinos In 
Albuquerque.NM Supporting documentatton end *"'^*t*hgs in 

82/12/08 Sandla Labaratorlet 


Sandla Laboratories 
21046 359 


45pp 


— 031 10200^ Advises of progress made in HelPRDG code development 

MELPRGG in content vis-a-vli 
M^OR, contain, SCDAP S. MIKAS Supporting documentation end 
CAMP,W J flandiia Laboratories 02/11/23 MAfllNa. G Mflf - 
Detailed Affiliation Given I4pp 21^7 


•8208040472 fleCY-02-O35A 

Provides current status of utli program for recovery ff’CiA 
steam generator tube corrosion problem k forwards NRC 
intended response to util 820430 Itr re need for hearinei s'* 
Issue W/enci 

^ Office of the Eiecutive Director for Uperalke’^s 
92/07/19 I5pp 21024 030 24X Fiche 50-209, 03/0©/ I 2. « JM C*- 


-0311020224 Forwards responses to 030323 questions re steam |i^s*au 
problems at TMI-l Ektentlve efforts conducted to riisove 
** possibility of RC8 r ec ontamina 1 1 

pAULADINO,N J Commisi loners 03/05/05 MARKEV, K J ir»^M « i 
^ Insular Affairs Opp 21024 046 2t)t 
Fiche 50-289,03/00/12,0311020219 


-83I,0MOt5 ..MELCOR P,. 05 r.» Pl.n Rhy.lc., Pr«,.. T«, ■ 

»" /“H.nuaid. behavior In 


02/00/31 


Program “Supporting documentation «ncl 

t telle Memor* 

t25pp 21047 097 


«1U«U, L.b«r.t„r,.. 9 J/oB/,3 


to be 


-8311020071 Forwards " Impravament of MARCH for BWR Aon 1 i Cat lon« 

— -cK*?!;U'sr.sr,' 

*10,7^354'* ■'.‘Ion., LaHif.ton B 3 /I 0 /I 5 lopp 


tt'V.lppnnnt MARCH 2 1 ■ 

87/0B/31 CUWmCHAM^M ,*'***tut,. Columbus L.bor.t.rl.. 

Dirirto; ?p S?oJS'3o 2 R.guUborg R.„.nch. 


4 *.,. 3 J att recoros wicnin msc a yrsniusMiiEse 

Canada or any Canadian province, iry 
official of subj entiUts 

MEYER. R A Porter, Wright. Morris 6 Arthur 03/07/22 Offli* ** 
Administration Ip 21023 34o 

^ request for record of complaints generAteil wllbi^ nJt ", ! 
o ^ ’** typewriter failure 

iTic 03/07/20 MATTIA.M J D|visi4i sf 
Contracts Bpp 21023 341 

Request for records r* NfIC dec 1 1 iel^ « i, 
Dlv of Forwards listed complaints 

in separate'll tr* address other questions 6 comments 

^CelSUch Records 03/O0/O<l CClUiTt*. ff ^ 

ueitech, Inc Ip 21023 343 

^^dlsplau^wrlfc*"*n* May card II typewriter be replaced v-'iltta^ 

rio!lJ2d • J li®''* t Magcard typewriter tUchint 

sS/oa/oi” '^BASBETT^i^S Integration Cpoit fli 10091 

Information ?p 31023 3 ^ 4 ^*^'’" Automation i . 
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—B3! 1020230 Motifles that machine reti/rned from repair still not wor^jr,^ 
propc-rlg Author called in on 9303C}2i 0427 tc 0511 for same 
problems Problems listed 

GILBERT* J ACRS - Advisory Cotninl t tee on Reactor Safeguards 
83/05^31 NRC - No Detailed Affiliation OiVen Ip 21023 343 


*''-0311020234 Informs that 4240 Hagcard-NRC-Ol 14B1 has been broken for 
e months, par 030617 telcon Machine repaired several times 
but never fixed properly 

REUTHER.P NRC - No Detailed Affiliation Given 03/06/17 

PERiLNAN.vl NRC - No Detailed Affiliation Given ip 21023 346 


— 8311020240 Responds to 030225 memo re small business aet-aside for 
maint of fBM mag cards & memory typeuiriters Revleu of NRC 
bidder mailing list (t pr e pr ocur ement history do not support 
small business set-aside 

HALKAN, E L Division of Contracts 03/04/01 KERRj W B Qfc of 
Small Si Disadvantaged Dus Utilii4tion & Civil Rights tp 
21023 347 


8311020228 FOIA request for technical proposal submitted bg fi&O Assoc 
in response to RFP nS-NRR“-B3~092, "Severe Accident 
Consequences Mitigation " 

FiNDLEYiDE Science App I icat ions, Inc 03/07/13 MOHTOJ^. K V 
Division of Contracts ip 21024 270 


03 1 1020231 Responds to FOIA request for proposal submitted by R&Q Ass«jC 
under RFP RS "NR 0-03 -09 2 Forwards nonproprietary version of 
technical proposal Document also available in PDR 

FELTON, J H Division of Rules and Records 03/OD/O9 FIAIDLEV. D E 
Stitnca Applications! Inc Ip 21024 279 


— 8311020235 '"Severe Accident Consequences Mitigation,'' technical 
propasaliVQi i 

HAMMOND, R R R&D Associates KA0TENQERO, N E California, Univ 
of, Los Angeles, CA ns-NRR-83-092 03/Ol/3i sapp 21024 200 


83110-20241 Appeals denial of FOIA request for documents generated in 
preparat ion, drafting it writing of JM Felton 830321 Itr to 
S Garde Documents identified in Felton response do not 
reflect complete list or search of agency records 
OaRDEi B P , OERNABEIiL Government Accountability Project 
03/06/13 Office of the Executive Director for Operations 3pp 

21024 117 


B311020242 Responds to FOIA request for computer printout of all 
medical licensee names U addresses for Program Code 
OS120‘-02200 Forwards requested document N/o end 

FELTON^J M Division of Rules and Records 83/00/08 SAVlNIiR J 
LIXI, Inc Ip 21023 335 


8311020247 FQlA request for computer printout of all medical licensee 
names h addresses for Program Code 02120-02200 furnished oh 
address labels 

SAVtNIiR J LIXI, Inc 83/07/21 FELTON, J M Division of Rules 
and Records ip 21023 336 


B311040H4 FOIA request for documents re consideration of TERA Corp 
Independent -design & const verification programs as one of 
pilot program* per Section 13 of Public Law 97-410 

Garde I 8 P Government Accountability Project 03/08/03 Office 

of Administration 2pp 21090 132 


8311040117 Partial response to FOIA request for documents re 
Consideration of TERA Corp independent design U const 
verification program as one of pilot programs under Sectioii 
13 of public Law 97-415 Forwards ApD A documents 
Felton, J M Division of Rules and Records 03/00/29 GARDE, B P 
Government Accountability Project Ip 21050 134 24X 

Flche 30-329,03/08/25,0311040117 


— 9311040129 Submits proposal to prepare Itr to TERA adVtsiJ^g that NRC 
believes meeting «/util 8t consultants on substantive matters 
applies to discussion on confirmed items Future meetings 
should be subj to protocol Audit of records needed 
HOOD I D 8 Licensing Branch 4 83/06/30 NOVAH, T M NRC - No 

Detailed Affiliation Given Bpp 2109B 159 24X 

Flche 50-329,03/00/25,0311040117 


-”03 1 104Q 127 Confirms commitment to J Taylor of lE to utilUe independent 
design 4c const verification program, currently being 
perfoTmed by TERA Corp on facilities as pilot programs 
Blscussion initiated w/TERA to modify program 
EISENHUr, D 0 Division of Licensing 02/06/25 CODK. J H 
ConsumeTS Power Co tp 21058 171 24X Flche 50-329,93/09/25. 

0311040117 


8311040121 Responds to FQIA request for list of plant managers In US 
Forwards requested list W/o end 

^E'-TDN, -J M Division of Rules and Records 83/0B/O4 HAUER, P M 
Tulnsburg, QH Ip 21098 iSl 


0311040122 FOIA request for current list of addresse-s of nuclear 
generating plants in US 

KAtlEfl,P M Tujlnsburg, DM 83/07/19 NRC - No Detailed 
Affiliation Given ip 21059 102 


0311040120 FOIA request for Chairman Speth Itr to Commissioner AFiearnr 
on or about 000320 re NRC treatment of Class 9 accidents In 
EIS 

DACHUS, R A Backus. Shea & Meyer 93/03/28 Office af 
Administration 3pp 21058 175 


8311040131 Responds to FOIA request for 0 Speth Itr to Commissioner 
Ahearne on or about 800320 re l-AC treatnient of Class 9 
accidents in E13 Forwards meaio Revieu; of remaining documents 
incomp i e te 

FELTON, M Division of Rules and Records 03/00/03 SACKU3, R A 
Backus, Shea & Meyer Ip 21058 170 


— 0311040136 Comments on draft Commission action paper on accident 
cons i d eratio-ns under NEPA Suggests several changes be 
incorporated Into paper to indicate policy effect on safety 
accident analysis 

CUNNINGHAM Office of the Executive Legal Director 93/09/03 
HOUSTON, R W Accident Analysis Branch 2pp 21058 179 


0311040134 Addl response to FOIA request for three categories of 
records re 9uppi l to NURE0‘'O737 re emergency offsite 
facility less than 10 miles from plant NRC has not completed 
re-vieu of remaining documents 

FELTON, J M Division of Rules and Records 83/03/17 Pl-|[LIP0,M H 
Dabevoise & Liberman 2pp 21060 339 


0311040139 FOIA request for two categories of 1 trs, repts, me* ting 
m Inutes , memos or other documents prepared by NRC re 
10CFR50 49(bl U impact of regulation nn licensees & 
near-term DLs 

FHlLIPSiM H Debevolse & Liberman 83/04/22 FELTON, J K Division 
of Rules and Records 2pp 21068 D32 


6311040143 Responds to FOIA request for documents re iOCFRSG 49(b)(2) 
staff require/nents memo issued on 830419 re qual I f Icat l on of 
testing organi latione Forwards App A documents Other 
documents withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 83/0D/D3 PNILIPSiM H 
Debevolse & Liberman 2pp 21068 054 


— 8311040146 Informs that Cemmlsslen decided not to issue notic* of 
proposed rulemaki-ng re accreditation of qualification 
testing organisations (SECV 82-153) List of altsrnatlves to 
accreditation program submitted 

CHILK. S J Office of the Secretary of the Commission 83/04/13 
DIRCKS, U -d Office of the Executive Director for Operations 3pf 
21068 056 


8311040162 Further response to FOIA request for documents re 
probabilistic risk assessmanls performed for facility & 
computer printouts showing results of evacuation time 
studies for facilities Forwards NUREq/cR-2903 N/o and 
FELTON, vl M Division of Rules and Ratords 63/03/10 8H0TWEH. , J A 
Massachusetts, Commanijea 1 th of tp 21058 343 24X 

Flche 50-443,03/08/18,8311040162 


631 1040167 FOIA request for documents re probabilistic rlfk assetsmenit 
performed for facility f, computer printouts showing results 
of evacuation time studies for facilities 

SHOTHELL. J A Massachusetts. Cairmonueal th of 03/07/09 Office 
of Administration 2pp 21039 344 24 XFiche 30-443, 93/07/08, 

031 1040169 


0311040174 FOIA request for documents re export of keg component for 
plant under const In Philippines by VIest lug house It press 
relaases re appointment of NRC Chairman A Carnesale 

CALS0YA8. C 9 Affiliation Unknown 83/08/01 Division pf Rules 

and Records 4pp 21069 347 


0311040178 Responds to FOIA request for documents re export Of 
key component for plant under const in Philippines by 
Nestinghouse & press releases re appointment of NRC Chairman 
A Carnesale Forwards documents Documents also in PDR 
FELTDN, J ri Division of Rules and Records 83/08/17 CALSDYA8, C D 
Affiliation Unknown 2pp 21068 351 


Q3I1070009 Final response to FOIA request for NHS9 comments U documsnlt 
re facility EIS Forwards App A documents Documents also 
available in pdr 

FELTON. J M. Division of Ryles and Records 83/00/10 HeiSS.ER 
Harmon l< Weiss 2pp 21005 340 S4X Fiche 50-537,83/09/10, 
8311070009 


'8311070011 Marked-up draft "8oc l-oeconomic Impacts of CRBR Fuel Cycle 
COLTON, J P NRC - No Detailed Affiliation Given 82/05/07 5pp 
21085 332 24X Flche 30-537.83/08/10.9311070009 



— 8311070014 Draft ” Soc io« tonojn 1 c Impacts of CBBR FueJ Cgcle " 

CtX.TQN, J P NRC - No Detailed A^fiUation Given 82/05/04 5pp 
2£0a5 339 a4X Flche 50-53rr 83/08/1 Or 83 IJ 070009 


— 0311070019 fnterrogatarij 19 qoeitions on tr anspor tati oti accidents 
Response bg 620409 requested Table tununarlilng 
transportation Tequlrements for fuel cycle enc 1 
PAOEiR 0 Urdnlum Fuel Licensing Oranch 02/04/02 
MACDONALD. C 6 Tranepor ta t lOTi BrancK Gpp 21006 001 24X 

FI the 30-337, 03/00/ tOr 031 1070009 


--0311O7GO22 Foriiiardt questions on uaste iqgt aspect of CRBR project 
environ rept (Amend XII 1 for DDE 

BROWNING. R E Division of Waste Management 02/02/25 
LOWENDHRG.H NRC - Mo Detailed Affiliation Given 4pp 
2I0B6 004 24)1 Fiche 30-537.03/00/10,9311070009 


—9311070026 Responds tc 820426 request for revleu of DOE summary of 
oxpecteif tocioec onuml c Impacts of CR&R project fuel cycle 
DOE conclusion that activities mill have little 
Boc 1 aecanomic impact supported 

DUBE. D NRC - No Detailed Affiliation Given 02/05/03 
LOWENDERG.H NRC - No Detailed Affiliation Given 2pp 
21086 000 e4X rich* 30-537.03/00/10.6311070009 


— 6311070034 Forwards info for Oavls brief ing book on CRBR fuel tycle 
environ review, 

HQMERiU NRC - No Detailed AffUlatlpn Given 32/02/03 ELIGE 
WRC - No Detailed Affiliation Olveti 7pp 21036 014 24X 

riche 50-537,83/08/10.0311070009 


—8311070043 Discusses content of safeguants section of ElS. per 62040R 
meeting Cost/benafit Bnalgsis -or consideration of safeguards 
alternatives will not be Included In safeguards portions of 
Eis 

DUBE. D NRC - No Detailed Afflllatlait Given 02/94/09 
LDUENQERG.H NRC - No Detailed Affiliation Given 4p4> 

21006 021 24X Flche 30-537.03/00/10.8311070009 


—8311070052 foruApds FES re safeguards design basis threat 

MULLEN. 0 NRC ~ No Detailed Affiliation Given 82/04/15 DUBE. R 
NRC - No Detailed Affiliation Given 2 pp 21006 029 24X 

Flche 50-337,83/08/1010311070009 


-'-0311070034 Requests that NMS8 assign highest prierftg to fuel cycle 
environ review & Initiate effort uhen DDE Input available 
Organ 1 national plans fdr accompMshlrig task requested by 
620210 

DAVIB.J 6 Office of Nuclear Materlqi Dafety & 

Safeguards. Director 03/00/10 BURNETT* 0 F Division of 
Safeguards MARTIN, J B, Division of Waste Management 
CUNNINGHAM. R E Division of Fuel Cycle Material Safety Ip 
21006 032 S4X Flche 50-537103/00/10,8311070009 


6311070015 FOI A request for documents re Inductive heating stress 
improvement process for Type 304 italnlaas steel piping at 
ahoreham Unit 1 

HAFNERrfl BUffoU Nuclear Study Group 03/07/14 Office of 
Administration Ip 21087 001 24X rUhe 80-322.63/07/14. 

0311O7OQ1S 


0311070018 Further response to FOIA request far four categories qf 
records re U or tharium mill tailings it Kerr-McGee Chemical 
CorprWest Chicago Rare Earths Facility Fori/ards documents 
listed o-n Apps A, B* C D 

FELTON. J M Divlilen of Rules and ReCnrds, 03/07/29 RAPKIM.A 
minolsi State of. 5pp 21085 007 


—0001000004 Fdrwardi State of lU Dept ef Public Health It IL EPA comments 
on proposed stabtllratlon plan 

NIXDN.W A Uranium Recovery LieenslTig Branch 79/12/13 
PENNY, r L Kerr-N<(3ee Corp- tp 21005 049 


— 8012160226 Provides Interpretation, of NRC 800331 legal note re 
West Chicago environ contamination iRecd-Keepler Fart h 
other locations) No legal basis ejclsts for ordering Kerr 
McGee to clean up 

MIOOINOOTHAM. L Division of Fuel Facility l< Materials Safety 
80/09/15 CUNNINGHAM. 0 H Office of the Erecutlve Legal Difectot 
2pp 21083 137 


— 01O92BOQ97 Summary of G107I6 meeting w/utll re advantages of EIA over 
ElS In preparing support licensing action List of attendees 
end 

NIXON. W A Uranium Recovery Licensing Branch 01/09/14 
Uranium Rico Very Licensing Branch 3pp, 21D83 044 


— 0205040109 Fofijards list of officials receiving revised st ab llj laticm 
plan per environ Impact review process L FR notice re 
preparation of EIG 

NIXON. W A Uranium Fuel Licensing Branch, 02 / 04/13 BKELLEY.M J 
Kerr-flcOee CbemUal Corp <fubs of Kerr-McQee Corp ) 3pp 
21005' 021 


— 6302020222 Recounts conversation u/G Charnoff re FES on decoaml si le*]’ j. 
of KerT-McOee Rare Earths Facility FEE completion scheduled 
for Ond of Feb 1903 

PAGE, R O Uranium Fuel Licensing Branch 03/01/13 Uranlua 
Fuel Licensing Branch Ip 81085 015 


— 0302160079 Advises that schedule for publishing FES will not be apt d.i 
to delay in obtaining decision on whether U Mill Tailinys 
Radiation Control Act of 1978 or Waste Policy Act of 1982 
applies to site 

NlXDff. W A Uranium Fuel Licensing Branch 03/02/03 CROW. M T 
Uranium Fuel Licensing Branch ip 21085 014 


— 03O916OO'2B Requests views on whether radioactive matl at Kerr-McQei 
Corp ifast Chicago rare earths facility could be 
charac ter 1 led as byproduct niatl under Atomic Energy Act 
Section lie (2) 

FONNEft. rt L Regulations Division 83/01/31 MILLER. B Ererpy^ 
Dapt of ip 21005 176 


— 6311070024 Summarizes progress of Kerr-NcGea, West Chicago, during 
821015-1112 Schedule for completing final environ statement 
mat except for possible delay of answers prepared by LASL 
LASU dependent on Kerr-McOee for Input 

NIXON. W A NRC - No Detailed Affiliation Oiven 82/11/22 
CRON, w T NRC - No Detallod Affiliation Given 3pp 21005 0L6 


— 03 1 107002b Informs of 820326 meeting w/E 6tl 1 1. involved w/ cleanup Qf 
contaminated sites for POD. re Kerr-McOee, Kress Creek 
J Chasnoff requests comments re proposal that EPA provide 
eamments on draft EIS on West Chicago site 
PAOE.H O NRC - NO Detailed Affiliation Given 02/03/12 
CUNNINGHAM. R E NRC - No Detailed Affiliation Given Ip 
21005 026 


--0311O7QO32 Forwards "Review of Proposed Above-Grade Gnilte Dlipesel al 
Radwastes at West Chicago," per 010930 request Kerr-McOt* 
will submit revised disposal plan. per 011030 meeting 
commitment 

MARTIN. J B Division of Waste Management 01/11/09 
CUNNINGHAM, R Division Of Fuel Cycle ii Material Safety If 
21085' 02/ 


— 6311070036 "Review of Proposed Above-Grade. Onsite Disposal of ftadwaStei 
at Itarr-McOee Facility in West Chicago, IL " Crosi-sectlon 
diagrams end 

81EFKEN, D L Low Level Waste Licensing Branch 01/11/09 I6pf, 
21008 028 


—0311070041 "Branch Position - UMlll Tailings Mgt " 

* Uranium Recovery Licensing Branch 77/05/13 3pp 21003 066 


—0311070042 "Staff Branch Position Explorations for Design Evaluation 
of U Mill Tailings Retention 8ys " 

■* Uranium Recovery Licensing Branch WM-7901 63/07/29 2pp 

21O0S 069 


— 0311070044 "Design. Installation & Operation of Natural It Synlhetlc 
Liners at U Racovtry Facilities." Btaff Technical Position 
WH-8101 

• uranium Recovery Licensing Branch WM-aiOl 03/07/29 t2pp 
21009:071. 


— 0311070047 Forwards Staff Technical Position WM-0201, "KydrauUc Oetlgn 
Criteria for Tailings Retention 0ys " 

SCARANOiR A Low Level Waste Licensing Branch UM-8201 
03/Ot/14 MARTIN. J B Division of Waste Management Spp 
21009:003 


— 0311070049 ''Hydraulic Design Criteria for Tailings Retention 8ys,* 
Btaff Technical Position WM-0201 

a Divlsldn of Waste Management WM-8201 83/01/31 12pp 

21069 069 


— 0311070051 Forwards Rev 1 to draft staff technical position paper, 
"Hyrodgeo 1 ogic Character i latlon of U Solution Mine 6 Hill 
Tailings Disposal Sites " 

HAWKINS. E F Lou Level Waste Licensing Branch UM-B203 
B3/01/L3 BERATAN.L Earth Sciences Branch Ip 21065098 


— 8311070070 Rev 1 to "Hydr ogeo 1 og Ic Charac terl zatlon of U Solution Mine 
6 Mill Tailings Disposal Sites." draft Staff Technical 
Position Paper WM-S203 

* Uranium Recovery Licensing Branch WM-B203 ROI 62/07/31 
30pp 21005 099 


— B3li070074 Forwards responses to comments on draft EI8 for 
dacomml ssionlng rare earth fac i 1 1 ty. par 021109 requst 
Rasponse to applicability of UMTRAC to site will be 
developed separately due to aieoclatlon w/legal issue 
FONNER.R L Regulations Division 02/11/19 CRQWiW T. Uranium 
Fuel Licensing Branch 7fP StO09 1S9 



— 0311070002 Informs that DOE has no legal or programi»ati c objection 
HRC character iiat Ion of raduaats matl as byproduct matl 
under Section lie (2> of Atomic Energy Act of 19S4i as 
amended- per 030131 request for comments 

HILLER. S R Energy, Dept of 03/03/13 FONNER.R L Off ice of 
the Eiecutlve Legal Director Ip 210BD 175 


B311070029 Partial response to FOIA request for documents re Inductive 
heating stress Improvement process for Type 304 stainless 
steel piping of Shoreham Unit 1 Forwards App A documents 
Documents also available in PDR 

FELTON, UM Division of Rules and Records 03/00/10 HAFHER* B 
Suffolk Nuclear Study Group 2pp BIOS? 002 24X 

Flche 30-322, 03/00/10. 0311070029 


'”'83 1 107003& Draft "Induction Heating Stress Improvement Traitilng 
Schedule " 

* Long Island Lighting Co 03/00/10 3 pp 21007 026 


8311070061 Partial response to FOIA request for documents re H Adler 
St/or Scorpio Music Di stributon, Inc Forwards App A 
documents App C documents withheld <ref FDIA Eiemption 7) 

FELTONi J M Division of Rules and Records 03/00/17 JACOBSON* P J 
Jacobson# P J 3pp 21070 354 


— 0311070062 Authorlies release of any records that NRC may have re 
author company to atty PJ Jacobson 

ADLER.M Affiliation Unknown 03/06/01 Affiliation Uaknoun 

2pp 21070 3A1 


'•-6311070064 Discusses DA Zane complaint re radiation exposure at 
Thomas Jefferson Unlv Hosp Bupportlng documentation end 
ADLER# M Affiliation Unknown 70/07/20 HENDRIE, J M 
Commissioners ISpp 21071 DOt 


— 8311070067 Requests M Adler name be checked against FDl Investl gatl .« U 
arrest records Record on H Adler should not be retained in 
dtiv files i Info received from FBI should not be 
distributed 

ABGTQNj 0 0 Office of Inspection It Enforcement, Office of the 
Director 70/10/17 BRADY# R J Division of Securtty Ip 
S1071 013 


— 0311070073 Forwards 1 tr to 1 Icenseo# ui/appended notice of violation I 
draft IE Insp Rept 30-02941 /70-O2# in response to Abston 
701004 memo to Grier re noncompliance at Thomas Jefferson 
Unlv Hosp 

SNIEZEKiJ H Division of Fuel Facility I* Materials Bafety 
79/02/02 CUMM1N0B#J J Office pf Inspector & Auditor Spp 
21071 017 


--0311070077 Forwards IE Insp Ropt 30-02941/70-02 on 701109 & 14 8< notice 
Of Violation 

HCCLINTOCKiR Q Region 1# Philadelphia, Office of the Director 
70/12/10 BUEENEV#F Thomas Jefferson Hosp Ph i lade Iph 1 a* PA 
2pp 21071 019 


— 03UO7OO70 Notice of violation from insp on 781109 I' 14 

^ Region 1. Philadelphia, Office of the Director 70/12/16 2pp 
21071 021 


—8311070001 IE Insp Rapt 30-02941/70-02 on 701109 it 14 Noncompl iance 
noted failure of radiation safety committee to evaluate 
•heiardt from eating or drinking in restricted areas & 
failure to rept radioactive spill 

O'NEILL# B □ , MCCLINTOCK#R 0 Region 1# Phlladelphlai Office of 
the Director 70/12/10 7pp 21071 023 


0311070000 Forwards H Adler 700720 Itr to Chairman re irregularities at 
Thomas Jefferson Unlv Hosp Number of allegations fall within 
Region I jurisdiction 

AB8TQN#0 O Office of Inspector & Auditor 78/10/04 GRIER# B H 
Region 1# Philadelphia# Office of the Director Ip 21071 034 


'0311070092 Responds to 700720 Itr# per Chairman request Issues will 
require analysis further Inqi^lry Response will be sent at 
later date 

ABSTON# O 0 Office Of Inspector «# Auditor 70/00/09, ADLER. H. 
Affiliation Unknown Ip 21071 045 


0311070094 Forwards recent examples of author response to nuclaar 
midlcine dept employee concerns Personally identifiable info 
deleted 

MCCLlNTQCKiR Q Region li Philadelphia. Office of the Director 
70/09/06 PORTUNA.R Aff i 1 latlon Unknown 4pp 21071 046 


0311070095 FOIA request for 12 categories of documents re fire safety -b 
•tdi at nuclear power plants 

SO. D K Puhlit Cl t lien Litigotlon Group 03/07/19 FELTON. J H 
Division pf Rules and Records 2pp 21086 033 


8311070090 Partial response to FOIA request for 12 categories of 
documents re f sre-rel^t ed sufajs Forwards App D documonts App 
A documents available in PDR Review of addl records sub j to 
request in progress 

FELTON, J H Division of Rules and Records 03/00/16 80* D K 

Public Citiien Litigation Group 0pp S1O06 036 245( 

Fiche 50-000# 83/00/16* B3I 1070098 


B20216015S Discusses interaction between fire suppression t, safety »ys 
as dsmonstrated bg two recent events at Olnna *« Dresden 3 
FERGllSQN* R L Chemical Engineering Branch 02/01/13 
VOLLhER. R H Division of Eng i near irg 3pp 21086 170 24X 

Flche 50-000*83/00/16.03110700 90 


B210060002 Informs of provision to bring eKternat probabilistic ris*. 
assessment methodology to parity u/intarnal events 
Inclustoit of external events w/std plant probabilistic 
risk assessments not recommended 

VOLtHEn.R H Division of Engineering 02/09/07 DENTON# H R 
Office of Nuclear Reactor Regulatlo-n, Director Spp 21006 173 
24X Flcha 50-000, 83/00/ i 6, 8311070098 


— B2U240368 Responds to ACR8 021019 1 tr # Racommend a 1 1 on 7 re leak 
tightness of fire dampers h reliability of fire U smoke 
detectors Fire should not affect control room air provided 
ventilation sys properly designed 

BEWAflOYA#V •Chemical Engineering Branch 02/11/02 HULMAN# L G 
Accident Evaluation Branch 4-pp 21096 103 


—8212060150 Forwards response to ACRS 020609 fire protection questions 6 
Nuclear Util Fire Protection Group Informal responses to 
same 

JOKNStoMiW V Assistant Director for Matls b Quallf Engineering 
(Pre 830201 J 82/11/02 FRALEY, R ACR8 - Advisory Committee an 
Reactor Safeguards 2lpp 21086 191 


—0301120506 Buggests that NUREO/CR- 1360. 1369# 1370 t# 2005 be sent tO all 
licensees for use In review 6 upgrading fire protection/ 
sef ety-relat ed syi 

VOLLHER#R Division of Engineering 02/13/15 TAYLOR, J 
OlvlsiDn, of Reactor Programs (Pre 8301031 2pp 21086 187 


— 0302070290 Comments on issues raised in 820728 memo re Carbon dlilde 
sym used for fire protectidn In •or adjacent to critical 

areas 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/01/11 HICHELBON. C Director's Office 3pp 21006 314 34X 

Ft Che 50-000# 83/00/16. 0311070090 


—8307390041 Foruardt 5ECY-63-269 re fire protection rul e, Cumment s 
requested by 830336 

BENAROYAfV Chemical Engineering Branch 03/07/19 Chemical 

Engineering Branch lOOpp 31006 043 


—0311070114 Requests plan for investigating & resolving interaction 
problems betuaen fire suppression S# safety sys, per 820113 
memo 

VQLLKER.R H Division of Engineering 03/01/23 JOHNSTON. U V 
Assistant Director for Matls 8t Ouallf Engineering tPre 830201) 
tp 21086 180 


— 83tlO7^0Ll9 Forwards response to ACRS Fire Fratection Subcommittee 
questions per H Bender request 

ALDEftMANi H ACR8 - Advisory Committee on Reactor Safeguards 
82/i2/O0 EBERSOLE, J , LIPIN9KI#W C . POTTER# R H ACRQ - Advisory 
Committee on Reactor Safeguards Ip 21006 109 


— S3110701S3 Forwards response to ACRS Fire Protection Bubtomml tteo 
questions re fire protection in nuclear plants Nuclear util 
ftre protection group comments Included 

ALDERMAN# H ACRS - Advisory Committee on Reactor Safeguards 
03/U/22 BENDER, M # MOELLER# D ACRS - Advisory Commit tei on 
Reactor Safeguards Ip 21006 190 


— 8311070134 Confirms discussion re fire protection program for nuclear 
power facilities Issues to be addressed at ACRS full 
committee 82040S meeting listed 

DUCCl.D R NRC - No Detailed Affiliation Given 82/03/24 
FE-RQUSONiR L Chemical Engineering Branch ip 31006 317 


--6311070141 Comments on properties of Halon fire suppression agents 
Halon interferes w/comb ustlon chemical process to produce 
water unlike carbon dioxide which extinguishes fire by 
removing oxygen 

HACEVOY, \l A ACRS - Advisory Committee on Reactor Safeguards 
62/03/30 ACRS - Advisory Cocnnilttee on Reactor Safeguards 3pp 
21006 235 
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NOW DOCKETED ITEMS 


-8311070113 F.fia.rd. 0 Ho.Iler fir. prdt.ctiDn 1, control 

room notuatuitv IUcumIoh lurlnj ACHB Bobcommitt.o 

Rtactor RadlologUal EFPectt 020514 meeting , ^ . 

ALDERHAN.H ACRB - AdvUnry Cammlttee on Reactor Safeguards 
82/04/07 ^?ERaU3DN-R Offir* of Nuclear Reactor Regulation^ 
Birector 2pp fllOSb 227 


-aailO/OlA? CorMrms 620^00 telcon r# 

pTotretton in nuclear plants raised during 2fi4th AC0S 
mietlng It.ai dl.cuiied briefly but not fully answered 

crnai pv n aCRS •• Advisory Cof^fflittee on Reactor Safeguards 

Jo^ToS.W ; Assistant Director for KatU b Quajif 
Engineering IPre 0352011 2pP 
FUhe 83/00/ 0700*53 


— 0304200104 Forwards response to request for review of ulLl frKiU I" 
re NRC position on 8ECY-83-199 Cost figure for ned of 
primary emergency operation facility may b-e too low 
Isolation of ventilation sys might improve hoblteblllky 
JORDAN. E L Division of Emergency Praparednesi & t'ng in« if Iri 
Revponse iPost 030103) 03/00/05 LAlNAOi Q Atiliianl Dfriikir 

for Operating Reactors 2pp 21005 271 24X 

Flche 50-000. 03/00/101 831 1070102 


— 8311070117 Forwards table listing status qf emergency 0|iri1l«n 
facilities negative consent commission papers. at of 030610 
Table reflects status of plants not meeting rtqulT*min.|i gf 
Table 1 of 8uppl I to NURE0~0737 

PAOANO, F 0 Emergency Preparedness Drancfi Ul/06/13 I L 

Dlvislpn of Emergency Preparedness & Engineering niifenii rfaii 
830103) 4pp 21085 273 24X Fltha SO-OOO. fJJ/Oll/lOp OlllJl'jr J- 


-0311070150 Su^m.riies Fenwa 1 020608 

sys w/Fire line. ACRB U NflC In Arlington. VA re utllliatlon of 
Kalon 1301 ei tlngul »fi ing skated rept 

Bl/CCl.D NflC - No Detailed Affiliation Okven B2/0i>/2A 
BENDER. M ACRB - Advisory Commit tea on Reactor Safeguards pp 
21006 231 


—8311070154 Rtipondt to request re LER 02'-OO2/O3L“O concerning fire 
actuation signal in diesel generator A rPam causing disssi 
ol\ spill Dssign stauU have Included conservatism for 
excfsdlng aeiQunt of oil W/o stated end 

BUCOIjD NBC - No Detailed Affiliation Olven 02/04/02 
BIE83.C . BgNDERFh ACRS - Advisory Committee 

Safeguards ip 21086! 233 24X Flche 50-000.03/08/16.0311070090 


-8311070137 Portion of nemo re automatic fire dampers Two questions 
Involving improper ventUation duct fire damper operation 

MACEVOV.-J ACR8 - Advisory Committee on Reactor Safeguard * 
B2/0-9/I3 EBERSDUCiJ ACRS - Advisory Committee on Reactor 
Safeguards 3pp 21006 234 24)( Fich* 50-000.83/00/16. 

031 1070090 


—0311070159 Foruards IE Info Notice 83-41 r# degradation of safety sys 
w/fir* protection syt actuation W/o end 

ALDERHAH. H NRC - No Detailed Affiliation Given- 03/06/84 
RAY. J ACFfl -Advisory Comnittee on Reactur Safeguerdi Ip 
21096 237 


6311070099 FOIA request for documents re emergency operation facllltlos 
(EOF) being located between 10 6 20 miles from nuclear plant 
(c records approving or denying request of any util to locate 
EOF at distance greater than 20 miles 

O'NEILL. J H Bhau. Plttnan. Potts 6 Trowbridge 83/06/21 
of Adml n i strati on Ip 210B5 267 


Office 


B3UQ70102 Heaponds to FOIA request for documents re emergency 
operation facilitiis lEOFl being located between JO & 20 
miles from nuclear plant 6 retards approving or denying 
Ucatlon of EOF at distance greater than 20 miles 

FELTDN. J N tlvlsion of Rules and Records 03/00/10 O'NEIUL.J H 
8haui Pittman. Potts h Trowbridge 3pp 21005 260 24)( 

Flche 50-000. 03/08/10. 031 1070102 


— 6103310247 Ltr to all llcensaes of operating plamte 6 holders of CPs re 
final c 1 ar if 1 ca tlon for location & habitability requirements 
per NJREG-0737. Item 111 A I 2, '"Upgrade Emergency Support 
Facilities ” Requests confirmation of Implementation dates 
EISENHUr. DO Division of Licensing OL-fll“tO 81/02/10 
Affiliation Unknown &pp 21005 330 


— B3t02l2Q2'96 Clarifies Commission decisioni re location 6 habitability 
criteria for emergency operation* facility 8 Chill q| 0930 
memo to M Dlrcls does list aefeptance criteria different 
from NUPEO-0696 

CRIMES. D O Division of Licensing. 91/12/10 EIBENHUT.OO 
Division of Licensing 2pp 21085 346 


— 0306270461 Requests that Kceniee be informed of Ccmmiiilon approval 
of util request for esceptlon to emergency operation 
facility location criteria of NlJBEO-0737 Proposed ltr end 
for consideration 

■JORDAN. E L Division of Emergency Preparedness & Engineering 
Response CPost 830103) 33/04/21 ElSENHUT.D 0 DlVlilon Of 

Licensing 3pp 21005 294 24X Fichfr 50-000,83/00/10.831107010? 


— 0306280304 Advises of utlj plan# to cnni truck primary emergency 
operations facility CEOF) I mile from plant 6 backup EOF 12 
miles frDfli plant. per NUREO-0737. Suppl I. In response to 
630104 memo 

PAOAND.F. 0 Emergency Preparedness Branch 83/03/30 
VDUNGBLODD, 3, J Licensing Branch 1 2pp. 21005 300 24X 

Flche 50-000.63/09/18.0311070102 


— 0311070126 Responds to Dlv of Licensing 0307-06 memo re rrvla^l |P 
emergency operations facilities Info requested fron iivan 
app 1 lcants/1 iceitsee* listed on End 3. to complete branik 
review Revised ltr & lists end 

PAOANO. F 0 Emergency Proparednoss Branch 1)1/00^01 
CRUTCHFIELD, D Operating Reactors Branch 5 Spp 31003 3/^ 
Ftche 50-000, 03/oa/tB, 031 1070102 


— B311070129 Forwards table listing status of «mtrgfnci| ofira||«.^ 
facilities negative consent commission papers. a« qf 0].O93r 
Table reflects status of plants not meeting r equlren-mll sf 
Table 1 of Buppl 1 to NUnEG-0737 

PAOANO, F 0 Emergency Preparedness Branch 01/06/01 i 

Division of Emergency Preparedness 6 Englneirlng RMlonit iPiil 
830103) 4pp 21005 202 24X Flche 50-000. DJ/Otl/IO. OUtO/:;;! 


— 8311070133 Forwards table listing status of emsrgtncy opirikisi 
facilities negative consent commission pepars. «t of OlOJia 
Table reflects status of plants not meeting rsquinainlii if 
Table I of Suppl i to NUREO-0737 

PAOANO, F O Emergency Preparedness Branch 01/05/12 C I 

Division of Emergency Preparedness 6 Engineering Riipenii I4|ik 
830103) 4pp 21005 286 24X Fiche 50-000. OJ/OI)/ 10, 03l 15/ Jl :J 


— 8311070136 Forwards table listing status of emergansy 

fadllties negative consent commission papers. at of IllOtl'j 
Table reflects status of plants not meeting requltiaenti «f 
Table I of Suppl I to Nl/REO-0737 

PAOANO, F 0 Emergency Preparedness Drench 0 )/04/JJ f l 

Division of Emergency Preparedness 6 Engineering llisfenii leiik 
830103) 4pp 21085 290 24X Fiche 30-000. 01/00/ 10. U H 


— 8311070142 Forwards table listing status of emergeniy ofirilh> 
facilities negative consent commission papirs.as of 0JOII9 
Table reflects status of plants not meeting requlrsmsnli tt 
Table 1 of Sop pi 1 to NUREO-0737 

PAOANO. F O Emergency Preparedness Branch 03/04/*;0 %T4“Ai t i 
Division of Emergency Preparedness tc Engineering 
830103) 3pp 21005 300 24X Flche 50-000. l)1/0D/SD. Dillfi'Cri 


—0311070145 Forwards table listing status of emergency epstilli* 
facilities negative consent commission paptr.as of DJOICB 
Table reflects status of plants not meeting requiriminli sf 
Table 1 of 0uppl 1 to NUREO-0737 

PAOANO, r 0 Emergency Preparedness Drench BB/Od/ll ( l 

Division of Emergency Preparedness 6 Engln**rlng N^4il 

B30103) 2pp 21085 303 24X Fiche 50-000,03/00/10*1)3110^^1^1! 


— 0311070148 Requests that licensee he directed to silabUik l*tl»| 
emergency operations facility, per NUREO-0737. Dupp I I 
requirement 8ECY memo & proposed draft ltr eiicl for 


consideration ^ ^ ^ ^ 

JORDAN. E L Division of Emergency Preparedn*** L 
Response (Post B30103) 03/04/04 E^BCNKUT. D D Djvliln if 


—8311070151 Advises that Commissioners raised no ob^dillon t* t 4 
disapproval of util eximptlon request re backup 
operation* facility Commissioner Roberts would h*vr grintu 

CHIUK.B J Office of the Becretary of the ComaUilcn 
D1RCK9.W J Office Of the Executive Director forOpsrelirs 
210BS 306 24X Flche. 50-000, 83/08/10. 0311070102 


-0311070103 Dlicusse* NRC position on reVUws P* tnirjinei »*ii: 
facilities design plan submitted by licensees, In rsiponis ia 
end Region II 021228 memo . 

DEYDUNO.R C Director's Office, Office of InspsctJon sf.* 
Enforcement 0L-e2-33 03/04/04 HAYNEB. R C J’ 

of Director O^HEILLY, J P Region 2. Office cf P*^*^*;^ 


1311070194 Requests clarification to identify sourc* of *■' 

guidance re location fc habitability >*» 4 dremtnii or 
emergency operations facilities ^ ’ 

continue to use Table 2, Page 10 of fQii 114:6, J * 

EIBENHUT, D 0 Division of Licensing 01/12/01 OlUf40 _ ^ ^ 





NONDOCKETED ITEMS 


O31iOG00M FDIA rsqueat far docomenfca re alterationa of radiographs a‘ 
ui»kd« in piping subasaemh 1 iea bM ITT OrlnneJ] Corp 
FUQUA • D M U«n«cBi Kilburrti Ciagtonp Celhooh U Farsterp Ltd 

03/04/09 Office of Administration ip 2i092 001 


0311000017 Respondi to FOIA reqtiaat for documents t-e alterations of 
radlpgraphs of uelds in piping subassemblies bg ITT CrlnnaJJ 
Cdrp Forwards documents listed on App A Revleu of addl 
doctrinants subj to request continuing 

FELTOM. J M piviilon of Rules and Records 83/09/11 FUOUA, D M 

lVal24C«. Hilburnj Claiftant Calhoon & Forster* Ltd 3pp 31093 002 
SAX FlChe 30-000,83/08/11.0311000017 


— 0209000024 Forwards suppl to IE Rulletln 82-01, ’'Alteration of 
Radlographt of Uelds in Piping Bubassemblies ” Addl 
atterationa dlicoverad In radiography performed by ITT 
Orinnell Co 

DEVOUNO.R C Director's Qf-fice. Office of Inspection and 
Enforcement IED-B2-*01 82/08/19 STELLO, V Office of the 

Exaciitive tJJrector for Operations 2pp 21092 017 


--□301100159 Requests addl info identified in 821111 Itr to properly 
avaluate close out IE Bulletin 82*«oiiRev l.Supp !■ 
''Alterations of Radiographs of Welds In Piping 
Eubassemb 1 lot *' 

CA^RrR L Engineering L Technical Support Branch IEfl-82-0! 
82/12/27 BEIDLE.W C Division of Residenti Reactor Project & 
Engineering Programs 2pp 21092 032 


“-8311080049 Informs that responses to lE Bulletin B2-0l,R#v i*Buppl 1 
re altered radiographs, substantial ly complete Results of 
rerad iography of ^2 welds at Nine Mile Point 2 4 status of 
unacceptable welds at Busquehanna Units 142 incomplett 
CUNNIMGHAH. L J Engineering U Generir Cortiunicatlon* Branch 
63/03/20 JORDAN E L Division of Emergency Preparadnass L 
Engineering Response (Post 830103) 2pp 2L092 037 24X 

F I Che 50-000, B^/OB/ 11,6311 0000 1 ? 


— 631 1Q0OO75 Subml ts further follouup re enchancement of p an etrame t e r 
Ifliages on radiographic films Film reviews completed to data 
confirm weld quality Training progress initiated & audits 
performed 

T«IELSCN,H rrrcrinneli isuhs of ItT) 03/03/20 PDtAPDVS. U 
Region q, Office of Director 2pp 2l092 039 24x 

Fiche 50-000. 83/00/ 11, 6311060017 


— 6311080079 Requasts status of review oF listed investigation repti 
COLLINS, J T Region 4. Office of Director B3/05/J7 
CUMM1NG5»J J Director's Office. Office of Inspection and 
Enforcement Ip 21092 04l 


— 63110&00B3 Submits status of listed inwastigatlon repts. in response *'c 
B30517 memo Investigation of Western Piping 4 Engineering 
alteration of pipe clamp desigh closed due to lack of 
materiality 

CUMHINGS. J J Office of Inspector 4 Auditor 83/06/01 
COLLINS, J T Region 4, Office of Director 2pp 21092 042 


— ■8305*40349 Requests transmittal of end proposed Itrs to licsnsees. 
'raRUestliig add! info ra IE Dullattn 82-01. Rev l*Suppl li 
"Alteratlan of Radiographs of Welds In Piping 
Subasspm'b 1 les ** 

BAEfl»R L Engineering 4 Oanerlc Communications Branch lEB-92-Ol 
03/01/31 8TAR09TECKI, R Division of Project 4 Resident 
Programs Spp 21092’ 03A 


— 6311080023 Forwards QA Program Insp Rept 99900019/92-02 4 supporting 
doFumen feat ion ra falsification of radiographs for 
appropriate action W/o ent 1 

JOHNSON. E H Region 4, Office of Director 02/09/07 FORTUNA. R 
Director's Offlcii Office of Inspection and Enforcement ip 
31092 009 


— 8311080027 Forwards Region IV case summary of ITT GrinneU 
investigation containing admissions by two employees that 
radiographs mechanically altered Review of rept requested to 
determine whether referral to OOJ warranted 

FORTUNA. R Office of Investigation 82/09/11 CUMMIN08.J J 
Office of Inspector 4 Auditor 2pp 21092 006 


— 0311000032 Discusses alterations of radiographs of welds In piping 
subassemblies supplied by ITT Orlnnell Industrial Piping. 

Int to facility Bulletin or circular should be issued to 
inform aPfected licensees 

POTAPOVS. U Division of Vendor 4 Technical Programs 02/09/28 
JORDAN* E L Division of Engineering 4 Ouality Assurance <Pre 
030103) NORELIUS^C E Division of Engineering SpP 21092 000 
24X Flche 90-000*03/00/11*8311060017 


— 0311OBOO87 Advises that review of Roclfeestos file cannot be concluded 
until quality of electrical cable determined Referral to 
DDJ dependent on whether eabU determined defective 
PUGLIA. A 0 Office of Inspector 4 Auditor B2/12/14 BOWERS, H 

Office of Inspector 4 Auditor Ip 21092 044 


B31 1080090 Further response to FOIA request for five catigorits of 
documents Forwards App A documents Documents also available 

FELTON. J M Oivltion of Rule* and Records 03/07/29 BHDULV* B C 
Union of Concerned Scientists 2pp 21093 001 


0311080094 Forwards draft "MATADOR Computer Code for Analysts of 

Radionuclide Behavior During Degraded Core Accidents in 
LWRs" 4 draft "MATADOR Computer Code Users Manual *' 

BAYBDTTiP Dattelle Memorial Institute* Columbus Laboratories 
Bl/ll/13 CVNNINOHAM. M tRlC - No Detailed Affiliation Given Ip 
21093 004 


— BailOBDlOD Draft "MATADOR Computer Code for Analysis of Radionuclide 
Bahavior During Degraded Core Accidents in LWRi '' 

BAVBUTT.P * RAOHURAM, S , KUHLMAN. M Battelle Memorial Institute. 
Columbus Laboratories FIN A-4047 NRC-04-293-0a Bl/lt/30 

Division of Rlsi Analysis 7ipp 21093 009 


—8311080113 Draft "MATADOR Computer Code Users Manual ^ ^ ^ 

RAOHURAM* S . BAYBUTT*P Battelle Memorial Institute. Cqiumbus 
Laboratories FIN A-4047 MlC-04-293-00 BI/11/3Q Divlsi 

of Risk Analysis lUpp 21093 077 


0311080036 Forwards IE Bulletin 02-Oi.Rev I 4 Suppl l.per 021007 
raqueat re alteration* of radiographs supplied by ITT 
Qrinnall Responses received for Rev I not yet evaluated 
DAER. R L DivlftUn of Engineerlnp 4 Ouality Assurance iPre 
030103) IED-e2-0l 8S/11/04 SHANAHAN* M U Ontario Hydro ip 
21092 027 


-6311QB0U9 Paper entitled "Methods of Analysis for Core Meltdown 
Accident* in LWRs." presented at 7 BH 129-29 conference in 


Accident* 

Karleruha, West Germany 
DENNIN0*R S . BAYDUTT.P . CYBULSKlS*P 
Institute, Columbus Laboratories NfiC-Od -74-S93 70/11/26 

21093 iBS 


Battel le Kemor la 1 


39pp 


-6311080093 Forward! two FDl cotnmunlcation* re ITT OrinniU Induitrlal 
Piping* tnc. Associated Piping 4 Engineering Co, fraud against 

BRADV^R of Securltif 02/11/17 REMff, T A 

th* tsetijfctva Director for Operations CUMMINOS* J J ^ 

Inspector 4 Auditor FlTZOERALD.J A Office of Investigation 
2pp 21092 020 


Office of 


-B311O0OOS7 Discusses progress of Investigation into ITT OrinnaU 
falsified radiographs Further investigation by Oft of 
Investigation necessary 

RESNER.tlE Office of Inspector 4 Auditor 02/ll/i> 

Inspector 4 Auditor Ip 21092 030 

■-83HO0OO6O Responds to 021202 Itr to T Harpster No rapt* uf radiograph 
alterations involving vendor* other than Associated Piping 4 
Engineering 4 ITT Orinnell uncovered 

BAER.R L Division of Engineering 4 Quality Assurance ipre 
630103} 02/12/22 JEWETT.F B Technical Audit Associate*, Inc 

Ip 21092 031 


— 0311008123 "Applications of Uncertainty Analyst* far LWR Meltdown 
, BAYBUTT.P * COXrDC DatteUe Memorial Institute. 
Office bf Nuclear Regulatory Research. Director 90pp 21093 2 

— 8311080127 "’Further Uncertainty Analysis of LHR Consequences 4 
Development of Accident Sequence Uncerta nty Signatures 
B4YBUTT, P / COX, D C * ItURTM, R E Battelle MejtiurUl 
Columbus tUo^atprlet FIN A-4407 -04-7 4-293 81/05/31 

Office of Nuclear Regulatory Research, Director l&ipp 
21093 313 

8311000140 Further response to FDlA request for document r* Obmart 
corp radiation spl Us* ate Ident. 

Document* 5.6,8 4 12 partially withheld 4 2. U 4 12 

completely withheld irtf CAftPEilTER. T 

FElWjm Division of Buies and Record* B3/O0/» CARPtNTLK, l 

cfnclnnau AlUance for Responsible Energy 3pp 2U14 109 

-0311080156 Requests cUrl ficetlon of Qhmar t Corp poUcla* & procsdui 
Ulthholdlno response from public insp requested 

"nh^jrc«rD i5/OT/03 CUNH(l«KAH,fl En.rj^ 
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— B31 1080101 Comman-ts on 630803 & 23 inveiit 1 ffat Ion* of Licenses 
34-00639-01 t, 34-00639-02 re un-author i i ed transfer U 
installation of bi^praduct matl contaiiied in gauges Onlg five 
gauges Installed! bg Ohntart Info deketed 

HAkOEMANi R C Atomic Energy CaniB>i«*lon 63/10/09 DU0INSKI<L 
Atamlc Energy Cofnmlsslon 3pp 21114 l23 


— 8311080191 Responds to 630626 frerao re unauthorirad transfer 6 
installation of beta gauge containing lOOOmCl Sr-90 source 
6 Investigation on 630805 6 23 Info deleted 

HAOEKAN.ft C Atomic Energy ComiJil sslon 63/09/09 KlRKhAN.« W 
Atomic Energy Commission 2pp 2Ut4 120 


— 8311000196 Comments on 630023 Investigation re AVCD Carp receiving 
gauge fro/n Dhnart u/o license Contrete answers difficult to 
obtain due to Ohmart avoiding response to ipsctfiC 
questions Info delated 

hlLLER.U 0 Atomic Energy Commission 63/08/30 Atomic Energy 
Commission iOpp 21114 130 


—0311030202 Informs of 630904 telcon from HL Cook re summary of 
significant points discussed during 630023 investigation 
Conditions □# license believed to be in compliance w/gauge 
mfg V distribution regulations 

MILLER# W □ Atomic Energy Coffimlss loti 63/09/04 Atomic Energy 
Comnission ip 21114 140 


--0311080203 Forwards AEC investigation rept of License 34-00639-01 on 
640629 No noncomp 1 lanc fr noted 

HAGEKANiR C Atomic Energy Commission 64/07/10 PAGE. R C 
Atomic Energy Commission Ip 21114 141 


--9311000208 AEC investigation rept of License 34-00639-01 on 640629 No 
noncomp li etice noted Major area inspscted loss of PO mCi 
Cd- 60 sealed source due to Inadvertent disposal to trash 
ROYiO H i MORETTI.E J Atomic Energy Commission 64/07/10 6 pp 

21114 142 


— B3110B0212 Toruards AEC insp rept of Licenses 34-00639-01 6 34-00639-02 
on 640618'*19 Three items of noncOmp 1 lancs noted 
MORETTI.E j Atomic Energy Commission 64/07/19 PAGE. R 0 
Atomic Energy Commission Ip 21114 140 


—8311080221 AEC Insp rept of Licenses 34-00639-01 & 34-00639-02 on 
6406i8-'19 Monconp 1 i anc e noted leak tests not performed on 
sealsd sources within prescribed interval & Cs-137 source 
container not labeled radioactive Info deleted 
MORETTliE J Atomic Energy CommiislDn 64/07/10 Up 
21114 149 


— 8311080223 Foruards AEC investigation rept of License 34-00639-01 on 
650610 No noncomp 1 lance noted 

HAOEMAN/R C Atomic Energy Commission 69/07/12 PACE.R 0 
Atomic Energy commission Ip 21114 160 


--0311000232 AEC Investigation rept of License 34-00639-01 on 690610 No 
nonconp 1 1 one e noted Major areas Inspected damaged 90 mCi 
Cs-i37 sealed source resulting in contamination of 
facilities it personnel Info deleted 

FOSTERi D L , mORETTI^ E J Atomic Energy Commission 69/07/13 
8 pp 21114 161 


— 031tOSO239 Confirms 650611 telcon re Cs-i37 contamination incident at 
Ohmart Corp Source installed for test purposes from 690119- 
0426 At conclusion of testj source could not be closed Sourca 
returned to radioisotope storage vault 

SEVERANCE. U A E I du font de Nemours & Co » Inc 65/06/1-6 
FOSTERrD Atomic Energy Commission 6 pp 21114 169. 


>8311000247 Foriirards 690624 1 tr from E Saenger reporting status of 
individuals exposed to radiation on 690609 Info deleted 
COOW.H L Ohmart Corp 69/06/29 ALLEN, J Atomic Energy 
CommlsslPh 2 pp 2I1I4 179 


— 8311000297 Forwards AEC 1 nve stlge 1 1 on rept of License 34-00639-01 on 
651108-19 Mu noncomp 1 lance noted 

HAOEKANi R C Atomic Energy Commiislon 69/13/21 FAOE,R 0 
Atomic Energy Cummlsslon ip 21114 177 


— 8311000263 IE investigation rept qf License 34-00639-01 on 651100-19 
No noncompliance noted Major areas inspected reported film 
badge eiposure of employee 6 actual exposure Info delated 
ROY, O W , MDRETTI.E J Atomic Energy Cemmitsion 65/12/21 6 pp 
ZUi4 178 


— B3tl0B026B Foruards AEC Investigation, rapt of Licenses 34-00639-01 h 
OL-127 on 670609 No n ancomp 1 lance noted 

KAOEMANiR C Atomic Energy Cotntnlselon 67/06/19 DUSlNSKl.L 
Atomic Energy Commission Ip 21114 184 


— 6311090273 AEC Investigation rept of Licenses 34-00639-01 L GL-127 o-n 
670605 No noncompliance noted Major areas inspected failure 
of radioactive matl packaging aboard ship during rough seas 
Related info end 

PHILLIP. 0 A . FOBTERiD L , MORETTI.E J Atomic Energy Commlsiion 
67/06/19 IBpp 21114 109 

— 0311000277 Forwards Dlv of Compliance Form AEC-S93 pe none ompHanc* 
noted during insp of license on 670929-27 Vendor comments re 
items B* corrective steps requested 

ORIER, 0 H Atomic Energy Commission 67/11/00 COOK, H L Ohmart 
Corp 2pp 21114 203 


—8311000203 Dlv of Compliance Form AEC-992 dtd 671100 of Ll cense 
34-00639-01 dtd 670925.26 L 27 Noncomp Ua nee noted four 
employees uorklrtg In restricted area received overexposure 
to radiation Info deleted 

FOSTER. D L Atomic Energy Commission 67/11/00 34pp 
21114 205 


— B311OBO206 Forwards Dlv of Compliance Form AEC-992 dtd 690626 of 
Licenses OL-ioi. OL-127 6 8NM-1091 L Insp Finding b Licensee 
Ack dtd 690626 of License 34-00639-01 

ORIER. Q H Atomic Energy Commission 69/07/24 KELLY. 0 A 
Ohmart Corp Ip 21114 239 


—0311000294 Dlv of Compliance Form AEC-992 dtd 690626 of License 
34-00639-01 Insp finding* leak test results of Cd-109 b 
Cs-i37 revealing removable contamination exceeding limit not 
submitted to aEC within 9 day* 

FINN, J A Atomic Energy Commission 69/07/24 Ip 21 114 240 


’8311080296 Insp Findings & Licensee Ack dtd 690626 of Licenses GL-IOI. 
OL-127 L BNM-i091 Insp finding* no noncomp 1 lance noted 
FINN. J A Atomic Energy Commission 69/06/26 14pp 2lii4 24| 


—0311000304 IE Insp Rept 30’’'05624/77-02 on 770620 Noncompliance noted 
Corrective actions personnel given training In theory & 
source unloading L loading handling procedures it new source 
handling procedures developed & implemented 
8 HULTZ.N H . paGLIARO. vf A Region 3. Chicago. Office of the 

Director 77/00/04 6 pp 21114 299 


—0311060300 Forwards Insp Findings S, Licensee Ack dtd 7B0409 of 
Licenses 34-00639-01 it Xfl-34-973 

BRENIAWSKI.D j Region 3. Chicago. Office of the Director 
70/09/16 LIVINGSTON. A Ohmart Corp ip 21114 261 


—0311000312 Insp Findings & Licensee Ack dtd 700405 of Licenses 
34-00639-01 6 XH-34-973 No noncomp I lance noted 
6 RENIAW 8 KI 1 O J Region 3. Chicago. Office of the Director 
70/04/09 l4pp 21114 862 


<—0311000318 Notifies of 700331 telcon Prom Ohmart Corp Informing 0 # 
700331 arrival of Kr-09 cylinder shipment reading 229 m/h 
at surface L 4 m/h at 3 ft 0oi held for NRC insp 
eRENlAWSKI.D J Region 3. Chicago. Office of the Director 
7B/04/08 Region 3, Chicago. Office of the Director Ip 
21114 276 


— 0311080324 Telecopy advising of receipt of package containing Kr- 0 J 
from FMC Corp in excess of 200 m/h on surface Caused by old 
spring loaded source shutter opened In transit Package L 
source holder wipe tested 

LIVINGSTON. A J Ohmart Corp 7B/D3/31 Region 3. Cblcego, 

Office of the Director 2pp 21114 277 


—0311080330 IE Insp Repti 70-1144/01-01.30-09634/01-01 Ic 30-09639/81-01 
on 010121-22 20 Noncompl lance noted no records of 

Vtctoreen Model 440 survey checks or callbr available 
8L0NINSKI, W. , SRENlAUSKt.D J Region 3. Chicago. Office of the 
Director 30-05634/01-01 01/02/19 2 |pp 21114 202 


9311000497 FOIA request for documents re consultation 8 , agreement* 
between NRC S, EPA. per Clean Air Act, concern Ing source 
matls.BNM or byproduct metis by EPA adminl strater w/respect 
to facilities in State of MI 

YOUNG, M C . DEVINE, T Government Accountability Project 03/03/23 
Office of Administration 2pp 21094 350 


8311080900 Responds to FOIA request for documents re consultations 
between NRC L EPA per Clean Air Act. concerning source matl*. 

8 NH or byproduct mails by EPA administrator EF Conti 790724 
memo re emission limits placed In PDR 

FELTON. J, II Division of Rules and Record* 63/00/30 YOUNQ.M C < 
GARDE. D Government Accountability Project Ip 21094 360 


9311000904 Final response to FOIA request for four categories of 
records re disposal of U or thorium mill tailings at Kerr- 
McGee Chemical Corp West Chicago facility 

FELTON. J H Division of Rules and Records 03/08/03 RAPKIN.A 
Illinois. State of 2 pp 21112 298 
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— B3110BOS06 Solicit* viBUS on po«*lbla charac ter i latlon oP ra<|ua*to ed 
facilltii a* byproduct ntatl under Section lie <2) of Atomic 
Energy Actias amended Final EtS scheduled for publlcattan by 
end OF Feb 

FONNE«« n L Office of the Executive Legal Director DG/Ol/^JL 
MILLER# S Energy# Dept pf ip 31112 002 


0311OSO51O FDIA rec^uest for info re OSA intention to rent> lease or 
purchase addl bldg space in Uash ing ton# DC In uihich MRc 1* 
potential occupant 

HEARNiP C National Treasury Employees Union 03/06/03 
FELTOM. J H Division of Rules and Records Ip 21111 344 


BDllOBOSlA Responds to FOIA request for info re OSA intention to rent# 
laate or purchase addl bldg space in Wash ington. DL in uhlch 
NRO Is potential occupant Foruards info Contact w/CSA for 
further info suggested 

FELTON. j M Division of Rules and Records 03/09/04 HEARN. P C 
National Treasury Employees Union Ipi 21111 345 


’”'8311080310 Responds to 031012 request for recons i derett On Of 820S19 
negative decision re consolidation of NRC in tuo locations 
Alternative available to lease addl space in Qethasda#MD for 
relocation of Commissioners ^ staffs 

CAR KEN I 0 P Osneral Bervlces Administration 02/11/13 
PAtLADiNOiN J Commissioners Ip 91111 346 


-*'8311090322 Responds to 820401 6 13 Itrs re request for consolidation of 
NRC Urges consideration of relocation of remaining lOX of 
staff to DethesdaiHD Relocation in dountoun Washington# DC 
not cost effective JD Thomas 020414 memo end 
CARMEN# 0 P General Services Administration 03/09/12 
PALLADlNOi N U Commissioners 4pp 21111 347 


B311080S2S FOIA request for Info re SECV-B3-130* "Coomi nat Ing Plans 
Betuieen NRC 6 iNPO on Radiological Protection Actlvlbiesr" 

Ic breakdown of proposed S< accepted projects for occupational 
radiation protection research &< technical assistance 
HAYBERRV#5 Critical Mass Energy Project 83/00/00 FELTON. J 
Division of Rules and Records Ip 21094 340 


8311060929 Partial response to FQIA request for 0ECY-03-13O t 
breakdoun of proposed U accepted projects for occupational 
radiation protection research tc technical assistance for 
FVe4--Q9, 6ECV-B3-130 undergoing review 

FELTON. J M Division of Rules and Records 83/09/25 MAYBERRY, S 
Critical Mass Energy Project ip 21094 349 


— B311Q60933 Facility operations 6 safeguards occupational radiation 
protection research FIN plan for FYa4 8# QS 

a Division of Facility Operations 83/09/11 8pp 21094 390 


8311090017 FOIA request for four categories of documents re proposal 
for corinparatlve study of risks posed by coal 6 nuclear pouer 
plants it Natl Research Council studies 

BHOLLYrS C Union of Concerned Scientists 83/07/22 FELTON# J M 
Division of Rules and Records Ip 21110 137 


0311090020 Partial response to FOlA request for four categories of 
documents re studies conducted on risks posed by coal U. 
nuclear power plants Forwards App A documents Documents also 
in PDR 

FELTON# J « Division of Rules and Records 03/00/16 SNOLLY# S 
Ifnion of Concerned Scientists 2pp 21110 iSB 24X 
FI Che 90-320# 03/00/16# 031 1090020 


— BOOlO0O2iB Comments on pause in licensing favors consideration af addl 
improvements in facility safety on case-by-case basis 
Nuclear energy Is as eafe as other existing methods of 
generating electricity 

CARDQNi M W ACR8 - Advisory Committee on Reactor Safeguards 
79/l2/li AHEARNE. J F Commissioners 3pp 2Ule 160 24X 

Flche 30-320.83/08/16# Q3U090020 


B21tll06lB Expresses doubt as to contribution of new rept of Risk 
Impact Panel of Coanes Study of Natl Research Council Little 
update performed on work since 1977 

OKRENT# D ACRB - Advisory Committee on Reactor Safeguards 
82/10/59 OIRCKS, W J Office of the Executive Director for 
Operations ip 2illB 205 


92111B0402 Expresses appreciation for comments re forthcoming rept of 
C0NAE6 Risk & Impact Panel Insight re significance oF C0NAE8 
risk comparisons limitations requested 

HANAUER#9 H Division of Safety Technology 82/11/10 OKRENT# » 
ACRS - Advitery Committee on Reactor Safeguards 2pp 21118 206 


B303290672 Comments on risk assessment of coal U nuclear power per 
830120 meeting Reaffirms initial belief that Natl Research 
Council Is not prepared to undertake comparative risk 
assessment of coal 6 nuclear power 

SHITH.P M National Research Council 83/02/28 DIRCKa#W J 
□ffice of the Executive Director for Operations 2pp 21118 208 


—0304220554 Ac k receipt of B3021B Itr re possible efforts concerning 
methods 6 data for risk assessments for coal 6 nuclear 
pQUer 

DIRCliB.W J □ffice of the E-xecutive Director for Operations 
03/04/01 SKITH.P fl National Research Council ip 21118 211 


»•- 030909021B Offers interim acknowledgment Itr for transmittal to Natl 
Research Council re energy technology camp arab 1 1 i ty study 
W/a ends 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
93/03/99 DIRCKB.W J Office of the Executive Director for 
Operations Ip 2111B 210 


'—8303110104 Requests CqmmiBSion evaluate proposal involving risk 
comparison methods V data re coal 6 nuclear power Proposal 
should Include description of nature.scope 6 expected 
results It deliverable products 

OIRCKS.W J Office of the Eiecutlve Director for Operations 
B3/04/21 6N1TH.F H National RiBsaarch Council Ip 21118 212 


0311090031 FOIA request for five categories of documents re Presidents 
Private Sector Survey on Cost Control IPPQQCC) Partial list 
ef firms 6 subsidiaries employing PPSSCC chairman L NRC task 
forte members end 

MAYS# n Center for the Study of Responsive Law 93/07/14 
Division of Rules and Records 4pp 21119 123 


0311090024 Partial response tu FOIA request for five categories of 
documents re President Private Sector Survey on Coet Control 
(PPSSCC) F-oPuards App A Documents 16 2 Document 3 entirely 
withheld Iref FQlA Exomptlona 366) 

FELTON, J M Division of Rule* and Records 03/00/17 MAYS# R 
Center for the Study of Responsive Law 3pp 21119 129 


—9311090097 Forwards documents describing NRC process of budget 
fornulatinn. exec utian 6 control. per request Control 
procedures closely intertwine programs 6 resources 
TRINER. E 0 Division of Dudget & Analysis Q3/OB/17 
DONOOHUE. D J NRC - No Detailed Affiliation Given Ip 
21119 132 


—8311090028 Informs that author will be NRC contact fftr Presidents 
Private Sector Qurvay on Cost Contrail per EJ rtoese D30313 
memo 

DIRCK6.U J Office of the Executive Director for Operations 
92/06/11 FULLER. C President of US 6 Executive Offices 3pp 
21119 133 


031 1090034 fQIA request for all documents between US Fish b Ulldlife 
8vc employees before ABLD 6/or US District Court re util OL 
appl ication 

8 U 0 AR«AM#n J Sugarman 6 Denuorth 03/07/22 NRC - No Detailed 
Affiliation Given 2pp 21110 213 24X Fiche 30''352r B3/07/22. 

0311090034 


8311090033 Responds to FQIA request for all documents between UB Fish 6 
Ulldlife Sve employees before ASLD 6/or US District Court pe 
util OL application Forwards documents listed on app 
FELTQNiJ ti Division of Rules and Records B3/0B/IB SUGARKAN.R J 
Bugarnan 6 D»nwarfch 2p p 21118 217 24X Fiche SO-OOD# 83/08/ 18# 

0311090033 


—9306240363 Forwards util Interim oPfslta plans 6 03O5S6 Ur 

Determination of adequacy 6 capability of imp I omenta tl on for 
util-county plan or interim plan requested Response by 
030623 requested M/b enc 1 

JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30iO3> 83/06/01 KRIKH# R N Federal Emergency 

Management Agency 2pp 21110 222 


— 6307130152 Requests findings 6 determinations on util interim 
transition plan by 630623. per 830616 telcon Findings on 
whether interim offsite plan adequate 6 capable of 
Implementation also requested 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Respunse iPost 8301031 63/06/17 KRIMM.R W Federal Emergency 

Hanagement Agency 5pp 21119 219 24X Flche 50-000.83/00/19# 

0311090035 


— B31 1090030 Dlscussos suit contesting Issuance of permits 6 approvals to 
construct water diversion out of Delaware Rivor at Point 
Pleasant Immediate action required Related correspondence 
one 1 

SUGAR MAN. R J Sugarman 6 Oenwortb 85/11/24 LARSON, H 
Interior. Dept of, Fish 6 Wildlife Eervlce 8pp 21118 237 


8311090095 FQtA request for drafts of Integrated design insp program 
rept for facility 6 mail autllrlng criteria used to select 
plants fur review 

LEVY# A W at Louis 01 ub e-Democ rat. 3t Louis, m 03/06/16 
FELTON. J M Division of Rules and Records tp 21124 001 24X 

Flche 50-483,83/06/16.9311090095 
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031109000? Responds tp FOIA request; For dra-fts Of integrated de«lgn 
ins^ prograjri rept it ^ 4 tl outlining criteria u«ed to select 
pJenta for revl eu Furiifards App A dticumertCs 

FELTON. J Ml Division of Rules Records 03/03/15 LEVY, M 
St Louis Olobe-Detnocrati. St Louis* HQ 3pp 21184 002 24X 

Fie/ie 50-433. 83/09/13. 331 10?008? 


— 3311070093 Handurltton notes on mechanical sys L high energy line 
break analg'sia 

* NAC - No Oetaited Affiliation Olven 03/00/13 Slpp 
21124 003 a4X FI Che 30-463193/00/15.8311090009 


— 0311090076 Draft “Rept on NRC Integrated Design Insp far Callaufay 
Unit 1 - Mechanical Engineering Area “ Supporting 
d Dcumentatioin enc l 

FAIRjJ I MORTON. D K NRC - Ho ffetalled Affiliation given 
62/L2/31 40pp 21124 08S 24 X Fiche 50-403. 63/09/ 1 3. 831 1090099 


-'8311070101 Draft "Structural Engineering Input to Integrated Design 
Insp Rept on Unit 1 " 

MA»^ Structural 6 Oeotecfinlcal Engineering Branch 83/01/07 
7pp SI 124 127 34X Fiche 50-463.83/08/15.8311090067 


— 6311070106 Draft Section 4 Or "Cl vil -Structural Engineer tng. 9ers ion C " 
Supporting documentation end 

a NRC -* No Detailed- Affiliation Given 82 / 12/20 42pp 
21124 133 24X Fiche 50-483. 03/08/13, 031 1070039 


— S3110701J1 Draft Section 4. "Civil-Structural Engineering - II. 
Quel I f 1 ca tions (Training h EiperienceJ of Pereoniiol " 

SHOEMAKER NRC - No Detailed Affiliation 01vei> 83/01/04 20pp 
21124 175 24X Plclie 30-483.03/00/15,6311090089 


—8311090117 Draft Section 4 0. "Civil-Structural Engineering - V, 
Generic Embedded Plate Program " 

* NRC - No Detailed Affiliation Given 83/01/05 lEpp 
2tl34 193 24X Fiche 50-403. 63/00/ 15. 8311090069 


—0311090122 Draft Section 4 O, "Cl vi l-Structora I Engineering - VI I, Pipe 
Hanger s. Supports it Restraints 

SHOEHAKEA N0C - No Detailed Affiliation Given 02/12/15 20pp 
21124 213 84X Fiche 30-483.63/00/15.0311090009 


— B31109DI29 Draft Etctlon 4 0, "Civil-Structural Engineering - IX SAP 
Control . DCN*. FCRi . rtTDN*. NCRs Design Deficiencies " 

SHOEMAKER NRC - No Detailed Affiliation Given 63/01/10 19pp 
21124 239 a4X Fiche 50-4B3. 63/00/1 5. 831 109008? 


—0311090132 Draft Section 4, "Clvl 1 -Structural Engineering - X. Bechtel 
Site Liaison Engineering " 

4 NRC - No Detailed Affiliation Given 03/01/16 6pp 
21124 250 24X Fiche 30-483. 63/Og/iS. 8311090089 


--03HO9OI33 Draft Section 4 0. "Civil-Structural Engineering - XI. 
As-Duilt Programs for Reinforced Concrete Structural 
Steel " 

e NRC - Mo Detailed Affiliation Given 03/01/14 ?pp 
21124 264 24X Fiche 30-483. 03/08/15. 831 109008? 


— 8311090140 Draft Section 4 0, "C i vl l-Structura i Engineering - XIl, 
Recomniendatlons & Conclusions " 

SHQEHAKER NRC - No Detailed Affiliation Given 83/01/17 lOpp 
21124,273 24X Fiche 30-403. 83/03/15. 831 109D099 


— 9311090142 Draft BiCtlnn 7 4. "Civil Structural Engineering " 
Suppo-rtlng documentatl on end 

SHOEMAKER NRC - No Detailed Affiliation Given 83/01/27 3Bpp 
21124 283 24X FI che' 30-483. 83/08/13. 831 1090089 


—831 10901 d6 "NRC Audit Rept 1 Electric Paiuer Sys " 

# NRC - No Detailed Affiliation Given 62/12/27 3Spp 
21 124 323 24X Fiche 30-483.83/08/15.0311090089 


--8311070150 Draft rapt. Sec tlpns 1-6 jc table of contents re Improvaments 
In OA program 

ALLI8DM.D NRC - No Detailed Affiliation Given 83/02/10 M3pp 
21124 356 24X Fiche 50-463. 93/08/ 1 3. 8311090007 


—8311090136 Second draft IE Insp Rept 50-4B3/G3-XX on 821110-19 it 1129- 
1214 covering mechanical componsnts L civil L sfcruttural 
engineering Shopping lists dtd 82£222 6 830316 end 
e NRC -No Detailed Affiliation Given 83/03/10 I90pp 
21125 137 24X Fiche 50-493,83/08/13.8311090009 


8311090154 Further response to FOtA request for documents re G Speth 
Itr to Commissioner Ahearne on or about 83D320 concerning 
NRC treatment of Class 9 accidents described In £|S Forwards 
listed documents 

FELTOM. >J M Division Of Rules and Records 83/08/19 8ACKUS, R A 
Daclusf Shea it Meyer Ip 21123 340 


— 8311090160 Forwards Insert to be added to first paragraph of SECY-RJ- 
131, page 10 Insert reflects NRR understanding of concsrn 
eiprased by Commission at 800414 meeting to discuss 8ECY-B0- 
131 

REHM, T A Regional Operation* & Generic Requirements 80/04/10 
CHILK. 9 J Office of the Secretary of the Commission. 7pp 
21123 341 


0311070165 Third response to FOIA request for NRC rept re Investigation 
of charges that Bechtel r epr esentatlves uere at facility 
prior to Dechtel nomination to conduct independent util mg t 
review Forwards App A documents 

FELTON. J M Division of Rules and Records 83/00/02 ANPERBOfi. R N 
Shaw. Pittman. Potts 6 Trowbridge 2pp 21121 348 24X 

Fiche 50-330.83/08/03. 0311090163 


8313090169 FOIA request for NRC Insp Procedure 3S001, "Changes to OA 
Programs " 

nuHLMAN, W A Theophllus. Inc 83/07/30 Office of 
Administration Ip 21143 320 


9311090171 Respond* to FOIA request for NRC Insp Procedure 35001. 
"Changes to Ga Programs " Forwards documant Document in 
draft form & has not been Issued for inclusion in IE insp 
manual at present time 

FELTON. J M Division of Rules and Records 83/08/10 RUHLMAff.H A 
Theophllus, Inc Ip 21143 321 


— 8311070173 Forwards revised draft NRC Insp Procedure 35001. "Changes U 
QA Programs," for interim use It comment Comments roquasted 
on Div of OA estimates L whether reviews can be accomplished 
u/minlmal impact on regional resources FR notice end 
TAYLOR. J H Division of QA. Sof eguai ds i Inspection Programs iPoil 
030103) 63/07/11 MARTIN, T T Region 1. Office of Director 

LEWIS. R C Region 2, Office of Director NDREUIU3.C E Region 3. 
Office of Director 21pp 21143 322 


8311090175 Responds to FOIA request for names of licensees (past 4: 
present) that mfg art & craft supplies containing U 
Printout of "Source Matl Licenses SHB. BMC, SUB. SUC* end 
W/o end 

FELTON, JM Division of Rules and Records 03/08/16 OEPSW^ J N 
Affiliation Unknown Ip 21142 346 


0311090177 FOIA request for names of licensees (past i present) that 
mfg art it craft supplies containing U. per original 030411 
request Requests info re policy on possible requirement* for 
art/craft supplies containing U to be labeled 

JEP80N, J N Affiliation Unknown 83/07/25 NRC - No Detailed 
Affiliation Given 2pp 21142 34? 


031109017? Responds to FOIA request for safety analysis rept on Type 
0 radioactive matl package for carrying neutron sources mfg 
by Gulf Nuclear Co Document available In PDR 

FELTON. J M Division of Rules and Records 83/00/16 KRONZEK.A I 
FOI Services Ip 21142 344 


0311070100 FOIA request for documents re safety analysis rapt on Type 5 
radioactive matl package for carrying neutron source mfg by 
Gulf Nuclear Co 

KRONZEK.A L FQl Bervlces 3158 03/07/29 FEU TON. J M DlvlsIoJi 

of Rules and Records Ip 21142 345 


8311090356 FOIA request for addl correspondence between NRC & DOJ re 
Advisory Committee on Rights of Licensee Employees Under 
Inves tigatlon 

BHAPlRO, D 0 Gannett News Service. Washington. DC 03/06/30 
FELTON. J M Division of Rules and Records Ip 21142 349 


8311090362 Responds to FOIA request for addl correspondence between NRC 
L DOJ re Advisory Committee on Rights of Licensee Employees 
Under Investigation Documents 1 & 2 forwarded Documents 3-16 
withheld <ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 83/08/lB BHAFIRO. D S 

Gannett News Service. Washington. DC 5pp 21142 350 


— 8311090367 Discusses NRC investigation procedures detailed lo authcr 
820813 Itr to NRC re rights of licensee employees under 
investigation Clari flea tions for number of misconceptions 
listed 

CHARNOFF. G Shaw, Pittman. Potts it Trowbridge 03/06/02 
0REEN8PUN. J 8 Justice. Dept of 3pp 21142 356 


8311090360 FOIA request for all documents re PNQ-II 1-83-57. 
PN0-V-B3-39 fc PNO-V-03-29A 

GARDE. D P . DERNABEI.L Government Accountab 1 1 1 ty Project 
B3/D0/O5 Office of Administration 2pp 21142 3U 
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B3U09037S R 0 tpands to 630005 FOlA roqtie^t for- all docomantt r» 
P^fO-lIJ-a3-57, PNO~V-03-39 «« PNQ-V-03-a9A Forward* dotumant* 
llftftad on spp Review Incomplete on remaining documents 
Documerits also available in PDR 

FEUTGNj J M Division of Rules and Records 03/00/23 GARDE* Q P 
Oovernnvent Accountability Project 2pp 2ltA2 313 24X 

Fiche flO-000, 03/00/23, 031 1090372 


— 9311090382 Documents licensee 03O71S telcon re potential const 
deficiencies re failed reactor coolant pump lA diffuser ring 
capscrews fc- manual closure of florg Marner valve during 
hydrostatic test resulting in bolt failure 

a Region 5, Office of Director 83/07/19 Region S, Office of 

Director Ip 21142 315 24X Fiche 30-000.83/00/23,0311090372 


— 0311090390 Documents Palo Verde resident inspector B3071B telcon re 
insp pf reactor coolant pumps l« WPP88 030718 telcon re const 
deficiency rept concerning cracted uields & loose parts on 
Unit 3 steam generator 

e Region S, Office of Director 03/07/19 Region 3, Office of 
Director Ip 21142 316 24X Fiche 50-000,03/00/23.8311090372 


—0311090396 Outlines details of 0 Fiorelli 030721 telcon U/awthor re 
reactor coolant pump Insp status 

MAHOUT. P Region 5, Office of Director 83/07/21 Region 9, 

Office of Director 2pp S1142 310 


—0311090399 Outlines details of 0 Fiorelli 830003 telcon hi/author re 
upper guide structure In shroud area 

NARBUT.P Region 5, Office of Director 03/06/03 Region 3. 
Office of Director Ip 21142’ 322 


'0311090411 Notice of violation from insp on 030701-29 Noncompl lance 
noted temporary const pouer cable energized & rested on 
section of uninsulated letdoumt line in auxillany bldg 
VOUNG.T Region 5. Office of Director 03/00/09 Ip 21142338 
24 X Fiche 50--000, 03/00/23. 8311090372 


8311110007 Further response to FQIA request for documents re 
tignl f Icantly high rate of equipment failures for 0£ BMR/4 
ratad at 2.436 HWt Forwards computer printout Document also 
available in PDR W/o end 

FELTDNi J M Division of Rules and Records 83/08/10 HAFMER. B 
Buffolt Nuclear Study Group Ip 21159 360 


0311110008 F01A request for documents re significantly high rate of 
iqulpment failures for OE DWR/4 rated at 2,436 KMt 
MAFMGR, E Suffolk Nuclear Study Group 03/07/05 Office of 
Administration Ip 21159 361 


0311110009 FOlA request for documents re cleanup & decision to close 
down U mill in Edgemont.SD 

0ARBU8,« Frankfurt. Qarbus, Klein U Sell 83/05/16 NRG - No 
Detailed Affiliation Given ip 21160 091 


0311110011 Further response to FOlA request for documents re cleanup t 
decision to close U mill in EdgemontiSD Forwards Shapar 
800331 memo to M Dircks Review of remaining documents subj 
to request in progress 

FELTON. J M Division of Rules and Records 03/11/07 OARBUS.n 
Frankfurt. Qarbus. Klein 6 Sell Ip 21160 092 


031111CD13 FOlA request for copy of sample NRC Itr advising utils that 
physical security measures to protect against sabotage have 
potential for adversely affecting operational safety 6 any 
util responses to advice 

TAVLOHi vl H Denver Post 83/07/15 PAULADIND.NJ Commissioners 
Lp. 31160 070 


8311110015 Responds to FDIA request for sample NRC Itr advising utils 
that physical security measures to protect against sabotage 
have potential for adversely affecting operational safety 6 
any util responses to advice Forwards App A documents 
FELTON, J M Division of Rules and Records 03/08/03 TAYLOR. J H 
Denver Post 2pp 21160 079 


■■>8311110017 Forwards draft IE info notice informing of Impact of 
security practices on safe operations 
DAVIS. J G Office of Nuclear Material Safety 

Safeguards. Director 83/05/06 STELLO, V Regional Operations 
Generic Requirements 4pp 31160 OBI 


— 8311110020 Forward* comments on proposed IE info notice on Impact of 
security practices on safe operations 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
B3/OB/03 DAVI8. J G Office of Nuclear Material Safety 6 
Safeguards. Director 2 pp 21160 005 


0311110022 FQIA request f-or five categories of records re propoaed vt'.* 
to 10CFR20 6 evaluation o-f occupational exposure to 
radiation at nuclear power plants during -CYBG 

MAYBERRY. E Critical Mass Energy Project 83/07/01 FELTON. J 
Division of Rules and Records lp 21160 328 


0311110023 FOlA request for IE [nvesilgat ion Repts l-B3-003i suppl it 
1-83-004 

KILCOYNE.J J Hllcoyne, J J 83/10/13 Office of the Secretary 
of the Commission lp 21160 001 


0311110025 Responds to FOlA request for five categories of records re 
proposed revs to I0CFR2O & evaluation of occupational 
exposure to radiation at nuclear power plants during CVfiS 
Forward* documents 

FELTON, J n Division of Rules and Records 03/07/29 MAVDERRV. B 
Critical Mass Energy Project 5pp 21160 329 34X 

Fiche 30-000,03/07/29.8311110025 


— B301Q60401 Discusses bluassay of U based upon metabolic parameters 
from lCHP-30 Results of calculations using parameters t»# 

ICRP^BO model In connection u/modlfied version of computer 
sub-routine* given In App B of NUnEO-OS74 anc 1 

NEEL.R 0 Occupational Protection Branch 02/12/16 DAKER. R E 
Health Effects Branch Upp 21161 202 


— B302250107 Bummary of 830201 meeting on staff analysis of proposed 
amend to 1QCFR50 ra radiation protection it ALARA program 
ALARA requirements should be included In 10CFR20 rev 
OOLLERrK n Division of Facility Operations 83/02/15 
MATTSON, R vl Division of Systems Integration fpoit 8110051 3pp 
ail61 324 


•6307070365 Discusses end Health Effects Branch rept re amends to 
10CFR20 to specify generic decommissioning limits far 
residual radioactivity Dranch will submit recommendations on 
Fart 20 amends to Commission by Mar 1964 

MINOOUE.R 0 Office of Nuclear Regulatory ReBearch, Director 
83/03/06 DIRCKS. N J Office of the Executive Director for 
Operations 0pp 21162 209 


—8300010127 Forwards summary of available data on occupational dais 
received at DURs re snubber testing b maint/repalr 
Radiation doses Incurred from snubber testing U 
flialnt/repalr It 40 pars on-rem/yr 

CONGEL.F J Radiological Assessment Branch 03/07/18 
ANDER6QN. W F Mechanical/Structural Engineering Branch lOpp 
21162 242 24X Fiche 50-000.03/07/29.6311110025 


—6311110029 Submits items or issues which should be addressed an 
optlffli latlon ra cost-benefit analysis 

OAKER. R Office of Standards Development, Director 80/11/26 
NA6K. D . RICHTER. 3 , FATHRBON.H NRC - No Detailed Affiliation 
Given lp 21160 334 


—6311110031 Submits comments on rev to l0CFR2Oi per 611106 meeting 
Attendance list U supporting documentation end 

BAVER.n E Health Effect* Qraach 81/11/10 MILLS.H A Biting 6 
Environment Branch 7pp 21160 354 


'8311110033 Bubmlts comment* Sc opinion* pretentod during 011119 meeting 
ui/Part 20 writing group t T Cochran of NRDC re principle 
Issues to shape rev to lOCFRSO NRDG unlikely to endorse 
NRC rev efforte 

BAKER, R E Health Effects Branch 01/12/10 MILLS. 14 A Health 
Effect* Dranch 2pp 31160 361 


— 8311110035 Discusse* Interface between 10GFR20 rev h Implementing 
model* 6 guidies Certain internal dosimetry models 6 reg 
guide* Inconsistent u/lCRP recommendations 

MlLLa.W A Health Effects Dranch 82/02/11 ALEXANDER, R E 
Occupational Protection Branch Ip 21161 001 


—0311110036 NUReO-Oa74 DRFT 

Draft '^Internal Dosimetry Model for Application at U Mills " 
ALEXANDER, « E , NEEL. R B NRC - No Detailed Affiliation Given 
83/09/21 20Qpp 21161 002 


■ — ‘Q3111100GB Forwards matl summariiihg status Pf proposed rev to lOCFRSO. 
allowing low activity solid wastes from nuclear power plants 
to be disposed of regardless of radioactivity Gommenti 6 
guidance requested 

JUFlTERtC Siting U Environment Branch 82/03/02 CONTI, E F 
Siting «c Environment Branch 22pp 21161 209 


'8311110039 Summary of Subcommittee an Occupational Radletlun Protaction 
820204 meeting w/AiF in Bethesda^MD re 10CFR20 rev Industry 
basic reservations listed Agenda U list of attendee* enc I 
CaOL.M S Health Effects Branch 82/03/08 MILLS. H A Health 
Effects Branch lOpp 21161 231 
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-'B31H 10041 li«*pon4s to R to Setiato*' OUnn on 020424 

lt^dt rflv to lOCPR^O u^ould do«e 

limitation in e»l'«tina regulation No ipeclflc Ji/nltatlpn oti 
camvJlativp tf-oiP lift«4 In I0CFR20 at pr«s«nt timr 
MILLGjWA lieaith effects Branch 02/03/17 ALVARtZiR 
Envl run mental Pnlicy Inititifte 2pp 2*1161 241 


— 0311110042 Sirotmarixei pr^bleAi r* aasesdment o-f IticrAmental Intakes of 
long Affacttve lialf-llf* matl If aasocialnd committed 
affective dote ai^oivalant 

COOL. (J a 4 BAKER, R E Health effect* Branch 82/06/07 
HlLLSiW A Health Effect* Branch 3pp SI 161 243 


-'0311110040 ACk receipt of 020519 offer qf a«si«tance w/l0CFR20 rev 
Oofcriptton of Intfuitrlal proce** il lU4i«*a%infl problems 
Identified in handling Inttmal dota estljnatei 6 racord* 
foriuarded Commertf re^uestiid H/o encl 

BAKER. n E Health Effact* Branch, 02/06/07 FAUST, L, 0 Battelle 
Henrorlal Inatitutei Pacific NofthtaiBit Laboratory Ip 21161 246 


"S3111I004S Offwr* to a«*lst In l0CrR20 rev lCRP-26 concepti provide 
excellent t)a*i« for rev Bose limit* xhovtd be retained a* 
primary limit* for r«*trlc tinj occupational dace, 

FAUST.L O Oattelie Meeioriel Inctitut*, Pacific Horthwext 
Laboratory 82/03/19 MlLLSi W A. Heaitb Effect* Branch 6pp 
SI 161 247 


—8311110047 Espreice* appreciation far NRC participation in Conffrenc* 
dn Rodiatldn Ic«ue* for Ruelear Industry Braft iranccript 
df (^oeitlon* addreesad to HRC follawihg opening cesclon 6 
fJRC response* forwarded Minute* of 020924 meeting end. 

HARHAROiE 0 Atomic Induitrtal Forum 82/10/20. MlNOOUEiR B 
Office of Huclcar Reguletary Recearchi Director lOpp, 21(61 231 


— 031 11 10050 -Commefit* on agenda lte«s ]j 3 6 7 for combined ACR8 
Sub commit tee* on Fadiologtcal Effect* u Site Evaliratian 
SSilia meeting Permistihle level* of radiation chauld not be 
increased Supporting documentaii on and 

OIMBER.R H Affiliation Unknown 02/11/04 TAHO-.R C ACftB ~ 
Advisory committee on Reactor Safeguard* 3pp 21161 263 


— 6311M0059 Forward* excerpt* from Kramer rept re future change* in Ci 
valuec & preprint of Dro**we*idt 6 Hohifeid paper comparing 
operatlanal 6 effective dole eq.if ival ent*. H/a end 
EHRLICH/ 0 Commerce/ Dept oh Hational Bureau of Stendardi 
02/12/86 BAKER.fi. . COOL/ H NRC - Hg Detailed Affiliation Olven 
IP 21161 277 


— 8311110066 Summary of taw Enrichment U Fuel Fabricators Study Group 
021209 meeting re propo-eed chenja* to 10CFR20. Outline of 
concern* re 820GD3 draft of ^ropoeed change* to L0CFR20 
9 tic) 

STANSDURV.P Health Phytic* Society 03/02/16 Health Phgxlc* 
aaciety 4pp. 21l6i'278 


-'B31 1 110060 Forward* lift of attendee* at 030125 meeting re IOCFR20 i 
outline of concern* about 820005 draft of propo*ed changes 

to 10CPR20 

a hfiC - No Detailed Affiliation Given 83/01/23 WRC -No 
OeUlled Affiliation Given 3pp 21161.893 


— 0311110070 Foruarifs *'Frapa*ed Limit* for Radon V Redon Oaughtersr” 
dlicuseing lung cancer ri-its from radon decay product*. 

Summary of Low Enrichment U Fuel Fabricator* Btudy Croup on 
Proposed Change* to I0CFR2C 038l25'-26 meeblng* encl. 

PUSKIH, J S Health Effect* Branch. 03/01/23 MILLBrW A Health 
Effects Branch 20pp 21161.276 


— 8311110072 Forward* wiorlc*cop« Draft 2 of Natl Environ Studies Project 
study. "Impl ieati on* to Industry of Propo»ed Draft I OCF8 20 , ** 
□pinion of thru* ti emphe ii * li appropriateness of scope 
reduested 

LEIPFR/A B Atonic Industrial Forum 03/02/09. HlLLB. N A 
Health Effects Branch 4pp, 21(61.216 


— 83111(0079 Respond* to 830321 memo suggesting survey instrument calibr 
feature for ineiusioo in footndt* or epp to proposed 
ICK^FRGO Suggested format Inappropr late Meeting requested 
MILLS/ W A Health Effects flrarfch 83/03/31 CUWyjMOHAH/ R E 
Divliion of Fuel Cycle L Material Befety. 2pp. 21161*386 


— 03111(0076 Forwards proposed change to 1OCFR80 survey Instrument 
cetibr rnatrument* ihetl b« celitr at interval* not to 
exceed 12 month* or after servicing L callbr record* shall 
be mainta Ined for 2-yr nin 

CUNMIMBHAM. fl E. Diviilon of Fuel Cycle 6 Material Bafoty 
83/03/21 HILLS, M A Health Effect* Branch Spp 21161 328 


— 8311110077 Advises that de minimi* dot* roncept will be addressed a* 
generic issue rather than wait* rngt matterrper 830001-02 
discuss ion* 

tfA3STAFF/K F Canada./ Atomic Energy Control Board- 83/04/08 
MILLS, M A Health Effect* Branch. 2pp 21161 330, 


— 8311110070 "Stdt for Protection Against Radiation, 1DCFR20 pt9tf\*i 
rule Proposed rule provide* better assurance of protection, 
eitablishos clear health protection basis for llmlii 6 
reflects current info on health risk 

* NHC ' No Detailed Affiliation Given 03/09/01 S36pp 
2lJ6i 002 


"031I11OOBO "Second Quarter 1908 ALARA Rept " 

flOLAM!0,M J Arlunsa* Power 8c Light Co ANa-OB-blD? e3/<l6/?0 
LEVINE, d H . EW1N0,£ C Arltansas Power 6 Light Co 4pp 
21162 2i0 a4X Fiche aO'OOO, 03/07/29, 0311 110025 


—8311110082 ''Fourth Quarter 1782 ALARA Bspt “ W/B30129 Itr 

flOLANlS,M J Arkansas Powor & Light Co 02/12/31 Arkaniii 
Power & Light Co 9pP 21162 222 24x Flche SO-OoO, 03/07/29- 
0311110025 


— 831(110005 Forwards exposure & monhour turtmary, In responsr to FV Ce-''|rt 
030714 request for aesistanca In establishing occupatiotial 
doss data base 

GREOER,L R Region 3, Office of Director 03/03/27 COLLINS-Pn 
Region 3, Office of Director 4pp 21162 226 24!( 

Flche 90-000, 03/07/29, 0311110025 


— 0311(10000 "Item* of interest for Wk Ending 021217 

* NRC - No Detailed Affiliation Given 02/12/17 Ip 2U62 207 
24X Fiche 50'000, C3/07/29. 031 1 1 10029 


0311110026 Respond* to F0IA request for IE (nve* tigation Kept* 
r*-B3'003, suppl 8< I'a3“004 Forward* requested document* 

FELTON, vl M Division Of Rule* and Records 03/11/02 KILCOirHE,Jd 
KlUoyne, JJ Ip 21160 002 24X Fiche 30-289. 03/1 1 /D2, 

8311110026 


"0311110020 Supplemental IE Investigation Rept 1-83-003 on e3O7(3'0Df9 
Major areas Investigated allegations re compromise of 
preemplog/nent psychological exam 

CHRiaTOPHgR,fl , CONNOLLV, P J Region 1, Office of Director 
HAYES, B B Office of Investigation 03/(0/12. 32pp 21160003 
24X Fiche 90-289,83/11/02,0311110026 


—0311110030 IE Investigation Rept 1-83-004 pn 030203-22, Ha J or at*ai 
investigated allegations re possible compromise of 
preemp loymPnt psychological exams Related info end 
MATAKAS.R a , CHRISTOPHER. R Region (. Office of Director 
HAYES, 0 0 Office of Investigation 83/02/20 4Dpp 21160.039 
24X Fiche 90-289,83/11/02,8311110026 


— 8311110034 Amplifies 030204 statement re criteria for reportab 1 1 1 ty- P*r 
telcon request E Blak* In possession of all info r« 
investigation of incident E elate statement encl 
ARNOLD, R C General Public Utilities - GPU Dervlce Corp 
03/02/10 MATAKA8.R A Region 1, Office of Director 3pp 
21160 075 24X Fiche 50-209, 03/1 1/02, 831 U 10OS6 


83111 10079 FOIA request for SECY 03-471 

SEEiC a Frlad, Prant, Harris, Bhrlver 6 Kampalman 83/06/29 
FELTON, J M Division of Rulo* and Records Ip 21139 340. 


0311110001 Responds to FCIIA request for SECY 02-471 Forward* riqUi*lad 
document 

FElTON, J rt Division of Rules and Records 83/OB/ll SCErD 6 
Fried, Frank, Harris, ahrlver l Kampolman Ip 21199 341 


—831 1 1 10004 SEC Y-82-47 1 

inform* of Peoples Rapublic of China (FRO nuclear reactor 
power plant need* L reactor safety research capebilitle* ^ 
of plans far technical cooperation between REB L nuclear 
activities within PRC 

DIRCKS, W J Office of the Executive Director for Op*t*»tloni 
02/11/24 7pp 21159 342 


0311UOO07 FOIA request for date of award of Contract NRC-lO-83-336 te 
Herntr U Assoc & number of Issuances delivered by contractor 
to NRC under contract from date of award fed date of Inquiry 
BafiENBERO, E fi Franklin Insti tute/Franki in Research Center- 
03/07/22 NRC - No Detailed Affiliation Given ip 2t 159 338 


0311110090 Responds to FOIA request for two categories of info re 
Contract NRC-lO-03-336 Contractor delivered five issuance* 
under NRC-lO-03-336 from date of award on 030317 to date of 
FDJA request Contract available in PDR 

FELTON, JM Division of Rule* and Records NRC“lO*03-336 
03/00/08 ROSENBERG. E D Franklin Insti tute/Frank Iin Reiearch 
Center ip 21159 339 


0311110091 FOIA request for rept on background radiation survey made 
around facility 6, BNU referred to in encl NRC Public Affair* 
Announcement 1-03-63 .. 

0RDB8MAN, K liland Cldieup New* Service, 83/00/10 NRC - No 
Detailed Affiliation Given 2pp 21159 335 24X 

Fiche' 50-322,83/00/10. 03U1 10091 
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d3lltt00'9'4 Responds tQ FQIA request For rept on background radiation 
turves made around Facility & DNL referred to in NRC Public 
•Affair* Announcement 1-03-63 Documents aubj to request 
unavailable at present time DD£ responsible for surveg 
FEUTOK« J M Division of Rule* and Rocords 83/03/33 CROSSriANl. K 

Island Clo» 0 up News Service iP 3tl39 337 24X 

FI the 30-322, 03/05/25. 031 it 10094 


8311110098 FQIA request for SECY-B3-*a69 

philips. M H Debevoise h Liberman 83/07/20 FELTON. J H Division 
of Pule* and Record* ip 21160 100 


B3I 11 10100 Responds to FQlA request for SECy-03-269 Forvards requested 
dacuptent Document also available In FOR 

FELTON, J N Division of Rule* and Records 83/08/11 PHILlPS.HH 
Dsbcvo-lse Liberman tp 21160 lOl 


□311110103 FQIA request for info re mgt rept Issued b^ NRC last yr on 
NRG evaluation* oF Facility operation tc listing of all plant 
ahutdouin* 

CDRRIOANiE j atandard-Tlme*. New Bedford. MA 83/00/01 
FELTON. J M Division of Rules and Record* 3pp 2US9 323 24X 

Flchff 30-293.03/00/01.0311110103 


8311110106 Responds to POIA request for info re mgt rept Issued bg NRC 
last gr on fac i 1 it ies ■ document* bg NRC evaluating 
faelLltg operation* & listing of all plant shutdowns 6 
reasons Document* available In LPOR. per 830009 telcon 
FELTON. J M Division of Rule* and Record* 83/08/19 CORRIGAN. E w 
Standard-Times. New Bedford. MA Ip 21139 329 24X 

Ficb* 90-293,03/00/13.8311110106 


8311110109 POIA request for metl re inductive heating stress 
iaiprovement process for Type 304 stainless steel piping at 
f ac 11 ity 

KAFNER. D Suffolk Nuclear Study Group 83/07/14 Office of 
Administration Ip 21139 311 24X Fiche 50-322,93/07/14, 

B3klll0i09 


6311110112 Responds to FQIA request for matl re Inductive heating 
stress improvement process for Type 304 stainless steel 
plplOQ at facility Forwards App A document* Documents also 
available in PDR U LPDR 

FELTON. J M Division of Rules and Records 83/00/12 HAFNER. 9 
Suffolk Nuclear Study Group 2pp 21139 312 24X 

Fiche 30-322.03/08/12.8311110112 


‘-"8311110113 Charts re inductive heating stress improvement process 
a Long Island Lighting Co 02/07/06 4pp 2US9 314 24X 

Fleha 30-322,83/08/12.8311110112 


6311110209 Further response to FOIA request for Info re investigations 
cortcirning allegations by site QC ueldlng Insp personnel 
Forwards App A documents App D document* partially & 
entirely withheld (ref FOIA Esempblons 6 ii 7) 

FELTON. v( N Division of Rules and Records 83/08/12 GARDE. B P 
Government Accountability Project 3pp 21199 177 24X 

Fiche 90-413.83/00/12.8311110289 


8311110292 "Synopsis of Comments Re Welding Concerns '* 

» NRC - No Detailed Affiliation Given 82/12/20 2pp 
21193 192 


— 8311 110294 Forwards draft discovery response on Case File 2G022 Review 
of documents requested 

vjDHNSQN. G E NRC - No Detailed Affiliation Given 83/03/17 
NRC - No Detailed Affiliation Given ip 21199 239 S4X 
Fiche 50-413.03/08/12,8311110289 


""B311 110278 Advises that investigation complete 6 resultant 

rtcommendatlons & actions taken or planned appear adequate 
to address allegations re QC welding inps QA/GC supervisors 
tc welding inspecto-r* interviewed Related info end 
VANDQORN.P K Region 2. Office of Director 83/02/01 

ALDERSON.C E Region 2. Office of Director 93pp 21153 240 

24X Fiche 90-413. 83/08/12.031111020? 


8311190030 FOIA request For Info re Llxi.Inc Image Intensified 
f luoroicope for immediate X-ray exam of suspect objects 
using radiation sources containing 1-123, Am-2:4l or Od-133 
SHILTON. M 0 Amersham Corp 83/09/06 FELTQN. 3 « Olvlston of 
Rules and Record* Ip 21197; 146 


6311190031 Partial response to FOtA request for documents re Image 
Intensified fluoroscope for immediate X-ray exam qF suspect 
objects using radiation source* containing 1-125. Ain-24 1 or 
Q-d-153 App B documents withheld <ref FOIA Exemptions 4 b 6> 

FELTON. J M Division of Rules and Records 03/10/11 SHILTOU.M G 
Amersham Corp 7pp 21197 147 


— 79022B04U Requests -amend to License 12-18213-01 adding Amersham 
capsule IMCP2 

PAgCENTE, J E Electronics ReUys. Inc 98488 79/02/02 

MILLER. M Radioisotope* Licensing Dranch (Pre 79050t ) I6pp 
21197 297 


— 7903270601 In accordance »j/790ai3 app I Icat ion. Mat 1 /By product License 
12-18215-01 for Llxi.Inc >s amended re I~129 sealed source* 
u/no tingle source to exceed 200 enC i 

DASSIN, N Radioisotopes Licensing Branch tPre 790901 1 79/03/06 

ip 21197 359 


— 7910290161 Respond* to 790810 JE Dullcttn 79-19 Radwastes are stored 
until background level* are reached & disposed Radwaste 
burial or collection not required 

SAVINI.R UIKI. Inc 12-18215-01 79/10/10 KEPPL6R. J G 

Region 3. Chicago, office of the director Ip 21196 037 


— 8001150021 Discusses IE insp of License 12-10215-01 on 791220 h 
forward* notice of violation 

DAVIS.A D Region 3, Chicago. Fuel Facility b Materials Safety 
Granch 80/01/04 BAVINl.R LlXl, Inc 2pp 2119B 058 


0001150024 Notice of violation from ln*p on 791220 Noncomp lUnce 
noted surveys not performad according to license specs b 
badges not worn by authorix»d personnel working u/llcensad 
metis 

a Region 3. Chicago^ Office of the Olractor 79/12/2G Ip 
21190 060 


— 8002220071 Act receipt of B00124 1 tr informing NRc of step* taken t* 
correct violations noted in IE insp of License 12-18313-01 
DAVIS.A B Region 3, Chicago. Fuel Facility & KatBrial* Safety 
Branch 00/02/11 SAVINI.R J UIXI, Int Ip 21190 063 


--8002220075 Responds to NRC 000104 Itr re violations noted In IE insp of 
License 12-16213-01 Correctlvt actions Instituted monthly 
survey* effective 791220 b required flln) badge* to be warn 
by users of sealed source 

SAVINLR J LlXI. Inc 80/01/24 DAVIS.A D Region 3. Chicago. 
Fuel Facility L Materials Safety Branch 2pp 21198 061 


— 8009240521 Request* amend of Hatl/Dy produc t License 12-18213-01 to 
authoriie JE Pascente.RJ Bavinl, RA Weisinger It JR Shaver 
as deenonstra tors of Lliiscape devices 

SAVINI.R J LIXI, Inc 80/07/t8 Licensing Management Branch 

lOpp 21197 206 


—0010020336 Requests amend of Matl/By produc t License 12-18215-01 to 
authorito assembly L distribution of Lltlscope for 
commercial I 4 Industrial use* Device contain* t-lS5 saalld 
source Instruction manual end 

PASCENTE, J LIXI. Inc 0 3233 BO/09/19 Licensing Management 

Branch 19pp 21197 267 


— 8011160293 Matt/Byproduct License 12-18215-01 for Llxl. Int it amended 
per 800718 Ltr Amend 2 authorites locations of use it adds 
cond i tlons 

CO(DPERi J W Region 3. Chicago. Office of the Director 80/11/04 
Ip 21197 360 


— 8103300463 Requests amend of Nat 1 /Byproduc t License 12-18215-01 to 
add PD Lang for transporting demonstrating Lixiscope 
SAVINI.R J LIXI. Inc 07039 81/03/01 Licensing hanagecnent 

Dranch 2pp 21198 126 


B1042704G9 Requests amend of Mat L/Dy product License 12-18213-01 to add 
UJ Tansey as user 6 obtain "blanket" coTporata coverage for 
all trained personnel Resume end 

BAVINl.R Lixt. Inc 07458 01/03/18 Licensing Hanagsment 

Branch 2pp 21197 237 


— 8104270527 Provide* exact wording of ''Caution" label on Llxiscope mfg 
under Natl/By prod uc t Licenit 12- i 821 5-0 1 . 1 n response fen 
810406 telcan 

SAVINI.R J LIXI, Inc 81/04/06 WRlGHT.E Licensing Management 
Branch Ip 21197 234 


—0311150034 Forwards Print H- 10008 shewing assembled Llxlscop* 
u/prapesed lock sy* in place Drawing* may be used In normal 
procedure* to process license appl icat ion. p sr fcalcon Vl/a 
end 

SAVINI.R J LIXI. Inc 81/03/03 NRIQHT. E Division of Fuel 
Cycle U Material Safety Ip 21197 154 


— 8311150035 Responds to 030406 inquiry re Info, vender would transfer 
to leak test certificates Issue* to be addresiad to 
customer* listed 

BAVINI.R J LlXt« Inc 03/04/12 HlCKEr, J Division of Fuel 
Cycle t Material 0afety Ip 21197 135 
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— 0311130037 Notifies tftat vendor will continue to uoe laflio djto froai 
l-^LSS ftfalad idurce vuppHri' certlflcatoi onto ve^ndor leak 
test certif iicates/ per 830331 teUon 

PASC6NTE-J E LIkfl. Inc 13770 83/03/31 HICKEV. J Dlviilon 

Oi Fuel Ci/iri* «c Material Befatv Ip 21197 136 


'^-83111300^0 Inform* that branch rcvleitred info fufarruitted in 830128 t tr 
r*que»tlns amend to eaalad lource -b device Pegi f.trat ion 
Shept NR-H2a~D-10| -3 Medical distribution UQUld not *« 
authorised until proposed rule chanse ovaloated 
BAQt?ETT.S L Procedures h Certification Branch 83/03/29 
SAVlNliR Ll)cr, Jnc Jp 21197 137 


— 8311190044 Responds to 830310 request to revleu info contained in (.isl/ 
Inc 830128 Itr Amend registration sheet adds requested model 
numbers for use by specific licensee & broad medical 
licensoes only Bench-mount models not approved 

BAOCrTT,S L Procedures & Certification Branch 13770 aa/OS/a*? 
HICKEVi J Division of Fuel Cycle 4i Material Safety tp 
21197 138 


— 8311130032 Clarifies misunderstanding re Lis 1 scope# per 030204 telcon 
Requests permlsslan to demonstrate Lislicope at 
Interfflountaln Veterinary Convention on 030222-24 in Las 
Va^asiNV Supporting documentation encl 

BWINI.B ^ LtXr. Inc 83/02/11 VADEU, J Mevada> State of 
Bpp 21197 139 


— B31tl30O97 Requests advice on action vendor can take to damonitrate 
Llxiscape at Lai VeyasiHV' shoui# per 830222 telcon Vadtn 
did not responir to vendor request for reciprocity to 
demonstrate Liilscope at ihou 

SAVINl.R J Lixr# Inc 83/02/22 Q0LL1N8. L Office of State 
Programir Director Ip 31197 167 


— 8311190(162 Application for amend to Matl/8<yproduc t License I2-’10219''O1 # 
Increasing possetsion limit of I-ISS & changing Lislscope 
registration data Supporting doc umentation encl 
8AVINJ1 R J LIXIj Inc 83/01/28 OUINM.P Division of Fuel 
Cycle %c Material Safety 28pp 21197 168 


—8311190064 Application for matl/byproduct llcanea authorising 
diitrlsuklon of Model LB-BO-< (Serleil Llriscopes & 1-129 
source heeds to pcrsd-ns generally licensed under iOCFRSt 9 
8AVrNr,R urxi# Inc 82/ll/Od WINW^F OlVlslon of Fuel Cycle 
It Material Safety 6pp 21197 196 


—8311130069 Confirms 020922 telcon agreement that veterinary use of 
Llxlscope covered under vendor current industrial llcenie 
Distribution of Llxlsoepe should be added* to license file in 
uritten form to avoid misunderstandings 

8AV^INI#R J LlXfi Inc 82/09/24 OUlMlf# P Division of Fuel 
Cycle & Material Safety Jp 21197.202 


— 831U9DD72 Application for mat l/byproduct iicenia euthorlilng mfg i< 
dtstr Ibutlon of sources ti devices <1-129 Llxlscopesl for 
medical use, per 10CFft32 74 <a) (bj Labels for Uliltcope 
end 

SAVING 8 J LfXl. Inc 02/09/24 MEDICO. J D Division of Fuel 
Cycle A Materiel Safety 4pp 21197203 


— 8311130076 Foruards Certificate of Regiatratlon for Model te-SO-X 
<Serl<i} Lirlscope Based on revlau of info it test data 
contained in vendor 601030. 81 D202i 09 it 0303 llrs Ulvi scope 
acceptable for licensing (Industrial use only) 

WRiOHTrE G procedures Ir Car 1 1 f 1 cat i on Branch 80*-73 81/04/07 

LIXI; Inc 20pp 21197 a07 


— 8311190076 Application for amend to Matt/Sy product License 12-18219-01. 
author 1 r Ing distribution of Llxiscope Model LS-80-X series 
devices to broad licensed medical uteri 

SAVlNI.n J LIXI. Inc 82/09/17 OUINN, P Division of Fuel 
Cycle it Material Safety 2pp 21197 227 


— 8311190004 Bubmlts corrections to Amend 4 to License 12-10219-01, per 
010612 application# In respanse to 810911 telcon Item 8A 
re posiaisiDM limit changed to 900 mCl 

e LlXl, Xnc 81/09/11 PEISS. D License Fee Management Branch 
Ip 21197 229. 


— 3311130088 Notiflei of Intention to distribute Llxlscopes to medical 
researcher* to perform evaluation under FDA/fDE protocol 
Requests NRC add mod to License 12-18219-01 

SAViNIrR J LIXI, Inc. 81/07/23 GUINN, P Division of Fuel 
Cycle k Material Bafety Ip 21197 230 


— 0311190091 Appllcetion for amend to Ma tl/Oy produc t License 12-10213-01, 
amending R&D portion of license k chengmg possession limits 
to 900 mCi /source 

SAVlNlrR d LIXI. Int ai/06/£2 Gl/INN# P Division of Fuel 
Cycle & Material Safety 2pp 21197 231 


— 0311190094 Submits ueekly item of Interest for lijk of 610406,11411 
Certification & Procedures Branch Issued Certlfi^jtp o# 
Registration to Uiii. Inc for Model L8-80-X series portahlt 
exposure device 

DA63IN, N Division of Fuel Cycle 8< Material Safety 0l/04/0«9 
Division of Fuel Cycle & Material Safety tp 21197,233 


— 8311190112 Summary of 810317 meeting u/FDA in Silver Qprlng.M&sa 
registration it licensing of Llxiscope for industrial u«« 
Attendees proposed that device carrying cast be libeled I. 
addl uarnlng statement be added to device label 
SINGER, D Division of Fuel Cycle it Material Safety 01/03/10 
Division of Fuel Cycle tt Material Safety 2pp 21197*239 


—0311190117 Foriuard* addl print* Of Model L8~B0-X u/Iockiper QI0306 
telcon Requests that when license to market Llxiico^e to 
Industrial & security field Issued, 1 icente contain ipeclflc 
note stating that veterinary field Included 
SAVINI.R J, LIXI, Inc 81/03/11 WRlQWr.e Proesduret L 
Certification Branch 3pp 21197 239 


—0311190122 Forwards Print H-10000 showing assembled Llviscops 
ta/praposed lock sys in place Location of padlock iminobl U lei 
radioactive isotope in shielded position Requests to be 
informed if any competitor* request copies of prints 
6AVIN1.R J LJXt, fnc 81/03/03 NRIGHT, E Division Of Full 
cycle it Material Safety 3pp 21197 24S 


— 6311190124 Foruerdt sample license application prepared far typical 
Llxiscope customer Advises NRC to establish relatively 
simple licensing sys w/good control it documentation 
procedures 

HliDERiS A Stan A Huber Consultants, Inc 81/02/09 J/RIGMT.E 
Division of Fuel Cycle 6 Material Safety lOpp 21197.249 


—8311130127 Forwards supplemental Info requested during 001217 
re addl descriptions Sc test results, per ANSI Btd N432 
Measurements & evaluation results support Huber ConsultentSc 
Inc $t Arnirsham Corp data 

SAVlNlrR J LIXI, Inc 01/02/02 NRlOHTrE, Division of Fuel 
Cycle Sc Material Safety 12pp 21197 299 


—8311130140 Requests addl info re radiation safety program fpr usi (< 
handling of sealed sources Application submitted by LUi* Inc 
deficient due to lack of specific info re radiation safety 
program, per 780713 telcon Ack receipt of 700703 Ur 
0AS8IN,N Radioisotopes Licensing Branch (Pre 790901) 99074 

70/07/17 SAVIN1,R J Electronics Relays, Inc 2pp 21197 3)3 


—0311130192 Notifies that Llii.lnc application for metl/byp roduct 
license should apply to RScD only Mod to application 
raquested 

0AVINf,R J Electronics Relays, Inc 93074 78/07/03 

JACKBONiO License Fee Management Branch tp 21197.319 


—8311190194 Application for matl/byproduct 1 icense, author! ring MJOircn 
to use 4t/or supervise use of 1-129 & Cd-109 sealed source 
as X-raq source for Llilscope 

GARCIA, M J LIXI, Inc 99074 83/10/1 1 2pp 2U97. 316 


—0311190199 Forwards duplicate of matl/byproduct license application fif 
Llxi* Inc & amend fee N/q end 

PA9CENTE, %/ E Electronics Relays, Inc 99074, 70/06/07 

8lNoefl,D Radioisotopes Licensing Branch (Pre 790901) Jp 
21197 310 


— 8311190198 "Liilscope Pock#t-81*e X-Ray Imaging Sys " 

YIN# L I , SeLT 7ER,S M National Aaronautic* it Space Ad^ln 
70/01/31. 15pp 21197 342 


—0311130199 Matl/Byproduct License 12-18215-01 for LU 1, Inc, ei/thortilrf 
uee of 1-129 6 Cd-109 sealed sources for R6D 

BASS IN, N Radiol sotopes Licensing Branch (Pre 790901). 70/10/04 

2pp 21197 337 


—0311130164 Amend 3 bo Mat 1/Byproduct License 12-18219-01, artiPding 
license in entirety to change possession limits for 1-129 6 
Cd-1D9 

OUINN, P R. Division of Fuel Cycle U Material Safety 81/04/14 
3pp 21197 361 


— 8311150160 Amend 9 to Matl/Dyproduct License I2-IS219-0I, r#vi* lug 
6, 7, B 9 to read, "any byproduct matt w/atomic Numbers 
3-83/ Inc tussive *• 

OUINN, P R Division of Fuel Cycle 6 Material Safety 01/09/21. 
2pp 21198 002 
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— 9311130170 Am»nd 6 to Mat 1 /Qy produc t License 12'- 1Q213-01* a uthor i t 
KJ OarclaiJR Pa^conteiRJ Savini^RA Weis inger» OJ? 9hav»nr 
PD Ling tr N HcOonnaplt to use fc/or «uparvl se i/si*. o# 1 lc-KTi 9 ed 

QUINN. P R Dlvliton of Fu«l Cgcie & Material Safetu 02 / 03/^34 
Ip SI 19a 004 


— 9311130186 Amend 4 to Mat 1/BgprodUc t Hcenai IS'- 1B21S-01* r evl 4 i ng 
&i7ifl It 9 to read ang bgproduct mail u/Atamic Numbers 3'03, 
Inclut i ve 

* Division of Fuel Cgcle 5i Material Safetg 81/07/31 Sod 
ail98 003 


— 8311190191 Anand 7 to Mat 1 /Bgpraduc t License 12-10215-01 . revising P C’is 
6 . 7»8 9 to read up tg 5 Cl per source of Pr -147 h up to 

300 aC 1 1 - 1 2S 

OUINN, P R Division of Fuel Cgcie 6 Materia! Safetu 32/11/05 
app 51190 007 


— 9311150199 Amend 8 to Matl/nyproduct Llcenae 12-18219-01 . re vi s ing 
6i7rB & 9 to specify max possession limit 

HlCKEVj J N N Division of Fuel Cycle & Material Safety 33/09/09 
3pp 51198 009 


— 83H190503 Remits amend fee for License 12-1B213-01 adding Ameraham^ 
Qearle Corp as supplier of radiation sourcesjper 790213 
ta Icon 

8AVrNl,« J LIXI, Inc 98498 79/05/13 JACKSON, O License Fee 

Management Branch ip 21190 On 


•3311150211 Forwards H Kle inert 630222 Itr to DEC Group & RF Hall 830150 
Hr to Mealth-Mate describing satisfactory use of Llxiscope 
for hand surgery 

PABGENTe»J e LlXl, Inc 63/03/07 WALKER, W Division of Fuel 
'Cycle & Material Safety 3pp 21198 014 


B311130213 Requests clarifications re demonstration it industrial 
training in use of Llxlscop* Assurance for strict control 
over Individual handling Lixiscope required Lists 
guidelinti to aid In preparing amend requests 

HICKEY, J W N Division of Fuel Cycle 6 Material Safety 93/06/23 
SAVINI,R LIXI, Inc 2pp 21198 017 


•3311190216 Forwards 830701 Itr to W Waller re medical training for 
Group VII devices 

6AVtHl,R j LIXI, Inc 83/07/26 MEDICO. J D Division of Fuel 
Cycle u Material Safety Ip 21198 019 


--B3lll902ia Forwards generic medical users training course for sealed 
source diagnostic devices Course reviewed 6 covered all 
necessary mail to train medical user of diagnostic device 
BAVlNt.Rj LIXI. Inc 83/07/01 WALKER. W NRC - No Detailed 
Afrillatlon Given Spp 21198 020 


3311190222 Application for amend to Matl/By prod uct License 12-19219 01. 
authbriiing employees or vendor prof consultants to train 
Lisltcopc customers using 8A Huber Consu I tants. Inc Lixiscope 
training course 

SAVINIiR j LIXI. Inc 83/00/03 HICKEY. J W N Division of Fuel 
Cycle dt Material Safety Spp 21198 023 


'3311 150254 Forwards 830713 6 0000 Ifcrs to NRC pep 830B24 tel con re 
maint of strict control over Lixiscope users 

SAVINIiR j LIXI. Inc 83/00/23 HOLT. B J Region 3, Office of 
Director ip 21190 026 


-8311190227 Responds to 830623 Itr Strict controls maintained over u«e 
of Lixiscope 

8AVINI.R J LlXIi Inc 83/07/13 HICKEY, J W N Division of Fuel 
Cycle t Material Safety 4pp 21190 027 


--3311190233 Clarifies NRC confusion over necessity of wearing ring 
badges L using survey meter* for Lixiscope ussrp WlC 
should issue guidelines for license application Ring 

badge unnecessary 

BAVINI.R J LIXI, Inc 03/08/08 HICKEY, J W. N Division of Fuel 
Cycle 6 Material Safety 3pp 21190 03l 


3311190239 ''Instruction Manual , Li xlscope CLow Intensity X-Ray Imaging 
Scope) « 

* LlXI, Inc 83/10/11 23pp 21198 034 


•6311190274 Authariies use of radioactive matls at temporary job sita^ 
in arte* not under exclusive federal jurisdiction 
throughout State of CA, In response to 030720 request Special 
condition stated, 

HONEY, DD California, State of 03/08/03 SAVlWl, R J HXI, 
tnc 2 pp 21198 069 


— 8311190276 Mafcl /Syproduc t License 12-1921 3-05MB for Lixl.Inc, 
Buthoriiing distribution of 1-129 up to 500 mC4 

D£LHEDlca,J Division of Fuel Cycle 6 Material Safety 03/07/01 
2pp 21190 067 


— 0311150280 Request* addl info to complete revleu of 020924 applicatK-p 
6 supplemental submission dtd Q21106 for medical 
distribution license 

DELMEDIGO. J Division of Fuel Cycle 6 Material Safety 12662 
02/11/22 SAVINI.R J LIXI- Inc 4pp 21198 069 


— 8311190283 Submits add! info re application for medical d i s tr i b ut t art 
License, in response to 821122 Itr Related mails end 
SAVINI.R J LIXI. Int 12662 82/12/09 DELMEDICO- J Division 

of Fuel Cycle 6 Material Safety i2pp 21190 073 


— 831(1150296 Submits response to questions raised during 82152?^ telcon 
re procedures for wipe testing shipping container for 
Lixiscope 1-129 source holder heads 

SAVlNl.nj LIXI. Inc 12662 82/12/27 DELMEDICO. J Dlvisiatt 

of Fuel Cycle S, Material Safety 3pp 21199 085 


—-*0311190269 Submits response to B30104 telcon re wipe testing package* 
Raviseti instruction manual end 

SAVIN|,R J LIXT. Inc 12662 03/01/06 DELMEDICO, J Division 

of Fuel Cycle it Material Safety 2pp 21198 088 


— 8311150290 ’'Contamination Control Procedure ' 
» LIXI, Inc 03/10/11 I4pp 21190 090 


— 831 i 1 90292 Conf irm* 630109 telcon request that 021108 application 
general license be withdrawn Refund of amend foe requasted 
SAVINIIR J LIXI, Itic 13080 83/Ot/OS GUINN. P Dtvlslon of 
Fuel Cycle & Material Safety Ip 21198 104 


— -83 1 i L 902'74 Responds to 700717 request for addl info rc pending license 
application One Hinl-Monltor hadel 05-577 Ic Vlctoreen Hodel 
CDV-700 will be obtained 

SAVINI.R J LIXI. Itic 70/09/22 DASSiNiN Rad I ol sot bp es 

Licensing Branch (Pre 790501} 6pp 21190 109 


— 8311190297 "Radiation Safety Program " 

» LIXt, tnc 76/09/22 llpp 21190 113 


— 8311150300 Amend 4 to Ha t l/Oyfraduc t Licanie 42-19915-01 for Dept of 
Navy. authbTl t ing preparation 6 use of radtopharms for any 
diagnostic procedure listed in Oroup III of Schedule A. 

Section 35 lOO of kOCFR35 iOO 

e Radioisotopes Licensing Branch (pre 790901) 76/10/10 2pp 

21198 124 


— 0311150307 Confirms 8302i0 telcon request to designate W McQonnagU a\ 
radiation safety officer Resumes end 

SAVINI.R J LIXI. (nc 03/02/17 OUINN. P Division of Fuel 
Cycle & Material Safety llpp SU9Q 128 


--8311150311 Application for amend to Mat l/8y product License i2-lS3l5->~>i , 
designating W McOonnagle as radiation safety officer, 
updating sketch of facility In Lombard. IL % updating list of 
nuclear equipment Facility sletch & resume end 
BAVINl.fl J LIXI, tnc 02/04/01 GUINN, p Division of Fuel 
Cycle 6 Material Safety 6pp 21198 139 


0311150039 Addl fqIA request for safety data sheets for all U-230 
groupihg matls 6 effects on environ per Item 6 of 830427 
FOIA request 

HARVEY, p M Underhill Range Cemmittee 83/05/23 FELTON, J M 
Division nf Rules and Records Ip 21169 159 


0311150041 Responds to. addl FOIA request re agreements between NRC t 
oe 1, effect of U upon environ Forward* documents No 
documents located on safety data sheets for all U-230 mail* 

Info partially withheld <ref FOIA Exemption 6) 

FELTON, J H Division of Rules and Records 83/08/16 HARVEV.P W 
UnderMlk Range Committee 3pp 21 185 068 


— 7909060007 Forwards applkcatlan for renewal of Jly pr oduct/Motl Liceh-se 
6UB-9e3 

BROU, M R Oeneral Electric Co 13637 79/07/20 Licensing 

Management Branch app 21165 224 


—7909060090 Application far rencuiaV qf Mat 1 /B y p roduc t License SUD-9BJ 
authqrliing U for use In firing tests 

KENFIELD, M W Oeneral Electric Cq 13637 79/00/20 I5pp 

21183 113 
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imondocketed items 


-7911300401 Aci receipt oi 790720 appiicetipn #or r-ene4j;al of Mat!/ 
BaProrfuct Llcnese S0a'-9e3 Requests 4<1<11 info re (jestf ucti ve 
tfrfting d# tloTis< enc J os.ure for tret f 1 r 1 enviren 

(Hooltorirfa area 4« decor t ami nati an procedures 
B^SSINj W Licensing Jlanageflient Branch 79 / 10 /iA 8 R 0 W.M R 
General Slectrlt Co 2pp 21 IS5 236> 


— 0311190077 Request* fee for 730924 application for aisgnd to Gaii’ne ^ 
Licenie SUB-903 fro Intreaee authoriied posseislon Hinit to ^ 

2,000 lbs West annual fee due On 740209 A/Tjend request uil] 
bt processed upon receipt of application fas 

MILLERiWO Atomic Energi^ ConimiSBlon 73710/03 jtCNrieuD^M If 
Oeneral Electric Co Ip 21103 199 


— B 311 I 50046 forwards application for source matl license to authorize 
Armemenfc Oept of vendor to receive h use depleted U 
projectiles for firing test* 

KENflELD, MW General Electric Co 1390 49/04/2S Atomic 

Hnergi^ Commission Ip 21183 141 

— 0311150047 Requests source matl license application submitted wM9042a 
I trif b e held iO abei^anc* until ravl-sed attachment it army 
special safety procsdyres submitted Supplemental data uiJll 
be submitted no later than 690507 

KENPIEUO>hfrj General Electric Co 69/05/02 LAVF|ELD,R Atomic 
Energy Commission 2pp 31 103 072 


— 0311150049 Application for source matl license to authoriie Armament 
Dept of vendor to receive 8< u»a depleted L» projectile* for 
firing tests 

» General Electric Co 69/04/15 4pp 21165 IA2 


“'0311150090 Forward* Source Matl License SLPD-9a3 W/o end 

MAUrtON^D F Atomic Energy Commission 69/06/03 KENFI ELD, f1 « 

General Electric Co Ip 21183 073 


— 03U15OG54 Ack receipt of 730416 t tr ijiforming AEC of steps taken to 
correct violations noted in IE in*p an 730322 
flELSONiP R Atomic Energg Commissloii 73/04/26 WINDLiH J 
Osrteral Electric Co Ip 211BS 074 


— 0311150039 Forwards revised Page 3 attachment to application for souice 
matl license submitted ui/690423 Ur. Escerpt from US Army 
Weapon* Command -Radio 1 og fcaJ Safety Procedures for 
Ammun i ttan , " enc 1 

KEMFIEi,DiMM General Electric Co 1505 69/05/12 Atomic 

Energy Co/nmj-ssion 9pp 21165 166 


— 8311150059 Respdnds to NEC 730403 1 tr re violations noted in I£ insp 
on 730322 Corrective actions formal procedure being 
prepared, defirting U assigning responsibl J i tie* to persojinel 
Involved in order mg, star ing 6 handling depleted 0 
KfNDL^H J Genera] Electric Co 73/04/16 NELSON, P ft Atomic 
Energy Ccxrijrissi on 2pp 21135 073 


— 0311180060 Forwards IE Insp Rept 40-8003/73-01 on 730322 8c deseriptJcn 
Of violations 

NELSON/ P R Atomic Energy Commission 73/04/03 KINOU.H J 
General Electric Co 2pp 21185 174 


— 8311130079 Forwards Form AEC-S* appUcat ion far reneuiai of flcurce 
License 300-903 due to ezplre en 740331 Armament 9y* Dipt 
Instruction F08 03 dtd Jul 1973 also entrl 

KEWFlELDcM W General Electric Co 1154 74/04/89 Atomic 

Energy Commisslofi/ Directorate of Licensing Ip ^1183 Off? 


— 0311190002 Nntifle* of plan to submit application for renewal of El 
Mat! License SUI3-903 which expires 740931. tul th in nsxt 30- 
43 days Requests fee amount for processing application 
KENFIELD, M W General Electric Co 74/02/ il Mll.L6Rj.4f D- A1c*i* 
Energy Cammission Ip 21103 20o 


— 8311150009 NotlflD* that Liconi* 8UB-903 Will expire en 740531 
Application for renewal of license should he filed u/NRC 
at least 30 dags prior to expiration of existing license 
Form* 314 6 2 end 

* Atomic Energy Commission, Directorate of Licensing 74/03/11 
Oanarat Electric Co Ip 21165 201 


— 0311130006 Application for renewal of aourca Matl License SUd-9ElJ f-f 
use of panetrators encapsulated l« fired from gun mechanl s'* 
KENFIEUD, M W General Electric Co 74/04/29 9pp 21 108 


— 8311150090 Act receipt of application for renewal of gource Well 
License SUfl-9a3 License will not expire until final action 
taken by AEC 

8IN06R. B Atomic Energy Commission, Directorate of Llceniing 
74/03/31 General Electric Co Ip 21105 202 


•—0311150093 Draft "Guidelines for Decontamination of Facilities I, 
Equipment Prior to Release for Unrestricted Use or 
Ternination of Licenses for Byproduc t. Source, or 8r#1 " 
Kandwritten note* end 

# Division of Fuel Cycle 8* Material Safety 93/06/10 7pp 
21183 099 


—0311190099 Forwards 16 Insp Rept 4O-S0O3/77-OI on 770609 No 
ftoncompl lance noted 

NELSON, P R NRC - No Detailed Affiliation Given 77/06/24 
WOLOlNOTON.lfr H General Electric Co 2pp 21183 203 


— 031113009/ Forward* fee for processing emend to Source Matl License 
SU8-9a3 per 700412 Itr . 

HENFlELO.M W General Electric Co 70/04/21 WEiSS, B Lleenit 
Fee Management Branch Ip 21183 099 


— 8311190063 Description of violation* from Insp on 030322 Violation 
noted records of receipt of 30 lbs source mat! not 
malnbained 

a Region 1, Ft) 11 adelph la. Office of the Director 73/04/05 ip 
21105 176 


— 8311130069 Forwards check »n amount of 4130 CD. in payment of 
application fee to increase authorised possession limit for 
depleted U to S, 000 lbs 

KENFIELD. H W General Electric Co 73/10/10 MILLER. W O Atomic 
Energy Commission ip 31103 077 


— aamsOlOO ««qu«st* remittance of f«a for 
License SUB-9a3 

NEtSS.D License Fee Management Branch 
KENFIELD.M U General Electric Co ip 


700412 application to 

09114 70/04/10 

21105 too 


— 031U9O1O1 IE Insp Rept 4O-0OO3/77-O1 on 770609 No nonedopUeAcf 
noted Major areas Inspected mflt organi iatiom rad latlon 
protection organl tatlon, scope & frequency mgt control of 
licensee Internal audits ,„/v a-.* 

STEARNS. C NRC - No Detailed Affiliation Given 7//0o/20 ypf 

21103 209 


— 0311130067 IE Imp Rept 40-0003/73-01 on 730322 Violation noted failure 
to keep record* showing receipt of approc 90 lbs of source 
matl & subsequent transfer of approx 3 lbs of source 
matl 4 failure fro post current copy of I0CFR2D 
ALLENiW D Region 1. Phi Udelphla. Office of the Director 
73/03/13 IBpp 2UB5 177 


— 0311JSOO69 Requests that item 3 of 730926 application to amend source 
matl license, be revised to provide for burst-firing of up fcP 
203 round* per burst In addition to single shot tests 
KENFIELD.M N General Electric Co 0191 73/10/24 DAVie. F 

Atomic Energy Commission 2pp 21105 079 


— 0311ISOO73 Application for amend to License SUfl-9e3 to provide for 
increase in max wsight of individual projectiles to be test 
fired it increa*e Ih me* quantity of source matl to be 
puBsesied at any one time 

KEMFIELD.M N General Electric Co 809G 73/09/2A DAVIB. F 

Atomic Energy Commission 2fp 21105 J97 


— 8311150074 Ack receipt a# 740211 I tr r« fee for renewal of License 
SUB-903 No fee required tP accompany applxcatfcin for renewal 
of license Invoica fq-r annual license fee sent to GE on 
740221 end 

MILLER.N a Atomic Energy Commission 74/02/37 KENFIELD^M W 
CanaraJ Electric Co 2pp 21189 OSD 


— 0311150104 Application for amend to License 8UB-903 to Incriase na* 
quantity to be posseiaed at any one time to I0> OOO round* of 

KENFIELO. M N General Electric Co 78/04/12 WRIGHT, E NRC - 
Detailed Affiliation Given 4pp 21185 214 


— 0311190107 "Mfg Process Instructlon-Dep leted U " 

» General Electric Co 78/03/01 0pp 21103 lOS 


— 0311150109 Submits atfdl data to support request for ^menj 
Matl License BU0-903 as set forth in 780412 Itrxper 700486 
telcon discussions J Begin directly responsible for 
radiation safety _ ut,,' ^ ne 

KENFIELD, MW General Electric Co 78/04/27 WRIOHT. E NRC 
Detailed Affiliation Given 4pp 21189 219 


—8311150114 Forwards IE Waste 
791017-18 No noncompl lance 
SUTHERLAND, J T Region 2. 
Safety Branch 79/11/19 


pac kaging 
noted 
Atlanta. 
General 


Insp Rept |5000039/79*03A cn 

Fuel Facility C. 

Electric Co Spp 21105 I*® 



NONDOCKETED ITEMS 


4ie 


— BaniflOll*? Submits info tn clarlfif NRC (^ufistlons r ^ application for 
rtnBual of Lic«nie SUQ-9B3i in response to 791016 Itr Map i 
result* of air farnple* tak«n during toriai of firo tests tt 
outline of training procedure end 

BROMilH R General Electric. Co 79/12/12 BAS8IN.N Division nf 
Fuel Cvcle it Matet ial Safetg 9pp 211B3 133 


-■“8311150121 For\t/flrdt "ttfg Process Instruction-Oople ted Vfj " dtd 780301 
describing safety procedures to be folloued during 
firing teat of Bt OOO-lOi 000 rounds Cjf 30MM ammunition 
u/dapleted U penvtrators 

KENFlELDiM U General Electric Co 78/03/0? WRlGHTrE NRC - No 
Detailed Affiliation Given Ip 21105 223 


--Q31115012B IE I nap Rept 40-8Q03/B0-OI on 801027 No none omp I tanc e no^ed 
Major areas inspected selective exams of procedures £c 
representative records# Intervieus u/personnel (t obsorvations 
b-g Inspector 

JBRKAtJ#P C , KINNER#J NRC - No Detailed Affiliation Given 
00/11/ 14 7pp 21103 144 


— B31115D130 IE Uaste Packaging Insp Rept 15000039/ 77-03 A on 7Q1O17-10 
No none amp 1 i ante noted Major areas inspected llcentea- 
Shipper vehicle compliance u/DDT it NRC regulations# revi eur of 
shipping papers it radiation survey of vehicle 

WOODRUFF# R L . POTTER# J P Region 2# Atlanta, Fuel FaclUty << 
Materials Safety Branch 79/11/13 4pp 21183.228 


— ~Bi3ill&0131 "Rept of Analysis# Aug 1970 " 

« Teledgne Isotopes 70/00/30 4pp 21105 232 


-“-031 1150133 Notifies that Dept of Army application for use of OAU-O/A 
ammunition containing DU at Ethan Allen Firing Range held in 
ebeyence due to lack of response to re<iuest for addl info. 
hOTHEftBBAUGHr L Army# Dept of, Hffadq.uar ters Materiel Development 
b Readiness Command DRCBF-P/e 1-0074 01/11/10 ClMONETTl.W J 

General Electric co Ip 21105 15i 


-B3111SD135 Nattflei that Item 10 at license renewal application dtd 
Jul 1979 revised Individual now responsible for radiation 
safety program is MR Brow 

BRDW#M R General Electric Co 80/00/27 OASSIN. N Division of 
Fuel Cycle b Material Safety Ip 21185 230 


— *0311180137 Forwards 010706 memo re OE application for license for Ethan 
Allen range Dept of Army permit will not be issued until 
requested Info reviewed Supporting documentation end 
ORUCeixT Army# Dept of# Headquarters Materiel Development it 
Readiness Command 31/07/16 0U1NN#P Army# Dept of# 

Headquarters Materiel Development b Readiness Command 54pp 
21105 239 


— 83111S013B Responds to 030531 Itr re Uicense Condition 14 to permit 
transport of properly packaged licensed matls In vendor 
vihlclst Clarifies meaning of word "consolidated " 

OLENNiiJ E Division of Engineering 6 Technical Programs 
83/06/09 8E0IN. J General Electric Co Ip 21105 152 


— 8311150140 Forwards correspondence w/Army Matl Readiness Command# GE 
Burlington b Dept of Army Permit Pao-0l**01 issued to GE for 
NDT Supporting documentation end 

onuccl.r NRC - No Detailed Affiliation Given 82/07/26 
Office Of Nuclear Material Safety b Safeguards# Di rec tor 5pp 
21185 293 


— 0311150142 Amend 3 to OE License BUD~9B3i revising license In entirety 
to permit use of 910 kg depleted U> for use In test firing 
operat 1 on*. 

NR.IOHT#E O Division of Fuel Cycle b Material Safety 70/05/03 
3pp 21L85 153 


— 0311150143 Amend 4 to GE License 8UB-9e3i revising license in entirety 
to permit use of 4# 500 kg U# depleted in Stabal loy# f or use in 
test firing of munitions 

OUINN#P R Division of Fuel Cycle b Material Safety 82/09/29 
Spp 21185 302 


— 0311150147 Amend 2 to OE License aUB-903i rev! sing liccnee in entirety 
to permit use of 2,000 lbs depleted U in test firing U 
penetraton 

« Atomic Energy Gammlssioni Directorate of Licensing 74/00/05 
Ip 211BS 304 


— B31119D149 Amend 1 to GE License 8UD“’9B3# Increasing max quantity of 
source rnatl to 2#000 lbs licensee may possess at any one 
time Condition 8 amended to read as stated 

DAVI 81 F, C Atomic Energy CorNnlislon# Directorate of Licensing 
73/10/26 ip. 21105 156 


—9311150150 Source Matl License SUB-983 for GE, a uthor i j 1 ng use Of 
100 lbs U dt licensee facilities lac.ate<i at Underhill b 
Wlneeskli 

MARMaw. 0 P Atomic Energy Commi ss ion 69/06/03 Ip 21105 305 


■ — 0311150153 Notifies of intention to ptocood u/shfpment of depleted 
U waste to matl ctr In Colchester#- VT 15 miles from ctr 
□e01N#J General Electric Co 03/05/31 JERMAN, P C NRC - No 
Detailed Affiliation Given ip 211B5 157 


— 03111SOL57 Notifies that symbol XRN assigned as reporting 

Identification symbol far activities under License SUB-903 
Symbol should be used in campletlng transfer forms 
<NRC/ERDA-74i )• inventory repts b other correspondence w/NRC 
SFARKSfE Test b Evaluation Oranch 70/03/25 Oetieral Electric 
Co tp 21105 190 


8311160382 FO I A request for list of all inaccessible sys located within 
containment b considered to be safety-related or Important 
to safety for facility 

HAFNER#D Suffolk Nuclear Study Group 03/07/08 Office of 
Administration Ip 21201 B07 24X Flcbe 50-322,03/07/00# 

0311160302 


B3I116O307 Responds to FOIA request for Hit of all inaccessible sys 
located within containment b conilderad to be sa f ety-ra iated 
or Important to safetg Forwards App A documents Documents 
also available in PDR b LPDR 

FELTDN# J M Division of Rules and Records 03/00/29 HAFNER# 0 
BuffoLk Nuclear Study Group 2pp 31201 200 24K 

Ficbe 90-000.83/08/89.0311160307 


— 0311160392 Excerpt from draft FSAR Section 980. "Inssrvlce Insp 
Program#" b Section 5 2 0 i "Provisions for Access to 
RCPB “ 

a Long Island Lighting Co 03/03/2? Ip 21201 21D 24X 

F 1 c h o 9 0-000# 03/08/29 , 03 1 1 1 60307 


—8311160395 Submits summary on comparison of Susquehanna b Bhoreham 
const work practices re snubber strok Ing , ins ta) leti on b 
protective actions to preclude damage following 
installation Total of 230 snubbers stroked satlsfac tori 1 y 
8 MITH 1 J L Long Island Lighting Co 83/01/21 HIGGINS# J NRC - 

No Detailed Affiliation Given 5pp 31201 217 24X 

Flche 50-000# 03/08/29# 031 i 160307 


—0311160403 Forwards complete list of snubbers in drywell ravitwid for 
removability U accessibllty Total of 100 snubbers reviewed 
O'ENTREMQNT. J # GALLAGHER# R # CHUNG. R Y Lgng Island Lighting Co 
03/03/22 6 HITH#J L Long Island Lighting Co 8 pp 21201 222 
24X Fiche 90-000# 83/09/29. 0311 1603B7 


— 8311160408 Cominents on accessibility of snubber to permit removal t-o 
parform periodic Tech Spec surveillance testing Areas of 
concern listed 

HIOOINS#vi NRC - No Detailed Affiliation Given 03/05/09 
ehlTH.J Long Island Lighting Co 2pp 21201 230 24X 

Flche 90-000# 03/00/27, 0311160307 


0311170020 FOIA request for documents re IE Insp Rept 50-332/82-14 b 
Initially proposed penalty to be levied against util 
RtDENHQUR.n Gambit 83/05/04 ORIHSLEY.DC NRG - No Detailed 
Afftliatloh Given App 21230 069 24X Ptche 50-302. 03/05/04# 

9311170020 


0311170024 Responds to FOIA request for dacumants re IE Inip Rapt 
30-302/82-14 U Initially prnpased penalty to be levied 
against util Forwards App A documents Documents also 
available in PDR b LFDR 

FELTON. JM Division of Rules and Records 03/07/20 RIDENHOURiR 
Gambit Spp 21230 070 24X Fiche 50-000. 83/O7/20, 0311170024 


0209270280 Comments an Region 4 draft enforcement action on IE Insp 
Rept 90"3aa/a2-14 

HAASB#H F Oualitg Assurance Branch B2/09/14 VOLUME R. R H 
Division of Engineering 2pp 2123D 098 24X 

Flche 90-000. 03/07/20# 0311 170024 


— B207870336 Comments on end draft IE Insp Rept 30-332/82-14 on 820316- 
0719 b notice of violation Rept ictentlflss areas of 
Ineffective implementation of contractor OA/GC program 
HARPGTEfl.TL Oual i ty Assurance 02/00/31 HEDERMAN# T 
Enforcement Staff 2pp 21230 076 24X Fiche 30-000# 83/07/28# 

B31H70024 


— 0311170025 Recammends that util be cited far Severity Level III 
vtulaticin b civil penalty mitigated lo lerq for reasons 
stated in end draft enforcement package 
COLLINS. J T Region 4. Office of Director 02/10/04 
DEYDUNG#R C Director's Office# Office of Inspection and 
Enforcament 6 pp 21230 109 24X Flche 30-000# 03/07/28. 

0311170024 
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— Q3Llt7Q02a "Const Oftflciencg Rcpt« " 

* NRC - Wd DetaHted A^'fUlation •G'ivon 02/11/02 43pp 
21230 139 24X Fiche 50~000i 83/07/28. 631 1 170024 


— 8311170030 Farti/afds dfi'ft Itr^notice of violation a^ppHiCable 
paragraph from IE Insp #?ept 00-302/82-14 Ooncurrencia 
raquasted 

JOHNSON, E H Region 4. Office of Direcfcd** 82/08/11 
LIEBERMAN. J Enfdrcement Staff 16pp 21230 076 a4X 
FI c n e 50-000, 83/07/28, 03 U 1 70024 


— 8311170032 Symmary of 620820 ffleating ui/util at vtil cn^po^at• oPc» le^ 
corpacttve^ actions taken on control of turnover packaget 
Handurltten notes dtd 020027 re jneetlng v/g Collins end 
MADSENiO *. Rag ion 4, Office of Director B2/0Q/25 
OAO-LIARDD, J E Di^inlon of Resident, Reactor Project & Engineering 
Programs 4pp 21230 092 24x Fiche 30-382.83/07/29,8311170024 


— G311170034 Requests to be kept informed of future deve I o-pmen ts In 
facllitg operator training progra^n staffing effort 4 
plant computer sgs 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
02/12/21 DIRCKSi M J Office of the Executive Director for 
Operations Ip 21230 194 24X rtche 50'-000, 83/07/201 831 1 170024 


—8311170036 Discusses proper & appropriate sorting of fact Sc opinion in 
TL Harpster 030031 meria to J Lieberman re enforceaient action 
based on noncomp I lances noted in IE Inap Rept 50-382/92-14 
Ngt pressure could be root cause of deficiencies 

riARTlN,L E Region 4, Office of Director 82/07/15 CaLLlNS.J T 
Region 4, Office of Director 3pp 21230 iOO 24X 
riche 30-000, 83/07/28, 03 11 1 70024 


— 0311170037 Forward* recent enforcement action* for review to determine 
Whether board notification appropriate tl/o encl 

R08ANQ.0 Oirectpr's Office, Office of In*pection dr)>tt Enferceoent 
03/01/04 HILLIAMS.H Director's Office, Office df Inspection 
and Enforcement Ip 31230 207 24X Fi cfio 50-000. 8 3/07/88^ 

0311170024 


—8311170038 Forwards comments on draft enforcament action for facility 
y/o end 

VOLLhEfl,R H Division of Engineering 02/09/16 LieBERMAff, J 
MC - No Detailed Aff i 1 iat ton Olven Ip 21230 103 24X 

Fiche 50-000.03/07/20,3311170024 


— 8311170039 Comments on draft IE Insp Repfc 30''3B2/B2-14 Oa program 
implementation deficiencies should be elevated to higher 
severity level (Level JU> Util eigt not totally committed to 
quality 

KAflPSTER.TL Duality Assurance 82/08/3L UIEBERMAN, J 
Enforcement Staff 2pp 21230 104 24X Fiche 50-000,83/07/28. 

031 1170024 


—8311170040 Responds to 820908 differing prof opinion on final decision 
re proposed civil penalty levied on util Civil penalty not 
mitigated based an results of 821122''23 inquiry at site 
Evaluations k conclusions end 

COLLINS. J T Region 4. Office of Director 03/02/14 MADSENIO L 
□ Ivlstpn of Resident, Reactor Froject i* Engineering Programs 
7pp 21230 208 24X Plche 50-000, 83/97/28, 031 j 170024 


—0311170042 Responds to 820825 memo re 820020 mgt meeting ffeetlng not 
unproductive Civil penalty unwarranted 

OAOlIARdO, J e Diviiian of Resident, Reactor Project & Engineering 
Programs B2/O9/20 NADSEW,0 t Region 4, Office of Director 
2pp 21230 106 24X FI Che 30-000, 83/07/29, 831 11 70024 


— 0311170043 Ack receipt of 830408 Itr k payment uf civil panaltle* 
imposed by 030316 order Corrective actians will be examined 
during future inept 

aXELRAD, J A Enfofcement Staff EA^02-1O9 03/04/15 

ffAURIN, L V Louisiana Power 6 Light Co Ip 21230 226 24X 

Fiche 50-000,83/07/20,0311170024 


”^831 1170044 Forwards U hfartin comments on T Karpsier memo to J Llebeitnan 
re panding enforcement action against util Headquarter's 
personnel t regional-based personnel appear to be 
adversaries w/o end 

CDLLINS, J T Region 4. Office of Director 82/09/27, 

DEVOONo,R C Director-'* Office, Office of Inspection and 
Enforcement Ip 21230 1 08 24X Fiche 50-000.03/07/23, 

8311170024 


— 8311170046 Forwards draft IE Insp Rept 50-302/82-14 on 820516-0713 I 
notice of violetlon Supporting documentat Ion end 
HADSEN,<J L Region 4. Office of Director 83/07/28, MAVRIN. L V 
Leuislana Power & Light Co 94pp 21330 243 a4X 
Fiche 30-000, 03/07/28, 831 1170024 


'—8311170049 Submits differing prof opinion on proposed civil pineJty 
against util for QA shortcomingt re release 6 turnover 
packages for facility Violation should be classified 
Beverlty IV Severity rll k civil ponalty appear arbitrary, 

HADSEN. O L Region 4. Office of Director 82/09/00 

OAOLIARDO. J E Division of Resident, Reactor Project 6 Engineering 

Programs 3pp 31230 337 24X Fiche 50-000, 83/07/28. B3 u 170024 


— 8311170052 Acb receipt of 020900 differing prof opinion re proposed 
civil penalty to be levied on util opinion somewhat 
premature «« final decision to Issue civil penalty not yet 
made 

OAOLIARDO, J E Division of Resident. Reactor Project 6 Englnetrlrg 
Programs 82/09/15 HAD&EN. 0 L Region 4> Office of Director 
Spp 31230 340 24X Fiche SO-OOO, 83/07/20. 831 i 170024 


— 8311170055 Ack receipt of 020900 differing prof opinion re propoeed' 
civil penalty to be levied on util Response will be 
submitted following IE & Region fV final decision 
COULINS. J T Region 4, Office of Director 82/10/04 NADSEN. 0 L 
Division Of Resident. Reactor Project k Engineering Program* If 
21230 342 24X Fiche 50-000,03/07/29,0311170024 


8311210004 partial response to FOIA request fdr documents re PRA 
performed for facility It computer printouts showing results 
of evacuation time studies conducted by or for NRC Forwards 
App A documents Bearch for addl documents in progress 
FELTON, .1 M Division of Rules and Records 83/OB/OS, BHOTl^tU. J A 
Hessacfius etts. {Commonwealth of 6pp 21242 Ooi 24X 
Fiche 50-443,83/08/02, 0311210004 


— 0110200050 Comments on Section 7 1. 7 2 «f 7 3 of Util environ rept 
Insufficient detail to make informal judgement re validity 
if sequence probab 1 lit! e< presented 

THADANI.A C Reliability k Risk Assessment Branch 81/10/07 
HOUBTON.R (J Accident Evaluation Drench ip 21243 270 a4X 
Fiche 50-443,83/08/02,8311210004 


— B201190S69 Advises that probabilistic k i i fit-tpeci f te analysts cf 
severe accident consequences & risks have been prepared for 
Input to several OL stage 0E8 & Pe6 

KREOER,HE Assistant Director for Radiation Protection 
81/12/02 CRIMES. D fi Division of Emergency Preparedness (Pre 
830103) 3pp 21245 025 


-'•0203100928 Forwards DES input re core melt accident liquid pathway 
analysis 

LEAR.O Hydrologic & Qeotechnlcai Engineering Branch. 02/03/09 
HULMAN, L C Accident Evaluation Branch ilpp 21244-133 24X 
Fiche 50-443.83/08/02.0311210004, 


—0203190496 Forward# Accident Evaluation Branch input to DEB iictlon on 
environ Impact* of postulated accidents 

HOUSrOMiR H Assistant Director for Radiation Protection 
02/03/12 TEDEBCO.R L. Assistant Director for Llcenfliig 67jpp 
21244 192 24X Fiche 90-443,83/08/02,8311210004 


—0200100367 Requests review of *ncl State of NH comments on facility 
DE9 Response should bg submitted by 820010 
MIRAOLIA.F, J Licensing Branch 3 ea/00/02 HULMAN, L. 0 

Accident Evaluation Branch Ip 21245 008 24X 

Fiche 50-443.83/00/02,0311210004 


—8209270032 Expresses appreciation for cooperation in develppmsnt of 
DEB D£8 adequately represents issues re NPDE0 permit 
SUTTON. L A Environmental Protection Agency 82/07/07 
MIRAOLIA.F J Licensing Branch 3 2pp 21245 006 24X 

Fiche 50-443,03/00/02.0311210004 


— 8209270035 Comments on DE8 Insufficient evidence exists to state that 
proposed transmission lines would not affect inhabitant* 
in transmission corridor 

CHIE6A. R L Nadlcigh, Starr, Peters, Dunn k Kohls 82/07/07 
WHEELER. L L Office of Nuclear Reactor Regulation, Director 4pP 
21249 093 24X Fiche 90-443.83/08/02,0311210004 


— 8210130041 Forwards Accident Evaluation Branch response to add! public 
comments on DE8, per FJ Miraglla 820730 request Proposed 
revlelons to DE8 encl 

HOUSTON.R W Aesistant Director for Radiation Protection 
02/09/24 NOVAK, T Assistant Director for Licensing SOpp 
21249 104 24X Fiche 90-443. 83/08/02, 831 1210004 


— 8211030957 Forwards list of review branches w/hearing contentions 
within scope of review r etpon*ib t l itles & A8LB order 
establishing contentions 6 parties to hearing process. W/o 
list of review branches 

KERRlflAN. J D Licensing Branch 3 02/10/18, PARR, 0 D, AuilUary 

Systems Branch 3pp. 21245 209 24X Fiche 50-443,83/08/02, 

0311210004 
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— B'2lat01€14O Notl#iiPt that reiponftes to SeacoAit An t i-*Pd 1 kut 1 dn Laagut 
i ntvTr t>{| ato)T 1 eft mu9t be received bij QSlilS Reaponsfi to State 
0t NH interTojbtorifii muft b« raceived bg 821119 
KMiGHTONiG W Liceining Branch 3 82/11/13 HULMAM» U 0 

Accident Evaluation Branch 3pp 2124S 020 24X 

FirhB &0-A43, □3/09/02,0311210004 


— 8312290480 Faruarda evo-luatidn of reliabititg studg #Dr auxillar^j 
fe<cduatcr sg« Sga conaidar«d acceptable 

THADANliA Reliability It Fisk Asseosmont Branch 82/13/15 
PARR I O Aojlliarg Systems Branch Qpp 21246- 051 24X 

FUhe 50-443,03/00/02,0311210004 


— B30S160272 Fflrwardi meter olQ^ leal input data far Apr 1979 - Mar 190*J 
for CfiAC 2 computer program 

SPICK1,ER. 1 Hoteorolosg & Effluent Treatment Branch 83/04/04 
Accident Evaluation Branch 3pp 21246 059 24X 

Flch* 50-443,03/09/02,0311210004 


QSblSlOOOa Graft eitimatei of evacuation clear times ( hrs /minutdsK 

T*ble 7 4--ii Supporting documeiitat i on end 
» Public Service Co of New Hampshire 03/00/02 7pp 
21242 OlO 24){ Flche 30-443103/00/02.9311210004 


— B3U2104/B Transcript of JR Uells deposition In Charlotte, HC re 
Contention 6 on adeQuaeg of BA Pp 1-116 

WELLS. J R Duke Power Co 03/07^0^ llipp 2J240 004 2 4)C 

FI Che 50-413,03/09/25-0311210467 


— 0311210479 Transcript of Ltt Davison deposition In Charlotte.NC 
Pp I-IS? Supporting documentation and 

DAVI9DN,L R Duke Power Co 03/07/13 147pp 21240 200 24X 

Fiche 50-413.03/00/25,8311210467 


— 83112104BI Transcript of WH Ouan doposktl-on in Charlotte. NC re 
Content 1-an 6 on OA Pp 1-154 

GWEN- W M Duke Power Co 83/07/15 134pp 2I24B 347 24X 

FlChB 50-413,03/00/25.831)210467 


— 0311210463 Transcript of RL Dick deposition In Charlotte. NC Pp 1-30 
DICHi R L Duk* Power Co 03/07/13 30pp 21249 139 24X 

Fiche 50-413, 83/00/25, 8311210467 


— 0311210404 Transcript of DF Markle deposition In Charlotte, HC Pp 1-24 
MARKLE-D F Duke Power Co 03/07/15 24pp 21349 169 24X 

Fiche 50-113, 03/00/23. 931 1210467 


‘Q31i21D0li "ECCa Larfie/Ml LOCAt Fault Tree. Seabrook Station 
0upportin-g documentation end 

• Public Service Co of Ntfui Hampshire 03/08/02 6l2pp 
21242 Oia 24X Fiche 30-4 43.03/00/03,8311210004 


9311220009 FOIA request for seven categories of documents Te MRC 
regional 1 latlon program 

L0WENTHAL,J Nuclear Information k Resource Service 03/07/10 
FEt-TON, Jrt Division of Rules and Records 2pp 21278 289 


B31l2l00i7 Requests that evacuation stds be in place prior to 

allocating fundi for evacuation plan Addl steps r8<iuoated to 
ensure population utithln plume lone considieradl In decision 
to grant OL 

PEAVERi R C , HOLLlNQHOftTH, d New Hampshire. State of ei/ll/19 
Nsu Hampshire. State of 2pp 21243 278 24X 

Fiche 30-4 43,03/00/02, 0311810004 


— 8311210023 Objects to proposed amends to lOCFR50,App E wherein 
successful completion of emergency preparedneifi eiercisa 
bfoukd rot be rnulred prior to ASUAD or ASLB issuing 
decision r» full power operation 

HARGTDN.U , HEALEV. J . BIOOI.HA Hampton, 02/01/00 

Docketing ii Bervices Branch Ip 31344 066 24X 

Fiche 50-443.83/00/02.8311810004 


831132001S Partial response tg FOlA request for seven categories of 
documents re NRC reg lonal 1 ra tlon program Forwards documents 
listed on app Documents also available in PDR Review of 
ramaining documents subj to request in progress 

FELTON. J H Division of Rules and Records 03/00/23 LOWENTHAL. J 
Nodear Information 6 Resource Eervice Spp 21272 291 


— 8311220014 Advises that survey of current reg i onal i lat ion efforts 
initiated 

CUMMINGS. J J Office of Inspector 8. Auditor 03/02/25 
DIRCH8,M J Office of the Executive Director for Operatiors Ip 
21272 293 


— 0311220016 “Rept of Commi ss 1 on- Review of Reactor Operator Licensing 
» Office of InspBCtop k Auditor 03/04/38 39pp 21272 294 


— — 031 12100S4 Forwards DES population values 

a 'REILLY, J p NRC - No Detailed Affiliation Given 92/03/03 
THADANI-ri NRC - No Detailed Affiliation Given 2pp 21244 131 
24X Fiche DO-443, 83/09/02, 83V taiOOOA 


0311210044 Forwards review of reliability analgsls of effiergency 

feedwater sqs Comments requested 

PAPAZOGLQUr L A Brookhaven National Laboratory 03/10/29 
TBAO.J Reliability & Risk Assessment Branch tp 21245 212 
24X riche 50-443.93/00/02.8311210004 


— 8311210049 Draft "Review of seabrook Units i li 2 Emergency Feeduatei 
8ys Reliability Analgsls " 

FRESCO, A I YOUNOBLDCID. R . PAPAZOOLOU* 1 A Orookhaven National 
Laboratory 82/10/31 NRC -No Detailed Affiliation Given 
I90pp 21245 213 24X Fiche 50-443.03/08/02,0311210004 


—0311820010 Forwards detailed review af QL review process in Ofc of 
Inspector h Auditor CY03 audit plan, in response to 83&504 
memo Review to begin Jul 1983 Regi onal i jation review 
deferred 

CUMM1NO0,J J Office of Inspector ic Auditor 03/05/17 
PALLADinO.N . OILINSKV-V . AhCARNE, J Commissioners Ip 
21272 333 


—0311220021 "Rept of Commi sslon. Review of NRC Reactor GaPeguards 
program " 

» Office of Inspector 6 Auditor 03/04/30 S2pp 21272 334 

—9311820024 "Rept of Comml ssi on, Hevi ow of Implementation of Policy k 
Planning Ooldance " 

e Office of Inspector 6 Auditor 93/04/30 &lpp 21873 123 


©311210467 Further response to FOIA request for transcripts of 
deposition testimony prepared in discovery in OL procsadlng 
for facility Forwards App A documents Documents also 
Available in PDR k LPDR 

FEUTON, J M Division of Rules and Records 03/00/25 AHLER8, D « 
Palmetto Alliance 8pp 21247001 34X Fiche 50-413.83/00/85, 

B31 1210467 


— 0311220026 "Rept Of Camml ssi on, Df c uf Inspector t Auditor Survey Audit 

of NRC Ofc of Eiecutlve Legal Dlrettor " 

« Office of Inspector N Auditor 83/03/31 I5pp S1273 174 


—0311220031 "Rept to Comml ss I on, Ravi ew of Continuing 
NRC Resident Inspector Program " 

a Office off Inspector E< Auditor 79/12/31 □4pp 


Implementation 
31273 i91 


tt 


0311210470 Transcript of LR Davison deposition In- Charlotte, NC re 

Contention 6 on QA Pp 1-14 

DAVISON. L R Duke Power Co 83/06/30 I4pp 21247 003 24X 

Fiche 50-413.83/00/23,0311210467 


3311220041 "Rapt to Ccmml ss i on, Fo 1 1 owup Audit of Dfc af Inspector t 

Auditor Dec J979 Rept Entitled 'Review of Continuing 
Implementation of NRC Resident Insp Program '' 

• Office of Inspector Auditor 03/07/31 i7pp 21S73 230 


^-©311210471 Transcript of LR Davison deposition in CharlPtte.NC 
Pp 1-145 Related info end 

DAVISON, L R Duke Power Co 83/07/01 I34pp 21247 017 
Fiche 50-413.03/00/25.0311210467 


24X 


— 0311220042 "Rept to Commi ss 1 on, Review of Status of WIG Training 
program for Resident Inspectors 

a Office of Inspector 8, Auditor 00/12/31 33pp S1273 247 


— ©311210474 tranicTlpt of OM Orier deposition In Charlotte. NC re 
Contintlon 6 on QA Pp 1-209 Related Info end 

ORIER. OH Duke Fewer Co S3/07/06 223pp 21847 171 24- 

Fiche 50-413,83/08 /25, 0311210467 


0311210476 Transcript of WH Bradleg deposition In Pp l >t 

BRADLEY, W H Duke Power Co 03/07/09 51pp 21240^033 24X 

Fiche 50-413. 03/00/85. 8311810467 


— 0311220047 Forwards followup audit of Ofc of Inspector 6: Auditor 
001217 rept. "Review of Btatui of NRC Training Program for 
flesident Inspectors ’■ Single comprehensive training manual 
rccaminended 

CUMMINOB, J J Office of inspector k Auditor 82/07/29 
FALLAdIMD. N J . OILINSHY.V • AHEARne. J Commissioners 7pp 
21273 281 
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-^0311220050 Advices that t tma inlriiS' opsn pbc offiii»ndat»on rB audit repfc on 
ruldont lntp«ctc^ training cl&SMd Neu( "Waactor Oparatlprui, 

Rasldent & fle-jlonal -fla^etf Project Ini,pac ton i IE Training 1 
■OiiaiiTicaClan " ixsucd 

CUMMIMOB. J O Off lea of Inspactor I* Auditor a3/06/l3 
PALLAOINO.N < OtLlN&Ky. V « A^EARNE.J Contaii is Uners Ip 
21273 209 


■"■“031 1250052 "Rapt to Coin/nl ssl Dn< Undas irab 1 a Effects of Accelerating 
rwp lementatl on of WPC Rasldent fnapector Program >' 

* Office qf Inspector it Auditor 79/06/30 1 5pp 21273 290 


•^-931122003^ Forwards results of rept on NRC mails licensing prograin In 
response to raiiuast for survet^ audit Datalled rpvleui of 
fsatli licensing program more appropriate uhen 
regionalization U recommended improventanti ImplametiCed 
C0flMlNGS» J J Office op Inspector ht Auditor 02/11/04 
PALLADINOiN^ OlLINSl^V; V' .. AHEARNE. U Co-mmiss loners Upp 
21273 307 


— B31I220O39 Informs that revieur of draft survey audit rapt of WC ma’-ls 
licensing program complete No substantive coirments 
prasented 

DIRCKSiitif J Office of the Eiecutive Director for Operations 
02/10/13 CUfiMlNOS^J J Office of Inspector in Auditor Ip 
21273 310 


0311220019 Further response to FOIA request for documents re RFP 
R&-BECV-a2-472 Forwards App A documents Doc-uments also 
available in PD2 Revisui of addl recoros subj to request In 
progress 

FELTONi J H Division of Rules and Records 03/00/29 SHARP » I K 

Alderson Reporting 2pp 21205 133 


— B31 1320020 Forwards proposal In rasporiiSe to RFP SEcy-82-473 

TAVLOEiF G , RILE/, A Tayloe Afsoclatei 82/09/13 MATTIA. M J 
Division of Contracts Ip 21265 136 


— 8311220023 Unezecytad sol Ic 1 tatiot*/ of fer it award of ’’StanOgrapMc 
Reporting Bvesi to Tayloe Assoc 

a Division of Contracts 82/09/13 5pp 21265 137 


— 8311320028 "fitmographif Reporting 8vce, >• technical proposal Info 
delated 

a Tagloe Associates 82/08/29 85 pp 2126S MS 


**-031125003? Faruards 1 tr re RFP RS-SECV*-S2-473i ’'Stenographic Reporting 
Svee “ 0/0 end Info deleted 

RILETjA Taylor Associates 02/11/09 rtlLE3, E Division of 
Contracts tp, 21269 226 


— 8311820034 Forwards Mod Ji adding add I personnel to 820913 technical 
proposal submitted in response to RPp fl3-8ECV-S2-473j 
"Stenographic Reporting Syce ” 

RILEYf A Taylor Associates 02/12/02 MATTIAjH J Division of 
Contracts Ip 2i265 227 


—8311220035 Hod l*aifdlng addl personneKto '’Stenographic Reporting 
Gves ■« Info deleted 

« Tayloe Associates 02/12/02 2pp 21265 ?20 


— 8311220045 Forwards listed commitment Itrs par best 6r final offer ■*' 
technical proposal In response to RFP R0-SECY-02-473, 
''Stenographic Reporting Bves '* Info deleted 

RILEy»A Tayloe Associates RILEY, A Isham, Lincoln it 8eile 
83/02/07 miles. E Division of Contracts Ip 21265 253 


— 8311220048 Forwards commitment Itr per RFP RB“9ECV'8C-473> 
"Btenographii: Reporting Syce " U/o end Info deleted 
RlLEViA Tayloe Associates RILEVj A Isham, Lincqiin 6 Seale 
83/02/07 miles# E Division of Contracts Ip 21265 294 


— 8311220049 Extends acceptance period for RFP RB-8ECy-82~473j 
"Stenographic Reporting 0vcs^ " to 830330 

RILEY, A Tayloe Associates ftiLEY, A Isham# Lincoln fc Reale 
83/03/01 miles# E Division of Contracts Ip 21269 259 


—0311820051 Forwards responses to questions re RFP R8- SECY- 02' 4 73# 
"Stenographic Reporting 6vcs#" per 830303 request Author 
will attend B30307 meeting reopening discussions w/ail 
proposers g/o end 

RILEY, A Tayloe Associates 83/03/06 MlLEa. E Division of 
Contracts Ip 21265 296 


—8311220053 Forwards second best t, final offer fur RFP ftG--SECV“82'473i 
"etenographlc Reporting Sves " g/o end 

TAYLOE, F 0 , RILEY# A Tayloe Associates 03/03/08 MILES# E 
Division of Contracts Ip ?1265 257 


8311220064 Further response to FOlA request for IS categories of 
documents prepared or received by NRC Jan 1902 - Jul 1983 
Forwards App C documents Oucuments also available In PDR 
Review of addl records subj to request in progress 
FELTOW#J M Division of Rules and Records 83/08/29 fio# D K 
Critical Mass Energy ProM<^^ SPP 21874 030 24X 

Flche SO'OOO, 83/00/29# 0311220064 


—0308160340 Forwards draft '’Preliminary Review of Limerick Oenerating 
Station Severe Accident Risk Assessment# '/oi i Core Melt 
Frequency " Rept satisfies milestone for Task 1 of Project 3 
under FIN A-3393 

0ARI,R A Orookhaven National Laboratory FIN A-339a 83/03/1? 

CHELLIAH#E Reliability 1 Risk Assessment Branch Ip 21875 005 
24X Fiche 90-000# 83/08/29# 03l 1220064 


’D31122OO60 Forwards# for comment# "Review 6 Evaluation of Zion 
Probabilistic Safety Study " 

CRAMDND#W R Sandla Laboratories 82/03/05 NEWlJfeRRY, 9 
Reliability it Risk Assessment Dranch Ip 81274 034 24X 

Flche 50-000, 83/08/89# 831 1220064 


*"-03 1 1220070 "Review it Evaluation of Zion Prob»b 1 1 istlc Safety Study# ’’ 
Itr rept 

« Sandia Laboratories 88/03/05 ReUabillty & Risk Astessaent 
Branch 342pp 21274 035 84X Flche 50-000# 03/00/29, 031 1820064 


— 031122OO0i NURe0/CR-330O DRFT 

Draft "Summary Review 6 Evaluation of Zien Prubab 1 1 1 itlc 
Safety Study " 

« 8andia Laboratories « Broukhaven National Laboratory 
0AND83-UI0 83/08/89 Reliability it Risk Assessment Branch 
42pp 21279 196 24X Flche 50-000, 83/08/29, 031 1820064 


— 0311220037 Extends ef f ecti venest of propo'Sal submitted 820913 In 
response to RFP aECV-a2-473, "Stmographlc Reporting Bves. " 
to 830113, per request 

RILEY, A Tayloe Associates B8/l2/|o MILES, E Division of 
Contracts ip 21269 230 


— 0311220038 Extends acceptance period of propaial submitted 820913 in 
response to R0-SEC Y-fl2-*473. ''Etanographic Reporting Bvci# " 
to 830301 

RILEY, A Tayloe Associates 83/01/13. MILES, E Division of 
Contracts Ip 21269 23l 


8311220040 Requests that deadline for filing best s# final offers under 
RFP B 8-SEC Y-82-473, "Stenographic Reporting Sves# " be 
extended from 830200 to 1 t Action ntcessary to avoid 
prejudice to clients competitive position, 

OALLOj^f Taylee Associates UAUUOtJ Isham# Lincoln & Seale 
83/02/03 HALrtONfE L Division of Contracts 3pp 21265 238 


—0311220088 NUReO/CR-3300 VOl DR 

Draft "Review L Evaluation of Zlqn Probab i 1 Istic Safety 
Study#" Vol t 

BERRY. 0 L # BRISBIN, N L # CARLSON# D D Sandla Laboratories, FIN 
A-U29-0 SANDaS-UlB 03/00/29 433pp 2127S 238 24X 

Flche 50-000, 83/00/29, 831 1220064 


— 8311220093 Rev 1 to IE Manual Temporary Instruction 2915/62# ’'Insp of 
Safe Shutdown Requirements of iOCFRSO# App R (Section HI 0> 
at Nuclear Power Plants Licensed to Operate Before 790101 
e Director's Office, Office of Inspection and Enforcement 
03/OB/lO J6pp 31876 311 


8311230012 FQiA request for documents by Sandla Natl Labs L/or 
contractors under NRC-sponsored "Severe Accident Risk 
Reduction Program " 

SHOLLY, 8, C Union of Cbncorned Scientists 03/07/20 FELTON# J M 
Division of Rules and Records Ip 21299 070 


— 8311220043 Forwards best it final offer* under RFF RB-SECV-Q2-473, 
"Stenographic Reporting Syes *' Three-month cash flow 
forecast it subcontractors cojwnl tment lira will pe sent under 
separate cover Info delstad 

RILEY, A Tayloe Associates RILEY, A Isham, Lincoln L Beale 
03/02/06 MILES, E Division of Contracts IBpp 21865 835 


6311230013 Responds to FDIA request for documents by Sandla Natl Lab 
L/or contractors under NRC-sponsored "Saver* Accident Risk 
Reduction Program " Forwards App A documents. Documents also 
available in PDR 

FELTON# J M Division of Rules and Records 03/00/29 8H0LLV, S 
Union of Concerned Scientists 4pp 21299 079 24X 

Flche, 90-416, 83/00/25, 031 1230013 
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-B307I'go043 SAND03-1697C 

"’Rlik Reduction Aneli^elf Severe Accident Prevention tn 
Mitigation Sije> " conference peper 

HATCHES H Sandia Laboratories 83/03/10 NRC - No Detailed 
Aff 11 lation Olven iOpp 21299 119 


-83 L 12300 1 4 8ANDB3-0443C 

"Evaluation of Severe Accident Safety 8ys Value Dat;ed on 
Avevtlng Financial Risks " 

HATCHES W . BENNETTiP R , QENJAfllN. A S Sandia Laboratories 
83/00/33 NflC - No Detailed Affiliation Oivan 3 p p 21299 083 


-8311230015 EANDB3-O055C 

"Evaluation of Benaltivity of Reactor Risks to 
Uncirtslntles " 

ROUNTREE* B L < HATCH. 8 W Sandia Laboratories 83/08/29 RRC - 
No Detailed Affiliation Given 7pp 21399 088 


-8311 230 016 8 ANDB2-2 1 4 tC 

Spaeth entitled ’’Severe Accident Risk Reduction Program* ” 
presented at Tenth Water Reactor Safety Research Info 
HtetLng on 821012-lS In Oalthersburgi MD 

BENJAMIN. A 8 * HATCH. B W . BTRtP.D R Sandia Laboratories 
82/10/12 llpp 2129? 099 


-8311230017 Forwards draft severe accident risk reduction progran 
papers re program U f i 1 tered-ventad containment s(jt program 
benjamin, A B Sandia Laboratories 82/08/30 CWNINOHAM. MA 
Division of Risk Analysis Ip 21899 106 


-8311230318 "Value-Impact Analysis of Severe Accident Prsvention & 
Mitigation 8ys " 

BENJAMIN. A 8 I HATCH. 6 W . STRIP. D R Sandia Labaratorles 
82/08/31 NRC ” No Detailed Affiliation Given 12pp 
21299 107 


-63U230022 "Cost - Deneflt Considerations for Filter - Vented 
Containment Sys. " presented at 17th DOE Nuclear Air Cleaning 
Conference 

BENJAMIN. A 8 . STRIP. D R Sandia Laboratories 82/0-8/31 23pp 
21300 313 


■8311230023 BANI}82-04a0C 

''Risk Assessment of Filter - Vented Containment Options for 
BUR Mark III Containment " Related Info end 

MARp£n*F T « BENJAMIN. A 8 Sandia Laboratories 82/08/31 NRC 
- No Detailed Affiliation Given llpp 21300 336 


83112:30024 8ANDe2-0400A 

Bpsedi entitled "Risk Bys Interaction Analysis of Severe 
Accident Prevention t< Mitigation fiys. " presented at intl 
netting on Thermal Reactor Safety In Chicago. IL on 
020829-0902 Related Info end 

HATCHES W I BENNETT. P R . DRAVER. D D Sandia Laboratories 
02/00/29 ll9pp 21899 173 


83112300-29 Forwards "PRA of Filter - Vented Containment By s Marie t 
BWIt ** Updated summary will be submitted fallowing analysis 
completion ’ 

BENJAMIN. A 8 Sandia Laboratories 00/02/11 DIAZ.N J American 
Nuclear Society 4pp 21301 003 


031 1 230027 SANDBl-OlSaC 

"PRA of Filtered - Vented Containment Bys Mark I BWR " 
Related Info end 

BENJAMIN. A 8 . HARPER. F T Band la LeboratorUt CYBULBRI8.P 
Battel le Memorial Institute. Columbus Laboratories 80/02/11 
NRC - Mo Detailed Affiliation Given 4pp 21301 007 


■83L123D029 Foruirdi "Accident Prevention & Mitigation Considerations 
for Mark III BWRs It Ice Condenser PWRs. " In response to 
rci^uest for addi Info re containment Venting it design 
presiure options for future condenser (. containments 
BENJAMIN. AS Sandia Laboratories 81/03/12 RDWSOME. F NRC - 
No Detailed Affiliation Given Ip 21301 169 


0311230030 "Accident Prevention it Mitigation Considerations for Mark 
in BWRe " Related info end 

BENJAMIN, A 8 Sandia Laboratories 81/02/09 68pp 21301 166 


0311230031 Responds to reiiuest for discussion of severe accident risk 
reduction program objective accomplishments Reasons for not 
proceeding w/original plan listed Related info end 
BENJAMIN.AS Sandia Laboratories 83/04/20 CUNNINGHAM. M A 
Division of Risk Analysis 872pp 21299 292 


— 0311230033 "Design Considerations for Imp Loment Ing Vent - Filter Sys 
at Barsehack Nuclear Power Plant.'* presented at Inbl meeting 
on Thermal Nuclear Reactor Safety in Chicago. IL on 
B20B29-0902 

JDHANBSQN. H * NILSSON. L . PERSSON. A aueden. Govt of 255 
82/08/29 llpp 21300 204 


—83112300 34 8AN077-1 103C 

Speech entitled "'Value/ Imp act Comparison of Alternate 
Containment Designs." presented at ANS 771130 meeting in. 
aan Franc tsco. CA 

CARLSON. D D > HICKMAN. J W Sandia Laboratories TAVtDR. M A NRl 
- No Detailed Affiliation Given 77/11/30 30pp 21302 030 


— 031 1230036 L Is is severe accident research programs which Include 
uncertainties important to risk Severe accident uncertainty 
analysis svinmarg of tasks end Related Info enc 1 
BENJAMIN. A B Sandia Laboratories 82/05/19 CUNNINGHAM. M A 
Olvlilen of Risk Analysis 97pp 21300 219 


8311290311 FOIA rcituest for five tategDries of documents 

SHOLLY. 8 C Union of Concerned Scientists 83/07/28 FELTON. J M 
Division of Rules and Records tp 21318 009 


8311290314 Responds to FOIA request for five categories of documents 
Forwards Dacum-ents B.C.D U E Bciance Applications. Inc rept 
lent directly to Bandia 

FELTON. J M Division of Rules and Records 03/09/00 SHOLLY. 8 C 
Union of Concerned Scientists Ip 21310 OIO 


— 0204260901 Forwards draft safety goal Implementation plan for review 
U comment. Hietlng scheduled fro 820413 to discuss plan 
ERNST.M L Assistant Director for Technology Review 82/04/00 
HANAUER.6 H Division of Safety Technology lOOpp 21318 206 


—8311290319 BAMD82-0Q22 

"Effect of Containment Failure Pressure on Risk ’ 

8PULAK. R 0 Sandia Laboratories. 02/07/31 47pp 21319 159 


0311290367 Final response to FOIA request for documents of 
consultations between NRC 6 EPA per Clean Air Act re source 
metis. BNh or byproduct matls Forwards documents responsive 
to request Documents also available in PDR 

FELTON. J H Division of Rules and Records 83/09/13 YDUNO.h C 
GARDE. B C-overnment Ac co-untab tllty Project Ip 21310 301 


—8311290369 Forwar-ds background Info on Clean Air Act U watte ragtrfoi 
discussion u/EPA Administrator Costle Complete analysis of 
alternatives for resolution of Cleon Air Act situation* 

Including legislative r emed 1 es. wl It be sent by 781006 
HlNOOUEiR D Office of Standards Development. Director 70/G9/2i 
HENDRiEi J li Commlislonert 9pp 21310 304 


--8311270371 Forwards draft RD hlnogue memo to Chairman Handria re 
Clean Air Act 

PETERBON.H NRC - No Detailed Affiliation Given 78/09/20 
CONTI, V E r PURPLE.R , OOLLER, K NRC - No Detailed Affikiatlbh 
Given lOpp 21310 3E3 


^-8311290369 Forwards background info on Cleon Air Act tt watte mgt. for 
discussion w/EPA Administrator Cottle Complete aralyeis of 
alternatives for reiolutlon of Clean Air Act situation, 
including legislative remedies. ul 1 1 be sent by 781006 
HINQGUE. R 8 Office of Standards Development. Director 78/09/31 
HENDRIE) J M Commissioners 9pp 3i3iG 304 


— B3ll29037t Forwards draft RB liinogue memo to Chairman Hendrle n 
Clean Air Act 

PETERSON. H NRC - No Detailed Affiliation Given 78/09/2G 
CONTI, V E . PIMPLE. R . OOLLER. K NRC - No Detailed Affiliation 
Given IQpp 21310 313 


6311290373 FOIA rttiuest for info on special investigation conducted by 
Ofe of Inspector & Auditor re activities surrounding 
welding Inspectari Incident at facilities 

PHILLIPS. J . GARDE. D Oovernrflsnt Accountability Project 83/09/12 
Office of Administration 2pp 21310 282 24X 

Fiche 90-413.83/05/12.8311290373 


0311290376 Responds to FOIA request for Info re special investigation 
by Ofc of Inspector Auditor Forwards App A document h App 
B Document 2 Apps B fi* C documants partially & entirely 
withheld «ref FOIA Exemption 7> 

FELTON* JH Division of Rules and Record! 83/09/01 PHILLIPS. J . 
GARDE, B P Government Accountability Project 9pp 21310 286 24) 

Fiche: 50-413,03/09/01. 031 1290376 


03 1 1230032 8AND79- 1 1 3?A 

"Issues Affecting Feasibility 6 £f fectl venesi of Vent - 
Filtered Containments " 

BENJAMIN. A 8 . WALLING. H C Sandia Laboratories 03/09/29 NRC 
- No Detailed Affiliation Oivan 6pp 21301 234 
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— 8311290302 Di*cui*H Inveitj jafcipn of variou» allegation* re facllltlee 
by Rejlan 11 tu9t Inddeat* of hara«*ment/intlmldation 
require further review Jnfo deleted 
rtCKENtlA.P Office of intpector i. fioditor 83/00/06 
CUMHlNffSiJ J Office of Inipector ft Auditor Spp 21310 299 
24X Fiche 30'413* 83/09/01. 83 U 290376 


8311290303 FDlA request fpr transcript* of all closed Cofiiflvloiton 
meetings htid between 010827-830510 re THl-1 restart 
DETJFNi J Philadelphia Inquirer 83/06/00 Office of 
AdoinUtration Ip 21319 201 24X Ficfie 30^209,83/06/08/ 

8311290385 


8311290306 Pinal response to FOIA request for transcripts ell closed 
CojAaltsion aieetlngs tforing BiOfiC7-03OSlO re TMl-1 restarts 
Forwards App A Ooevaent 9 !< portions of Doewnsnts 6,7,0.10 i, 

15 fi*«*lnlf>fl decuflienti withheld per Bunihine Act 

FELTON, J K Division of Rules and Ricords 83/09/01 OETJEN, J 

Philadelphia Inquirer 3pp 21319 202 94X Fiche 50-289.03/07/01. 

8311290306 


''8311290309 Transcript of closed CofD»itslon 011322 meeting in 
Washington. DC re Trtl-l restart order Pp i-iO Portions oF 
CommlsilDn 820120,0310.0910, 1206 6 B30419 Meeting 
transcripts tnti 

* Cojnmls* loners 81/12/22 94pp 21319,209 24X 

Fiche 50-209. 83/09/01 1 0311 290306 


8311290392 FOIA request on behalf of New Englenif Coalition an Nuclear 
Pollution for doeunents re allegation* concerning const 
defects at facilities 

CURRAN, 0 Harmon 6 Weiss 03/08/09 FELTON. U H. Division of Rules 
and Records ip 21310 393 24X Fiche 90-443. 03/00/05. B3 1 1270392 


8311270373 Responds to FOIA request for documents re eltegetlan* at 
facilities Forwards App A Documents 1-4 Documents also 
available In PDR Oocument 9 placed in PQR docket file 
FELT0N.Uf1 Division of Rules and Records 63/09/01 CURRAN. D 
Harmon k Nells 2pp 31310 396 34X FleHe. 90-000,83/07/01 . 

831129039 :? 


—0311890390 “Task Interface Agreement.*' covering Feabrook/Crvstal River 
3 allegations 

HOLAKAN, 0 NRC - No Detailed Affiliation Oiven, BTAROSTECKI.R 
Region 1, Office of Director 03/09/01 2pp 21310,350 24X 
Flch* 90-000,83/07/01,8311270373 


—6311290401 Requests determination of Ucentlng aspects of reported work 
effort at Gilbert Assoc. Inc (1971 6 72) 6 at U Lonergan Co 
(1977), per 030610 itr 

STAROSTEOVil.R Division of Project 6 Resident Programs 63/09/08 
EISENHUT.D 0 Division of Licensing ip, 21310 360 


— *0311290404 Forwards Reckoning Ur to £ Brunner re aUegmtlons 
concerning facilities. to be Included in Board Notification 
03-121 W/o end 

EISENHUT. Do Division of Licensing 83/08/17 NOVAK, T 

Division of Licensing Ip 21310 361 24K FUbe 90-000, 83/ 07 /Cl, 

9311270373 


0311300007 FOIA request for radioactive metis appl Jeation. lie ense it 
related metis re Brigham 6 Womens Hosp in Boston, MA 
MCDONALD, D D Nuclear Pharmacy, Inc DON 993-16 93/05/17. 

Division of Rules and Records Ip 21322 001. 


9311300071 Responds to FOIA request for radioactive mails appl Icaiion. 
license 6 related mat I re Brigham L Nomsns Hosp it* Boston, 

MA Forwards documents listed in App A 

FELTON, j M Division of Rules and Records 03/06/24 MCDONALD, 0 
Nuclear Pherwacy* Inc 4pg 21322 OOl 


— 7907060194 Forwards app 1 teat ton for renewal of Byproduct/ Mat I tUsMS 
8UB-999 

DRUM. D e Peter Dent Brigham Hoip, Boston, MA 13790 79/07/31 

Licensing Management Branch Ip 21322 206 


—7909140094 Mat l/Byprodoc t License 20-17131-01 for Affiliated Moip Ctr 
Inc is amended pef 790731 application Amend 01 adds U 
cadmium plated meCal as shielding for linear accelerator 
(ref Llcente QUfi-7991 

VACCA, P C Licensing Management Branch 79/00/23 2pp-. 

21323 239 


—6002250012 Discusses IE insp of License* 20*'I713I-OI, 02 6 03 an 79|50(- 
09 No noncomp I lance noted Major areas inspected radiation 
eafety. compl lahce u/Commisslon rules & conditions of 
licenses I, radiation output of telctherapv i^Dit 
MCCLlNTOCF.,R 0 Region I, Philadelphia, Office of the Director 
79/12/20 STOUOHTON.U V Affiliated Hnips Center, Inc Bolton, 

MA 2pp 21322,296 


— 0DO62OO3D1 Request* amend of Matl/Byproduc t License 20-17131-01. 
changing name of licensee from Affiliated Hotps Ctr« Inc ta 
Brigham 6 Women *s Hosp 

DRUM. D 6 Petar Bsnt Brigham Hoip Boston, MA 04699 00/07/24 

VACCA, P C Licensing Management Branch 2pp 21322 302 


— 8009030408 Matl/Byproduct H cense 20-17131-01 for AffillAtid Hosps CtN 
Inc. if amended per 800429 Itr Amend 2 changes Subitem 8 3 to 
2 Cl 

LAMABTRA, M A Licensing Management Branch 00/00/06 IP 
21322 309 


— 8104220S16 Bubmit* addi info reauested by NRC 010119 Ur re 
application to amend Hatl/Bgproduct License 20-17131-01. 

MT Auburn k Faulkner Hasps have been requested to apply for 
license amende for receipt of licensee metis 

DRUM,D E Brigham k Women's Hosp , Boston, MA 04699 01/02/27 

WALKER, N v> Licensing Management Branch 9pp 21322 312 


—0104220520 "Radiation Safety Manual " 

« Brigham k Women's Hosp , Boston, MA 04699 61/02/27 ABpp 

21323 177 


—8104230450 Ack receipt of 810227 application for amend of Matl/ 
Byproduct License 20-17131-01 Addl info requested p« 
facility diagram, distrl butlon of radlapharms & fume hoods 
DELHEDICO, J Licensing Management Branch 04699 81/04/02 

DRU«»D Brigham I, Women's Hosp , Boston, MA 3pp 21323 030 


—0311300095 Forwards application for broad institutional licime tP uft 
byproduct matls b to conduct radiation on therapy 
HABSAN.W E Feter Bent Brigham Hosp Boston. HA 76/07/07 
Division of Fuel Cycle It Material Safety Ip 21322 006^ 


— 93113DDO90 Application for byproduct matl 1 icense. author! i ing animal ^ 
biochemical research It d lagno«tlc. therapeutic & 

Investigational use in humans Related info end 

HASBaN,W e Affiliated Hosps Center, Znc Boston, MA 02966 

76/07/07 22pp 21322 007 


—0311300101 ''Radiation Bafety Manual *' Related Info end 

a Affiliated Hasp* Center, Inc Boston, MA 02966 69/0J/3J 

60pp 21322 029 


—0311300109 Byproduct Matl License 20-13931-01 for Joint Ctr for 
Radiation Therapy. author! sing use of 300 mCl Ir-192 In 
stainless steal ancaiad seeds in nylon ribbon for 
interstitial treatment of carcinoma 

B0WY6R. J Atomic Energy Commission 71/02/03 Ip 21323 097, 


—7901090299 Ack receipt of 791121 Ur informing NRC of steps taken to 
correct deviations noted In Imp Rept 70-01 

MCCLJNTOCK.B 0 Reqlon I, PhllsdelpM*, Fuel Facility V MataMals 
asfety Brench 70/12/04 JASSIMAN. A Affiliated Hoipe Center. 
Inc Boston, MA Ip 21322 209 


—0311300112 Amend 1 to Byproduct Matl License 20-13931-0! for Joint Cir 
for Radiation Therapy, changing Condition 10 k adding 
Condition 14, per 71U04 application 

BOMYER, JE Atomic Energy Commission 71/U/23 Ip 21322 098 


—7901090301 Forward* insp Rept 78-01 on 791029 k Notice of Violation 
MCCLINT0CK,R 0 Region 1. Phi ladelphia, Fu4l Facility k MatariaU 
Bafety Branch 70/U/O0 JESSIMAN.A Affiliated Hasps Canter. 
Inc Boston, MA 2pp 21322 206 


7901090302 Notice of violation from (nip an 76102!} 

MCCLlNTOCKi R.Q Region l> Phtladslphia, Fuel Facility I, Materials 
Safety Branch. 70/U/O9. ip 21322 209 


— 8311300119 Amend 2 to Matl/Byproduct License 20-13931-01. adding nine 
elements, amending Condition l2 It adding Condition 19, per 
720411 Ur 

BDWVER. J Atomic Energy Commi»*len 72/05/29, Ip 21322 099 


— 03U3OO12O Amend 3 to Matl/ByprOduct License 20-13931-01. authorU Ing 
possession It use of 100 mCi au^I 90 It 62 mCi Cs-137 for use 
in interstitial treatment of carcinoma, per 740123 Itr, 

BOWVER. J E Atomic Energy Cotomlsiion 74/03/29 2pp 21322 *0® 


^7904100163 Matl/Byproduct License 20**J7l31-03 for Affililiatetf Hosp* 
Ctr, Inc authorising use of Cs-137 tn sealed source for use 
In JL Shepherd Model t43 Irradiator for irradiation studies 
of biological sampUs 6 matli 

OUlNNrP R Radioisotopes Llcensinf Branch (Fre 790501) 79/03/27 

3pp 21322 282 


— 0311300122 Ack receipt of Check 6129 for license application fee Addl 
payment requested per lOCFRiTO u p 

CABELL. A 8> License Fee Management Branch 76/07/14 HASSAW. m f. 
Affiliated Hosps Center. Inc Boston, MA Ip, 21322 102 
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-'B3kl3D01S& rteiiuavts addl listed info re 760730 a[^pllcatlon for 
byproduct matl license to combine rod ioiostope pro^romi af 
thrOfl hofl-ps 

BOUVERiJ e RodloMotopes Licensing Qranch <Ppo 790301) 

7£/09>09 HAS6AN.W E Affiliated Hgsp« Center. Inc Dostom KA 
3pp 2^1352 103 


’&3113001S9 Forwards supplementary info supporting Affiliated Hosp Ctr. 
Inc application far institutional broad license Related Info 
end 

DRLH1) D E Affiliated Hosps Center. Inc Boston. (1A 76/11/S4 

GOl^YERj J E Radioisotopes Licensing Branch <Pre 79DS01 ) 94pp 
31322 106 


— 8311300133 Byproduct Matl License 20-1713i-'0i . aufchori i ing us* of listed 
elemerkts for medical re search, d 1 agnos 1 s treatment for 

animal t< biochemical research 

« Radioisotopes Licensing Branch (Pre 790501) 76/12/28 Spp 

21322 200 


"8311300137 Insp Findings & License Ack dtd 771005 of License 
aO-lTlGl^Ol Insp findings no noncompliance noted 
EP9TEINiM Region 1. Philadelphia. Office of the Director 
77/10/05 ip 21332 205 


-"-8311300149 Responds to 781108 Itr re noncomp 1 lance noted In IE Insp 
Rept 3-0-12239/78-01 Corrective actions iodinationi in hood 
In question will be done In completely closed sys & personal 
wipes ulll be performed faithfully Related info end 
DRLIK. D E Peter Bent Brigham Hasp Qostan.MA 78/11/21 
MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
14pp 21322 210 


■^“8311300157 Application for byproduct matl I icensa. authorl z Ing use of 
Cs-'lOy for use in irradiation of cultufed cel Is. biological 
samplas & animals Related info end 

DRUM* D F Affiliated Hotps Center. Inc Boston. KA DRUM. D F 
Pater Bant Brigham Hoip Boston. MA 98612 79/02/15 55pp 

21322 S24 


83 1 1 300 1 62 Forwards order amending certain matl/byproduct licenses 
Amends listed 

DIRCKS. U J Office of Nuclear Material Safety L 

9af eg uards. Director 79/03/12 Affiliated Kosps Center. Inc 

Boston. MA ip 21322 27B 


“-a3ll3'0tll89 Advises of expiration of License 9UB-995 t. dlscustas actions 
to bo taken by licensee 

» Licensing Management Branch 79/05/31 Peter Bent Brigham 
Hosp DostenrhA Ip 21322 2B5 


—8311300193 Application for source matl license to authorize use 8t 
poimesslon of depleted U for use In Yarian Assoc linear 
accelerator Related info encl 

HAB8AN.U E Affiliated Kosps Center. Inc Boston. MA 00892 
79/07/31 Bpp 2 1322 207 


— B3H300203 Informs that License SUD~995 terminated $< License 
50-17131-01 amended to allow possession It use of depleted U 
Beparete licenses inconvenient for NRC 

VACCA. P C Licensing Management Branch 79/08/23 Affiliated 
Hosps Center. Inc Boston. MA Ip 21322 295 


— 8311300507 Amend 1 to License 20-17131-01 . add ing two elements tc 
amending Conditions 14 6 18. per 770731 application 
VACCAi P C Division of Fuel Cycle U Material Safety 79/08/23 
Spp 21322 296 


— 8311300553 Application to amend License 20-17131-01* changl ng possession 
limit for lr-192 from 500 to 2.000 mCi 

DRUM. D £ Harverd Unlv . Cambridge. MA 03649 ao/04/29 

VACCA. P C Radioisotopes Licensing Branch (Pre 790501) ip 
51355 300 


— 8311300557 Requests fee In payment for 000427 amend to License 
20-17131-01 

■JACKSON. 0 License Fee Management Branch 80/05/20 DRUM. D E 
Harvard Unlv . Cambridge. MA Ip 21322,301 


— 831X300263 Forwards fie in payment for amend to License 20-17131-01 
DRUM. D E Affiliated Hasps Center. Inc Boston. MA 80/07/01 
JAOKSON. o License Fee Management Branch Ip 21322 302 


— 8311300575 Requests fee for 800724 application to amend License 
50-17131-01 

JACKSON. 0 License Fee Management Branch 80/08/07 DRUM. D E 
Drlgham 6 Uomin's Hotp . Boston. MA 2pp 21322 306 


— 8311300281 Requests addl llitod Info re 800724 application to amend 
License 20-17131-01 

ifALKER.H J Licencing Management Branch 81/01/19 DRUM. J 
Brigham t* Woraen's Hasp ^ Boston* MA 4pp 21322 308 


— 8311300295 Application to amend License 20-07347-01 Amend authorises 
receipt of licensed matl from Harvard Modicai School Joint 
Program m Nuclear Medicine pharmacy Related info end 
OREENE.A 0 Faulkner Hasp Boston. MA 83/06/24 HALKER.H 
Office of Nuclear Material Safety it Safeguards. Director llpp 
21322 331 


—8311300301 '^Radiation Safety Program Organization of Brigham & Uament 
Hnep. Inc " 

HA8BAN.H £ * DRUM. D E . JOHNSON. B U Brigham & VJomen's Hosp . 
Doaton. MA 03/06/24 54 pp 21322 332 


— 831 1300306 App 1 Icat 1 on to amend Liconse 20-09560-17 Amend decreases 
amount of Md-99 8. Te-99 *< deletes sentence in Item 9 
TREVES. S Childrens Hosp Boston. MA B0/0l/t4 UALK£R. U Office 
of Nuclear Material Safety & Saf eguar ds. Dir ectar 4pp 21323 0?6 


— 831X300315 Requests written confirmation of advice given during 810527 
talcon re issuance of permit for possession & use of 
radioisotopes bg personnel at Denetics Instf tute. Inc 
DRUM* D E Brigham: 1« Women's Hosp ■ Boston. MA 81/06/05 
CAMPER. L Division of Fuel Cycle & Material Safety Ip 
51323 033 


—8311300318 Notifies that if addl requested info not provided wlthla 30 
days. appUcatlon will be consldere-d abandoned 

DELMEDtCO.J Division of Fuel Cycle b Material Safety 04655 
01/07/10 DRUM* D Brigham & Women's Hosp . Boston. HA ig 
51323 034 


— 8311300321 Responds to B1040S Itr request for info re storage raoms 4' 
areas Students working in rad lopharmecg will receive prior 
training equivalent to lOCFRt? 13 criteria 8. refrigerated fc 
nonre frlgera ted radiopharms stored In lead containers 
DRUM. D E Brigham L Women's Hosp . Boston. MA Bl/08/03 
DELfl£DlCa*J Division of Fuel Cycle b Material Safety Bpp 
31333 035 


—8311300333 Responds to 6106DS request for written confirmation of Info 
discussed in 810527 telcon re possible subleasing of lab 
space to Genetics Inst 1 tut*. Inc for research involving 
radioisotope use under License 30-17131-01 

CAMPEH.L VI Division of Fuel Cycle & Material Safety 81/08/10 
DRUM. D E Drighem & Women's Hosp . Doston. HA ip 31323 D43 


— 831130D324 Amend 3 to License 20-17131-01 Amend changes name & address 
of 1 1 censer. Sub 1 terns 8 B.D.F.l & L & authoriiies possession 
8t use of 3 Cl Of-19i I. 5 Cl rr-l9lm 

VACCA.P C Division of Fuel Cycle & Material Safety 01/09/10 
3pp 31323 047 


—8311300325 Ack receipt of 010610 Itr re request for reneu/al of Licgnsr 
20-17131-01 Afflrnd request re Oqnetics Institute (ref In 
810603 i 0010 Itrs) also included 

DRUM. D e Brigham tt Women's Hosp . Boston. Ma 01/09/58 
CAMPER. L W Division of Fuel Cycle & Material Bafatg Ip 
21323 OSO 


■"-8311300337 Application to amend Llconse 20- 17131-01 . increasing 
possession limit of Dy-165 to 5.000 mCi 

DRUh.Dt: Drlgham «< Women's Hosp * Boston. MA aX/lO/15 
WALKERiV J Division of Fuel Cycle h Hatarlal Eafety Ip 
21353 052 


— 0311300329 Forwards application to renew License 20-17131-01 Uses of 
radioactive matl* personne 1 respenstble for supervisi^ng 
radiation safety program L membership of committee has 
changed little since 1976 renewal 

DRUM. D E Brigham U Womert's Hosp . Doston. HA 00327 91/11/25 

HILLER. U Region 1. Philadelphia. Office of the Director Ip 
51383.053 


—831 1300330 App 1 lea t Ion for renewal of License 20-17131-Dl Related info 
tncl 

DRl/H* D £ Brigham. li Women's Hosp . Oostonr MA 81 /i 1/30 lOGpp 
21333 034 


—0311300334 Forwards Amend 4 to License 20-17131-01 

JERMAN.P C Division of Fuel Cycle L Material Safety 81/12/24 
DRUM. D E Brigham |< Women's Hosp . Boston* MA Ip 31323 529 


— '8311300337 Amend 4 to License 20-t7l3|-0l . author I li ng possession 15. use 
of S Cl Dy-165 for medical r asearch. d iagnos 1 s L treatment of 
animal & biochemical research 

OLENIf. J E Division of Fuel Cycle 8. Material Safety 81/12/54 
ip 21353 259. 
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— 831l3003a9 /ippllcatton tfl amend License 20-17131-03, chanp 1 nu name U 
address of licensee 

DRUM, D E Brigham U "s Hasp , Boston. MA 10005 B2/01/09 

MILLER, V L Division of Fu«l Cycle {« Material Safety Ip 
21323 S30 


”8311300343 Application to amend Amend 1 to License 6UB'"99S Amend 
increases possession of depleted U, used as thleldlnp, to 
300 kg Amend fee end 

DRUM, □ E arlfiham S, Momen 'i Hasp , Baston* MA OOSSA B2/01/1B 
MILLER. U L Region i. Office of Director tp 21323 C34 


— B3U3003d6 Application to amend Licenses 20-17131-01.20-17131-02 
20''17l31-03 Amend changes possession limit for Am-24| to 
2.000 mCL Related info encl 

D/tUMi D E Brigham & Women's Hosp . Boston. MA 82/01/13 
rilLL£R,V L Region 1, Office of Director 4pp 21323 237 


— 9311300350 Forwards Amend 5 to License 20-17131-01 

JERMAN. P C plvUion of Fuel Cycle «, Material dafstg 02/03/13 
DR lift, D E Brigham 8. Woman's Hosp , Boston. MA Ip 21323 241 


— 6311300353 Amend 3 to License 2O-|7l3t-0i Amend authoriiee use of 2 Cl 
Ani-24i for use in New England Nuclear Model NER-492 H «-ray 
fluroastence exciter sys for analysis of matls 

UEHMAN. P C Division of Fuel Cycle «« Material Safety 02/03/12 
ip 21323 242 


— 831 13003S3 Amend 1 to License 20-l7k31'-03 Amend changes licensee name It 
address 

VACCA.P C Division of Fuel Cycle & Material Safety 82/03/22 
Brigham 8, Women's Hasp , Bostani MA ip 21323 243 


—8311300357 Forwards Amend 6 to License 20-17131-01 License incorporates 
use «f ALARA program in App 0 of Reg Ouldf ID 8 (Rev 11 
OLEMN. E Division of Fuel Cycle it Material Safety 02/04/19 

DRUM, D E Brigham &t Women's Hoip j Boston, MA 2pp 2J323 244 


— 03iJ3OO3d>O Amend & to License 20-17131-01 Amend authorlia* use of 
SCO kg depleted U-239 In cadmium plated metal 

GLENN, J E Division of Fuel Cycle & Material Safety 82'/04/i9 
2pp 21323 24ii 


—8311300363 Ac I receipt of 02OS24 1 tr In response to NRC 820427 Ur re 
Tnsp Repts 30-12239/08-01 8, 30-13070/02-01 Ten occasions 
where radiation levels in unrestricted areas esceeded NRC 
limits represents breakdown In mgt control 

MARTIM, r T Region 1. Office of Director 82/12/15 JE081MAN,A 

Brigham it Wonien''s Wasp , Boston, MA 2pp 21323 252 


—8311300366- Mark«d-up "Personnel Radiation Exposure 8< Protection From 
Tc~99m Radiations " 

PARRALL.R C , SMITH. 8 I Stanford Unlv , Stanford, CA 83/06/24 
24pp 21323 239 


—6311300368 "Flnpertlp f. Whole Body Exposure to Nuclear Medicine 
PersoninBJ " Related info encl 

LIS^O A , ZU'01.6 H , BRAHMAUAR, S M Baystate Medical Center, 

Springfield, HA 83/06/24 77pp 31323 202 


►-6311300303 Forwards co-rrected Amend 6 to Licsnse 20-17131-01 Amend 
number changed hut issuance date unchanged 
GLENNi J E Division of Engineering It Technical Programs 
83/09/26 DRUM, D E Brigham & Women's Hoip , Bostonr MA Ip 
31323 337 


— 0311300307 Corrected Amend 6 to License 20-17131-01. authorl x i ng 
possession & use of 50D kg depleted U-339 In cadmium plated 
metal 

OLEWN, U E Region 1, Dfflca of Director. 02/04/19 Ip 
21323 360 


e31130OQ9a FOIA request far four categorlsi of rfocumenti. Including 
020714 FR "Protection of Employesi Who Provide Info" it 
definition of ''protected activity" used in Energy 
Roorgani xat ion Act of 1774 

NEWMAN, H A Detevotse 6 Liberman 03/07/27 PEL TON, J M Division 
of Rules and Records 2pp 2L324 319 


031 1300096 Responds to FOIA request for four categories of documents re 
promulgation of 820714 47FR30452 final rule, "Protection of 
Employees Who Frovl-de Info " Forwards App A documents Mail 
also available in PDR 

FELTON. J H Division of Rules and Records 03/09/06 NEWMAN, K A 
Debeyolse & Libarman 2pp 21324 321 24X Plche 90-327,83/09/06, 

031 13Q0096 


— 6104290792 Discusses Ellis Flschel State Cancer Hosp violation of 
10CFRi9 16(c) Further Investigative effort not warranted 
Recommends that anforcemcnt action consist of No Response 
to Notice of Vlolat ion, due to age of case 

THOMPfiDN, D Enforcement it Inveitigati on Staff (Pr* 0202011 
01/02/27 KEPPLER.J 0 Region 3. Chicago, Office of the Directior 
ip 21324 309 


—8209060605 Comments on status of cases in anticipation of possthli 
questions from Commissi oners or staff members re 820329 
Commission paper on employee protection, 8ECV-02-133 
CAMPBELL, W E Mechanlca 1/Structural Engineering Branch B2/04/19 
LIEBERMAN,J Director'* Office, Office of Inspection and 
Enforcement 2pp 21324 336 


—8311300103 Excerpt from Rev 472 to ''Field Operations Handbooli " Riletsd 
info end 

« Affiliation Unknown 81/03/06 16pp 21324 340 


—0311300107 "Repts of Discrimination,'* revised rept under Energy 
Reorganiiatlon Act of 1974, Section 210 
s NRC - No Detailed Affiliation Given B2/0S/21 14pp 
21324 058 


—0311300111 Informs that allegation tracking sys effective 021206 D«t» 
will be recorded on NRC Form 307 Related info end 
SNIEZEKi J K Director's Office, Office of Inspection and 
Enforcement 82/12/02 Director's Office, Office of InipscUan 
and Enforcement t2pp 21325 094 


—8311300114 Decision finding unlawful discrimination supported by 
evidence 6 awarding employee compensatory damages 
« U 8 Court of Appeels 6th Circuit 63/02/10 Upp. 21329 071 
34X Fiche 90-327,83/09/06,6311000096 


—0311300119 Dscislpn finding unlawful discrimination 6 awarding empleyei 
compensatory damages 

• U 6 Court of Appeals 6th Circuit 83/02/10 20pp 21329 033 
24X Flehe 90-327.63/09/06,8311300096 


8311300100 Analyses of public cemnents on 45FR19ie4 

* NRC - No Detailed Affiliation Given 49 FR 15184 00/03/10 

7pp 21324 323 


8311300120 FOIA request for documents re invest igationc, c omp lelnti 1. 
enforcement actions at facilities 

DAVIS, J R Dice, Sweeney, Sullivan. Ftlkens, Hurbis It Foster, P C 
03/00/00 Region 3, Office of Director Ip 21329 113 24X 

Fiche. 50-329, 63/08/03, 831 1000123 


8311000126 Further response to FOIA request for Info re trvesfctpatl#ht« 
complaints & enforcement actions at facilities Forwards 
documents responsive to request 

FELTON, J M Dlviilon of Rulss and Records 63/09/01 DAVia. J R 

Dice, aweeneyi Sullivan, Felkens, Hurbis it Foster, P C lp< 

21325'114 24X Fiche 50-329,03/09/01,8311300126 


— 0311300130 Forwards rept on design It conet problems for period from 
start of const through 820630, In response to ACR0 B2060B 
Itr. 

NARN1CK,R F Region 3, Office of Director 82/10/29. 

E18ENH0T, D 0 Division of Licensing 32pp 21325,119 S4X 
Fiche 90-329,83/09/01,6311300126 


8311300138 Partial response to FOIA request for documents re cleanup it 
decision to close down Edgemont U mill in 6D Forwards 
NUREG-0846 Review of remaining documents subj to request 
in progress W/o end 

FELTON, J M Division of Rules and Records 83/09/01 0AFBV9.M 
Frankfurt, (farbus, Klein & Sell Ip 21324 031 


6311300142 FOIA request for Commissioner voting & attendance records 
from 610401 to present. Copiml ssioner voting record from 
Oct 1970 - Mar 1901 end 

HAMENAR.P D Washington Legal Foundation 83/07/18 NRC - No 
Detailed Affiliation Given 4pp. 21325 290 


0311300X47 Partial response to FOIA request for Commissioner voting i 
attendance recarde from 810401 to present ForwePdi document 
lilted on App A, Document also available In PDR. 

FELTON, J.H Division of Rules and Records 03/09/06 KAMENAR. P P 
Washington Legal Foundation, 2pp 21325 294 


— 0311300150 Forwards Commitilontr voting records for Jan-June 1901, ir 
partial response to FOIA Request 03-400 

CHILK,S J Office of the Secretary of the Commission 03/00/25 
Public Document Branch 2lpp, 21329 296 



NONDOCKETED ITEMS 


423 


B31 1300194 PC I A for JE Zarbs Q30Q02 niamD ra QECT-S3>‘2?3. 

■Ajoitidi to 10CFR90 TQ ATWS Events " 

HEYER) D U Louenateln^ Neuman. Rela. Axelrad & Tall 83/03/08 
QffUi of Administration Ip 21324 248 


S31130013-9 ftespands to FQIA request for JE Zerbe 830B02 memo re 
8ECy'33-a93. "'Amends to 10CFR90 re ATWB Events " Documents 
•ntlrel^ ulthhcld (ref FQIA Exemption 91 

FELTON, J M Olvlaion of Rules and Records 83/09/01 rtEYER.OW 
Louenete Itii, Neuman. Reis. Axelrad & Toll 2pp 21324 249 


G3113001&4 Third response to FQIA request for transcripts of Commleston 
B21028. 1108 tt 12 meetings it documents supporting NRC 
recbmmendatl ons re 821112 order App A documents in PDR App 
9 docune-nts entlrelg withheld (ref FQIA Exemption 9) 

FELTON. 0 M Oivltion of Rules and Records 83/09/01 8AMP.R A 
Shau, Pittman, Potts & Troubrldge App 21324 242 


e3ll3001&'9 Further response to FOIA request for uinning technical 
propoiala under HFP R8~aRH-a3-432 resulting in multiple 
attferd tas3t order Contracts NRC“33-a3“492-*01 through 07 
Forutards App D document 

FELTONj J M Division of Rules and Records 83/09/01 PAUL.L K 
Affiliation Unknown 2pp 21324 090 


*'*'9311300172 "'Propoial to Provide Task Order 8vcs to Devalop Automated 
Info Bgsr technical proposal 

» Arthur Vouna & Co R8“DHM-03“492 82/07/14 iSOpp. 

Z1324 093 


B311300179 FQIA request for three cateogorles of documents r« 
conplatloTi of accelerated requal 1 f Icatlon program bg 
operations supervisor 

HAUPIN.H U Hunton ic hlilliams 03/00/08 Office of 
Administration 2pp 21 324 094 24X Flche 90'320. 03/08/08. 

8311300 179 


B3113Q0183 Responds to FOIA request for three categories of documents 
re completion of accelerated requal If Icatlon program bg 
operations supervisor Documents entlrelg withheld (ref FQIA 
Exemption 71 

FELTON. J M Division of Rules and Records Q3/09/lb HAUPINih N 
Hunton 4i Williams 7pp 21324 086 24X Flche 90'320i 03/09/16. 

8311300163 


B31 1300186 FQIA request for records on 030619 briefing of 
Comenisi loners re facilities 

OARDE. 8 P Government Accountability Project 03/00/09 Qfflcs 
of Administration 2pp 21324 292 24X Fiche 90*329, 83/08/09. 

831 1300186 


0311300187 Responds to FOIA request for records on 830619 brlaflng of 
Cortml ss 1 oners re facilities Forwards App A doeunenti 
Documents alsg available in PDR App B document withhold 
<raf FOIA Exemption 3} 

FEUTDN. J M Division of Rules and Records 03/09/12 OARDE. B P 
Oovsrnment Accountab 1 litg Project. 4pp 21324 294 24K 

Flche S0''329i 03/09/12, 0311300187 


—"8311300199 Handwritten notes from 030619 meeting 

ASSELBTINE.J K Commi s i 1 oners 83/06/19 3pp 21324,290 24X 

FI C ha, 50-329.83/09/12, 0311300187. 


8311300-369 Forwards viewgraphs used at Commission 630619 meeting 

Certificate of Bve end 

STUCKY. 6 W Docketing L Services Branch ISSUANCES OL. 83/06/27 
NRC " No Detailed Affiliation (Jlven 9pp S1324> 310 24X 

Flche 90-329,03/09/1218311300187 


031il3002l7 Final response to FOIA request for documents re 830619 
brliflng of NRC CommlsBloner s concerning facll itlas, Forwards 
App A documents Info also available in PDR 

FELTON, J.H. Dlvidon of Rules and Records 03/09/20 QARDE. B P. 
Oovernnsnt Accountability Project 2pp. 21324 063 24X 

Flcha 50-329.03/09/20.8311300217 


831 13-00222 Forwards comments b corrections to 030616 tsstlmong before 

hTouse Gubcommi ttee on Energy ^ Environ re QA at facilities. 
KEPPLER*J 0 Region 3. Office of Director 03/07/20 KAHIERER.C 
Office of Congressional Affairs 2pp 21324.067 24X 

Flche: 90-329, 83/09/20,8311300217 


8311300224 "‘Midland Bummary Rapt '" 

a Cnniunari Power Co, 83/09/20 14pp, 21324:070 24X 

Flche 90-329,83/09/20,0311300217. 


0311300384 Final response to FQIA request for documents re 0 Gpeth Itr 
to- Commissioner Ahearne on or about 800320. concerning NRC 
treatme-nt of Glass 9 accidents In EIS Forwards documents 
FELTON, J H Division of Rules and Records 03/09/13 BACKUS, R A, 
Backust BJvea & Meyer. Ip 21329 193 


—8005270013 Comments on Environ Law Lnst 000204 rapt re adequacy of NRC 
environ analysis of nuclear accidents NRC has rasponi 1 h 1 1 1 ty 
under Atomic Energy Act as we&l as NEPA Class 9 accidents 
could be considered under either act 

8HAPAR. H K Office of the Executive Legal Director 60/03/19 
AHEARNE, J F Comml sstaners 4pp 21329^139 


— 8009270817 Comments on CEO 000320 Itr to JF Ahearne re environ analysis 
Qf nuclear accidents Comments supplement HK Bhapar 800319 
nemo to Ahearne re Environ Law Inst 8-00204 rspt on tame 
sub j 

BHAPAR. N K Office of tha Executive Legal Director 80/03/19 

AHEARNE, J F Camml if toners 3pp 21329 197 


8311300398 FOIA request for dacunints re ngt Integrity issues for 
TMI-1 restert.BECY-83-167 b 8ECY-63-19a 

RYAN.rt L McOraw-HUk Publications Co B3/oa/22 Office of 
Admlnle trat ion Ip 21334 298 24X Flche 90-289,63/08/22, 

8311300398 


8311300401 FOIA request for U Dlrcks 830727 momo to Commissi an. ""Imp 
of BNRt-Large Diameter Gtalnleis Steel Piping " 

HEYER. D N. Loueniteln, Neuiman, Rais.. Axelrad b Toll 83/00/22 
Office of Administration. Ip. 21334 273 


8311300403 Partial response to FOIA request for documrnts re mgt 
Integrity Issues for THI-l res tart, SEC Y-Q3- 167 b 
QE€Y-83-l9a Forwards 8ECY-B3-167. Documents listed on 
attachnent withheld (ref FOtA Exemption 7) 

FELTONrU H Division of Rutas and Records, 03/09/16 RVAN,H L. 
McOrau-Hlll Publications Co 4pp 21334:293 24X 

Fleho’ 90-299, 83/09/16.8311300403 


—8309160267 8ECY-83-167 

Provides OPE revisw of SEP Phase II espar lance. Actions re 
development of follouon program for integrated assessment of 
operating reactor safety recommended 

ZERBE.JE Office of Policy Evaluations 83/09/04 I7pp 
21334 397 


8311300404 Responds to FOIA request for W Dlrcks 830727 memo to 
Cofflflileslon. '"Insp of BtJRs-Large Diameter Stainless eteal 
Piping *' Forwards requeited document Document also 
available in PDR 

FELTON, J. M Division of Rules and Records 83/09/12. MEYER, D N 
Lowenetein. Newautn, Rais, Axelrad b TolL ip. 21334 274. 


—8308100210 Forwards 10CFR90. 94(f I Itf to affected plants re insp of 
large diameter etalnlets steal piping. Info re jutti f i cat ion 
for continued operatl on, coats b impact of accelerated insps 
b ava i lablll tyi of personnel requested by B30G04 
DlRCKd. W J. Office of the Executive Director for operatione. 
IEB-e3-02 03/07/27, PAULADINO, N J. Comml sslonars, 4pp 

31334' 279. 


8311300414 FOIA request for documents re cracking In large diameter 
plptsj recirculation pipes or RHR piping of BURs b documents 
concerning accuracy of ultrasonic testing as applicable to 
BWRe 

SEEOALiJ.L Union of Concerned adentUts. 03/08/34 FELTON, U H 
Division of Roles and Records. Ip 21329 321 


8311300417 Responds to FQIA request for two categories of documanti 
Request extremely broad Forwards requests b response Itrs re 
FOIA Requests 78-268. 81-147. 82-9 b 82-914 which contain Info 
pertinent to request y/o end. 

FELTON. J M Division of Rules and Records 83/09/16 SEEOAL. J L 
Union of Concerned Sclent lets. 3pp. 21329 322. 


8311300418 FOIA request for transcripts of Commission 800718,810720 b 
0720 Closed meetings. 

LEE,D.E Affiliation Unknown, 03/00/29. FELTON, J M Division of 
Rules and Records. Ip. 21329*319 


0311300420 Responds to FOIA request for transcripts of Commission 
600718.810720 b 27 meetings Requested documents available In 
PDR. 

FELTON, J.N Division of Rules end Records 63/09/16 LEE. D. £. 
Affiliation Unknown Ip. 21329" 320 


8311300423 FOIA request for NUREO-0849, Supp l 1, "Region I Incident 
Responee Plan,'* to be placed in PDR 

TAYLORiC, NUa Corp, CD-IB-Q3-2B2. 83/08/22. Division of Rules 

and Records. Ip 21329 317. 


8311300429 Responds to FOIA request for NUREO-OG49, Supp 1 It "Region I 
I-ncldant Response Plan," to be placed in PDR. Document does 
not avist 

FELTQN..J M Division of Rules and Records 83/09/16 TAYLOR^C 
NU3 Corp. Ip. 21325.318 
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6dll^00427 rOJA r»<luest for documents re DQJ invettigat ion of 
2M Shipiro info eoncerning diversion or elt»(|«d djvertioti 
of nucleer motl to Israel 

COCH^^A^fJ T D Natoral Resources Defense Council 81/12/14 
Juitictr Dept of Ip 21325 SG8 


831130Q42B Responift to FOIA request for documents re DOJ Investigation 
of ZM Shapiro & Info concerning diversion or alleged 
dlv'ersiPn of nuciPer anatl to Israel Poruards documents 
responsive to request Documents also in POR U/o encls 
PELTON^J H Division of Rules and Records 03/09/15 COCHRAN. T B 
Natural Risourcei Defense Council Ip 21325 289 


0£N TEC IS GENERIC TECHNICAL ISSUES 


0310170255 Summarites results of reactor vessel heed & reactor vessel 
Internals lifting rigs evaluation per NURE0'-06t2. control of 
heavg loads Phase 1. lifting rig stress analgics 

WHITTIER. 0,D Maine Yan»«« Atomic Power Co MN-B3-221 03/10/06 

HILLER. JR Oparating Reactors Branch 3 4pp 20787 083 24X 

Fi ch e 50-307. 83/1 0/06. 8310170255 


8311020142 Forwards SER re stagnant flaw scenarios L pressurised 
thermal shock based on info submitted w/821122 Itr Potential 
itagnant flow conditions adaquateig addressed Commitment to 
Implement Weitlnghouse Owners Group procedures acceptable 
CRUTCHFIELD. D Operating Reactors Branch 3 LSa5-03-IO-O7l 
83/10/31 HAIER.J E Rochester Oas L Electric Corp 2pp 
21010 264 24X Flche 90-244. 63/ 1 0/31. 831 1020142 


—8311020149 8ER re stagnant flow scenarios L pressurized thermal shock 
based on info submitted w/e2tl22 Itr Risk associated 
w/pressurlz«d thermal shock acceptable based on involvement 
u/Weetlnghouse Owners Group 

» Office Of Nuclear Reactor Regulation. Director 03/10/31 3pp 
21010 266 24X Flche 50-244. 83/10/31. 831 1020142 


8311020233 Forwards BER of licensee conpl lance w/NUREO-0612. "Control 
of Haavg Loads " Phase I acceptable 

8T0L;»J F, Operating Reactors Branch 4 03/10/25 RODRIGUEZ. R J 

Sacramento Hunieipel Utilltg District 4pp 21024 086 24X 

Flche 50-312.83/10/25,8311020233 


—8310170024 TER-C95O6-380 ROl 

Rev 1 to “Control of Meavg Loads. Rancho Seco Nuclear 
Generator Station." technical evaluation rept 

V08BURY.F W , BDriBEROER.C R Franklin Institute/Frank Un Research 
Center NRC-OS-ai-lSO 83/09/21 SINGH. A NRC - No Detailed 
Affiliation Given 29pp 21024 092 24 X Fit ha 50-312. 83/10/25. 

6311020233 


8311020473 Gummariies ACR8 283nd meeting on 831013'*! 9 re NRC Sc C-E 
Duners Group «nilv«es of need for addition of PORVs to C~E 
plants New requirements should be integrated w/Task Action 
Plan A-45 

HAY.J J ACR8 - Advisory Committee on Reactor Safeguards 03/10/18 
PALLADINO.N J Commissioners 3pp 21048 354 


8311030025 Advises that concern re conformance w/SRP Sactlon 624. 
Rev 1 4( Branch Technical Position CS6 G-4. Rev I resolved. 

Review of Generic Item B-24 "Containment Isolation 
Dependebilltg. " complete 

STOLZ.J F Operating Reactors Branch 4 83/10/25 RODRICUEZ.RJ 

Baeremento Kuniclpal Utility District 3pp 21049319 24X 

Flche 90-312.83/10/25.6311030025 


8311030071 Forwards response to Items 2a It 2b of DB Vaisallo 830728 Itr 
re control of heavy loads Gear durability rating does not 
agat CMAA-70 requirements Existing procidures satisfactory 
MU80LF. O Northern States Power Co, 83/10/25 Office of Nuclear 
Reactor Regulation, Director 2pp 21029 009 24X 

F I c h i ' 50-263. 83/10/29. 63 1 1030071 


8311040140 Forwards "Control of Heavy Loeds at Nuclear Power Plants. 
Seabrook Units 1 I. 2 rPhese I) “ 

KNIGHTON. 0 W Licensing Branch 3 B3/10/I4 HARRISON. R J Public 

Birvlct Co Of New Hampshire 3pp 2t068 0x0 24X 

FichS 90-443.83/10/14.8311040140 


8311070331 Forward* response to Generic Ltr 83-28. "Required Actloni 
Based on Generic Implications of Baltfm ATHB Events " 

Rept will be revised to reflect BUR Owners Group or 
INFO-NUT AC responses 

CURTia. N W Pennsylvania Power U Light Co PLA-1027 83/11/04. 

EISENHUT.DO Division of Licensing 59pp 21063 147 24X 

Flche 50-387.03/11/04.6311070331 


0311070390 Responds to NRC 830914 ltr requesting info on two Item re 
Generic Item 8-24. ’'Containment Isolation Dependability “ 
proposed test requirements for four 66-Inch containment 
isolation valves will be forwarded by 831216 

LATHAM. H K Sacramento Municipal Utility District RJR 83-704 
03/10/31 STOLZ.J F Operating Reactors Branch 4 Ip 21063093 
24X Fiche 50-312.83/10/31,8311070390 


8311080131 Forwards supplemental Info re resolution of NUREG-0613 
"Control of Heavy Loads at Nuclear Power Plants " Rotor 
refurbi shment will be initiated on Unit 2 during Nov 1983 1< 
will be done on site 

BARNES. P L Commonwealth Edison Co 7560N 83/11/03 DENTDW. M fl 

Office of Nuclear Reactor Regulation. Director iOpp 21G75 341 
24X Flche 50-254.83/11/03,8311000131 


0311080261 Forwards semiannual rapt summarizing progress In 
Implementing NRC requirements concerning plant mods. 

Identifying changes in Schedules A & B & summarizing reasons 
for completion date changes 

MCGAUGHV.R H Iowa Electric Light & Power Co No-63-3666 
03/11/03 DENTON.H R Office of Nuclear Reactor Regulation. 

Director I2pp 21081 117 24X Fiche 90-331.03/11/03.8311080261 


8311090316 Forwards draft "Ouantlf ication of Risk Due to Bahotaj* at 
Power Reactors. " discussing priorltl zation of Generic Issue 
A-29 

EISENHUT.O G Division of Licensing 93/10/27 MATTSON. R J 
Division of Systems Integration (post 811005) 8PE18. T Division o# 

Safety Technology THOMPSON. H L Division of Human Factors Safety 
Ip 21144 173 


—8311090319 Draft "Guantl f Ication of Risk Due to Sabotage at PoJir 
Reactors " 

a NRC - No Datallad Affiliation Givan 83/10/27 9pp 
21144 174 


6311070455 Denies 830907 request for eitension to submit 120-d4y 
response to Generic Ltr 83-28 re implications of Salem ATHB 
events, Responsa should be submitted, to extent practlcal.hy 
631109, 

HILLER. J R Operating Reactors Branch 3 OL-83-26 63/10/29 

WILLIAMS. J H Florida Power & Light Co 3pp 21141 348 2’4X 

Flche 90-335, 03/10/29. 831 1090455 


6311100102 Forwards "B6W Owners Group ATHS Committee Response to 
Generic Ltr 83-28 " Plant-spec If Ic responses re implication 
of Salem ATN3 events. will he submitted by individual units 
ENOS. J T Babcock & Nllcox Operating Plants Owners Group ENOS. J T 
Arkansas Power »t Light Co 0L-63-2d 83/11/04 EI8ENHUT. D G 

Olvlslon of Licensing tp 21133 29? 


—0311100107 ♦'Bj.W Owners Group ATWS Committee Response to Generic Ltr 
83-20 " 

# Babcock 4. Wilcox Operating Plante Owners Group OL -83-26 

83/11/04 41 pp 21133 300 


0311100116 Forwards "HB Robinson Unit 2 Prifsurixid Thermal Shock 
Risk Study ■' Risk considerably lower than generic case 
used to set icreening criteria 

CUTTER. A 8 Carolina Power & Light Co CAP-83-5U 83/1 1/07, 

DENTON.H R Office of Nuclear Reactor Regulation. Director 2pp 
21133 118 24X Flche 90-261, 83/1 1/07. 831 1 1001 16 


—8311100120 WCAP-10318 

"KB Robinson Unit 2 Pressurized Thermal Shock Risk Study. *' 
HEVER.T A . SERP.R J Wastlnghouge Electric Carp 83/10/21 
tSOpp 21133 121 24X Flche 90-261.83/11/07.8311100116 


8311100386 Requests comments on encl contractor draft Interim mlliitore 
reft. '’Probabilistic & apeclal Emergency Oualltative 
Screening Criteria for LWR DHR. '* In connection w/Unreiolve d 
Safety Issue A-49 Comments requested by 831028 W/d encl. 

THOMAS. C 0 Standardlxat Ion 4( Special Projects Branch 63/10/29 
ERICKSON. R A Licensing Policy & Programs Branch Ip 21154 184 


—8311040144 E0G-H5-6375 

^Control of Heavy Loads at Nuclear Power Plants. Seabruok 
Units 1 1. 2 iPhise 1) " 

JENSEN.8A, BTICRLEY.T M EObG. Inc FIN A-6457 03/08/31 

HRC - No Detailed Affiliation Given 3lpp 21068 021 24X 

Flche: 90-443.63/10/14.0311040140 


8311110059 Forwards response to question* 4( clarifications requested in 
Franklin Research Ctr 620818 draft technical evaluation rept 
re NUREG-0612, "Control of Heavy Loads " 

KAY. J. A Yankee Atomic Electric Co FVR 83-73 03/11/04 

CRUTCHFIELD. D Operating Reactors Branch 5 33pp, 21148 196 24X 

Flche- 90-027. 03/11/04.6311110099, 
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6311110119 Document! b-ails for conclunlan thdt rail it girder b* 

reaDV-vd tartly -from toinporary hoavg load axclutlon area 
OIrdar uilJ b# lecured u/aaftty linsi uhlle bein^ louerti} It 
trjntpartad uithln ercluiion ana 

TRAHKt T ft Comm pntjea 1 th Ed 1 ton Co Q3/11/07 DE NITON p H R Office 

«f Nuclear Reactor Regulattonr Director i 0 21149 OOS 24K 
FUhe SO-OOOi 83/11/07,031 It 1011 9 


63L1110210 Foruardt lafety evaluation re revleu of 601222 ratponee to 
generic Itr re fAJRE0-0&12 Ouidelines catiified & Phase I 
accsp table 

VASSALLO. D & Operating Reactors Branch S BS/lO/ai PICANT^JH 
Hebraila Public Pouar District 2pp 21199 2iit 24X 
Ff Che* 90-296. 03/10/31, 031 1 11021 0 


— 0311110211 Safety evaluation supporting util actions re NUftE 0 - 0 A 12 on 
control of haavy loads 

a NRG - No< Detailed Affiliation Given 03/10/31 2pp. 

21159 263 24X Pic he 90-296, 03/10/31 . 0311 1 10210 


— 0309 1 SO 1 52 TCR-C9506-346 

"Control of Heavy Leeds IC-IO)! Cooper Nuclear Station, " 
technical evaluation rept 

BDKBEfiOERjC Franklin Ins tltuta/Franklin Rstearch Center. 
NRC-03-ai-l30 TAC 079B2 B3/09/0B B INCH, A N«C - No Datatlad 

Affiliation Given 24pp 21199 269 245( Flche 90-290,83/10/31. 

03111 10210 


B31114D015 PoTLPards ‘'Control of Heavy Loadi, Qruntwlc k Units 1 L 24 " 
draft technical evaluation rept Response to open items 
Identified In rept due In 60- days 

VASSALLO, 0, fi, Gperatlng Reactors Branch 2 83/11/03. UTLEy. E E 

Carolina Pauer & Light Co 3pp 21162 269 S4X 
FUhe: 90-324. 03/11/03,8311140019 


—0311140017 TER-CS287-64/69 DRPT 

"Control of Heavy toads, Brunswick Units I L 2, " draft 
technical evaluation rapt 

M0FK1M,T Franklin Instl tute/Frankl l n Research Center TAC 07977 
02/07/09 CLEMENBONtF NRC - No Detailed Affiliation Given 
32pp 21162 263 24X Fic he, 90-324, B3/1 1/03. 031 1 140019 


B311140037 Approves priority ranking of Note 2 for Generic Issue 43. 
'Ltmltlng Conditions for Operation for Class ie Vital 
Instrument Buses in Operating Reactors " PrUrltl lation 
evaluation h generic issue mgt control sys Info end 
DENTOWi H R Office of Nuclear Reactor Regulation, Director 
63/10/29. El 8 Ef»HUr. D Q. Division of Licensing 9pp 21163 066 


S3L1140231 Bunoiary Of Joint Indian Point it Reliability it Pratabillst Ic 
Assaesnent Gubcainrnlttee 030706 meeting In Washington, DC re 
lafetg goiil evaluetion plan 6 plan to resolve Unresolved 
Befaty Issue A-17 

t ACRB - Advieory Conunittee on Reactor Safeguards 03/07/29 
ACfta - Advisory Coaimlttee on Reactor Bafeguard* 22pp 21164 123 
a4K Flche 50-000» 03/07/29, 03 I U 40231 


831114036B Bumnary of ACR9 Subcommittee on DHR 830029 meeting In 
Weehinp ton* DC re status of Task Action Plan A-49 L two 
interln milestone repts on DHft capability 

e ACRB - Advisory Conunlttse on Reactor Safeguards 03/09/23 
ACR.a - Advisory Committee on Reactor Safeguards 92pp 21184 312. 


8311140419 Forwards EG60 “Control of Hteevy Loads at Nuclear Power 
Plants* Sust^uthantte steam Electric Station, Unit 2 (Phase 11*" 
technical evaluation rept it BER re utU reiponie 8 £R will be 
incorporated In future suppl to NUREG-0776 
BCl^fENCER. A Licensing Branch 2. 03/10/31 CURTIS, N W 

Pennsylvania Power ti Light Co 2pp 21167.092 24X 

Flche. 90-380, 83/10/31,8311140419 


— 8311M0421 BER supporting util response to NVREG-06t2, "Control of 
Heavy Loads " 

* NRC - No Detatled Affiliation Given, 63/10/31 2pp 
31167.094. 24X Flche. 90-360, 83/10/31, 831 1140419. 


— 0310310199 "Control of Heavy Loads at Nuclear Power Plants* BusRuahanna 
Steam Electric Station, Unit 2 (Phase Xl, " draft technical 
evaluation rept, 

FftlEDEFtlCHS, B EOLO, Inc FIN A-6497, 83/09/30 NRC - Mo 

Detailed Affiliation Given. 37pp 21167:096 24X 

F 1 c h e : 90-300, 83/10/31* 831 1 140419 


0311190866 Forwards status of conformance S, plant tt schedules for 
needed Improvementi to comply w/Oencrlc Ltr B3-20 re 
generic Inpllcatloni of Salem ATN 8 events. Compl lance 
achieved 

KUKILL* H D Oeneral Public Utilities - OPU Service Corp 
9211-83-330 03/11/00, ElBENHUT, D. 0 Division of Licensing 36pp 

21181:190. SAX Flche: 90-209, 63/1 1/06, 8311190266 


6311190296 Foruerdt "Plant-Unique Analysis Rept for Torus Attached 
Piping it Suppression Chamber Penetration Analyses " All 
current coifimltments L optn Items for Nerk I containment 
long-term pTOgrara fulfilled 

MU 8 DLF, D Northern States Power Co 03/11/04 Off ice of Nuclear 

Reactor Regulation. Director Ip 21178 340 Z4X 
Flche 90-260,03/11/04.0311130296 


— 0311190302 N5P-96- 121-6 ROD 

Rev 0 to "Plant-Unique Analysis Rept for Torus Attached 
Piping fit Suppression Chamber Penetration Analyses " 

MANADEVAN.A , ATTWODD* J C . BTEFFEY, W J NUTECH Engineers. Inc 
03/09/30 aoopp 21170 341 24 k Flche 50-263,03/11/04, 

0311190296 


6311190392 Comments o-n NRC Sept 1903 evaluation of need for rapid 
d eprsssuri lattcn capability for C-E plants Evaluation should 
delete requirement to add PORVs pending outcome of 
Unresolved Bafety Issue A-49 

0CHERER, A E Combustion Engineering, Inc LD-03-096 63/11/09 

ElBENHUT, D 0 Division of Licensing 7pp 21170 219 24X 

Flche 90-470. 83/1 1/09* D31 1 190392 


B311190902 Forwards EOLD draft technical evaluation repts re control 
heavy Loads for Phases I U II Phase I open Items should be 
resolved prior to fuel load Resolution of Phase 11 open 
Items prior to first refueling outage recommended 

YOUNGBLOOD* D j Licensing Drench I 03/11/01 TAUBER, H Detroit 
Edison Co 42pp 21108 093 24X Flche 90-341,03/11/01*6311190902 


— 93I01B0524 "Control of Heavy Loads at Nuclear Power P I ants , Enrico Fermi 
Atomic Pouir Plant, Unit 2 «Phaso IJ," draft technical 
evaluation rept 

BMABER, C R EG«,0, Inc FIM A-64&7 63/09/30 NBC - No 

Betel led Affiliation Given 30pp 81109’ 097 24X 

Flche 90-341,83/11/01*0311190902 


-^8306090292 E0(3-HS-619t 

"Control of Heevy Loads at Nuclear Power Plants, Enrl co 
Fermi Atomic Power Plant, Unit 2 (Phase I) " 

BKA 8 ER,C B EObD, Inc FIN A-6497 B3/03/3I BTICHLEY. T H NRC 

- No Detailed Affiliation Given 40pp 21109 127 24X 

Flche 50-341,03/11/01.8311190902 


0311160062 Forwards status rept of compliance w/Generlc Ltr 03-20 
re generic implications of Salem ATU3 events Plans fi, 
schedules will be provided In supplemental response by 
040229 

GUCWA.L T Georgia Power Co N£D-a3-S46 03/11/07 8 TQLZ*J F 

Dporatlng Reactors Branch 4 I 6 pp 21100 316 24X 

Flche’ 90-321, 83/11/07,631 1160062 


6311170110 Supple Phase I submittal re 8 ER Open Item 99, "Control of 
Heavy Loads," in response to 831017 telcon Listed guldellnei 
clarified. per NUREO-0612 All special lifting devices used 
solely in conjunction w/polar crane 

BKITH, J L Lang Island Lighting Co 8 N^C- 9 B 0 83/11/11 

DENTON, H R Office of Nuclear Reactor Regulation* Director 4pp 
21216.160 24X Flche. 90-322. 93/11/11,0311170110 


0311100196 Forwards final response to Franklin Research Ctr draft 
technical evaluation rept providing racomnendations to 
achieve compliance u/NUREO-0612, Bectlons 91 1693 
LEMP0E3, T E Niagara Mohawk Power Corp 63/11/19 ElBENHUT, D o 
Division of Licensing 9pp 21226 006 24X Fiche 90-220,03/11/19, 

9311180196 


0311180216 Summary of CROR Meeting 23 on 621026 re enalyses of small 
break LOCAs in Hestlnghouse plants L technical info re 
pressurlied tharmel shock 

BTELLO, U Committee to Revi s w Oanarlc Requirements 82/11/12, 
DtRGK 8 , H J Office of the Eiecutive Director for Operations 4pp 
21327. 239 


0311210167 Transcript of 2a3rd ACRS meeting on 031117 in Washington* 
DC Pp 1-199 

» ACR 8 - Advieory Committet on Reactor Bafeguards 03/11/17, 
199pp 21232 001 


G31121G229 Clarifies commitments made in response to ffJREO-0612, 
"Control of Heavy Loads at Nuclear Power Plants*" ra 
ilings, crane Imp i, Installing crane travel limit stops if 
decreasing dynamic loads 

D1E8LER.C.N Hi Sc one in Public 0«rvlce Corp NnC-&3-203 83/U/14 

UAROA, 0 A Operating Reactors Branch i, 9pp 21239’ 164. 24X 

Flche 50-309,83/11/14,0311210229 


8311220022 Forwards safety avaluation B, "Control of Heavy Loads 
(C-10>, " technical evaluation rept Phase 1 of NUREO-0612 
comp 1 ete 

CRUTCHFIELD, D Operating Reactors Branch 5 LB09-83-1 1-027 

03/11/09 VANDEUALLE,D Consumers Power Co 3pp 21274 001 24X 

FIchi ‘ 90-299, 83/1 L/09, 031 1220022 
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— B3t 1S30029 Safntg <-valvatipn o>f> control of h»avv load* “ Ph««B 1 
12) Pha-Bs 1 accap^abla 

* Of flea of Nuelaar Psactor Ragulatianr Director SS/ll/o^ Ip 
aia74 Of>4 24X Flclia 30-3S5i 83/11 /07i B3HB20022 


8309310073 IE Info Notlca 03“73f "Impropar Control Rod Hanlpif latlon * 


Bve lilt and 

vTORDAN^E L Division of Emarganeg preporodnaai & Englnaarlng 
Daaponsa (Poifc 030103) 83/11/03 

Yort» ln< ll4pp 91513 333 


ConaoUdatad Edlion Co of Ndw 
24X Flcha 30-000103/11/03/ 9306310075 


— B31019007A TeR-C5S0A-37e 

"Contral af HaavV toarf* <G-'10}/CPC Paliiadaa Plant;" 
taehnlcal avalLtatlon napt« 

BOMQEflOEft# C Franklin 1 na tl tut a/Fran k 1 In Rataarch Cantar 
NRC“03-ai-130 TAC 47129 B3/10/14 BINOH; A NRC - No Datallad 

Affiliation 01 van a9pp. 21374 003 a4X Fief# 30-333; 93/11/09; 

B:31 1220022 


0308310076 IE Info Notlca 03-76; "Raattor Trip Braak»r Malfunction* 
< Und ar VO 1 tag# Trip Davlcat t»n CG Typa AK-2-fi3 Braakart) " 
avc Hat and ^ ^ . 

JORDAN; E U Olvlalon of Emargancy Praparadnaai « Enalnaarlng 
Rasponaa IPoat 030103) 03/11/02 CansoJldatad edlson Co 

York; Inc Jl3pp 21514 024 


of 

24X Ptefa 90-000; 83/ 11 /OS; 9309310076 


6311220307 Fpruarrf* rasponia* to Itama 3. 6(4>) i 7 of End 1 to NRC 
820319 Itr ra central of haavy laaifs tnatallation of i«cond 
uppftr limit luiteh on auitllary )ioIst uilll t>a toaplatad 
prior Vo startup from currant outaga. 

DAYNEifJ P Powar Autnorlty of tfia Stata of Nau^ York lPN-03-92 
83/11/19, VAKOA '8 A Dparatlng Raactars Branch 1 23PP 
31894:039 34 X Flcha 30 - 206 ; 03/1 1/19, 9311220307 


9311S90259 FortJarda •'Marbla Hill Control of Haavy Loads info," in 
rssponaa to NRC 001282 ra^uasta for addl info on control 
Of haavy loads tc Oanari c Utr 01-07 Vi/24 ovaslra drawing* 

BHIELDB, B U Public Sarvlca Co of Indiana* Inc 8VP-0136-83 
03/11/23 e I BENmi T j O O. Dlvlaton of Llc#n*lrg. 2pp 21303 007 

24X Flcha. 90-94*. 03/ U/23; 831 1290299 


-“8311290260 '^Harbla Hill Control of Haavy Loads Info " M/84 avarslia 
drawings Apartura cards ara avallabla tn FOR 

* Public Barvlca Co of Imfiana* Inc OL-0I“O7 03/11/30 6lpp. 
21303.00? 24X Fichs: 90-946; 03/1 1/23* 831 1290239 


0310060166 PNO-J-03-101 On 030930* Rag Ion I racalvad coapialnt of 
contaoilnatlon Llcatiiaa rsportad laaking Co-60 source In NoV 
1902 0 has baan conducting ddcontatnlnation activltlai 
Inspectors dispatched to avaluata complaint . _ . 

OLENN, J ; JOYNER; J. Region 1* Office of Director 03/09/30 Ip 
80*48 350 


8310060829 PNO-I-83-102 Pn 031004* rad lograph art failed to eonna-cl 
guide tube properly & 90-Cl Oo-60 eourca crpnkod out of 
camera onto floor Recovery team will assure proper ihieJdlnft 
of source until Source raturnad to camera 

KINNEHANfJ * JOYNER* J Region 1; Office of Director 83/10/04 
20647' 103 


ip 


0310060330 PNa-IlI-03-O89E on 030913* wall logging source containing 
Cs-137 damagad Offiita survey 6 decontamination activltias 
performed Fourteen home* required decontamination, Onsite 
survey to be conducted „ 

AXeLaON*W , HrND;J Region 0; Office of Director 03/10/00 app 
20646 094, 


0311290390 Forwards safety evaluation of licanses 630318; 00^9 4t 
i007 resfiontas to NUREd-OAlS; "Control of Heavy Uadi " 
ticansea responses accsptabla. „ 

MCDONALD, D O Operating Reactors Branch l 03/11/01 L»HRI0;R. 
Florida Power b Light Co Spp 21309 001 24X 

Ft cite: 90-290; 63/1 1 /Ol r B3l 1290380 


E 


0310060440 PN0-I-03-101A‘ on 030930 6 1001* Insp revealed *«aU 
quantities of Co-60 In soil adjacent to bldg where pump 
malfunction caused contaminated irradiator pool water to 
be pumped onto facility floor Concentrations below limlti 
FRJEDHAN;L Region Office of Director 83/10/03 Ipp. 
20641 223 


-8311890360 8af»ty evaluation accepting Licensee responi** to 
NWieo-06l8> ‘'Control of Heavy Loads* - 

a NRC “ No Detailed Affiliation Given 83/11/01 3Pp- 
21309*003 84X Fichef 90“290, 03/1 1/Oi* 031 1290390 

-63 10130238 TER-C 9 a 06-399/400 

"Control of Heavy Loads (C-lOl* Turkey Point Units 364*- 
tachnlcal evaloation rept 

OOH0GROEit, C Franklin iPs 1 1 tute/FranU in Research Csnter. ^ ^ 

NflC— Q3-BI-130, TAC 00000. 83/10/10 8IN0H;A NRC - No Detailed 

Affiliation Given 87pp 21309-009 84X Fiche 30-290*63/11/01, 

0311290390 


IliE 


INSPECT I ON AND ENFORCEMENT 


0300300797 IE Info Notice 03-69. "Japroperly InstelJid Fire Dampers 
at Nuclear Powsp Plants " Sve lift end .e,.,- 

jaRDAN; Er L. Dlvliton of Emergency Preparadnest t. Engineering 
Response <Post 830103}. 83/10/21. Consolidated Edison Co 

Yort. Inc. I37pp S1114.39I 


of New 

24X FlcheJ 30-000; 03/lO/2li 0308300797 


8306300799 IE Bulletin 63-07; Suppl I* "Apparently Fraudulent products 
Bold By Rau Ml Her, Inc. »' Sve , 

devouNOj R. C Director"! Office, Office of Inspection and 

EnfS^cS^snfe 03/10/26* Consolidated Edison Co. of Nsw York. Inc 

r?9M i?07DrI70 a4X Fi ch •: 90-000. 03/ 10/26; 8300300799 


0380310030 IE Info Notice 63-70* •■Vlbratlor Induced Valve Failures. 

JDWDAN^E r'^^Dlvlslon of Emergency 
Reegonse IPoft 0301031. 03/10/29 

YorJiJ Jnc l£7pp- 


21037- 219, 


Conso 1 idated Edison Co. ef New 
24X FI cut' 30-000* 03/10/23* 0300310030 


o'ine3ifln34 IE Info Notice 83-71, ‘•Defect in Load-Baaring Welds on 
uJuSfi DevicSl for Vessel Head H Internals." Sve list sncl 
JDRDANr E L. Dlvlelon of Emergency Preparedness 6 Engineering 


.York; Ire il3pp. 21097:397 


pf New 

24X Flcha* 90-000103/10/27. 0300310034 

BSOB310O*a IE liH-o Notu. 83-78. "Environ ao*llf ie.tlon Tiitln, 

OOHDAMre'L " Blvlllon 0?^e»0l>l»ncV fropof**"*** 8 En;I»**r‘ng • 

» -I. <c..i BMiaSi 83/10/88. Coinoii;*;*; eoi.on co »; n.u 

v”k° iMc a‘‘”: 93oe3‘“« 

rpr f„a- Nntice 03-73r -Redletlon Esposure From Oloyes 

pr.,,.*. <Po.t 


in 

Ip 


0310190316 Responds to FDIA request for documents re Caseload Foracaet 
Panel 030419 meeting Forwards App A document* Document 3 
entirely withheld Iref FOIA Esemption S> . 

FELTON* J H Divlilon of Rules and Record* 03/00/09 (}ARDE»B r. 
Oovern«ent Accountability Project 6pp 21116*001. 

—0311090079 PNO-Il 1-03-049. on 030617* Hergentlme Copp* contractor 
performing remedial soils work, announced layoff of 40 
wortars from workforce of 105 Layoff due to NRC delay 
approving nest stage of remedial soils work 
OARDNBR*R Region 3* Office of Director 03/06/17 
81117 116 24X Fiche 90-329, 03/00/09; 0310190316 

0310270479 PNO-1 1 1-03-104 on 031024, nine stop work orders Issued bieed*^ 
on mxtensive safety-related activities after GA site audit. 

Audit revealed field design changes not Identified on all 
const drawing# Review of drawings in progress 
HARRISON, J. Region 3. Office of Director 83/10/84, Ip 
20922 012 84X Fiche’ 30-329* 03/10/24* 0310270479 

B31 1010019 IE Info Notice 83-77, "Alr/Oas Entrainment Events Rseultlng 
In 8ys Failure* " Bve Hit artcI. . „ , 

JORDAN; E L Plvislon of Emergency Preparedness b Engineering 
Reeponea (Post 830103) 03/11/14. Consolidated Edison Co of 

York. Inc il4pp. 84X Fiche* 30-000; 03/11/14, 831 1010013 


0311010010 IE info Notice 03-70; "Apparent Improper Mod of Coaponent 
Affecting Plant Safety." 9vc list end 

JORDAN, E L Division of Emergency Preparedneie It Engineering 
Response (Post 030103) 03/11/17 Consolidated Edison Co 

York, Inc, li7pp. 21603.001 


of New 

24X Flche’sO-OOO. 03/1 1/17, 031 10 1 00 10 


0311010440 PNS-V-83-OHAr on 031023; Lot Angel## It Ban Francisco 
newspapeTS quoted allegation* of wldeipread drug uie at 
facilities Bechtel Investigating. Evaluation rapt sxpaetad 

BCH^FERiD. W, NOR DER HACK), L R. Region 3i Office 

03/10/26. ip 80971 320. 24X Fiche* 30-206; 03/10/26* 8311010440, 

0311020014 PN0-1V-83-O32A' on 031031* strike Of security guard forte 
initlmtef Replacement guard* from Callaway 6 Comanche Psak 
stations continue to replace striking guards 
J0HN80N;W.D ; GAOLIAROO, J.E 

83/11/01. 2pp. 21012*180. 24X Fiche: 30-313; 83/11/01; 831 1020014. 

0311020092 PNO-IV-83-032’ on 831031, strike of security guard force 
initiated Ouards from Callaway l« Comanche Peek 
relieved striking guards No violence anticipated M^it 2 
contract labor involved in refueling honoring picket line, 
JOHN0ON;WD, ; OAOLlAfiOO, J E. Region/' 

83/10/01 2pp. 21012’ 153, 24X Fiche* 30-313; 93/10/31, 031 1020092 
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6311020400 PNO-II-SS-Oea Invuntflrv diff«r»nq* rttulting from 630826 
phv^lcal InvBntorv r>port«d Gain uithln ngulatort^ 
r«4UlTi-m«nt ii but ticatded calculatad limit of irror 
Invist 1 gat 1 on Itiitlatad bg lic#ni»« 

B/^TE8r J M . KCALPINE. e J Rtglon 2. Officv of Dlractor 93/10/18 
ip 21014007 


8311030004 EN-83-072 on 631 i04i notice of violation & propoeed 
tnposltlon of civil p«naltl«« in amount of «60>000 uilll ba 
Itcuiit Action i-nvfllvat violation* ra Inoparabi 1 i tg of CCC6 
pump room air cooler* 

KLlNOLERrO i AXELRADr J Dlractor'i Offlcci Offica of Inap ■ction and 
Enforcement 08/11/01 Ip 21039 164 24X Fiche' 80-317. 63/1 l/Oli 

8311030004 


6311030036 EN-B3— 071 on 831101. order modifying license 1 secie d. based on 
Dec 1'98S spill It release of uattr contaminated u/Ca-60 Order 
requires licensee to discontinue all irradiatloni of metis St 
make no cfiangae Mi/o Commission approval 

FLACK. E * AXELRADiJ Director's Office. Office of Impact ion and 
Enforcement 83/11/01 Ip 21027 176 


8311030068 EN~83-069A on 831026. notice of violation 1. proposed 
Inposltion of civil penaltg discussed in EN-63-067 not 
issued Enforcement conference scheduled for 631104 to 
discuss excavation It fire line relocation activities 
KL180tER«0 I AXELRADi J Director's Office. Office of Insp ectlon and 
Enforcement 83/10/31 Ip 21029 231 24X Fi che. 80-329. 63/10/31^ 

8311030068 


8311040100 PNQ-l 1 1-83-107 on 831026. announcement made that const 
level reduced due to financial uncertainties Current 
uorkforct of approx 8.000 uorkers uiU be lUbstantially 
reduced. 

KQNKLIN. J . KNDP.fi Region 3. Office of Director 83/10/26 ip, 
21081 040. 24X Flche 80-946.63/10/26.8311040100 


0311040103 PNC3-V-83-090 on 831026 4< 31 . undervol tag e coll on reactor 
trip traateri mechanlcallg jammed Administrative controls 
Instituted to assure that each time reector trip breakers 
ege led. visual insp performed to verlfg call position 
KlfiSCH. D. F Region 8. Office of Director 63/11/01 Ip 
21091.041 24X Flche 90-361.63/11/01.6311040103 


0311070233 PNO-lV-ea-OSO on 031026. earthquake of approx 6.9 eurfaee 
wave magnitude took place in Southern ID All univ facilities 
In area shut down No apparent damege or problems 
experienced 

MARTIN. L E Region 4. Office of Director 63/10/28 Ip. 

21062 310 24 X Flche 90-000.63/10/26.6311070233 


8311070291 PNa-l-83-083A’ foundry worker extremity dose averaged 123 
rems per quarter for Fourth Querter 19B2/rirst Ouarter 1963. 
exceeding NRC limit of 18.79 per quarter No visible damage 
noted Review continuing 

KlNNENANiO I JOYNER. J . MARTIN. T Region 1. Office of Director. 
B3/11/01 2pp 21062 301 


8311070269 PNO-I 11-63-109 on 631101. three Region III inspectors 
hospitaliied after automobile accident Btat# of MO notified 
DANIEL80N,D . LITTLE.W Region 3. Office of Director 83/11/02 
Ip. 21062 290. 24X Fiche 90-483.63/11/02,0311070269. 


8311070320 EN-a3-073 on 631 109. notice of violation la proposed 
Imposition of civil penelty in amount of 440.000 Issued. 

Action bated on licensee exceeding Tech Spec limiting 
condition for operability of 129-volt dc battery sys. 

HLINGLERiG . AXEtRAD. J Director's Office. Office of Inspection and 
Enforcement, 83/11/03 Ip 21062 176 24X Flche; 90-368. 63/1 1/03. 

831 1070320 


B311070330 PNO-Il 1-63-111 on 831 102. ivaluetion identified three cracks 
in reactor water cleanup syi piping inside drywell 
Prell-minery results Identified addl 17 locations UT Inep 
continuing 

OROBErJ « tlALKER. R . DANIELSON. D. Region 3. Office of Director 
83/11/03. Ip 21063 206. 24X Flche. 90-249. 63/11/03, 931 1070330 


0311060141 PNO-1 1-63-080. on 031 102, bol lermarker working inelde 
containment bldg during refueling outage fell 30 ft into 
reactor coolant pump cubicle. Caused by scaffolding tipping 
over. Total levels of contamination unknown 

URAY. J R . QIBSON. A F Region 2. Offlcs of Director 63/11/02. Ip 
21074 398 24X Flche: 90-290, 83/11/02. 6311060141. 


0311060149 PNO- 1 1 -83-067. on 631102.26 TVA employees contamineted by 
Rb-eO during degessing of vol control tank. Incident occurred 
during shutdown for reactor coolant pump & valve repairs, 

WRAY. J R , 0IB8QN.A F. Region 2. Office of Director 03/11/02 
2pp. 21071 397. 24X Flche 90-328. 63/11/02, 031 1060149 


0311090070 EK-a3-099A on 031107, order to ehow causa order temporarllg 
euspending license rescinded Action based on 830913 incident 
re source cut releasing Cs-137 In powder form Order 
rescinded tubj to order modifying license 

FLACK. E , AXELRAD.J Director's Office. Office of Inspection end 
Enforcement 03/11/07. Ip. 21100 243 


8311090103 PNO-1 1-83-009' on B31104.Btate of TN authorities Informed 
that one of three moisture density gauges found missing from 
Troxler sales representative station wagon Police 
Investigating inctdant. 

VrOODRliFF, R L Region 2, Office of Director 83/11/04 Ip. 

21099 306 


0311090297 FND-1 11-83-1 10 on 831 102. three tr-192 seeds used In 
medical therapy reported lost Caused by mtxup in storage 
room Special Insp conducted on 031103 to determine 
circune tancei behind loss 8t to monitor search efforts 
8REN 1 AWSKl , D J . SrHHONS.T.L Region 3. Office of Director 
03/10/03 Ip. 21099>292 


8311100240 £N-a3-07 4. on 831106, notice of violation b proposed 
Imposition of civil penalty issued In amount of 41.879 
Action based on transportation event Involving improper 
packaging It radiation Isvals above requirements 

KL3HGLER, » . AXEL RAD, J Director's Office, Office of Insfection end 

Bnforcemsot. 03/11/08. Ip 21134 110. 


0311110067 EN-B3-0S3A' on 030819. notice of violation h proposed 
lApoeltion of civil penelty in amount of 440.000 Issued, 
based on llcenees failure to control access Into protected 6 
vital arsa. 

ROSANaiR « AXELRAD.J. Dirac tor's Office. Office of inspsctlon and 
Enforcement 03/11/09 Ip, 21149.344 24X Flche 30-299,03/11/09. 

0311110067 


0311110092 PNO-1 1-83-091. on 831 100. u Ltrasenic exam of recirculation syt 
piping rsYsaled listed crack indications Llcentte expanding 
scope of insp, begun in response to NRC 830722 confirmatory 
order Media Interest not expected 

BLAKE. J J I HARDIN, A K Region 2. Office of Director 83/11/09 
2pp. 21140 349. 24X Fiche 90-324.03/11/06.0311110092 


B311110096 PNO-III-93-114 on 831 104. layof f of HJ Kaiser document 
control review employees announced as part of transfer of 
mgt. Employses Interviewed by Kelier & Bechtel to detarmine 
any unresolved quality-related concerns 

BCHWEIBINZ.E , WARNICK. R. Region 3, Office of Director 83/11/07. 
ip 21149001. 24X Flche' 90-398, 93/11/07.0311110096 


8311140172 PNO-I 11-93-116* on 831109. util announced propectsd eommerclel 
operation date for Unit 2 revised from Feb 1969 to mld-1986. 
achedule for Unit 1 under review. 

HARRISON, J , WARNICK.R Regions, Office of Director 63/11/09 
Ip. 21198.194. 24X Flche 90-329, 83/11/09.8311140172 


8311190010 EN-0a-O79: on 931 1 1 9. notice of vlDlatton & proposed 
imposition of civil penalty In amount of 420,000 will be 
Ittuid, Action based on liesnsee failure to control access to 
vital area Response due In 30 days 

RD8AN0, R , AXELRAD.J, Director'* Office, Office of Inspection and 
Enforcement 83/11/09 Ip 21172*359 24X Flche- 90-261 , 83/11/09, 

8311100010 


9311190071 PNa-lV-a3-022B during wk of 031107, TX Dept of Kea 1th, Bureau 
of Radiation Control anticipates shipment of Am-841 
cantaminated equipment impounded on 830701 Hetl properly 
packaged in HRC— approved 6-2 container 

HEYER, R.8 Region 4, Office of Director 93/11/06 ip 21179 010 


6311190113 PNO-1 1 1-83-119 on 831107. demonetrators blocked entrance to 
radiation Lab conducting def ens e-ralated electromagnetic 
pulse research, No radioactive matl or ioniilng radiation 
involved. 

CREED. J r 8RENIAHSKI.D Region 3. Office of Director. 83/11/09. 
ip, 21174 295. 24X Flche 50-012, 83/11/09, 9311199113 


0311170120 EN-e3-076;on 831 1 18. notice of violation 6 proposed 
imposition of civil penalty In amount of 490,000 will be 
Issued, Action based on failure to classify torus-to-dry wel 1 
vacuum breakar actuation arm shaft seals, 

KLINQLER.O , AXELRAD.J Diractor's Office. Office of Inspection and 
Enforcameiit. 83/11/19 Ip 21216' 176 24X Flche 90-237, 83/11/19, 

8311170120. 


8311170316 EN-83-099A an 031119,order Issued imposing civil penalty In 
amount of 42. SOO Action based on failure to wear TLD finger 
badges 4i failure to dispose of raduaste In designated 
container, 

FLACK.E. . AXELRAD.J, Director's Office. Office of Inspection end 
Enforcement B3/I1/19. tp, 21212 221 
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8311180097 PN0-I-e3-ll2 oft 83lU4rt«4ll In switch v«rd 

adjaeont to litt tiplodtd It eauiid loti of pouar 

SBCGfid Dffsltt pou»r lourc* duntrjjltfd to clam iniulatorc 
Local fir# company raipondad Rtpalf# ulll taka op to & h 
COMOlLt-r BAUMACK Btaion 1. OffUa of Director 33/11/14 Ip 
21233 091 24X Flchi S0-ai9i 83/1 1/14, 831 1180097 


B31 1210135 PN0-IH“B3*-U7 on 831114, raactor trlppad automatically du# 
to niutran flux imbaUnca In rtactor eon labalanc# & 
lnadv#ft»nt Initrtior of control rod group 2 dua to 
•IfCtrleal fault 1ft control rod drlva lyt 

JACK 1 Hi I , SMAFERiM Raglort 3, Qfflca of Dlrfctor 03/11/14 Ip 
31233 289 24X Ficha 50“346» 63/11/14, 031 1310135 


B311310339 PNa-l'B3'll4 on 831116 , tnffic aceldtnt Irtvolvinp van 
carrying radioactlva matl occurrad Packagai tranifarradi to 
anothar van 8urv#y of paCkagas it van lAowad no loakaga of 
ndloaetlva m«tl 

FRIEDMAN, L , QLENN, J Region 1, Offlc# of Dlractor 03/11/17 ip 
2 1233 209 


B311210354 PN0-I^e3<li3 on 831119, two util partonnal arratiad In 
connection w/offtita altircatlon Involving local man on 
631020 who luataintd Injurlo# k tubttquantlv died on 034114 
EnplOtftat balng htld oiithout ball. 

TROSKasKIf TRIPP, KEltflO Region 1, Office of Plractor. 63/11/17 
Ip 21239 324 24X Flch* 50-334, 83/11/17, 631 1210254 


8311260422 PND-l-03~il9 on 031123, plant ahutdoun due to unldefttlflal 
RC8 Uakaga Leakaga found to ba from weld in l/2‘'lnch llna 
at loiifar reactor coolant pump seal praaiura lanelng line, 
ARCHiTZELfR ■ F£RLIC,K Region 1, Office of Director 03/11/33 
Ip 21289 224 24X Fiche 90-318,83/11/23,8311200422 


G31120O436 PNO-1-83-1 15A on 6311 10 , reactor trip occurred due ta 
difficulties w/faed & condensate sys unrelated to 631117 
breaker problem Reactor trip breaker functioned normally, 

Raactor shubdoun for reactor coolant pump seal replacement 
EL0A88ER, T , OReENMAN, E Region 1, Office of Director. 03/11/21, 
Ip 21289 176 24X Fiche 50-309,63/11/21,8311280426 


0311280447 PNO-V-83-094 on 831 1 14, reactor martually tripped fro* BOX 
power in responae to decrease in presiurizer level & 
prasBura Caused by operator incorrectly opening emergency 
boratlon valve 

ECKHARDT, J H , KlRSCHrD Region 5, Office of Director 03/11/15, 
Ip 21284 349 24X Fiche 90-361, 83/11/15. 631 1280447. 


8311290161 PNO-v^-83-099 on 831103, State of UA banned Inttrei Cotf 
from use of Richland, MA burial site due to violation* of POT 
regulations 6 stata code# No loose radioactive contamination 
associated u/shipment 

TH0MA8, R D Region 9, Office of Director 63/11/22 la, 

21309 222 


8311210287 EN'83'077{on 631123, notice Of Violation k prepoeed 
leposition of civil penalty in amount of 42,000 to be 
Itiuad Action beiad on licensee failure to properly packege 
radioactive matl 

FLACK, £ , AXELRAOiJ Director's Office, Office of Intpectlofi and 
Enforcement 83/11/10 ip 21235 325. 24X Fiche 50-263,83/11/18, 

6311210257 


6311210265 PNO-I-83-1 15. on 631117, during test of reactor trip breaker 
AK-2’'29 undervoltage coil trip function,aU eight breakers 
failed to trip in rceamatnded time Ccabinid undarvbltags 6 
shunt trip tests will be performed. 

El.6A0aER,T, GREENHAN,E Region 1, Office of Olraetor 03/11/17 
ip 21235 346 24X Flch e. 80-309, 63/1 1/17, 6311210265, 


8311210386 PN0-r-B3-li6 on 83U16rPA etate police notified NRC that 
truck carrying two well-logging sources had run off road 
Survey by Gearhart Industries determined that no loss of 
Integrity of Spec 7A containers occurred 

FRIEDMAN,L , 6LENN,J Region 1, Office of Director. 83/11/10 la 
21239.356 


MI0C PUBLIC DOCUMENT ROOM MI8CELLANEQU6 


8311030296 Comments on AEOD case study prellmlnerv rept, “Operating 
Experience re Moisture Intrusion In Environmental ly 
Qualified Electrical Equipment at Commercial Nucltar Power 
Plante “ Concurt u/recommendations in rept 
DENTON, K R Office of Nuclear Reactor Regulation, Director 
03/10/20 KELTEMESiC J Director "s Of f ice 2pp 21049.107, 


0311090139 Notification of rescheduled 031116 meeting in Bethaiila’pHO 
to dlscufs assumptions used In vital area idantlf Ication, 

Meeting Drlglnally scheduled for 631031 

HCPEEK, E U etandardixation 6 Special Projects Branch 83/10/26 

THOMAS, C 0 Standardisation 6 Special Projects Branch Ip 

21121.361 


0311090314 Requests all correspondence presently addressed to DC Oitts 
now be addressed to RT Lei ly , maneger gf quality 
KERNODLE. C Middle South Services, Inc 83/11/07 KNIGHTON, If 
Licensing Drench 3 ip. 21105.093 


6311820140 PNO-H-63-092: on 631118, Schlumbergar well logging company 
truck driver lost control on Interstate Highway 75 in KV <i 
wrecked Six radioactlva well logging sources remained inside 
containers Sources transferred to another truck. 

BRWffl.R A , POTTER, J P Region 2, Office Of Director 03/11/18 
ip 21257 264 


6311220144 PN0-V-B3-052 on 631110, E8F trstn 8 actuation expar lenced 
Caused by failure to reset sequencer 2 after power supply 
rtensrglied Sys walkdown In progress 

ECKHARDT, viH Region 9, Office of Director 83/11/10 ip. 

21257 263 24X Fiche 50-206,83/11/10,0311220144 


B3U280244 PNO-y-03-O5D «n 831 107, pen onn a I reported flooding In pipe 
tunnel due to leaking valve from condertiate itorege tent. 

Licensee investigating failure of valve 6 has agraed to 
perform waUdown of sys to verify component operability 
KiRSCHiD F. , MORRILL, P Region 5, Office of Director 03/11/10 
Ip 81254.075 24X FI Che, 50-275, 63/ 11 /ID, 6311220244 


8311260171 PN0-r-e3-tl8. on 831 122, citisin found spent Mo-99/Te-99mi 
generator by 1-495 near Cabin John Bridge. NlH representatl ve 
lllnlis**^ radiation present Beveral people complained of 

Region 1, Office of Director 63/11/82, Ip. 


0311100398 Forwards draft IE info notice, "Operability 6 Flltsr Tastlnf 
af E8F Filter 6 Non-EBF Filter ays '' 

BAERiR L Division of Emergency Preparedness fc Engineering Ratporse 
(Post 830103) 63/10/20 KOVACH, J L Nuclide Corp i6pp, 

21194 119 


0311160279 Notification of 031Q26 meeting w/EPRI & LUR Owners Oruup (n 
Washington, DC to discuss scope 6 notice of problems 
u/surveil lance testing 6 limiting conditions for operation 
in current 8Ta 

ERN8T,ML Division of Risk Analysis 83/10/24. BUROtCKiD. Dffltt 
of Nuclear Regulatory Reiaerehr Director KANE, N Regional 
Operations 6 Generic Requirement# MATT80N, B QffiCi of Ryclemr 
Reactor Regulation, Director. 2pp 21Soo 299 


8311210463 Notifies of 831129-30 6 1201 meetings w/IDCOR tfl dlicu4f 
severe accident phinomenolog y 6 containment loading Agenda 
and. 

aPElS,T P Division of Safety Technology 83/11/14 ERNaT»M 4 
SIL6EROERO, M , TELFORD, T Office of Nuclear Regulatory Reiearch, 
Director 7pp 21262 337 


0311220177 Rtiponds to 830729 request for concurrence w/posltion qn 
audit rtqulremente of etipplleri of calibr sves 
PaTAP0V9,U, Region 4, Office of Director 03/08/24 WDOD.J. L. 
Blngham-Nllleinittt Co 2pp 81294 330 


Ml resident Inipector lnfore*ad ti 
records In storage in bank vault since 1978 found 
t^tamineted Records will be moved from vault to ilta for 
filming Movement will be monitored 

Office of Director. 63/11/31, Ip 

21265. 12B 24X Fiche 90-219,63/11/21,8311200396 ^ 


stored in bank vault Highest seiear activity on 

cpm.flink survey identified no 

RiflUn 1 , Office of Director. 63/11/23 Ip 

31285 136 24X Fiche- 50-81?, 03/11/23, 831 1280399 ^ 


— 031 122017? Requests retponee to 020111 request for concurrence w/ 
position re audit requirements of suppliers of cellbr fvc* 

WOOD.J L Blnghem-Mll lametta Co 03/07/25 POTAPOVS, U. ReglCn 

4, Office of Director. ip 21294 332 


— 0311220101 Corrected request for concurrence u/actlons deicribed ri 
audit requirements of suppliers of calibr sves 

ROVE, 0 I Blngham-Mlilamette Co 02/01/11 BARfCS, 1, Region 4. 
Dalles, Office of the Director <91/03/01) 2pp, 21S94 333. 


—0311220163 Responds to 790302 request for comments r# QA progfqm 
requirements for suppliers of calibr sves, Including prtawifd 
evaluation 6 post-award audits 

HAAa8,M.P. lluallty Aisuranc# Branch 79/09/16 rBAVE 6,T.B. 
Mississippi Power 6 Light Co. 2pp. 21294' 335 
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8311290177 Atfvlitf of tentative plans to install stationarv nautron 
radlographg uilng THIOA roactor Raquust* NRC 
raprasantativ* ba pratenjb at Q31214 matting of Safety & 

■Environ Rtvitw Commlttaa 

MCOHEWiR E Air Fore ai Dtp t of 03/ 11/22 THOHAQ, C 
fitanifard 1 zation & Special Projects Branch 3pp 21303 211 


8311290300 Concurs u/proposod amend to 1QCFR73 40(a) re physical 
protection requirement 

DErOUNO.R C Director'* Offlcei Office of Inspection and 
Enforcement, 83/11/17 DAVlSrJ Office of Nuclear Material Safety 
li 9afaguardsp Director ip 21309 034 


’'-'8311290303 Foruerdi proposed rule package containing a<nend to 
10CFR73 40(a> re clar if ication of general physical 
protection requirements Concurrence requested by 631I1& 
BimNETTiR. F Office of Nucleer Material Safety it 
Safeguards. Director 83/11/10 C UNNl NOHAM i 0 H Office of the 

Executive Legal Director EISENHUT. D 0 Division of Licensing 
OOLLERiK 8 Division of Facility Operations I6pp 21309 033 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


83010^0426 Foruardf Equipment Ouallf Icetlon Branch audit revteu team 
request for seismic L dynamic qualification Ouidelines for 
demonstration of operability of purge 6 vent valves, per 
NUREO-0737, Item 11. E 4 2 end 

BGHWENCER.A Licensing Branch 2 82/12/21 CAHILL. N J Oulf 

Btates Utilities Co 27pp 166S1 273 24X Flche 50-4 98. 82/ 12/21 « 

8301060426 


8308030473 NURED/CR-3192 

CORRELATION OF THE ANALYTICAL SOLUTION WITH EXPERIMENTAL 

DATA ON THE ELECTROLYSIS POTENTIAL PROHE 

BETHMANNiU P Oak Ridge National Laboratory FIN 8-0414 

aRNL/TM-B630 83/07/31 Division of Accident Evaluation 62pp 

19910 (301 


830S24036B NUREO-0790 V16 N06 

NUCLEAR REGULATORY C0h9f!S8l0N IBSUANCE6 December 19B2 Pages 
1.691-21 140 

♦ Division of Technical Infor/satlon & Document Control 82/12/31 
499pp 20169 001 


8309230486 Forufards safety evaluation of integrated plant eafsty 
asieesment rapt. NURE0-0B22. Baction 4 19 re requirements for 
isolation of high 6 low pressure syi Section determined to 
be conplfte 

CRUTCHFIELD. D Operating Reactor* Branch 9. L6a8-e3-09-024 

B3/09/20 FIELDER. P B Oenaral Public utUltUs - OPU Service Corp 
4pp. 20470; 822 84 X Flche 90-219.83/09/20.8309230486. 


8310170289 Bummarliet results of reactor vestal head 6 reactor vessel 
intertiali lifting rigs evaluation par NUREO-0612. control of 
•heavy loads Phatt 1. lifting rig itresi analysei 

NNITTIER.O D Maine Yankee Atonic Power Co MN-B3-221. 83/10/06 

HILLER. J R Operating Reactors Branch 3 4pp 20707*083 24X 

F 1 c he : 9 0-309, 83/ 10/06. 83 1 0 1 70299 


8310200368 NUREO-0790 V16 102 

INDEXEB TO NUCLEAR REGULATORY COMMISSION ISSUANCES July - 
Decamber 1992 

e Diviilon of Technicol Informetion & Document Control. B2/12/31 
191pp. 21020:131. 


83 10200384 NUREO- 1007 

BAFETV EVALUATION REPORT RELATED TO THE LICENSE RENEWAL AND 
POWER INCREASE FOR THE NATIONAL BUREAU OF STANDAROB REACTOR. 

Docket No 90-184 

BERMARDiH Division of Licensing 83/09/30. 116pp. Available at 

NRC. 49.00 20863*118, 24X Flche 90-184.83/09/30,8310200384 


0310200413 NURE0-0e28 DRFT 

INTEGRATED PLANT SAFETY ABSEBBhENT REPORT, SYSTEMATIC 
EVALUATION PROGRAM - BIO ROCK POINT PLANT. Docket No 90-199 
(Consumers Power Company) 

* Division of Licensing B3/09/30, 790pp Available at NRC. 

• IS 00 80866:242. 84X Flche: 90-199, 83/09/30. 8310200413. 


8310870618 Forwards “Selectad Operating Reactor Itsue* Program II 
RG8 Vents (NUREG-0737. Item 11 B II Point Beach Units 1 ft. 2< 
technical ■valuation rapt. Ltr dtd 830922 inadvertently 
transmitted rept for Turkey Point 

HILLERiJ. R. Operating Reactors Branch 3 83/10/12 FAY. C, W 

Nisconstn Electric Power Co. 2pp 20928 349, 24X 

■Flche; 90-266 . 83/ 10/ 1 8. 83 1 02706 18 


—6306080009 TF-341/OB09A 

'‘Selected Operating Reactor Issues Program It RC8 Sys Vents 
<NUREO-O737j I tem II 8 1)." final technical evaluation rept 
HELD. J T Energy, Inc FIN A-0230 TAC 44396 83/02/23 

ALBERTMAL, O Division of Licensing 6pp 20928 347 24X 

Flche 90-266, 83/ 10/ i2r 0310270618 


8310310101 Forwards “Procedures Oaneratlon Package.** per 830415 
commitment & In response to QuppL 1 to NUREO-0737 Progran 
developed to convert C-E emergency procedure guidelines into 
emergency operating procedures 

WILLIAMS. J W Florida Power fc Light Co L-03-936 03/10/26 

EIGENHUT.D 0 Division of Licensing Ip 20947 096 24X 

Flche 30-339.83/10/26,0310310101 


— 8310310102 ''Procedures Generation Package “ 

a Florida Power & Light Co 83/10/26 4epp 20947 097, 24X 

Fiche 90-339.83/10/86.8310310101 


8310310109 NUREO-0944 

SAFETY EVALUATION REPORT RELATED TO A FULL-TERM OPERATING 
LICENSE FOR THE R E GINNA NUCLEAR POWER PLANT Docket Nd 
90-244 IRachester Oas And Electric Campany} 

e Dlvlslen of Licensing, 83/10/31 16app Available at NRC 
•6 OD 20998 343 24X Flch e* 90-244. 83/10/31 , 6310310109 


8310310403 Generic Ltr 63-38 to ail licensees of operating power 
reactors ft< applicants for OL re NUREO-0969. '"NRC Inventory 
of Dame “ Forwards NUREO-0969 “NRC Inventory of Dams" for 
Info only W/o end, Sve list end 

EISENHUT.D. O Division of Licensing GL-93-30 83/10/31 

Consolidated Edison Co of New York. Inc 14pp 21104,019 24X 

Fiche 90-000.83/10/31,8310310403 


8311010024 Board Notification 83-182 forwards NURE0-1014r "SER re 
04/D9/E Steam Oeneretor Design Mod," Unit 1 selected as 
load plant for design mod W/o end 

NOVAK.T M Aselstant Director for Licensing. 83/11/21 Atomic 
Safety and Licensing Board Panel. 2pp 2I2BS 322 24X 

Flche 90-494.83/11/21.8311010024 


831 1010066 Submits schedule fer upgrading technical support ctr/ 
eperatloni support ctr per 8uppl 1 to NUREG-0737 Relocation 
of existing data collection will be completfd by 040831. 

HARRINGTON. W D Boeton Edison Co 83-268 83/10/27 ElSEIfiUT.D G 

Division of Licensing Ip. 20978 019 24X Flche 90-293.83/10/27. 

831101D066 


8311010079 Reviews commlltfflents made in response to requirements of 
NURE0-0737i Item 1 C 6. "Guidance on Procedures for Verifying 
Correct Performenct " Procedure review will be Incoporated 
into 2-yr review process & will be complete by 860101 
GIESLEft.C VJ Wisconsin Public Service Corp. NRC^83-I92. 03/10/28 

EI8ENMUT.D Q Division of Licensing 3pp 20978 079 24X 

Fiche 90-309.83/10/28.0311010079 


6311010086 Final deficiency rept re failure of safety relief valve 
actuator Initially reportad on 83-0903 Valves will be 
qualified to meet requirements of NUREG-OSBB Deficiency not 
T sports hie per lOCFROO 99 (b) 

MANNO, 8 F Niagara Mohawk Powar Corp lOCFR 090. 9 SC 83/10/07 

8TAR08TECKI. R Division of Project & Resident Programs. 2pp 
20970 071 24X Fiche* 90-410. 03/10/07. 831 1010086 


8311010091 NUReo-0790 V17 N09 

INDEXES TO NUCLEAR REGULATORY COMM 1 89 1 ON ISSUANCES May 1983 
Pages 732-1.000 

a Division of Technical Information 8< Document Control, 83/09/31 
289pp 21017*099, 


8311010177 Lists revs to emergency procedures generation package 
submittal schedule. per Suppl 1 to NUREO-0737 Revs necessery 
to complete technical guidelines l< provide sufficient time 
for Internel review 

KAY. J A Yankee Atomic Electric Co FVR 03-91 83/10/21 

ORUTCKFIELO. D Opiretlng Reactors Branch 9 tp 30977:228 24X 

Flche 90-029.83/10/21.031101-0177 


8311010179 Informs t-hat schedule for BLW Owner* Group program re 
technical ^ust If ication for reactor coolant pump treatment 
during accidents S( tranilent* will be provided by lets 1903, 
par NUR £0-0737. Item II.H 3 9 

WEBTAFER.O R Florida Power Corp, 3Fi083-23 03/10/20 STOLZrJF 

Operating Reactors Branch 4 Ip. 20977 238 24X 

Ficha 90-302.83/10/26.831101017? 


B3110t0iao Generic Ltr 03-36 to all BUR licensee* re NJREO-0737 Tech 
Specs Requests review of Tech SpB'Cs to determine consistency 
bt/guldence in NUREG-0737 Response required within 90 days of 
receipt of ltr sve list end 

EIBENHUT. D 0 Division of Licensing OL-03-36 83/11/01, 

Co.inmonw»Blth Ediso-n Co 22pp 21104:029 24X Flche 90-000. 

03/11/01. 831 loioieo 
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— aaill4QU6 BHR ttodtl Tfch Spec* for NUREO-0737 TMJ action plan 

r«qul rentott 

• URC - No Dftailorf Affiliation Olvon 03/11/01 17pp 
211B4 033 24X Fichf aO-OOOi 63/ 1 l/Ol < 831 tOlOlSO 


BSlIOlOiaS Otntrlt Ltr 03-37 to all PWR Ilcan»##i ra WflEO-0737 Tach 
Sptci R*qu*st* rtVlfw of Tach Sped to datarmlna eantlttancy 
w/guld»nct in NUREO-0737 ftasponta raqulr»d within 90 (tayv 
of r»c«lpt of Itr 8vc Hit and 

EISENHUTjD 0 Olvlllon of LI canting 0L-a3“37 03/11/1)1 

Contolidatad Edlton Co of Nau York> Inc 23pp 21149*098 24X 

Fichi 50-000103/11/01.8311010162 


— 0311100 209 PHR modal Tach Spact for MJREO-O737f “THl-S Lataona 
Ltarnad " 

* NRC ' No Datalltd Affiliation 01v«n 83/11/01 24pp 

21149 lOi 24X Flcha 50-000*83/1 1/01. B3J 1010102 


8311010193 Advitat that inttal lation of acouatic monitaring ay* 
monitor dlicharga of lafaty rallaf valvat ti provida optn/ 
cUiad Info (< alarat in control room complatad, par SER 
Confirmatory Itt« IB *« THI Action Itim 110 3 

SORENSEN. 0 C Miihlnyton Public Powtr Buppli/ Symtam 002~83*'969 
63/10/25 SCHWENCER.A Licanalns Branch S Ip 20993 235 24X 

Ficht 50-397,03/10/25.0311010193. 


6311010197 Forward! concarnt it rfipotiiai ra SORT audit ragardlng 
tupprattlon pool outlat valva hf*C8-V-l5. par NURE0-0B92, 

BBER 3 

SORENSEN, 0 C Maihlngton Public Pouar Supply Syitam C02-B3-9A7 
63/10/29 SCWJENCER.A Lican«lnQ Branch 2 2pp 20976*240 24X 

Fieha 50-397.03/10/25.8311011)197 


8311010235 Advitai that Imp lemantatlnn df changai ra automatic 
daprtiiurliation iy« logic idantlfltd in util 030726 itr 
can ba accompllahtd during flrat rafutUng nutaga comstitmant 
latitfltf BER Outitandlng laaua 1 719) 

SORENSEN. 0 C Washington Public Powar Supply Bystam 002-83-968 
03/10/25 SCHUENCER.A Lie anting Branch 2 ip 20976 231 24X 

Ficha 50-397,83/10/25.0311010235 


B311010S90 “program Plan for Port Calhoun Control Room Dasign Ravrlau^ " 
par Buppl i to NLrREO-0737 (Otnafic Ltr BS-33). W/631029 Itr 
JONES, W C Omaha Public Powar District 0L-82''33 83/10/14 

NILLER, J R Optratlng flaactora Branch 3 73pp 20976 177 24X 

FlCiha 90-269,03/10/14,6311010290 


6311010292 Olicuiit! ravitu of commantt ra datalltd control room 
daalgn ravlau program plan par Buppl 1 to NUREO-0737 
Intufficlant info providad by util to datarnin* houi program 
would ba conductad 

D1CK,0 F Oparating Raaetars Branch 5 L60 5-83- 10-069 83/10/31 

WILL1AH8.MH Division of Licanslng Ip 20979 202 24X 

Fichf 50-309, 83/ 10/31 , 631101 0292 


83il01034B Rsquasti Umltad rsviau fa prallmlnarg avaluatlon of 630817 
antrgtncy opsrating procadurtf gsn-aratlon pachaga, par 
NURE9-0BG9.Sactlan 7 1 & Suppl I to NUREa-0737, ba providad 
by 640101 

ZIKNERHAN.S R Carolina Powar 6 Light Co UAF-63-470 63/10/27 

DENTON, H R Off lea of Nuclear Reactor Ragulatlon. Director Ip 
20973 068 24X Ficha 50-324.83/10 /27,6311010346 


6311010351 Foruards safety analycls for sslaction of safety parimatar 
display lys parameters, par Buppl 1 of NUREO-0737. 

JONEBiU C Omaha Public Power District LlC-83-276 83/10/26 

MILLER, JR Operating Reactors Branch 3 4pp 20973 071 24X 

Flche 50-265.83/10/26,8311010351 


6311010373 Informs that active par ticlpation in NFRD8 program fa 
conpliance u/ra qul remants of nau 10CFR90 73 rule satisfies 
requlramsnts of NUREO-0737. I tam IF K 3 17 Bivalopmant of 
separate util program for ECCS outage data redundant 
MILLS, L M Tennessee Valley Authority 03/10/16 ADEN9AM,E 
Licensing Branch 4 3pp 20973 038 24X Ficha 50-390,03/10/26, 

6311010373 


6311010396 Responds to 030930 request that util rastat# NUREO-0737, 
Buppl 1 commltmant dates contained In 630415 ltr fa clarified 
in 830701 ltr 

HARRINGTON, W D Bast on Edison Co. 03-267 03/10/26. VA8SALL0. D B. 

Operating Reactors Branch 2 2pp 20973 290 24X 

Fichf 50-293, 83/10/26. 03 1 1010396 


6311010446 Forwards rsquest for addi info re operating & nalnt 
procedures, emergency operating procidgras & ATWB per Suppl 1 
to NUREO-0737 iOinerlc Ltr 82-33) 

HNICHTON, 0. W Licensing Branch 3 CL-B2-33 03/10/14 MAZUR, D N 

Washington Public Power Supply Syetam 4pp 21008*335. 24X 

Flche 50-500,83/10/1418311010448 


0311010477 NURe<J/CR-3095 

APPLICATION OF ZONE-MATCH 1 NO METHODOLQOy TO INTERACT INO 
8UBMER0ED MULTIPDRT PIFFUSERB 

ERA8UAN, A H , WITTEN, A J Oak Ridge National Laboratory FIN 
0-0168 0RNU/TM^8594 63/10/31 Division of Health. Biting fa 

Waste Management 65pp Available at NRC *4 50 21019 343 


0311010479 NUREO/CR-3260 VOl 

MODULAR FAULT TREE ANALYSIS PROCEDUREa GUIDE Volume 1 - 
Main Raport 

VARNADO, 0 B Sandla Laboratories MORTON. W, . LODNER, P, Scltnce 
Applications. Inc FIN A-1360 8ANDe3-0963 03/10/31. Division 

4if Risk Analysis 63pp 21020 049 


0311010481 NUREO/CR-3479 

eTRATEOlEB FOR SPATIAL EVALUATION DF WINDBLOWN CONTAMINATION 
AROUND URANIUM TAIL I NOB PILEB 

THOMAB, V W , K1M^I80N>R R Battel le Memorial Institute. Pacific 
Northwest Laboratory FIN 0-2370 PNL-4B30 83/10/31 Division 
of Haalth. Biting fa Wasta Management 49pp Available at NRC 
«4 00 21010 255 


8311010405 NUREa/Cfi-3469 

FINITE ELEMENT MOMENT-ROTATrON TEARING CURVE GENERATION AND 
USE OF SIMPLIFIED ELA9T 1C- PLASTIC FRACTURE METHODS FOR 
CRACKED PIPE 0ECTION9 

MACEH,R W . SADIK, 8 EGfaG. Inc FIN A-6449. EGG-EA-6244. 

03/10/31 Division Of Engineering 90pp Available at NRC 
44 50 21000 241 


0311010406 NUREG/CR-3038 

A METHODOLDOy FOR TORNADO HAZARD PROBABILITY ASSESSMENT. 

MCDONALD, J.R Tetas Tach Univ. * Lubbock, TX FIN B-5998. 83/10/31 

Division of Haalth, Biting fa Waste Managamant e9pp Available 
at NRC 44 So. 21009 153 


0311010407 NUREO-0020 V07 N07 

LICENSED OPERATING REACTORS STATUS 8L41MARY REPORT Data As 
Of Juna 30.1903 <Gray Book) 

* Management Information Branch 63/10/31 3?lpp, 21016.308 


6311010409 NURE0>>0675 61? 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON nuclear POWER PLANT, UNITS 1 AND 2 Docket Nos 50-275 
And 50-323 CPaelfit Oas And Electric Company) 

« Division of Licensing 63/10/31 43pp Available at NRC 
44.00 21009 103 24X Flche- 50-275, 83/10/31, 0311010409 


0311010490 NUREG-0714 V02-3 

OCCUPATIONAL RADIATION EXPOSURE REPORT. Th If tain fa Fourteenth 
Annual Reports, 1980 And 1961 

BROOKS, B , HCOONALOiS. , RICHARDSON, E. Office of Resource Managinant, 
Director 03/10/31 64pp Available at NRC. 44 SO 21006.042 


6311020007 NUR £0-0600 ROO 

STANDARD REVIEW PLAN Propoitd N*w Section 5 3 4,Fractura 
Toughneae of Steam Generator And Reactor Coolant Pump 
Supporta 

• Office of Nuclear Reactor Regulation, Director. 83/11/01 32pp 
21043-216 


8311020006 NUREO/CR-3200 V08 

EDDY-CURRENT INSPECTION FOR STEAM GENERATOR TUBING PROGRAM 
quarterly PROGRESS REPORT FOR PERIOD ENDING JUNE 30.1903 
DODD. C V , deeds. W E , SMITH, J H Oak Ridge National Laboratory 
FIM B-04I7 DRNL/TM-8796/V2 03/10/31. Division of Engineering 

Technology 19pp 21023 295. 


8311020009 Foriuardt request for addl Info re revlied licensed operator 
reqval if Ication rept re NURE0-0737i Item I A, 3 1 
CRUTCHFIELD, D Operating Reactors Branch 5, LSQS-83-i0-070 

03/10/31 FARRAR, O.L Commonwealth Edison Co. llpp 21012 206 
24X Flche 50-000,83/10/31,0311030009. 


0311020051 Generic Ltr 83-33 to all licensees of operating reactors, 
applicants for OLa fa holders of CPs ra clarlf ication of TMI 
Action plan Item II K 3 31 Submittal of bounding 
demonstration util satisfy requirements Sve list and. 
etSENHUT, D 0 Division of Licensing OL -83-35 63/11/02 

Consolidated Edison Co of New York, Inc. I6pp 21164.001 24X 

FI CM# 30^000,83/11/02,8311020051 


8311020072 Commante on NURE0-i003 (DEB) re safety Impacts of stsam 
ganarator repair Section on emergency response planning 
should be added fa person-rams annual dose corrected 
V1LLF0RTH,J C Health fa Human Services, Dept of, 83/10/27. 
VAROA, 8 A Operating Reactors Branch 1 2pp 21014 340 a4X 
Flche: 30-261, 83/10/27, 83 i 1020072 



NONDOCKETED ITEMS 


431 


3311020112 FoTttiard* "Analyiis of Habitability of Shoaron Harris Nwclsar 
Potftr Flant Eflitrs«ncy Oparatlon* Facility" h "Analyala of 
Habltab i lity of Bhaaron Harrl» Huclaar Pooiar Plant Technical 
Support Ctr< '* in raspotita to TMI Action Itam 111 A 1 2 
ZimEAHAMiS n Carolina Pouiar h Light Co LAP-ea-503 83/10723 
DENTOW, H R Offica of Nuclear Reactor flogulation. Director Ip 
21014 331 24X Ficbe ^0-400, 03/ 10/23i 831 1020112 


8311020138 Foruiardi safety evaluation & technical evaluation rept re 
rivietir of util 810903 1. 820023 submittals on TMt Action Item 
II B 84 ’*nC 8 Vents " Item considered complete 

STOLZjJ F. Pperatlng Reactors Branch 4 83/10/17 HUKiLLrH D 

Oeneral Public Utilities - OPU Service Carp llpp 21024 239 24X 

Fiche 30-209. 03/10/17. 0311020138 


8311080142 Forwards 8 ER re stagnant flow scenarios & pressurized 
thernai shock based on Info submitted Uj/e21123 Itr Potential 
stagnant flaw candltions adequately addressed Commitment to 
implement UestiniJhouse Owners Group procedures acceptable 
CRUTCHFIELD. D Operating Reactors Branch 3 L303-B3-10-071 

83/10/31 MAIER. J E Rochester Oat «< Electric Corp 2pp 
21010 264 a4X Fiche 30-244.03/10/31.8311030142 


631102017? Requests final submission of radiological effluent Tech 
Specs, using as guidance end Draft 7 of Rev 3 to NUREO-0472. 

•Btd Radio logical Effluent Tech Specs for PWRs ” Revised 
offsite doss calculation manual also requested 
CRUTCHFIELD. D Operating Reactors Branch 3 L803-B3~ 10-073 

83/10/31 VANDEfrIALLE. D J Consumers Power Go 2S2pp 81009:001 
24X Fiche; 30-2334 83/10/31. 9311020179 


0311020233 Forwards BER of licensee camp I lance u/NUREO-06l2. ’’Control 
of Heavy Loads ” Phase I acceptable 

8T0LZ.J F Operating Reactors Branch 4 83/10/23 RODRIQUEZ. R J 

Sacrancnto Municipal Utility District 4pp 21024 089 24X 

Ficbe* 30-3ia. 83/10/83. 0311020233 


—D3iO 170084 TER-C 3306-300 ROl 

Rtv 1 to "Control of Heavy Loads. Rancho Saco Nuclear 
OtneratoT Station.” technical evaluation rept 

VOSBURYiF W . DOrtDEROER.C R Franklin Instltute/FranN 1 in Research 
CfTitsr NllC-03-81-130 03/09/21 SlNOHi A NRC - No Detailed 

Affiliation Given 2Spp 81024 092 24X Fiche 30-312, 83/10/23. 

03 11080833 


8311030071 Forwards response to Items 2a & 2b of DB Vassallo Q30729 itr 
re control of heavy loads Gear durability rating does nut 
meet CHAA-70 requirementi Existing procedures satisfactory 
HUSOLFi D Northern States Power Co 93/10/23 Office of Nuclear 
Raactor Regulation. Director 2pp 21029 009 84X 

Fiche 30 '263. 03/10/23,931103 007 1 . 


B3110300BB Discusses current status of PORV & safety valva position 
Indication sgs per TMI Action Item II D 3 Bys still not 
fully qualified BtW sys will be replac etf, if requlrsd 
JOHNSON. B D Consumers Power Co 83/11/01 CRUTCHFIELD. 0 
Operating Reactors Branch 3 Ip 21031 322 84X 

Fiche 30-235.03/11/01.8311030000 


8311030091 Forwards control room design review program plan per Buppl 1 
to WUREO-0737 for review Plan describes util conduct of 
human factors review of control rooms it addresses how 
previous efforts will be utilized for review 

CLAYTON. P L Alabama Power Co 03/10/31 VARGA. 0 A Office of 

Nuclear Reactor Regulation. Director 2pp 21031 240 24X 

Fiche 90-340.83/10/31.9311030091 


8311030107 Requests eetensinTi of completion dates for NUREO-0737i Items 
II, F. I 2. "Iodine Monitoring." II F 1 6 . "Hydrogen 
Honltaring" & til D 3 4. "Control Room Habitability.” 
committed to in response to Oensrlc Ltrs 02-09 & 02-10 
RYBAK. B Commonueelth Edison Co OL-Ba-OS 03/10/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 9pp 81039 019 
24X Fiche 90 - 000 . 03 / 10/2048311030107 


9311030121 Forwards response to 0ER request for plant-specific info ou 
NURCO-07 37. Items II D 1 A 1. II D ID* "Reliability 
Engineering" re operability of pressurizer safety valves. 

PORVs & PORV block valves, 

TUCKER* H 0 Duka Power Co 03/10/26 DENTDN. H R Office of 

Nuclear Reactor Regulation. Director ADEN 8 AM. E 0 Licensing Branch 

4 Itpp 81039 857 S4X Fiche 50-413.83/10/26*0311030121 


8311030194 Forwards safety parameter display sys (BPDS) 

preimplementation package documents per 830705 & 0413 ltrs, 
Oenerlc Ltr 08-33. NUREfe-0737r Sup p 1 I BER <NURE0-0S33) 

Revleed BPDS BAR will be provided In Feb 1964 

NELBON*R M Illinois Power Co 095O-L 83/10/20 SCHNENCER. A 

Licensing Branch S 2pp 81034 216 24X Fiche 90-461 . 63/ 10/88* 

8311030194 


6311D20276 Comments on NUREO-10Q3. "DEB re Steam Generator Repair 
at HI Robinson Steam Electric Plant. Unit 2 " Harked-up pages 
end. 

CUTTER. A 6 Carolina Power «c Light Co LAP-e3-496 83/10/31 

VARCA .8 A, Operating Reactors Branch 1. lOpp 21010*399 24X 

Fiche. 90-26 1. 83/10/31. 831 1020276 


—0311030199 "Clinton Verification It Validation Plan for Safety 
parameter Display 8 ifs " 

HALLiD Illinois Power Co 83/10/19 26pp 21034 218 24X 

Fiche 90-461. 93 / 10 / 20 . 831 1030 194 


6311020346 Forwards procedures generation package In response to 
Bu^pl I to NUREG-0737. Item 7 2 B 

HCOAUQHYjR U lows Electric Light 6 Power Co NO-83-3969 
83/10/31 DENTOM.H R Office of Nuclear Reactor Regulation. 

Director 17pp SlOlO 116 24 X Fiche. 90-331.03/10/31. 83 1 1020346 


—8311020348 "Guideline for Preparation of Emergency aptratlng 
ProceduTts " 

ZOOK. R L . HANNEN.R Iowa Electric Light It Power Co 83/10/17 
46pp. SlOlO 133 24X Fiche 90-331.83/10/31.8311020346 


6311030497 Forwards Amend 7 to License R-*99. EIA. BER & notice of 
rentuai/nsgative declaration Amend renews OL for 20 yrs 
from date of issuance U/a 8ER 

Eie£MHUT*D G Division of Licensing 83/10/21 HENDR tCKBON. R 
iBua State Unlv . Ames. lA 2pp 21048 289 24X 

Fiche* 90-116. 83/10/21. 031 1020497 


8311030007 NVREG/CR-2472 ERR 

FINAL REPORT ON SHIPP INO CASK BADOTAOE SOURCE TERM 
INVESTIGATION 

« Battelle Memorial Institute, Columbus Laboratories fin B-6012 
BM1-S099 83/10/17 Division of Riek Analysis Spp Available 

at NRC. «9 00. 81049 337 


6311030019 Forwards response to NRC 030902 comments on unresolved 
Item re containment purge/vent review No addl Tech Specs 
er equipment mode warranted Dperability requirament met 
w/coapl lance w/THI Item II.G 4 2 

C0UN8ZL) N 0 Northeast Nuclear Energy Co isubs of Northeait 
Utilities) COUNSiLiH 0, Northeast Utilities A03901. 93/10/27. 

HILLER. J R, Operating Reactors Branch 3 9pp 21026 290 24X 

Fiche: 30-336. 83/10/27. 0311030019 


— 8311030201 "Clinton Safety Parameter Display Bys Parameter Set 
Validation Rept " 

* Illinois Power Co 93/10/28 70pp 21034 244 S4X 
Fiche 90-461. 03/10/28*8311030194. 


— 8311030204 "Humen Factors Review of Safety Parameter Display Sys " 
* Illinois Power Co SLA19 63/10/20 lOpp 21034 314 24X 

Fiche 50-461.03/10/20*8311030194 


—8311030207 "Safety Parameter Display Sys (BPOS) Verification L 
Validation Team Rept on Human Factors Review of BPDS " 

♦ Illinois Power Co 03/10/20 4pp 21034 324 a4X 
Fiche* 50*-461. 83/10/20, 8311030194 


0311030232 NUREO/CR-3266 VOZ 

modular fault TREE ANAL Y8 IB PROCEDURES GUIDE Volume 2 - 
Appendices A»8 And C 

VARNADDiQ D Band la Laboratories HORTON. U * LOBNER* P Science 
Applications* Inc. FIN A-1360 8ANDB3-0763 83/10/31 Division 

of Risk Analysis »32pp. 21094:001 


0311030239 NURE0/CR-326e V03 

MODULAR FAULT TREE ANALYSIS PROCEDURES OUIDE Volume 3 - 
Appendlcpi D*E, F. 0 And H. 

VARNADQ.GD Sandla Laboratories HORTON. H * LDDNER. P Science 
Applications* Inc FIN A-1360. SAND03-O963 03/10/31. Division 

of Risk Analysis, 442pp 21099- 317 


0311030230 NUReG/CR"326a V04 

MODULAR FAULT TREE ANALYSIS PROCEDURES OUIDE Volume 4 - 
Appendix l 

VARNADD.O D Sandia Laboratories HORTON. * LOB NCR. P, Science 
Applications. Inc, FIN A-136t). 8AND03-O763. 03/10/31 Division 

of Risk Analysis. I63pp. 21053.041 


831103D020 IWREG/CR-3297 

REVIEW OF THE CATAWBA UNITS 1 AND 2 AUXILIARY FEEDWATER 
8VBTEM RELIABILITY ANALYSIS 

FRESCO. A.. VOUNOBLOODiR, . PAPAZOGLOU. I. A Brookhavsn National 
Laboratory FIN A-3393. DNL~NURE0-S1679 83/10/31, Division of 
Safety Technology li2pp Available at NRC 44.79, 21092 292 

24X Fiche. 90-413. 83/lO/3ti 8311030020 


B31103024I Forwards "Detailed Control Room Design Review Program Plan 
For Crystal River Vntt 3 Generating Station*" per 
MURE0-D737i Item 1. D I & Suppl t to NUREG-0737 

HESTAFER.O. R. Florida Power Corp. 3F1083-27 83/10/31 STDLZ. J F 

Operating Reactors Branch 4 ip 2i035 112, 24X 

Fiche 90-302.03/10/31*8311030241 
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— B311O30243 "Oaiallsil Control Rooff D-vflgn RavitdJ Program P'lin F(»r 
Cr^ital Rlvar l^nit 3 generating Station " 

* Florida Pohrer Corp 03/10/31 69pp 21035 113 24X 

FlcN*' 50-302*03/10/31 1 0311030241 


S311D30291 Inform* that niAnual lultchover acceptable a« Interim action 
but tfoe* not eatlifg intent of NUREO-0737; Item II K 3 22« 

•Automatic Switchover of RCIC Bg« Suction " Plan* it 
icheduie* for modifying tg'S rei^ireeted within 30 <fag« 

LAINASj O C. Aiflitant Director for Operating Reactor* OL-OS-OS 
03/10/20 PAltRia.K 0 Tennaiefff Valleg Authorltg 3pp 21047 209 
a4X FI Che: 50-259. B3/10/20. 8311030281 


031 1030205 Transcript of 031027 public meeting on progre** r«pt on 
tafetg goal evaluation plan in Wash Ing ton. DC Pp 1-42 
Vliugraphe end 

a Commlsiloners 83/10/27 54pp 21059 22^^ 


8311030300 Inform* that manual cwltchovar acceptable a* Intarln action 
but doe* not iatl*fy intent of NURE0-0737i I tem 11 K 3 22. 

•Automati-c Switchover of RCIC 8g« Buetton " Plan* fy 

ichadula* for moidlfylng tgi requested within 30 dags 

LAIKA9. 0 C Asslitant Director for Operating Reactor* 63/10/20 

HARRIMOTON.W 0 Boston Edison Co 3pp 21049^228. 24X 

Flclia 90-293. B3/ 10 /20< 6311030300 


8311040016 Advise* that 821203 submittal re permanent primary emargency 
aperattons facility meat* habitability tc location 
requirement* of Table I of Suppl 1 to NURE0~O737 
CRUTCHFIELD. 0. Operating Reactor* Branch 5. L S 05-93- 1 J -009 
63/11/02 VANOEUALLEiD J Consumers Power Co 2pp. 21091 206 
24X Ficht. 90<^S5». 83/1 1 /02r 831 1040016 


6311040032 Forward* ''Control Room Oasign Ravlaw Program Plan Rept for 
VC Gummer Nuclear Station." in response to Oeneric Ltr 
82-33 a. NUR £0-0737. Item If D. t 

DlXOffrO H South Carolina Electric it Oei Co 0L-e2-33 93/10/26 

DENTON. H R, afflce of Nuclear Reactor Regulation. Director 2pp 
31091 112 24X Plcho 90-393.83/10/28.9311040032. 


— 0311040039 ‘‘Control Room Design Review Program Plan Rept for VC Sommer 
Nuclear station " 

a South Carolina Flectrlc b Oat Co OL ’-02-33 83/11/01 66pp 

21091 J14 24X Fie he 80-379.63/10/80.6311040032 


0311040089 Forwards SBR documanting staff review of DWR feedwater 
neirle b control rod drive retuTn line noiile cracking batad 
on flURE0-D6i9 b recammendatlnns of NEDE-21021-A 
CRUTCHFIELD. 6 Operating Reactore Branch 9 LS09-B3-t 1-002 

03/11/01 FARRAR. D L C o-mmonu-eal th Edison Co 2pp 21090 133 
S4X Fiche 80-237.83/11/01.9311040059 


— 63lt04’0071 8ER documtntlng staff revlau of DUR feadwater noixle b 
control rod driva return line notsie cracking bated on 
NUREO-0619 b recommendations of N£DE-2i62i-A Present air 
operabed lou-flow control in 0-20'it range acceptable 
* Office of Nuclear Reactor Regulation. Director 63/11/01. Spp 
2I0S0 138 24X Fiche. 90-237. S3/i 1/01. 8311040089 


6311040066 Advises that NRC reviawad util 830414 submittal re 
habitability b location of amergancy operations facility. 
Facility complies ti/Nt/RE0-0737i Supp 1 i rBq.uirements> 

CBUrCHFlELOj D Operating Reectors Branch 9 LSa3-B3-l 1-010 
83/11/02 FARRAR. D L Commonwealth Edison Co Spp 21080:149 
24 X FI C h a • 50-010. 63/ 1 1 /02i 83 1 i 040066 


6311040084 Forwards tvaluation of util response to istuas raised in 
Bection 4 33 of Intagrated plant SAft re ventilation syi 
INURE0-0B26) Proposed mods resolve Isiues satisfactorily 
CRUTCHFIELD. D, Operating Reactors Drench 8, LSO3-03-i 1-008 

63/11/01. COUfJBlL. W O.. Connecticut Yantee Atomic Power Co- 9pp 
21080 201 24X Flcha- 80-213.83/11/01.8311040064 


6311040073 Foruerdt revised responie to NUREG-0737. Item II. D, 3. 
•Direct tndlcetion of Relief b Safety Valve Position 
Ltr dtd 631024 Inadvertently Included erroneous info re 
valve flow indicator module capab 1 lltlei 

HrLLS.L M Ten-neseee Valley Authority 63/10/31. ADENBAM. E, 
Licaniing Branch 4. 2pp. ZtOSi 202 24X Fiche' 90-390. 63/10/31. 

6311040073 


8311040097 Advisfs that 021202 b 630403 submittals r« habitability 
b location of -fmergency operations facility meete 
requirements of Table l of Suppl i to NURE0-07D7 
CRUTCHFIELD. D Operating Reactors Branch 3 LS09-83-1 1-OOB • 

83/11/02 LINDER. F Oairyland Power Cooperative 2pp 21081 077 
24 X Flchi 30-409.63/11/02.8311040097 


B311D4D134 Addl response to FOIA request for three categories of 
recorde re Suppl 1 to NUREO-0737 re emergency offs its 
facility less than 10 miles from plant NRC has not completed 
review of remaining documents 

FELTON. J H Division of Rules and Records 03/08/17 PKiLfPB.HH 
Debevolte b Liberman 2pp 21060 337 


8311040140 Forwards •Control of Heavy Loads at Nuclear Powtr Plants. 
Geabrook Units 1 b 3 (Phast I) " 

KNIOHTaN. 0 N Licensing Branch 3 63/10/14 HARR ISON. R. J. Public 

Bervica Co of New Hampshire 3pp 21066 018, 24X 

Fiche* 90-443. 63/10/14. 8311040140 


—8311040144 EOO-H8-6379 

“Control of Heavy Load* at Nuclaar Power Plant*. 8sabr oak 
Units 1 b 2 (Phase I) “ 

JENBgN.B A EObO. Inc FIN A-6497 83/00/31 NRC - No 

Detailed Affiliation Given 3tpp 21068 021 24X 

Fiche. 90-443. 83/10/14. 931 1040140 


6311040162 Further response to FOlA request for documents re 
probabilistic risk assassment* parformad for facility b 
computer printoute ihowing result* of evacuation time 
• tudlei for facilities Forward* NUREO/CR-2903. W/o encl 
FELTON. J H Division of Rult* and Record* 83/06/10 8H0THCLL. J A 
Hassachusetts. Commonwealth of tp 21096.343 


6311040190 Releaees public version of revised applicant raeponse to SEP 
euppl (NUREO-oasi) re emergency plan 

FELTON. U.H Division of Ruled and Ricordt 03/10/31, Documtnt 
Hanagsmant Branch Ip 21099.277 24X Fiche 90-492.03/10/31. 

e311040{90 


—8311040172 Forwards public version of applicant rasponse to Buppl 2 to 
SER <NURE0-086i) re emergency plan Response will be formally 
Incorporatad into Rev 12 to F6AR 

KOEBTER. 0 L. Kansas Gas b Electric Go KHLNRC 83-136 03/10/21 

DENTON.hr, Office of Nuclear Reactor Regulation. Director. 7pp 
21098 278 24X Fiche 80-402.63/10/31.8311040190 


6311070007 Forward! generic procedures gensratlon packege for tAergency 
operating procedwras, per Oeneric Ltr 02-33 (Buppl 1 to 
NURgO-0737) 

M1LL0.L M Tenneseee Valley Authority OL-02-33 83/10/31 

ADEN8AH, B. (J Llcenelng Branch 4. Ip 21097 267 24X 

Fiche. 80-000.83/10/31, 0311070087 


—8311070103 Generic procedures generation package for emergency 
operating procedures, per Oeneric Ltr 62-33 (6uppl 1 to- 
NURE0-0737J, 

e Tennessee Valley Authority OL-82-33 83/10/31 40pp 

21097 270 *24X Fiche. 90-000. 63/10/31. 031 1070007 


6311070090 Partial retponie to FOIA request for 12 categoriee of 
docvmante re fire-related sub js. Forwards App B document*. App 
A documents available In PDR Review of addl records tubj to 
request in progress 

FELTON, J M. Division of Rule* and Rscordt 03/00/16 80* D, K. 

Public Cltlien Litigation Group Bpp 21066 039 24X 

Flcha* 90-000. 83/09/16.8311070096 


—8301120586 Suggests that NUREO/CR- 1360. 1369. 1370 b 2009 ba sent to all 
licensees for use in review b upgrading fire protection/ 
safety-related eye 

VOLLHER.R Dlviiion of Engineering. 02/12/19 TAVLORtU. 

Division of Reactor Programs (Pre 030103) 2pp 21006:167 


6311070102 Responds to FOIA request for documents re smergency 
operation facllttlee (EOF) being located between 10 b 20 
mllee from nuclear plant b records epproving or denying 
locetlon of EOF at distance greater than 20 miles 
FELTON. U.M, Divislan of Rules and Records. 63/06/10 O'NEILL, J H 
9hewi Pittman. Potts b Trowbridge. 3pp 21069.266, 24X 

Fiche' 90-000. 03/06/18. 6311070103 


■8103310247 Ltr to all licensees of operating plante b holders of GP* r« 
final clarification for location b habitability requirsAants 
per NUReO-0737. Item III. A I 2. "Upgrade Emergency Support 
Facil ittes, Request* confirmation of implementation dates 
EIBENHUT.Do Division of Llcanslng. (JL-01-10. 01/02/10. 

Affiliation Unknown Bpp 21089' 330, 


‘0202120296 Clarifies Commission decision re location b habitability 
crltaria for emergency operations facility. 6 Chilk 010930 
mimo to U Dircks does List acceptanca criteria dlffersnt 
from NUREO-0696. 

ORlHESiD 0 Division of Licsnslng 01/12/10. EI0ENHUT,D, G 
Division of Licensing 8pp. 21009 346 
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— 8311070194 R»qu«iti clarification to Identify source of 8 Raiho» 611016 
guidance re location & hebltebilltg requireoianta for 
imergeticy operatlont facilities Dlv of Licensing ehould 
continue to use Table 2iPage 18 of NUflE<3-0696 
ElSENHUt.D 0 Division of Licensing 81/13/01 OniHES* S K 
Division of Emergency Preparedness (Pre 830103) Ip 21089 327 


— 8311070183 Discusses NRC position on reviews of emergency response 
fecilltlos design plan submitted by 1 ic ensees ■ i n resjianse to 
end Region II 621226 memo 

DEYOUNG* R C Dlrector''s Office* Office of Inspection and 
Enforcement GL-82-33 6 3/04/04 HAYNES* R C Region 1. Office 

of Director O'^RElLLYiJ P Region 3i Office of Director 

KEPPLER*^ 0 Region 3. Office of Director 3pp 210Q9 3lD 


— 8103310247 Ltr to ell licensees of operating plants & holders of CPs re 
final clarification for location (t habitability requlraments 
per NUREO-0737* Item 111 A 1 2* "Upgrade Emergency Support 
Facilities " Requests confirmation of implementation dates 
EIEEMHUT. D 0 Division of Licensing OL-01-10 81/02/10 

Affiliatian Unknown 8pp 210B9 330 


— 8306270461 Requests that licensee be informed of Coevnlsilois approval 
of Util request for exception to emergency operation 
facility location criteria of NUREO’'0737 Proposod ltr end 
for c onsideTetien 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Pott 8301031 83/04/21 EI8ENKUT.D O Division of 

Licensing 3pp 21089 294 24X Flche 90-000.63/08/1816311070102 


— B309SCD184 Forwards response to request for revieu of util 630617 ltr 
re NRC position on SECY^83'*199 Cost figure far mod of 
primary emergency operation facility may be too low 
Isolation of ventilation tys might Improve habitability 
JORDAN# E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/00/03 LAINAe*0 Assistant Director 

for Operating Reactors 2pp 21083 271 24X 

Flche 30-000*83/08/18*8311070102 


831 107D234 Forwards addl info re emergency c lass 1 f i catloTi sys U 
emergency action levels* per NRC 831009 request Due to plant 
deslgn*nQt possible to quantify primary coolant leakage In 
BKceis of Tech Spec limits 

SORENSEN. O C Uashlngton Public Power Supply By i tern 002-83-997 
63/10/31 SCHUENCER.A Licensing Branch 2 Epp 21062:333 24X 

Fiche 50-397.93/10/31.8311070234 


8311070209 Advises o-f special insp program to verify licensee 
comml tments. descr 1 ptloni schaifulee re imp lemantatlon of 

NUREO-0737 Items IT B 3,11 Fd-1-3 L III.D 3 3. per 
NUREO^-0660 action plan 

HURLEY* T E Region 1. Office of Director 83/11/03 CAREY* J J 
Duqueene Light Co 3pp 21062 123 24X Flche 90-334.83/11/03* 

831 1070289 


8311070299 Advises of special Imp program to verify licensee 
comnt tmenti* descr 1 ptions t< schedules re imp Lementatlon of 
NUREO-0737 I terns II B 3* 1 1 F i-1-3 h Ill.D 3 3. per 
NUREO-066D action plan 

HURLEY. T E Region 1. Office of Director 63/11/03 HUKlLLrH D 
Otneral Public Utilities - OPU Service Carp 3pp 21062 126 24X 

Fiche 30-209.63/11/03.8311070295 


— 9311070117 Forwards table listing itatui of emergency operation 
facilities negative consent commission papers* as of 830610, 

Table reflects status of plants not meeting requirements of 
Table 1 of Suppl 1 to NUREO-0737 

PAOANO, F 0 Emergency Preparedness Branch 83/06/13. JORDAN* E t 
Division of Emergency Preparedness & Engineering Response 4Fost 
630103) 4pp 21083 273 24X Fiche 90-000.83/06/18.6311070102 


8311070343 Advises that pressure vessel mail fracture toughness 
analysls.per NURE0-a744* will be submitted 840301* due to lack 
of plant-specific info 

UILLIAHS* J Vt Florida Power Sc Light Co L-a3-540 83/11/01 

E18ENHUT.D O Division of Licensing ip 21063 142 24X 

Flche 30-291. 83/1 1/01 #631 107D343, 


—8311070126 Responds to Dlv of Licensing 630706 memo re raviews of 
amergeney aperations facilities Info requested from seven 
appl i cants /licensees listed on Enel 3. to complete branch 
review Revised ltr 6 lists end 

FAOAMQ. F 0 Emergency Preparedness Branch 83/08/03 
CRUTCHFIELD. D Operating Reactors Branch 3 9pp 21089 277 24x 

Fiche 50-000.83/08/18.9311070102 


B311070410 Notifies that NRC has Initiated special insp program to 
verify licensee commitments 1. actions re ThI Action Items 
ri 8 3.II.F 1-1#1I F 1-2* II F 1-3 8. It! D 3 3 Insps ul 1 1 be 
performed between Oct 1983 & Apr 1983 

HURLEY. T E Region 1* Office of Director 83/11/03 HEIDER.L H 
Yankee Atomic Electric Co 3pp 21067 330 24X 

Fiche 90-029.83/11/03*8311070410 


—8311070129 Fo-rwards table listing status of emergency operation 
facllitlei negative consent commission papers* as of B30327 
Tablt reflects status of plants not meeting requirements of 
Table 1 of Suppl l to NUREO-0737. 

PAOANO. F 0 Emergency Preparednest Branch 83/06/01 JORDAN. E U 
Division of Emergency Preparedness 6 Engineering Response fPost 
630103) 4pp 21083’ 282 24X Fiche 90-000.83/08/18.6311070102 


0311070416 Notifies that NRC has Initiated special insp program to 
verify licensee commitfnents b actions re THI Action Items 
II 0 3#II F 1-1. II P 1-2. 11 F 1-3 & III D 3 3 Intps will 
be performed between Oct 1903 It Apr 1969 

HURLEY. T E Region 1. Office of Director 63/11/03 CbUNSIL. H 0 
Connecticut Yankee Atomic Power Co 3pp 21067 317 24X 

Fiche. 90-213.93/11/03*8311070416 


—8311070133 Forwards table listing status of emergency operation 
facilities negative consent commission papers* at of 830910 
Table reflects status of plants not meeting requirements of 
Table 1 of 9uppl 1 to NUREO-0737 

PAOAND. F 0 Emergency Preperedness Branch 03/03/12 JORDAN. E L 
Division of Emergency Preparedness L Engineering Response CPost 
830103) 4pp 21083 286 24X Fiche 90-000.83/08/18*6311070102 


831 1070423 Discusses special Insp program per NUREQ-066D 
items of NUREO-0737, "Clarlf Icatlon of THI Action Plan 
Requirsmints Imps will be performed during Oct 1983 
Apr 1909 

MURLEV.TE Region I* Office of Director 03/11/07 
Public Bsrvlce Electric 6 Oas Co of New Jersey 3pp 
24X Fiche 30-272.03/11/07,6311070423 


It listed 

UDERITZr R, A 
21067 156 


—8311070136 Forwards table listing status of emergency operation 
facilities negative consent commission papers. as of 830422 
Table reflects status of plants not meeting requirements of 
Table I of auppl 1 to NUREO-0737 

PAGAN O* F, 0 Emergency Preparednest Branch 63/04/22 JORDAN. E L 

Division of Emergency Preparedness 6 Engineering Response iPost 
830103), 4pp. 21089-290 24X Flche 50-000. 83/08/10. 631 1070102 


8311070426 Informs of special onsite insp prayram to verify Uceniee 
Commitments Sc actions for NUREO-0737* Items tl fi 3. II F 1-1. 

II F 1-2* 11. F 1-3 ji III D 3 3 Insps will be performed 
between Oct 1903 I. Apr 1993 

HURLEY. T E Region 1* Office of Director 83/11/03 HURPHY. N P 
Vermont Yankee Nuclear Power Carp 3pp 21067,132 24X 

Flche 30-271.83/11/03.6311070426 


—8311070142 Forwards table listing status of emergency operation 
facilities negative consent commission papers.as of 830419 
Table reflects status of plants not meeting requirements of 
Table 1 of Suppl l to NUREO-0737 

PAOANOi F 0 Emergency Preparedness Branch. 83/04/20 JORDAN# E L 
Division of Emergency Preparadness 6 Englnearing Response (Post 
830103), 3pp 21083 300 24X Fiche 30-000.83/08/18.8311070102 


6311070429 Discusses special Insp program per NURE'Q>-0660 j '^Action Plarv" 
4c listed Items af f^UREa-0737# lar 1 f 1 cat 1 on of THI Action 
Plan Requirements " Insp will be performed by regional 
Inspectors BNL between Oct 1983 - Apr 1903 

HURLEY. T E Region 1* Office of Director. 83/11/03 KANO A. 8 K 

General Public Utilities - OPU aervtca Corp 3pp 21067:147 24X 

Flche 90-320*83/11/03*0311070429 


-8311070143 Forwards table listing status of emergency operation 
facilities negative consent commission paper. as of 630408, 

Table reflects status of plants not meeting requirements of 
Table 1 of Suppl i to NURE0-07a7 

PAOAND. F 0 Emergency Preparedness Branch 83/04/11 JORDAN. E L- 
Dlvision of Emergency Preparedness & Engineering Response CPost 
630103}. 3pp 21083-303 24X Flche 30-000. 83/08/18. 831 1070102 


*8311070148 Requests that licensee be directed to establish backup 
emergency operations facility. per NUREG“0737i Suppl 1 
requirement SECY memo 6 proposed draft ltr end for 
consideration 

JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/04. EIBENHUT* D O Division of 

Licensing Ip 21089 303 24X Fiche 30-000. 83/08/18, 831 1070102 


8311070439 Forward* summary of licenses program far compliance w/ 
lOCFRSO 49 re electrical equipment Important to safety 6 
equipment qualification equipment adequately addressed by 
Jiul 1903 NURE0-03BB rapt 6 response to NUR 80-070 7, Sup p 1 i, 
TAUBER #H Detroit Edison Co EF2-6S. 629, 83/11/01. 

YOUNODLDOD. 8 J Licensing Branch 1 7pp. 21067 267. 24X 

Flche 90-341,83/11/01.0311070439 


8311070640 Informs of completed revie^J of actions taken In response fro 
THI Action Plan Item tl. D 2.2* "Plant Shielding Hods For 
Vital Area Access " Action* acceptable 

VARGA. 8 Operating Reactors Branch 1 63/10/31 STEffART.H L. 

Virginia Electric U Power Co. Ip 21070 3S3, 24X 

Fiche - 30-280.03/10/31. 6311070640 
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831 1080053 "Foruardi Q0n«rlc Hgt Control 6v«- UpdAts for Fourth 

QUArtcr Fy©3 " 

8PEI^<T P ZMvlil'on. o# €af««y Tochnologu 03/ 10/23 MCKNIONT. J 
ftffcordi Sstrvicei r«c<litle« BfAnch ip 21092 18^ 


— 0311080062 ^0«ji#rlc Iitua Hgt Curitrol Sys UpdAtP for Fourth Quarter 

FV03 

« Dlvitlon of Safety Tvchnology Q3/10/23 ]50pp S1072 167 


G3il0BO0S6 Foruardt camAsnts re propoatd iteAit far IncLusfan in AO 
Rept to Cangreti for Third Cuartar Cy03 

DENTOfff H R Office of fluclear Raaetor Regulation* Director^ 
83/10/27 HELTEWCSiC J. D1 rector 'i Offl cr 7pp 21072*043 


— 8310260426 Re^uaiti ravjtu of lilted ttaatiiby 831021> for Incluijon in 
Third Quarter CYe3 AD rapt to Cangren Alio rt^ueiti 
recoreeiendat ion* for other itimi which «h«uld tv eonitdared 
for reporting Praft Third Quarter CYQS rapt tg fjov 1983 
HELTEKESiCJ Olrector '* Of f Ua 83/10/12 PENTOK* H> R Office 
of Wuelear Reactor Regulatlorj Director l3pp, 21072 032 


8311000109 Nl/REO/CR-2970 V03 

HATER 1AL0 BC fENCE AND TECHNO LOOT DIVISION LlOKT-WATOt- 
REACTOR 0AF£:rv RESEARCH PRaORAH Quarterly Progreii Reporti 
v/Ulg-Sep temper 1702 

fiHACK.il J hraonne National Uhoratorg. FIN A^SOii ANL“B2-4t V03 
83/10/31 Plvliion of Accident Evaluation 67pp Sil09.s22 


0311000131 Foruardi i-upplenental info re resolution of NtJRE0''0^l2 
"Control of Haayg Load* at Nuclear Pobrfr Plant* " Rotor 
reforiilifinkent i/ili ta initiated on Unit 3 duriti® Mov 1703 if 
ulU he done on «lte 

BARNES. P.L CoAnanwaalth Edtion Co. 7560N 03/11/03 PEMTONiM R 

Office of Nuclear Reactor Regulation. Director. lOpp 21079 341 

24X f 1 e h e ' 50-294 . 03/ 1 1 /03i 8311080131 


B31J0B0137 Dlicuisei propoidd ehangei to Tech 6p*ci fpr nURKO-OTQ?. 
rtan* 1 A 1 3. "Llbitlng Overtlne* " Ic 11 K 3 3. "Reporting 
of oafetg St Relief Valve Failure* ti Challenge*.*' 

SINCLAIRiU D. Varnont Yanta* Rucleer Power Corp FVY BS'llA 
83/11/02 VASQALLO.O B, Operating Reactors Branch 2 Rpp 
21074*393 24)C Flehe 90-271* 83/11/02. B3H080I3T 


0311000172 NUReO/<R-3276 

oeohorphic controls on the nanaoenent of nuclear naste 

SC^tUHH. 0 A / CHORLEY«R J Colorado Stata Unlv . Ft CeUln*. CO 
03/10/31 Division of Health* Siting it Naete Hanagenent. iSlpp 
21091 001 


831 1080200 For ward t reiponta to Oeneric Ltr 03-28. "Required Actions 
Based on Oeneric In.p I Icat i dm of Salem ATNS Events," per NRC 
831010 request General Operating Procedure OP -10-001 revised 
to addreis post-trip reylfU concerns 

COOK. li. W Louisiana Power ft Light Co OL-03-'2G 83/11/04 

ElfiENHUT. D 0 Division of Licensing 19pp. 21071.242 24)( 

Flche 90-382*03/11/04. 831 lOeoSOO 


8311080209 Forward* SER Pn util 771231 & 800630 reippnsei to 
NUREG ^0737, Item 1 1 B 2 2. "Design Rsvicu of Plant Bhleltfing 
- Corrective Actiani for Access to Vital Area* ** 

Requiremants net.Revlebr complete. 

VARGA, a A Operating Reactors Branch 1. 83/10/26 □"TOOLE. J D 

Consolidated Edison Co. pP New York, me 9pp. 2J072 3-99. 24X 

Flche 90-247*03/10/2618311000207 


8311000241 Forwards "Ditailfd Control Room Design Re view. " summary 
rapt, per 030415 comml taent. Suppl I to flUREO-0737 h THI 
Item 1 D. 1 

WILLIAMS* VW Florida Power ft Light Co L-03-346 03/11/01 

EISENHUTiD q Division of Llcanting Ip 21083 206 84X 

Flche 90-335, 83/11 /Oil 831 1 08 0241 


— 0311000246 "D-ataileil Control Room Design Review." eu/nmarg reft 

s Florida Power ft Lights Go 83/10/31. 400pp. 20083.287 24X 

Flche 90-335,83/11/01,0311080241 


0311000249 Farwardt safety evaluation of util resPensa to NUREQ-0737* 
Item 111 0 3 4* "Contral Room Ksbltahlltt® ** Requlraments 
met. Item resolved. 

VAS0ALLD*D B Operating Reactors Branch 2. 83/10/10 UTLEY. E E 

Carolina Power ft Light Co 7pp. 21072 099, 24x 

F 1 c h e ‘ 90-3 24, 83/ 1 0/ 1 8. 031 1080249. 


831 £000261 Faruards semiannual rept sumnariring progress In 
laplenenting NRC requlr iment* concerning plant mod*, 
identifying change* in Bchedulas A ft B ft fummerltlfig reasane 
for completion date change* 

MCDAUOHV.fl W Iowa Electric Light ft power Co N0-B3-3664 
03/11/03. DENTON, N R, Office of Nuclear Reactor Regulation, 
Director 12pp S1O01.117 24X Fit ha 9O-03l> 83/11/03, 8311080361 


8311000266 Bvppi 1 to Tech Spec Change Request 36, emending Llcenit 
DPR-72, adding oparability ft surveillance requiramentt for 
Aid ft high range* of noble gas effluent monitoriiper 
NUREG-07a7* Item U F t 

WE8TAFER.G R Florida power Corp 3Fi 183-02 83/11/01 

DENTON, MR Office of Nuclear Reactor Regulation, Director. 3*f 
21081 130 24X Flche 50-302, 83/1 1/01, 031 108D366 


0311000280 Provide* info re mods to control rod drive return line !*▼ 
NtJREG-0619 ft NRC 811026 ltr Blind Ispeetacle) flange 
InitAlled during Spring 19B3 refueling outage 
hCGAUOHY, R W lows Electric Light & Power Co NO-03-3740 
03/11/01 DENTON, K n Office of Nuclear Reactor Regulation. 
Director 2pp. 21001 097 24X Flche 90-331,83/11/01,8311090200 


0311000309 Forwards response to 8£R Open Items 3 ft 6 ro Inadequate (e*|, 
cooling (ICC) Instrumentation. Response demonstrates that ICC 
dieplay scheme meets or exceeds NUREO-0737, Item 11 F.2 
requiremani* 

CODKiK W- Louisiana power ft Light Co W3P03-3430 83/10/31 

KNrOHTDN.OLI Llcsnslng Branch 3 4pp 21O0l'2O0 24X 

FI chei 90-302, 83/10/31, 831 1080309. 


0311000311 Forwards "Summary Rept on Detailed Control Room Design 
Revleui of Turkey Point Unit* 3 ft 4 Nuclear Power Btetioti, " 
in response to NUREa-0737. Item I D 1 ft Buppl 1 to 
NUReO-0737 

W1LL1AN9, JM Florida Power ft Light Co L-83-947 03/11/01 

EIBENHUT, D 0 Division of Licensing Ip 21082 135. 24X 

Flche* 90-290, 03/1 1/01, 031 100031 1 


—0311000322 "Su/Miery Rept on Bteailid Control Room Design Review of 
TUTkev Point Unite 3 ft 4 Nuclear Power Station," prepared 
In response to NUreo- 0737, Item 1.0 1 ft fiuppl 1 to 
NllREG-0737 

e Florida Power ft Light Co 83/10/31 900pp 21082 136 2*1 

Flche 90-290,03/11/01,8311000311 


0311080323 AppLieetion for emend to Liceneet DPR-33, DPR-93 ft DPR-60. 
changing Tech dpece to Incorporate new requirement* for 
radiological affluent monitoring , recording ft reporting per 
NifRB0‘^O47^ 

fflLL0. L H Tennesiee Valley Authority 83/10/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 210SL 2129 
84X Fiche 90-299.83/10/27,0311000323 


—0311080327 Prepoied Tech Bpec revs, incorporating new requirements f«* 
radiological affluent moni toring, recording ft reporting in 
accordance w/NUREo-0473 Description ft justlf ieatlon for 
changes ft significant hatards consldaration and 

* Tennestae Valley Authority 03/10/27 I69pp SfOOl 231 2^^ 

FicheJ 90-299,^/10/27, 0311080383 


8311080347 Forward* response to 030702 ltr rs NUREG-0737. 

Item Xll.D 3 4. "Control Room Kahitablllty " Two outstanding 
concern* ra lack of redundancy for isolation damper ft 
emergency supply fan addressed 

WILLIAHS.J N Florida Power ft Light Co L-a3-992 03/11/03 

VARGA# S A Operating Reactors Branch 1 2pp 21078 304. 24X 

F i C h e : 50-290. 03/ 1 1 /03, 83 1 1 080349 


8311000309 aubmits addl infu on CMtaria 2, 10 ft 11 of NUREO-'0737. 
rtem tl. B 3* "Post-Accldent Bampling 8y*, " in response *o 
NRC 830714 request W/one overslte drawing Apertur# card I* 
available In FOR 

KARSKALLiU R ATkansae power ft Light Co OCAN1O0314. 03/10/31 

8T0L2.J. F Operating Reactors Branch 4 MILLFR'J R. Operating 
Reactors Branch 3. 3pp 21078 340 24X FI ch*. 90-313, 03/ 10/31 ■ 

8311000309 


0311800402 Clarifies analysis reqgirsments to rtsolva SER Cpnf Irmetory 
Issue 6, "Containment Ultimata Strength Analysis," per ^ 

030928 telcon Pressure loading developed hy Sendla will be 
applied 

NELfiON.R N. mine is power Co U-0677. 03/11/03 SCHWENCER.A 

Licensing Branch 2 Ip 21078*197 24X Flche: 90-461, 83/11/03, 

0311080402 


8311080406 Advises tHet responses re cooldown following stean gensrei^ 
tube rupture teOTR), proceduree for 8GTR w/failed open safety 
valve ft criteria for isolation of condenser acceptable, per 
83071 S telcon ft 821122 itf 

CRUTCNFietD, D. Operating Reactors Branch 9 L8O9-03-i 1-01 1 

03/11/03. MAIER, J E, Rochester Oas ft Electric Corp, 3pp. 
21077.294 24X Flche. 90-844, 03/11/03, 031 1080406 


— 8311000421 Safety svaloation supporting Hceniea reiponse ra cooldown 
falloiiring steam genirator tube rupture <0GTR)r8GTR w/f ailed 
open safety valve ft criteria for isolation of condsniar. 

BRYANiS Office of Nuclear Reactor Regulation, Director. 

83/11/03. 4pp. 21077.297 24X Flche 90-244, 03/11/03./ 0311080406 
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B3UO0O413 Board Notification 03-173 provides ln#o re TMI-1 reitart 
hearing Review of <9PU consultant rapts documented In end 
Buppl 4 to TMI~l restart safetv evaluation <NURE0-06BO) 
corapleteif N/o end 

etSENHUTi D 0 Division of Licensing 83/11/04 P/^LADINQ« N J p 
OILINSKVpV I ROBERTS. T Commissioners 9pp 81076 001 84X 

F 1 ch a : 80-289. 03/ U /04 . 03 1 1 0804 13 


6311080861 NUREO/CR-334D 

IN SITU AND LABORATORY BENCKHARKINO OF COMPUTER CODES USED 
FOR DYNAMIC RESPONSE PREDICTIONS OF NUCLEAR REACTOR 
PIPINO 

BE2LER.P . eUBUDHi.M . SHTEYNOART. S Brookhaven National Laboratory 
FIN A-322S BNL-NUREO-816BO 03/10/31 Division of Engineering 

Technology 75pp 21111 267 


83110B0471 NURE0“0e37 V03 NOl 

NRC TLD direct RADIATION MONITOR INO NETWORK PROORESB REPORT 
Jinuarv-Mareh 1903 

COSTELLO. F . THOMPSON. T . COHEN. I Rag ion 1, Office of Director 
83/10/31 140pp 81109 048 


B31 1080867 NURED/Cft-'3409 

THE EFFECTS OF ADVECTION ON RADON TRANSPORT THROUGH EARTHEN 
HATERIALB 

ROGERS, VC I NIELSON.K K . MERRELL. G B Rogers Engineering Co , Inr 
FIN BA-2269 PNL-47B9 03/10/31 Division of Health. Siting h 

Waste Management 69pp Available at NRC 44 SO 21111 198 


8311080491 NUREO/CR-3397 

DESIGN CONSIDERATIONS FOR LONO-TERM STABILIZATION OF URANIUM 
MILL TA I LINOS IMPOUNDMENTS 

NELSON, J D I 7QLPE. R L . WARDWELL.R E Oak Ridge National 
Laboratory FIN 8-0379 ORNL-5979 03/10/31 Division of Waste 

Kinagenient 170pp 81109 ISB 


8311060871 NllREO-0040 V07 N03 

LICENSEE CONTRACTOR AND VENDOR INSPECTOR STATUS REPORT 
Quarterg RaportjJulu t9B3-8ep tember 1903 CHhlte Book) 

* Region 4, office of Director 03/10/31 440pp 21110 001 


8311080801 NUREO/CR-3008 

THERMAL ANALVBIS OF LARGE MELT FURNACE - PERFORMANCE 
EVALUATION OF BU8CEPT0R-CRUC IBLE DESIGN 

eiGURDBDN. K B . CHU. T V Sandia Laboratories FIN A-1218 
BAND3i-1268 83/11/30 Division of Accident Evaluation 97pp 

3111S> 078 


0311OBO9O3 lWREO/CR-3339 VOa 

PHYSICS OF REACTOR SAFETY Quarterly Report. Apr ll-June 1983 
♦ Argonne National Uiboratory, FIN A-aoi9 ANL-03-ll VOa 
83/10/31 Division of Accident Evaluation 84pp 21106' 338 


8311080878 NUReO-0780 V17 N06 

NUCLEAR REGULATORY COMMiaBlOW ISSUANCES June 1983 Pages 
1,001-1, 196 

» Divtilon of Technical Information ft Document Control S3/06/30 

207pp aiiea id? 


8311080894 NURE0/CR-a4SS 

AN EVALUATION OF THE NUCLEAR POWER PLANT OPERATOR LICENSING 
EXAMINATION Final Report 

FULLERTON, A H t PEELLE, E . REED, «J H Dak Ridge National Laboratory 
FINE-0780 ORNL/TM-8898 03/11/30 Dl V 1 1 i on Of Fac i 1 1 ty 
Operations I70pp 21113 101 


B3110BOS07 Foruards safety evaluation re C-E Ouinsrs Group response to 
THl Action Item II K 2 17. ‘'Voiding In RCg during 
Transients " Review complete 

MILLER, J A, Operating Reactors Branch 3 83/10/10 GRIFFIN. J.M 

Arkensai Poutr t. Light Co 9pp 21109 383 24X 

Fieh»> SO-360. 03/10/ 18. 831 1000907 


8311090916 NUREO/CR-3043 

OEVELQPHENT OF THE INDUCTIVE RING SUSCEPTOR TECHNIQUE FOR 
SUSTAINING OXIDE HELTB 

COPUa. E R Bendla Laboratories FIN A-1247. SANDB8-2S46 
G3/10/31 Division of Accident Evaluation 64pp 2!112>179 


0311000896 NUREG/CR-2679 VOl 

ADVANCED REACTOR SAFETY RESEARCH QUARTERLY REPORT JANUARY- 
MARCH 19B2 

» Sandia Laboratories FIN A-t0i6 8AND02-O9O4 03/10/31. 

Division of Accident Evaluation 347pp 21107 001 


8311090010 NUREG/CR-3419 

NUCLEAR POWER PLANT CONTROL ROOM TASK ANALYSIS PILOT STUDY 
FOR ODILINO WATER REACTORS 

MOODY. OF , BARKS. D B , OOMER. F. E General Physics Corp FIN 
D-0421 ORNL/BUB/79-404 83/10/31 Division of Facility 

Operations ISBpp 21121 209 


B3110B09S0 HUREG/CR-319B 

THE D7 DEBRIS BED EXPERIMENT 

MITCHELL. 0 W . QTTINOER. C A . LlPINSKl.R J SandU Latoratorias 
FIN A-liei SAND02-OO62 63/10/31 Division of Accident 
Eveluati-Dn 89pp 21112 238 


B31 1080921 HUREG/CR-3a94 

POTENITALLY BlKlYANr RELEASES AT BOILING & PRESSURIZED 
WATER REACTORS 

RAM8DELL. J V . FALETTI.D W . MCLEAN. M A Dattslle Memorial 
Institute. Pacific Northwest Laboratory FIN B-2914 PNL-4761 

83/10/31 Division Of Systems Integration (post 011009). 79pp 
Available at NRC «4 90 21112 001 


8311090926 NUREG/CR-3462 

EXPERIMENT DATA REPORT FOR 8ElilBCALE M0D-2a POWER LOSS TEST 
SERIES (TESTS a-PL-9 AND -7) 

LARBONi R. A. EOI.G 1 Inc, FIN A-603a EOG-2274 03/10/31 

Division of Accident Evaluation. 54pp 81123.001 


0311090945 fAJREO/BR-0091 V09 N2 

POWER REACTOR EVENTS March -Apr 11 1963. 

MASSARQ, B A , TRENERY. 8 E Director's Office 83/10/31 43pp 
21113: 001 


0311OSO993 NUREG/CR-320e 

INTERMEDIATE-SCALE TESTS OF SODIUM INTERACTIONS WITH 

CALCITE AND DOLOMITE AGGREGATE CONCRETES 

RAND1CH,E. . ACTON, R U Sandia Laboratorlee FIN A-1094 

8ANDB3-1064 63/10/31 Division of Accident Evaluation U2pp 

21UV 001 


0311090999 NUREG/CP-0049 V02 

PROCEEDINGS OF THE THIRD JAPAN -US SEMINAR ON HTGR 
SAFETV TECHNOLOGY. 

* Brookhaven National Laboratory. FIN A-3016 BNL-NUREG-91674 
63/10/31. Office of Nuclear Regulatory Research. Director. 409PP 
21100:001 


0311000997 NUREG/CR-3330 

VULNERABILITY OF NUCLEAR POWER PLANT STRUCTURES TO URGE 
EXTERNAL FIRES 

BENNETT, D E Sandia Laboratories FIN A-t8l4. aAND83-U79 
63/10/81 Division of Risk Analysis ASpp 21106 288. 


0311090013 NUREG/CR-3192 

INVESTIGATION OF TWENTY-FOOT SEPARATION DISTANCE A9 A FIRE 
PROTECTION METHOD AS BFECIFtED IN lOCFR SO, APPENDIX R 
CLINE. D D , VON RIESEHANN, CHAVEZ. J H Sandia Laboratories FIN 
A-lOlO BANDa3-0306 93/10/31 Division of Engineering 

Technology t40pp 21121 067 


0311090016 NUREG/CR-3414 

EVALUATION OF TRAINING PROORAMB AND ENTRY LEVEL 

aUALIFICATlONS FOR NUCLEAR POWER PLANT CONTROL ROOM 

PERSONNEL BASED ON THE SYSTEMS APPROACH TO TRAINING 

HAAS.P M , BELBY, D L , HANLEY, M J Oak Rldgt National Laboratory 

FIN B-0466 ORhL/TM-8840. 03/10/31 Division of Facility 

Oparatlons i2Bpp 21120 011 


6311090082 NUnEO/C0-3337 

RELAP9 ABSEBBMENT'LOFT L9-1/L3-3 ANTICIPATED TRANSIENT WITH 
MULTIPLE FAILURES 

BYERS, R K . KhETYH, L N Sandia Laboratorlst FIN A-1209 
8AND83-ia48 B3/10/31 Division of Accident Evaluation I24pp 

21119 001 


0311090028 lfURE0/CR-ai77 V03 

METHODS FOR REVIEW AND EVALUATION OF EMERGENCY PROCEDURE 
GUIDELINES VOLUME III Applications To General Electric 
Plants 

BRINSFIELD.W A , BURNS, E T , MCCLYMONT, A B Wood-Leaver & 

Assoc lates, Inc. FIN A-633I £00-2243 63/10/31 Division of 

Facility Opsratlons 233pp 81119 130 


6311090036 NUftEG/CR-299B 

EXPEDIENT HETHDD9 OF RESPIRATORY PROTECTION 11. Leakage 
Tests 

COOPER, D W . HINDS, w C 1 PRICE, J H Harvard Univ , Cambridge, KA 
FIN A-1042 0AND68-9O94 83/10/31. Division of Risk Analysis 

40pp 21121' 019 


8311090039 NURE0/CR-33B2 

ESTIMATION OF CE8IUM-137 RELEASE FROM WASTE/CEMENT 
COMPOS ITEB USING DATA FROM SMALL-SCALE SPECIMENS 

DAVAl., R , ARQRA.H , MORCDB. N Brookhaven Natlonil Laboratory FIN 
A-3027 BNL-NUREO-91690 83/10/31 Division of Health. Siting & 
Waste Menagement 69pp, 21143 270. 
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B311090091 Ritpondt to op«n l<fintiftt4 1 ti 630903 final 

BVUluatlon of 6£P Topic II-l C* **Pat«rti4l Hoxardi One t» 

N«4irby TTin«por i?ationi Inftitatlona li IrtduttriiB L & KilltaTy 
Focllitiof Exploiion proboblllty inclutfvd conservafcififti 
KRIEOER.R U BouthoTTi California Edlaon Co, 63/10/31 
GRUTChiFIELDi D Oparating Rtactori Brancb 3, 2pp 21102,214 24X 

FI eh* 30-206. 83/10/31. ftsn 0^0031 


0311090088 rAJRE0/CR-2&72 VOS 

aSLOCA OUTSIDE CONTAII^IENT AT BROWNS FERRY U4ZT ONE Vo 1 Una 

S lad Int. Ga* litfltr And hlobla Oaf Olatrlhutlon And Rolaasi 

WiGHNERi R.P, I WE8ER.C F, , WRIOKT.AL Oak Rid^f National Laboritory. 

FIN fi-0493, 0RNL/TH-Bll9/Va 03/10/31 Dlvlflon of Aceldant 
Cvatuatlan, SSOpp SliZO 136 S4X Flehs 90-&3 7. 83/10/31 1 
0311090083 


S3 11 09006 3 NUREO/CR-avfffi 

TN£ USE OF performance 8HAPIN0 FACTORS AND OVANTIFIED EXPERT 
JUDOEMENT IN THE EVALUATION OF HUMAN R EL TAB I LI TV, An Initial 
Appralia 1 

EKBREV.D E Broakhavan Nitlonal Laboratary, FIN A*3319 
BNL-MJREO-31391. 03/10/31 Dlvlflon of Facility GparafeioAf 
79pp 81133 386 


0311090006 NURE0-i014 

SAFETY EVALUATION REPORT RELATED TO THE D4/D3/e STEAM 
GENERATOR DESIGN MODIFICATION 

a Dlvlflon 0 f Ltcanflnp. 83/10/31 l&9pp> AYallabla at NRC 
•6 00 31133:037 


8311090060 fAJREO/CR-3421 

COST/BENEFIT ANALYSIS OF ADDINO A FEED AND BLEED CAPABILITY 
TO COMBUSTION ENOINEERINC PRES BUR I ZED WATER REACTORS, 

CALLUP. D R , CAHAN. E . CHERDACK.R. Sandta Uaboratoriai FIN A-’l309 
83/10/31 Dlvlflon Of Safety Tachnolopy. lASpp, S1S3S‘ £09, 34X 

Ficha, 90-361.83/10/31.831 1090008 


8311090093 MUREO~O60O 804 

TMI-I RESTART.An EvaJuatlotv Of 7ht RHR. BETA Arvd Draft INPO 
Raporbf Ai They Alfacb Rattart Ittuif At Tlirat Hlla Iitand 
Nueltar Station. Unit 1 {Oockat N« 30-887) 

a Dlvlflon of Llcaniing 03/10/31. 163pp. Aval labia at NRC 

•& 00 81141 000 2AX Ficha 30-887.63/10/31^0311070093 


8311090094 NUREG/CR-3179 

THE EFFECT OF BMAtL-CAPACITYj HI0H-FRE88LME INJECTION SYSTEMS 
ON TOUV SEOUENCEe AT BROWNS FERRY UNIT ONE 

HARRINOTON.R M . OTT. L J Oak Ridg* National LatoratDry. FIN 
8-0492 ORNL/TM-8639 83/10/31. OlvUiofi of Accldtnt Evaluation. 
116p|i sms. 849 a4X FI eba: 90-299. 83/10/31. 631 1090094. 


8311090097 NUREC/CR-3274 

JOB ANALYSIS OF THE INSTRUMENT AND CONTROL TECHNICIAN 
POSITION FOR THE NUCLEAR POWER PLANT MAINTENANCE PERSONNEL 
RELIABILirv MODEL. 

SlEGELtA. I . BARTTER. H. D. . FEOERMAN. P J. Oak RtdB« National 
Laboratary FIN B-D461 ORNL/TH-S734. 63/10/31. Dlvlflon of 
Facility Optra tlonf 149pp 81119 803 


0311070100 NURE0/CR-3SS8 

THE SEARCH FOR A HIGH ELONGATION STRAIN GAUGE SYSTEM 
TOTHiR P Sandla Laboratorltf FIN A-1847 8AND03-O349 03/10/31 

Dlviflon of Enplnaarlng Trehnoiogy. 23pp, 8£1S3<309. 


8311090108 NUREG/CR-3406 

RELAP 3 ASSESSMENT? LOFT INTERMEDIATE BREAKS L9-1 AND LB-8. 

ORMAN, J L I KNETYK. L N Sand la Labafatorltf FIN A- 1209. 
SAM0S3-1373 S3/10/3I. Dlvlflon of Accldtnt Evalgatlon. 114pp. 

81143: 137 


0311090108 rfJREG/BR-OOia ROl 
THE HONOR LAM GRADUATE PROGRAM 

« NRC - No DttaUtd Affiliation Given. 83/11/03. 18pp. Stl88'876 


8311070148 )f/RE0/CR-34il 

CONTAINMENT INTEGRITY PROGRAM QUARTERLY REPORT OCTOBER^ 

DECEMBER 1968 

BLEJWAB^T. E . HORSCHEL^ D 8. « JUNGiJ San if la Lab orator L at. FIN 
A-1847 6AND63-1481 83/10/31 Divlflqn of EnQlnirPlna 

Ttcfinology. 48pp. 81122 880 


0311090203 Forwardf 8ER baitd on tachnical avaluttlon ript ra RCB 
vtnti NUREG-0737« t t II D 1 actlonf conplatad battd on 
rtqulramtntf of 10CFR90. 44Cc ) (3J Clll ), 

CRUTCHFIELD^ D. Operating Reactorf Branch 9. L98 9-83-1 1-017. 

83/11/07 VANDEWALLEr 0. J, Coniuxiarf Po-wtr Co. 7pp, 81109 0^7 
24X FI C h t , 90-299. 03 / 1 £ /07 . 83 1 1090203. 


“8304080387 TF-394/OaiaA 

^Selected Oporattng Reactorf Iifuts Program 11. RCB Vahta 
(NUREG-0737. Itaa II B Dj** final technical avaluation rapt 
HELD/J T Energy. Inc. * Lawrence Livermore Laboratory PIN 
A-0a90 TAC 44394 63/03/08 ALSERTHAL.O Dlvlflon of 

Llcenfing App. 21109 084, 24X FI phe 90-299, 83/11/07. 0311090803 


8311090890 Requeatf Rev 1 to **Bafaty Parameter OlfpUg Sgf 
lApleiaentatlon Plan.** be wlthbald from public diicloiure per 
10CFR8 749 

WILLIAMS. J Cincinnati Oat L Electric Co L0Z-B3-0164. 83/09/30 

DENTDN.H R Office of Nuclear Reactor Regulation. Director 6pp, 
81078.013 S4X Flchf 90-398.63/09/30.8311070290. 


8311070338 Forward i IE Intp Reptt 90-268/03-17 & 90-306/03-18 OTi 
830719-23 No noncompllanci noted 

PAPERIELLD.O J Region 3. Office of Director 83/10/87. 
LARSON. C E Northepn Statet Power Co Spp. 81104.874. 84X 

Ftcfie. 90-882. 83/10/87. 6311090322 


—8311090326 IE Infp Rapt# 90-888/63-17 «< 30-304/63-16 on 830917-83 Ho 
noneompllanct noted Major artae Impacted radiation 
protection program for operation & refueling. Including 
erganliation. training* advance planning ft ALARA, 

HUETER.L J. I ORANT.W 8,* OREGER.L R. Region 3. Office of DlrecUr 
90-304/83-18. 83/10/29. lOpp 81104' 878, 24X 

Flche: 90-888, 03/10/87.6311090382 


0311090389 NUREO/CP-0049 VOl 

PRDCEEDINOa OF THE THIRD JAPAN - U. 8 SEMINAR ON HTOfi BAFSTY 
TECHNOLOGY 

» Brookhaven National Laboratory. FIN A-3014 fiNL-NUREG-91A74 
83/10/31. Office of Nuclear Regulatory Rafaarch. Dirac tor 3kOfO 
21 148' 001 


0311070482 Forward! tafaty avaluation finding that NUREG -0737. It ta 
C1.K.3 2 tatlffled u/exiftlng PORV eafety valve & reactor 
high prefiura trip letpolntt Automatic PORV Ifolatlon lye 
(Item II K. 3 1) not required. 

STOtZ. J F Operating Reactore Branch 4 83/10/84 RODRIGUEZ* R J 

aaeramanto Municipal Utility Dlftrict 3pp 81144 072 84X 

Flcfie, 90-312, 83/10/24. 63 1 1090428 


0311090433 Forward* 6ER denying 830124 application for lictnfe amend 
to modify currant meteorological monitoring ine trumentat ion 
Propoial would unacceptably relax min number of chennelf 
pTOffontly eftabllfhed Inotrumentation tablee end 
VARGA. 8, A. Operating Remciort Branch 1 63/10/21 CLAYTON, F.L 

Alabama Power Co, Spp. 81123,393. 24X Flche. 90-348. 63/10/21, 

8311090433, 


— 8311090438 6ER denying 831024 application for llcenee amenif to atodCfy 
current meteorological !< turvalllence inttrumentatlon. 

Ouldtllnet In auppl 1 to NUREO-0737 ihduld be utllltad 
a NRC - No Detailed Affiliation Given. 83/10/21. 4pp. 

21183 398 84X Flche. 90-346,63/10/21. 6311090433 


0311090-443 Foruardf fefety evaluation accepting llcentee act lone 
<endarflng C-E Ownert Group rept) to comply w/NUREG-0737, 

Item IX.H.2 17 ra voiding In RCS during tranftent* 

HILLER. J.R Operating Rtictori Branch 3 63/10/81 C0UN81L. l/. G, 

Northtaet Nuclear Energy Co (tube of Northeait UtlUtltf )• 9fp 
21183 330 24X Flche* 90-336, 63/10/81. B3U090443 


031 1090447 Forwardf 0ER ra llceniea aetlone (endorelng C-E Ounerf Group 
reptJ to comply w/NUREG-0737. 1 tern II, K 2 17, "Voiding in RCB 
During Traneientf. ** RequlTimantt met for facility 
HILLER, J R Operating Reactore Branch 3 B3/10/84 lUNDVALL, A. E 

Baltimore Oat E Electric Co. 7pp. 81182 388 S4X 
Flche: 90-317, 83/10/84, 831 1090447. 


0311090493 Forwardf draft 8ER re poet-accident templing t y*' NUREG-073fj 
Item ZI. B, 3. Eight of 11 criteria met Required Info or 
juetlf Icetlon for not meeting criteria requeitad within 49 
deyt of racelpt of Itr 

HILLER. J ft, Operating Reactore Branch 3, 83/10/81. oARRITYiJ. H 

Haln* Yankee Atomic Power Co, llpp 81141 337 24X 

Ficha. 90-309, 03/10/21,8311070493 


8311100038 Forwardf topical rept evaluation of XN-NF-Sl-aZ. ‘'Generic 
Statlftical Uncertainty Anelyclt Method, " Methodology 
accapta ble for affttilng thermal margin In Blffi. w/noted 
reatrlctioni 

THOMAS. C.O Standardization tt Special Projectf Branch 83/10/8S 
CHANDLER* J C Eicon Nuclear Co , Inc. (tube of Exion Carp ) Ip. 
81149) 170 


—0311100039 Topical rapt evaluation of XN-NF-Bl-aa, "Generic Btatiftlcil 
Uncartalnty Analyelf Method." Rapt acceptable w/noted 
r eetrlctlone. 

* Cora Performance Branch, 83/04/30, 7pp. 21147 179 
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8311100109 NVJflEO-0403 V03 N09 

BYBTEMATJC EVALUATION PROGRAM 8TATU8 BUMMARY REPORT A» 

Of Btptimbvr 30 r 1933 (Buff Dook> 

■t OPfIc* of Nucl0Ar Reactor RegulAtlorii Director 63/10/31 76pp 

allot 169 


3311100119 NUREO/CR'3443 

TRUflT-ll utility package PARTIALLY SATURATED SOIL 
CHAHACTERIZATIQN. GRID GENERATION AND ADVECTIVE TRANSPORT 
ANALVBIB. 

MCKEONi T J i TYLERrS U i MAYER<D » Battelle Memorial Inetitutti 
Pacific Northujaet Laboratory FIN 6-2370 PNL-4309 63/09/30 

Dlvllion of Ha«lthf Biting U Uaote Management I39pp Available at 
NRC *3 90 21191 033 


3311 1 001 aa NUflE0/CR“313a 

AN APPRAISAL OF NUCLEAR WASTE ISOLATION IN THE VADOSE ZONE 
IN ARID St 8EM1-AR1D REGIONS (With Emphatle On The Nevada 
Tait Site) 

WOLLENBERO.H A i WANO< J 6 . KORQIN^G Leturinca Berkeley Laboratory 
FIN B-3109 93/10/31 Dlviilon of Watte Management 140pp 

Available at NRC «9 90 21190 243 


3311100123 Reapundt to 630202 Itr endoning BWR Omnert Group potltlan 
or NUREO-O/a? W tern II E 4.2<7>i ‘'Containment Isolation on 
High Radiation " Position unaccep tab lei bated on end 
•valuation of 8UR Guinare Group paeltlon 

VASSALLOi D. B Operating Raactort Branch 3 83/10/17 UTLEYi E E 

Caralina Power St Light Co 9pp 21190 QOl 24)( 

Fichf S0-32Ai 83/10/17i 8311100123 


6311100164 Forward! responte to B30919 request for addi Info ra control 
rooR habitability per NUREG-0737r Item HI D 3 4 Si Bupp I 1 to 
NUREg'0737 

ZlHMEftMANiB R. Carolina Power S. Light Co LAP-83-499 03/11/04 

VAROAiS A Operating Reactors Branch 1 6pp 21137 023 24X 

Fiche, 90-26ii e3/ll/04» 831 1 100164 


63U10O162 Forwards 6ER rt NUREO-O737i Item It B. 3i "Post-Accident 
Saapllng Sysi « bated on 820606 submittal Response providing 
addl Info to resolve open items requested within 60 days of 
Itr receipt 

CRUTCHFIELD. D Operating Reactors Branch 9 1809-83-11-012 

83/li/03> LlNDERiF Dairy land Power Cooperative IBpp 21139 300 

S4X riche 90.409.83/11/03.8311100162 


B311l'0O229 Forwards lE Intp Repts 90-387/83-21 li 90-388/03-14 on 
• 630010-1002 li notice of violation 
STARtWTECKl » R Division of Project Sc Resident Proprani 03/10/27 
KENYON. 6. D Pennsylvania Power 6 Light Co 4pp 21126,000. 24K 

Flchi. S0-3B7. 93/10/27.8311100229 


—8311100234 IE Insp Repts 90-387/63-21 6 90-380/03-14 on 030810-1002 
Major areas inspected, nelnt S< surveillance observation! 
prtoperat&onal test witnessing! operational verification, 
open Item! plant status Si Unit 2 TMI action plan items 
RHOADS. 0 ! MCCANN. J, Region 1. Office of Director MCCABEiEC. 
Division of Project Sr Resident Programs 90-386/83-14 83/10/16 

19pp. 21126 094 24X Fiche 90-307. 83/10/27. 6311100229, 


6311100239 Forwards supplemental response to Outstanding Item 3 
"Backfill Natl Specs" 8< Confirmatory Issue 1 "Foundation 
Stability Data. " contalnad in 6ER <NURE0-t002> 

SWARTZ. E D Common wealth Edison Co, 79B0N 03/11/07 DENTON. H R 

Office of Nuclear Reactor Ragulatlon. Director 4pp 21134 009 
24X Fiche 90-496. 83/1 1/07. 0311100239 


6311100236 Advises of review of util 821203 Sr 630601 lubmlttals re 
habitability i, location of emergency operations facilltyiper 
Table 1 of Buppi i to NUREO-0737. Fac lllty complies w/ 
raqulraments 

CRUTCHFIELD. D Operating Reactors Branch 9 LSOg-BS-i 1-029. 
63/11/09. VAndEWALLE.D J Consumars Power Co 3pp. 21134 006 
84X Flcha. 80-195.03/11/09,8311100236. 


0311100281 Requasts review of NUREO/CR-3397. "Design Cons id ere t ions for 
Long-Term Stabilization of U hill Tailings Impoundment." per 
telcon request WG requests comments within 1 wk 
OnoeLSEMA. D. H Energy. Dept of, NE-24 83/10/20 MORLEY. vP 

Energy! Dept, of tp 21194 033, 


8311 100339 Forwards Amend 3 to License R-09. safety evaluation 
(NUREO-lOlO)f notlcB of renewal 8< negative declaration U 
EIA AMand renaus OL for 20 yrs from date of issuance W/o 
NUREO 

ElBENMUTi D. 0. Division of Licensing 83/11/04 CLARKi D D Cornell 
Univ.! Ithaca. NV, 4pp 21193.186 24X Fiche* 80-097. 83/11 /O#. 

8311100339 


6311100391 Forwards safety evaluation of utH 030128 response to NUREG- 
0737. Item 1 1 D 3. 'Tost-Acc 1 d ent Bemplitig 8ys. " identifying 
three unretolvad items It requesting add 1 i nf o/commltments 
Raspaitae due in 60 days Guide for preparing procedure end 
VA&aALLO.O B Operating Reactors Branch 2 03/10/29 UTLEY. E E 

Carolina Power & Light Co ilpP 21194 142 24X 

Ficha 90-324,03/10/29.8311100391 


— 8311100392 "Post-Accident Sampling Guide for Preparation of Procedure 
to Estimate Core Damage " 

a NRC- No Detailed Affiliation Givan 83/10/29 9pp 
21194 193 24X Fiche 90-324.63/10/29.8311100391 


8311100399 Responds to 031(304 request for release of unavailable 
portions of NUREG-1020. "GPU v# D&W Lawiuit Ravi aw 8. Effect 
on Ttil-1 " Request denied pending completion of 
investigat ion 

PALLADINO. N J Comml se loner s 83/10/27 DIECKAMPrH Oeoerai 
Public Utilities - GPU Service Corp Ip 21194 136 24X 

Fiche 90-209.83/10/27.6311100399 


031 11 10025 Responds to FOIA request for five catagorlas of records re 
proposed revs to 10CFR20 & evaluation of occupational 
iiposura to radlatioh at nuclear power plants during CY02 
Forwards documents 

FELTON. JH Division of Rules and Records 83/07/29 KAYBERRY, S 
Critical Hass Energy Project 9pp 21160 329 24X 

Fiche* 80-000, 63/07/29. 831 1110029 


—83-01060401 Discusses bloassay of If based upon metabolic parameters 
from lCRP-30 Results of calculations using parameters of 
ICHP-30 modal In connection w/modifled version of computer 
sub-routines given in App B of NUBEO-0374 end 

NEELtR B Occupational Protection Brench 62/12/16 RAKER, R £ 
Health Effects Branch 11pp. 21161 282 


—8311110036 NUREO-0B74 DRFT 

Graft "Internal Dosimetry Model for Application at U Mills " 
ALEXANDER. R E . NEEL. R. D NRC - No Detailed Affiliatlan Given 
83/09/21 200pp 21161:002 


8311110096 Notifies of completion of plant shie 1 d Ing, control room 
habitability, single channel reset tc reactor cooling water 
tys study living schedule Issues, per 630601 commitment 6 
NUflEO-0737. Items 11 B 1 1 HI 0 3 4 

VAJfOEWALLE, 0 U Consumers Power Co 63/11/07 CRl/TCHFIELD, D 
Operating Reactors Drench 9 3pp 21146 229 24X 

Fiche 90-199. B3/lt/D7. 631 11 1009B 


631 1 1 10099 Forwards response to questions L clarifications requested in 
Franhlin Research Ctr 620818 draft technical evaluation rapt 
re NUREO-0612, "Control of Heavy Loads " 

KAY. J A Yankee Atomic Electric Co FYR 83-93 63/11/04 

CRUTCHFIELD. D Operating Reactors Branch 9 33pp 21146 196 24X 

Fiche: 90-029, 83/ 1 1 /04. 63111 1 0099 


8311110061 Commente on three unresolved criteria re NUREO-0737. I tern 
II 9,3* "Post-Accident BampLing 0ys." per B3G922 Itr 
Proesdure to estimate extent of core damage based on 
radionuclide concentrations will be completed by 640601. 

B0ReT,F J Public Bervlce Co. of Colorado P-B3352 83/10/28 

MADSEN* G L Region 4. Office of Director 2pp 21148 336 24X 

Fiche* 90-267. 63/10/20. 831 1 1 10061 


6311110119 Documente basis far conclusion that rail Sc girder may be 
removed safely from temporery heavy lead eicluelon area 
Girder will be seciirrit w/safety lines while being lowered & 
transported within ttcluslon area 

TRAMMiT R Commonwealth Edison Co B3/tl/D7 DENTON.H R Office 
of Nuclear Reector Regulation, Director Ip 21149 002 2451 

Fiche: 90-000. 83/1 1/07. 0311110119 


0311110130 Informs that new klviag schedule will be developed to 
revise 630601 commitment dates for remaining integrated 
plant safety assessinent rept open issues Improved stack gat 
monitiirlng sys will be installed by 831S31 

VANDEHALLE, D J Consumer i Power Co. 83/11/07. CRLfTCHFlELD. D, 
Operating Reactors Branch 5 2pp 2ll49>344 24X 

Fiche 90-199.63/11/07.8311110130 


031 1 110133 Forusrds response to Subsection 3 Ik 3 1 1. Buppi 5 to 8ER re 
lists of equipment in NUnE(3-0737i noneafety saf sty-rel atsd 

electrical equipment 4^ post-accident monitoring equipment 
Issues should be closed out 

COOK,K U Louisiana Power & Light Co N3Fe3-2O09 83/11/07, 

KNIGHTON. G N Licensing Branch 3 3pp 21147 212 24X 

riche; 90-382.83/11/07! 831 1110133 
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8311110136 Porwarils "l>al.all«d Contra! Roodi Dxigri Rev^fem Program Plan 
for Ptach Bottom Atomic Pouar 8tatlon4 ’* in rvtponta to Sup pi 
1 to NU|}£0-0737» ”RP(tuir«oitnts for Em^rgoncg R>«papi» 

Capahllltg COanarU Ltr 82-33!” k aanaric Ltr 83-10 
PALTflOFF. S L Phllarfalphla Elactrlc Co 0t*-aS-33 83/10/31 

ElseNHuTrD 0 DlvKton o^ Ltcsnflng Spp 21148 040 S4X 

FI eh* SO-277,03/lO/3K 83111 10136 


— 3311110140 '^Oatailad Control ftoont Pttign Ravla^ Program Plan for paach 
Bottom Atonic Power Station*'* In cann«ctioti w/Buppl 1 to 
NUREO-0737* "fiaqtilroflinto for Emarjancg Retpontv Capability 
<0*n»rlc i^tr 82-331" & Oonartc Ltr 93-18 
* Phlladflphla El *c trie Co- OL-82-33 33/10/31 78pp 

21148 042 24X Ftcha 90-277*83/10/3148311110136 


8311110147 Forward* retponi* to Oanaric Ltr 83-28* "Raqulrad Action* 
Based on 0cn«ric Implications of Salem ATH8 Event* " 

Rsapeinta to 8uppl 1 to NUREO-0737 re aaiargency raspOnt* 
capability alto one 1 

KUNCL.L & Ntbraslia Public Power District. OL -83-28 83/11/04 

EtSEMHUT/D Q Division of (.leensing I24pp. 2U47 876 24X 

Pich* 90-298*83/11/04.0311110147 


6311110190 Forward* anatycii of auto-natlc dspra* surl cation sgs logic 
change in respontt to Wl/RE0“O737f J tan II K 3, 18 End 
bgpasi timer setting juttlfietf 

RyBAK*B Commonwealth Edison Go 7996N 83/11/02 DENTON. H R 

Office of Nuclear Rfoctor R«gulationi Director 6pf 21149'329 
24X Flcho 90-000* 83/11/02. 831 ItiO ISO 


G311110S10 Forward* safety evaluation r* revlatj of 801222 responsa to 
generic itr re K|UREO'*06i2 Quideline* satisfied & Phase I 
aeceptab 1 « 

OASSAL.LD, D 8 Operating Reactor* Branch 2 83/10/31 PlLANT.JH 

Nebraska Public Power District 2pp 21199.261 24X 

F 1 C h e : 90 -298* B 3 / 1 0/3 1 * 03 1 1 U 0210 


— 8311110211 Safety evaluation supporting util action* re miRE0-06l2 on 
control of heavy load* 

a NRC - No Detailed Affiliation Olven 83/10/3J 2pp 
21189263 24X Fiche 90-298.03/10/31*8311110210 


8311110324 Forwards for review 6 commeiit. draft IE info notice based on 
NU0EO-O969* "Rept of NRC Evaluation Team on Quality of Const 
at Zlovner Nuclear Power Station " Comment* received by 
B3081Q will be considered in final rev 

JORDANj E L Division of Enargarcy Preparednese 6 Engineering 
Reiponss CPost B301031 83 / 08/08 HiLLETT.-J C. Reactor Controis* 

Inc 7gp 21195,341 24X Fich* 90-398*83/08/08^0311110324. 


8311110326 Notice of availability of FE8 <NUREO-O9251 for Teton 
pro letrt 

SlIlTNiR D Uranium Recovery Field Office 83/00/24 2p0 

21199 339 


BDllMOOClS Forward* comment* on draft "Review of NRG Handling of 
Potential Otnerlc Safety Itsi/e* Identlflad as Result of 
Operating Experience " Marked-up draft also end Support 
needed for continued Operation pending istus resolution 
DENTONrHR Office o# Nuclear Reactor Regulation* Director 
83/10/31 HELTEMEB.C J Director's Office 39pp, 21 IBZ 059 


—8311140008 Forward* draft "Review of Handling pf Potential OsnsrlC 
Safety Issue* Identified ae Result of <Opsrating Experience," 

Comments due by 031026 

HEUTEMEB, C j Director's Of fies 03/10/10 DENTON, H R Office 
of Nuclear Reactor Regulationr Director DAVI&*«;G Office of 
Nuclear Material Safety 8( aefeguard*. Director dEYOUNO* R C. 
Director's Office* Office of Inspection end Enforcem-ent 2pp 
21 182: 098 


— 0311140031 Draft "Revteu of NRC Handling of Potential generic Safety 
Iifuee Identified a« Result of Operating Experience 
HEUTEHES. C J , IPPOLJTO.T A Director's Office 83/lo/iG 32pp 
21182 090 


831 1140015 Forward* "Control of Heavy Load*. Bruniwlct Unite 1 & 2." 
draft technical evaluation rapt Response to open Items 
identified In rept due In 60 days. 

VABSALLQiD B Operating Reactor* Branch 2 8 3/11/03 UTLEYiC. E 

Carolina Power Sc Light Co 3pp 21162 269 S4X 
FI c h e 90-324* 83/ 1 1 /03* 831 1 1 4 0019. 


— 8311140017 TER-C9257-64/69 DRFT 

"CoTitrol of Heavy Load* * Bruniwlek Units t 6 2i ** draft 
technical evaluation rept 

HOPKIM*! FranlliTi Initltute/Frankl in Research Center. TAG 079/6 
82/07/09 CLEtlENSONiF NRG - No Detailed Affiliation Given 
32pp. 21162 268 24^ FI che 50-324. 83/1 1/03. 831 1 1400I9. 


8311140098 Staff reqdiT'ements memo re 831027 meeting in Nath Ing ton* DC 
to receive progress rapt on safety goal evaluation plan 
Commission req^uasted that draft PRA ref document be provided 
6 that Commission be kept informed 

CHILK. 8 J Office of the Secretary of the Commission, N831027 
93/11/02 DIRCKB*N U Office of the Executive Director for 
Operations Ip 21163 102 


8311140189 Forwards safety evaluation based on util submittal ra TMt 
Action Flan Item II D t. "Safety & Relief Ualve Teeting. '< 
Requirements met 

VASBALLO.D B Operating Reactors Branch 2 83/10/31 UTLEYiE E 

Carolino Power 6 Light Co I7pp 21164 090 24X 

Fiche! 90-324.83/10/31.8311140189 


8311140195 Forwards generic evaluation (NURE0-t014) of mod to 
Uestlnghouse steam generators D4/D5/E hod aeceptab l« 

Modified steam genaratori can b# oparated at lOOX design 

capacity. pending p lant-tpec 1 f Ic verification U/o end 

NOVAK* T M Assistant Director for Licenelng 03/11/01 UTLEYiE E 

Carolina Power 6 Light Co 2pp. 21164 068 24X 

Flchi. 30-400I 83/11/01*8311140199 


0311140199 Agree* w/NRC position r* SSE & 0B£ assigned in 8ER 
<NURE0-099n 

MAXWELL. J C Maxwell* U C 83/10/10 KERR. N ACRB - Advisory 
Cammlttea on Reactor Safaguard*. Ip 21164 079 


0311140231 Summary of Joint Indian Point 6 Reliability 6 Probah 1 1 lst( * 
Aeaessment Bubcommlttee 830706 meeting in Hashing ton* DC re 
safety goal evaluation plan 6 plan to resolve Unresolved 
Safety isiue A-17 

» ACR8 - Advisory Committee on Reactor Safeguard* 03/07/29 
ACRE Advisory Committee on Reactor Safeguard* 22pp 21164:123 
24X Fiche 90-000*83/07/29*8311140231 


6311140298 Forward* NRC generic avaluation (NUREO-1014) re mad tO 
Heetinghousc steam generators D4/D9/E. Hod acceptable. pending 
plant-epeel f Ic verification 6 documentation of safety 
analyses. H/o and 

NDVAK.T M Assistant Director for Licensing. 03/11/01 TUCKER* M B 
Duke Power Co 2pp 21164 339 24X Plche 90-414.83/11/01. 

6311140298 


8311140299 Forward* NRC generic evaluation <NURE0-1014) rS mod to 
Hestlnghouse steam generators D4/D9/E Hod acceptable. pending 
plant-specific verification 6 documentation of safety 
analysee N/o end 

NOVAK* T.M Assistant Director for Licensing. 83/11/01 OARY* R J 
Texas Utilities Generating Co 2pp. 21164 341 24X 

Fiche- 90-449, 83/11/01 * 031 1 140299 


8311140300 Forwards NRC generic evaluation (NUR£0-iQl4> re mod to 
Meetinghouse steam genarators D4/D9/E, Mod acceptable. pending 
plant-specific verification 6 documentation of safety 
analyses H/o end 

NOVAK. T M Assistant Director for Licensing, 83/11/01. DPREA.O H 
Houston Lighting 6 Power Co 2pp. 21164 343 24X 

Fiche. 90-490* 03/1 1/01 . 031 1140300. 


8311140301 Forwards NRC generic evaluation (NUREO-10141 r* mod fro 
Mestlnghousff steam gansrator* D4/D9/E Mod acceptable* pending 
plant-epsclfic verification St documentation of safety 
analyse* H/o end 

NOVAK, T M Assistant Director for Licensing. SS/il/Ot. FAfiflAR. D, L 
Oommonwealth Edison Go 2pp. 21164.345 24X Fiche 90-494* 

83/11/01.6311140301. 


8311140302 Respond* to 030919 ltr reduestlng that Question 240 Si t« 
rescinded Sc site drainage plan be reviewed per BRP. 

NUREO~‘OBOO Request denied, at question reflect* valid safety 
concern 

NPVAK.T. M Assistant Director for Licensing. 63/10/31. TUCKER, H.il 
Duke Rower Co 9pp 21164 347 24X Fiche- 90-413. 83/10/31* 

8311140302 


8311140383 NUREO/CB-SAl? 

experiment ANALY0IS AND SUMMARY REPORT FOR LOFT ATW8 
experiments U9-3 AND L9-4 

ADAMS. s/.P E060/ Inc FIN A-604e EOO-2267 03/11/30, Division 

of Accident Evaluation, 60pp 21183 119 


8311140306 Forward* SER based on util submittals 6 LLL technical 
evalumtlon rept re NUREO-0737. Item II B 1* "RGB Vents," 

Vent *ys acceptable 

STOLZtU, F Operating Reactor* Branch 4 83/11/03 TUCKER* H.B. 

Duke Power Co lOpp 21167143 24X Fich*' 90-269* 63/11/02. 

83X1140360 
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6311140419 Foirutrdi E0l!<0 '*Control of Loads at Nuclsar Pouar 

piatit«i Suiqtithanna Staani Eloctric StationiUnlt S (Phafto Dp" 
iffchnlcal evaluation rapt t* 8ER r« util reiponaa 9ER mill 
incorporatfid in future suppl to NUflEO-0776 
6CHWENCER,A Llcanalng Orancft 2 63/10/31 GURTlSrN 14. 

Ptnniy 1 vanla Pouer it Light Co 8pp 21167 032 24X 

fltha 30-360,03/10/31,0311140419 


—6311140421 BER lupportlng util reiponsa to NUREO-O612i ^^Control of 
Haavg Uoada " 

* NRC - No DataiUd Affiliation Given 63/10/31 3pp 
81167 094, 24X Fiche 90-309,63/10/31.0311140419 


— 6310310199 '‘Control of Heavtj Loade at Nuclear Poiuer Plante. Suiquehanna 
Steam Electric Station. Unit 2 (Phate I>»” draft technical 
evalUAtlon rapt 

FRIED ERICHS, 8 EO&O. Ine FIN A-6497 63/09/30 NRC - No 

Detailed Affiliation Given 37pp 21167 096 24X 

Fiche 90-386.63/10/31,0311140419 


6311140426 Foruarde NUREG-iOl4 re mod to Meetinghouse steam generators 
D4/D9/E. Nod acceptable pending plant-specific verification 
Ii ifacunenta tlon of safety analyses Modified generatore can 
tt operated at tOOX of capacity U/o end 
NOVAKiT M Assistant Director for Licensing 63/11/01 
SHIELDS, S. 41 Public Service Co of Indiana, Inc« 2pp 21162.346 
24X Fiche 90-946. 63/ 11 / 01 . 031 1140426 


6311140431 Forwards NUREO-1014 re mod to Nestlnghoute steam generators 
04/D9/E Hod acceptable pending plant-specific verification 
Si documentation of safety analyses Modified steam 
gtnerators can he operated at lOOX capacity \t/o end 
NOVAK, T M, Assistant Director for Licensing 63/11/01 FARRAR, D L 
CommonueaUh Edison Co 2pp 21162 344 24X Fiche 90-496, 

83/ll/01« 0311140431 


6311140907 Foruards "NRC Xn-Rrogress Audit of Detailed Control Room 
Dsslgn Rsvieu for Bouth Texas Project Nuclear Power 
Otniratlon Qtatlotif" conducted 030802-06 Final evaluation 
planned to satisfy requirements of Suppl i to NUREG-0737 
KN10HTDN«O U Licensing Branch 3 83/10/31 OQLDBERO.J H Houston 

Lighting 4t Power Co 3pp 21167 109 24X Fiche 90-496,03/10/31. 

8311140907 


6311140900 Forwards 8ER re NUREG-0737. Item II. B 2 2, *'PUnt Shielding 
Mads to Vital Area Access " Review complete 

MILLER, J R Operating Reactors Branch 3 63/11/03 FAY, C. M 

Hltconsln Electric Power Co 4pp 21167 299 24X 

Fiche- 90-266. 63/11/03. B31U4090S 


6311140926 NUn£9/CR-3314 

PMR Fn.ECHT SEA8ET 163-ROD BUNDLE FLQN BLOCKAGE Test Data 
Haport NRC/EPRI/Nestinghousf Report No 13 

LDFTU8, M J I HOCHREITER.L E . MCGUIRE, M F Hestinghouse Electric 
Carp FIN 6-6204, EPRI NP-3268 83/10/31 Divlsitin of Accident 

Eveluatlon Bllpp 21186 001 


831U9D009 Forwerds SER on NURE0-0737r TMI Action Item It D i« 
“Rtliil S< Safety Valve Testing “ All requirements met 
8T0L7,J. F. Operating Reactors Branch 4 DMB-016. 83/11/04 

BAUER, E O Philadelphia Electric Co 17pp 2L1B9 308, 24X 

F 1 Che f 90-277 , 83/ 1 1 /04, 83 1 1 190009 


8311190202 Forwards Procedures Generation Package AQ-4-7« Rev Or "Writer 
Guide foir Emergency Operating Procedures, " in response to 
Suppl I to NUREO-0737 

WITHERS, B D Portland General Electric Co. 63/U/lO EXSENHUTrO 0 
Division of Licensing 3pp 21169 179. 24X Fiche 90-344» 63/11/10, 

6311190202 


■8311190207 Procedures Generating Package 60-4-7, Rev Or "Writer Guide 
for Emergency Operating Procedures " 

e Portland General Electric Go 63/08/10. 4Bpp 21169 178, 24X 

FichS- 90-344,83/11/10, 6311190202 


8311190213 Forwards corrections to typographical errors in NURE0-097Bf 
Suppl 9, App C evaluation of relief requests from Inservice 
insp program requirements 

fiCHROEOER, C W. Commonwealth Edison Co 760BN 03/11/12 

DENTON, H R Office of Nuclear Reactor Regulatlcin, Director tOpp 
21171.166 24X Fiche 90-373,63/11/12,8311190219. 


B311190221 Forwards util 831021 Itr presenting alternate solution for 
plant iKlelding < NUREG-0737, Item It B.2>. 

BAXTER,! A 6haw, Pittman, Potts It Trowbridge, BAXTERiT. A. 
Metropolitan Edison Go. 83/11/10. CHILK, 6 U Office of the 
Secretary of the Commission 3pp 21170.019, 24X 

Fiche: 90-289.83/11/10,8311190221 


8311190229 AdvUa* that C-E review of Suppl 2 to CEbsar SER 
(NUREO-OB92) I Page 4-24. revea led that as-huilt error 
components bounded by generic CE89AR valuee 

VAN BRUNT. E E ArUona Public Service Co ANPP-2a207-WFQ/ 
03/11/09 KNIGHTON. 0 LicsnsinD Branch 3 Ip 21169 174 24X 

Flclie 90-928.03/11/09.031)190229 


8311190279 Fortuards Rev t to "W»it i ngh ous e Owners Group Emergency 
Reeponie Guidelines Velidatlan Program,” per NUREg-0737< 

Item I C 1 

SHEPPARD, J J Westinghouse Operating Plants Owners Group OG-108 
03/10/31 CRUTCHFIELD. D Operating Reactors Branch 5 2pp 
ailSO 119 24X Fiche 50-443.03/10/31,8311190279 


— 0311190265 Rev 1 to "Ifeet In g houi e Ownert Group Emergency Response 
Guidelines Validation Program " 

a Westinghousa Operating Plants Owners Group 03/10/31 20ipp 
Sliao 117 24X Fiche 90-443,83/10/31,0311130279 


0311130331 Requests exemption from Installing h Igh-range noble gas 
monitors an steaFO generator safety & PORV release lines, per 
NUREG-0737> Item II F I based on end technical evaluation 
MILLS, L M Tannteeee Valley Authority 83/ Ll/08 ADENSAH, E 
Ll-censlng Branch 4 app 21170 146 24X Fiche 90-390,03/11/08, 

8311190331 


0311190393 Forwards fiER advising that, pending verification that 
emergency procedures for flooding events can be implemented 
In timely manner, issues raised in Bectlon 4 i 2 of 
NUREG-0826 re Guabbin Reservoir dam rcealved 
CRUTCHFIELD. D, Operating /leacfrori Branch 5 Le09-B3-l 1-024 

83/11/09 CDUN8IL,U G Connecticut Yankee Atomic Power Co 4pp 
21178 226 24X Fiche 90-213# 03/1 1/09. 031 1 1 50393 


—9311190371 BER supporting flooding protection meaeures as described 
in NUREO-0826, Section 4 1 2 

e Operating Reactors Branch 9 83/11/0? 6fp 21178 230 24X 

Fiche 50-213,03/11/09,8311180393 


8311190414 Notification of 831114 enforcement conference w/llcensee at 
Region 1 ofc to dlscuie results of special IE Imp Rept 
90-213/83-29 on 031024-20 re implementation of post-ac c ident 
eampling i< monitorlhg requirements in NVREO-0737 
WHITE, JR Region 1, Office of Director 03/11/04 Region 1. 
Office of Director. 2pp 21180.294 24X Fiche 50-213,83/11/04, 

8311190414 


031 1 190472 Advisee tha^'’830414 Miponse re emergency operations 
facllitiee meets heb itab 1 11 ty 6 location requirementi of 
NUREG-0737* 8 up pi 1, Approval of other emergency features to 
be determined during p-ost-lmpLcmentatlon appraisal 
YOUNOfiLOODiD J Licensing Branch 1. 83/11/03 FARRAR, D L 

Commonwealth Edison Co 2pp 21100.203 24X Fiche 90-000* 83/11/03, 

8311190472 


8311190488 Denies 630419 rsqueit that primary emergency operatione 
facility consiit of five trellers perminently inetatled 
1/4 mile from reactor containment Facility fails to most 
NUREG-0737 habitability requirements 

EI0ENHUT*D 0 Division of Licensing OL-03-33 03/11/03 

HARR1N0T0N,W D Boston Edison Co 4pp 21180 19? 24X 

Flchs 90-293,03/11/03,8311190488 


6311190491 Forwards safety evaluation of compliance u/NUR£0-0737, 
ttftn II D 1 re testing of ilC8 safety tc relief valves 
Rasponee acceptahle. Item resolved 

VA88ALLO*D Operating Reactors Branch 2 83/11/04 LtU* L towa 

Electric Light I* Power Co 17pp. 21168*182. 24X 

Fiche: 80-331 r 83/1 1/04, 031 1 1 90491 . 


0311190902 Forwards EOLO draft technical evaluatlan repts re control 
heavy loads for Phases 1 L It Phase I open Items ihauld be 
resolved prior to fuel load Resolution of Phase II open 
items prior to first refueling outage recammand«d 

YOUNOBLQDD, 8 J Licensing Branch 1 03/11/01. TAUBER, H Detroit 

Edison Co. 42pp 31168 093. 24X Fiche 90-341,03/11/01*8311190502 


— 0310180924 ‘-'ContrDl of Heavy Loads at Nuclear Power Plants j Enr ico Fermi 
Atomic Power Plant, Unit 2fFhase II, ’* draft technical 
evaluation rapt 

SHADER, C R, E060, Inc FIN A-6497 83/09/30 NRC - No 

Dstalled Affiliation Given, 30pp 21188 097 24X 

Fiche 90-341,83/11/01,0311190902 


—8306090272 EG0-H9-6191 

"■Control of Heavy Loads at Nuclear Power Plahts, Enrico 
Fermi Atomic Power Plant. Unit 2 (Phase It " 

BHASERiC n EOLG, Inc FIN A-6497. 83/03/31 STlCKLEViT H NRC 

- No Detailed Affiliation Given 40pp 2118B 127 24X 

Fiche 90-341,03/11/01,0311190902 
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03111^0033 svaluatlon re t/tii rs$pi}n«« to long-torm 

Ite(rn I4, Letdoun Syt Imolatlon" 1< IS 

"Wldf^Wang* Pr*f*urijor Tran-imlttfr " Com/til t#n-enfci 
acc«ptable 

CftUTCHFlEtO. D Optratlng Rojieton Branch S L80S-B3-1 1^026 
33/11/09 iWAlEW. J E ffochastor Oat Electric Corp 3pp. 

21189 018 34K FI Che 5 0'-S44i 03/11/09, 031 1 160033 


— 8311160034 Safety evaluatian re long'-term reitart Itemt 14 U IS 
concerning letdown eye liolatlon & ^^/Ide-range preesurleer 
traneAltter^ reipectWely 

♦ Office Of Nuclear Reactor Regulation. Director 83/11/09 6pp 
21189 031 24X Flche 30-244.03/11/09,8311160033. 


8311160060 Forwardt luncierlei of equipment that need not be 
■ eieinicailv qualified by fuel load per SER iHK}REO-OQ92} 

Juetif lea tion eiplalnlng why facility can be operateif tafely 
until qual 1 f Ication contpleted Included 

gOHEKSEN^O C Waehlngton Public Power Supply fiyitert 002-03-1023 
83/11/04 8CKMEN0ER;A Ulceneing Rranch 2 20pp 21183 296 24X 

richa. 30-397, 83/1 1 /04i 83U 160060 


831 1160086 Appaala NRC poeltion that inf a tubnltted on 830926 re 
ppotectian of auxiliary feedwater eye from Internally 
generated mieellee unacceptable Requirementt of THt action 
plan, NUREO-0737, rt erne £I E 1 162 completed, 

RODRtOUEZ.R J, aacramento Municipal Utility Oletrict RJR 83-733 
83/11/07 BT0C.2rJ,P. OperatinQ Reactors Branch 4 2pp 21196 296 
24X Flche 90-312103/11/07.8311160086 


8311160119 Forwarde eddl Info on equipment qualification program. In 
reeponee to NRC 831004 Itr U/89 avereire drawings Apertura 
carde are available in P8R 

MILLBjL M Tennestte Valley Authority 83/11/07 ADENSAH, E 
Llcenilng Branch 4 ISpp 21192 204 24X Flche 90-390, 83/11/07. 

6311160119 


0311160121 Forwardf IE Imp Rept 50-286/83-17 on 830916-1013 No 
noncomp 1 lance noted 

aTAROSTECK 1 1 R Division of Project it Resident Prsgrame, 03/10/28 

BR0N8j 3 C. Power Authority of the Stete of New Yort 2pp 
21192 312 24X Flche 50-266, 83/10/28. 631 1160121 


—8311160129 lE fnap Rept 50-S66/93-17 on 630916-1 OiS No non compliance 
noted Major areas inepec ted- shift loge & records, plant tour, 
f urve 1 1 lance, main t, TE bulletin fol lowup. NURE0-0737j I tern 
IT B 1, "RC8 Vents** 6 Update on current outage 
KENNY. T J I RQSBBA'CH. L N Region 1. Office of Director 
NORRHDLM. L OWliion 0# Project I. Resident Programs tCB-79-l3 
83/10/25 9pp 21192 314 24X Flche 50-236, 03/10/261 831 1 160121 


8311160122 Advises thet technical support ctr declared f unct Ipnel, per 
830919 Update on tentative schedule for NVREO-0737* 8upp I 1 
1 terns. 

eCHUYLER. JO Pacific Oa« 6 Electric Co 83/11/08 EISENMVT. DO 
Division of Licensing Ip 21192 311 24X Fiche 50-279,83/11/08, 

8311160122 


8311160142 6ECV-83-409 

Responds to Coervmlstion 630602 memo & order re potential 
lafcty problems stemming from fineneJai difficulties at 
fee 1 1 i ty. Review found no evidence of any safety problems 
stemming from financial d if f I cut 1 1 es 

OIRCKR, N J Office of the Executive Director for Operetlone. 
83/10/04. 2pp 2il92;097, 24X Fl C he 50-309, 03/10/04. 831 1160142 


— 0309150165 Advises that, based on reerem of facility safety performance 
from licensing via wpolnt, no evidence of any safety problem 
stemming from financial difficulties exists 

KerTNER,H L, Operating Reactors Branch 3 63/08/29 VAROA.S A 

Operating Reactors Branch I, I2pp 21192*099 24X 

Flche 50-309. 83/10/04,8311160142 


8311160188 Forwards **petened -Control Room Design Review Summary 
Rapt." in accordenca w/8uppl 1 to N1/R0O-O737 it 830415 
response to Otneric Ltr 02-33 

CVRTI8, N N Pennsylvania Power it Light Co OL-02-33 83/11/11 

8CMWENCER1A Licensing Branch 2 Ip 21187 177. 24X 

Flche: 50-397, B3/11/ 1 1 , 8311160186 


—8311160193 “Detailed Control Room Design Rsvlew Summarv Rapt '* 

« Pennsylvania Power lie Light Ca 63/11/11 iSOpp 2t 109* 178 
34X Flche 50-387, 83/11/11, 8311160188 


8311160217 Forwards safety evaluation & technical evaluation rapjfc re 
Ilceiisee responses to NUR 00-0737. Item II 0 1, "RCS Vents," 

Actions completed 

VAROA. B, A, Operating Reactors Branch I 83/11/07 CLAYTONiF. L 
Alabama Powar Co 0pp. 21201 -136 24X Ficha 50-348,63/11/07# 

8311160217 


—0306070474 TF-356/O012A 

■*0elactBd Operating Reactor Itsuss Program tl RGB Bys Vents 
{NURE0-07d7. Item II B I " final technical evaluation rapt. 
HELD, J T Energy. Inc TAC 44371 83/03/02 AUBERTHAU.O 
Division of Licensing 6pp 21201 146 24X Fiche 50-348, 
83/11/07,8311160217 


0311160326 Informs of completion of review of TMI Item 11, B ft, 
"Post-Accident Sampling Syi. " based on 830221,0603 ti 0712 
submittals Final methodology for estimettng core damage 
expected by Dec 1983 Safety evaluation ancl Item dosed 
MILLER. V R Operating Reactors Branch 3 83/11/03 FAV.C U 

Hlsconsln Electric Power Co 7pp 21199 240 24X 

Ficha 50-266,83/11/03.8311160326 


8311160330 Forwardi reeponsa to L4<.AEA Pressure Vessel Study Group 
830128 comments concerning NUREO-0744, Rev 1 Response end. 

VOHN0DN, R E Oenerlc Issues Branch 83/11/09 OAUiT. J United 
Kingdom Atomic Energy Authority llpp 2119? 231 


8311160333 Forwards request for eddl Info re listed items necessary to 
complete review of procedures generation package per 
NUREO-0737. Item I C 1. 

KNIGHTON. 0 H Licensing Branch 3 83/11/08 VAN BRUNT, E.E 

Ariione Public Ssrvlce Co 4pp 21217 242 24X 

Flche 50-526,63/11/08,8311160333. 


5311160365 Summary of 830929 meeting w/utll in Bethesda.MD re control 
room design per Suppl 1 to NUREO-0737 Heating attendees St 
applicant draft response to NRC comments end 

LIClTRA.e A Licensing Branch 3 83/11/07 Llcantlng Branch 3 

4lpp 21196 215 24X Ficha, 50-528, 63/11/07, 8311160365 


8311170110 Buppls Phasa 1 submittal re 8ER Open Item 99, **Control of 
Heavy Loads," in response to 831017 telcon Listed guldallntt 
clarified, per NUREO-0612 All special lifting devices used 
solely in conjunction w/polar crane 

SMITH, U L Long Island Lighting Co 8NRC-9eo 83/11/11 
DENTON, H R Office of Nuclear Reactor Reguletion, Direeter 4pp 
21216 160 24X Flche 90-322,83/11/11,0311170110. 


0311170227 Forwards three sate of BERt per App E of NUREG-O088r 
"Integrated Plant Safety Assessment Rept," for use in review 
of integrated plant aesessment 

CRUTCHFIELD. D. Operating Reactors Branch 5. 83/11/14 ftAY,J ACR3 

- Advisory Committee on Reactor Sefeguards iBBSpp 21202 001, 24X 

Flche, 90-155, 83/lI/14i 8311170227 


0311170232 Dltcuetet Integrated SEP review re hot shutdown tys 6 App R 
alternate safe shutdown sys requirements, Resources should be 
shifted from Immediate implementation of App R requirement 
to integrated external avsnt shutdown tys approach 
CRUTCHFIELD, D Operating Reactors Branch 5 LS05-S3-U-029 

83/11/14, KAY, U A Yankee Atomic Electric Co Spp 21214,169. 

24X Flche 50-029,83/11/14,8311170232 


8311170360 Forwards eddl Info re draft SER Open Item 220 on OA prograit' 
tl NUREG-0737 1 tems. w/ravi sad F8AR pages 

MCDUFFIE. M A Caroline Power it Light Co. LAP-03-928 83/11/14 

DENTON, H. R Office of Nuclear Reactor Regulation, Director 16pp 
21809.093 24X Flche* 90-400, 83/1 1/14, 0311 170368 


8311180009 Ack receipt of 031101 ltr informing NRC of steps taken to 
correct vloletione noted in lE Insp Rapts 50-327/83-10 8t 
90-328/83-18 

LEHIS.R C Division df Project A Resident Programs 83/11/07 
PARRI8,H0 Tennessee Valley Authority. Ip 21225200 84X 

Flche 90-327.83/11/07,8311180005 


—8311100013 Forwerdi IE Insp Repts 90-327/83-10 it 90-320/03-18 on 
030006-0909 it notice of violation. 

LEWIS, R C, Division of Project 6 Resident programs, 83/10/03 
PARRIS. H 0 Tennessee Valley Authority. 2pp 21229:212. 24X 

Flche 90-327,83/11/07,8311180003 


—8311180019 IE Insp Repts 90-327/83-18 Si 90-328/83-18 on 830806-0903 
Noncomplianct noted portion of Unit 2 auxiliary feedwater 
F-3-142 loop celibr performed w/lnadequate procedure per 
NUREG-0737, Item I C 6. 

FORDiE J i BUTLER. 8 D Region 2, Office of Director. JULJAN.C A 
Dlvlelon of Project << Resident Programs 50-320/83-18 83/09/29 
6pp 2l223<2t9 24X Flch e. 50-327, 83/1 1 /07> 031 1 180009 


8311180002 Forwards IE Insp Repts 90-338/83-23 81 50-339/03-23 an 
030806-0909 No noncomplianct noted. 

DANCE, H. C Division of Project #1 Resident Programs. 83/10/28 
STEWART, U L, Virginia Electric it Power Co 2pp 21229,321 24X 

Flche. 50-338, 83/10/20, 8311100082 
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''-8311100092 IE ln<p R»pti 50-330/83-23 U 50-339/83-23 on 830806-0903 No 
ronconipli«iic« noted Major arvai inspected turvelllance & 

(aelnt ec t i vt t let » f o 1 louup itemii plant operations $< LEAi 
BUYnLOCK. M Q , LUEHMAN. J 0 Reftlon Zt OPfUe of Dtrectoi* 

LANDI8« K Dlviiloo of Project U Reeldent Programs 30-339/63-23 
83/10/26 lOpp 21229 323 34)( Flche 30-338« 03/10/28i 831116008? 


8311180142 Pinal dtflclencg rapt re vortex formation at ECC8 pump 
suction lines Inltiallg reported on 630930 Suction lines in 
suppression ptiol t^ill be modified to provide adeciuate 
submergencef satlsfgtng MUREO-0869 requirements 

HANNOiS F Niagara Mohauk Pouter Corp lOCPR OSO SSE 63/11/01 
BTAROSTECKI. 8 Division of Project It Resident Programs 2{»p 
21226 085 24X Flche 50-410t 03/1 i/01. 6311 180142 


831 1 180196 Foruards final response to Franklin Researcfi Ctr draft 
technical evaluation rapt providing recommendations to 
acKlsva compliance u//NURE0-O6l2i 8ections 5 i 1 & S 3 
LEIlPOEStT E Niagara Mohawk Power Corp 83/11/15 ElBENHUTtD O. 
Division of Licensing Spp 21226 006 24X Flche 30-220,83/11/18, 

631 1180196 


8311180SS7 Requests extension of required completion date for 
qualification of Unit 1 saf etg-related electrical equipment* 
due to procurement delays List of NUREO-OSSB* Category IV 
components end 

HILLBtL M Tennessee Valley Authority 63/11/14 ADENBAhiE 
Licensing Branch 4 llpp 21220 310. 24X Flche 50-327i 03/11/14. 

8311180257 


B31U60307 Describes scope of post-accident sampling b analysis 
provJ s 1 ons* p ir NUREO-O737i I tern II B 3* "Post-Accident 
Sampling Capability Item ulll be completed by 631201 
OUCWAiL T Oeorgla Power Co NED-Q3-406. 63/11/09 STOLZ^J F. 

Operating Reactors Branch 4 3pp 21228 079 24X 

FIcrie; 90-321*63/11/09*8311180307 


8311160320 Ack receipt of 631013 itr Informing NRC of steps taken to 
correct violations noted in IE Intp Repts 90-290/63-31 4< 
S0-29L/e3-31 

DANCE, H C Diviilon of Project Resident Programs 63/11/02 
KlLLlAhS*J M Florida Power Light Co Ip 21227 120 24X 

Flche 90-290*63/11/02,0311160328 


—8311180340 IE Insp Repts 90-290/63-31 L 90-291/03-31 on 630 000-13 
Nancompllance noted failure to package low-specific activity 
watl in puncture-proof package 

HD9eV*C M Region 2, Office of Director 90-2»i/B3-31. 83/09/12 

13pp 21227.126 24X Flche 90-290*03/11/02*8311100326 


0311210107 Forwards ORNL Itr rapt on analysis of BNIP site 
characterixatlon aissssment indicated for listed 
research requiremanti 

CONTI* E F Division of Health* Siting & VJaste Hanagement FIN 
A-9041 00996 83/11/04 MILLER* H s>. Rapository projacti Branch 

{post 0310011 3pp 21240 204 


— 6311810114 Forward! untitled Itr rapt re ORNL review of rapt on draft 
site characterixatlon analysis of site character 1 lation rept 
for BHIP* NUREO-0960 

KDCHERiD C Oak Ridge National Laboratory FIN A-904i 63/09/27 

RANDALL. J 0 NRC - No Detellad Affiliation Olven 93pp 
21840 206 


6311210123 Forwards safety avaluatlon of util rasponse to NUREO-O737i 
Item 11 D 2 2 j "Plant Shielding Mods for Vital Area Acceee *' 
Requlramenti mat 

8T0L2* J F Operating Reactors Branch 4 63/11/00 WILOUS.Wa 

Florida Power Corp 4pp. 2124i 299 24X Flchr 90-302*63/11/00* 

8311810123 


6311210129 Comments on documents estimating probabilities of 
occurrence of future events & procasias on climatic changes 
It grOf i changes in sea levels* per 830801 request 
KORNASIEUICZ* R Division of Health* Biting & Waste Managemant 
63/06/10 KNAPP* M R High Level Waste Licensing Management Branch 
3pp 21241 349, 


8311210134 Updates 830419 rasponse to Generic Ltr 02-33 r# upgrading 
aniTganey response facility iEOF) par 8uppl 1 to NUREQ-0737 
EOF declared operational as primary EOF on 631102 li environ 
assessment function relocetsd to new EOF 1< fully functional 
HUKILL.K D General Public Utilities - GPU Service Corp 
S211-03-33A. 03/11/19 aTDL2*J F. aperatlng Reactors Branch 4 

2pp. 21232 290 24X Fiche 90-209.63/11/19*8311210134, 


3311210144 Forwards reiponte to NRC raqueet for addl Info re Inclusion 
of lustif ication for modifying logic on valves repositioned 
upon reset of containment isolation logic. per NUREO-0737, 

Item It E 4. 2 

8CHRDEDER.C W GommonweaUh Edison Co lE0-aO-O6 03/11/19 
DENTQN.H R- Office of Nuclear Reactor Regulation, Director 9pp, 
21232,320 24X Flche 90-373.03/11/15,6311210144. 


6311210190 Request that Question 24D OL & 03 be rescinded from FSAR 
drainage plan reviewed per NURE0-0B60 Review criteria 
change not ulthin NRRD policy outlined in 620429 Rev 2 to 
Ofc Ltr 2 

WPOUEVEB.E J Duquasne Light Co 2NRC-3-0Q9 83/11/13 

EI8ENHUT.D G Division of Licensing 2pp 21231 ^79 24X 

riche 50-412. 03/ it/ 19. 831121 01 SO 


8311210162 Requests review of Generic Ltri 63-36- 83-37 re evaluation 

of iNUREO-0737 Tech Specs Revs to Tech Specs required within 
90 days Of receipt of ltr 

JOHNSON. C H Region 1, Office of Director OL-83-36 83/11/10 

LEE. on Public eervice Co of Colorado 2pp 21232 312 24X 

Flche 90-267.93/11/10,6311210162 


6311210229 Clarifies commitments made In response to NUREO-0612. 
**Control of Heavy Leads at Nuclear Power Plants." re 
slings* crane Insps* Instal 1 1 ng crane travel limit steps 
decreasing dynamic loads 

0IE8LER. C H Miscensin Public Service Corp NRC-S3-203 83/lt/t4 

VAnOA.6 A Operating Reactors Branch i 9pp 21235 184, 24X 

Riche 90-309.63/11/14,8311210229 


6311210298 Forwards procedure tu ensure operability of EEF sys 
following removal from sve per NUREO-0737. Items II K 1 10 
9< IE K 1 5 Confirmatory Issue 22 considered closed 
8DREN0EN, 0 C Washington Public Power Supply System 00-03-1044 
03/11/11 6CHWENCE-R*A Licensing Branch S 2pp 21236 OOt 24X 
Flche- 90-397* 83/1 1/11.831 1210258 


8311210311 Notifies that design effort for plant essentially completed 
Ic tome unique physical installation drawings for Unit 2 
still in progress F0AR 4. 8ER {NUnEC-0519) requlramertts will 
be net 

REED.C Commonwealth Edison Co 83/11/19 DENTQN.H R Office of 
Nuclear Reactor Regulation, Director Ip 21234.109 84X 

Flche 90-373, 83/ 1 W 19, 631 1 21 D311 


6311210322 Reiponds to request to evaluate alternate meant for ensuring 
access to ultimate heat sink, per BEP Topic tI-3 C 1. NUREO- 
0626 No mods neceesery since sve water pumps will function 
et 2 1/2 ft below postijlated water Level 

CQUNSIL.W 0 . SEARS. C F Connecticut Yankee Atomic Power Co 
ai0936 03/11/14 CRUTCHFIELD, D Operating Reactors Branch 9 

Spp 21234 309 24X Fiche 90-213* 53/ 1 1 /t4i 631 1210328 


8311210357 Forwards "Control Room Design Review Implementation Plan," 
per B30419 commitment t, Buppl 1 to NUREG-0737 

COUNStLiW G Northeast Nuclear Energy Co (subs of Northeast 
Utilltieil CQUN81L,N 0 Northeast Utilities A02999 63/11/10 

YOUNGBLOOD* D J Licensing Branch 1 2pp 21236 092 24X 

Flche. 90-423.63/11/10. G3i 1210397 


—8311210364 "Control Room Design Review Implementation Plan " 

« Northeast Nuclear Energy Co <subs of Northeast Utilities! 
03/10/19 ISBpp 31236 099 24X Flche 50-423*83/11/10* 

8311210397 


63112I037S Forwards resumes of Individuals u/prevlou» startup or 
licensed operating e eper 1 >nc«, per 6ER Section 13 1 2 1 SER 
(NURE0-oa92) License Condition 10 closed 

B0REN8EN*0 C Washington Public Power Supply System 0D8-B3-1G43 
63/11/11 SCHWENCER. A Licensing Branch 2 14pp 2t239 116 24X 

Flche 90-397*83/11/11.6311210372 


5311210382 Provides addl Info re Implementation of NUREO-0737* 
Item II 6 2* "Plant Shielding *' Revised Procedure EP-B02 
epeclftes protective measures to be taken tn event 
operational support ctr not habitable due to high rediatlon 
DALTRDFF, 9 L Philadelphia Electric Co 83/U/IO. BTOLZiJ.F 
Operating Reactors Branch 4 2pp 21236 270 24X 

Flche* 90-277. 53/11/10, 8311210362 


631 1210363 Final ilgnlflcant Const Deficiency 79 re unqualified 
components in hydrogen analyzers Initially reported on 
830105 Replacement motors, meet In g NUREO-O90B raquircmentii 
installed 

GERRETS,! F Louisiana Power Light Go> lOCFR 090 9SE. 83/11/04 
C0LLIN6.J T Region 4. Office of Director 3pp 21239' 1 1 1 24X 
Flche' 30-362. 63/11/04. 831 12103 BO 


8311210427 NUREG/CR-336a 

DIFFU810N RATES FOR ELEVATED RELEASES 

RAHBDEUL. J V Battelle Memorial Initltute* Pacific Northwest 
Laboratory PIN B-2914 PNL-4772. 83/11/30, Division of By stems 

Integration (poet 81 1005! a2pp, Available at NRC. 43 79 
21264 001 
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8311210434 ^A/«EO/CI^~^444 

ECDLOOlCAt SrUDJeg of HOflO-BDRrNO BJVALVee IN THE VICINITV 
OF THE OYSTEfl CREEK NUCLEAR OE^EftATI^« BTATION Fln«J fit port 
8*ptfflgber lil97& ^ Oectfflber 31iI9S2 

HDAiltAMD^F^e AcJidffiBv of Natural Bcitnce* of FhUa FIN 6-8130 
SO/lO/ai Division of HojltH< Bltlnfl & W««ta Hanagtmaht le^pp 
Av*lUbl« 41 1 NRC 00 21349 193 84X FicB* 50-319,03/10/31. 

8311210434 


8311210433 NUREO/CR-3143 V03 

INDIRECT ROCK MASS INVEST lO AT IONS FOR 0PTIMI2IN0 BDREHOLE 
DRILLIKO PROORAMS VOLWE 3 Ray Optic Ovotamograpb^ 

DoeRR»T A,. 0LAS3,C £ , DUDLEY. D 0 Arlipna# Univ. of, TudOrt. AZ 
FIN Q-6337 83/10/31 Divl«ioit of Haa Ith. Biting 1. Haitt 

16?pp Aval lab It at tIRC tg- so 21290 193 


6311210441 NUREG/CR “3 1 43 

iNfflRECT rock mass INVEST 1C AT IONS FOfl OPTIMIZINO BDREHOLE 
.drilling programs Vol I Exacutlva Bumarif 

GLA&a, C E Arljona. Univ of. TuctoRi A2 FIN fl-6337 63/10/31 

Dlviflon of Haalthi Biting & H*»ta Managtmant 55pp Availabla at 
NRC >3 SO 21263 330 


B31 1210444 NURE0-/CR-34Oa 

ORHANOHAUQOEN PRODUCTS FROM CHLORINATION OF COOLING MATER AT 
NUCLEAR POWER STATIONS 

EEAN,R K Battalia Mimorlal Inttltuta* Pacific Ngrthwist Laboratoii/ 
FTN B-SOTS 83/10/31 Divlil^-n Qf M«alth< Siting Sc MAtta 
ManagentTit I75pp £11290 016 


6311210430 NUREO-0936 V/02 N03 

NRC regulatory agenda. S uariarlv RapOTt. Jun«-S«p tcabar I9e3 
• Dlvlaian of Rules and Rtcordi B3/lt/30 202pp 21262 OSG 


8311210499 NUREO/CR-3452 

mechanical analysis of a TRANSPORTATION ACCIDENT INVOLVING 
empty shipping CA8K0 FDR RADIOACTIVE MATERIALS NEAR HILDA. 

SOUTH CAROLINA. IN NOVEMBER 1902 

KONo. H K . HALTEHrC E . HOO. H H Librranc* Uivarciora Laboratory. FIN 
A*029l UCRL-g3404 63/iO/3l DWliIon of Fual Ctfclt & Hatarlal 
Bafaby 49pp AvaUablp at NRC. *4 00. 21246 311 


0311210473 |A;ReG/CR-2937 

REPOSITORY SITE DATA REPORT FOR TUFF YUCA MOUNT A IN, fCV ADA 
GUZONBKfrR V . SIEGEL.M D Sandia tabaratorli* NIMICK. F B Enargy 
Managintnt & Tachnology FIN AP-lt9e SANGB2-2109 63/10/31 

Divlplop of l/aita Managaaant 32Spp Availablv at NRC 4^3 90 
31 263 001 


6311820022 Forwardt aafety avaluatun ti *^ControI of Heavy uoadt 
<c-^10l, " tachnical ayaluatlofi rapt Pha«a t of NUREO‘-O6t2 
camp I Bta 

CRUTCHFIELD. D Optratlng Raactord Branch 9 1.809-83-11-027 

03/11/09 VANOEHALLB.D CoPauflar* Powfr Co 3pp. 21274 001. 24X 

Flcht 50-299.63/11/09.8311220022 


— 031122OOS9 Safaig evaluation of eoritroi of heavy loadt Phaaa 1 
tNOREO-0612) Phaia I accaptatlc. 

a DPflca of Nuclear Reactor Regulation, Oiractor 83/11/09 Ip 
21274 004 24X Flcha 90-259.83/11/09.8311:220022 


—B3 1 0190076 TER-C9906-37B 

"Control of Heavy Lpads <C-10),CPC Palleada* Plant, " 
technical avaluatlon rapt 

BOtIBERGER.C Franilln Ini tl tute/Franftl In Raiearch Canter 
h(RC“03-fll-'l30 TAC 47129 03/10/14 BINOM.A NSC - Uo Dafallad 

Affiliation Given 29pp 21274 00 A 24X Floha 90-299, B3/1 1/09« 

B31 1 220022 


0311220064 Further raepenea to FOIA raquait for 12 -catigorlaa of 
dacumanti praparad or reeaivad by NRC Uan I9fl2 ~ Uul 1983 
Foriearda App C documanti Documantf alia avatlabla in FOR. 
Ravieu of addl recorde eubj fco raquaet in prograaa 
FELTON, JK Dlvlelon of Rulia and Racorrfi 83/0B/29 SD.D.K 
Critical riai« Energy Project 2pp 21274 030. 24X 

Flche BO-WOt 63/08/29, 831 1 220064 


—8311220001 NWEO/CR-3300 DRFT 

Draft ''Sumnary Review 6 Evaluation of llo-n probabilf etic 
Bafaty Study " 

e GandU Lebaratoriat BANDea-lJlB 83/00/89 Reliability tk 
RLit Ataasijtient Branch 42pp S1879 196 24X 

Flche 90-000, 63/08/29,8311220064 


—0311220008 NUREO/CR-3300 VOl DR 

Draft “Reyleu 6 Evaluation of Zion Probab £ 1 1 e tic Safety 
Study, « Vol I. 

DERRYiD.L Gendia Leboratprlft. FrNA-'ll29-0 SANDB3'' 1 HR. 
63/00/29 310PP 21276 001 24X Flche 90-000, 83/08/29. 

831 1230064 


0311220133 Clarlfiai lilted Itemi re propoaad mode to anergeneg 
feedwater eye per NUREO-0737. Item* II E 1 1 6 II E 1 S. 

Generic Ltr ai-i4 6 Q00909 "Cryetal Rlver-3 0afaki| study 
WESTAFER.G R Florida Power Cprp 3FU03-17 03/11/16 aiOtZ^J F 

Operating Raactore Branch 4 4pp 21257 265 24X 

Ficbe 90-302,03/11/18.8311220133 


8311220264 Lilt* actloni imp 1 affiant ad In reiponi# t-o Crltaflon 10 frf WC 
820630 ltr re pqit-accidant lAmpUng lyi (NUREO-0737, Item 
It 6 3) Actions will ensure that aparateri well trained 
6 that equipment will be available if required 

GIEBLER.C W Miecomln Public Service Corp MRC-03-204 03/11/19 

VARGA, 3 A Operating Reactor* Branch 1 3pp 21254 007 . 24X 

Flcfie 90-309,63/11/15.0311220264 


8311220270 Advises that GE Topical Repte NEDE-237G5-1-P 6 an ended 
OEBTAR NE0E-34O11-P-A adequately address SER Conf Irmatorg 
Itius 12 re Overheating of gadollnla fuel pellet* inu* 
closed pending NRC review & approval 

SORENSEN, 0€ Washington Public Power Supply System 002-03-1056 
03/11/19 echWENCER.A Licensing Branch 2 Ip 21260.811 24X 

Flche 90-307,33/11/19,0311220270 


8311220307 Forward* responses to ttems 5,6(6) 6 7 of End 1 to NRC 
020319 ltr re cdhtrol of heavy loads Installation of second 
upper limit switch on auxiliary hoist will be completed 
prior to startup from current outage 

BAYNE, J P Power Authority of ths Btato of New York lPN-03-92 
B3/li/i9 VAROA, 8 A Operating Reactors Branch t 83pp. 
21254.039 24X PUhs 90-286; 83/11/19, 0311220307. 


8311220316 Comments on draft SER re safety parameter display sgaips** 
831026 meating Hydrogen concentration not approprlata on 
top level iconic dleplag Scope of final 8ER should be 
rastrlcted to N141EG-0737, Suppl i requirements 
RAHE.E P Westinghoute Electric Corp N8-EpR“2a52 03/11/11. 

CRUTCHFIELO, D. Operating Reactors Branch 5 2pp 21262 099. 


83118SO320 Informs that primary emergency operating facility will bq 
located at corporate ofc site In Battlaboro, VT, 0 79 miles 
from plant, per nUREO- 0737, 8upp I t Plans do not Include 
backup or alternate facility 

MORPH/, M, P Vermont Yankee Nuclear Power Corp fVY S3-I24. 
03/11/16 VAS8ALL0, 0 B Operating Reactors Branch 2 Rpp 
21261 >390 24X Flche 50-271; 83/1 1/16, 031 1220328 


0311820389 Raspontfs to NRC 831020 ltr requesting plans it scheduims far 
mods associated w/NUREO-0737, Item IJ K 3 82, ‘'Automatic 
6wltchovar of RcIC 0yi Ruction " Mod will be factored into 
long-term program 

HARRINQTON.M. D Boston Edison Co BECO 83-209. 03/11/18 

VAGBALLO.D B Dperating Reactors Branch 2 2pp 21262.064. 24X 

F i c h o ♦ 90-293, 03/ 1 1 / 1 0, 83 11 220329 


0311220339 Forwards revised Pages 12,20 6 42 to detailed control room 
design review program plan, per 031031 submittal re 
H0REO-G737. Item 1.0 1, ^’Control Room Design Reviews * 

WE8TAFER,0 R Florida Power Corp 3Fi 103-08 83/U/t7, 0TOL2,O F 

Operating Reactors Branch 4. 4pp 21261*359. 24X 

Flch at 50-302. 83/11/17.0311220339 


0311220370 Forwards listing of preoptratlonal 6 acceptane* testa that 
a-ey be completed after fuel lo«d Completion schedule for 
listed syt clarified per 9ER (NVREO-0092) 

0OREN8£Nj G C Hashing ton Public Power Supply Gystem 002-03-1056 
83/11/19 BCHMENCER.A Licensing Branch 2 3pp. 21261:048 24X 

Ficha 90-397. 03/1 1/19; 0311220378 


8311280396 Informs that program plan for control room desigm review 
will be submitted by 831231 & procedures generation package 
for emergency operating procedure will be sent by 830731 per 
Generic Ltr 02.<33 U Buppl 1 to NVREO-0737 

MUSOLF, D (1 Northern Statee Power Go OL-02-33 63/11/11. 

Office of Nuclear Reactor Regulation, Dlrtctor ip 21261. 126. 24t 

Flche! 90-263, 03/11/11,0311220398 


0311220449 Respond* to 030912 request for 190-day exteneinn of G30610 
submittal date for updated topical repte Submittal data 
Inapplicable to Hestlnghouie since company ii vendor not 
licensee Changes require NRC approval 

POTAPOVa, U Region 4. Office of Director 83/07/26 RAHEiE.P. 
Hestlnghouie Electric Corp. 8pp. 21299 103. 


—8311220451 Requests tSO-day axtenelon of 830610 submittal data for 
updated topical rapt* Review of QA topical repts to assure 
compliance u/NUREG-O0OO in progress Revlead topical rapt to 
ba submitted by 831107 

RAHE.E P Keitinghousa Electric Corp Na-EPR-2769 03/05/12 

HALE.G Region 4, Office of Director tp 21299 189 
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03t 112309(0 Forbf«rd» 4ddl info In retpons* to nRC 830013 qER r« 
WURE0-0737i Ittm II D Si *'Poi t -Act ld»nt Sampling B-iji " 

G larlFlCdtion tt/or correction!- to ini'a In SER It util 021217 
Itr and 

WITKCRB. B D Portland Oonoral Electric Co 83/11/16. ElSENHU-T. D 0 
Pivieion of Llcftialna flpp 21297 019 24X FI c he. 30"'314> 83/11/16p 

8311220910 


8311S30219 NUREO-0772 

FIWAU ENVIftDNMENTAL STATEhENT RELATED TO THE OPERATIDM DF 
BHEARON HARRIS NUCLEAR POWER PLANT. UN ITS I AND 2 Docket Mo* 
8TN 90’-400 if btN 90”’'101 iCarollne Power & Company) 

» Dlvlilort of LicenilnB 03/10/31 2D6pp 21289 024 24X 

Flcha SO-400* 83/10/31, 031 1230219 


0311220529 Dlmcui!*! plant for ettab llehlng nau smergattc^ operation* 
Faetllty at iite boundarg control ctr, In revponte to NRC 
830914 Itr danylnfl requtat to ralocata facility function* to 
corporata headqoartar* 

FAV^C N Uiscon»ln Electric Pouer Co 03/11/10 BCNTONt M R. 
Office of Nuclear Reactor Regulation, Director 4pp 21299 240 
BAX Flche 50-266.83/11/10,0311220929 


8311230099 Forward* respon«et to draft SER open Itemtt w/mark ad-tip F8AR 
pagea- Change* ulll be Incorporated Into neat F8AR araend, 

BOOKERrJ. E Oulf State* Utllitle* Co RBO-16, 396 03/11/11 

DENTOMi H R Office of Nuclear Reactor Ragulatloiti Director. 2Spp 
31871,296 24X Piche 90-498.03/11/11.8311830099 


8311830068 Foruardt ichedulti for all capital backfit project* hated 
«ti We at ingbouit analytical ranking proc*«« (nithodology 
Bubmittal provldad for early ravteu It comment Upon 
r aeolut 1 on. I Icenea amend will be lubmltted 

BABKiNrK P, Southern California Ed lion Co. B3/I1/21 DENTON. H R 
Off lea of Nuclear Reactor Regulation. Director. 0pp, 21271,172 
84X Fich# 90-206.03/11/81.0311230062 


0311280096 Forward! reiponve* to draft SER open Item* identified by NR 
Chflflilcal Engineering Branch iCHEB) CHEB endoreed Licanelng 
Review Group II Poeltioni 1,8 It 3 Po*t-acc idant eampllnp 
*ati*fl«* NUREO-0737. Item It B 3 renulrament* 

0OOKEB. O' E Gulf Btate* Utllitle* Co RD0-L6.393 83/11/09 

DCNTONiH R Dffic* of Nuclear Reactor Regulation. Director IBpp 
21278:224 24X Fiche 90-498.83/11/08,0311380096 


831 1200166 Ad vlft* that all TUI Action plan equipment raviaued to 
Identify environ qua 1 if icatinn itatut All equipment either 
quelifltd or lack of qualification jii«tlf led. per Section 
3 11 3 1 of aSER <NURE0-0B92), 

8QRENSEN. 0 C. Uaahlngton Public Power Supply Syttem 002-83-1083 
83/11/21 8CHM£NCERrA Llcenilng Branch 2 2pp 21203 MB 24X 
Fiche 90-397.83/11/21,8311260166 


6311200170 Advleaa that raquiranvinti of NUREO-0737, Item II. B 2 re plan 
thlaldlng d«*ign review f ulf 1 Ued. Con*t continuing on 
«ub*equent phase* of raduasta control panel mod* 

NAIER.J E Rochaitar Oa* U Electric Corp 83/11/21 CRUrCHFIELD. C 
Operating Reactors Branch 9 2pp 21203 190 24X 

Ficha 90-244,03/11/21,8311280170 


B31123007B Informs of delay encountarad in implementing safety 
aisessment ty«/safaty parameter display eg* ae cammittad to 
In 930419 response to NUREO-0737. Quppl l.due to contractor 
delag* In dallvary of syi software package fc hardware 
O'TOOLE. >1 D, Coneolidated Edison Co of N«bi York. Inc 93/11/10 

EIBENHUTjDO Divicion of Licensing 2pp. 21270 l69 24X 

Fiche. 90-247.03/11/18.831 1230070 


8311230143 Approval priority rating of ‘'DROP” for Ooneric Issue 43. 
"Contaminat 1 on of Instrument Air Lines ” End prior ttiiati on 
evaluation will be incorporated into NUREO''0933. 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
83/11/10 KATTSONi R J Division of Byitems Intogration (post 
811009) 13pp 21270 028 


K» 1230179 NUREO/CR-3110 V03 

RELIABILITY OF NONDESTRUCTIVE EXAHINATIDN Volume 111 
Chapters 12-19 

Bt/8H( fl H Battalia Memorial Institute. Pacific Northwest Laboratory 
FIN B-22B9, PNL-4ga4 03/10/31 Dlvliion of Engineering 
Technology. 4B0pp Available at NRC 410 90 21293*149, 


03U20O174 Amenifs 831119 Itr on 8ER <NUREO-OB92) Confirmatory Istue 12 
re ovarhaatlnig of gadollnla fuel pellets, par 831116 telcon 
Issue closed bg issuance of OE Rapt NEDE-23789— l-P. App B. 

SORENBENiO € Washington Public Power Bupplg &y*tem 002-B3-1'074 
83/11/17 8CHWENCER. A Licensing Branch 2 ip 21203,163 24X 

Flcha 90-397. 93/11/17.831 1280174 


0311280193 Forward* datcriptlon of provisions for detection of fire & 
protection of cable trays from fire Info provided to close 
SER tNUREO-0991) Open Issue 19 

DOVER. V S Philadelphie Electric Co 83/11/23 6CHWENCER. A 
Licensing Branch 2 7pp 21263 202 24X PI Che 90-392.63/11/23. 

9311260193 


8311290203 Responds to Generic Ltr 82-33 (NUREO-0737, Bupp 1 1) re 
omargeneg response capability Control room design review 
summary rapt will be submitted by 950101 It amtrgsncy 
operation* procedure* generation package bg 840319 
LUNDVALL.A £ Baltlmt^re Oai it Electric Go OL-BS-33 03/11/10 
MILLER, J R. Operating Reactors Branch 3 2pp 21200,677 24X 

FUhe 90-317.03/11/18,9311200203 


8311230177 NUREO/CR-3 1 43 V04 

INDIRECT ROCK MAflS INVEST I OAT IONS FOR OPTIMIZINO BOREHOLE 
DRILLINO PR-OOraMS VOL 4 Wav* Diffusion Oeotomography 
HOWARD. A. O . OLASa. C E , HENRY. D B Arltona. Univ of. Tucsoh^ AZ 
FIN B-6337 83/10/31 Division of Haalth, Siting !< Waste 

Management 123pp Available at NRC 9,00 21293 021 


8311230101 NURE0/CR-3L10 VOl 

RELIABILITY OF NONDESTRUCTIVE EXAMINATION Chapter* 1-6 
BUBH.S H Battelle Memorial Institute. Pacific Northwest Laboratory, 
FIN B-22B9 PNL-49a4 03/10/31 Division of Enginaarlng 
Technology 936pp Available at NRC 14 00. 21294,269, 


0311230183 NUReo/CR-3llO V02 

aEHABILlTY OF NONDESTRUCTIVE EXAMINATION Chap tars 7-11 
BU8 Kj 9 H. Dettflla Memorial Institute, Pacific Northwest Laboratory 
FIN 0-2289. PNL“49a4. 03/10/31 Division of Enplnasrlng 

TactinoLogy 499pp. Available at NRC 13 00 2129| 242 


8311230189 NUREO-0940 V09 NOS 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVA I LABLE. August 1983 
• Division of Technical Information & Document Control. 83/10/31, 
690pp, 21289,310 


0311230190 Forwards draft "PRA - Statu* Rapt & Guidance For Regulatory 
Application ” Redraft aspected by early Dec 1983 

ERNST. M.L. Division of Risk Analysis 83/11/07 FrALEY» R. F, ACfie 

•" Advisory Commlttae on Reactor Safeguard s 2pp 21307’ 049, 


0311230219 NUREO-1016 ERR 

BAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE IOWA BTATE 
UNIVERBITY DOCKET NO 96-116 

* Division of Technical Information Si Document Control 83/09/30, 
B3pp, Available at NRC, 4 79 21277,190. 24X 

r 1 e h a: 9 0- 1 1 6, 03/09/3 Oi 83 ii 2302 1 9 


0311280286 Forward* rev* to 831010 It 21 ltr* providing add I Info r* 
antargtncy p Ian* consltt Ing of raspanse* to Itims from BBER2 
C)yUREG-O601) Info- will be Incorporated Into Rev 12 to F8AR 
KDEBTER.O L Kansas Das I. Electric Co KMLMRC 83-140 03/11/21-. 

DENTON, H.R Office of Nuclear Reactor Regulation, Director, 9pp, 
21200.069 24X FichS 90-402. 03/ 1 1/2 1. 831 12G02B6. 


8311280309 Informs that static C< dynamic load tasting succsstfullg 
completed on containmint polar crane Testing snsurea safety 
of vital equipment in contelnmint while satisfying gijldance 
of NUREO-0994 ti fulfill* FBAR commitments. 

aCHMIDT.H C Texas Utilities Bervlces. Inc TXX-4079 03/11/21 
DURUELL.8 0 Qfflce of Nuclaar Reactor Regulation. Director Ip 
21202’ 229 24X Fiche 90-449.83/11/21.0311280309 


0311280314 Informs of program developed u/Thames Valley State Tachnlca 
ColLaga to upgrade *hlft technical advisor knowledge to 
fulfill requirement* of NURE0-07a7. 1 tam I A 1, 1 First 
satsion expected to begin on D31209 

C0UN81L.M 0 Connecticut Yankee Atomic power Co B 10937* B3/ll/tC 

EI8ENHUT. D 0 Division of Licensing 4pp. 21202 226 24X 

Fiche 90-000.03/11/10,8311200314 


8311200334 Forwards outline showing util position on remaining open 
topics tummarlced in Chapter 4 of SEP integrated safety 
atsaismint rapt tNVREO-D409) 

Rybak* B Commonwealth Edison Co 7616N 03/11/16 OltBERT.R 

Operating Reactor* Branch 9. 4pp 21203 001-. 24X 

Flcha' 90-237 , 03/ i 1 / 16. 83 1 1 280334 


Q31120O39& Informa of changes In methodology r« 9ER Confirmatory Issui 
6?(NURE9-0893) r® containment 24'”/36'' V!i>t li purge valve 
operability to ensure requirements mat 

NELSON. B.M, Illlnol* Power Co U-0678 03/11/17 8CHWENCBI, A 

Licensing Branch 2, 3pp 21208 303 24K FUhe 90-461.83/11/17. 

6311280399. 


B31L2S039? Forward* final revised Section 9 schedule required by 
Generic Ltr 82-33 re commitment to Suppl l -of NUReG-0737, 

REED.G, Commonwealth Edison Co OL-ea-33 03/11/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 8pp, 21285 199 
24X Fiche 90-000.03/11/19.8311200399 
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8311280305 8u(^n«ltt ichidul* of djitt of tvaluatlonv «ptcifiaif In 
Ni;ftE0<-0827. '‘intogrJttfd Pl*r»t WfotW AMaoimint of SEP for 
LACBWfl. " 

LJNDERiF Ooir^land Powtr CooporatW*. UAC'*732^. 03/11/14. 

CROirCHFIELOr D Oporatlng R««ciprt Branch 9 3pp. 21309 lit. 34X 
Plcho* 0311200309 


031120039^ 0«q^ua»ti •lemp^ion for not Inftaltlns hlgh^ranfl* noblo 
ga« monltOTi. on ■•urllnirg bldg v#nt par r# quir tnhnt# of 
MUREO-0737. TrtI It am H, F 1 

MlLLSiL. K. Tanii«t«aa Valldp Authority 83/11/22 ADEKBAMr E. 
Uietnilng Branch 4 3pp 2i209 323 24X Fichp 50^390* 03/ 11 /22i 

9311280394 


8311270123 Forwards oddl Info r# WREO-^737, Ita« II B 3 , “Pott-'Accldt^t; 
OaispUng Og« " info consisti of rsaponst to aach critarion 
tfellnaatad in NRC Jona 1903 Itr Si Iniariai proeadura for 
assasamant of cora damaga following poitulated accldant 
a^TOOLEf j D Consolidatad Edison Co, of ffaw Tork* Inc 83/11/19 
VAF0A*8 A Dparntlng Raactora Branch l 71 pp 21304 170 24X 

Flcha- 90-247i B3/1 1/1 9* 831 1290123 


831 1270239 Forwards ^'Control Rooni Daslgn Ravlaw Program Plani^ In 
rasponsa to NURE0‘-O737 j Bupp 1 t. 

HAR8HA1.1., J R. Arkantai Pouar It Light Co OCA^4118310. B3/U/29 

EISENHUTj D 0 Division of Llcansing Ip 21304,249 24X 

Flcho* 90“313* 83/1 1/29. 831 1270239 


8311280437 Forwards praprlatarij "Evaluation of NUnEO‘‘0783 Local 
Pool Tamp Limlta for Susquahanna Staam Eloctrlc Etatlon/** 
in raaponaa to Licansa CondttioTi 2 C 27 Taaip conforms to 
Nl4tE0-0783 Rapt lalthhald (raP 1<>CFR2.770>. 

CURTIEjN W Pmnaqlvanta Pouar fc Light Co, FLA->1998 83/11/21 

fiCHMENCERiA Llcansing Branch 2. Ip 21284*287 24X 

Ficha: 90-987. 88/11/21. 831 1280437. 


8311280449 Adviaai of nacaasitg for l-*gr aitanslon for camplation of 
•afstg paramatar dasplag sgs Final rapt ra conf ormanct to 
Rag Oulda 1 97 dalayad until and of 1984 ai«ty-dag istanalon 
raquiatad for rasponsa to Suppl 1 to MURE0^0737 

BROEHL.D.J. Portland Oanaral Elactrlc Co 83/11/23 El8ENhRJT>0 0 
Division of Llcansing. 2pp. 21284.330 a4X Flrha 90-344.83/11/23. 
8311280449. 


G31 1280474 ClariPlas objactlvas ra 831024 application for praliatinarg 
daaign approval Application uill addrast I. juitlfg any 
deviation from QRPi miREO-OSOO 4 incorporata faatiiraa for 
f ravantlon. mgt or mitigation of aavara accldints. 

RAHE. E P. Uastinghnusa Electric Corp. N8-CPR-2899 83/11/14 

PENTONi H R, Of flea of Nuclaar Raaetor Ragulation, Oiractor, 2pp 
21204, 020, 


— 6311S90237 "Control Room Datlgn Ravlaw Program Plan " 

• Arkansas Pouar 4 Light Co 03/11/29 99pp 21304 290 24X 

Flchf 90-313,83/11/29,8311290239 


8311290299 Forwards "Harbla Hill Control of Haavy Loads Info," In 
rasponsa to NRC 001222 raquasts for addl Info on control 
of haavy loads 4 Oanarlc Ltr 01-07 U/24 ovaslia draulngs, 

SHIELDS. 8 W Public Strvlca Co of Indiana. Inc OL-fll-07 
83/11/23, EI8GI«4JT,D 0, Division of Llcansing 2pp 21303,007 
24X Flcha* 90-946. 83/11/23. 831 1290299 


— 8311270240 "Narblf Hill Control of Heavy Load# Info." H/24 ovarsixs 
drawings Apartura cards ar# availabla in PDR 

a Public Sarviet Co of Indiana. Inc. 2L-Bt-07 83/11/30. 6lpp 

21303.007 24X FI Cht* 90-946, 83/1 1/23. 831 1890297 


8311290280 Dlicussaa open Items Identified In 831004 8ER ra NURE0-C7a7, 
Item II E 1 1 ra amargancy feedwater pump. Clarification of 
Recommendation OL-2 ra parallel suction valves raqusstad, 

HAR8HALL. J. R Arkansas Power 4 Light Co lCAHlia304 83/11/17, 
8T0LZ, J F, Operating Reactors Branch 4 8pp, 21302,188 84X 

Fleha: 90-313, 83/11/17.6311270280 


8311280479 Forwards justification f-or not impleasntlng mod racoausanded 
in NOREO-0737, 1 tf m Il.K,3 22 ra RCIG Costs associated w/med 
cannot be justified since safety hsnaftt can only be 
eiatslfiad as marginal. 

HILLS. L H Tonne ssae Valley Authority, 83/11/23 DENTON. H>R. 
Office of Nuclear Reactor Regulation. Oiractor 4pp. 21284’ 024 
84X F 1 C h a. 90-297, 83/ 1 l/23i 83 i 1 200479 


8311280484 Forwards ZC Insp Rapt 90-213/03-89 on 831024-80, No 
noncompllance noted. Enforcement actions being considered for 
conformance deficiencies re 030314 order confirming licensee 
commftmants on post-THZ related Issues, 

ffAftriN, T T Region i. Office of Director 83/11/07 CCK/NBIL. W 0 
Connecticut Yankee Atomic Power Co 2pp 21884 ool 24X 
Flche: 90-213. 83/11/09. 9311280486 


—8311280491 IE map Rept 90-213/83-29 on 831024-28, No noncompLlanc# 
netad, He jor areas Inspected * post-accldent sampling of 
reactor coolant 4 containmsnt atmosphere 4 incraasad range 
of radiation monitors. par fflJREO-0737 4 NUBeo-0978 
VHITE. J R. Region I, Office of Director HULL, A P. . KNOX,M H. 
Brookhaven National Laboratory. CL-82-09 83/11/08, 21pp, 

81204 003 a4K Fi Che: 90-213. 83/11/09. 831 1280464 


8311280487 Forwards addl Info re solid radwasta handling sys par 
Bactlon 11 4 of 8ER. Detailed description of planned 
parmanantty Installed ays will be provided In update of 
F8AR. 

DEVlNCENfrSi J Yankee Atomic Electric Co. DEVlNCEHTrS, U. Public 
Service Co of Haw Hampshire, 8BN-9B2 83/11/22 KNIOHTDN. 0. M 

Licensing Branch 3. 8pp. 21204.247 24X Flche. 90-443, 83/11/22. 

8311200487 


8311260911 Informs that THI II. F £ 6 -constdared affectively suparsedad 
fay Rig Guide 1 97, Rav 2 ra co-ntalnmant hydrogen monitors. 

Util plans no further action. 

COUNSlLiW, G Conn set lew t Vantse Atomic Pouar Co C0UN8IL. H G, 
Northeast Nuelaar Energy Co. (subs of Northaast UtLlitifs). 

COUNSIL. N G. Northeast Utilities 610733. 03/11/17 

CRUTCHFIELD* D Operating Reactors Branch 9, 2pp 21283; 237, 24 X 

Flche 90-000,63/11/17,8311280911. 


8311270016 Forwards 8ER accepting Ucensaa actions, descr Ihad In 030831 
Ur. as compliance w/NVfiEG-0737. Itam II, 6. 3 ra poit-e^c idsn t 
sampling sys. 

VARGA. 0- A. Operating Reactors Branch 1, 83/11/04 UOERtTI.R A 

Public Gervtee Electric 4 Gas Co of Nau Jirsay llpp 21308*047. 
24X Fic ha 90-272^03/11/04. 831 129001 A. 


8311290314 Responds to FOIA request for five categories of documents 
Forwards Documents B.C,D 4 E Science App llcatlons. Inc rapt 
aant directly to Sandla, 

FELTON. u H Division of Rules and Records 83/09/08, 0HOLLY. 8 G 
Union of Concerned Sclantiste, Ip. 21318*010 


-*’8204200381 Forwards draft safety goal implementation plan for review 
4 comment Heating scheduled fro 820413 to discuss plan. 

ERNST. ri L Assistant Director for Technology Review, 82/04/00. 
HANAUER,8 H Division of Safaty Technology. lOOpp 21318,206 


0311270324 Requests submittal. within 30 days, of final procedures that 
comply w/NUREG-0737. Item ZI B. 3 re post-aceldant sampling 
sys, Final proceduras should discuss radioactive indicators 
for clad fallure^fuel overheating 4 cora malt, 

VARGA/ 8 A Operating Reactors Branch 1 83/11/00 UHRIO.R E 

Florid* Powar 4 Light Co. 2pp 21308*349 24X 

Flche* 50-200. 83/11/08. 031 1290324. 


8311270349 Advises of completion of rsvlau of 821206 4 830419 
aubmiittais rs habitability 4 location of amargancy 
operations facility Facility complies w/NUREG-0737. Bupp 1 1 
raqu Iraaiants 

VA08ALLI), D. B Operating Reactors Branch 2 83/11/09 UTLEY, E. E 

Carolina power 4 Light Co. 2pp. 21308*310, 24X 

Flche; 00-324, 03/11/09, 831 1290349 


8311290396 Forwards safety evaluation of licensee 830319.0819 4 
1007 responses to NUREO-0612. "Control of Haavy Loads, " 

Llconaaa responsas acceptable, 

nCDONALD.P 0. operating Reactors Branch 1. 83/11/01, UHRIG.R.E 

Florida Power 4 Light Co 2pp. 21307:001 24X 

Ficha: 90-290, 83/11/01,8311290398 


'8311890360 Oafety evaluation accepting licensee responsas to 
NUREG'-0612. "Control pf Heavy Loads, " 

* NRC - No Detailed AfflUetion OWen. 83/11/01 8pp. 
21307 003. 24X Flche- 90-290/ 83/11/01. 0311290398, 


—8310130338 TER-C 8 906-377/ 400 

"Control of Heavy Loads <C-10l . Turkey Point Units 3 4 4." 
technical evaluation rept, 

BOHS6ROER,C Franklin Instl tuta/Frankl In Research Center 
NRC-03-81-ld0. TAC 08080, 03/10/10 SINGH. A, f«IC - No Datsllsd 

Affiliation Given 27pp 21309*009. 24X Picht. 90-890. 83/1 1/01, 

8311290398, 


8311270096 Notifies that updated submittal of progress of control room 
habitability mods re MUpEG-0737i Itam HI D.3. 4.«lll be 
delaytd to 831818, dua to continuing studies 4 Invn tlga tton. 

TUCKER, M.8. Duka Power Co, 83/11/10 DENTON/H.R Office of 
Nuclear Raactdr Rigwlatlon. Oiractor. Ip 21306 180 . 24X 

Flcba. 90-269, 03/11/10, 831 1290096. 


8311270361 NUREO-0517 806 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LA 
0ALLE COUNTY STATION. UNITS 1 AND 2 Dockati 90-373 and 
90-374 fCommonwaalth Edison Company}. 

a DivlSlan of Llcaneing. 03/11/30. 32pp. Ayatlabla at NRC. 4300 

21321:048 24X Flche. 90-373, 83/1 1/30, 831 1270361. 
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BGl 18903*3 NUREO/CR-2813 

DEVELOPMENT OF LOW LEVEL WA8T6 FROM CRITERIA TESTING OF 
LOH LEVEL WASTE FORMS 

DAVlSiR E I Cause* E P BrooVhiv»n National Laboratory FIN A-3159 
BNL-NUflE0“9139* 83/11/30 Dlvltion of Wait* Managomant 32pp 
AvailabU at NRC. «380 21321 0*0 


33112903*4 NUREO/CR-32S* 

ASSESSMENT OF ALTERNATIVES GF CORRECT INVENTORY DIFFERENCE 
STATIST 1 CAL TREATMENT DEFICIENCIES 

BYERS* K R. * %«)HN9TDN*J W i BENNETTi C A Battalia Mentor m Inetltuta, 
Pacific Nort*uieat Laboratory FIN B-2S09 FNL-4696 63/11/30 

DlvUlon of Bafaguardt SSpp Available at NRC *490. 21321 099 


B3L12903** DliCueeaa Implimentation of NUREO-OTa?! Item* II B 3. I].F l, 
n.P.8«II>K 3, 30 l( II K 3 31 at required by Amend 1 to 
Llcenee DPR-76 Calculationi for taial 1 ‘■break LOCAi being 
treated on fienerlc basia, 

EIBENMUT^O 0 Dlvltion a# Llcenilng 63/11/19 SCHUYLER. J Q 
Pacific Oai Electric Co *pp 21310 323 24X 

FlChe 90-879i 83/11/19*63112903*6 


8311290361 NUREQ/CR-2eoe 

OUMfiMLl A COMPUTER MODEL FOR GROUNDWATER TRANSPORT OF 
RADIOACTIVE ISOTOPES AND DOSE RATE CALCULATION 

SABTlCjC, > HSU. c i COLMANi J firookhaven National Laboratory FIN 
A-3169. BNL -MUR EG "91 993 G3/11/30 Dlvltion of Watta Managemani 

92pp Avallabla at NRG 9490 21320 0*9. 


8311290363 tMREO/CR"34S4 

EQUIPMENT OUALl FI CATION RESEARCH TEST PROGRAM AND FAILURE 
ANALYSIS OF CLASS IE SOLENOID VALVES 

PAULSON. D V , SHOOK* T A . BACANSKAB* V P Franklin Initltute/Frankl in 
Ratearch Centar FIN B"t27B F-C 99*9-309/3 19 03/11/30, 

Direetor'e Off lea* Office of Intpectlon and Enforcement l*2pg 
Avan able at NRG «700. 21380 190 


1290367 NUREO/Cfl-807e 
HANDBOOK OF NUCLEAR MEASUREMENT METHODS, 

ROGERS* D.R Montanto RetearcK Carp FIN A-10B3-1 MLM-sa99 
B3/09/30 Offica of Nuclear Regulatory Retearch* Dlrattor 793pp 
Available at MAC *1900 21911 201 


8311290390 MURED/ CR"3494 

BI0ASSAV6 UaiNO RESONANCE IONIZATION SPECTROSCOPY. 

PARKS* J.E Atom Bclencca* Jne FIN B-8122 63/11/30 Dlvlilon 

Of Faellity Operatlent. 29pp. Available at NRC *3 79 21320 034 


8311290399 NURE0/CR"299* 

lOME-MATCHlNO METHODOLOGY FOR BLOT JETS IN WATER BODIES. 
EftABLANjA H « tlN*U. Oak Ridge National Laboratory FIN 6-01*6 
ORNL/TM-6241. 83/10/31 DWitlen of Health* Siting t< Watte 

Managertent llSpp Available at NRC *9.00 21319* 2Q8 


03U300039 «jnE6/CP“0042 

PROCEED I NOa OF THE WORKSHOP ON ELECTRICITY DEMAND 
FQRECABTINO by STATE AGENCIES 

8HElTDN*R B * RIZYjC.O * MADDIOAN.R. J. Oak Rldga National 
Laboratom. FIN A-9043. 0RNL/TM-B692 83/11/30. Of flea of State 

Prograitt* Dlractor 141pp 21340' 313 


8311300091 NUR £0/06-2870 

CHARACTERIZATION OF THE RADIOACTIVE LARGE QUANTITY WASTE 
PACKAGE OF THE UNION CARBIDE CORPORATION 

OAUSEjE P * STANOiL. 0 * DOUGHERTY* D R Brookh/y/on National 
Laboratarg FIN A-3l*9, &NL-NUREG-9197* S3/11/30 Dlvlalon af 

Uaate Hanagamant lOlpp Avallabla at NRC. *4.79 2l337‘ 114 


8311300093 NUREO/CR-3463 

AN EVALUATION DF HECTR PR ED I CTIQNB OF HYDROGEN TRANSPORT. 

WEBSTER* M J, * CAMP* A L. Sandla Laborator let . FIN A-1246 
8ANDea-kei4 B3/11/30, Dlvltion of Accldant Evaluation 99pp 
S1337’ 214. 


8311300099 NUREO/CR-3900 

TRENDS IN NUCLEAR POWER PLANT CAPITAL INVESTMENT COST 
ESTIMATES* 1<77* TO 1902. 

SOWERBiH. 1.1 FULLER*L C * MYERB* M. L Oak Ridge National Laboratarg 
FIN B-0494. ORNL/TM-B89B 03/11/30 Offica of Nuelaar Regulatory 
Retearch* Director. 77pp. Available at GPD 2l34i'0?0 


8311200096 NUn£0/CR-‘2ei4 V04 

NUCLEAR REACTOR SAFETY October 1 - Dectaber 31*1962 
BHEHEEN.N. N « STEVENSON* H G Lae AUmot Scientific Laboratory. PIN 
A-70i4. LA-97 4D-PR. 03/11/30. Dlvltion of Accident Evaluation. 

29pp, 31332:010 


831130006* Porufardt requett for addl info t« NUREO-0737* I tam II D 1. 
•^Parformtnee Tatting of Relief * Safety Valvei " util 
thoukd be prepared to dltcuit reeponiei in meeting ultbln 
60 daga of Itr date 

KNIOHTON.OW Llcanilng Branch 3 S3/U/19 SCHUYLER* J 0 Pacific 

Oat S, Electric Co 9pp 31321:349 34X Fleha 90-279*63/11/19. 

03113000*6 


B3tl30D06B PoruardiB ravited “Detailed Control Roam Detlgn Revlau 
Program Plan"' In ratponaa to Generic Ltr 02-33 i* Buppl t to 
NUREO-0737 

PETRICK.NA Standardleail Nuclear Unit Power Plant Syetem B3-0062 
ea/ll/2B DENTON* H R NRC - No Detailed Affiliation Given Ip 
21317 199 24X Flche 90-000.83/11/26.83113000*6 


— S311300072 “Dfftailad Control RoDfn Detlgn Review Program Plan " 
a Standardliad Nuclear Unit Pouer Plant Syetem GL-02-33 
03/11/30 33pp 21317 1*0 24X F 1 c ha 90-000. 63 /I t /2Si 03 1 1 3000*8 


63113000*9 NUREG/CR-2462 

CAPACITY OF Nuclear power plant structures to reoist dlast 

LOADINGS 

KENNEDY. RP* BLEJWAS. T E . BEttlETT, D E Sandla Laboratoriat FIN 
A-1214 8ANDS3-1290 63/1 1/3D Dlvltion o# Rlak Anaigtli 

120PP 31332 040 


6311300074 NUfie<J/CR-3204 
CONeOLIDATION OF TAILINGS 

NELSON. J D . WARDWELL.R. £ * AQTiB.R Oak Ridge National Laboratory 
FIN S-0279 DRNL/T(1-8*90 63/10/3 i Dlvltion of Watte 

Management 3Bpp Available at NRC *3 79 21321 207 


6311300003 NUREO/CR-3203 

IN SITU dewatering TECHNIQUES FOR URANIUM MILL TAILINGS 
WARDWELLiR E , NELSON* J D *. AST* B R Oak Ridge National Laboratory 
FIN B-0279 DRNL/TM-8609 93/10/31 Dlvltion of Watte 
Management 60pp Available at NRC *4 90 21321- 246. 


8311300006 ffJREG-0020 V07 NO0 

LICENSED OPERATINO REACTORS STATUS SUMMARY REPORT Data Ai Of 
July 31* 1903, lOrey Book! 

a Office of Raeaurca Managemant* Director 63/11/30 39app 
21339 103 


831 1 300090 NUREG/C R-3 1 29 

REPOSITORY BITE DATA AND INFORMATION IN BEDDED BALT PALO 
DURO BAS IN, TEXAS. 

TIENiP * NIMICK.F B . MULLER* A. S Sandla Lab orator let FIN 4-1166 
flAND0a-2223 83/11/30 Dlvltion of Watte Management 917pp 
Available at NRC 49 90 21337 309. 


831130010* NUREO/ 00-3941 

MEASURES or THE RISK IMPACTS OF TESTING AND MAINTENANCE 
ACTIVITIES 

VESELV.WE* DAVI8*T G * S ALTOS. N Dattalle Memorial tnttitute. 
Columbut Laboratoriat PIN 11-2306 6141-2109 83/11/30 Dlvitlon 

of Rltk Analgtlt 164pp. Available at NRC 49 90 21340 149 


0311300110 NunEG/cR-a*ai 

E8TDNE A COMPUTER CODE FOR SIMULATING FAST-TRANB 1 ENT. ONE- 
DIMEN8IDNAL HYDRODYNAMIC. THERM AJLi AND SALINITY CONDITIONS IN 
CONTROLLED RIVERS AND TIDAL ESTUARIES FOR THE ASSESSMENT DF 
THE AGGREGATED IMPACT OF MULTIPLE POWER PLANT OPERATION 
ERASLAN.AH Oak Rldga National Laboratory FIN 6-01*7 ORNL-9691 

83/11/30 Divltiun of Health* Siting ■* Watte Management B*4pp 

Available at NRC 4|4 00 21334 343 


831 13001 17 For ward t ratpontet to outtbandlng erltarla re NURE0-0737i 
Item II 0 3* '"Pot t-Accl dent aampl Ing* In reeponio to 030713 
ltr 6 830829 tele on 

HUKILL*H D General Public Utllltlet - GPU Service Carp 
9211-63-328 63/11/22 6T6LZ* J F Operating Reac tort Branch 4. 

32pp 21316 221 24XFlclie 90-209.03/11/22*8311300117 


6311300131 Reipondt to Generic Ltr 03-37 re NUREO-0737 reactor coalrfht 
gas vant tyt Tech Bpeci Amend application re propated change 
to retponie to Generic Ltrs 63-37 L 82-1* will be submitted 
*0 dags prior to return to power from current outage 
MEDFORD. M a Southern Call fornla Ed Ison Co GL-B3-37. 33/11/23 

CRUTCHFIELD* D Operating Reectora Dranch 9 2pp 2131* S93 24X 

Flch* 90-206*63/11/23.8311300131 


8311300239 Application for amend to Llceneee DPR-77 8c DPR-79. conelit Ing 
of modi aietjciatad u/poet-accldent sampling* to comply 
u/NlMEO'0737. 1 tern II D 3 If/lO overeiie drawings Aperture 
cards are in FDR Amend fees end. 

MILL6.L M Tennessee Valley Authority 63/11/23 ADENSAH. E. 
Licensing Branch 4. i2pp 21311 02* 24X Flche 90-327.83/11/23. 

S3 1 1300239 
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6311300239 Dlicui*»i primary contalnraant liolatlon foUowiJiff ra»*t 
of if 0 lai;lon signal in rtipon** tg unra«Plv*d TrtI Action 
Ittm ri £ 4 2 raliatf «t 631122 Alt 

SCHftOeOEH-C M Comflanwealfch edit on Co IE&-0O-O6 93/11/20 

PENTDri^H » Offlc* of NucUar R«actar R*gula<?lon, Diractor Opp 
21312 02i 24 X- Flcha 30 - 373 i 63/1 1 /20* B31 1300Z39 


8309230301 Notification of 831009 maatln^ u/INFOiANU & util lt\ 
Atlanta«04 r* INPO anaigsia of itaam ganarator tuba ri/ptur* 
coaiputtr fi(nulatlon 

DlCKiO F Oparating Raactori Branch 9 03/09/21 CRliTCHFl€LDiD 

Oparating Raactori Branch 9 3pp 20473 302. 24X 

rich a 90-244.83/09/21,0309230301 


8311300247 Forward! raiponaai to draft gER opan itamf ra In-cora tilt 
thirAocoUpl a Sf lutcODllrvg In i troman tat Ion lyi {NUREi>”0737j 
Itaii ri F 21 (( ralaata of partlculatai & iodlnat fron 
condtrvaar vacuum puinp aihauatv 

MCDUFFlEi M A Carolina Powar A Light Co LAP'-&3-94l 83/11/23 

DENTQNi H R Offlci of Nudiar Raactor Rigulationi Diractor Upp 
21312,047 24X Flcht 90-400, 03/11 /23^ 831 1300247 


8311300400 WREO/Cft-^977 

Tegrs of absorbents & solidification techniques for oil 
MAST^ 

LIN, ri I NACKENIIE, E> R. flroolhavan National Laboratory PIN A-3199 
BNL-NURE0-919B9^ 83/11/30 DlVliion of Naita Hanagtmint 69pp 
Aval labia at NRC *4 90 21333.028 


8311300423 FOIA raguaat for NUREO-0949, Suppl 1, 
Raipontf Plan." to b§ pU<«if in POR. 

TAYLOR. C Kl/8 Corp CD“r8-03'282 B3/08/22 

and Racordi Ip 21329 317 


"Raglon I Ircidant 
Dlvliion of Rulai 


8311300429 Racpond! to POIA rai^uatt for NlTREO-OBtS. Svpgl i> "Ragion I 
Inaldant Ratponta Plan." to ia plaeatf In PUR- Documa nt doa» 
not **lat. 

FELTON# J H 01 Vi ! ion of Rulaa and Racorda 63/09/16 TAYLOR > C 
NU0 Corp, Ip 21329,316 


8311010015 IE Info Notlca 03-77, "Air/Oat Entratnnant Evanta RaiuUlrl 
in Bga Fallufai ** 8vc lift and 

JORD^, £ L Divlllon of Emargancg PrapBradna«« tn Englndoring 
Raiponaa (Po«t 830103) 63/11/14 Coniolidatad Edlaan Co, of 

York, Inc, ll4pp, 2AX Floha- 50-000, 33/ 11/14# 9311010019 


6311010010 IE Info Notlca 83^78# »*Apparint Improper Mod of Companant 
Affacting Plant Safatg Bve Hat and 

JORDAN, E L Divitlon of Emargancg Praparadntii & Engina*rj{nj 
Ratpontt (Poat 830103) 83/11/17, Canaplldatad EdiiOn Co of Htv 

York, Inc ll7pp 21603 001 24X Flcha 90-000# 03/11/17# 8311010019 


8311010439 Forvardi raquast for OHO raviaw & lupportlng ttatamant ra 
8td Form 83 $i iirpportlng ftatamant for lOCFR71i "Packaging Ic 
TraniporUtlon of Radtoactlva Matl. '• 

NORRYiP.O Of flea of Adntnl atration 83/10/20 SCURRY. N QffKl 
of HanagoffAnt L Budget, ip 21017,068 


8311630197 Raiponea to Intarrogator ra draft State of MK 
radiological amergancg raeponaa plan cartifieata of 8vc 
anti, Ralatad corraapondtnea 

8NIR8N, fi J Fadaral Enargtncv Hanagamant Agency ISSUANCES OL 
83/10/27 Baacoait Anti-Pol lutlan Laague, 9pp 21038 311, 24X 

F i Cha i 50-443, 83/10/27 # 831 1030157 


6311300441 NV/REO/CR-OMS 

HAZARDOUS MATERIAL ACCIDENTS NEAR NUCLEAR POWER PLANTS AN 
EVALUATION DF ANALYSES AND APPROACHES 

KOT#C A i LIN, H C . VANERP, J 0 Argonnt National Laboratory FIN 
A-2076 ANL-e3-93 03/11/30 Dlvifton of Health. Siting «« Waita 

Managtaant i67pp 21332 223 


8311040041 Raapond! to 830906 raiiutat for aiiietanca ra offaitf 
radiological amargeneg praparadnaaa lifuta ralaad bg 
Maaaachuaatta PIflO, Raaaonablg adaquaVa level of radiological 
prapavtdnaaa damonatraiat) bg util. Rapt and 
KRIHH.R W Fadaral Entargancg Hanagamant Agency 83/io/lS. 

JORDAN, E L Dlvlaion of Emargancy Praparadn#** ^ Englnaarlng 
Raiponia (Peat 830103). 2pp 21090 149 24X Flehf 80''293# 0^/16/10# 

0311040041 


ORO CORREfiPCWOENCE WITH OTHER C«0AN12AT10N3 


63<0e30O797 IE Info Nottc# 03-69, "Improperly Inatallarf Fir# Dampen 
at Nuclear Fouer Plant* " Eve Hat end 

JORDAN# E L Divitlon of Emargancy Prtparadnaa* it Enginttrlng 
Riapotiaa IPod 830163) 63/lO/Sl Coniol i datad Editon Co. of New 
York, Jnt 21114 391 a4X Fl< ha: 90-000, 03/10/21. 03OS3OO797 


0308300799 IE Eullttin 83-07. Suppl 1# "Apparently FraoduJtnt Product* 
Sold By Ray Hlllir# Ine. " Bve Hat end, 

DEYOUNO.R C OiTaetor'a Office. Office of In-ipection and 

Enforcement 83/10/26, ConaoUdatad Ed t ton Cq of New York, tnc 

I79pp 21070 170. 24X Ficht 90-06o, 63/10/26. 8308300799 


0308310030 IE Info Notice 63-70, "Vibration Induced Valve Failure* ** 
6vc lltt and. 

JORDAN, C L Divitlon of Emargahty Preparadnaa* 4c Engineering 
Ratponit CPoat 830103) 83/10/29. Conaol Idated Editan Co, of New 

York, ln« n7fp 21097-219 24X Flcha 30-000.83/10/29,6308310030. 


8308310034 IE tnfa Natl«e 83-71, *'Defcct iti Laad-Baaring WaUt on 
Lifting Davicat for Vaiaal Head & Internal* " 8vc lift and. 

JORDAN, E L Divitlon of Emergency Praparadnt** b Engineering 
Ratponta (Pait 630103) 83/10/27 Coniolidatad Ediaan Co of Kiu 

York* Inc iiSpp 21097 397 24X Fich*. 90-000# 83/10/27, 6306310034 


8308310040 IE Info Notice 03-72. "Environ Qualification Taatlnp 
Expartanca. " Svt liat and, 

JORDAN# E>L Divitlon of Emargancg Praparadnaaa 6 Englnaaring 
Ratponia (Poat 630103). B3/t0/28 Cnnaoll datad Ed it on Co of Neu 

York, Inc I31pp 21199:024 24X FIch# 90-000. 83/10/29# 0306310048 


0300310097 IE Info Notlca 03-73, "Radiation Eipotura From OUvea 
Con tarn 1 na tad W/U Daiightar Producta " Sve Ii«b end. 

PARTLOH, JO Dlviilari of QA. Safaguardi h IntpactlPn Program* (Po*t 
830103) 83/10/31 Consol Ida tad Ed lion Co of Hau York# Inc 

il6pp. 21194 246 247 Fltba* 50-000.83/10/31 #B3t>a3i0097 


0306310079 IE Info Notice 83-79. "Improper Control Rod Hanlpulatlon " 
Bve Hat end 

JORDAN, E L. Dlvlaion of Emtrgency Praparednei* & EnglnaarlTig 
R«iponaa (foat 830103). 03/11/03 Coniolidatad Edison Co of,^ Neu 

York, tnc. 114pP. 21913 293 24 X Flcha, 90-000, 63/1 1/03# 6308310075 


0300310076 tE Info Notice 83-76, "Reactor Trip Breaker Half unctlona 
(Undarvoitaga Trip Drvlcai on OE Type AK-S-29 Braakar* ), " 

Bve lift and. 

JORDAN.E L Olyiaton of Enargancy Praparadnaai A Engineering 
Rttponia (Pott 030103) 83/11/02 Conio 1 1 dated Edlaoti Co, of Nau 

York, Inc Il9pp 2 1914' 024 24 X Flcha 90-000. 63/11/02, 8308310076 


—8311040047 "Analyiii of Emergency Praperedna** at Pilgrim Nuclear 
Powar atetlon Rai«td by He*iechu«atti PIRO " 
a F# dare I Emargancg Hanagamant Agency 83/09/30 I3pp. 

21050 .151 SAX Flcha* 50-293, 63/10/18, 831 1040041 


0311040098 Furwardi aaeonf ftetu* rapt on action* taken to flail varlfg 
that latitfactorg ramidlel action* being taken or have bean 
taktn to iatiafy offvite radiological amargancv praparadnati 
llcini* condition adopted by A8LB on 820302 
KRlHHfR, N Fddaral EmaTganey Hanagament Agency 83/10/10 
JORDAN# E L Dlviilon of Emergency Praparidnt** l< Engineering 
Retponae (Poet 030103 ) 9pp 21090’ 126 24X Flcha* 90-390# 83/10/10# 

8311040058 


0311040149 Forward* raqi/aat for OMD ravl*w «# *upportlng *tetert#nt r* 
10CFR33 eoncarning ipacific donaatlc llcantai of breed 
ceop* for byproduct mail. 

MORRY.P.O Office of Admlnlitration 83/11/03, 8<JUftflV#N Office 
of Kan«g«m»nt ^ Budget Ip 21066' OOl. 


0311O4O19S Forward* r*qu*»t for OMB review h tupporting ttatamant re 
reporting it racor-dtaaping raquirement* for NEC Form 443# 
"Confidential Statamant of Employment &c Financial 
Intaraiti '• 

NDRRY. P 0 Office of Admlnlitration 83/11/03 SCURRY# K Office 
of Management li Budget. ip 21068*00? 


8311070349 Forward* FEMA Region IV exarcl** ivaluation rapt op facility 
ea arc lit conducted an 030222-24 

DANCE# H C Divlllon of Project I# Reiidant Program* 83/10/19 
WILOU0IW.8 Florida Power Corp 22pp. S1063 299 24X 

Flcha* 50-302,83/10/19,0311070349 


B311070461 Forward* FEMA final rapt of full-*cal* local aoergancy 
txarclsa on 030316, for VC Summer nuclear power plant 
VERRELLI#D M Divitlon of Project & Reeldant Program* 83/10/21 
DIXON# O W South Carolina Elactrie tc Oa* Co, 3pp 21070 120 24X 

Flcha 90-399# 83/10/21# 831 1070461. 


6311080937 Forward* raqui«t for DMB review I# lupportlng itatement re 
amend* to 10CFR30 ic 40 concerning domaitlc licenilng of 
source matl It std Form 03 t# supporting statamanti for amandf 
to Part 190 it exemption* 

WORRY# P 0 Office of Adminl*tratidn 03/1 i/01. SCURRY# N. Of fie a 
□ f Hanagamant It Budget Ip 21094 334. 
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B31ilC0219 Rvipands to 830B29 rBque«t to raconflder tuo BOCtiona of 
ra lIMPB av«li/«fclon progfAJit b gen«rAl operating 
critarl* Procadurt* drill be conaiitant u/Nf^C/INPO 
coerdinetlon pl«n far eppraleal l< evaluation activitlee 
flOEERTS. T M Comml f i ionere B3/10/1Q BILUIN. L F Northeatt 

U-tliltiei SlLLlNfL F Initltute of Nuclear Pouer Qperetlone Spp 
21149 062 


'-6311100221 Requeetf reconilderatlon of two lectiani of fieCY-B3~a4B re 
INPD- cvaluetiDii program & general operating criteria 
Propo-eed MRC criteria detrimental to INFO affqrte to promote 
axcellence in nuclear area 

BILLlNi U F Inititute of Nuclear Power Operattonff 83/06/29 
PALLAOINQi N J. Commieslonere 14pp 21149064 


G31111O093 Foruardi requett for GNO review U eupportlng itatament for 
KR-C Form-a re application for eource matl llcenie per 
10CFR40 31. 

0 Office of Admlnlatration 63/11/09 SCURRV^N Office 
«f Henagewent it Budget Ip 21182 124 


B311U(>2(}8 F-orwardi requeet for OtiQ review t lupporting etatement re 
8td Form 83 supporting etatement for NRG Form 241 
Tiportlng TOqulreflienti* rept of propoied actlvitiee in 
non agreement itatee 

NORRY. P 0 Office of Admlnletratlon 83/11/10 fiCURRV.N Office 
of Hjanagement & Budget Ip 21139 269 


6311160042 Forwards ’‘Interim Flndlngij Joint Btete b Local Radiological 
Cmergencv ReepontR Capabi 11 1 let" it "Exercise ReptrJolnt 
Btite St Cotai Radiological Emergency Response Exercise for 
Pilgrim Nuclear Power 8ta tl on ■ 820303 ” 

KRIWItR U Federal Emergency Management Agency 83/11/02. 

JORBAKi E, L Division of Emergency Preparedness 8i Englnssring 
Reipanse <Patt 830103) 2pp. 21193 260 24X Flebe 30-’293t 63/11/02. 

B31U60O4a 


•^6311160043 ^'Interim Flndingt* Joint Btate S< Local Radiological 
Emergency Response Capabilities for Pilgrim Nuclear Power 
Btatlon. PlymouthtMA. " 

e Fiderml Emergency Management Agency 62/09/30 24pp. 

21193262 24X Flche 30-293* 63/1 1/02. 031 1 160042 


— 9311160046 ’’Exercise Rept. Joint State 6 Local Radiological Emergency 
Reeponse Exercise far Pilgrim Nuclear Pawsr Station. 

PlymnuthrMA ” 

• Federal Emergency Management Agency 62/09/10 39pp. 

21199:283 24X FI Che. 90-293. 63/1 1/02. 831 1160042 


8311160049 Forwards "1963 Trojan Rept. Emergency Responie Plan 
Ctirelee. 

KRlhHtR. Vt Federal Emergency Management Agency 83/11/14 
JORDANrE L Division of Emergency Preparedness Si Engineering 
Response (Post B30103) Ip 21193,016. 24X Flche 30-344.63/11/14. 

8311160049. 


— 8311160031 ’'1903 Trojan Rept. Emergency Response Plan Exere lie. " 
a Federal Emergency Management Agency 63/10/03. 68pp. 

21193017. 24X Flche 30-344.83/11/14.8311160049 


6311170321 Forwards "Poet-Exercise Assessment 630622 Exercise of 
Radiological Emergency Preparedness Plant of State of 
NVi Monroe County << Nayne County for RE Oinna Nuclear 
Power Btation, * 

KRim. R N. Federal Emergency Management Agency 63/11/03 
JORDAN. E,L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). Ip 21212 020. 24X Ficht 90-244.83/11/03. 

6311170321. 


— 8311170332 "Poit-Exerciee As sesement! 830622 Exercise of Radiological 
Emergency Preparednesi Plant of state of NY. Monroe County 
I. Wiyne County for RE Oinna Nuclear Power Station " 

PETRONEiF P. Federal Emergency Management Agency. 83/10/12 
79pp 21212:021. 24X Fic he- 90-244. 83/11/03. 6311 170321, 


8311220473 Forwards reeponse to 831107 Itr limiting scope of 
Interrogatory 2.FEI1A Is not party to proceeding 8i is not 
required to respond to interrogatories served under 
IOC FR2. 740b or to produce documents Related correipondence 
CABSIDYiB P. Federal Emergency Management Agency. ISSUANCES OL 
83/11/16. CURRAN.D, Harmon ti Nelss 2pp. 21239-173. 24X 

Flchei 80-443.83/11/16.6311220473 


— 8311220461 Amended reeponse to Interrogatories le li 2 rt providing 
reasonable assurance that adequate protective measures can it 
will be toten in event of radiological emergency Certificate 
of eve and, Related correepondence, 

BNlRENrB.J Federal Emergency Management Agency ISSUANCES OL 
63/11/10. New England Coalition on Nuclear Pollution 4p|» 
81299.176 24X Flche - 30-443. 83/11/16. 83U220473 


8311220467 Advleea that author will be unevalletle on 840116.27 it 
0213-S4 for prehearing conference Conference should be 
rescheduled 

CAB8IDV. B P Federal Emergency Management Agency ISSUANCES DL 
63/11/16 HQYT.H . LUEBKE. E A . HARBOUR. J Atomic Safety and 
Licensing Board Panel If 21296 334 24X Flche. 30-443. 63/1 1/16. 

631 1220487 


S311220330 Responde to approval request far Info collection re 
request for records Requeit approved through 661130 under 
OHB Number 3150-0063 per Paperwork Reduction Act 
MACRAE, J B. Office of Management 6 Budget 0118-3130-0063 
63/11/14 &CQTT.S Document Kanagenient Branch 2pp 21272 283 


6311220336 Responde to approval requast for info collection re 10CFR71 
concerning packaging 8( tr ansportatlati of radio-active matl. 

Rsqueet approved through 661130 under OMB Number 319O-00DB 
per Paperuorlf Reduction Act 

MACRAE. J.B Office of Management & Budget OHB 0190-0008 
63/11/14. SCOTT, 8 Document Management Branch 2pp 21272 289 


6311220339 Responds to approval roquast for Info collection re 10CFK130 
concerning exemptlone & continued regulatory authority in 
Agr tenant States U offshore waters under Section 244 Requeet 
approved through 630630 under QMS 3190-0032 
HACRAE. J B. Office of MenagtAsnt b Rudgat QMS 3130-0032 
63/11/14. BCOTT, 9 Document Managxment Branch 2pp 21272 267 


6311230090 Forwards evaluation o-f State of MA emergency plan for 
Pilgrim Nuclear Power Station 

KRitIMiR U Federal Emergency Management Agency. 83/11/09 
JORDAN, E L Division of Emergency Preparednete Ic Englniering 
Response (Post 630103). Ip 21271 142 24X Fiche 50-293,63/11/09. 

6311230090 


—8311230091 Evaluation of State of MA emergency plan for Fllgrlm Nuclear 
Fower Station 

e Federal Emergency Management Agency 63/11/03 13pp. 

21271 143 24X Flche 90-293.83/11/09,6311230090 


8311230088 Teetlmony of P Mclntire on Contentlans 23.23 it 63 re 
evacuation ehadou phenomena, role conflict of emergency 
workers i ivaeuatian time estimate Prof qualifications 6 
Certificate of sve end 

MCINTIRE.P Federal Emergency Management Agency IS80ANCE3 OL-3 
83/11/16 13pp 21266.314 24X Fiche' 90-322. 63/1 1/ 1 6. 83 1 1 230D86 


8311280132 Forwards Incomplete list of cltijen queitlons re Rev 1 to 
smergency plan Timely reeponee urged 

KUFPERrKFi J0R0EN6EN. J San Lull Obllpo. GA 63/11/17 
OlltFRElDAiL Federal Emergency Management Agency 3pp. 21279 399 
24X Flche 90-279.63/11/17,8311280132 


6311260496 Forward! addendum to final rept "Evaluation of Exercise for 
Radiological Accidents" dtd 830406 it final rept "Evaluations 
of Exercise for Radiological Accidents" dtd 820310. 

KRIMM.R H Federal Emergency Management Agency, 83/10/21 
UDRDANr E L Dtvlelon of Emergency Preparodneii & Engineering 
Reeponse (Poet 630103) 2pp 21264 137 24X Flche 90-296,83/10/21, 

8311260496 


— 63112B0500 Addendum to final rept. "Evaluation of Exercise for 
Radiological Accident! at Cooper Nuclear Station ** 
a Federal Emergency Management Agency 83/04/06 12pp. 

21264 139. 24X Ficha; 30-296. 63/10/21. 831 1260496. 


— 8311260909 Final rept. "Evaluation uf Exercise for Radiological 
Accldenti at Cooper Nuclear Btation " 

« Federal Emergency Management Agency. 62/03/10 24pp 
21294:191. 24X Flche: 90-298. 63/10/21,6311860496 


— 8311SB0306 Final rept, "Evaluation of Exarciia for Radialogicel 
Accidents at Cooper Nuclear Station," 

» Fadtrel Emergency Management Agency. 63/04/06 16pp. 

21284M76 24X Flche, 90-296, 03/10/21, 631 1880496 


8311260336 Responds to approval raqueit for info collection re lOCPROO 
concerning domestic llctnelng of byproduct matl Requeit 
approved through 861130 under OHB Number 3130-0017 per 
Faptrwarit Reduction Act 

HACRAE. J.B Office of Management Ic Budget OMB 3130-0017 
83/U/14 acoTTrS Document Management Branch 2pp 21307*007^ 


6311290197 Farwards "HB Robinson Nuclear Power Plant Exercise on 
830921-82," final rapt 

KRlMHiR.M Federal Emergency Management Agency, 63/11/17 
JORDAN, EL Divlilon of Emergency Preparedness 6 Engineering 
Response (Post 830103) 2pp. 213D3;SU S4X Flche 90-26li 83/ 1 1/17, 
8311290197. 
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'•8311590200 "MB ROblnion MycUjr Power Plant Eiercite on 830921-22." 
/Inal riot 

* Federal Emtfjencv Wanagaojent Agency 83/09/30 44pp 
21303 216 24X Ftcbe 50-261.83/11/17.8311890197 


8311300139 Sutrnary of naite surveillance It dlagnoitlci T«vi«u 

grown 830920-21 meetings re rteulte of FVSG program plane 
for PYB* 

LEWIS. 0 S InetPUisentat ion U Control Branch LEWlB.O & V(ol«4 
Surveillance 6 Olagnoetici Research Review Group FIW B^0J91 
63/10/20 FARMER. W Or Flee oF Nuclear Regulatory Rasearct. 

Oinetor HENOERSQW.J Director's QFFlce. OFFue oF Inipectidn an<l 
Enrorcertjent LOIB.L OFFUe of Nuclear Reactor Regulation. 

Director 3pp 21333 107 


—8311300374 Speech entitled "Relationship oF Core Eslt Temp No-lie 
to Theroei-Hydraul U Conditiont in PHRs, ’■ presented at 
830111-14 Second Inti Topical Meeting on Nuclear Reactor 
Th erma I “Hydraulics 

SWEENgY.F J Qak Ridge National Laboratory UP A DHV A YA. B. R 

Tennetse*. Univ of uPADHyAYA. B R Analysis t( Measurioiortt 
Services Cerp 83/01/11 26pp 21334 104 


PR PROPOSED RULE 


B311070367 Commanti on proposod rulo iOCFR90 r* h«v to 
procati for power reactors Bupporti rule 

PETRICK. N A Standardized Nuclear Unit Poutr Plant AeFAl 

027 83/10/20 CHltK. 0 J Office of th« aacretar^ of 

Co/emleelori 2pp SfC?63 093 


— 0311070377 Submits response to request for Info re ^actflltinf li 
Changes Into nuclear power plants Interipi solution wou|4 be 
to cQdlfq process for concurrence by MRC or CROR 
PETRiCKrN A Btandardiied Nuclear Unit Poiuer Plant Syttf* 
4aFR44ai7 83/09/30 TDURTeLLOTTe, J ReflulatoruRefiirMTail 
Force 3pp 21063 099 


0311070630 Package of four comments support tnfi prcpasitf rule LOCFRIK 
re rev to bactf ittlng process for power reactori. 

EDELMAN.m, R Cleveland Electric 1 1 lumlna tf tig Co E 

Rocheetar Oas h Electric Corp TUCKER. H 0, Duke Power Co. 
4eFR442l7 03/11/03 Docketing It Btrvicas RrarcK, 

21005 200 


8311090190 Comments on proposed rule 10CFR90 re rev to backf Jlttng 
pruceis for power reectors. Supports rule 

8H1ELD9.8 W Public aervlce Co of lndiari«i Inc. 40FR44ai7 0^7 
83/11/02 CHlLKi S J Office of the 8ecr«t-arv of the C9awetS«l«n 
9PP 21099 297 


8311010230 Package of sight comments on proposed rule loCPRSO re 
advance notice of propoisd rulemaking on rev to beckfittlng 
process for power reaetoTi 

KEARNEY, J U Edison Electric institute MEDFORD.M 0 Southern 
California Edison Co SCHERER. A E Conbuition Engineering^ tne 
4eFR442l7 83/10/28 CHILK.fi ^ Office of the Secretary of the 

Commission 144pp 20976 064 


6311010267 Comments on proposed rule 10CFR50 re rev to backflttlng 
process for nuclear power plants Supports rule 

REINSCH.HO Bfthtel Corp 4eFft442l7 003 93/10/24 Office of 

the Becretary of the Commission 3pp 20992 339 


9311010271 Comments on proposed rule I0CFR30 re rev to backflttlng 
proceii Opposes rule 

HIATT. 6 L Affiliation Unknown 40FR44217 OOl 03/10/19 WRc - 

Ho Detailed Affiliation Given 8pp 20970 335 


0311010275 Comments on proposed rule 10CFR30 re rev to baCkfltllno 
procets Opposes rule 

HIATT. 8 L Affiliation Unknown 48FR442I7 002 03/10/23 NftC - 

No Detailed Affiliation Given ip 20970 296 


0311030064 Package of two comments opposing proposed rul* lOCFRSO re 
riv to backflttlhg procets for power reactors 
TOWSLEYj H A Affiliation Unknown EODLEMANiH Public Interest 
Biiiarch Group in North Carolina 4BFR44217 83/10/31, Pocketing 

it Services Branch 3pp 21020 399 ® 


0311030072 Comments on proposed rules 10CFR40.70 0 73/ "Impl ementatton 
*'*‘^■*'*1 Proteetlon of Nuclear Matl. •• 

^Oj^S.F 0 Qineral Else trie Co 48FRq2ie2 004 83/10/25 

Docketing 6 Services Branch 3pp 21029 011 


8311090193 Package of three comments supporting propoeed rul* 

IOCFR90 re rev to backflttlng process for power reectort. 

WITHERR.B. P Portland General Electric Co, CCATTOff, F L A^Afreea 
Power Co CDQH.K W Uouielana Power & Light Co, iaFft44aFl7 
03/11/04 Docketing fc Qervlces Branch, S'Spp. 2I0V9: ^7. 


0311110029 Responds to FOIA request for five categories of rtcor-d'l 
proposed revs to 10CFR20 t< evaluation of occupat lonel, 
edposore to radiation at nuclear power plants during CV>92I’. 

Fori/ard* documents, 

FELTON. U M Division of Rules and Records, 03/07/29, HAiYVCRRypS 
Critical Hast Energy Project, 9pp 21160,329 24X 

Flche 90-000,03/07/29.8311110029 


H4111403J/ Responds to 831007 Itr re improving msaiurti for central. 4 
plant-specific backflttlng Commission dlrecfead certain 
Interim backflttlng procedures, Comments util be conildarad 
during rulemaking 

DENTON, H R Office of Nuclear Reactor Regulation. Olractqr 
03/11/01 EDELHAN, H R, Atomic Industrial Forum 3pp, ail4»4:d9-3- 


0311140342 Recommends changes to backflttlng regulatloni. Ind'uitry a. 
have controls to minlmlie unnecessary backflts for planbe 
«/CPs or OLt, 

EDELHANiH 'Atomic Industrial Forum 83/10/07. DlRCHfij M 'Z 
Office of the EiecutWe Director for Operations 4pp 2'|I44.35« 


requirements for nonpouer reactor licensees potsessj 
formula quantities of 88NM, Requists exteniian of 
comment period for addl 60 days, 

DXffWLfO, A F Rhode Island, Btate of 4eFn34096 OC 
Docketing i. Services Branch 7pp 21199' 291. 


protecUcA 

0>3/ii/aii. 


iuppcrtlft, pr.po.., p„u locmso r. 
ij*i e**" backflttlng process for power reactors 

cS^ ''aAINBs*E°?“ Cd«®pnw,.IM E<ll., 

^ Vermont Yankee Nuclear Power Coro 4BFR44S17 


proposed rule lOCFRSo re rev to backflttino 
proctsi for power reactors Proposed rulemeking might " 

Of facility before 0/2r after 

p.ci,., p,«..,‘»'’u!, is." jj""" '' 

CHILkVj trie corp 48FR44217 029 03/10/28 

2 ?i «'?64 Secretary of the Commission 13pp 


031 1070332 Comments on proposed rule I0CFR90 
reactors 

Carolina Electric 6 Gas Ci 


fiv to backflttlng 

40FR44217 028 
of the Conmlsklon. 


0311160140 Comments on proposed rule 1(}CFR90 re rev to batkf Ittln* 
rtectore. Opposes rule. 

Wisconsin's Environmental Decade. 48Ffi44ai7 04<^ 
03/11/03, Docketing !< Services Branch. 2pfi 21193:319 

comments on proposed rule lOCFRDO r« riv te 
rrtfjpioli P^'oceis rule for power reactore. 

Yankee Atomic Power Co. COUNBIL.U 4 
calwsrf i ^ \*I**'*f^*^“^ Northeaet UtlUtlaik 

^Omfa'nf Utllitits 4BFR44ai7 Wll/iC CKlLfLO d 

Dffici of the secretary of the Commission. a2pp. 21192' 173 


^ comments requesting a-month eitentipn !«. 
comment period for proposed rule 10CFR73 re phusltal 
proteetlon requirements for nonpower reactor Uceniesf 
n*?,"** formula quantities of 88NH 

ii«j> ^ /. , °*'*9<*^ State Unlv , Corvallis, OR FELTI.D, F Ticai AVi 

services Branch 4pp 21189.161 


reoulr»««nf- » 1-..^ Hi'opoaeo rule lourRldO re financial fro I *(91 
IlSurl paragraph should he clarified tp 

cCldsJJnS SSc*"'*** ” tn test Will M 

SSJkJtlnQ 0 Insurers 4aFR40474 ODl. 83/11/47 

uocketing & Services Branch Ip 21109 I6S 
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a3iu<»0193 Comment* on proposed rule 10CFR73 re physical protection 
rtiiulreriiints for nonpower reactor licensees posteisiog 
foTAula quantities of 68NM Requests extension of 2 months 
to provide comfflenti 

UlLSDNiM E Uashln^ton State Unlv < Pullman* WA 4aFR34096 
ROyil/'-OQ CKILKfS J Office of the Secretary of the Canmisiion 
ip 211B9 146 


6311280311 Gamments on proposed rule 10GPR73* "Physical Protection 
Requirements for Nonpower Reactor Licensees Possessing 
Fornula. Quantities of 8BNM ” 

MlLBONiM E Washington State Unlv * Pullman* WA 4QFR34036 003 
B3/11/1B CHlLKiS J Office of the Secretary of the commission 
2pp 21SSS.361 


931128031& Package of two comments on proposed rule lOCPniAD re 
financial protection requirements & indemnity agreemente 
KNOTTBi J B Debevoise U Liberman SZALAV* R Atomic Industrial 
Forum 4BFR4a474 83/11/21 CHILK. 8 J Office of the Secretary of 

the Cammlsslon 7pp 212Q8 341 


8311280353 Comments on proposed rule 10CFR30 re emergency plan 
Tiq^lrements & avecuation within a-mlle radius of nuclear 
plants Supports rule. citing controversy surrounding Shoraham 
emergency plan 

JAPFEiH Association of Invastors in New Vork Utilities. Inc. 
48FR33a07 078 B3/11/07 PALLAD1N0*N U Commi it loners 4pp 

21289 013 


83112803-63 Comments on proposed rule lOCFRlAO re financial protection 
reqvlrrments Sc indemnity agreements Existing rules provide 
suitable mechanism to address NRC concern for need to 
provide flexibility In policy language 

KEARNEY. J J Edison Electric Institute 4BFR4B474 002 83/11/18 

CKIUKiS J. Office of the Secretary of the Commission 4pp 
21285 072 


8311280406 Comments on proposed rule 10CFR73 re nonpower reactors 
fiupports proposed rule 

CABHHEl-L.R O Wisconsin. Unlv. of. Kadlson* WI 48FR34056 004 
83/11/10 Docketing & Services Branch 2pp 21289 134 


PKrt PETITION FDR RULEHAKINO 


8311010368 Forwards listed emergency plan implementing procedures* 
(EP1I>> per Section V of App E to 10CFR5D EFIP Forms 4203-1. 

4204-1 h 420S~1 canes led as of B30720 Also cemments on 
petition for rulemaking PRM- 90-36 W/o ends 

COUNSILiW O ffartheast Nuclear Energy Co {subi of N-ortheast 
Utilities) C0UN61L.W Q Northeast Utilities 4SFR2B2B2 
83/10/24 EI8ENHUT.T> Gr Division of Licensing 6pp 20973 21S 
24X FI Che 30-245*83/10/24.8311010368 


83 1 1030065 Package of two comments on petition for rulemaking 
PRM-60~1 requesting Commission adopt rule prescribing 
formaliied process -for concurring In DOE siting guidelines 
Opposes rulemaking 

WALSHE* C Atomic Industrial Forum DAUIS. E M American Nuclear 
Energy Council 48FR4B473 63/10/31 Docketing & Services 

Branch 3pp 21029 001 


6311030067 Comments on petition for ruLemaking PR^-60-1 requesting 
Commission establish formal procedural framework for NRC 
concurrence in DOE repository siting guidelines Supports 
p etli ion 

NENINICK* J Yakima Indian Nation 48FR49473 002 S3/ 10/27 

CHILK.e J Docketing U Services Branch 2pp 21029.004 


6311030070 Comments on petition for rulemaking FRK-60-1 requesting 
Commission adopt rule prescribing formalized procoss for 
concurring in DDE siting guidelines Petition should be 
denied 

KEARNEY* J J Edison Electric Institute 49FR40473 004 03/11/01 

Docketing & Services Branch 3pp 210S9 006 


631 1070409 Comments on petition for rulemaking PRM-60-i requesting 
Commission adopt regulation governing siting guidelines 
concurrent w/respons 1 b 1 Lit! e s delineated in Nucliar Waste 
Policy Act of 1962 

LA FOLLETTE. D , SINDERBRAND* C Wisconsin* State of 48FR4B473 Oil 
03/11/01 CHltK. 8 J Office of the Secretary of the Commission 
3pp. 21067 172 


6311300169 Comments on proposed rule iOCFR73 requesting time extension 
be given following Implementation of change to eliminate 
highly enriched U fuel on hand 6 bring inventories below 
formula quantities 

BUFNiR R nichlgen* Unlv of* Ann Arbor* MI, 4BFR340S6 OIL 
63/11/23 Docketing 8. Services Drench ip 21312 333 


8311300179 Comnents on proposed rule lOCFRlAO re financial protection 
riqvirements I* indemnity agreements* fac 1 1 ity form policy 
Supports rule 

BAYNE. J P Power Authority of the State of New York 48FR40474 009 

83/11/16 CHlLKi B J Office of the Secretary of the Comnitslon 

ip 2L312 394 


8311300178 Comments on proposed rule lOCFRMO* **Flnanclal Protection 
Requirements & Indemnity Agreements! Fac 1 li ty Form Policy.'* 

Dpposee rule 

STEUARTiW L Virginia Electric 6 Power Co 4aFR4S474 006 
S3/11/1B. Docketing t. Services Branch Ip 213)2 355 


G311300171 Package of four comments opposing proposed rule 10CFR73 re 
physical protection requirements for nonpower reactor 
llcenseos posscislng formular quantities of GBNM 
HCWRY* W R OA Technologies. Inc /General Atomic Co LEW19*x| * 
DAVIDSON. J Affiliation Unknown 4BFR34096 B3/1I/29 Docketing 

& Services Branch IBpp 21312,396 


6311300349 Commants on proposed rule 10CFR73i "Physical Protection 
Requirements for Nonpower Reactor LUansees Possessing 
Formula Quantities of SSNH " Supports comments by Natl 
Drganixation of Test* Research 6 Training Reactors 
DiNEQLIOiA r Rhode Island* State of 4BFR34096 006 83/11/21 

Docketing B* Services Branch 8pp. 21311 017 


6311070511 Package of three comments supporting petition for rulemaking 
PnM-60-1 re concurrence on DOE final repository guidelines 
HEGTDRiA . HANCOCK. D Sarioua Texans Agalnet Nuclear Dumping 
HECTOR. A People Opposed to Wasted Energy Repository 4GFR4Q473 
03/11/02 Docketing 6 Services Drench 13pp 21064 222 


8311070931 Package of three comments supporting petition for rulemaking 
PRK-60-1 re nuclear uasta dump sites 

KEENAN* P * FEROUSQN.A . H ILL* D Affiliation Oaknown 48FR4Q473 
83/11/02 Docketing U Services Branch 3pp 21064 013 


6311070934 Package of three comments on petition For rulemaking 
PRK-60-1 requesting Commission to elevate process of 
concurrence in DQE repository siting guidelines 
TUCKER* H D Duke Power Co KOROAN. R L Energy* Dept of 
HANCOCK. D Southwest Research and Information Center 4BFR48473 
a3/ll/-02 CHILK.S J Office of the Secretary of the Commission 
llpp 21064 D39 


631 109DD77 Package of three commints supporting petition for rulemaking 
PRK-60-1 re adoption of new regulation for concurrence w/DOE 
siting guidelines under Nuclear Haste Policy Act of 1982 
DAVIS* H Carolina Power 6 Light Co RUDD. J* D Texas* State of 
KLEU8KEKS. T People Opposed to Hasted Energy Repository 48Fn40473 
03/11/07 Docketing ?* Services Drench 3pp 21100 207 


831 1090205 Pac kag e of three comments supporting petition for rulemaking 
PRM-60-1 re adoption of new regulation for concurrence in 
DOE siting gultfeUnBS under Nuclear Waste Policy Act of 
1982 

HAHNiK Nebraska. State of PATTERSON. J D Kiddle South Services' 
Inc. JOHNSON* A Cittien Alert 4BFn4Q473 Q3/11/04 Docketing 

If Services Branch 4pp 21099 020 


— 8311300351 Comments on behalf of Natl Organization of Test * Research 4* 
Training Reactors on proposed rule 10CFR73< "Physical 
Protection Requirements for Nonpower Reactor Llcenseas 
Possessing Formula Quantities of 8SNM " 

DIMEOLIOiAF Rhode Island* State of 4SFR34096 006. 83/11/21 

Docketing ii Services Branch 8pp 21311 OIS 


6311160211 Patitlon for rulemaking PRM-39-4 requesting amend to 
10CFR39 100 Section Cf>16) to reed lr-192 as wire or Ir-192 
at seeds encased in nylon ribbon For Interstitial treatment 
of cancer Addl info end. 

DAOBYfU A Amersham Corp 83/10/28 Docketing k Servlcei Branch 
33pp 21207 089 


— 8311160212 Forwards applicet lo-n for evaluation oF medical device to be 
approved for distribution to Group VI medical licensees 
licensed per 10CFR35 100 

BAGBY* L A Amersham Corp 83/10/28 DAGGETT. G Pr-ocedures 6 
CaTtiflcatlon Branch ^pp 21189 104 
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031130033^0 CamJirnti on petition for rulemaking PBH-aO-i, on (lOhelf of 
hS Oept of Energy it Trantpor tatian* etidori Ing proposed anenil 
to lOCFflAO re OOE uaete repoeitorlei Urge* adoption of 
amend 

f10MT00h£RY. O Hqu4o of «»P 03/11/10 flrUKY*8 Dockatlngl^ 

dervlcei Bramh Ip S12B9 172 


831130(143'^ Comment! on petition for rulemaking PnH-90-36 re reporting 
requirement* on behalf of nuclear util taclflttlhg & reform 
group 

ROSSES n R U Beet & Ai«-DClatti 4BFR202e? 016 03/11/19 

Docketing & Services Branch 4pp. 212B5 317 


8311300914 Comment! on petition for rulemaking PRH-fiO^l re procedural 
mechatilim to govern current & future concurrence bg NRC of 
DOE siting guideline* Support* petition 

WYATT.A W Teiaif State of 03/11/08 Docketing U flervlce* 
Branch Ip 31863 341, 


PROJ projects - PRED OCKET LICENBINO 


0311030339 Diecutiei flaetlnghouie 831037 application for preUminarv 
detlgn approval for RE9AR SP/90 Acceptance review to be 
conducted on or before 831127 

MEVERfO C Standerdi lation it Special Project! Branch 63/10/37 
DENTCMj H •* CARTERi J Office of Nuclear Reactor Regulatiorii Director 
EISENHUTiD Q DlvUlon of Licenilng Ip 31047 Sit9 


8311100360 Forward* commente on "Topical R*pt for REA 2023 Dr« Storage 
Caek for BUR Spent puel " Initial evaluation findi rept 
generellg eatisfactory Commcntf should be factored into 
rept rav 

ROOSEpL C Advanced Fuel & Spent Fuel tlceneing Branch 03/07/13 
PARKER#P E Ridihalgh. Eggera k AttocUtei 3Cpp 2ll93<090 


0311140043 Reepond* to 83(^909 ttr re return of epent fuel from Meet 
Valleg to Point Beach Nuclear pouer Plant Director'* 

Dec 1 lion DD'B3-i4 under lOCFRS 306 end uliich adequately 
addreaees point! raieed 

GUHNINOhlANrR E Division of Fuel CtfcJe U Haterial Safety DD-BB-td 
63/10/13. ANOERSONjP Wlicontln'* Environmental Decade if 
31163 001 34X FI Che, 90‘‘S66« 83/10/ 13r 831 1140043 


6311140397 comment* on topical SAR^^ "Topical Rept for REA 3023 Dry 
Storage Caek for PWR Spent Fueli " docketed on B30610 
ROUSE. U C AdvancaiT Fuel Spent Fuel Uicanting Branch, 63/11/04 
PARKER. P E Ridlhalghr Egger* U Attoclatei 41pp 21166 389, 


8311140309 Fortuard* DOE 63{)633 it 1011 ltr« commenting on REA -3033 
etorage <a*k topical repp 

ROBERTS. J F Advanced Fuel & spent Fuel Licen*ing Branch, 83/10/31 
Advanced Fuel y Spent Fuel Licenting Branch, Ip 21166:160 


— 6311140306 Forward* DOE comment* on REA-3023 etorage cask topical 
rept, 

CRAlOtP.A Energy. Dept of 63/06/83 ROBERTS. j P Advanced 
Fuel it Spent Fuel Licen*ihg Branch ispp 21166 IBI. 


—6311140307 Forward! REA A!*od reiponee to DOE comment* on REA-2D33 
storage catk topical reft. per 6306^ commitment 
CRAIO^P A Energy. Dept, of 03/10/11. ROBERTStJ.P. Advanced 
Fuel Spent Fuel Licenting Branch 30pp, Si 166 199 


6311140319 Forward! "Rept of Heit Valley Ui trl f Icetlan Proce!* Review 
Commltte* ** aiurrg-fed ceramic meltor procaet eelected for 
»al Idi f ication of high level weita* 

TWiiU A. Energyj Dept of 23026 83/10/28 CLARK. A. T, Advanced 

Fuel Sc Spent Fuel Licensing Branch Spp 21166 229 


— 03tli4O3l8 "Rept of Meet Ualleg Vitrification Procvt* Review 
Committee ” 

HAMRtC«JP > MCODFF.D U . SCARBOROlPOH. M Energy. Oept. of. 23026 
63/04/01 31pp 21166 234 


6311190469 Inform* the t. w/i e Vera 1 ecceptioni* metl provided in 
63-0727.0923 & 30 Itri re Protendering Nodule* 6.7.6 6 9 
proprietary & uill be withheld from public ditcloiure 
(rep tOCFfla 7901 

THONASr C 0 Btandard 1 lati on & Bpeclel Project* Branch S3/11/01 
RAHE. E P h/e«tlnghi)Ute Electric Carp, Spp. 81ie0>SO7, 


6311160164 Forward* proprietary "We-«t lnghau*e Advanced PUR PretenBerlng 
Nodule 10 - Auilliary Electric Power 0y«» " ■upp Lementing 
821101 sUbmi fctal. Requett* Info be withheld <ref 10CFR2 7VD) 

RAHE.E P Uestinghouee Electric Corp N0-EPR-2849. 03/10/31 

E18ENHUT. D,0 Office of Nuclear Reactor Ragulation. Director Spp 
21 109: 339 


— 0311160172 Application for withholding proprietary '*Ue«tlnghouie 
Advanced PWR pretendering Module 10 Auxiliary Electric 
Power By*." per lOCFRS 770 

WIE6EMANN. R A Meetinghouee Electric Corp AW-03-74 03/10/31 

ElSENKUTi D 0 Office of Nuclear Reactor Regulation. Director Ip, 
21167* 337 


8311160234 Requeiti acceptance review be conducted of Mettlnghou** 
631024 application for prelimlnery deelgn approval of REBAR 
aP/90 deiign Re*pon*e by 631122 requc*ted 

E18ENNUT, DO Division of Licencing 03/11/07 NATTflON. R. U 
Division of System* Integration (post 611009) VOLLMER.R H 
Division of Engineering BPEIS. T P Dlviilon of Safety Tfchnology 
Spp 21201 167 


0311200476 Clarifies objective* re 031024 applicetlor for prellm-lniry 
design approval Application will addret* it justify any 
deviation from 0 RPj NUREO-OBOO 6 incorporate features for 
prevent ion. mg t or mitigation of aevero accident* 

RAHE.E P UestinghousB Electric Corp NS“EPR~203S 03/11/16 
DENTON.H R Office of Nuclear Reactor Regulation. Olrectijr, Spp 
21204 020 


PT21 NONcOfPLiANCE REPORTS AND RELATED C0RRE8PDNDENCE 


8309300281 Seventh interim deficiency rept re failure of Limltarque 
motor operator* during valve closure. Initially reported on 
820126. Failed motor operator top hats replaced Next rept by 
831122 Also reported per Part 21 

MILL6. L. N Tennessee Valley Authority. lOCFR 030 53E 63/09/26 

O'REILLY. JP Region 2. Office of Director Spp 80347*267, 24X 

Fiche. 90-390. 03/09/26. 0309300281 


8311010099 First interim Deficiency Rept NCR 3003 re leaking 
Peul-Nonroe Hydraulics. Inc steam generator hydraulic 
snubbers, Initially reported on 630927 Bnubberi returned to 
vendor Also reportable per Pert 2l Next rept by 931220 
HiLLe.L, H Tennessee Valley Authority tOCFR OSO, 99E 63/10/24, 

O'REILLY. J P, Region 2. Office of Director 2pp, 20977 203 24X 

Fiche* 90-390. 63/ 1 0/24 . 83 1 1 0 1 0099 


6311010162 Interim deficiency rept. Item 146 re installed unmerked 
bolts Itiltlally reported on 830923 Sampling plan established 
to randomly select bolts throughout power block. Next rept 
will be submitted by 840109. Also reported per Pert 21 
PAR80NB.R M Carolina Power U Light Co, lOCFR 090 99E 63/10/ 1 9 

O'REILLY. J P Region 2. Office of Director Ip 209771249. 24X 

Fiche: 90-400. 83/10/19, 831 1010162 


0311010246 ROon 031013. Nesttnghouse Identified cellbr error* in 
snvlron quellf ication of Lot 4 Barton trensmltter* Impact 
being evaluated Also reportable per Part 21. 

JACKSON. C U, ConeoUdetid Edison Co of New Vork. Inc 63/10/14, 
HURLEY. T E Region 1. Office of Director Ip 20992 360 24X 

Fiche* 90-247. 83/10/14. 031 1010246 


8311010269 Second revUed final deficiency rept re sheared motor pinion 
beys In Llmltorque Modal 8B-0-29 motor operator* Initially 
reported on 020030. Plnliin key* will be replaced by 040201. 

Also reportable per Pert 21. 

HILL9. L. M Tgnnetsce Valley Authority. lOCFR 090 99E. 83/10/20 

O'REtLLV.J. P Region 2. Office of Director 3pp 2097 i, 206. 24){ 

Fiche* 90-000. 03/10/20. 831 1010269 


0311010370 Pert 21 rept re defect* in Model 7401 damper* Brocket* oft 
operating blades of dampers not tackwelded to blades as 
raqulred Procedure* currently being revised. 

SOLANiD. E Americen Warming 6 Ventilating, Inc. PT21 83-039-000 
03/10/29 Director's Cfftcs. Office of Inspection end Enforeiment 
9pp 20974.003. 24X Fiche 90-000. 03/10/29. 831 1010370. 


6311010379 Pert 21 rept re HFA relay contact setting felling ta record 
pickup voltage data. All modified relays Inspected. Pick up 
voltage recorded. Electronics Tester C disciplined 
8HERW00D.0 0. General Electric Co. PT2i 63-034-000 03/10/29 

DEVOUNO.R.C Director's Office. Office of Inspection and 
Enforcement. 2pp. 20974 001 


8311010417 Significant const deficiency rept re feulty valve ectoatori 
Initially reported on 830908, Actuator* will be returned to 
BIF Valve Corp for rework 8< retest Also reported per Part 
21 . 

MARTIN. T.J public Service Electric i Oai Co of New Jersey iOCPR 
090 99E 03/10/06 MURLEY. T E Region 1. Office of Director 3pp 

20973 319 24X Fiche. 90-394. 63/10/06. 031 1010417 


8311010420 Fourth interim deficiency rept re deformation of euKlllary 
feedwater headers Initially reported on 620030 Unit i 
corrective actions in progres*. BfcW field change packages not 
received Next rept by 840430. Also reported per Part 21 
MILLB.L. M Tinn#*!*# Valley Authority iOCFR 090 99E 03/10/19 

O'REILLY.J, P Region 2. Office of Director. 2pp 20973 030 24X 

Fiche 90-436.63/10/19.0311010420, 
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6311020176 Final rapt ra generic daflclencte* in ftol id-i control 
«fg by Coniol IdatatS ControU Carp Initially reported on 
620916 T*»t data for all modules accepted by utl I, complete d 
Ir ravlfwed Also reportable per Part 21 

KlLLa. L M Tennasiee Valley Authority lOCFR 030 »3E 03/10/27 

D'SerLLYjJP Region S, Office of Director 4pp 21D11 144 a4X 
Flche 90-438^33/10/27.6311020176 


B31 1030013 Part 21 rept re misloaded pellets In Sequoyah Unit 2 fuel 
aetembly initially reported on B31023 OC Instruction re 
operations of gamma scan unit modified It generic revteu of 
critical mfg & QC procedures Initiated 

RAHE.E P Uestlnghouse Electric Carp PT21 63-030-000 63/10/23 

DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 3pp 21029 259 24X Flche 50-320, B3/10/23. 03 1 1030013 


0311040102 Third Interim deficiency rept. Item 117 re ueldlng an 6 9 tV 
switchgear breakers Initially reported on 030211 Structural 
const Insp added to inep check sheet for esitmlcally 
daeignad ac & dc distribution Also reportable per Part 21 
PARSONS. R M Carolina Pouisr b Light Co tOCFR 030 35E 03/10/31 

O^REILLV.J P Region 2. Office of Director 4pp 21031 093 24X 

Flche 50-400.93/10/31,6311040102 


6311040113 Final deflclancy rept, Item 127 re ueld defects in chilled 
water valve Initially reported on 030407 Vendor QC procedure 
revised Valve repaired Also reportable per Part 21 
PARBONS.R » Carolina Power & Light Co lOCFR OSD 35E 03/10/31 

□ ■'REILLY, J,P Region 2, Office of Director 4pp 21031 276 a4X 
Flche 50-400.63/10/31.6311040113 


8311070279 Fifth Interlni deficiency rept re operational defects in 
h 1 fh-prcsiure Injection noitlet thermal sleeves Initially 
reported on 620429. Sleeve rerolllng completed Next rept will 
be svbnltted by 840910 Also reported per Part 21 
HIUL9rL M Tennessee Valley Authority lOCFR 090 9SE 03/11/Ot. 
O^REtLLV.J. P Region S, Office of Director 2pp 21062 334 24X 

Flche 50-430.93/11/01.0311070279 


6311070262 Flpet Interim deficiency rept re front covers separated from 
Bailey meter modules Initially reported on 031004 Modules 
wilt be returned to Bailey for rework Next rept will be 
eubnltted by Q40S06 Alto reported per Pert 21 

KlLLg.L H Tennessee Valley Authority lOCFR 050 59E 83/11/01 

O'REILLV.J P Region 2. Office of Director 2pp 21062 337 24X 

Flche 50-438.93/11/01,6311070262. 


9311070403 Final Deficiency Rept DER 03-22 re ITE Oould circuit breaker 
for hydrogen recomblner felling ta function properly 
Initially reported on 030413 Qreaicert will be replaced 
w/M»itlnghou«o EF3/A01O breakers. Also reported per Part 21 
VAN BRUNT, E E Arlxona Public Bervice Co ANPP-26066-BBK/. 

03/10/24 BISHOP, T W Division of Reeldant, Reactor Project & 
Engineering Proyrens 3pp 21067* 160 24X Flche 90-529, 63/10/24. 

B3110704D3 


8311070411 Final deficiency rept, Condition 272 re secondary containment 
pressure contro-l Initially reported on 630726 Clast IE list 
completed to provide design engineers u/r«f to 
Component level class if Icatlons Also reported per Part 21 
CARLIOLE. C 8 Washington Public Power Supply System 10CFR DSD S9E 
03/10/27 MARTIN, J B Region 5, Office of Director 3fp. 

21067 327 24X Flche 50-397,83/10/27,8311070411 


8311070472 Followup to Part 21 rept re potential failure of 
Hestlnghduse Type SA-1 relays <1E Info Notice 63-63) Addl 
potential probleme discussed In end Itr re tantalum 
capacitor leaking electrolyte Not reportable per Part 21. 

DUVALL, D D Brown Boverl Corp (subs of Brown Boveri 6 Co . Ltd ) 
PT21 83-049-000. 83/11/03 DEYOUNO, R C Director's Office, Office 

of Inspection and Enforcement lOpp 21067 347 24X 

Flche. 50-000. 83/11/03, 8311070472 


8311070500 Part 21 rept re seepage of oil from cable supplied by 
□ konlte Co, In i tlal 1 y reported on 020713 Vendor provided 
q.uallfled means of sealing cable to prevent leakage 
HALL,D P. Illinois Power Co PT2t 63-041-000 63/11/01 

HEPPLER.V. 0. Raglan 3, Office of Director. 4pp 21064 197^ 24X 

F Ichi? 50-461 j 83/1 1 /01 , 831 1070900 


6311070555 Part 21 rapt re potential defect in replacement RIA rubber 
valve eeet for 4B-lnch RlA contelnment purge valve Initially 
reported on 831025 9upp 1 i er. Buff alo Weaving I, Beltlngrwill 
produce envil eaats using extruded preform 
HILBQN. AK Henry Pratt Co PT81 63-037-000 83/10/26, 

KEPPLER,JO Region 3. Office of Director 4pp 21063:267 24X 

Ficha:SO-OOD, 93/10/26. 031 1070395 


0311090315 Part 21 deficiency rept re damper mechanical travel stop 
screws adjusted In excess of design limits lialnt personnel 
alerted to use revised malnt instructions for setting travel 
stop screw 

KANE, B , LOCASCIO, A T OH Bettis Corp PT2i 83-040-000 03/10/31 

DlTictor's Office. Office of Inipectlon and Enforcement 5pp 
21081:224 


8311060320 Part 21 defieSancy rept re defects on certain AKR-30 6 90 
low valtage power circuit breakers mfg between mid-i976 6 
Dec 1976 Breaker bearing may become loose. preventing 
closure Text of rtotifi cation Included 

DIXON, D J Ocniral Electric Co PTai 83-043-000 63/11/04 

DEYOUNO.B C Director's Office. Office of Inspection and 
Enforcement 6pp 21081 216 24X Flche 50-382.63/11/04,6311080320 


8311090263 Part 21 rept re failure to meet separation criteria on main 
control board defined in IEEE 364-1974. 6ic t ion 9 6 2 
Initially reported on 930922 DC power circuit reworked 
ensuring protection against electrically generated fire 
DIXON, 0 VI Bouth Carolina Electric ti Oas Co PT21 83-039-000 
83/10/31 O'REILLV.J P Region 2, Office of Director 2pp 
21099 169 24X Flche 50-395,83/10/31.0311090203 


9311090310 Fourth interim deficiency rept re QA program on Tube-Line 
matli supplied by Capitol Pipe Initially reported on 03032? 
Replacement b testing program underway Next rept expected by 
831121 Also reportable under Part 21 

MILLS, L M Tennessee Valley Authority lOCFR 050 53E 63/11/02 

O'REILLY, J P Region 2. Office t>f Director 2pp 21109 193 24X 

Fichs 50-000, 83/1 1/02. 031 109 03 10 


8311090346 Supplemental Part 21 rapt re short circuit bus bracing 
Insdaquate for 10-cycle - 7Bi OOO-amphar e withstand test 
Equipment redesigned & mod kits instruction books 
prepared Listed cuttamsri advised to initiate mod 
DHYEH, P W General Electric Co Pr21 93-036-000 63/10/20 

DEYQUNO.R Director's Office, Office of Inspection and Enforcement 
7pp 21103 254 24X Flche 90-000.63/10/20.8311090348 


8311100099 Followup Part 21 rept re leaking tantalum capacitors in 
Class IE, 8A-I relays iref IE Info Notice 03-63) Customsrs 
given option of returning relays or ptrformlng field mad 
SCMMIDT.W J Uestlnghouee Electric Corp PT21 83-042-000 
83/11/01 LA60EN, H NRC - No Detailed Afflltatlan Given I5pp 
21137 317 24X Flcha 90-369. 83/1 1 /Ol. 03 M 100099 


8311100166 Final OeficJency Rept DER 63-47 re identification of elk 
power, control t, instrument penetratians where sufficient 
energy nay damage penetration conductors Initially reported 
on 830725 Also reportable per Part 21 

VAN BRUNT, E E Arixone Public aervice Co AHPP-3B016-B6K/ 
63/10/17 DlSHOf*,T W Division of Res id ent. Reactor Project 6 
Engineering Programs 3pp 21139 399 24X Flche 90-528. 83/10/17, 

0311100160 


8311140207 Final Deficiency Rept DEft 83-26 re balance of plant E9F 
actuation sys nodulbs falling preoperat lonel testing due to 
Dverheeting Initially reported on 630329 OA Technologies 
requested to review reportability under Part 21 

VAN BRUNT. E E Aril one Public Service Co lOCFR 090 fl9E 63/10/28 
BISHOP.T N Division of R ■ sident. Reac t or Project & Engineering 
Programi 4pp 21156 202 24X Flche 90-326.63/10/28, 9311140207 


0311170010 Final deficiency rapt r# B8.W design of RCB supports it 
restraints Initially reported on 020610 New iKear bar design 
includes decrease In strength by increasing amount of weld 
surface Also reported per Part 21 

MlLLSrL M Tenneseee Valley Authority IDCFR 050 95E 03/11/10 

O'REILLY, JP Region 2, Office of Director 2pp 21216 tOl 24X 
Ficha. 30-436. 63/11/10,6311170010 


8311170234 Final deficiency rept re defects in reactor protection sys t* 
ESF actuation sys modules supplied by Bailey Meter Co 
Inltiallv reported on 630414 Also reportable per Part 21. 

M1LL0.L n Tennessee Valley Authority tOCFR DSD 95E 63/11/03 

O'REILLY, J P Region 2, Office of Director 3pp 21214 180 24X 

Flche: 50-438. 83/11 /03, 03111 70234 


6311170263 Updated LER 01-112/O3X-1 on 611009, torus to Rx bldg 
differential pressure iwitehes IT4B-N210. N2n , 2T4B-N210 8* 

N211 proof press not within Tech Bpec limit Caused by swltcJi 
misapplication Also reported per Part 21 U/B31103 t tr 
T1PP6.8 B , NIXrH c Georgia Power Co 0M-a3-10D6 63/I1/D3. 

O'REILLY, J P Region 2r Office of Director 4pp 21212 344 24X 

F 1 cha. 50-321 . 83/1 1/03. 031 1 1 70263 


83111B0157 Forwards IE Insp Rept 90-247/63-21 on 630901-1017 it notice 
of violation Response ihould discuss actions taken or 
planned to Improve nuclear safety committee review process 
STAROBTECKl.R. Division of Projsct it. Resident Programs 63/11/03 
O'TOOLE.J, D Consolidated Edison Co of New York, Inc 2pp 
21223 139 24X Fiche 90-247.83/11/03,8311100197 


—9311160194 IE Insp Rept 90-247/03-21 on 030901-1017 Noncomp 1 lance 
noted failure to perform safety evaluat Ion, identify 
potential haiard it provide suitably documented procedures 
to assure quality of work on fan cooler 22 
FDLEY.T Region i, Office of Director 83/10/26. 2lpp 
21223 143 24X F i chi* 50-247, 63/1 1 /03. 6311 iBOt 97 
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8311180291 FlnJil dvftciency rs iprAy pond siphoning -through 

ra.ak«up/<lc£cliig ll»it Tnitlally raport^d on 830809 Spray fund 
oparatlng Hinitt uill &« changad to raqulte jain tprag ponif 
Inventory of S3 nlllion galtoni. Also raportad ptr Part SI 
CURTlSiN U Ptnntylvanla PobPtr it Light Co lOCFR 090 99E 
83/11/01 4pp 21238 D9S a4X Ficfta 9O-3B0r 83/11 /Oli 831 1100291 


8311100314 Final dafldancy rapt r* laek of eiovamant In ITT Orlnntll 
inuhhar bractat* All snubbers will ba capable of + or “0 
degras <nov»rnant par rear bracket design Rtlnsp docuntantfd an 
Bachtal Nonconf ormanca Rapt 1080? Also raportad par part SI 
CURTIS* N 11 Pennsylvania Powar & Light Co iOCFR 090 99C 
03/11/01. MURLEYrT Region 1. Office of Director 3pp 21228 242 
24X Flcha. 90-3881 03/ 1 1/0 1 r 031 1 1 0O3l 4 


8311810179 Foruferds supplemental Itifo to final deficiency rapt re steam 
genarator lowar support holts Initially reported on 020*10 
Corrective actions In progress ullL be coaplited by 031127. 

Also reportable per 10CFR21 

MILLS. L M Tennessee Valley Authority IOCFR 090 99E 83/11/08 

O'REILLY.J P Region 2. Office of Otroctor Ip 21232 32 9 24X 

riche 30-390, 03/11/08.8311810179. 


0311210176 Supplemental deficiency rept re post-accident readings from 
containment sump level transmi tters, Ini tially reported on 
820708, Completion of corrective actions extendsd to 031230 
far Unit l h 841230 for Unit 2 Also reported per Part 21 
MlLLStL H Tennis I ee Valley Authority lOCFR 090 99E 83/11/00 

O'REILLY. J P. Region 8. Office of Director Ip. 21232:326, 84X 

Fiche. 90-390. 83/11/08. 031 1210176 


0311810103 Interim Deficiency Rept U-64 it Part 21 rept ra damage to 
PC-40 motor pifklan 2* PC-41 clutch gear in SB-2-80-typa 
Llmltomue valve actuator tnltieliy reported on 631017 Oears 
replaced Mestlnghouse evaluating corrective actlan 
SCHNELL. 0 F Union Electric Co IOCFR 090. WE 83/11/11. 

KEPPLER.J 0 Region 3r Office of Director Ip. 21236.109 84X 

Fichi' 90-403.83/11/11.8311210103 


8311810229 Interim Deficiency Rept 04(831 re Transamerlca Delaval.In& 
engine mounted fuel oil line on diesel generator engines 
tnltlally reported on 031011 Addl clamping devices 
Installed Final rept by 040131 Also reported per Part 81 
EDELMANIfM R Cleveland Electric iLlumineting Co RDC 84(03) 
03/11/10. KEPPLER. JO Region 3. Office of Director app. 
21239.108 24X Ftche W-440. 03/1 1/10. B31 1210829. 


8311810299 Interim deficiency rept r* cavitation of jet pumps due to 
Induction heating stress Improvement cooling. Initially 
reported on 830681 Caused by inadequate precauatlons to 
prevent cavitation area operation Also reported per Part 21 
CVKITIB.M M Pennsylvania Power Light Co IOCFR 090 99€. 
03/11/14 hWRLEY. T E Region 1. Office of Director. 9pp 
21839 326 24X Fiche- 90-388. 03/11/14. 0311210299 


0311210348 Part 81 deficiency rept re Pacific Scientific Co mechanical 
shock arresters (Model P8A-1 L P8A-3) Problem Involves 
failure of tangs on capstan spring Snubbers stroke tested. 

RYBAK. 8. Commonwealth Edison Co PT81 03-346-000 03/11/09 

KEPPLER. J 0 Region 3. Office of Director 3pp. 21234:112 24X 

FI Che 90 -000< 8 3/1 1/09. 03 11 21 0340 


8311830277 Pert 81 rept re problem w/englne piston skirt of D8R 6 DSRV 
sta-ndby diesel generator Insp at Shoreham discovered 
linear Indications exceeding 1/16 Inch Cause not known. 

Piston skirts to be replaced w/latrst available design 
BOYER. R.E Tran earner ica Del aval.. Inc PT21 03-048-000. 03/11/16, 

Director's Office. Office of Inspection end Enforcement 3pp 
2ia53-33E 24X FI cha: 90-000, 03 / 1 1 /16. 031 1220877 


0311220373 Final deficiency rep t. Condi tlon 260 re standby eve water 
flow problems 8ys chemically cleaned to remove deposited 
metis Bypass will ba Installed around or i f Ices. Also 
reported per part 21, 

SHANNON. J N. Washington Public Pottfer Supply Bystem IOCFR 090 39E 
03/11/03 MARTIN.^ 0 Region 9. Office of Director 3pp. 

2 1 261 ‘ 089 24X F J c h 0 . 90- 397 , 03/ H /03. 831 1820373 


0311220410 Interim deficiency rept re possible defect on WJ Hoalley Co 
dry-well personnel airlock seals Evaluation of raportablUty 
per Part 21 continuing 

DALE, L f Mississippi power L Light Co AeCM-03/0706. 03/11/16 

DENTON. H.R Of flea of Nuclear Reactor Ragulatlon. Director tp 
21261 121 24X Flche 90-416,03/11/16,0311820410. 


8311880904 Interiai deficiency rept re fuel oil line brealr. shuttlns 
engine down L causing fire. Caused by ascessive line 
vibration due to Improperly balanced fuel Injection 
sqvipinsni Also reported per Part 21 

DELOAENZO. R A Washington Public Fewer Supply System, D01-B3-0909 
03/11/03 MARTIN. J.D Region 3, Office of Director 3pp- 
21897 027 24X Flche: 90‘'460. 83/1 1 /03, 031 1220904 


8311200006 Eighth interim deficiency rept re attached pip Ing. Inltlelly 
reported on 801121 DEiW refining stress analysis to eliminate 
exceseive conservatlem Evaluation ulH be completed bg 
831110 Alio reportable par Part 21 

MILLS. L H Tannassee Valley Authority IOCFR 090 99E 83/11/17 

O'REILLY, J P Region 8. Office of Director 2pp 21279 040 24X 

Flche 90-438.03/11/17.0311280006 


8311200109 Interim Deficiency Rept DER 03-71 re possible generic defect 
in Pacific Bclentlfic shock arrestors Initially reported on 
031011 Evaluation of condition L submittal of final rept 
avpactad by 840113, Also reported per Part 21 

VAN BRUNT. E E, Arljooa Public Service Co DER 83-71 83/11/00 

BISHOP. T U Division of Resident, Reactor Project & Engineering 
Programs 3pp 21203' 836 24X Flche 90-928.03/11/00.8311200109 


8311290191 Part 21 rept re measures to ensure detection of quality 
deficfenclee resulting from fraudulent actions of suppliers, 
in reaponit to 830919 Itr Procurement procedures L practices 
to notify Meetinghouse mgt of deficiencies being reafflrnid. 
STERN, T Westlnghouse Electric Corp PT21 03-052-000 03/11/16 

DEYOUNO. R.C Director's Office, Office of Inspection and 
Enforcement 8pp 21800 329 


0311880285 Potential Part 21 rapt re inadequate electrical separation b 
use of defective aluminum switch ends. Caused by low mslting 
point of aluminum used Switch ends will be replaced l, fitld 
dlspoaitlon instructions Issued 

SHERHOQD, 0 0 Oeneral Electric Co. PT21 83-047-000 83/11/11 

DEYDUNOiR C. Director's Office. Office of Inspectiojt and 
Enforcement 3pp. 21880 074 24X Flche 90-397. 03/1 1/11, B31 1280265 


0311280292 Eleventh Interim deficiency rept re failure of BhW irmln 
steam lines due to main feedwater overfill Initially 
reported on 000319 Analysis revlaw ongoing Next rept will be 
submitted by 040228. Also reportable per Part 21 

MILLS. L.M Tennessee Valley Authority IOCFR 090 990. 03/11/10 

0 'REILLY. J P Regions. Office of Director Spp 21882:213 24X 

Flche 90-438.03/11/16.8311280298 


0311200303 Final significant deficiency rept re Mestlnghouie gate valve 
position Indlcetion Initially reported on 030017 Oenirlc 
wiring changes moving indication from rotor 2 to rotor 4. 
will be completed by 641231 Alto reportable per Part 21 
CONWAY. R E. Georgia Power Co ON-280 83/11/09 a 'REILLY. J P 

Region 8. Office of Director. 6pp 21280 330. 84X 

Flche: 50-424. 83/11/09.6311880303 


0311280313 Part 21 rept advising that review of OA program initleted In 
response to IE Bulletins 63-06 L 83-07 to address possible 
fraudulent actions by suppliers 

CONWAY* H F Vermont Yankee Nuclear Power Corp PT81 03-097-000 
83/11/21 DEVOUNO. R C Director's Office. Office of Inspection end 
Enforcement tp. 21208.360 84X Flche 90-271.63/11/21.6311200313 


0311280327 Fourth Interim deficiency rept. Item 80 re pressure sensing 
line in starting air syt for emergency standby diesel 
generator sets. Initially reported on 020419 Also reported by 
Trans amer lea Detaval per Part 21 

PARB0N8. R. H Carolina Power L Light Co IOCFR 090 99£. 03/11/16 

O'REILLY. J P, Region 8, Office of Director, 4pp 21202 347 24X 

Flche, 90-400.83/11/18.0311800327 


0311280337 Final Blgnlficent Deficiency Rept 03-11 re failures In 
Pacific Scientific Co snubber spring assemblies Initially 
reported to Regions IV L III on 830913 L 16. res pectivel V. 

Bprlnge will be replaced. Also reportable per tOCFR2l 
8EIKEM. 8, J Qtanderdlied Nuclear Unit Power Plant System. SLNRC 
83-0050 03/11/09. KEPPLEfi.J 0 Region 3. Office of Director 

8pp, 21280,340. 24X Flche 90-000. 83/1 1/09. 831 1280337 


03U28O43B Final Pert 8l Rept PRD-83/16 for Unit l 8t interim Part 21 
rept for Unit 2 re failure of internal coating of 
automatic depressurlxatlon sys.main steam eafety relief 
valve K8IV accumulators Final rept expected by 840931 
MCOAUOHY.J P. Mississippi Power L Light Co. PRD-BS-U. 03/11/13 
O'REILLY. J P Region 2. Office of Director 9pp 21264 338 ^4X 

Flche' 90-416. 03/11/10. 0311200438 


0311200441 Part 21 Rept 03-13 re reactor water cleanup syf leak 
detection temp sensors Initially reported on 830727 Probable 
cause for leek of tensors due to reliance on syt high flow 
Isolation signal. Temp eliments will be Installed 

CONN.M. 0 Burns L Roe Co PT21 83-049-000 83/07/28, MARTIN. J « 

Region 5. Office of Dirac tor 3pp 21289.247. 24X 

Flche- 30-397.83/07/20. 8311200441 


0311260469 Part 2l rept r# IE Bulletin 83-06. •‘Nonconforming Matls 
Supplied by Tube-Line Corp." Identification L dlspotitlPnlng 
of auepact vendor matl expected to be complete by end of 
Fab 1964. Next response by 940316 

CGOK. J. W Consumers Power Co PT21 03-094-000, 83/11/17 

KEPPLERiJ 0 Region 3, Office of Director. Opp 21284,309 24K 

Flche- 30-329.03/11/17. 8311280469 
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0311200481 PArt Si fpruardlng lilt of HVAC unlfct tuppHa’d tu 

AIL unit! built In NC f«ciUtg 

OR-OfMtfi J r. ffahnaort C« , Inc of Hillman Coal & Col(» C« ) 

PTai 03-038-000 83/11/10 DEYDUNOi R C Dirac tor Qffict. Dflice 

o# Inipactlpn and Enforcamant 2pp 21283 337 24)( 

Flcha 30-000,83/11/10.8311280481 


—B31 1070229 QA Program Intp Rapt W00900/B3-02 on 830726-29 No 
nonconp 1 iancB notad Hojor araai inspactad avaluatlon of 
QA cofitroli for Westlnghouaa Forati Hill-i anglnofrlng 
daval opmant, r evi au )!, approved i^ua 1 if Icat 1 on ta4t plani 
JOHNBOM. A R . PHILtlPB, H 8. ftag ion 4, Offica of DLractor 
83/09/28 tSpp 21062 297 


B311S9O404 RO 83-16 on 031014. util notlflad tig WasttngKouPa of armra 
Iti JTT Barton Hodal 763 praf«ur« trantmittar tamp 
coMp*n<Atlon callbr mathodi 8. currant laajtaga problami 
Caiicad hg manufacturera method of tamp companeatlon 
VUNDT.C P Portland Oanaral Electric Co RO-03-U 83/11/14, 

martin. J B Region 9. Office of Director 3pp 21284 128 S4X 
Fleha 90-344 i 83/11/ 14. 831 1200484 


8311070312 Foruard* OA Program In»p Kept 99900396/83-01 on 830019-19 h 
natieai of nontonformanca & violation 

pOTAPOVa.U Raglon 4 j Office of Director 03/10/13 SEaHAOIftr.M L 
CLOW Carp 2pp S10&3 t|7 


— 8311070314 Notice of violation from in»P on 630819-19 

» Region 4« Office of Director 93/10/13 Ip 21063 119 


0311200490 Pint interim rapt on 81gnlflcant Conet Deflctancg 91 re OE 
AKR-30/AI4R-8t> circuit breakers iBvc Advise 179-9 11) failing 
tn close on command Nest rapt bg 840124 Defective euitchas 
will te raplacad Also reported par Part 2i 

OERRETSiT F, Loulelana Pouer b Light Co lOCFR 090 39E 83/11/16 

CtDLLlN8. J Ts Region 4. Office of Director 3pp 31264 193 24X 

Ftcha 90-382. 83/ll/ld>. 831 1200490 


0311390927 Part 81 rapt responding to IE Bultatln 83-06. "Nonconf orminp 
MaIIs Supplied bg Tube-Line Carp,** List of metis (( ig« in 
tehleh Installed *ncl 

LIDEHjE a. Public Barvlca Electric Ic Oas Co of Ntu Uarsagi PT21 
H3-093-000 83/11/17 MURLEV.T Region Ir Office of Diractoir. 

6pp. 21884 067 84X Fic ho- 90-272, 03/ U/t7t 0311280927. 


0311390193 Followup Part SI rapt re failure to update room 
praisur I lat ion calculations to reflect final design vent 
paths. Reactor bldg, Room R806C cannot withstand calculated 
prassur iiat ion following postulated high energg line break 
CONNiK Q Burnt ^ Roe Co PT21 03-090-000 83/11/18 Director's 

Office. Office of Inspection and Enforcement 3pp 21303.348 S4X 
Flchas 90-397,03/11/10. 0311290193 


0311300202 Forwards IE Inveitigatton Rspt 4-03-003. performed ae reiult 
of failure to rept nonconforming dimensional conditions 
identified In OA Program Imp Kept 99900209/02-02 on 
030302-04. 

PCTAFDVS.U Region 4. Office of Director B3/09/2L 6EUELL»D H 
ITT Orinnell (tubs, of ITT) 2pp 21312 108 


— 0311300880 IC Inveiti gabion Rept 4-83-003 on 030302-04 No noncompllanc e 
noted. Major areas investigated suspected feilure to complg 
w/lOCFRSl reporting requirements re mfg of inubbert. per OA 
Pragram Imp Rept 99900289/02-02 

HERRiR K , WARD,W J . F OR TUNA. R Office of Investigation 

B3/07/S0 2pp 21312 110 


IIA999 QUALITY ASSURANCE IN8PECT10N8 


— B31107031B Notica of noncofif onmance from Incp on 030819-19 

* Region 4, Office of Director a3/i0/l3 Ip 21063 120 


— 8311070319 OA Program Insp Rapt 99900396/83-01 on 83001 »-t9. 
Noncompllanct notitf failure bo submit wrltban rept of valve 
defect tc failura to conduct valve hydrostatic shell test for 
required 10 mlnutei, 

8UTT0M. JW. BARNEB, I Region 4. Office of Director 83/10/06 
9pp 21063 121 


8311070362 Act receipt of 030822 8, 0-927 Itrs Infornlng NRC of steps 
taken to correct nonconformance noted In OA Program Insp 
Rapt 99900404/03-02 

POTAPOVS. U Region 4. Office of Director 83/10/24 6LEhBER,R -J 
Wastinghousa Elactrlc Corp IP' 21063 241 


— 8311070369 Responds to NRC 030909 Itr r* nonconformance noted in OA 
Program Intp Rapt 99900404/03-02 Corrective actions 
Specific analysli will be performed for design basis 
transient All PDRV setpoint anelgies under review 
8LENBER.R U Westlnghouse Electric Carp P16DA-83-1773 
83/09/27 PDTAP0V3. U Region 4, Office of Director 8pp 
21063 242 


— 0311070374 Ack receipt of 030022 Itr inf arming NRC of step 4 taten to 
correct nonconformance noted In OA Program Insp Rept 
99900404/83-02 Adfl Info requested re exceeding lOCFftSO, 

App 0. limits fcr PORVs. „ . 

POTAPOVBfU Region 4i Office b-f Director. 03/09/09 SLEHBERi R J 
Weetlnghousa Electric Corp Ip 21063 244 


— 031 1070378 Responds ,to NRC 030721 Itr r* nonconformance notid in QA 
Program Insp Rept 99900404/03-02 Investigation continuing to 
fttermine appropriate corrective actions Extensl-on until 
830930 requested to submit rapt 

SLEMBER,R J Westlnghouse Electric Corp pr6DA-*93-l63t 
83/08/23 P0TAP0V8,U Region 4# Office of Director. 2pp 
21063:243 


0310290003 Forwards QA Program Insp Rept 99900723/03-02 an 630000-12 t* 
notiC'* of nanconformance 

PQTAFOVBjU. Region 4. Office of Director 83/10/06 MODN.W.T. 
Robert Bhaui Controls Co Spp 20094 091 


8311070493 Forwards QA Program Insp Rept 99900S31/B3-02 on 030912-16 
No nonconpl lance noted, 

POTAPOVB, IT. Region 4. Office of Director 33/10/13 MOELLENBECK. A 
Nuclear Power flervicas, Int 2pp 21070 069 


— Q31O2MO09 Notice of nonconformance from in«p on 830008-12. 

a Region 4, Office of Director 03/10/06. 2pp. 20694.093 


— b:jIOSW 090 OA Program Imp Rept 99900722/03-02 on 830800-12. 
Noncompllanca noted failure to perform tnsp of 9/0-lnch 
dflaneter characterlstice for stem assemblies per quality 
policy It procedures manual 

KELLEV,W D. , BARNES. 1 Regloh 4. Office of Dirsctor. 83/09/27 
Bpp. 20894. 099 


— 0311070499 QA program Insp Rept 99900531/83-02 on 030912-16. No 
noncompllanca noted Hejor areas inspected stetui of previous 
insp findings 

BEARS, P H , hale. C J, Region Am Office of Director. 03/10/06 
Bpp 21070 071 


8311070476 Forwards QA Program- Insp Rept 99900020/03-01 on 830822-26 6 
neticee of violation 6 nonconformanc o 

POTAPOVS, IP Region 4. Office of Director 83/10/12 MCCBONE, J 
Fluorocarbon Co ^pp. 21070 090 


0311070099 Confirms QA program mgt meeting at Ramsay. Nj plant on 
031114-16, Per 831024 talcon 

PClTAFWB. U Ragipn 4, Office of Director 83/10/24 LA8KY,0, 
□bonite Co. ip. 21060 336 


0311070063 Confirms QA program Insp «t Parry site 6 OUbart/ 
CtjwmonwaaUh raadlng ofc on 031107-11 6 14-10* respectively ♦ 
p«r 031014 telcon. 

PQTAFOVaiU Rogion 4, Office of Director 03/10/24 LORENZ, H 
Ol 1 b ert/Commonweel th Cos. Ip 21099 362 


G31tC70066 Confirms QA program Insp at Florham Fark.NJ on 631031-1104. 
pmr 831009 telcon. 

PQTAPQVBtU, Ragion 4, Office of Director 83/10/24 BROMNiH M 
Automatic Buplteh Co, Ip 21060 263 


8311070219 Forwards QA Program imp Rept 99900900/ 03-02 on 830726-29 
Nb noncanplianct noted. 

POTAPOVS.U. Region 4, Office Pf Director 83/10/06 SLEMBER, R J 
Mastlnghouse Electric Corp 2pp 21062 599 


— 8311070470 Notice of violation from Insp on 830022-26 

a Region 4, office of Director 83/10/12 Ip 21070:100 


— 0311070483 Noble* of nonconformance from Insp on 830822-26 

a Region 4, Office of Director 83/10/12. 7pp. 21070 lOl 


—0311070439 QA Program: Insp Rept 9 99008 20/ 83 -01 on 830822-26 
Noncempl lance noted current copy of Part 21 not posted In 
coniplcuoui area where Section 206 posted It appropriate 
grocedures te evaluate deviations ronextstent 

CONWAY, J T., BARNES, r Region 4, Offlc* of Director &3/10/Q4 
12pp. 21070, 100- 


8311070959 Ack receipt of B30920 6 1005 Itr* informing NRC of steps 
taken to comet violation & nonconformance noted in QA 
Program Insp Rapt 9 990009 4/03"Ol 

P0TAF0V8, U. paglon 4, Dffica of Dirsctor. 83/10/24 BURGER,! J. 
McOraw-Edlson Co, Ip 21069 101 
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— 83110703^4 Reiponds ta NRC 030729 1 tr r» violafcfori U noncon-Pormasic* 
nottfd Irv QA PrOffram Insp Rapt 99900094/83-01 CorractiVt 
actions Proc«diire a36^M-l74 ravlftatl to comply w/Par-fc SI & 
no ravi ulll ba made u/o OA approval 

DUflOER.T J , BAUER. B H HcOrau-Ed Lion Co 83/10/09 POTAPOl/. U 
RBjjlon 4, OffUfr of Director 2flp 21063 102 


— 8311070574 Confirms telcon w/J Sutton advising that reiponsa to QA 
Program lT>sp Rcpt 99900094/83-01 delagad until 030930 
BAHEP'Q H HcOrau-Ed Iton Co 03/09/20 POTAPOV. U Region 4> 
Office of Director Ip 21063 184 


8311080017 Reepondi to FOIA request for documents re el t«i*at 1 ores of 
radiographs of uelds Ir piping sub-assemblies by ITT Qrltinell 
Cfirp Fdruards docunent* listed on App A Revleu of addl 
documents subj to request continuing 

FELTONi^l M Division of Rules and Records 83/08/11 FUOUAiO H 
Wallace' Hllburn. Claytonj Calhoon & Fortter. Ltd 3pp 21O93'O0S 
24X Fltffte 30-000.83/03/11.8311080017 


— 8311080023 Foruards OA Program Insp Rep t 999OO019/88-OS to supporting 
dec union tat ion re fa 1 si f lea tlon of radiagrapAt for 
appropriate action «/o end 

JOllNdON. E H Region 4. Office of Dirac ter 82/09/07. FORTUNA. R 
Director's Office, Office of Inspectldn *nd Enforcement. Ip 
21093 009 


— 8311180138 Responds to NRC B30920 Ur re nonconformance noted In OA 
program Insp Rept 99900401/03-02 Corrective actionii veredo*- 
supplied documents revleuied for safety-reUted equipment 
uiU be carefully reviewed before approval 
ETHERIOOE.MR Combuitlon Englneerlngi inc 03/10/14 
FOTAPOV6. U Region 4. Office of Director Ip 21228.031 


— eailieuio/ Act receipt of 830906 Itr informing NRC of steps tatsm to 
correct nonconformance noted In QA Program Insp Rept 
99900401/83-02 Addl Info addressing preventive measures In 
r-avieidltig vendor supplied documents rcqueited 
P0TAF0V8.0 Region 4. Office of Director 83/09/20 
ETHER IDOE.N R Combustion Engineering, inc Ip 21228:032' 


— 831U8D173 Responde to NRC 830008 Ur re nonconformance noted In QA 
Program Imp Rept 99900401/03-02 Corrective actlonfall 
purchase >< mfg orders reviewed to assure statement re Fart 
SI appllcebUlty to procurement Included 
ETHER IDOE.H R Combuitton Engineering, inc. 83/09/06 
POTAPOVS. U Region 4. Office of Director 4pp 21228.033 


8311180238 Ack receipt of 631017 Ur informing NRC of stept taken to- 
corraeft nonconformance noted In QA Program Imp Rept 
99900918/83-01 

POTAPOVB.U Region 4. Office of Director 83/11/01 DOUGLAS. J. A. 
r«ruoll S{ Hendrix. Inc, Ip. 21229' 016 


■8311080027 Forwards Region IV caee summary of ITT Grlnnell 
Investigation containing admissions by two employaes that 
radiographs mechanically altered Review of rept requested to 
determine whether referral to DOJ warranted 

FORTUNA.R Office of Investigation 82/09/11 CUMMlNOa. JJ 
Offics of Inspector & Auditor 2pp. 21092 006 


— 8311180826 Responds to NRC 831007 Ur re nonconf ormence nated in QA 
Program Insp Rept 99900918/83-01 Corrective actions 
suppliers of safety-related equipment during 830101-0613 
contacted, documenting imposition of 10CFR90 & lOCFRSl. 

DOUGLAS. J A. Farwell it Hendrix. Inc 83/10/14, P0TAPCIV8. W 
Region 4. Office of Director. 23pp 21229 017, 


0311130162 Forwards QA Prugrats Imp Rept 99900204/83-01 on 830ai7-lV 
No noncompl lance noted 

POTAPOVB.U Region 4. Office of Director 83/10/07 UONNSOM. D PK 
Engineering 2pp 2ll78 270 


—8311190169 QA Program Insp Rept 99900204/83-01 on 830819-19 No 
nontomp I lance noted Major areas Impacted, 830323 Sergem- 
Paterson Part 21 rept followup re slugged welts in main 
steim sys restraint frame assembly 

ELLER0HAN. L £ , 0ARNE8. 1 Region 4, Office of Director. 83/09/27 
7pp 21170 272 


6311190184 Confirms QA program imp at Highland Heights, OH plant 
on 831 1 14-17, per 831107 telco-n 

POTAPOVS. U Division of Vendor tc Technical Programs 83/11/00 
FEDERQV.T Acme-C 1 e ve| a nd Co Ip 21178 184 


8311190397 Forwards QA Program imp Rept 99900403/83-03 on 030827-0902 
8. iiotieB of nonconformance 

POTAPOVS. U Region 4. Office of Director 83/10/21 BRUOGEMANiH if 
Oereeral Electric Co Opp 21176 246 


— 0311190400 Notice of n ottc on f ormence from inip on 830829-0902 
• Region 4, Office of Director 83/10/21 Spp 21176 249 


8311210220 Ack receipt of 830819 b 1026 Itrs Informing NRC of steps 
token to correct deviation noted In QA Program Insp Rept 
99900034/03-01. W/o Its to Custom Alloy Corp 6 Oulf 6 
Western ^ _ 

POTAPOVB, U Region 4. Office of Director 03/10/19 pEPOWfitL* A. T- 

E, D 01 hereon 8, Co , Ine Ip S1232 336 


— 8311210209 Responds to NRC 830916 Itr re deviation noted in QA PTogram 
Inep Rept 99900834/03-01 Corrective actions. Custom Allay 6 
Oulf 4c Western notified of discontinuation of QC manual by 
Itr did 830919 

DEPOMELL. A, T E D, Glberson fc Co . Inc 83/09/26 POTAPOVepU 

Region 4. Office of Director Ip 21232 340. 


8311220218 Ack receipt of 830909 tc 1014 Urs Informing NftC of steps 
taken to correct nonconformances noted In QA Progrem Iresp 
Rept 99900901/83-02 Actions vsrifled 6 documented In QA 
Progrem insp Rept 99900901/83-03 on 030926 

POTAPDVa,U. 'Region 4. Office of Director 83/11/04. WAHLrHM 
Bechtel Corp ip. 21261 304 


-8311220225 Responds to NRC 830930 Ur re nonconformances noted Sn OA 
Program Imp Rept 79900901/83-02 All corrective actions 
verified during QA program insp on 830926 

WAHL.H.W. Bechtel Corp 03/10/14 POTAPOVS. U Region 4. Off(«* 
of Director Ip. 21261 309 


— 83 U 130403 QA Program InfP Rept 99900403/83-03 on 030029-0902 
Nonca/npliance noted. d«s ign verif Icabtans of Nuclear Control 
& Instrumentation Div design documents deferred u/o 
cantrolllng procedural requirement implemented 

CHAHflERLAIW, D , HALE. C J Region 4, Office of Director 03/lO/lB 
26pp 21176.232 


0311220241 Accepts Rev D to QA Program SW3QAP 1-74A treniaitted by 
830610 & 2t Itrs. Rev updates topical rept to reflect current 
QA program Ltr replaces NRC 701122 Ur 

P0TAPDV8, U. Region 4, Office of Director 83/08/10 KELLEVi R B 
Btona It Webster Engineering Corp. 2pp 21294*062, 


8311100066 Ack receipt of 820122,0428.0701 & 30 S. 830427 0711 Itrs 

informing NRC of steps taken to Corract nonconformance Tvotad 
In QA Pregram Inip Rept 99900401/81-03 

POTAPOVS. U Region 4. OfMco of Director 83/11/02 ETHER IDOE.H R 
Combustion Engineering. Inc Ip 21229.298 


9311180126 Act receipt of 831014 ltr informing NRC of steps taken to 
correct nonconf ormanc* noted In QA Program Insp Rept 
99900937/03-01. 

POTAPOVS, U Region 4, Office of Director 83/11/01. SKJEltR. E 
Uohn A, Dlume Associates, Englneert (eubs of UR8 corp,), Ip 
21226 200 


— 0311220248 Forwerdi proposed Rev D to QA Program 8W9QAP 1-74 A l< 
ditailad listing of changes, Review h approval requested. H/o 
rev. 

KELLEY, R. B. Stone «< Webster Engineering Corp 33/06/10 
COLLINS. J T Region 4i Office of Director Upp 21234:064. 


0311220303 Ack receipt of S31019 Ur informing NRC of step* taken to 
correct davietion/nonconf ormance noted in OA program inep 

POTAPOVS' U Region 4. Office of Director. 83/11/19 CAROM. A. E. 
Anchor/Darling Valve <«ubs. of Anchor/Darling Induetrlcs}. if- 
21294.034. 


—8311180130 Responds to NftC 830916 ltr re nonconformance noted in QA 
Program Insp Rept 99900937/83-01. Corrective actions. new 
procedures being d eve] oped, FORTRAN lines in static analysis 
deleted t< OA training procedures improved 

SKJEI.R E John A Blums & Associates, Engineers (aube of URS 
Corp j 83/10/14 POTAPOVS, U Region 4. Office of Director: 

10pp. 21226 201 


8311100146 Ack receipt of 030906 it 1014 Urs informing NRC of steps 
taken to correct noncotiformanca noted Ir QA Program Insp 
Rept 9970'D401/e3-02 

POTAPOVS. U Region 4. Office of Director. 03/11/01 ETHER IDQE,M R 
CoRibustlon Engineering. Inc Ip. 21228 030. 


— 8311220306 Responds to NRC 831014 tslcon re devlatlon/nonconfaraaree 
noted in QA program imp rept Corrective actions. Anchor 
Darllng/Globe Valve customers notified Sample Ur end. 

KNieSER.O W Anchor/Derling Valve Iiubs of Anchor/Dari ing 

Industries). 03/10/19. KELLY, W Raglon 4. Office of Director 
4pp. 21294 039 


3311220314 Forwards OA Program Insp Rept 99900900/83-03 on 030830-0902 
No noneompl lance noted, _ i 

POTAPOVB, U Region 4, Office of Director. 03/10/19 CHRISTOPHER. I, 
Meetinghouse Electric Corp Qpp 21261*321. 
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'^8311220320 QA Program Insp Rept 99700900/03-03 an 83QS30-0902 No 
noncflflpliancfl- notatJ Major areas Inspectod evaluation of QA 
control oP W~N31D deilgn verification process technical 
ravleus & evaluation of environ c^ual If icatlon test plant 
JOHNSON! A n » SALAZAR. E A i PHILLIPS. H 8 Region 4. Office of 
Director G3/10/17 ISpp S1261 323 


8311220411 Act receipt of 830903 1 tr informing NRC of stepe talen to 
correct nonconformance noted in (3A Program Imp Rept 
99900400/83-01 

POTAPOVSiU Region 4. Office of Director 03/11/10 OUILBERT.D E 
aabcoci U Uilcoi Co ip 21261 113 


— 8311220417 Respondi to NRC 830811 Itr re nonconf orma-nce noted In OA 
ProQTam Imp Rept 99700400/83-01 Corrective actions 
PoteiTtrain error notice will be reissued to operational 
anaigsli unit Plate shear bar redesigned 

0U1LBEHT.de Babcock StUllcox Co 83/09/03 POTAPOVB. U, Region 
4i Office of Director 4pp 21261 lU 


8311220420 Forwards QA Program Insp Rept 99900785/02-02 on 920722-0910 
Ne noncoflipllence noted 

POTAPOVS. U Region 4. Office of Director 83/10/06 OEZUTEL, C 2 
Zeck Co 2pp 21860 094 


— 8311220429 QA Program Insp Rept 99900785/02-02 on 620722-0910 No 
none amp llanc c noted Major areas inspected allegations re 
inplementetl on ic enforcement of OA program Insp performed 
In conjunction u/Ofc of Investigation 

ELLER BHAW. L, E . BARNES. I Region 4. Office of DlrectoT. 83/09/27 
36pp. 21260 096 


8311220441 Ack receipt of 830823 (< 1012 Itrs Informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rapt 99900357/83-01 

POTAPOVSrU Paglon 4. Office of Director 83/11/14 FREEMAN. H 
Jamtsburg Carp, Ip 81258 010 


— 9311920449 Responds to NRC 830918 Itr re nonconf ormanca noted In OA 
Program Insp Rept 99900357/03-01 Corrective actions all 
procaduras will be flnalired h approved prior to 
Implementation it QA will monitor proceduree under program 
MENARD. 0 P Jamesburg Corp 83/10/12 P0TAPQV8.U Raglon 4i 
Office of Director tp 21258 011 


—8311880456 Ac k receipt of 830823 Itr informing NRC of steps takan to 
corract nonconformance noted In QA Program Insp Rept 
99900357/83-01 Addl info re draft of unapproved document 
reiguested within 25 degs of itr date 

POTAPOVS. U Region 4. Office of Director 83/09/12 FREEMAN. H 
Jamesburg Corp Ip 21838 012 


—8311280466 Discusses corrective actions re QA Program Imp Rept 
99900357/83-01 Current 10CFR21 issue will* be verified 
semiannuallg First piece imp of nuclear code class matl 
campletad Checklists end 

TSNARDjQ P Jamesburg Corp 83/08/23 POTAPOVBi U Region 4» 
Office of lllractor 4pp 21238 013 


8311880004 Forwards QA Program Insp Rspt 99900019/02-02 on 020316-18 
Nd noncompllance noted 

POTAPOVS, U. Region 4. Office of Director 03/08/26 KINO# A K. ITT 
Orinnell Uubs of ITT) 2pp 21203 000 


— 8311280005 OA Program Imp Rspt 99700019/82-02 on 820316-18 Ho 
noncompl lance noted Major areas inspected suspected 
mechanical alteration of Class II pipe weld radiographs. 
DRIBKELL.D 0 Division of Vendor 8. Technical Programs 
nOBERDS.H N I JOHNSON, E H Region 4. Office of Director 
02/09/03 Spp. 21203. 090 


8311280012 Confirms OA program insp at San Diego. CA ofc on 831128- 
1202.p«r 831107 telcon. 

POTAPOVS, U Region 4. Office of Director. 83/11/10 COLANDRA.T R 
DA Tachnolcgias* Inc /Oenerel Atomic Co Ip 21283 087 


8311260126 Aek receipt of 830002.0914 & 1101 Itrs informing NRC of 
steps taken to correct nonconformance noted in OA Program 
Insp Rapt 99900630/83-01 

PDTAP0V8.U Raglon 4. Of flea of Director 03/11/17 HASTiNOStC.R 
Allegheny Ludlum Industries. Inc Ip 21200 001 


— 8311280129 Rcapondt to NRC 831017 Itr re nonconformance noted In OA 
Program Insp Rept 99900830/83-01 Corrective action* QA 
program reiiuires biannual review coincident w/lssuance of 
ASME Boiler It Pressure Vesisl Code or addenda 
HABTINOa.C R. Allegheny Ludlum Industries, Inc 83/11/01 
POTAPOVa.U Region 4. Office of Director 2pp 21200 002 


—8311280133 Act receipt of 830914 Itr informing NRC of steps taken to 
correct nanconformanc a noted in OA Program Insp Rept 
99900030/83-01 Assurence of documented OA pTogram malnt 
ratiuasted 

POTAPOVB.U Region 4, Office of Director 83/10/17 

HAST! NO Si C R Allegheny Ludlum Industrlesi Inc ip 21S80 004 


— 6311260138 Responds to NRC Itr re nonconf ormart ■ noted In OA Program 
Insp Rept 99900930/03-01 Corrective actions copies of Part 
21 & Section 206 of Energy Reorganliat 1 on Act of 1974 will 
be potted 

LONO.N A Allegheny Ludlum Industries^ Inc 93/09/14 
POTAPOVB.U Region 4i Office of Director 2pp 212B0 005 


— B31 1280141 Rasponda to NRC 830721 Itr r* n unco n f armanc t noted in QA 
Pragram Insp Rept 99900630/03-01 Response to notice of 
Violation will not be submitted until 830919 due to rev 6 
updating of QA program 

HASTINOS. C R Allegheny Ludlum industries. Inc 83/08/02 
POTAPOVB.U Raglon 4, Office of Director ip 21280 007 


8311280143 Ack receipt of 831102 & 0523 Itrs informing NRC of Steps 
taken to corract nonconf omiance noted In QA Program imp 
Rept 99900100/83-01. 

POTAPOVB.U Region 4, Office of Director 83/11/17 MIONOGNA. I 
LimltOTq.ufl Corp Ip 21280 009 


— 6311280146 Responds to NRC 830923 Itr ra nonconfarmanca no tad In QA 
PrograiTi Insp Rept 99900 10 D/03-01 Corrective actions QA 
manual revised b QC supervisors relnstructed ra Insp of all 
rauorkad matl 

MIUUSZU8KV.W J Li mi tor qua Corp 83/U/02. POTAPOVB.U Rag ion 

4, Office of Diractor 4pp 21200 OlO 


—8311280149 Ack racaipt of B30523 Itr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900100/83-01 Addl Info ra nine listed Items dua in 25 
days 

POTAPOVB.U Region 4. Office of Director 83/09/23 MIONQONA. T 
Lifflltorque Corp 2pp 21260 014 


— 8311280153 Responds to NRC 830504 Hr re nonconformance noted in QA 
Program Insp Rapts 99900100/03-01 6 99900100/83-02 
Correctlva actions terminal blocks retndtalled 6 field 
personnel relnstructed re proper procedures 

HCQUILLAN.P O Llml torque Corp 03/03/23 POTAPOVS. U Region 4. 
Office of Director Spp 21260 016 


83U2B0S15 Acl receipt of 830011.0912 b 1028 Itrs Informing NRC of 
steps taken to correct none onf ormanca noted in QA Program 
Insp Rapt 99900786/83-01 

POTAPOVB.U Region 4. Office of Director 83/11/17 DEVAULT. E 
Deneral Electric Ce Ip 212B4 064 


--8311280319 Reiporids to NRC 831013 Itr ra nonconformante noted in QA 
Program Insp Rept 99900706/83-01 Corract Ive actions 
Dletrlbutlon Equipment Instruction 3 Ql revised to require 
supplementary Part 21 rapt 

DIXDNiDJ. OaneraL Electric Co 83/10/2B POTAPOVB.U Raglon 4, 
Office of Director 3pp 212B4 08-5 


—0311260523 Ack receipt of 830912 Itr informing NRC of steps taken to 
corract nonconformance noted In QA Program tnap Rapt 
99900766/63-01 Addl Info on Item B. ra failure to provide 
required Info. dua in 25 days, 

POTAPOVB.U Region 4. Office of Director 83/10/13 DEVAULT. E 
Qenaral Electric Co 2pp 21284 088 


— 0311280320 Responds to NRC Q30715 Itr ra npnconf ormanca noted in OA 
Program Insp Rapt 99900706/03-01 Corractive actions 
supplier indorses suitability of s 1 1 icon-cantr ol jad 
ractlfitr used in ground break relay product 

DIXON.DJ Oenarai Elictrlc Co. 83/09/12 POTAPOVS, U Raglon 4. 
Office of Director 2pp 21204:0-90 


—8311280532 Advises that OE 830811 response ra defective AKR-30-5Q 
circuit brtakcars unsatisfactory Failure to supply number 6 
location of detective components supplier advice re 
dafaet inexcusable 

BRIHfMiWL Raglon 4. Office of Director 83/00/30 POTAPOVSrU 
Region 4. Office of Director 2fp 212B4'092 


—8311290533 Respond* to NRC 630715 Itr ra nonconformanca no tad In QA 
Pr-ogram Insp Rapt 999-00786/83-01 Corracfclva actions, not 1 c a 
of 10CFB21 applicability posted tc QC procedure prepared re 
documents tlon of reworking of finished products 

DIXON.DJ Oa-neral Electric Co 83/08/11, P0TAPQV9.U Raglon 4. 
Office of Director 6pp. 21284 094 


93113-00136 Forwards QA Program Insp Rapt 99900401/83-03 on 830919-22 
C, notice of nonconformance 

POTAPQVS.U Region 4, Office of Director 83/11/08 ETNERlDOEiM R 
Combustion Engineering. Inc 2pp 21313 012 
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— 031l3OOld9 Noti-c* of roncOTTformahce frora li>»p on B307l9“2a 
* Dlviiion of \^«ndOT & TeiChnlCal Program# 63/11706 Ip 
S1313 D14 


“‘“631130(1143 OA Prcjrato Imp Ropt 9990 0401 /83“03 on 

None oflpl larger notad lle»na«a r*vie^irad it accapterf *uppllor 
draulrtga foi* protection ly# which could roiult in HPSI pump 
damapa 

BRlCKLCVifi H I HALGiC O Region 4. OfPlca of Director 63/11/01 
llpp. 21313 OiS 


B31 1300177 Act rtcaipt of 031020 Itr Informing NftC of step* tatati to 
correct nanconf ormence noted in OA Program In»p R®pt 
99900923/83-02 ^ ^ . 

POTAfOVa»U Raglan Ai Office of Director 03/11/17 UORENZfH 
01 Ibert/CommonwieUkh -Coa Ip 21312 309 


— 0311300102 Retponda to NRC 030920 Jtr re nonconformance noted In OA 
PfOflrait) Imp Rapt 99900329/ 03-02 Corractls^e octlom purcheee 
order w/Univ Computina Co will be reviaed to imppve 10CFR21 
ratuire^anti for eaf ety-re latetf computer progr^fli evci 
BAlLERftJ f Oi I bort/Cotpmonwtalfch -Cos 83/10/20 pOTAPOVSi U 
Ragion 4f Office of Director 2pp 21312 310 


0311300194 Forward* OA Program Jnap Rept 999000 t9/B3“’0| on 030912-19 
it notice of nonconf ormpne a 

POTAPOVSj U Region 4< Office of Director 03/11/04 
OBUlMTHALen* 0 H Ouyon Power 8f Proceee Piping 2pp 21312 297 


— 0311300197 Nolle* of nonconformance from IntP on 03O912*~19 

e Region 4* Office of Director. B3/II/Q4 Ip 21312 299 


— 0311300201 QA ProjrJifl Ir»*p Rapt 99900019/03-01 on 030912-13 
Noncofflplience noted review of certified matl test rept for 
forged ASME 8A 109 20-ineh orifice did not assure comptlanc* 
V/A0NE Code r«<iu£refnen.tt 

NORrtANrI> e I BAfiNgSi I Region 4» Office of Director 03/10/31, 
ipp 21312,300 


031i3OO19& Foruarda ■OA Program In«P Rapt 999O07i4/S3"Ol on 8309i2“li 
k netlcet of nonconformance & violation 

POTAPOVS; U Region 4» Office of Director 03/11/01 MARDES; R J 
Ruekin Hanufac tuning Co 2pp. 21011' 310 


— 0311300202 Notice of violation from Insp on 03O9IS-I6 

* Region 4» Office of Director 03/11/01 tp 21311 312 


—0311300209 Notice of nonconf ortnance from inep on 03O912>''1& 

» Region At Office of Director 03/11/01 2pp 21^11 ‘313 


— 83H300215 OA Program Inep Rapt 99900716/03-01 on 03091^-16 
None omp 1 lance noted* fa 1 lure of Procedure P-139 to identify 
meant to accomplish & document evaluation b reporting of 
conditions adverse to q.uality to NRC, 

OlLErtrR>t , BARNES, I Region A> Office of Director 83/10/26 
Upp 213l(‘3l4 


0311300206 Confirm* OA program inap at Merlon* IN plant on 031120-1202 
f er 631 1 14 telcon 

PaTAPOVSiU Region 4* Office of Director 63/11/10 CARDELLO; P 8 

Anaconda Co (sub* of At lantlc-Richf le Id Co ) ip 2J31S.'296 


0311300326 Forwarif* IE Inveetl gation Rapt 4-02-003 on 030720 based on 
violatlone identified in OA Program Insp Rapt 
99900931/03-01 Ne viola tlons/nonconformance noted 
POTAPOV0*U Region At Office of Director 83/09/21 
MOUENHECKfA J. Nuclear Power Service** Inc 2pp 21311 32B 


— 0311300230 IB Investigation Rept 4-82''002 on 630728 No violations 
noted Major areas inves ttgated alleged failure of mgt to 
correct defect* associated w/d«slgn of component supports 
FROgr, U E I HERR-R K . HARD* U J Office of Investigation. 
03/00/19 2pp 21311' 330 


6311300249 Forward* OA Program Imp Rept 99900299/83-01 on 830912-16 
No noncompliance noted 

POTAPOVS, U Region 4< Office of Director 63/11/08 POTEETjW R 
Combustlars Snglneoringi Inc 2pp 21312 098 


—0311300299 <JA Program Imp Rept 99900299/83-01 on 030912-16 No 
noncomp 1 lance r\oted«Major areas inspected potential 
deficiency repti re failure of reactor coolant pump 
diffuser ring capscrews 

ELLERSKAU.L E,t BARNES I r Region 4, Office of Director^ 63/10/31 

jOpp 21312 060 


6311300299 Forward* OA program Jnsp Rept 999OO924/03''O1 on 630926'^30 
No noncampl lance noted 

POTAPOVS. U Region 4. Office of Director 03/11/04 DlRlENZO.p p 
Dibb* it Hill* Inc. (sub*, of Drayo Corp )• 2pp 21312 091, 


—0311300262 OA Program Insp Rept 9900924/03-01 on 030926-30 No 
noncompliance noted Major areas inspected status of previous 
Insp find ings* design change control & lOCFR2i rapt re 
defect* in component cooling watsr *y* 

HARRSLLiP H 4 HALEfC J Region 4. Office of Director. 03/1 1/D4 
I4pp 21312 093 


0311300202 Forward* IE Investigation Rept 4-03-003; performed «i reivll 
of failure to rept nonconforming dimensional condition* 

Identified in QA Program Insp Rept 99900205/02-02 on 
030302-04 

POTAPOV8.U Region 4, Office of Director 83/09/21 efUELL.DK 

ITT Orlnnelt (sub* of ITT) 2pp 21312 100 


-■-0311300280 IE Investigation Rept 4-03-003 on 030302-04 No ndrcasf lls'fi 
noted Major araae investigated suspected failure tQ ponplg 
U/10CFR21 reporting requirement* r* mfg of snubber** per QA 
Program Intp Rept 99900203/02-02 

H6RR;R K . WARD;W J ; FDR TUNA; R Office uf Inve, tigj tion, 

03/07/20 2pp 21312 HO 


R600D regulator V GUIDES 


0300260293 Requests updated responses by Oulf Stete* Utils Cd k Cl|i.n 
Electric Pou/er Cooperative to Reg Guide 9 3 re antitrust 
info. 

REGAN; W H Bite Analysis Branch 63/00/16 DRAPER* C L Oulf 
Btatos Utilities Co 2pp 20971,290 84X Flch* 9O-490< B3/0E/16. 

0300260293 


8311010220 Forwards revised reactor vessel iiam program* In r'Sspdnsi te 
Oenerlc Ltr 83-19. ''Implementation of Rev t to Reg Guide 
1 190” 4c subj rag guide. "Ultrasonic Testing of Reactor 
Vessel Msldi During Prestrvlce 4c Inservlce Exams ” 

CLAYTON.FL Alabama Power Co OL-03-19. 03/10/26 VARGA. 0 A, 

Office of Nuclear Reactor Regulation; Director 3pp 20993 147 
84X Fleha 90-340; 83/10/26. 631 1010220 

— 8311010224 "Alabama Powtr Co Position for Augmented Reactor Vtssil fill 
Program " 

» Nestinghouse Electric Corp 83/10/06 32pp 20993* i0O 245f 
Fi Che, 90-340. 03/10/26; 831101 0220 


0311010291 Foro^ard* comments on draft rag guide; Task £6 114-4, 
"Guidelines for Groundwater Monitoring at In Situ U Solution 
Mines ” Herkfd-up reg guide end 

BHirH;R D Uranium Recovery Field Office 83/10/19 BGRATW*U 
Earth Science* Brench 41pp 80970*290 


0311090249 Respond* to request r* environ testing per Rev S to R*! 
Guide 1 97 Tests comp leted. except for listed equipmint. All 
•qulpment will be tested by 831130 ^ 

CURTIS* N W Pennsylvania Power «c Light Co PLA-1923 03/11/07 

acHWENCER.A Llcanting Branch 2 Ip 21099 241. 24X 

Plcha* 90-308; 83/11/07; 83l 1090249 

0311100060 Forward* Reg Guide 9 99 8* lOCFR73r In response to 031003 
request, U/o end ...... 

THOMAS* C 0 Standardliation 4c Special Project* Branch 03/IO/W 
WILSON* W E Washington State Univ . Pullmen* WA. Ip, 21149‘339 
84X Flch# 90-027*03/10/26*0311100060 


0311100191 Reg Guide 9 37* Rev l.Task 50 047-4* "In 8Hu Assay of 
Enriched U Reeicjual Holdup " 

* Office of Nuclear Regulatory Research* Director 03/10/31 lapp 
2li9f021 


0311100192 Forward*; for reVlaw; utU response to Generic Ltr 02-33 rs 
Reg Guide 1 97 planned Improvement rept on Initrumentat Ion 
for light-water-cooled power plants tp assess plant environs 
foUouing accident 

8HIELD818 M Public Service Co of Indiana* Inc. OL-08-3a 
03/11/07, EISENHUT, D O Division of Licensing 36pp. 2I137,S« 

fi4X Fiche 90-946*03/11/07*8311100192 


0311160145 Comment* on draft Rag Guide IC 187-9 r# QA program ior 
computer eg* sof tware, A6ME Committee on Nuclear OA 
racommendsd Option A of NRC Ker 1903 ltr as course of action 
based on option* presented. 

WEINMAN*8 American Society of Mech'nical Engineer* 83/JI/IG 
Docketing 6 Services Branch, ip. 81192* 199 


0311160407 Requests thet U Knox attend 031220 meeting u/util to dl«uii 
schedules* p Ians 4* progress in resolving electrical 
separation critnrla of Reg Guide i 79*R*v 2, 

N0VAK,T M, Aeslstant Director for LicetlslnQ, 03/11/09. 

RUBEN8TEIN*L R Aisittant Director for Core it Plant Bystam*. if 
21198; 199 24X Fiche 90-418*83/11/09*8311160407 
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8311220117 foruArd* proposed Rev 3 to Reg Oulde 1 SQ»Taek RS 002-9. 
"■QA PragTiin Requirements (Design Const).*’ public comments, 
lununarv public comments, regulatory analysis t* NOA-1-1963 
Mfo encl 

DEYOyNO.R C Director's Office. Office of Inspection and 

Enforcement 63/1 Wt4 FRALEYi R F ACRS - Advisory Committee ai> 

Rtactor Safeguards 2pp 21940 001 


6311260019 Forwards request for addl Info re commitment to Reg (Guides 
1 S& l( 1.4A per Oentric Ltr 81-01 

flCHWENCER.A Licensing Branch 2 GL-81-01 B3/11/19 NELSON. R ri 

Illinois Power Co Opp 21307 038 24X Ftche 50-461.93/11/13, 

9311290018 


9311280449 Advises of necsislty for 1-yr extsnslon for compiatlon of 
safety parameter desplay sys Final rept re conformance to 
Reg Oulde 1 97 delayed until end of 1984 Btxty-day sxtansLon 
req.ueited for response to Suppl 1 to NUREO-0737 

BROEHLrD J. Portland General Electric Co 83/11/23 EISENHUT.D G 
Division of Licensing 2pp 21284 390 24X Flche 90-344.83/11/23. 

9311280449. 


9311280542 Approves deletion of lOOX power turbine trip test psr Reg 
Guide 1 68 App A 9 based on similarity of turbine trip & 
load rtjection trip, in rssponsi to 831019 request 

KNIGHTON. O W Licensing Branch 3 83/11/18 QASKIN.K.P Southern 

California Edison Co HOUCQMBE. J C San Diego (das ■& Electric Co 
3pp. 21306 395 24X Plche 90-362.63/11/18.8311290942 


6311300022 Forwards revised draft of proposed Rev 8 to Reg Oulde 1 105. 
Tail IC 010-9. ’’Instrument Setpoints for Qaf ety-Relatad 
Bys" t> diicutslon of public comments Rev reflects comments 
received at CRQR 031020 masting Concurrence requested, 

OGLLERiK. R Olvlslan of Facility Operations 83/11/19. FRALEY.R F 
ACRS - Advisory Committee on Reactor Gafeguards 22pp. 21324 040 


— 9309300432 Authorises NRC endorsement of Draft F to Btd ISA-d867 04 U 
Draft 0 to atd I8A-dG67 06 Notification will be provided re 
technical concerns which may ultimately change content 
KARRISONiT J Instrument Society of America 81/09/02 
OOLLER.K R Division of Facility Operations Ip 21324*062 


RE8 RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


B3U100041 ’'Investigation of Accident-Induced Flow it Hatl Transport In 
Nuclear Facilities.” monthly progress rept for Sept 1983 
MARTIN, ft A Laurence Livermore Laboratory FIN A-70a9 83/10/29 

BERN3TEIN. 8 Transportation 6 Materials Risk Drancli 6pp 
21149:091 


8311100296 "Definition of accnorlos St Evaluation of Hathods for 
Analyilng Source Terms of Major Accidents Involving U 
Hexafluoride at NRC Licensed Fuel Cycle Facilities.” monthly 
progress rept for Sept 1983 

aiMAN-TOV.M Union Carbide Corp FIN D-0499. 03/10/24 

BEHNaTEINiS Traniportat ion It Materials Risk Branch. 3pp. 
21149 097 


6311140006 "Accident Aerosol Character liatlon. ” informal monthly 
progress rept for Sept 1983 

0UCZAR8K1.P C Oattelle Memorial Institute. Pacific Northwest 
Laboratory FIN 8-2207, 83/11/01 DERNSTEIN. 8 Office of Nuclear 

Regulatory Research. Director 9pp 21162 292 


8311140022 Forwards "Generic Study of Recycle of Contaminated Metis. " 
progress rept for Sept 1983 Revised draft section of EIS 
corresponding to Task 1 of work plan. Incorporating M=?C 
connents end Comments due by 831121 

SOLSEROi D Transportation Materials Risk Branch FIM 8-0024 
93/11/03 FELDMAN. C Chemical Engineering Branch CLEVELAND. ft 
Research U Standards Coordination Branch. CARTER. 9 G tendardt xation 
It epecial Projects Branch 2pp 21162 310 


—9311140029 "Oentric Study of Recycle of Contaminated Matlei " Informal 
monthly progress rept for Sept 1983 

TRAVIS. C C Oak Ridge National Laboratory. FIN B-0B24 
6&-B4-0D3 03/10/14 80LBER0, 0 E NRC - No Detailed Affiliation 

Given 33pp 21 162* 312 


—9311140027 Forwards std order for DOE work’ "Generic Study of Recycle 
of Contaminated Hatls, " 

ERNSTiN L Division of Risk Analysis, FIN 3-0824 83/10/19. 

LAGRONE.J Energy. Dept of. 7pp 21 162' 349. 


0311140490 Forwards "Evaluation of Guaitf icatlon Methodology for 
Line-Mounted Equipment," Task 1. summary rept Fart III 
CABELL. W,E Mechanlcal/Structural Engineering Branch, FIN H-70S7 
lflC-04-&t-lB3 03/11/08 MORRIS. B, Electrical Engineering Branch 
MOON AN, V Equipment Qualification Branch BOGNAK.R J Systematic 

Evaluation Program Branch Ip 21167.268 


■8311140909 "Evaluation of Qualification Methodology for Line-Mounted 
Equipment.** Task 1, summary rept Fart III 

CRUSE. T A . KANA. D D . POMERENING, D J Southweit Research 
Inefcltute FIN B-70B7 NRC-04-81-1B5 B3/il/01 Office of 

Nuclear Regulatory Research. Director 63pp 21167 269 


8311160361 Forwards "Seismic Qualification of Nuclear Plant Electrical 
L Mechanical Equipment." Quarterly Rept 9 
CAMPBELL. H E Mechanical) /Structural Enginiering Branch 
NRC-04-ei-l89 83/09/22 MORRIS. B Electrical Enginesrlng Branch 

NDONAN, V Equipment Qualification Branch BOBNAK. R 8 Mechanical 
Engineering Sra-nch Ip 21241 038 


— 8311180365 "Gelimic Qua 1 if ication of Nuclear Plant Electrical 6 
Mechanical Equipment.*’ Quarterly Rept 9 

KANA, D D . PDt^RENlNO, D J Southwest Research Institute 
NRC-O4-01-1B5 BWR 1-6902 03/09/14 Office of Nuclear 

Regulatory Reseerch, Director i4pp 21241 039 


831118Q376 "Analysis of Loss-o f-Feadwa tar Transients kl/o Scrams for 
Net tlnghouse PUR.** informal rept 

LU.H, 8 , SHIER, U 0 . DIAMOND. D J Braokhaven National Laboratory 
FIM A-37Qd BNL-NUReo-33673 93/07/31 NRC - No Detailed 
Affiliation Given 35pp 21241 001 


8311230132 Forwards "Beismic Qualification of Nuclear Plant Mechanical 
L Electrical Equipment," Monthly Progress Ltr 20 for Oct 
1993. 

CAMd>-aELL, M E Mechanlca I /Btruc tura 1 Engineering Branch 

NRC-04-81-ia9 83/11/19 MORRIS. D Electrical Engineering Branch 

NOONAN. V Equipment Qualification Branch BOSNAKi R J Mechanical 
Engineering Branch Ip 21278 041 


— 8311230138 "Seismic Qualification of Nuclear Plant Mechanical It 
Electrical Equipment," Monthly Progress Ltr 20 for Oct 1983 
KAMA. D D . CRUBE. T A Southwest Reicarch Institute 
NRC-04-ai-ia9. 03/11/01 CAMPBELL. U E Office of Nuclear 
Regulatory Research. Director 6pp 21270 042 


REVIEU ORP NRC REBEARCK REVIEU QftOUPB 


8309210379 6ummari3<i CRGR Meeting 43 -on 930727 re Unresolved Bafetg 
Issue A~12( "Potential for Low Fracture Toughness 6 
Lamellar Tearing in PWR Steam Osnerator & Reactor Coolant 
Pump Supports " 

BTELLO. V Committee to Review -Generic Requirements 03/00/10 
OIRGKB. U d Division of Facility Operations ?pp 21227 194 


—8309210379 Summarlies CROR Meeting 43 on 030727 ra Unresolved Safety 
Issue A-12i "Potential for Low Fracture Toughness L 
Lamellar Tearing in PUR Bteam Generator L Reactor Coolant 
Pump Supports ” 

BTELLO.V. Committee to Review Oensric nequiraraents 83/06/10 
DIRCK8.U J Dlvlefon of Facility Operations 9pp 21227 194 


8310260314 Bumnary of 830511 CROR Meeting 37 re review of actions being 
proposed as generic requirements for licensees L applicants 
for OLi List of attendees encl 

BTELLO.V Committee to Review Generic Requirements 83/09/26 
D1RCK8. M J Dfflci of the Executive Director for Operations 12pp 
21227 179 


0311160243 Advises that addl concerns raised in □30929 ltr re 
effectiveness of criteria used In dividing Tech Specs will 
be considsrsd W/B30425 submittal 

QTELLG. V Regional Operations 6 Generic Requlreme-nts 83/11/07 
REYNOLDS. N B Oebevolse Sc Liberman 2pp 21201 192 


— 6310200013 Rtquasif preparation of rasponee to N Reynolds B3D92? ltr re 
proposed rule on Tech BpBcs.for reply by 031101 
6NIEZEK.J H Regional Operations & Generic Requirements 
B3/1G/07 CA8E,E Office of Nuclear Reactor Regulatlan. Director 
Ip 21201 154 


— 0311)200019 Requests CRGR evaluate provision in proposed rule on Tech 
Specs that excludei power reactors w/custem Tech Bpecs. No 
sou-nd rigulatory basis for exclusion apparent 
REYNQLDSfN 8 Debevoise L Liberman B3/07/29. BTELLO.V. 
Committee to Revlaw Generic Requirements. 2pp 21201.155 


— 8310200017 Commenta on proposed rule 10CFR5D re Tech Specs for nuclear 
power reac tors, Incl ualort of operating plants u/custom Tech 
Specs rscomnicnded 

REYNOLDBiN 9, Debevoise L Liberman 03/04/25 BTELLO.V. 

Committee to Review Oentric Requirements 7pp 21201 157 
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aaina021£ Stisun«T(j n# CROU Meeting 23 on aaiOSa analyift of iniall 
brut LOCAC tn itin^houta plant* & tachnlcal info r« 
pr*t*urlitd tharnal shock 

BTELLOi V Comwittfo to Ilavi aw Oanar Ic Roiqu 02/11/12 

DlRCKfliW J OfMca of tho Ejscutlvt Dlractor for Opirattom 4pp 
21227, 239 


B311210399 Notification of CROR Haatlng 92 on 331209 In Bath#*daiMD to 
diicusa propostd najor r»v to IOCFR20 j std* for protection 
•flalnit radiation. par R Mlnojoi r»qui*t , 

aTELLOi y. Commlttt# to firviaw Oonaric Roqulramont* 63/11/16 
NATTBONiR.J Offlca of Nuclear Reactor Ragirlation. Director. 
JORDAMiE.L Director'* Office. Office of Inipectlon and en#orea®e*«t 
CUNNtNOHAM. H E Office of Noclear Haterlal Safety U 
Safeguard ir Dlree tor 2pp 2123? 392 


— 3311210361 Reque-iti briefing for CfiOR l>/W Bchwlnk be echeduled on 
6312a9pby drafting group re»p*n<ible for devaloping rev to 
10Cm20 Revised ichedule for rev end 

MlNOOUEiR B Office of Nueleer Reguietory Research. Director 
33/11/09. BTELLOi V Rtglofial Operation* 6 Oenerlc Raqvireenen ti. 
2pp. 21239 394 


8311300139 Bumnarg of nolle turveiUanto & dtagno*tic* roeearch revieu 
group 830920-21 meeting* r» results of FY83 program plan* 
for FY84 

LElftStO 8 In*trua*ntatlon b Control Branch, LEWIS. 0 8 Nolle 
Burvell lance b Diagnostic i Research Review Group FIN B«-0t91 
63/10/20 FARMERiM Office of Nuclear Regulatorg Research. 

Director HENDERSON. Director's Office. Office of Inspection and 
Enforcenint. LOIS.L Office of Nuclear Reactor Regulatien. 

Dlractor 3pp 21333 107. 


—6311300167 Speech entitled "Rasearch Highlight for FVe3. ■’ preaanted at 
NRC noise survetllence b diagnostic* ritearch review group 
830920 maetlng. 

FRY.D.M Oak Rldg* National Leboratorg 83/09/20. 4pp 
21333 117. 


— B3U300232 Speech entitled ‘'Status of Pressure Sensor /einslni ■ . t < 
Evaluation Research. presented at NAC nolt* surveilUric* ^ 
diagnostic* research review group 830920 meeting, 

BUCHANAN. ME Dak Ridge National Laboratorg 83/09/20 
21333 269 ** 


—8311300238 Speech entitled "Evaluation of Perforaane# of 
Surveillance fig* at fiequogah b Plan* for Demonstrating 
Automated Surveillance b Diagnostic* 8gt at Peach Dottomi * 
preeented at NRC 830921 meeting 

SHITH. C H Oak Rldg* National Leboratorg. 83/09/21. ISpi 
21333 291 


—8311300294 Speech entitled "Noise Surveillance b DUpnaStLc* 
Plan." presented at NRC noise surveillance b diagnostic* 
research review group 830921 meeting, 

FRV. D N Oak Ridge National Laboratorg. 83/09/21 iBpp 
21333 306 


—8311300264 Speech entitled "Review of Plans for FIN 11-0191 In rvai<* 
preeented at NRG noise surveillance b diagnostics reseireh 
review group B3D921 meeting 

SMEENEY.F J. Oak Ridge National Laboratorg. PIN B'‘0191, 
83/07/21 7pp. 21333 324, 


—0311300278 Speech entitled "Review of Plans for FIN 0-0442 In rvBI-’ 
preeented at NRC noise surveillance b diagnostic* reiiircb 
review group 830921 meeting 

BMITH.C M Oak Ridge National Laboratorg FIN DH1442 63/09/31 

9pp 21333 331 


— 8311300286 Speech entitled "Review of Plan* for FIN S-04Bt In F¥84. ' 
presented at NRC noise survalllance b diapnostlci rtttarch 
review group 830921 meeting. 

BUCHANAN. M E, Oak Ridge National Laboratory FIN 13^0401 
83/07/21 8pp 21333 341 


— 8311300180 Speech antltlad "Stetus of Comparison of First b aecond 
Cgcls Noise Slgnetures From Sequogah 1. " pretented et NRC 
noise turveillance b diagnostics research review group 
630920 meeting 

HARCH-LEUSAi J . SWEENEY. P J . FRY. D N. Oak Ridge National 
Laboratory 63/09/20 26pp 2i333< 121 


— S31 1300190 Speech entitled "Thermal Shield Vibration Detaction." 
presented at NRC noise surveillance b diagnostic* research 
review group B30920 meeting 

BWEENEYrF J Oak Ridge National Laboratorg. 83/09/20 llpp 
21333- 147 


—8311300200 Spaach entUIsd "BWR fitabillty Monitoring BtudletJ " 
preiented at NRC noise lurvelilance b diajjnostlcs research 
review group 830920 meeting 

HARCN-LEUETA. J. * FRY. D N Oak Ridge National Laboratory 83/09/20 
19pp 81333:158 


— 8311300208 Speech entitled "Pressure Noise in PWRs." presented at 
NRC noise turveillance b diagnostics research reviau group 
83D920 meeting 

MULLENfi.U A Oak Ridge National Laboratory 03/09/20. 38pp, 

21333* 173 


—6311300214 fipscch entitled "Tefsp Noise in PWR*. '* presented at NRC 
noise eurvtilianct b diagnotiici research review group 
830920 meeting 

SWEENEY. F.u Oak ftldge National Laboratory. 83/09/20 l&pp. 
21333 ’ 211. 


—6311300219 Speech entitled "Status of Loose-Parti Monitoring In USA b 
Western Europe." presented at NRC noise surveillance b 
diagnostics research review group B30920 meeting. 

KRYTER.R C. Oak Ridge National Laboratory 83/09/20, llpp. 

21333 227 


— 6311300225 Speech entitled "Application of Nonlinear Noise Analysis 
Tachnlque* to Sequoyah 1 Neutron Noise." presented at NRC 
noise surveillance b diagnostics research review group 
630980 meeting. 

FR-YiD.N Oak Ridge National Laboratory 83/09/20. 8pp 
21333 238 


—8311300286 Speech entitled "Autotnated Cdentl fleet Ion of Moist Model 
Parameters lor Reactor Dlagnoals> " presented at NRC nolle * 
curveil lance b diagnoitica research review group 630920 
melting. 

MACHADO. E L . WOOD. R T . KINO. T.L Oak Ridge National Laboratory 
63/09/80 19pp. 21333*246 


— 8311300293 Speech entitled " Damons trat Ion of Nolle Burvtl I ) incf Bii 
at PWR. " presented at Tenth Water Reactor Safety Reiaar-ch 
Info 821012-19 maeting* 

SWEENEYrF J . BMITH.C H Qak Ridge Netional Leboratury. 87/12/12 
3pp 21333 349 


—8311300299 "Noise Analgiie Analytical Technltue* " 

MARCM-LEUBA. J Oak Ridge National Laboratory. THIE. J A Thte- 
J A 83/11/10 NRC - No Detailed Affiliation Oivsn. I4pp 
2l''r3 352 


■831L300307 Bpeech entitled "Behavior of Core Exit Temp Nolle Raot 
Haan Square in PWR*. " preeented at 82ill4'’19 ANB vlnler 
meeting*. 

SWEENEY. F J Oak Ridge National Laboratory. B2/i|/H Tpp 
21334 002. 


—8311300396 Speech entitled "Calculation of liinotlc Spatial Milftllxjl 
Factor# in Power Reactors." presented at 821114-19 AKB 
uintar meeting*. 

SWEENEY. F J . RENTER, J. P Oak Ridga National Laboratory 
82/11/14 9pp. 21334-009 


—8311301)365 Speech entitled "Mee*urem#nt of Core Coolanl Flow 
Velocities in PWR* Using Temp - Neutron Nolle Cross 
Correlation," presented at 021114-19 AN8 winter mittirgi, 
SWEENEY. F J Oak Ridge National Laboratory. UPADHYAVA.B R 
Tennessee, Unlv of UPADHYAYA. B R Analytl* b Keasursaink 
eervlce* Corp. B2/ll/i4 I7pp 21334.018 


—8311300369 Draft "Analysis of Bequoyah 1 Neutron Noise Qignaturie 
Obtained During First Fuel Cycle " 

FRY. D.N , K1N0*M T , SWEENEY.F J Oak Ridge National L«borH«'l' 
FIN B-*0754 82/12/31. Core performance Branch Ifipp. 

21334-039 


— 8311300371 "Experience in Degradation of preiture 8#n»or/fl*n«lnf 


8ys.*' interim rept 

MULLENS, J A. Dak Ridge National Laboratory FIN 

82/18/31 Initrumentation b Control Branch Slpp 8 l 334 ^v,?w- 


—8311300376 Speech entitled "Demonstration of Automated Dn-LInt 
eurvalllanct Sy* at Commercial Nuclear Power Plant.* 
preianted at 030321-23 Fifth Power Plant Dynamics, Controil 
b Testing Symposium, 

BMITH.C M. I SWEENEY.F, J Oak Ridge National Laboratory b3J^ 
llpp. 21334.130. 


—8311300379 "SuoMnary of Util b Industry Survey*.'* 

MILLER. L F , HERLIN.T. W Oak Rldg# National Lahoratorv- 
B-'04E1 83/03/31 instrumentation b Control Branch 4Vlf 

21334: 141, 
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'-9311S003B3' Bpffich vntltlvd "Calculation of Datactor epatldl 
6*n»l %i vi tltti to Coolant Voiding in Shutdoun PURi " 
praaantad at 030612^17 ANS lunirntr /ncitlngt 
RENIER^-J P » BWEENEYrF J Oak Ridge National Laboratory 
03/06/ia 7pp 21334 181 


• >831130038^ "Undaretanding Presturv Dynamic Phenomena tn PURa foT 
Surveillance Diagnoetlc Appllcatione '* 

MULLENS. J A Oak Ridge National Laboratory THlEr J A Thl*. J A 
THiEiJ A Analyile & tieaiurement Bervicee Carp 83/11/^18 23pp 
21334 IBS 


'-e31130O3?0 Speech entitled "Method to Calculate Detector i^inetlc 
8eni i t i vi tlei to In'" it Ex-Core Perturbatloni of Pouier 
Raactora. " preeanted at B30328-’3t topical meetinge on 
advancvi in reactor computations 

RENIERtJ P . SUEENEY.F J Qak Ridge National Laboratory 
83/03/26 lypp 21334 Sll 


— 6311300391 Speech entitled "Fuel Atiembly Vibration-Induced Neutron 
Noise in PNRsi ” presented at 830^12-17 AN8 summer meetings 
Sk^ENEY^ F J. r RENIERfJ P Oak Ridge National Laboratory 
S3/0A/i2 lOpp 21334 231 


—6311300392 Speech entitled "Physical Model of Nonlinear Noise 
U/App 1 Ication to SUR Stability^" presented et 830&12''17 
AN5 annual meetings 

MARCH -LEUBArJ. Tenneiteer Univ of PEREZi R B Oak Ridge 
NatloneL Laboratory B3/0&/12 9pp 21334 241 


— B3I13D0394 Speech entitled "Nuclear Poidir Plant Surveillance by 
Heuristic Learning Perameter Idantiflcatloni " presented at 
930612-17 ANB annual meetings 

HACHABOrE L ^ PEREZiR B Tenneiseer Univ of PEREZiR.B Oak 
nidge National Laboratory 83/06/12 7pp 21334 290 


— 6311300399 Speech entitled "Sensitivity of Ex-Core Neutron Detectors 
to Vibrations of PUR Fuel Astembllesj" presented at 
030622-2-6 Seventh Inti Conference on Structural Mechanics 
In Reactor Technology 

SiREENEY.F J . RENIER. J P Oak Rldgs National Laboratory 
03/06/22 igpp 21334 297 


— B311300374 Spaech entitled "Relationship of Cere Exit Temp Noise 
to Thermal-Hydraulic Conditions in PURs* " presented at 
030111-14 Sacond Inti Topical Meeting on Nuclear Reactor 
Thermal-Hydraul let 

SHEENE Y<F J Qak Ridge National Laboratory UPADHYAYA* B R 
Tennessee* Univ of UPADHYAYA. B R Analysis & Meesurement 
Services Corp 83/01/11 26pp 21334.104 


BECV POSITION PAPERS BEFORE THE COMMISSION 


B31LD20219 Addl response to FDIA request for documents re steam 
generator problems at TMI-1. Forwards App A documentf 
Darunents also available in PDR 

FELTON. J.M Division of Rules and Records 83/08/12 OOR08HOU.J 
Three Hlle Island Alirt 2pp 21024 027 


— 820B040472 SECV-S2-039A 

Provides current status of util program for recovery from 
steam generator tube corrosion problem St forwards NRC 
Intended response to util 620430 Itr re need for hearings on 
Issue N/cncl 

D1RCK6«N J OffUi of the Executive Director for Operations.. 
62/07/19 I9pp 21024 030 24X Fiche 90-289103/00/12*6311020219 


6311070102 Responds to FOIA request for documents re emsrgancy 
operation facilities (EOF) being located between 10 V 20 
miles from nuclear plant 8* records approving or denying 
location of EOF at distance greater than 20 miles 

FELTON* U n Division of Rules and Records, 03/OS/ie. O'NEILL* U H 
Bhiw* Pittman* Potts St Trowbridge, 3pp, 210B3.26B 24X 

Fichi 90 -OOOi 63/06/18*031 1070102 


6311110061 Responds to FOIA request for SECY 02-471 Forwards requested 
document. 

FELTON. U.H Division of Rules and Records 63/08/11 BEE* C. 8 
Frladj Frank* Harris. Shrlver St Kampelman Ip 21199,341. 


—031 1110064 BECY-e2“471 

Informs of Peoplat Republic of China (PRC) nuclear raactor 
power plant -needs Si reactor safety research capabilities ti 
of plans for technical cooperation between RE9 l< nuclear 
activities within PRC 

DlRCKB»if J Office of the Executive Director for QpeTatians 
02/11/24 7pp 21199’ 342 


8311160142 8ECV-B3-409 

Responds to Commission 630802 mimo B< order re potantlal 
safety problems iteirmlng from financlel difflcultloi at 
facility Review found no svldtnce of any safety problems 
stemming from financial difficulties 

DIRCKBiW J Qffica of the Executive Director for Operations 
63/10/04 2pp 21192 077 24X Fiche 90-309* 63/ 10/04. 83 1 1 160 1 42 


—0309130163 Advises that* battd on reeiam of facility safety perf ormang » 
from Ucenslrg viewpoint, no avldanca of any safety problem 
stemming from financial difficulties exists 

HEITNER»H L Operating Reactors Branch 3 03/08/29 VAROA. 9 A 

Opsrating Reactors Branch 1 i2pfl 21192 099 24X 

Flcha 90-309*63/10/04.9311160142 


— 6311160193 Poruerds Region 1 input for reeponse to Cammlsilon 630802 
memo Sc order re util financial qua 1 1 f Ications* per 830819 
request No evidence of any safety problems stemming from 
financial difficulties identified 

HURLEY, T E Region 1* Office of Director 63/07/07 DENTON* H R 

Office of Nuclear Reactor Regulation, Director 3pp 21192 111 

24X Fiche 90-309*83/10/04*6311160142 


8311160273 Transcript of Commission B311I0 a# f Irmatl on/dUcusiion it 
vote In Washington, DC re 8ECY-B3-417 concerning deletion of 
exception filing requirement for appeal from initial 
decisions Pp 1-3 Supporting documentation end 
* Comml ssionir s 83/11/10 27pp 21201 022 


—9310310034 S£CY-a3-417 

Recommends publication of end FR notice re proposed final 
role deleting exception filing requlrenint for appeal from 
Initial decisions Draft final rule end 

FITZOERALD.J A Office of the Oeneral Counsel 63/10/13 23pp 
21201 028 


6311160336 Transcript of Commission 931109 meeting in Washington* DC re 
hydrogen ignition sys U final rule contained in &ECY-6a-397 
Pp 1-99, Supporting documentation end 
fr Commissioners 83/11/09 123pp 21216 206 


—8309080017 B6CY-83-397 

Recommends Commission approve for publication in FR final 
amends to 10CFR90 re hydrogen control 

D1RCK8*W J Office of the Executive Director for Oparatloni 
63/09/26 72pp 21217 DOl 


6311160349 Transcript of Commission 631107 open meeting in Washington* 
DC re briefing on BWR pipe crack issues Pp i-109 Gupportlng 
documentation end 

# Commissioners 93/11/07 I86pp 21199*030 


—031 1 1 60380 6ECY-03~267C 

Informs Commission of NRC program for relnsp of stainless 
steel piping in BUR plants Sc proposed crttarla for repair of 
piping found cracked 

DlRCKBtW J Office of the Eixcutlve Director for Operations 
63/11/07 29pp 21199 1B8 


B3113Q0403 Partial response to FOlA request for documents re mg* 
Integrity lisues for TMl-l res tart, SECy-03- 167 St 
BECY-93-19B Forwards SECV-B3-t67 Documents Ustsd on 
attachment withheld Iref FDlA Exemption 7) 

FELTOM* J M Division of Rules and Records 83/09/16 RYANiM L 

Hcdraw-Hill Publications Co 4pp, 21334 293 24X 

Fiche* 80-269*63/09/16* 8311300403. 


—8309160267 8ECY“B3-i67 

Provides OPE review of SEP Phase 11 experience Actions re 
development of followon program for Integrated assessment of 
operating reactor safety recommended 

ZERDEtU E Office of Policy Evaluations 83/09/04 17pp. 

21334:297 


STATE PROO STATE PflOORAMS 


6311020498 Trip rapt of 6aD90B'*l2 visit to Olympla.MA to assist in 
state programs review of State of WA radiation control 
program. 

80LLENBER0ER* D. Division of Waste Management 63/10/16 

HlOOINfiOTHAH, L. Division of Waste Managoment. 3pp 21046 262 


0311020305 Forward! comments re EOS<0 l« US Ecology* Inc requests for 
approval of high integrity contelner design for uso 
w/EPlCDR-II prefiltoT liners from TMI-2 cleanup operations 
H100INB6THAM*L. Division of Waste Manag ament 03/ 10/06 
NUBBBAUMERi D A Office of State Program** Director Bpp 
21046.264 



460 


NONDOCKETED ITEMS 


0311070308 Provld#* followup |o B30909 Itr ac InoinUd^lng rdtponie* 
ta comment* followltig t*?03 review o# r«dUtian control 
program Radiation control prpsratn adanaat# 

MUBLEY. T e Region 1* Of flea of Dirac tor 83/11/03. ROBERTBfL 
Naw Yortf 8tat* of Ip 21063 247. 


6311O0O4S3 Dl*cui»a» rivlou h avaloatlon of State of 14A radiation 
control program Three iUnlPUant Category I Item* ra daaign 
& maps of U mill tailing* Impovnifnient itructuraii 
Idantlfleif Technical comment* It recommendatlone and 
MARTIN* 0 8 Region 5* Office of Director 03/11/01 BEARE*J 
Maihington. 8tat» of, papt of Social *« Health Servlcee. 9pp. 
21078 BBS 


TOP REP VENDOR REPORTS AND RELATED CORRESPONDENCE 


B309300249 Forward* proprlatarg addl info lupporting Vol 1 to 
NEDE’'23783''1"P r* OESTfi-LOCA review Info withheld 

QUIRK, J F General Electric Co TlFN-172-03 03/09/14 THOMAB^C O 

Standardiiatlon tt Special Project* Branch 2pp 20347 S39 


8310140163 Advlee* that propoeed Rev 2 to **QA for American Xn»t of 
Steel Conat Nuclear Quality Cartlf tcatlon Programi *' meeti 
lOCFn30*App B criteria It i« acceptabla Record copy 
POTAPOVS, U Region 4, Office of Director 63/09/02 PESHEK. C 
American Xnitltute of Steel Canttruction* Inc 2pp 21268’ 034 


8311100289 Forward* marked-op copy of State of MV draft Licenie 
condition* Potentially significant problem* eetet only 
u/propoted Condition 7 W/o end 

HlOGINBOTliAM, U Lou Level Waste Licensing Br«nch 03/09/28 

NUSSBAUMEft, D A Office of State Program*, Director IP 21134 017 


8311110208 Forward* request for DHB review it supporting statement re 
Std Form 83 6 support Ing statement for MftC Form 241 
reporting requirements* rept of proposed activities in 
nonag re emant states 

NQRRY, P O Offics of Administration 03/11/10 BCURRY* N Offlct 
of Hanagemint it S-udget, Ip 21139' 289 


8311140446 Forwards# for s 1 gnature, corrected Ifcr* to speakar of tX 
state House of Representative** President Pro Tern of NV 
State Senate it Sfealcer of NV Aissmbly re potential 
repository sites. H/o Itr* to State of NV 

BUNTING, J.Q Hcsnsing Procei* V Integration Branch 00145. 
83/09/29 DAVIS* J G Office af Nuclear Material flafstg It 
Safeguards* Director ip. 21182 032, 


— 8311140434 Discussa* implementation of Nuclear Wests FoUcy Act a# 
1983 Stats contact function* ihould be to identify Info 
naadi appropriate for NRC to provide it notify Interestsd 
parties of relevant NRC meeting* it workihops 
DAVI6,J0 Office of Nuclear Material Safety it 

8afegijard*»Dlpector 83/10/03 LEWIS. O.D Texa*, State of 9pp 
2118 2 033 


0311190001 Foruiarrfa commanti on lilted documents re TMI-2 EPICOR-II 
liners In high irttsgrltg container Response to comments it 
recommendation* required to prapare evaluation 

NUSflBAUMERi 0 A Aislitant Director for State Agreement* Programs 
B3/i0/14 aTROMGi T R Wa*hington, State of* Dept of Social it 
Health Service* 9pp 21183 331 


0311230011 Notification of contract eractft ion, Mod 2 to '•Training 
Course. ^Safety Aspect* of Industrial Radiography for State 
Regulatory Personnel " Contractor Oanoia Industrlas 
HOPPER, A. Admin l strati va Contract* Branch FIM B-1618 
NflC-06-a2-293 83/10/28 KERR# 0. K Offlc# of State ProQreon, 

Dlractor ASHLEY, E C NRC - No Detailed Affiliation Olvan ip 
21299 049 


— 8311230019 Mod 2, adding one training course U Increasing funds to cover 
cour*a*tP "Training Coursa '^safety Aspects of Induitrlal 
Radiography for State Regulatory personnel 

riddle, D, I f Nuclear Byeteei REfiEULOrvl. E Dlvltion of Contract* 

FIN B-1610 NRC -06-82 "293 83/10/28 Ip 21299’ 030 


8311230240 Requests state contact ba assigned to work w/NRC re high 
level waste Ttpomitory poseible respanslbl Iltie* for contact 
per Nuclear Waste Policy Act of 1982 outlined 

DAVIS#V 0 Office of Nuclear Keterlal Qafety & 8afeguarde« director 
00120 03/09/13 THEEN, D C. toulelana, State of 3pp. 21277 109 


8311280009 Requests State contact be asiigned to work w/NRC re high 
level hieste respasltory Possible respons iblll ties for 
contact per Nuclear Waste Policy Act of 1902 outlined 
DAVt8*«f G Office of Nuclear Material Safety <* SafeguardSi Director 
00131 83/09/13 HAlNKELiJ J, Louisiana, State of 3pp, 

21306:392 


8311280091 Repts progress made by NRC in formulating regulations under 
which repository for high level wests uould be Lleenisd. 

WRIGHTpR J High Level Haste Technical Development Branch 00123 
83/10/07, SCHILLING, Nevada# State of. 2pp 21307:022, 


0311300039 NUREO/CF-0042 

PROCEEDINGS OF THE WORKSHOP ON ELECTRICITY DEMAND 
FORECASTING BY STATE AGENCIES 

SHELTOMrR. B r RI2Y. C 0,, MADOIOAN.R J, Oak Ridge Natlonel 
Laboratory, FIN A-9043. 0RNL/TM-B692 83/11/30 Office of Stat* 
Programs* Dirsetor 141 pp 21340 313 


— 0311230004 Advisee that revs outlined In 830927 Itr re Topical Kept 
FCTN-7a have been reviewed Changes satiefactory except for 
Section tl organ! xattonal chart h American Inet of Steal 
Const, Inc register 

POTAPOVS, U Region 4. Office of Director 83/07/01 PE61CK#C 
American Inetltute of Steel Conetructloni Inc Ip 2126B 064 


—8311230009 Forwarde rev* to Topical Rept FGTPN-7B, "QA Far American 
Inst of Steal Const, inc Nuclear Quality Gertlf Icatian 
Program#" for approval 

PESHEKfC American Institute of Steel Conetructlon, Inc 

83/09/27 HALE#C.J Region 4, Office of Director, iSpp, 

21268*069 


8310200020 Request* any aftociatad 8ER transmittal Ur rs 8AH-10140 P. 
'•Vibration Analysis, Measurement li Inep, Programs for 
Prototype Reactor Internals for filcH 209 Fuel Asiembly 
Plante " 

THOMAS, C 0 Standardliation it Spaclal Project* Branch TAG 9197 
03/10/13 B08NAK#R J Mechanical Engineering Branch. Ip. 

20044. 248 


0311010077 Forwards "Staff Evaluation of Need for Rapid 
Depreif urlxation Capability for C-E Plante '* 

MATTSON, R V Division of Bysteme Integration (post 011009). 
83/09/20 FRALEY# R F ACR8 - Advltory Committee on Reactor 
Safeguardt. Ip 21018 017 


—0311010008 "Staff Evaluation of Need for Rapid Depresturlxat ten 
Capability for C-E Plants " 

« NRC - No Detailed Affiliation Given 03/09/30 I84pp 
21018 018. 


0311010129 Forward! proprietary draft anewers to NRC Requeet 2 for addl 
info on Topical Rept HCAP-10094<P > Reeponsa lubmltted to 
expedite rept review Info withheld (ref I0CFR2 790) 

RAHErE P. Westinghouse Electric Corp N8-EPR-2828 B3/09/86. 

THOMAS# C, 0. Standardliation it Special Projecti Branch, if. 

20970 009 


—8311010127 Advisee that draft anewers to NRC Requsst 2 for addl info { 
Topical Rept WCAP“10094<P) contains proprietary info. 

Requests Info be withheld (raf 10CFR2, 790) 

WlEBEMANNrR A Westinghouse Electric Corp. AH-B3-70. 83/09/23 

THOMAS, C. 0 Standardliation 6 Special Projects Drench ip. 

20978 009 


B31 1010293 Forwards Rev 12 to HCAP-SlS3i "Dperetional Experience 
W/Hettlnghduse Cores (Up to 821231) " 

RAHEiE. P Wsstlnghouse Elsctric Corp, FLH-83-009. 03/10/lS 

HILLER, J R NRC - No Dstelled Affiliation Given Ip 20970.133 


— 831101029Q HCAP-Bies Ria 

Rsv 12 to "Operational Experience H/Hestlnghouse Cores 
(Up to 021231) " 

8KARITKA, J . lORIl.JA, , ARLOTTIiH.G Westinghouse Electric Corp 
1BB6F, 6 83/08/31. 42pp 20978: 139. 


63L101042B Forward* "Exxon Nuclear DNB Correlation for PWR Fuel 
Daelgne* " per 830412 request Rspt descrlbss XNS/DNB 
c orrelatlon. currently in use at DC Cook Unit 2. Rept 
withheld (ref 10CFR2 790) 

chandler, J,C Exxon Nucleer Co.# tnc (subs of Exxon Corp. ). 
JCC. too 03 03/10/17, TH0MA8.C 0. Btanderd i xetion 6 Special 

Projects Branch, Ip 20973 001. 24X Fiche: 90-316,83/10/ 17* 

0311010428, 


B31 1020168 Submits synopsie of organlxetlon changes requiring rev to 
QA Topical Rept CPC-1.-A Rev 19 to rept In approval cycle t 
will be Issued for review by 831119. 

ERKARDT.R J Consumer* Power Co. 26467. 83/10/28. DENTON* H R 

Office of Nuclssr Reactor Regulation, Director. 9pp 21011:131 
24X Flche. 50-329, 83/10/28, 8311020160 
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B39ii0Z0237 Foru4rd« nnnproprlttiary & propritt^rv vtrtlont a# ’'Tschnlcal 
for Eliminating Largo Primary Loop Pipt Ruptura* a« 

Structural D«tign Bail* for Comancha P«a1i Unit* t & 2 " 

Proprtatary v#r*loo withhold (rtf 1QGFR2 790) 

SChMlBT.H C. Ta»at Utilitlat S«rvlQa«. IPC TXX-40i9 :S3/l€>731 
YQiJNOBLOOD^ B J Llcsntlng Branch 1 9pp 21010 31i 24K 

Flcha 50-44&. aa/ 10/ 3 1. B3t 1020237 


0311070491 Forwards "Dkiy J-R Taat Procadura for Compact Fractur* 
Toughnait Spaclmant ” Ropt datcrlboi J-R ttit procedural 
QleU Ounar* Croup ulll comrnanica taiting compact fractura 
ipaclmtns upon ff^c approval 

TAYLORrJ H Dabcock fe InliUoi Co E8C“47i 03/11/02 MORAN. 0 

Office of Nuclear Reactor Regulation. Director Ip 210i>6.32t 


-^0311020243 Application for withholding proprietary version of 
•Technical Baios for Eliminating Large Primary Loop pips 
Rupturee as Structural Design Dasia for Comanche Peak Unite 
1 k 2i *' par 10CFR2 790 Affidavit end 

UEESEMANNiR A ifist 1 ng hou te Electric Corp CAU-83-99 33/ 10/20 
jj&jTQHiH R Office of Nuclear Reactor Regulation* Director &pp 
21010 316 24X FUhe 30-449i 83/10/31. 031 1020237 


— G31102024B HT--BME 3136 (NP) 

Konproprletary version of "Technical Bases for Eliminating 
Large Primary Loop Pipe Ruptures as Gtructural Design Bests 
for Comanche Peak Units 1 St 2 

FURCHltE L i sUAMY. 8 A . NCINERNEYiJ J We Sting house Electric 
Corp. B3/10/31 30pp 21010 322 24X Flche 90-449-83/10/31* 

B3i 1020237 


83 1 1020310 For ward a re guest for addl Info re BAW^10092i “Ref load Model 
for Kultlnode Core Refuelingj'* BAW*“t0194i "BkH Bmall Breeli 
ILOCA ECC8 Evaluation Model" Si BAW-10193 re F0AM2 computer 
program 

THOMA0t€ 0 Standard 1 tatlon St Bpecial Projects Branch 03/10/24 

TAYLOR* U.H Babcock St WUcoX Co 26pp 2104Q 230 


8311030132 Forwards NU8-3173. "Dtvelopment of Ttrraln Adjustment 
Factors for Use at Beaver Valley PoVer Station for 
Straight-Line Atmoapheric Dispersion Model.*' in ratponss to 
FSAR Ouistion 491 7 

WDQLEVER.E J Duquesns Light Co. 2NHC-3-082 83/10/20 

DeKTONiH R Office of Nucleer Reactor Regulation. Director app 
21040 109 24X Ftche 90-412.83/10/80.0311030132 


— 0311070496 Procedure BAW-ieoS. •'BStM J-R Test Procedure for Compact 
Fracture Toughness Specimens " 

AADLAND. J D , FUTATO. R J , PAVIN1CH*W A Bab c ock Sc U 1 1 c ox Qo 
03/10/31 112PP 81066 322. 


8311070642 Forwards first Tnueit for addl info on WCAF-ID107. 
“Tberma l-Hydraul Ic Performance Cnde for BWRs '' Aesponsst 
requested bg 031219 

THOMAS, C 0 etandardizatlon 8. Special Projects Branch 03/10/29 
RAHE.E P Weitinghousa Electric Corf 6pp 21070 34 9 


S31 1080047 Forinardt safety evaluation on OE Topical Rapt NEDE-21 179-3. 
“BWR Fuel Assembly Evaluation of Combined S8E k. LDCA 
Loadings lAmend 3) *' Rept accaptablo for referencing in 
license applications 

THOMAS, C Q Standarditatlon fc Bpeclal Projects Branch 03/10/20 
QUIRK. J F Oeneral Electric Co Spp 21091 336 


—0311080090 Safety evaluation of OE Topical Rept NEDE-21 179-3. "BUR Fuel 
Assembly Evaluation of Cornbined 88E St LDCA Loadings (Amend 
3) ** Rept acceptable for referencing In license appllcatlooi 
u/dellneated limitations 

« Office of Nuclear Reactor Regulation. Director 83/10/20 6pp 
21091.330 


—0309060392 EOO-eA-6222 

"Review of OE Topical Rept NEDE-21 179-3-P. " 

MACEK.R H EOWf Inc. FIN A-6440' TAG 40631 83/03/31 NftC - 

No Detailed Affiliation Oiven I9pp 81071 344. 


—0311030136 nub-3173 

"Dsvilopnent of Terrain Adjustment Factors for Uss at Beaver 
Valley Power station for Straight-Line Atmospheric 
Dispersion Model " 

ALIERBHEIM. Q R t TAYLOR. J H . DlNUNNO.J J. NUB Corp 70/06/20 
42pp 21040 112 24X Flche 90-412.83/10/28.8311030132 


0311080207 Forwards Rev O to XN-hF-707r **Jui U fleet 1 on of XNB 
Correlation for Palisades*" per 031021 telcon Affidavit 
end Rept withheld (ref 10CFR2 790) 

UOHMSON.D D Cansuneri Power Co 83/11/01 CRUTGIFIELD. 0 
Operating Reactors Branch 9 4pp. 21074 397 84X 

Fiche 90-299.63/11/01,0311000207 


B3l 1979292 Summery of 030029 meeting w/OE 6 Hark 1 Owners Ore up in 
BiWifsda.MD re differing opinions between NRG St OE re 
aeciptablUty of use of OE suppression pool temp analysle 
<Muitl-plant Action D-01) 

61E9€Lj S Operating Reactors Branch 2. 03/10/09, Operating 

Biaders Branch 2 74pp 21093.244 24X Flche 90-000.83/10/09. 

8311030292 


8311040007 Requests uithdreuel of Amend 7 to 08 Licensing Topical 
Rept NEDO-20966. "OE Co Analytical Modal for LOCA in 
Aeeardanea W/App K Amend 7 - CKA8T06 Oap Heat Transfer It 
Fuel Rod Internal Pressure Models '• 

OUlSKiJ F. Oeneral Electric Co MFN-t 75-03 03/10/24. TH0MA8. C 0 

Slanderdlxetion & Special Projects Branch. 3pp 21091.226 


8311010012 Subinite C-E Owners Oroup response to emtrgincy procedure 
guidelines BER TO^dag action requlrsnsnts to assist NRG in 
niolvlng TKI Action Item 1 C 1. "Short-Term Accident St 
Procedure Review " 

UEUS.R y. C-E Operating Plants Ouners oroup HELLS. R. N, Northeast 

utuitles RgH-03-97 83/10/29 ElSENHUTrO 0 Division of 

Licensing. Spp 21091 210 


8311000405 Forwards Rev 1 to "Integrated Reactor Vessel Hatl 
Burveillanct Program '• Following NRC review St acceptance of 
rept. affected plant Tpeh Specs Ulll be revised to reflect 
lurvaillance capsule withdrawal schedule 

TAYLOR* 0 M Babcoc k k Wi leox Co. eeC-468 03/10/26 MORAN. D 

Office of Nuclear Reactor Regulation. Director. ip 21070 160 


— 0311OBO4O7 DAU-1943 ROl 

Rev 1 to “Integrated Reactor Vessel Hall Surveillance 
Program, “ 

LONG. A L * MOORE. K E * A AD L AND. U D. Babcock 1* Nllcox Co. 
03/10/31 129pp 21070 161 


9311080493 Forwards Roy 4 to "B6H Nuclear Power Oeneratlon Olv OA 
Program for Nuclear Steam Bye 6 Nuclear abeam Core Product 
Lines " 

TAYLOR J a H Babcock k Wilcox Go S2967 83/09/10 DEROOREN. 0 0 

Standarditatlon Sc Special Projacts Branch Spp Sill l‘ 096 


—0311080490 BAH-10096A R04 

Rev 4 to "BkW Nuclear Power Generation Dlv OA Program for 
Nuclear steam 3yi St Nuclear Steam Core Product Lines “ 

* Babcock k Wilcox Go 22767. 02/03/31. 104pp 21111 070, 


8311040043 Forui,rdf nonpropr ietary version of Rev 1 to “Application of 
Etson Nuclear Co PUR Thermal Margin Methodology to Mixed 
CoTt Configurations " 

CHANDLER * J. C. Exxon Nuclear Co.. Inc (tubs of Exxon Corp ). 

UCCMOb 83 03/11/01 THOMAS, c G. Standard i xat ion k Special 

Projects Branch ip. 21090 168. 


—6311040047 XN-NF-02-2ttNP> ROl 

, Rorproprletary version of Rev J to “Application of Exxon 

Nuclear Co PWR Thermal Margin Methodology to Mixed Core 
I Configurations. " 

« Elion Nuclear Co . Inc (subs, of Exxon Corp > 83/10/31 

I 97pp 21090 167 

I. 

f 

r ®3U07G202 Foriaards proprietary affidavit of JD HcAdoo. idant Ify ing info 

[ Sought to be withheld in 830901 submittal. Affidavit wlthhald 

f irof 10CFR2 790) 

MiEBEKANNiR A Uestlnghouse Electric Corp. CAW-83-73 83/11/01. 

CaiTTCHFlELD. D Operating Reactors Branch 9. ip 21060.342 a4X 
Flchf 30^206, 83/11/01.8311070202 


0311000402 Wlthdrawa application* for revtaw of XN-79-40 It XN-76-0& U 
cancels further review activities Rep ts, subml tted in 1977. 
no longer uted In vendor design It safety analyiii 
CHANDLER* J C Exxon Nuclear Co,* IhC Ceubs of Exxon Corp. > 

ICC 104 83 03/10/26 THOMAS. C 0 Standardl lat ton k Special 

Projects Branch. Ip. 21078 331 


0311080919 Informs that info on CEBBAR core bypass flow dtd Aug 1903 
will be withheld from public disclosure (ref 10CFR2, 790) 

THOMABrC.O Btendard i cation It Special Projects Branch 83/11/01 
BGHERER.A E Combustion Engineering, Jnc. 4pp 2U06 398 24X 
FI Che. 90 ■‘470. 03/tl/Ol . 0311000919 


0311090060 Forwards )(N-NF-79“7HPIi ReV 2* "Exxon Nuclear Plant 
Transient Methodology For BWR* » Rept provldee qualification 
St benchmark data re plant transient model* in BUR safety 
enalgsif Withheld Iref 10CFR2 790) 

CHANDLER. J C Exxon Nuclear Co . Ir»c. (subs of Exxon Corp.) 
JCC. 107 03 03/il/Ol THOMAQ.C 0 Standardiietlon It Opeclal 
Project* Branch. Ip 2t'079.267 
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B3liO9^0274 Acic rccrlpt of B307S9 Itr Informinf) thAt proprifttary (i 
nonpr opr Ivtarg "Orun liLnar Proca**- for V/oi Rsifuctioti 
6ol id If Ic ation* " acceptabli for rrforonclng In llconilng 
applications for NRC connants 

NAHAJIMA^T JOC Corp 83/10/12 THOMAS, C 0 Sbandar dti at ion & 
Opoclal ProjQcti Bra-nch Ip 21102 309 


— 8311090277 Submits application for withholding JOC-TR-OOl-P’-Ai "Drum 
Mliar Pracesi for Vol Raductlort U So 1 1 dlf icati on* " front 
public dlscloiura, par 10CFft2 790 Affidavit U indsx of 
sactlQtif containing proprlatarv info and 

KAOAWA.T JQC Corf 83/10/27 THOMAS, C O StandardUatlon (< 
Spiclal Projact* Branch lipp 21102 310 


— 8311090279 JGC-Tft-00 1 -NP-A ROl 

Honpropr i star V Rav 1 to "Drum Mlisr Pracais for Vol 
Raductlon & Solidification ” 

« JOC Corp 83/09/30 2lapp SI 102 321 


— B3111 10394 SER re NEDE‘'24326-“P, Rev 1» **Accsptabll itg of OE Environ 
Ouali f Icatlon Program to Perrg Nuclear Power PlantiUnlti 
1 & 2 " Generic approach described In rept acceptable 
« Licensing Branch 1 Q3/10/26 17pp 21199 149 S4X 

Fiche 90-440*83/10/2^1*0311110393 


0311140277 Forwards topical rept evaluation of XN-NF>-79-99<P ) * 
"Methodolagg for Calculation of Pressure Drop in BUR Fuel 
Assemblies " Rept acceptable for ref In license 
applications 

THOMAS# C □ Standardization 4* Special Projects Branch 33/10/31 
CHANDLER* J C Exxon Nuclear Co * Inc (subs of Exxon Carp ). tp 
211A4 309 


— 3311140383 Topical rept evaluation of XN-NF-79-99(P 1# "Hethodologg for 
Calculation of Pressure Drop in SNR Fuel Assemblies " Rept 
acceptable for ref In license applications 
« Core Performance Branch 82/04/30 Bpp 21164 310 


3311100032 Forwards topical rept « valuation of )(N’-NF*'Bl-22r "Generic 
Statietlcal Uncertalnti| Analysis Method ** Methodology 
acceptable for assessing thermal margin In BURrW/noted 
restrlc 1 1 ons 

THOMAS# G 0 Standardiiat Ion & Special Projects Branch 33/10/23 
CHANDLER* J C Exxon Nuclear Co * Inc (subs of Exxon Corp I Ip 
21149 173 


— 631 1 100035 Topics i rapt evaluatlcn of XN-NF-ai-22* "Generic BtatlstUal 
Uncertainty Analysis Method " Rept acceptable w/noted 
restrlc tl one 

» Core Performenca Branch 32/04/30 7pp 21149 179 


3311140367 Informs that preliminary review of EPRI list* "Ocnarlc 
Issues Not Applicable to Certification of Future LNR 
Standardized Plants**' completed. Next steps to be taken will 
be discussed at 331107 meeting 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
33/10/31 BURSTEIN*a. Wisconsin Electric Power Co Ip, 21183 330 


8311140449 Forwards topical rept evaluation of Rev 1 to XN-NF"924lP)i 
"Exxon Nuclear Co Critical Power Methodology for BWRs " Rept 
acceptable for ref in license epplieatlons 

THOMAS# C 0 Standard! zat Ion & Special Projects Branch 03/lO/3( 
CHANDLER* J C Exxon Nuclear Co * Inc (subs of Exxon Corp 1 Ip 
21132 023 


0311100102 Forwards "E4(VI Owners Group ATW5 Commltta* Response to 
Generic Ltr 83-28 " Plant-specific recponset re implication 
of Selem ATWS events*ulll be submitted by individual units 
ENOS I J T. SabcQCk & Wilcox Operating Plants Owners Group ENOS* J T 
Arkansas Power tc Light Co 0L-ea-2a 33/11/04. EI8ENHUT# D 0 
Dlvltlotl of Licensing Ip 21133 297 


-“0311100107 "B&W Owners Group ATVS Committee Response to Generic Ltr 
83-28 " 

• Babcock b Wilcox Oparatlng Plants Owners Group OL-33-28 
83/11/04 41pp 21133 300 


— B311140493 Topical rept evaluation of Rev 1 to XN-NF-524(P1 . "Er ion 
Nuclear Co Critical Power Methodology for BWRs " Rept 
acceptable for ref in license applications 
* Coro Performonce Branch 83/05/31 7pp 21182 024. 


3311140460 Forwards raquast for addl Info re Topical Rept UCAP-10106* 
"Description of Nuclear Design 8t Analysis Programs for 
BWRs " Responses should be received by 831123 

THOMAS* C 0 Standardization & Special Project! Branch 83/10/23 
RAHErE P Westlnghouse Electric Corp 4pp 21131 399 


6311100116 Forwards "HB Robinson Unit 2 Presturlied Thermal Shock 
Risk Study '* Risk coni 1 derati Ig lower than generic case 
used to set screening criteria 

CUTTER* A B Carolina Power b Light Co LAP-a3-511 03/11/07 

DENTON* H R Office of Nuclear Reactor Regulatfion, Director 2pp 
21133 lie 24X Flcha 50-261*33/11/07.3311100116 


—3311100120 WCAP- 10318 

*'HB Robinson Unit 2 Pressurized Thermal Shock Risk Study ** 
HEYERi T A * SERO* R. J Westlnghouse Electric Corp 83/10/21 
IBOpp 21133 121 24X FUhe* SO-261, 83/1 1/07# 8311100116. 


6311100268 Forwards Suppl 1 to Tech Spec Change Request 96* Amends 5 b- 6 
to NEOO 24199 4c Amend 80 to facility deicriptian 8AR 
FIEDLER* P B General Public Utilities — GPU Servlet Corp 83/10/23 
Office of Nuclear Reactor Regulation, Director 2pp 21126 222 
24X Fiche 50-219*33/10/20,8311100268. 


—3311100274 NEDa-24199 A 09 ERR 

Errata l< eddanifa for Amend 9 to ”GE Reload Fuel Application 
for Oyster Creek ** 

« General Electric Co 79N£D28a 03/07/31 23pp. 21126 249 

24X Flcha 90-219* 83/10/28# 3311100268 


— 3311100279 NEDD-24t99 A 06 ERR 

Errata 6 addenda for Amend 6 to "GE Reload Fuel Application 
for Oyster Creek •' 

a General Electric Co 79NEDS38 83/03/31 23pp 21126 268 
24X Fiche 90-219*03/10/20*83111 00260 


8311100382 Forwards errata tt addenda sheet ta "Consolidated 8AR 
for IF 300 Shipping Cask '* 

DAWSON, D M Oeneral Electric Co 22973 83/10/14 MACDONALD, G E 

Transportatl an Branch 1 p. 21191 249 


—3311100303 NeDD-10084-2G ERR 

Errata 8* addenda sheet to "Consolidated BAR for IF 300 
Shipping Cask " 

« Oeneral Electric Co 22973 33/10/14 4pp 21151,246 » 


3311140466 Advises that criteria of IEEE 387-1977 must be applied to 
qualification testing of HPCS diesel generator units* In 
addition to series of tests In Topical Rept NEDa-10909* 

Amend 3 

THOMAS. C □ Standardization & Special Projects Branch 33/10/31 
SHERWOOD, G D General Electric Co 2pp 21181 344 


8311140916 Forwards review of EPRI list of generic issues Inapplicable 
to certification of future LWR standardized plants# per 
830311 commitment Results will be dlecuised at 831107 
meeting 

DENTON* H R Office of Nuclear Reactor Regulation, Director 
33/11/04 OURSTElNi 8 Wisconsin Electric Power Co 30pp 
21167*220 


3311190279 Forwards Rav 1 to "Westlnghouse Owners Group Emergency 
Reipanie Guidelines Validation Program* " per NUREG-0737* 

Item 1 C 1 

SHEPPARD* J J Westlnghouse Operating Plante Owners Group, 

SHEPPARD* J J Carolina Power 6 Light Co 00-103 83/10/31 

CRUTCHFIELD* D Operating Reactors Branch 9 2pp 21180 119 244 

Fiche 90-443*83/10/31,8311190279, 


—0311190289 Rev 1 to "Westlnghouse Owners Group Emergency Reeponse 
Ouldellnee Validation Program." 

« Westlnghouse Operating Plants Owners Group 83/10/31. ROIpp 
21180 117 24X Fiche 90-443,83/10/31*3311190279 


3311190337 Forwards Amend 1 to Topical Rept GLP-998a# "SAR Use of M-4 9t 
Graphite in Fort 8t Vraln Fuel Elements," In response to NRC 
request for addl Info 

F18HER,C R OA Technologies* Inc /Osneral Atomic Co LRB*77*CRFa3 
03/11/02 Office of Nuclear Reactor Regulation* Director# 3pp 
21178 190 24X Fiche 90-267,03/11/02*3311190337 


—8311130343 OLP-5980 A 01 

Amend 1 to "BAR* Use of H~49l Graphite in Fort St Vraln Fuel 
Elements " 

« QA Technologies, Inc /General Atomic Co. 03/11/02 2'Opp. 
21173*193 24X Fiche* 90-267* 33/ 1 1 /02, 631 1 1 90337 


6311110392 Forwards SER bated on review of 830222 GE environ 
qual if 1 cation program presented In Topical Rept 
NEDE-24326-P, Rev I Generic approach acceptable 
YOUNOBLQODtB J LI censing Branch 1 03/10/26 EDELMAN*R 

Cleveland Electric Illuminating Go 3pp 21199 146 24X 

Fiche 90-440,83/10/26.8311110392 


8311160094 Forward! "Response to NRC Ltr Bl-21 - Natural Circulation 
Cooldown. Task 3A* f or TVA 6 WPPSS* " prepared by B&U Rept 
discusses Intermittent bleeding of reactor coolant through 
vessel head vents Operator training info forthcoming 
SORENSEN* 0 C Washington Public Power Supply System 001-B3-0906 
33/11/04 ADENSAM.E 0 Licensing Branch 4 Ip 21191.048 24X 

Fiche 90-460,83/11/04,8311160054 
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-*83111A00SH daw- 1742 ROl 

fltv 1 to ’‘R«tpqn«e to NRC Ltr Gl-21 - NatUT'ol Clrcul<itlon 
Cooldown. Td»lk SAi for TVA WPP8S " 

* D4|icock it 1411CDX Co OL-Bl-21 83/09/30 40pp 21191,049 
S4X Fichc 50 - 4 &O 1 03/1 1/04. 8311160004 


0311160247 Forwards Rev 1 to application for Type D car t i#lc atior^ for 
Hpdal R ovarpack vted in transporting radlographg equtpmint 
HOPCRAFT. C P Gulf NucUar. Inc 23027 03/10/28 MAC DON At 0, C E 

Transportation Branch ip 21222 171 


— B311160292 Rev 1 to “Gulf Nuclaar. Inci Modal R ” 

a Gulf Nuclear. Inc 230S7 83/10/24 37pp 21222 173 


Q3I116O30O FoT«rartfs final draft ''Revleui Criteria for Evaluation of 
Proctduret Ganeration Packapat '* Draft completes Task 1 of 
"DavalOpwatit of POP Evaluation Criteria & Emtrgancg 
Oparatlng Procedura Audits of Tuo Ulcenae Applicants ” 
DEFFEROtNO^L J Sattella Memorial Institute! Pacific Northwest 
Labors torg FIN B-2528 373-2933 83/11/00 GOODMAN. M 

Procedures -!< agstami Review Dranch Ip 21200 031 


^8311160303 FiriAl draft. "Revletti Criteria For Evaluation of Procedures 
Oeneratlen Packages ** 

* Battalle Memorial Institute. Pacific Northwest Laboratory, FIN 
8-2328 03/11/01 NRC - No Detailed Affiliation Given S4pp 

21200 032. 


6311170198 Foruiards XN-NP-621(NP) (A) Rev I ‘'Ekion Nuclear DND 
Correlation for PHR Fuel Designs '* 

CHANDLER4J C Exxon Nuclear Co r Inc <suhs of Exxon Corp. >. 
JCC, 113 83 83/11/04 THOMAS. C Q 8tandardl ?ati on & 9pe< ial 

Projects Branch Ip 21213 132 24X Fiche 30-316.83/11/04. 

8311170198 


—8311170200 XN-NF-681<NPHA) ROl 

■Exxon NucVear DND Correlation for PWR Fuel Designs ’* 
a Exxon Nuclear Co . Inc (subs of Exxon Corp 1 83/10/21, 

llSpp 21213 133 84X Fiche 30-316.83/11/04.8311170198 


8311170243 Forwards Topical Rept XN-NF-70-44i A). "Generic Analyelt of 
Centro! Rod Ejection Transient for PWRs. " per 030921 
raq-uai t 

CHANDLER. J C Exxon Nuclear Co . Inc (subs of Exxon Corp ]■ 
JCCrllD Q3 83/11/04 THOMAS. C 0 Standarditation 1. Spacial 
Projaets Branch. Ip 21213 071 


•8311 170247 XN-NF-7a-44<NP)<A» 

■Oemrlc Analusli of Control Rod Ejection Transient for 
PURi. •• 

a Exxon Nuclear Co . Inc (sobs of Exxon Corp ) 03/10/22 

iOpp 21213 072 


8311100261 Forwardt pmprletarg "Seismic Evaluation of Exxon Nuclear 
17x17 Aisambllea in Hast inghoute PWRs. '• per safety 
ivaluatlon fc ETA concerning Amend 48 to License OPR-74 Rept 
Cref 10CFR2 790 > 

ALEXICM, M P Indiana 6 Michigan Electric Co AEP NRC; 063 70. 
83/11/11 DENTONrH R Office of Nuclear Reactor Regulation. 
Director 2pp 21228 239. 24X Fiche 30-316.83/11/11,8311180261 


S3l 1210336 Forwards Rev 3A to QA manual 

DELOOPER. J. Burni & Roe Co 03/11/16 NRC - No Detailed 
Affiliation Given Ip 21234 326 


—831 1210342 B*<ROE-C0M4-l-NP-3A 
Rtv 3A to OA manual 

• Burns 6 Roe Co 03/U/16 TBpp 21234 327. 


8311210393 Forwards proprietary apps 6 replacement pages for OESTR-LOCA 
6 fiafar Model a for evaluation of LOCA fro Vol III of "Safer/ 

OE&TR ApplJcatton Methodologg *' Affidavit reituefting 
withholding end. Pages withheld (ref 10CFR2 790) 

QUIRK, j F Oanaral Electric Co MFN-199-03 03/10/31 TH0HA8.C 0 

atandardl latlon 6 Special Projects Branch 6pp 2l2a5‘334. 


B311210412 Forwards proprietary version of Buppls 1-4 of XN-73-32CP ) 
(A). “Computational Procedure for Evaluating Fuel Rod 
Bowing. « Rept withheld (ref 10CFR2 790) 

® Exxon Nuclear Co * Inc (subs of Exxon Corp ) 
0CC:ll7 03 83/U/08 THOMAS. C □ Btandardlxation Special 

Projects Branch. Ip 21235 333 


0311220101 Advises that Rev 2 to *'QA Program for Nuclear aectlon of 
Agency for Supplier Evaluation." acceptable 
POTAPQVS.U Region 4, Office of Director 03/08/10 BAJAOA. E C 
CoorSl-natlng Agency for Supplier Evaluation (CASE Assoc > 2pp. 

2 123 5’ 090. 


-~^Q31 1220104 Authorlxes uss of CASE sys as described in "3A Program 
for Nuclear Section of Coordinating Agency for Supplier 
Evaluation “ 

HAA83. W P Qualtty Asiuraaca Branch 76/06/23 DAVIES, H U 
Coordinating Agency for Supplier Evaluation (CASE Assoc > Ip 
21233 096 


8311220112 Forwards WCAP-i0423, "Ana ly 1 1 1 of CapiuU U from Alabama 
Power Co,OM FarleyiGnlt 2 Reactor Vessel Hadtatton 
Surveillance Program " 

CUAVTONJ.F L Alabama Power Co 03/11/10 VAROA. 0 A Office of 
Nuclear Reactor Regulation, Director 8pp 21237 269 24X 

Fiche 30-364,83/11/10.8311220112 


“**0311220113 WCAP-10423 

"Analysis of Capsule U from Alabama Fewer Co Ofl Farley. Unit 
2 Reactor Vestel Radiation aurvelklanee Program " 

KUNDA«h K i YANICHKO, 8 E . CHENEY. C A Uleitlhghouse Electric Corp 
03/10/31 eftpp 21237 271 24X Fiche 50-364,03/11/10. 

0311220112 


0311220176 Reguaots withdrawal of application for review L approval of 
Topical Rept DJNPG-lOti "Performance it Safety Featurea of 
Dyron Jackson Primary Reactor Coolant Pump for LNRs " 

FEHLAU.R Borg-Harner Corp TAC 04902 03/11/17 

Standard! tatlon 6 Bpeclal Projecte Branch Ip 21254 337 


8311220185 Advises that Rev 3 to Topical Rept CENPD-210. w/n« w 
organliatlonal changes to OA program. continues to meet 
criteria of App B to ICCFRSO it found acceptable 

POTAPOVS, U Region 4. Office of Director 03/10/19 BCNERER.A E 
Combustion Engineering. Inc Ip 21234 323 


—9311220187 Forward* revised Figuree 17-1, 17-8. l7-3 8c 17-3 updating 
organizational changes to OA progran Raorganiiatl on daai not 
allalnata quality-related activities or reduce OA program 
described In Rev 3 to Topical Rept CENPD-210-A 

QCMEflERiA E Combustion Engineering. Inc U0-fl3-059 03/06/30 

POTAPOVS. U Region 4. Office of Director 6pp 212S4 324 


031182G213 Forwards response to M4C B30785 request for addl Info re 
eafety concerns associated w/plpa breaks in BNR scram syi 
Environ q^ua 1 1 f Icatlon of equipment for efftctt of break in 
ecram discharge piping per NEDQ-22209 unnecesiary 

KELUIO, DR BUR Owners Group I)NROG-a335 83/11/10 EISENKUT, D G 
Division of Licenaiitg a7pp 21254 242 


8311280234 Informs that, 19B1 organl latlonal change should be Issued to 
all holders of OA Topical Rept BVTR-l-DA w/note that cf^ange 
does not affect QA function Programmatic changes must be 
submitted for review prior to implementation 

POTAPQVS.U Region 4. Office of Director 83/00/01 OLAI0DELL. R C 
Black 6 Veatch tp 21254 188 


— 6311220258 Informs that because 1901 organizational change did not 
Impact OA function, no update to QA Topical Rept 0VTR-1-OA 
raqutred.NRC possesses current 8x accurate description 
of QA program 

BLAIQDELUR E Black 6 Veatch 25 9000 03/(56/01 POtAPOVS, U 

Region 4. Office of Director Ip 212S4> 129 


8311220270 Advises that OE Topical Reptt NEDE-23785-1-P 8. amended 
OESTAR NEDE-24Q11-P-A adequately address SER Confirmatory 
Issue 12 re overheating of gadollnla fuel psllets Issue 
domed pending NRC review 6 approval 

SORENSEN I G C Washington- Public Power Supply System 002-83-1050 
83/11/15 BCHViENCER.A Licensing Branch 2 Ip 21260 211 24X 

Fiche: 50-387. 83/ 1 1 / IS. 031 1220270 


0311220311 Ack receipt of 030929 i tr re organizational changes ulthln 
BbW it util power geneTation dlv which affect B&N Topical 
Rapt BAH-10096A. Rev 4idtd 020409 R«v acceptable 

PQTAPOVa.U Region 4. Office of Director 83/10/23 TAYLOR. J H 
Babcock it Nilcox Co Ip 21261 317 


— 6311220313 Forwards Info re organization changes within BfcU L util 
power generation dlv Changes will be incorporated Into Rev 4 
to BAH-JO096A 

ARrtOMTROOT.C A Babcock t Wilcox Co. 03/09/29 HALE. C J Region 
4. Office of Director 3pp 21261*318 


0311220316 CommentB an draft SER re safety parameter display lys. per 
031026 meeting Hydrogen canc entrat 1 on not appropriate on 
top level Iconic display Scope of final 0ER should be 
restricted to NUnEG-0737. Su-p pi 1 requirements 

RAHE. 8 P Westlnghouse Electric Corp, N3-EPR-3832 03/1 1/11 

CRUTCHFIELD. D Operating Reacters Branch 3. 2pp 21262 059 
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B3112203L9 A< k receipt of 830909 Itr r« organSiafclonal changa-i ultfhln 
OE affactinfl Rev 4 to NEDO-t 1209-04A Changas atcaptabla 
Changei & approval Itr thpoU be sent to holders of preiont 
rspt 

PDTAPQVS.U Region 4. Office of Director Q3/10/17 CASE* J H 
Ooneral Electric Co Ip 212£>3 0£t 


— 83112S0323 Inform* of organl tatlonal changes uithln OE Changes ulU be 
dacunented In Rev 4 to lic«n*lTig Topical Rapt 
NEDD-H209-04A 

CASE, J M Oanaral Electric Co 83/09/09 COLLirG, J T Region 4, 
Office of Director 2pp 21262 062 


831 122D39I Accepts proposed Rev 7 to OA Program Topical Rept OtBSAR 
i7-Aj sobmltteii w/B30e3l 1 tr Proarammat Ic changas shairld be 
aitbmitted for NRC review prior to trip 1 ementatlon Ltr 
replaces NRC 021222 ltr 

POTAPOVS, U Region 4. Office of Director 83/10/19 KEDDIS.NN 
Oibbi U Hill* Inc (subs of Oravo Co-rp ) 2pp 2i?61 353 


6311220352 Advises that proprietary C, nonproprletary versions of 
CEN-asaCF)-P CEN-25a<F)-‘NP “PUfit Recovery Pr agram-Oraf fc 
Failure Hachaniim Analysis Presentation" presanted at G31 1 10 
maatlng I provided to 0 Sells. 

UILLIAK3, J.i4 Florida Power & Light Co L-S3-59B 03/11/16 

HILLER, J R Operating Reactors Dranch 3 Ip 21261 396 24X 

Fiche 30-33S* 03/11/16, 631 1220352 


B3l 1220354 Responds to 830908 updated Rev 6 to OA Rept XN*‘NF*‘tA 
Evaluation of proposed changes Indicates that rept 
continues to meat criteria of APP D to lOCFRSO. 

POTAPOVS, U Region 4. Office o^ Director 83/10/19 VQLHER, C J 

Exton Nuclear Co t Inc <subs of Exxon Corp 1 2pp 21260:239 


"■'"6311220366 Feruardi for review 6 accap tance, proposed Rev 6 to XN-NF'>1A, 
"^OA Program for Nuclear Fuel Design 6 Fabrication " Changes 
incorporate Items 11 6 12 received by telcon from 
J Costello 

VOLMERi C J Exxon Nuclear Co * Inc. (subs of Exxon Corp ) 

83/09/08 POTAPOVSrU Region 4, Office of OlrectOT Ip 
21260 240 


--B3U22037S XN-NF*-1A-01 R06 

Rev 6 to "QA Program for Nuclear Fuel Design 6 
Fabrication " Changes incorporate Items 11 6 12 re job 
raspons ibi 11 tg descriptions fc Interpretation of NDE 
quelif icetlon levels 

hCCULLUDHi R N , VOLnER, C , PERR7, D K. Elion Nuclear Co , Inc 
(tubs of Exxon Corp 1 63/09/08 66pp 21260 341 


8311230409 Ack receipt of 630909 Ur advising of intent to devalop 6 
document QA program bg end of Aug 1983 Insp will be arranged 
at later date 

POTAPOVS. U Region 4. Office of Director 83/06/29 CARDELLO,P 8 
Anaconda -Co (subs of At I antic^Rlchf le Id Co > Ip 21261 110 


— 8311220414 Lists steps to be taken In Implementing equipment 
qualification QA prograin for Class IE equipment NRC 
imp lemsntabion of program reqoes ted. Design & documentation 
phase ulll be tompleted by end of Aug 1983 

CARDELLO, P 8 Anaconda Co (subs of AtlantlC'Rlchf ield Co ) 
63/09/09 POTAPOV&rV Region 4, Office of Director. 2pp 
21261 111 


6311220449 Respond* to 830912 raquett for 150>ifay extension of 830610 
submittal date for updated topical rept* Submittal date 
Inapplicable to Uestlnghouse sine* coeipang is vendor not 
lieensea Changes require NRC approval 

POTAFQVSfU Region 4, Office of Director 83/07/26 RAHE, E P 
Meetinghouse Electric Corp 2pp 21259 IBS 


— 0311220491 Requests iSO-day extension of 830610 submittal date for 
updated topical rept* Review of OA topical rspts to assure 
compliance u/NURE(3-OBOO in progress Revised topical rept t-o 
be submitted bg 831107 

ftAHE,E P Meetinghouse Electric Corp N8-EPR-2769 83/09/12 

HALE,C Region 4, Office of Director, Ip. 21259; 109 


D31 1230076 Forwards proprietary &< nonpropri etarg versions of 
‘’Statistical Combination of Uncertainties *' to support Cgcle 
9 reload Application for withholding Info from public 
dlicloiure end Proprietary rept withheld (ref I0CFR2 790), 
JONESiM C Omaha Public Power District LIC-fl3-2B3 83/U/ll 
HILLER, J R. Operating Reactors Branch 3 4pp 21260 08D 24X 

Fiche 90-289, 03/11/11. 831 i230D76 


—8311230079 CEN-297<0>-NP 

Nonproprletarg version of "Statistical Combination of 
Uncertainties,'" Parts 1,2 6 3 

« Combustion Engineering* Inc 83/11/30 2l9pp 21260.084 24X 

Fiche 90-265,83/11/11,8311230076 


8311230090 Forwards response to request for addl info re MCAP-8720, 
"Improved Analytical Models Used in Uistlnghouie Fuel Rod 
Design Computatlens/Appl Icat Ions for BWR Fuel Anelyslir" 

Addendum 3 Response withheld (ref 10CPR2 790} 

RAHE,£ P Westlnghoute Electric Corp N8-EPR-2839 83/11/04 

THOMAS, C 0 Btandardlzetlon 6 Special Projects Branch 2pp 
21268 303 


— 0311230094 AppXisetlon for withholding from public disclosure. retpen* 
to request for addl info re MCAP-S720 "Improved Analytic a I 
Models Used In Mtstlnghouse Fuel Rod Design Computations/ 
Applications for BMR Fuel Analysi*,” Addendum 3, 

UIESEMANN, R A Vlestlnghouie Electric Corp AM-03-84 83/11/04 

THOMAS, C 0 Btandardl latlon 8i Special Projects Branch 9pp 
21260 309 


8311230109 Forwards "Description of Exxon Nuclear Plant Transient 
Blmulation Model For PMRs, (PT8-PUR) " Enel withheld 
(ref 10CFR2 790) 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
JCCMOB 83 83/11/10 THOMAS, C O Standard 1 zati on & Special 

Projects Branch Ip 21267 392 


6311230112 Forwards plant-specific rept, "Suppression Pool Laeal-to- 
Bult Temp Difference, Bhoreham Nuclear Power Station - 
Unit 1. " Preliminary local-to-buU tamp difference 
coniervative Rapt verifies temp spec acceptable 
9K1TH,J. L Long Island Lighting Go &NRC-982 83/11/17 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
21269- 024 24X Fiche 90-322,03/11/17,8311230112 


—8311230119 "Bupprasflon Pool Local-tb-BulIt Temp Difference, Shorehaia 
Nuclear Powir Station - Unit 1 " 

» Btona ii Mabster Engineering Corp 83/08/30 27pp 21269 026 
24X Fiche 83/11/17, 83112301 12 


8311230290 Discusses 831018 ltr protesting fee for review of Topical 
Rept CENPD-266-P/NP Requests payment of fee or NRC will 
exercise remedies under 10CFR170 41 6 10CPR19 

MILLER, U.O License Fee Management Branch 83/11/10 BCHERER*A E 
Combustion Engineering, Inc 2pp 21277 161 


— 8311230291 Disputes fee associated w/NRC review of CBNPD-a66-P/NP( 
"ROCS/DIT Computer Code# for Nuclear Dasign " Resolution 
suggested 

BCHERER,A E Combustion Enginearing, Inc LD-83'"093. 83/10/10 

NRC - No Detailed Affiliation Oivtn 2pp. 21277 163 


8311280134 Forwards propriatarg "Assessment of Potential ftadiologlcat 
Consequences for High Exposure Fuel," for review 6 approval. 

Rept withheld (ref 10CPR2. 790) 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

JCC, 11483 83/11/11 TH0MA8,C,0 Standarditation & Special 

Projects Branch Ip 21280 122 


9311280196 Forwards proprietary it nonproprietary vers ions, respectively 
of Bupp) 1 to MCAP-0762 6 MGAP-B763i "Bails for 
Applicability of WRB-1 CHF Correction to 19X19 DFA t 14X14 
□FA Fuel " Proprietary varslon withheld (rtf 10CFR2 790) 

RAK£,E P Meetinghouse Electric Corp NB-EPR-2B84. 83/11/10, 
THQMA8, C 0 Standardization it Special Projects Branch Spp. 

21281 122 


— 8311280199 Forwards affidavit requesting withholding of propriatarg 
varslon of Suppl 1 to MCAP-8762 8. UCAF-8763, "Basis for 
Applicability of MRB-1 CHF Correlation to 19x19 DFA 6 
14x14 OFA Fuel. '* 

MIE8EMANN,R A Mestlnghouie Electric Corp AM-B3-101. 83/11/10 

THOMAS, C 0 Standardization t Special Project* Branch. lOpp 

21281 124 


— 83112S0202 MCAP-B763 801 

Nonproprietary varslon of Buppl 1 to "Basis for 
Applicability of WRB-I CHF Correlation to 19x19 DFA 6 14x14 
OFA Fuel " 

a Meetinghouse Electric Corp 83/11/18 2ipp 21281' 134 


8311280379 Forwards Rev 1 to Amend 1 to proprietary "Exxon Nuclear 
Analysis of Power Distribution Miasurement Uncertainty for 
Mestlnghouie PMRs " Rept withheld (ref 10CFR2 790) 

CHANDLER, J C Exxon Nuclear Co., Inc (subs, of Exxon Corp ) 
JCC. 112 83 83/11/11 THDMA8,C O Standard 1 zatl on it Special 

Projects Branch Ip 21284,286 


6311280499 Responds to NRC request for addl Info re B3102B H8IV 
closure Detailed event description & excarpts from 
proprietary OE Topical Rept NEDE-30021 re transient event* 
end Rept excerpts withheld 

MCOAUOHY, R M Iowa EUctrlc Light it Power Co NO-83-4077 
83/11/21 DENTONtH R Office of Nuclear Reactor Raguiation, 
Diractor. 3pp, 21263.278, 24X Fiche. 90-331, 83/11/21, 831 1S90499. 
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M11SB0&02 Forward* oraani tafcional chart* raprBientihg change* in 
cQoipanv organi la tlon* Info uiU be included in Feb 1984 

eioend to OA topical rept 

F15K£R« C R GtA Technologies* inc /General Atomic Co CRB Bt CRF 03 
83/11/21 HAASBiU P NRC - No Detailed Affiliation Olvan 3pp 
31204 110 


8311ZB03S£) Foruiard* correction etlcter for Page 3''30 of Qct t9B3 Rev t 
to BAU''l543i “Integrated Reactor Ve*eel Matl Sorvelllanc# 

Program “ Info correct* ref to removal of aurve i llanc e 
capsule TEJ— D following fifth cycle 

TAYLOR I J H Babcock & Wilcox Co E8C-517 03/11/23 MORAN* D 

Office of Nuclear Reactor Regulation* Director 2pp S1S04 073 


83112^90013 Forufardc corrected pages to C-E CENPD’'270 it Rid ih algh* Eggeri 
& AifOc Topical Rept 2023 PI to luppl dry task JSF8I lictnsa 
ippl Icat ion 

STEHARTiW L Virginia Electric «< Pou/er Co 177 83/10/39 

CUNNINOHAMjR E Office of Nuclear Material Safety h 
Safeguards* Director 2130B 06A 24X Flche 90-280.83/10/29* 

8311290013 


—8311290015 CENPD-270 ERR 

Revised page* to CeNPD-270 tupp 1 amantlng dry cask rSFSI 
application 

« Combustion Engtnearing. Inc 83/10/29 Itpp 31300 067 24X 

Flche 50-200183/10/29*0311290013 


0311290370 Advises that proposed Rev 3 to QA Topical Rept B&naS- 
C0K4-1-NP acceptable 

POTAFOVBiU Region 4* Office of Director 83/09/30 RAU9CH«WF 
SuTCl* tc Roe Co 2pp 21302 146 


—0311290202 Forwards corrected Rev 3 to QA Topical Rept BSiROE-COMA-l-NP 
RAV8CH. W P Burns St Roe Co 83/00/29 KAA68.W P Division of 
Englnetrlnp Ip 21302 140 


— 03US7O206 Foruard* marked-up QA Topical Rept QS(RDE-C0M4^1-NP. 
ROEj K K Burnt h Roe Co 03/07/26 HAA0S. W P Division of 
Engineering 19pp 21302 149 


8311290391 Informs of completion of review of Rev 4 to "QA Program for 
Oana-ratlng Station Cablet “ Rev meets criteria of App B to 
10CFR90 Ic acceptable 

POTAFOVS*U Region 4. Office of Director AWC-79-A 03/10/19 
BOBTROKiD 0 Anaconda Co (subs of Atlentlc-Rlchf laid Co ) 5pp 
21333 069 


—0311390356 Rev 4 to AWC-79-A “QA Program for Oenerefclng Station 
Cablet “ 

a Anaconda Co < subs of Atlantic-Rlchf i eld Co ) AWC-79-A 
63/09/30 136PP 21303' 071 


B3113OO210 Forward* praprietery response to NRC re<iue*t for addl info 
re BVIR Owner* Group rept* on Inadequate core cooling & 
water level measurement «yi which originated during PRA 
rtvleu Affidavit end Response withheld 

DENTE*r J BWR Owners Group DWRaO-B334 03/11/13 CRUTCHFIELD* D 
Division of Licensing 4pp 21312 292 


B31130iO319 Forward* proprletery U nonproprietary var*ians of "Safety 
Evaluation of GE Hybrid I Control Rod Atssmbly." per 630022 
request Affidavit end Proprietary version withheld 
KLAPPROTH. J F Oeneral Electric Co 03/11/21 THOMAO^C 0. 
Btenderdi lation 6 Special Project* Branch. 4pp 21311 038 


—0311300320 NEDD-22290-A 

Konpropr 1 rtary version of “Safety Evaluation of OE Hybrid I 
Control Rod Assembly " 

QRANDONiR, J i ORlDLEY. R L General Electric Co B3NED1 20 
03/09/30 6Bpp 21311 042 


B31130O467 Forwards safety evaluations of adequacy of existing Mark I 
downcofflir chugging lateral load spec 6 augmented A5ME 
Class 2/3 fatigue evaluation method for Mark I containment 
piping sys Spec It evaluation method acceptable 
VAEBALLDiD 0 Operating Reactors Branch 2 03/11/09 

PFEFFERLEN^H C. Oeneral Electric Co 2pp 21325 329 


—0311300460 Safety evaluation of augmented Glas* 2/3 fatigue evaluation 
method for Mark l containment piping «ys Plant-unique 
fatigue analyse* not required. 

• Office of Nuclear Reactor Regulation, Director 63/11/09^ 3pp 
21339*327 


— 8311300469 Safety evaluation of adequacy of existing Mark I downcomer 
chugging lateral load spec Spec adequatily contervat i va. 
tt Office of Nuclear Reactor Regulation! Director 03/11/09 4pp 
21329^330 


WASTE MOT NDCLEAR WASTE MANAOEtCNT 


8311010129 Ol&cusies observation* from 830926-20 site visits re 
hydrology DOE cpnceptuai model of hydrogeology of Vitro Bite 
will ne*ed to be revised to include potential uindoiui through 
confining Layer which could become contaminated pathway* 
PEMNIFILL. R A Low Level Waste Llcen*iog Branch 8a/t0/l7 
HORLEYiV A Energy. Dept of 2pp 31010 019 


6311010132 Forward* radiological assessment rtpts for resldually 
contaminated properties In Edgemont.SD for remedial action 
under UMTRCA Measured levels of contamination do not exceed 
EPA std* W/o encl 

* Low Level Waste Licensing Branch 03/10/17 BAUSLlTZ* J Energy. 
Dept of Ip 21016 014 


0311010438 Concurs u/enci “Cooperative Agreement Between DDE 6 Navajo 
Tribe of Indians " 

HIOOINDOTHAM Lou Level Waste Licensing Branch 03/10/07 CONEi T C 
Energy* Dept of 43pp 21017 025 


0311010493 “hound Radon Program. Summary of Salt Lake City Offsite 
Monitoring Date. 620419-1027 " W/031014 1 tr 

RUBY, C R Mo-nianto Research Corp 83/10/14 MARTIN, D NRC ** No 
Detailed Affiliation Given 0pp 21008 339 


B311D20496 Forward* “Borshole Asseisment Meed* Plan**' written by 
Analytical Science* Corp re krlging of hydraulic 
conductivity value* at DWIP for comment W/o and 
LOQSDDN.iM J Division of Watte Manayement 00986 83/10/21 

O'DONNELL. E Division of Health* Siting & Waste Management 3pp 
21049 075 


631 1020463 Request* Geosciences Branch assistanca In revleuipg 
technical rapt* prepared by Arthur B Little* Inc In support 
of EPA high level waste std developmsnt Response requested 
by 031014 

MILLER. H J Division of Waste Management 63/10/05 KNAPP* N 
Division of Waste Management 16pp 21049’ 093 


8311020469 Trip rept of 031013 meeting In We*t Velley.HY re wa«te mjt 
practices 6 plans 6 question* re low level waste regulation, 
i0CFR6l 

JOHNSON* T C Division of Waste Management 03/10/24 OREEVE0iJ T 
Divliian of Waste Management 6pp 21043 397 


8311020470 Trip rept hf attendance at DOE low level waste mg t program 
fifth annual participants O3D029-O9O1 meetings in Denver, CO 
aHAFFNER.O A Low Level Waste Licensing Branch 83/09/26 
H 1 001 NQOtkaM. u Lou Level Waste Llceneing Branch 20pp 21049 022 


0311020472 Summerliei Important points on design of high level watte 
raposltarg at BWIP from transcript of ACRE 630908-09 
fiisetings In Rlcblend.WA 

TIKTIN0KY. 0 Division of Waste Manegament 03/10/17 GftEEVES. J 1 
Division of Waste Management 3pp 2LO40‘357 


0311020477 Concurs w/pfuposed us* of supplemental EPA stdi for remedial 
action work in Grand Junction. CD w/two listed addl 
conditions 

HFGOINBDTHAMtL Low Level Haste Licensing Branch 83/10/07 
BAUBLITI, J E Energy. Dept of ip 21040 393 


8311020490 Trip rept of 030908-12 visit to Olympia* MA to asilst in 
state progreei* review of State of WA radiation control 
progrem 

8DLLENBER0ER. D »ivl*ion of Waits Management. 83/iO/tB 

HIOGINDOTHAH. L Division of Waste Management 3pp 21040.262 


0311020909 Forward* comments re EGLG & 08 Ecologyi Inc request* for 
approval of high integrity container design for u*e 
w/EPICOR-II Prefilter liner* from TMl-a cleanup operations 
HIGGINBOTHAM. L Division of Wait* Management 83/10/06. 
NU0BBAUMER.D A Office uf 0tatt Programs. Director app 
21040 264 


8311030286 Forward* lummary of NRC participation In jm'RAP activities 
for Qct 1982 - 6ept 1903. per 030916 request 

BRDWNIWG.R E Division of Waste Management 83/10/06 MORLEY. J. A 
Energy, Dept of. 2pp 21049*274 


0011030287 Comments on EPA conceptual model* of bedded salt 
repositartes 1-n Paradox $c Palo Dura Basin*, per B31009 
request Transmittal of comment* to EPA as guidance for 
preliminary conceptual models recommended 

WEBERiM F Division of Haste Management 03/10/19 MILLER. H. J 
Dlvltlun of Waite Management lipp 21099.282 
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— 6311030289 Ravlvwi^ g« a c ham 1 « trg -contorit of EPA “Concapti^al Hodalt of 
Baddad dalfc Rapotitor Has in paradoK fc Palo Duro Baiin* " 

Ra d 1 ORuc 1 1 lie aolubilltg valuos NAS table unacceptable 
CQRRADDiJ Divition of Waste Menagemanit 63/10/17 WEQER«H 
Division of Wait* Man^gentant 2pp 21055 293 


B31 1040133 FoTuardi tfraft "Annual Statui R«pt an UHTRW^ ■' Comoianta 
raquefltad bg 931027 

BAUQLITZ.JE Energgi Dapt of 63/10/19 HIOOiNBOTHAHr L Lou 
Laval WamtB Licanilng Branch Ip 210&9 001 


--8311040141 DOE/ME-0023 DRPT 

D^a^Pt "Annual Status Rapt on UHTRAP- " 

* Energg. Dapt, of 83/12/31 SSpp 21069 002 


B31 1040191 Foruards lummarg of ACRG Watte Mgt Subcommittee B30909 
seating ra ravieu of DOE site charac ter Izat ion rapt for RWIP 
at Hanford 

RAYr J J ACRE — Advlsarg Corwittea on Reactor Safeguards 00580 
83/10/18 BALLARDfW W Snerggi Dept of 9pp. 21069 336 


9311040196 Ferwards "Eutnnarv Rapt on Reprocessing Evaluation of 
Selected Inactlva U Mill Tailings 8lt«t ** 

MORLEYrd A Energy* Dept of. 03/10/20 HIOOJHboTHAM, L Low Level 
Waste Licensing Branch Ip SiO70 001 


—0311040158 UMTR A- DOE/ AL-0020 

''Euidifliarg Rept ort Reprocessing Evaluation of Selected 
Inactive 0 Mlli Tailings Sites " 

e Energy I Dept, pf 03/09/30. 46pp 21070^002 


8311080093 Roruards current list of technical meetlngi established 
w/DOe 

HiLLERrH J- Repository Projects Branch (Post 931001) 93/10/19 

BROWNINO-R. # BElU.K • BUM? I NO. d HRC - Na Detailed Affiliation 

Given 4pp 21092 106 


8311080091 Forwards results of offslts radon monitorlna program for 
021027-830127 

flOOy. C.n Monsanto Research Corp 83/10/24 MARTIN. D NRC - No 
Dateilpd Affiliation Given Ip 21091 359 


— 831IOB0099 Results of Offsite radon manitoring program for 821027- 
B30127. 

* Monsanto Research Corp 03/01/2? 8pp 3t091;360 


6311080293 Discusses open Items in BD-Bpi-orc-OOl r# hydrochetnls try, 
flow dlrectlana 4r sampling techniques 

LOflSDQM. M -J High Level Waste Technical Developflisnt Branch 00974 
B3/09/2B WRIGHT. R J High Level Watts Technical Development 
Branch 2 pp 21092.069 


6311080264 Forwards addJ info on TOUGH cods aS followup to Aug workshop 
at LBL M/0 and 

ORNOTElNrP. M High Level Waste Licensing Management Branch 
63/09/29 WEBEHrM F * GORDON. M d . CORRADO. d Division of Waste 
Management ip 21113 390 


8311000420 Revissd summary of High Level Nuclear Waste Policy k Review 
Board 630812 meeting re public participation program 
* Washington, stata of 00973 83/09/16 Washington, Otate of 

4pp 21109. 3S0 


0311000429 Oufflfflary of High Leval Nuclear Watts Policy & Review Board 
03D916 meeting re communication datlgn contract to develop 
survey to assist in development of public Info pragram 
Environ astesimtnt scheduled for completion in dul 1904 
* Washington* state of 00983. 83/09/16 Washington* State of 

3pp. 21113 390. 


6311000495 Forwards radiological asiessmint rapts for propertlee in 
Edgenoriti&D w/rasldual radiological mat 1 . incorporating 
comments agreed upon at 830223 meeting W/o ends 

MARTIN, D E. Division of Waste Managentnt 03/10/17 BAUBUlTZtJ 
Energy, Dept of. Ip 21111 355. 


8311100129 Comments on branch technical position papers on 
Inplementati on of iOCFR61 Full Implamentati on of rule can he 
acconpUthed by less coitly k equally adequate methods 
COLEViR F Commonuealth Edison Co 83/10/20. HIGOINBQTHAN, L Lou 
Level Waste Licensing Branch. 3pp 21149 397 


8311100130 Forwards revised wests qual i fleet ion test program 1, response 
to 030005 comment*. Rev quallfiai In-contalnsr sol idlf 1 cat i on 
sys using either electric drive or hydraulic drive sys 
PHILLIPS, d W. Hlttmsn Nuclear *c Development Corp (subs of Hlttman 
CoTp >, HM-E76I 83/10/27 LOHAUQtP H Low Level Waste Licensing 
Branch, Ip 21190:080 


— 8311100133 Revised "Waste Dual if Icatlon Program Solidified Lou Level 
Wastes Using Portland Cement " Response to NRC 030609 
questions end 

s Hlttman Nuclear k Devtlopment Corp (subs of Hlttman Corp } 
03/10/27 llpp 21150 0B9 


031 1100149 Forwards revised draft of propOiid Interagency agresmint* 
providing TVA assistance to DOE for disposal of rasidual 
radioactive matls removed from Edgemont facility during 
UMTRAP 

MARQUEZ, R A Energy, Dept of 63/10/21 LA ROCHE, W Tennessee 
Vallay Authority l2pp 21U9 349 


8311100156 Forwards draft "UMTRaP Gurfact Stab t 11 zation Rasiarch 
Buamary,'* for review k comments 

HARTLEY, J N Battalia Memorial Institute, Pacific Northwest 
Laboratory 03/10/10 HARTIN.D NRC - No Detailed Affiliation 
Given, 2pp 21190 010 


—0311100190 Draft "UMTRAP Surface Stabilization Research Summary." 
BEEdLDW, p A , HARTLEY, J N Battalia Memorial Institute, Pacific 
Northwest Laboratory 03/09/30 8lpp 21190 012 


8311100201 Requests review of NUREG/CR-3397, "Deiign Gonsiderdtlons for 
Long-Term etabilizatlon of U Mill Tellings Impoundment," per 
telcon request NRc requests comments within 1 wk 
GRa£U8EMA,D H Energy, Dept, of NE-24 83/10/20 K0RLEY,J 

Energy, Dept of Ip 21194 033 


8311100204 Summary of 030912 mestlng w/0a2t Laka City, UT 
representatives re Ultro U Mill Tailing Remedial Action 
Site No major agreements reached during meeting. 

PENNlFlLLiR Low Level Mast* Licensing Branch 03/lo/lS 
MARTIN, D E Low Level Waste Licensing Branch 2pp 21154:0-20 


8311100205 Forwards marked-up copy of State of NU draft license 
conditions. Potentially significant problams exist only 
w/proposed Condition 7 W/o encl< 

HIGGINBOTHAM. L Low Level Waste Licensing Branch. 03/09/20. 

NU8BBAUMER, D A Office of Btate Programs. Director ip 21194.017 


0311100206 Notification of 031017 briefing re hydrogeology of Vitro 
Mill Site per UHTRAP Briefing will elso provide insight into 
appearance & Issues of UMTRAP site 

WEBER, N.F Geotechnical Branch (Post 631001) 03/10/18 

Geotechnical Branch (Post 031001) ip 21194 016> 


0311100290 Requests delegation of authority per Title l of U Mill 
Tailings Radiation Control Act of 1970 be granted to branch 
chief of Low Level Waste li U Recovery Projects Branch. 

Background info end, 

BROWNING, R E Division of Waste Management. 03/10/28 DAVIS* J O 
Office of Nuclear Material Safety k 0afeguards* Director 2pp 
21144 361 


0311100293 Notification of 831020 briefing re Resource Conservat Ion 4i 
Recovery Act requirements for disposal of U mill tailings a» 
promulgated in 40CFRi92 Briefing will elso provide info re 
appUcehle regulations in 40CFRS64 

WEBER, M F Ototechnical Branch (Post 631001) 83/10/27 

BROWNiNGrR.E, Division of Waste Management KNAPP, M R « JUSTUS* P. 8 
Geotechnical Branch (Post 631001) 2pp 21i94'0l2 


0311100299 Trip rept of participation in DOE 030727-29 workshop «t 
Grand Junction, CO rs random measurement procedures for 
UMTRAP. 

FLORY, C Low Level Waste Licensing Branch 03/10/13 
HIGGINBOTHAM. L Lou Level Waste Licensing Branch 2pp 21149:060 


0311100300 Comments on preliminary draft of DOE plan for implementing 
EPA itds Criticisms will be discussed w/NRC A EPA during 
031103 k 04 meetings 

HAZLe.A. J Colorado. State of 03/10/26 MORLEYr J Energy^ Dapt 
of 9pp 21193-273 


8311100399 Concurs w/procedur«s for designating b including vicinity 
properties in remedial action program dsscrlbad In "Summary 
Protocol UHTRAP Vicinity Properties - Identification - 
Characterization - Inclusion " NRC 030916 concerns resolved 
HIGGINBOTHAM, L Low-Level Waste k Uranium Recovery Projects Branch 
83/10/24 BAUBLJTZ, J £ Energy. Dept of Ip 21191; 356. 


0311110009 FOIA request for documents re cleanup L decision to close 
down U mill in Edgemont, SD 

QARBUS, M Frankfurt, Oarbus, Klein k Sell 63/09/16. NRC « Ho 
Detailed Affiliation Given. Ip 21160-091 
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MSnSOOll rurfchBT T*4ponse to FOIA roquost for documents re cleanup h 
decision to close U mill in EdgemontiSD Forufards Shapar 

loe-nko to U Dircke Revieu of remaining documents subj 
to request in progress 

FELTDNii J H Division of Rules and Records 83/11/07 0 ARBUS < 

Prinklurtp OarbuSi Klein & Sell ip 21160 092 


6311110163 Forwards comments on 830829 waste qualification test 
liTogran Program will be acceptable upon incorporation of 
cjeasnts W/Q ercl 

lOHAUSi P H Low-Level Uaste 8t Uranium Recovery Projects Drench 
63/10/06 POUELLiR H NUS Corp Ip 21159 310 


6311116371 Summer lies regulatory framework for development of UMTRAP 
Meitt Hgt or Hydrology Section policy necessary to ensure 
{AMlitency of review of DOE description Ic evaluation of 
Kydrogealogic sgs at UhTRAP sites 

UEBERrH F Oeotechnlcal Branch (Post 8310011 B3/10/i2 KNAPP^ M R 

QeatiChnlcal Branch (Post 831001) I9pp 21U0 309 


6311140208 Forwards summary rept on Savannah River high level waits 
Issiifs. 14/a end 

VICKjE. A Division of Uaste Management 83/10/11 BELLi H J 
DivlilPTi of Uaste Management Ip 81164 082 


S3UM0363 Forurards draft “Umbrella Site Technical Position 
Pelt-Closure Performance Assessment - BWiPr ” BTP 6 0 
KNAPPfM R OeatechnicBl Branch iPoit 83(001 > 00990 83/10/07 

BROHNINOj H. E Division of Waste Management Ip 81164 238 


<-9311140867 Draft '"Umbrella Site Technical Position Post-Closure 
Perlormance Assessment - BWIP< “ 8TP 6 o 

e Oeotichnical Branch (Post 831001) 00590 83/10/07, 35pp 

81164 83^ 


S^UlilOS^S Forwards comments on stock waste form test program developed 
damonitrate compliance u/waste & stability requirements 
of lOCfR6l Incorporation of end comments will result In 
loll program acceptability 

HlCClNaOTHAMi L. Low Level Uaste Licensing Branch 63/10/17 
RBSSifl L, Stock Equipment Co 4pp 81164 335 


8311140356 Forwards draft "Numerical Modeling of Parametric 
lircirta inties in Flow Through Porous Media Development & 

Initial Tasting of PQR8TAT “ Comments due by B3ilo9 
fiORDON^M Dcotfchnical Branch {Post 631001) 00993 83/10/28 

COLCHAlfiM r DUNKELHANrM , UQHN8QN, T NRC - No Detailed Affiliation 
Clvin Ip 21169 001 


-6311140362 RHa-BM-Cfl-140 P DRFT 

Drift "Numerical Modeling of Parametric Uncertainties in 
plow Through Porous Madia Development & Initial Testing of 
P0R8TAT " 

BAOARi B Aiialytlc Gomputlonal Research^ Inc CLiFTGNi P M 
Rockwell Imtarnatlonai Corp 00593 63/07/31 66pp 21188 002 


8311140408 Forwards draft '^Umbrella Site Technical Positlorir Patt^ 
Cloture Performance Assessment Issues « BUIP> “ 8TP 6 0 
Review li comments should ba submitted by 831021 
KNAPPtM R Oeotechnical Branch <Post 831001) 098? 83/10/07 

SUNIINO.J Q I HlOOINBaTMAM. L i 0REEUE6. J T NRC - No Data Had 
Affiliation Olven 2pp 21163 038 


-<6311140409 Draft "Umbrella Site Technical Position^ Poit-C Insure 
Perforinsnce Assessment - DWiPj " 9TP 6 0 

e Qeettchnical Branch (Pott 831001) 00909 83/10/07 39pp 

21183.040, 


6311140446 Forwarder for signaturs« corrected Itrs to speaker of TX 
atite House of Raprssentativasj President Pro Tsm of N.V 
atiU Stnate & speaker of NV Aieembly re potential 
rtpoittory sites U/o Urs to State of NU 

BVNTlNOfU. 0 Licensing Process 8t Integration Branch 00149, 
03/09/29 DAVI81 J 0. Office of Nuclear Material Safety 6 
aifiguir dsj Dir ector Ip 21162 032 


—B3U 140494 Discusses Implementation of Nuclear tfaste Policy Act of 
1962, state -contect functions should be to Identify info 
needs appropriate for NRC to provide & notify interested 
parties of relevant NRC meetings 8« workshops 
DAUTB, J, 0, Qffict of Nuclear Material Safety & 

Stfeguardi^ Director. 83/10/05 LENI61 0 0 TexaSi State of 
HAtNKELi J. U. I TREENrD C Louislanai State of 9pp 21 182.033 


6311140431 Reipands to 630629 Inquiry re TVA responsibility for 
vicinity properties in Edgemont area Except for land# 
ad|icent to mlllsite contaminated by windblown tallingsi 
TVA has no obligation 

HjOOINBOTKAMi L Low Level Uaste Licensing Branch 83/10/14. 
BAUBLlTZiO, E Energyr Dept of 7pp 21182 016 


831H50001 Forwards comments on listed documents re TMl-a EPICOR-ll 
liner# in high Integrity container Response to commenti L 
r ccOffliAindatlons required to prepare evaluation 

NUS9BAUMERr D A Assistant Director for State Agreements Programs 
B3/10/14 BTfiONO< T R Washington^ State Ofi Deot of 80c laL & 
Health Services 9pp 21183 391 


8311150003 Forwards iOCFR6lr "Technical P-ositl-ons on Ifaste Form & Waste 
Classification" ti procedure# that Dlv of Waste Mgt use# for 
reviewing topical repti.per 631024 requeat H/o end 
LQHAUBj P H Low-Leva 1 Waste Ec Uranium Recovery Projects Branch 
83/11/01 KKtAZEWVCZ.B 0 KLM Engineering r Inc Ip 21189336 


6311190004 Transcript of 830302 bestinony before Subcanmittee on Energy 
Research & Production# Comml t tea on Science U Techno logy* in 
Wash Ington# DO re BWlf 

DEJUiH A Energy# Dept of 00599 03/03/02 7pp 21183 331 


8311150223 Notifies that Edison Electric lust 4< Util Nuclear Waste Mgt 
Group intend to participate in oral presentations to 
Comnlsslon re NrC concurrence in DOE high level waste siting 
guidelines 

KEARNEV*J J Edison Electric Institute. 4flFR3043a 03/LI/lO 
CH1 LKj8 j Office of the Bieretary of the Commission Ip 
21170 014 


6311160090 Requests tentative leave to participate In oral presentation 
re DOE general guidelines for recaminendat Ion of sites for 
nuclear waste ripositorlsi 

HEDDINOTON. 8 Texas# State of 4aFR50432 83/11/14 NRC - No 

Detailed Affiliation Given Ip 21196 ODl 


6311160112 Reiterates view expressed in 831102 Itr that procedure 
proposed by Btetei of TX#WI#MN#NV tn UT preferable to 
procedure offered by Conmlislon in response to Vakima 
petition re NRC concurrence w/Kuclear Waste Policy Act 
BERICKfD Envirannentel Policy Inetltute 4SFA50432 63/11/14 

CHILKiQ a Docketing I# aervlcts Branch Ip. 21193 092 


6311160113 Berves notice that tribe wishes to make presentation to 
Cotrmisiion re repository siting guidelines & urges 
Cammistlon to act favorably on state petition la to refrain 
front establishing date for public Coruitltslon meeting 
T0U8LEY# D, R Harmon 6 Welse TOUSLEV, D R Vekima Indian Nation 
48FR90432 83/11/15 GHILK# 8 J Office of the Secretary of the 

Gomnlislon 2pp 21193 090 


S311t6Dl2G Suggesti eliowlng 4 to 6 wks from publication of rulemaking 
notice to explretlon of comnint perloii, 

NEMETHY#E Ecology /A1 ert 4aFR90432 63/11/09 CHILK^ 3 J Office 

of the Secretary of the Cotnmisslan. Ip 21192 323 


8311160123 Advises of intent to participate in all proceedings re NRC 
concurrence in high level wests repository safety 
guidelines 

81NDERBRAND# C. Wiicontin* Btate of 4efR90432 83/11/09 CHILK.B 

Office of the Secretary of the Commission Ip 21192 310 


8311160174 Ae Iterates support for 830906 petition for rulemaking 60-1 
re Gommisslon concurrence protedurei for ODE high level 
vaete repository siting guidelines Author will participate 
in oral presentation 

FINAHORE. D A Natural Resources Defense Council 46FR5O430 
63/11/14 Office of the Qecrifcary of the Commission 2pp 
2il90'0l2 


8311160302 Forwards D0E/I0-0k99# "Rept on Followup Insp of Formerly 
Util lied Sites Remedial Action Program " 

RICKARDS. J R Energy. Dept of lO-l 83/09/30 Energy# Dept 
of tp 21201 328 


--8311U0307 DCC/ 10-0199 

"Followup Imp of Formerly Utilised Bites Remedial Action 
Program " 

e Energy. Dept of tO-1 83/10/19 13pp 21201 327 


8311160311 Confirms 831006 request re submittal procedure Ic 
rec-ommended Content of 10CFR6L-related topical repts 
KNIAZEWVCZ.B 0, KLM EnglnBering4 Inc 63-NRC-Oi 93/10/24 
LOKADBrP H Low Level Waste Licensing Branch Ip 21199^346 


G311 160404 Submits test program re stability tasting of encapsulation 
media for review 6 comment to determine If program meets 
Intent of 10CFR61 6 NRC technical position 

HEBBARD.L B Pacific Nuclear Qyitstns 6 Services# Inc 83/11/01 
KtOGlNaDTNAM#L Lou Level Waste Licensing Branch 3pp 21222 161 


B31 1170014 Requests review of use of Krlging in TABC rapt# "Borehole 
Aseessmint Needs Plan*" by NRG contracters In field of 
hydrology 

GOMELLAiP A Division of Healthr Biting ii Waste Management 00594 
83/11/07 BELLiM j Division of Waste Managiment Ip 21222 324 
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63ltiS03&6 Paru«rd« list of Approved ntetttngf on raposltor^ lie*n»lng 
6charfi/le upd^tsif it rf i «tr i biitod bitdviklg 

HILLER j H J Rcpoiitary Rrojscti Branch <Po>t 831001) 00600 
83/U/07 SROHNINO.R , BELL, M , BUNTINO, J NRO - No Dfftallvd 
Affiliation 01v»n ^pp S1S30 348 


8311180367 Buirunarliffi «ffort« to modify packaging to camplv ui/lOCFR6t 
raqoiranantf fr «oon^to^t>» pranulgatcd iu6i>q«i«nt itatv 
ragiflatiioni ra vaita dliposal Eicaptlan for llniited quantity 
of n<>n«p«c packaging- raquaatad 

MCOOVERNiJ. J Union Car bid# Corp 63/11/11 BHEALYrH O 8out/i 
Carollnar Stata of. 4pp. 21230 344. 


8311210032 Trip rapt of attandanca at Tra Inlng, Rsaparcft It Toot Rtactor 
831021 naating In Canbridg », MA ra Impladiantat 1 an of 
10CFR61. Cojnmonta an ANSI fll4 9 2 ra packaging for 
tranaportatl pn it AN8 40 39 rt vol reduction and. 

JOHNSON^ r C Engineering Branch (Poet 831001) 83/11/14 

OREEV^ES.U T Engineering Branch (Poet 831001) l&pp 21241 314 


8311210043 Raqueite atelstancc In revituing end eectiane of POES re 
alternative remedial action plane to raiiet eroiive forcee 
Reeponee bg 831203 requeeted W/o end 

HIOOINBOTKAM^ L Low-'Level Waste ft Uranium Recovery Project* Branch 
83/U/07 OREEVES^ J Engineering Branch (Poet 831001) Ip 
21241*313 


8311210048 Forwarde comments on Wait Valley Demonetra tian Project TRU 
certification plan^per 831019 raqueifc All drirm should be 
rteneared prior to offelta shipment 

NlOOlNBOTHAhr L Low-Ltvel Waita it Uraniuti Recovery Projects Brench 
93/11/09 ROUSE* L G Advanced Fuel & Spent Fuel Licensing Branch 
4pp 21241 309. 


8311210038 Foruardi draft agenda for 83ll2e'*30 design uorkshop u/DOE 
in BeattletWA -e in situ testing Detlgnetlon o# one person 
to rtvieui ttst plan & coordinate action* u/ti NatarajA 
requested 

OREEVEBiJ.T. E jlncerlng Branch iPoit 031001}. e3/il/04. 

MILLER, H J Rfj-Jsitorg Projects Branch iPest 031001) Ui/BTU8,P S . 
KHAPP,M R Oeot^chnlcBl Branch (Post 831001) 3pp 21241 304 


8311210107 Foruard* DRKL Itr rept on analysl* of BWlP site 
characteriiat vn assessment indicated for listed 
raseareh requireMents 

CONTI, E F Division of Health, Siting L Waste Hanagement FIN 
A-9041 00996, 83/11/04 MILLER, H J Repository Projects Branch 

(Post 831001) 3pp 21240 204 


•'-8311210114 Foruards untitled itr rept re ORNL review of rept an draft 
site charac terixation analysis of site characterisation rept 
for BW|p,rftmEO-0960 

KOCHER, D C Oak Ridge National Laboratory FIN A-9041. 83/09/27 

RANDALL, J D NRG - No Detailed Affiliation Oiven S3pp 
21240 208 


S31121011S Diseuste* TOUOH cod# inp lementatl on at 6NL 

ORNSTHINjP Ocotechnical Branch (Post 831001) 83/11/01 KNAPP, n 

Oeotschnlcal Branch (Post 831001), 2pp 21241 269, 


8311810129 Inforna of rescheduling of 831118 meeting w/citliens 
advlsary council I, nuclear waste policy review board Meeting 
w/citixans advisory council will be held on 9311i7 Heeting 
sr/palicy 1, review board scheduiad for 831202 

OOULD#e B Washington, State of 00604 83/11/08 Washington, 

8tet« of Ip. 21241 294. 


8311210136 Provides progress rept for ItlTRAP for Uane-Sept 1983 for 
South Balt Lake Cl tg« Ganonsb urg, Orand Junction, Edgemant 
6 Durango sites 

HIODINSDTHAM, L Low Level Waste Licensing Branch 83/11/03 
BR0MNIN0,R. E Division of Waste Management Ip 21241.293 


6311210129 Comments on documents estimating probabilities of 
■occurrence of future events & processes on climatic changes 
C< gross changes in sea levels, par 03D8D1 request 
KDflNASlEWiCZiR Division of Health, Siting L West* Hanagement 
83/08/18 KNAPP,M R High Level Waste Licensing Management Branch 
3pp 21 241 '249 


8311210218 Requasts opportunity to present oral & Written comment on 
DDE nuclear waste repoiltopy guide 1 inei, Wri tten comments 
will be lubeiittcd at oral proceeding comrnencemtnt 

LqCKKARr,W.J Friends of the Earth, LOCKHART, U J National Parks 
Association. 48FR9D432 03/11/19. CHIUK, 8, J Office of the. 

Secretary of the Commission Ip 21239'093 


8311210479 Notifies of BWIP Hydraulic Working Oroup 831117 meeting in 
Richland, WA to review status of BUIP working group 
actlvlt 1 es, Agenda end 

OLfiONiO L Energy, Dept of 00603 83/11/10 WRlOHTiR J High 

Level Waste Tschnical Development Branch 0TEVEN8, 0 w Washington* 
State of. H0VI8,J B, Yakima Indian Nation 3pp 21390*398 


S3112104B0 Forwards "Mound Radon Program, Summary of Salt Laka City 
Offslta/Onsite Monitoring Data, 830127-0427 " Enel data apa 
quarterly average radon concentrations calculated from 
weekly measurements 

RUDY,C ft Monsanto Co 83/11/04 MARTIN, D NftC - No Os tailed 
Affiliation Oiven, Ip 21290 399 


— 6311210402 "Mound Radon Program, Summary of Salt Laka City Offsita/ 
Onsite Monitoring Data, 830127-0427 ** 
a Monsanto Co 83/04/27 2pp 21290 336 


8311210489 Forwards comments on proposed test program for demonstfat inj 
licensee compliance ui/lOCFft6i re waste stability 
requirements Incorporation of end comments will ensure 
program acceptabll ity W/o end 

HIOOINBOTKAM, L Low-Level Waste & Uranium Recovery Project* Branch 
83/11/10 DUOOAN, 0 Sdencs Applications, Inc 2pp 21241*349, 


8311310919 Advises that computer codes, documentation 8, input decks 
specified in B30S24 request transmitted to L Lahotan Payment 
for costs requested 

BUNT1N0,J □ Policy U Program Control Branch (Post 831001) 006Q1 

83/11/08 H0VI8, J B Hovis, Cockrill, Weaver 8, Bjor, 29<'P 
21264 033 


8311210947 comments on draft Rapt SD-flWJ-TS-007, "ApplKabll 1 ty Of 
Van der Kamp Method Slug Test Analysis " Rept does not 
provide adequate procedure or present all info needed to 
perform Independent assessment 

WRIOHT, R J Repoiltory Projects Branch (Post 831001) 00599 

83/11/04, aL8DN,0L Energy, D*pt of 32pp 21262 282 


8311220001 Forwards agenda for 830826 preworkthop meeting w/NRC 
contractors to discuss NV nuclear waste storage 
hydrogeology invastigatlon Meeting should produce draft 
agenda for 830920-21 workshop In Denver, €□ 

POHLE, J A High Level Waste Technical Development Branch 00081 
83/00/26 MILLER, H J , BELL, M J. , JUSTUS,? S High Level Waste 
Technical Development Branch 4pp 21269 260 


8311220002 Notification of reschadullng of 830630 meeting for 93D707 
in Silver Spring, MD to discus* SftP rev 

COPLAN, a M High Level Waste Technical Development Branch 00078 
83/06/29 BROWNINO, R Division Of Waste Management BELL,H , 
HILLER, H High Level Watte Technical Development Brench Ip 
21269 299 


8311320009 Notification of 030630 meeting In Bllver Bprlng,HD to 
discuss rev to 8RP used to guide BWIP site characteri latlon 
rept review 

COPLANiS M, High Level Waste Technical Development Branch. 00079 
83/06/27 BftOWNINO, ft OivUlon of Waste Hanagtment fi£LL,M i 
MILLER, H High Level Waste Technical Development Branch Ip. 
21269 298 


6311220007 Trip rept of DOE B30330 U 31 public hearing* in Las Uegas., 
NU L Rene, NV re proposed nemination of Yucca mountain as 
potsntlal high level waste repository DOE press release k 
meeting announcement end 

REHFELDT, WR High Level Waste Licensing Manegemsnt Brench 00037 
83/04/11 BOYLE, R ft High Level Waste Licensing Management Branch 
2tpp 21269 282 


0311220010 Forward* notes from hydrogeology teem visit to USOB In 
Danver, CO to review hydrologic data collected for NV nuclear 
wests storage investigations 

VERMA, T R High Level Wests Technical Development Branch. 00090 

83/06/20 MILLER, H J High Level Wests Technical Osvelopmint 
Branch 6pp 21269 276 


8311220013 Forwards agenda for preworkihop NV test site 
geochemistry 830107 msctlng In Silver Spring, MD 
w/contractori to discus* DOE preworkthop info L queition*. 

List of question# end 

8TARMEft,R J High Level Wa«ti Technical Devalopment Branch 80027 
83/01/04 MILLER, H J High Laval Waste Technical Developmant 
Branch 4pp 2i269 272 


8311220019 Outlines plans for acquiring non! satharmel, var lab ly 
saturated computer flow cods* MULKOM I, TRACR3D Code* mutt bt 
acquired by Summer 1963 to allow for comprehension Codes 
Will be operational by B31001 

ORNSTEINfP ri High Level Waste Llcsnslng Menagsment Branch, 00039 
63/03/31 KNAPP, M,R High Laval Wests Llcsnslng Nenagamint Branch 
4pp 21269 268 


B311220017 Trip r*pt of 031013-14 visit to BNWL re U recovery research 
Ic to assess Impact to schedule of research deliverable* due 
to funding reduction 

ONUONQLI.O N Low Lsvel Watt* Licensing Branch FIN B-8370 
83/11/03 H1001NBDTHAM,L Low Level Waite Licensing Branch 3pp.. 
21269 269 
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B311320O27 Rsquetta Assistance in providing guidance on appropriate 
leA^tlng techniques & acceptancs critsT ia to dsterniliiB 1^ 
rock covirlnffs ulll be stable for 1»000 grs 

HtOOINBQTHAlii L Loui Level Waste Licensing Branch 63/11/01 
OREEVES.J Engineering Branch (Post B3100U Ip 21273 333 


631 1320063 Summary of NV nuclear waste storage Investigation 030919-20 
hgdrogilogg workshop in Denver. CO 

DRH3TEIN.P M High Level Waste Licensing hanagement Branch OOldfl 
83/09/30 PEHRrNQER.D J High Level Waste Technical DAveLopment 
Branch 4pp 21277 041 


6311220066 Somfsarties 0GO3ti telcon w/H Bentley re Infe on Cl-36 age 
dating Process appears to be applicable to NV hticlear 
ujisii ftarage Investigations |< will be Included In site 
charactrriiati on rept 

LOOSDONiM High Level Waste Technical Development Branch 00033 
63/03/30 High Level Waste Technical Development Branch 3pp 
2 1277 037> 


0311220074 Forwards author 621206 Itr to DL Vltth (DDEI» c onf Irmlng 
NV test site workshop schedule 

COPLANi 8 M High Level Waste Technical Development Branch 00024 
02/12/10 BROWNiNOiR E Division of Waste Nanegsment Ip 
21276 395 


— 6311220D7B Sumtnari tes h confirms agreements reached re pre-SCR (site 
character 1 lat ion rept) workshops Bgggistions for content 
of Info packages DOE will provide NflC before meetings encl 
CCPL4N.6 M High Level Waste Technical Development Branch CK)0?4 

63/12/06 7IETH. D L Ehorgyr Dept of 4pp 21276 336 


0311220079 QummarliiS arrangements re NV test site visit, made since 
G20331 memo Glte visit will be held during third wk in 
Man 198 2t 

COPU^iB K High Level Waste Technical Development Branch 00010 
62/0^/07 HILLER. H J High Level Waste Technical Development 
Brancli 2pp 21C77 033 


6311320064 Discusses pre^SCR (site characterization rept) Interactions 
w/DOC for Nevada test site Tim* L agenda for upcoming site 
visit to be decided at 820331 meeting w/DOE 

CDPLAN. 8 H High Level Waste Technical Development Branch OQ009 
82/02/31 HILLEB.H J High Level Waste Technical Development 
BrdftCh snip 21277 033 


6311220087 Suggests assignments for Nevada tsst site project team be 
made as shown on end Issues should fall into five svb^ 
categories 

COPLANjS M High Level Waste Technical Development Branch OQOOD 
Gl/12/22 MILLER. K J High Level Waite Technical Deveiepment 
Branch 2pp 21277 031 


6311220096 Gummarv of 820917-19 meetings ui/DOE L LA6L in Las Vegas. 
NV ri status of geochemistry investigations conducted as 
part of NV nuclear waste storage investigations 6 site 
chiricter lia ti an rept 

COPLANi 6 M High Level Waste Technical Development Branch 00029 

63/01/10 High Level Waste Technical Development Branch ilpg 

21277 020, 


6311220098 Forwards draft site technical position NnWBI BTP-1 0. 
'Orounduatar Issuti for NV Nuclear Waste Storage 
Investigations *' 

POHLEiV A High Level Waste Technical Development Branch, 00137 
83/09/27 miller. H J r DELL. M J i JUSTUS. P 8 High Level Waste 
Technical Development Branch 2pp 21277 001, 


—6311220120 NNW31 BTP-l 0 DRFT 

Draft site technical position NNW8I 8TP-1 0. "Orounduater 
Issues for NV Nuclear Waste Storage Investigations '* 

« Division of Waste Management 00137 83/09/30 I7pp 

21277 003 


6311220127 Forwards *'Burvty of Investigations for High Level Waste 
Ripoiltory at NV Test Sits.'* summarizing 810216-24 site 
visit Meeting suggested to discuss DOE comments 

KfLLER. H J High Level Waste Technical Development Branch 00097 
81/06/06 HEATH. C Energy. Dept of 4pp 21277.045 


— B3tl220l29 "'SuTvsy of Investigations for High Level Waste Raposlkory 
St NV Test Bite " 

DOYLE. F L . PlTTIOHOrC L . LEHMAN. L Division of Waste 
Management 00087 81/05/31 Division of Waste Kanagement 

60pp. 21277 049 


0311220495 Requests opportunity for Berious Tazani Against Nuclear 
Dlipoialifnc to make oral presentation on DOE proposed 
repository guidelines 

HECTOR. A 0 Affiliation Unknown 4eFR504a2 83/11/19 (JHIUK. 8 J 

Office of the aecretery of the Commission ip 31255 205 


8311220522 Requests to make limited appearance statement at proceeding 
re flOe nuclear waste repository guidekinas 

HANCOCK, S Southwest Research and Information Center 40FR5O432 
63/11/19 Office of the Secretary of the Commission lo 
21256 172 ^ 


6311230035 Provides response to B2052L question re conducting weaponi 
taets In proximity of underground waste repository Min level 
of ground motion must be established to preclude damage to 
repository Ci surface 4i to provide access to facilities 
MUNSON. R D Interior, Dept of. Bureau of Mines 62/05/29 
CHAGE.L NRC - No Detailed Affiliation Siven 3pp 21298 348 


8311230043 Forwards Itlnarartj fur Nevada Test Blt« 931007 visit 
MILLER. DF Energy, Dept of 83/09/28 COPLAN. 6 M NflC -No 
Detailed Affiliation Oivan 3pp 21298 360 


S311230<147 Forwards comments on response to Nrc 830113 i fcr re 
esploratory shaft drilling 6 sealing No adverse safety 
effects presently foreseen Listed DOE ref documents should 
be provided 

HILLER. H J Repository Projects Branch (Post BDlOOll 00602 
83/11/09 ANTTQNENj J H Energy. Dept of t4pp 21277 276 


—B31 1230150 "Review of DOE Documents Attached bo JK Anttonen 830223 Ltr 
Ic Subsequent Transmittals. " Ltr 87 Review performed under 
Taak 6,Prajact SO a? Contract NRC -02-61-037 
ROQERDB.W J Odder Associates NflC-02-ei-037 0/93/076 

03/05/13 HAftTUN(3, L High Level Waste Technical Development 
Branch 4Spp 21277 290 


—G31 1230155 "BWIP Comments an Exploratory Shaft Drilling L Sealing " 
e Engineers International, inc. 10H50 63/11/09 43pp 

21277 334 


— 8311230139 "Preliminary Nummary Three-DlmBni lonal Shaft Potential 
Failure Analysis."" Ltr 02 Review performed under Contract 
NRC-02-ai -027, Task 6 

PENTZ.DL Colder Associates NRC-O2-at-027 0/63/073 

83/05/06 PITTIOlIOiC l High Level Waste Technical Development 
Branch IGpp 21278 015 


8311230163 Foruards final draft "Annual Status Rept to Congress on 
UMTRAP. '* for concurrence final comments by 831123 
BAUDLITZ.J E Energy. Dept of S3/11/10 HlGOlNBOTHAM. L 
Lou-Level Waste L Uranium Recovery Projects Branch ip 21296 304 


— 0311230165 DDE/N6-0D^5 DRFT 

Final draft "Annual Status Rapt to Congress on UMTRAP. " 
* Energy, Dept, of 83/11/04 40pp 21290 305 


0311230166 Forwards DM£P underground in situ test plan document to be 
discussed during D31 129-1201 uorkihop 

OLSON. 0 L Energy. Dept of 00597 63/11/09, WRIGHT. R 0 

Repository Projects Branch (Post 831001 > lOpp 21296,091 


—8311230170 8D-QW1-TP-007 VI DRF 

Draft A-O to "Exploratory Shaft Test Plen.Vol I - 
Exploratory Shaft Test Program " 

* Rockwell International Corp 00597 63/11/09 26&pp 

21296 086 


— 0311230172 8D-DWt-TP-007 V2 DRF 

Draft Rev A-o to "Exploratory Shaft Test Plan.Vol II - 
Preliminary Test Descriptions " 

* Rockuell International Corp 00597 03/11/09 66epp 

21276 352 


63)1230248 Requtats state contact be asilgnid to work u/NRC re high 
level waste repository Possible resp onslb 1 1 1 ties for contact 
per Nuclear Waste Policy Act of 1903 outlined 

DAVIS. J O Office of Nuclear Material Safety 6 Safeguard s. Director 
00128 01/09/13 TREEN. D C Louisiana. State of 3pp 21277 109 


8311280009 Roqueets itate contact be assigned to work u/NRC re high 
level waste raspoiltory Possible r espom 1 b 11 Itl es for 
contact per Nuclear Waste Policy Act of 1982 outlined 
DAVKS.J.O Office af Nuclear Material Safety 6 Safeguards. Director 
00131. 03/09/13 HAINKEU. JJ Lautslena. State of 3pp 

2 1306; 352 


6311380015 Forwards summary of observations made during B30127-SS visit 
to USQ8 ofCB In DersvsrtCO to review hy drogcoioglc data 
COPLAN, a H High Level Haste Licensing Management Branch 00002 
83/06/29 NIETH. D L Energy. Dept of 6pp 21306 342 


8311280017 Postponei B3I0I3 parformance asseisfnent workshop 6 631025-26 
geochemistry siorktbop until environ assessment deadlines 
met. 

VIETH, D L Energy. Dept of 00142 93/10/12 COPLAN. 8 H 

Division of Waste Management ip 21306 362 
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e3|l2fl002J& Fastpoh^B 831L0B~C? rBposifcory deBlgit wor-kihoji & S31207 QA 
worjiihap until truN^iron a«B49B<itent dBadllne* 

V/lETHrO L En«r9V< 63/10/21 COPLANDS H 

Division of («fastB Hanagonent Ip 21307 037 


631 1S80031 Foruard-i sot of docuntftntB made available ta (4RC prior 

to Nevada Nuclear Ifaste Site InveBtlgatioTi hydrolosy 
brle/lng on e30920-'2l in OoliJen«CO Llit of refs available at 
Ofc of Hatardoui Maifee Hvdrologv In Rastan^ S^A also ancl, 

U1LB0N#U E Interior# Dipt ofi Oeological Survey 00073 
83/09/09 COFLAN) S High Lev*! Haste Licensing ftanagertien t Branch 
17pp 21321 162 


631126003^ Forwards Nevada Nuclear Haste Bite investigation project 
distribution list & i;c>-70 list to co/rply u/request to remove 
certain NRC periannel from mailing List 

V1£TH)D L Energy. Dept of 00117 23/06/23 CCDPLAM) 6 M 

Division of Ha«te Management 6pp 21307 031 


6311280047 Forwards# under separate cover# phetos taken at NRC request 
during 630114# 30 Sr 2& tours 

VIETHiD U Energy# Dept of 00105 83/02/09 COP LAN# 8 M 

Di Villon of Ifaste ifanagement 2pp 21307 026 


6311280052 Forwards signed proposed final version of closeout coirinents 
from conceptual design worlcshop held on 63D124-S5 at 8andia 
Natl Labs 

VrETM#0 L Ettergyr Dept of 00107 83/04/25 COP LAM, 8 H 

Division of Haste Management 4pp 21307.024 


6311280055 Forwards Signed copy of clbseout cemaients from 83C124''29 
conceptual design warkshap 

VlGTHi 0 L Energy# Dept of 00106 63/05/09 COPLAN# 8. M 

Division of Haste Management 4pp 2130ii 321. 


631 1260091 Pepts progress made by NRC in formulating regulations under 
whlcFi repository for high level waste would be licensed' 

HRIOHTj R J High Level Haste Technical Development Branch 00123 
83/10/D7 SCHILLING# J Nevada. State of 2pp 21307 022 


8311260537 Confirms telcpn re hydrology workshop location Agenda ft 
listing of all -ubrlshops planned for Fall 1963 end 
VIETHi D L Energy# Dept of 00122 83/09/19 LOUX«RR. Nevade# 

State of 3pp 21307 OtO 


6311280536 Informs of continued effort to fight silent menace of 
nuclear waste threatening citirens of State of NV, 
steadfastly opposes establishment of high level waste 
storage facility tc resolves to close Beatty radwaste site. 

Lr8T#R Neveda# State of 00125 82/06/14 Affiliation Unknoun 

2pp 21307 Oia 


8311230541 Notification of Nevada test Site peer review el0824-'28 
nettings In Las VegesrNV/ to consolidate project visitations 
into single annual event 

HR10HT#R xi High Level Haste Technical Development Branch 00009 
61/07/30 miller# H J High Level Haste Technical Development 
Branch Ip 21301) 361 


8311290001 Forwards '^Nevada Test Site Sys Models ** to satisfy 1963 
operating plan Commitment 311336 

BELLfli J High Level Haste Technical Development Drench 00030 
03/01/28 HARTlNi-J B Division Pf Haste Henageiment Lp 
21308 239 


'’'6311290003 "Nevada Test Site 6ys Model “ 

0RN8TE1N#P High Level Haete Technical Development Branch 
HEBER.M Oeottchnlcal Branch (Fost 631001) 00030 63/01/31 

S5pp 21306’ 240 


6311290006 Discusses B20316-19 site visit to Nevada Test ait# & DOE ofc 
In Las V/egas#NV for meetings re review of DOE site 
characteristics rept for Nevada nuclear waste storage 
Inveitiget lotv 

aoHOL,D International Engineering Co 00016 82/06/11. 

COPLANDS N Division Of Haste Management 12pp 21308 221 


BPl 1290010 Trip rept of 790924 it S3 visit to Nevada Test Site re 
critical Bssistment of DOE waste mgt program Agenda, slide 
presentation L plan for design of in situ rock mechanics 
testing lab in climax granite end 

BQ'VLE# R R High Level Haste Llcanelng Management Branch 00046 
79/10/22 MALAROrJ C High Level Haste Licensing Management Branch 
60pp 21308 161 


6311290-011 Comments on review of Nevada nuclear waste storage 
1 nves t i gatl-on doclcet file re documents contained in 
technical library Review conducted to detertnlne how many St 
which specific documents will require review 

POHLE»fc). A Geotechnical Branch <Post 831001) 00152. 03/11/09 
KNApPjiM R Oiotechnlcal Branch iPoet 831001) 47pp 21308 114- 


8311290014 Designates points of contact for technical# tribal & legal 
matters re identification of DOE potentially acceptable 
nuclear waste sites it Interested Indian tribes 
MILLS# 6 Interior# Dept of# Bureau of Indian Affairs 00132 
sa/03/16 BRDHNIN0#R £ Division of Haste Management 6pp 
2130B 056, 


6311290065 Informs that meeting summaries & NRC contractor trip repki 
from NRC/DOE workshops In geochemistry <830112-13)# 
hydrogeology (830118-19) it repository design <830124'’25) 
will be placed In PDR H/o end 

COPLANDS M High Level Haste Technical Development Branch 00041 
63/05/27 VIETH. D L Energy# Dept of 2pp 21309 032 


0311290070 Forwards list of action Items prepared as followup to 
NRC/OOE 030517-19 meetings per 030519 request Items 
Include environ Issues & growndruJes for exchange of 
preliminary info 

COPLAMi 8 M High Level Haste Technical Development Branch 0009] 
62/06/11 KUNICH#riP Energy# Dept of 2pp 21308 361 


8311290115 Proposes 820520 meeting in Carton City>NV to discus* 8tate 
of NV possible participation In NRC review of DOE high level 
waste disposal activities H/o end background matlrlOCFR60 
Sc rept of NRC sit* visit 

HILLER# H J High Level Haste Technical Development Branch 00090 
02/04/27 ROBINSON# 8 Energy# Dapt of ip 21309266 


6311290227 Notification of 790314 meeting u/DO£ at Nevada Test Bite td 
discuss spent fuel program 

BOYLE# J C High Level h Transuranlc Haste Branch <Pre 790501). 

00045 79/03/00 MALARO# J C High Level L Transuranlc Hitte Branch 

(Pr# 790501) lp. 21309 313 


6311290338 Notification of 790302 meeting w/DOE# Harvard Unlv 1# Stanford 
Unlv representatives in Las Vegas# NV to discuss geochemistry 
It hydrogeology of radionuclides from underground testing at 
Nevada Test Bite 

flOVLE# R R High Level 8< Transuranlc Haste Branch (Pre 7905011 
00044 79/02/26 MALARO# J C High Level It Transuranlc Haste Branch 

(Pre 790501) 2pp 21309 313 


6311290243 Trip rept of Nevada nuclear waste storage investigations 
810624-20 peer review In Las Vegas# NV re geology /hydrology # 
geotechnical /geoeng ineerlng etudiet It environ studies. aUtfe 
presentation encl 

HRlGHTtR J High Level Haste Technical Development Branch 00006 
61/09/16 MILLER# H J High Level Waste Technical Development 
Branch 15pp 21309 296 


8311290247 Notification of 010203 meeting w/Nevada Test Site visit 
group to distribute Info pac kets# technical ref document* & 
complete trip plans 

HRI0HT#R J High Level Haste Technical Development Branch OOOOi 
01/01/29 ALEXANDER# D H , LEHMAN# L L High Level Hast# Technical 
Development Branch DOYLE# F L NRC - No Detailed Affiliation Given 
lp 21309 297 


6311290315 Forwards updated roster of Nevada Test Site topic review 
teams# per 020927 agreement 

COPLAN# 8 M High Level Haste Technical Development Branch 00094 
62/10/14 VIETHrD. L Energy. Dept of 3pp 21300 335 


6311290339 Farwardf systematic identlf icatlon of Nevada Test Bite 
1 ssues# Includ Ing questions re transport# stabll 1 ty# roc k 
mechanics & repository design# engineered barriers It waste 
form It Institutional it environ issue* 

CQPLAN# 8, M High Level He«te Technical Development Branch. OODll, 
62/04/16 MILLER# H J High Level Haste Technical Development 
Branch 18pp 21306 316 


8311290348 Forwards summary of 830127-26 visit to U60B ofc* in Denver. 
CO re hydrogeologlc data for Nevada nuclear waste storage 
investigations. 

COPLAN. 8 M Nigh Level Haste Technical Development Branch 00114, 
03/06/28 VIETH# 0 L Energy# Dept of 6pp 21308 312. 


6311290350 Informs that Nevada Test Site trip summary It review of DOE 
activities will be presented on 830318 

WRIQHTi R J High Level Haste Technical Development Branch 00002 
01/03/12 MARTIN# J B Division of Haste Management HILLER.H^ # 
HKITE.L A High Level Haste Technical Development Branch. lp. 
21306 309 


8311290353 Trip rept of Nevada Waste Test Site (NHT8) 821213-17 annual 
meetings In La* Vegas#NV re DOE/NHTS program# ip«nt fuel 
storage I# handling It site characterl lablon for high level 
waste disposal Slide presentations encl. 

BELLiM J I HILLER, H J, High Level Haste Technical Davelopment 
Branch 00040 83/05/02 BROWNINO.R.E Division of Haste 

Management lOOpp. 21310, 124 
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831129039^ Foru^rdi asvnda for 830110 prvuiorkshop Nevada T«ftt Sit:« 
hvdTogioloDU mvatin? Uf/contractor« in Silver &prlng»{1D to 
dl-lf prtuork«hop Info & dlecuve U prlorltlie uorksfiap 
top ici 

POHLEf J A Hiii<h Level Naete Technical Development Branch 00026 
03/01/03 MiLLERiM J High Level Naite Technical Development 
Branch 2pp 21309 307 


8311890374 Foruardt lifted meeting eomniarlef &( contractor trip 
reptfiper telcon* prior to Jan 1903 W/o encle 

CDPLANi B K High Level Haste Technical Development Branch 00118 
03/06/07 LOUX, R R Energy. Dept of 2pp 21310 339 


8311890300 Aecommendf fourcee of info re fampling of diffoWed gases & 
geoitat 1 vt 1 ca 1 ettlmation. per commitment at 030112-13 
u«r%*hop. Doun-hole sampling should be considered 

L008CONj K High Level Hafte Technical Development Branch 00034 

03/03/30 COPLAN) 8 H High Level Haste Technical Development 

Branch 3pp 21310 336 


0311890309 Summary of 030124-39 repository design uorkshop at Sandla 
Natl Lab h 030186 site visit Workshop held to identify 
Issues 6 consult on acceptable methods & approaches far 
Issue resolution 

COPLAND 8 H, High Level Haste Technical Development Branch OOllO 
03/03/19 HILLER. H J High Level Haste Technical Development 
Branch 7pp 21310 329 


8311290396 Foruferds status rept on preparations for Nevada niiclear 
waste itoragB investigation site charac terl lation program 
review. 

COFLAN ■ 8 H High Level Haste Technical Development Branch 00036 
B3/03/31> DRDHNiNOi R E Division of Haste Hanagement 4pp 
81319:870 


0311890397 Comments on review of UBOS Open-File Rept 82-701, "Orevlty 
at Vucce Mountain " Map Interpretation reasonable aubiutfect 
•taps shewn in Cross-section C-G questionable 

lUftFLUEH, E Earth Sciences Branch 00023 02/12/07 PENDLETON, H 

High Level Haste Technical Development Branch Ip 21317 277 


631189039? Forwards draft Site Technical Position NNH8I 8TP-1 0« 

"Or auntfwater Issues for Nevada Nuclear Haste Storage 
Inveatl gatl ons. *’ Comments by 630817 requested 

POHLEttf A High Level Haste Technical Development Branch 00043 
03/09/10 HILLER, H T . DELL, M J . JU9TU8, P 8 High Level Waste 
Technical Development Branch 2pp 21317 299 


—6311290-400 ‘"Oroundwa ter Iikues for Nevada Nuclear Waste Storage 
Inivae t Igations, draft site technical position 
e Division of Haste Management 00043 63/OS/lO 16pp 
81319 261. 


8311870403 Notification of Nevada Test Site 830112-13 geochemistry 
wortihop, hydrogeology workshop scheduled for third wk of Jan 
e, design workshop scheduled for fourth wV of Jan to discuss 
giologlc stability & waste form/waste packaging 

COPLAN, 8 h High Lavel Haste Technical Development Branch 00022 

98/12/06 High Level Haste Technical Development Branch 2pp 

81319: 183 


6311870409 Forwards agenda for post-workshop Nevada nuclear waste 
storage investigation hydrogeology 630314-19 meetings In 
ailvar Bpring»t1D re site technical position & sits 
character 1 latlon 

POHLEiJ. A High Level Haste Technical Development Branch. 00031 
83/03/lt HILLER, H J High Level Haste Technical Development 
Branch. 3pp 21317 180 


0311270406 Trip rept of Nevada Test Site hydrogeology team B30187‘'28 
workshap in Denver, CO re review of hydrogeologlc testing 
data Analysis acceptable 

VERHAt T. R High Level Haste Technical Development Branch. 93/03/17 
HlLLEFt, H J. High Level Haste Technical Development Branch. 16pp 
21319; 189 


B311870407 Requests author i tat Ion for 0 DIrchard participation In 
031039 Nevada nuclear waste storage Investigation 
gsochamtstry workshop & in FIN A-7190 review In Los Alamos, 

m 

KNAPP, M Oaotechnleal Branch (Post 831001) FIN A-7i9D 00149 
03/10/04 CONTliE Haste Management Branch. Ip 21317 361 


6311290408 Forwards agendas for Tuf Haste Package 831012 premeeting 
ti 031010-19 meetings in DuhliniCA 

tfICK,C A Engineering Branch (Post 831001) 00130 83/10/09 

BELL,M.J. I OREEVEB, J T , KNAPP.H R NRC - No Detailed Affiliation 
Olvaii. 10pp. 21317 340 


63112904D9 Trip rapt of 020917-21 Nevada Test Site visit re progress of 
site characterisation rept 

ORNSTEIN.PH High Level Haate Technical Development Branch 00019 
02/07/12 KNAPP, II R High Level Haste Technical Development 
Branch 24pp 21319 1S6 


6311290412 Trip rept of Nevada nuclear waste storage Inva stlgatl on 
pre-SCR (site characterization rept> hydrology 030117 
uorkthup in Denver. CO re modeling capabilities in 
unsaturatsd zone 

ORNSTEIN. P M High Level Haste Technical Deve 1 D-pmsnt Branch 0004«? 

03/06/07 KNAPP. M R High Level Haste Technical Development 
Branch 7pp 21319 149 


0311290413 Comments on review of DSOS Open-Fi lo Rept 02-773 re Nevada 
Teat Bite thermal data 

IWRFLUEH.E 0 Earth Sciences Branch 00026 83/01/09 

PENDLETON. N H Oeotachnlca) Branch (Post 931001) 2pp 21319 147 


8311270416 Summary of DDE/NRC 030110-19 hydrogeology uorkshop In 
DenvarrCO & 930120 visit to Vucca Mountain site Workshop 
hsld to identify iisues 6 consult on acceptable methods t, 
approaches for issue resolution 

COPLANi 8 II High Level Haste Technical Development Drench 00038 
83/04/19 HILLER, H J High Level Haste Technical Development 
Branch 6pp 21317 390 


0311270417 6umnary of NRC/DDE Q30112-13 geochemistry uorkshop b 030114 
visit to Yucca Mountain site Horkshop held to identify 
issues it consult on acceptable methods It approaches for 
Itiue resolution 

COPLANi 8 M High Level Haste Technical Development Branch 00039 
83/04/19 HILLER,H J High Level Haste Technical Development 
Brench 7pp 21319 140 


831127041B Summary of 820927 meeting u/DDE In Lis Vegas, NV re nature t 
timing of pre-8CR (site characterization reptJ Interactions 
between NHC & DOE re Nevada nuclear waste storage 
investigations U general time for upcoming workshopi 
COPLAN, 0 H High Level Waste Technical Development Branch 00020 
02/10/12 MlLLERfH J High Level Haste Technical Development 
Branch 9pp 21318 004 


0311300034 Discusses msrits o-f two scelad-doun preslts characteristic 
review uiorlihaps vs slz single-issue workshops. 

DENNETT. J H Energy, Dept of 00076 82/11/23 VIETH, D Energy. 

Dept of tp 21323 362 


B3I 1300044 Lists USDS survey open file repts for 631004-00 
DOE Ic NRC workshop on geology 

VIETH. D L Energy, Dept of 00133 63/09/08 CGPLAN, B M 

Division of Waite Management 4pp 21324 007 


8311300047 Foruardi corrections to Nevada nuclear waste storage 
Investigation distribution list 

CDPLANt 8 M High Lsvel Haste Technical Devalopment Branch 00119 
03/07/13 VIETM, D L Energy, Dept of 2pp 21334 009 


83113-00040 Forwards listed repts as background Info for 838112-13 
workshop an geochemistry at Los Alamos. NM W/a end 
VIETN.D. L Energy, Dept of 82/12/22 OOPLAN, B M High Level 
Haste Licensing Managsnint Branch 2pp 21324 003 


0311300049 Forwards list of refs provided to NRC prior to Nevada 
nuclear waste storage investigations hydrology 831118-19 
briefing In Denver, CO 

VIETH. D L Energy, Dept of 00103 82/01/07 COPLAN. 0 High 

Level Haste Licensing Henagament Branch Ip 21324 OOl 


9311300079 Forwards coRinents submitted to DDE on proposed siting 
guidelines W/o end. 

GOP LAN. 8 M High Level Haste Technical Development Branch 00109 

83/09/02 LOUX,R R Nevada, State of Ip 21323 361. 


8311300144 Forwards composition tablet for groundwater fr-om wells at 
Yucca Hountain In NV Test 61 te W/o ends 

OAKLEY. D T , OOARDrA E Los Alamos Scientific Laboratory. OOl 00 
62/12/20 COPLAM. 8 NRC - No Detailed Affiliation Oiven Ip 
21324 033 


B31 1300204 Forwards viewgraph t requastod at NNHSl Project 
Oeochemistry Horkshop covering organic content & 
mlcroblologl-cal activity 

SflETHiO.L Nevada, 6tata of 83/OS/Ol. OQPLAN. 6 Division of 
Haste Management 6pp B1324 034 


8311300373 Presents reasons for approach to high level waste mgt 
probleoi similar to that presented at Oatlinburg meeting. Kay 
concept In un of models Is that soils h racks hold up 
radionuclide Excerpts from LLL Rept UCRL-e3-320 end 
MARTIN, J B Division of Haste Management 00003 Ot/03/16 

SNIFEB.a Duke Power Co 19pp 21325 266 



472 


NOWDOCKETED ITEMS 


8311300397 Forw«riic NRC in«nio pre^tenting cofumsnti on Nevada nuclear 
ueiVi ftorage Invettigatl on* ^^fVUSl^ 810S24-28 peer revlebi 
Coi(M«#nte update NRC under *tand Ing a# WWSI activities »inc# 

Feb 1901 ilte visit 

MlLtERiH J High Level W3»te fechnltal Development Branch 00000 

01/12/09 COOLEY^O Efierggi Pept oi Ip 21325 283 


“—0311300411 Surinary of Nevada nuclear waste storage investigations 
(KNNSI) 810624^23 peer revleb/ re BullFrog t«jf f • rrieasuremants 
of vertical ligdraulic permPebil Itg i improved straddle packers 
It rack stress probiajjs* at Yucca Mountain 

IfRlGHTtR xl High Level Haste Technical Developinent Branch 

MIC •“02“ 01 -037 01/12/09 MJLLER.M J Nigh Level Haste Technical 

Development Branch 4pp 21329 264 


0311300439 Foruardi Info considered necessary re explgratorgf shaft 
const 8r sealing Contractor comments end 

CDPLAN, S M Nigh Level Haste Technical Development Branch 
NflC-O2“0 1 -037 00106 83/04/14 VIGTH. P L Nevada. State of 

6pp 21323 341 


— 03113OO44D Submits 1 tr rept for Oct 1983 on ''Conceptual Design Kept. 
Espioratorg Shaft *- Fhase I.NV Nuclear Haste Storage 
Investigations! " c tmerernlng proposed estractlon staami const 
tichntque i» cost estimates & tasting plan 

OATGBiR H Oolder Associates NRC-02'-ai-037 OQLOtb 82/11/03 
HARTUNOiU High Level Nests Technical Development Qranch lOpp 
21329 347 


—9311300446 Submits draft ItT rept for Contract NRC-02~fl2-030 on reviekj 
of nine Nevada teat ilta documents under Task Order 002 
a Energy Consul tan tsi Inc NR C-O 2-82-030 10B5-002-OOB 

03/02/24 SEAMANS. T. High Level Haste Technical Development 
Branch 4pp 21329 397 


0311300442 Forwards ASLB hearings echadule for Aug 1900 

CDFUANi S M High Lavel Haste Technical Development Branch 00119 
03/07/19 VIETH D, L Energy. Dept of 3pp 21329 193. 


0311300466 Bumtnarlses impressions of U508 L contractor data on OGE 
high~levsl <«raste reposltorg program Oowngradlent Yucca 
Mountain flou' syt should be delineated in terms of active 
flow 4< areas of discharge. 

ftlFFLIK/H D Affiliation Untnown 00014 82/09/27 COFLAN. S H 

High Level Haste Technical Davelopment Branch 7pp 21329 334 


XPORTLIC EXPORT AND JKPORT LICEH0E8 


93£lO2O4B0 Requests conflrnation that Reiiter-Stokes proposed export of 
detectors to Mexico meats epeclfic expert licensing 
criteria 

ZIMMERMAN. J V Assistant Director for Gxpor t/lmport St Inter national 
Safeguards 83/10/19 STOIBER.C R Stats. Dept of. Bureau of 
Oceans 6 Inti Environ & Scientific Affairs Ip 2(048 346 


—0311020402 Informs that Beuter-Stokes proposed export of fission 
counter 6 ionliation chamber to Mexico meets criteria of 
Bictlon 109 G of Nuclear Nonprol i f eration Act of 19/0 
STEfNBEROr E e StatOi Dept of. Bureau of Oceans It Inti Environ 
& Sciantific Affairs, 03/00/30. SHEA. J R Office of 
international Programs. Director. 9pp 21048 347 


9311070639 Notifies of typographical error in Amend 3 to export 
license statement should read cermet wire or pellets 
Corrected amend requested 

JANZDW.E F Monsanto Research Corp 03/10/19 HEMBV, E Asslitant 
Director for Export/ import {e Internationa 1 Safeguards 2pp 
21070 342 


831}07064l Application for license to export 10 Model flS-C6“ 0201 -231 
moveable In-cora flux detectors to Eu-eden 
BKARUPA, J D Reuter-Stokes. Inc 0-0020 B3/iO/l9 Ip 
21070 344 


6311070643 Forward* application to export carbon (t stalnlase steel 
valve* to Belgium 

ARNDT. 0 £ Gorg-Harner Corp GOA -83-4 14 08/10/18 NEHBY.EI 

A*il*taTit Dlractor fpr Export/lmpert 6 International Safeguards Ip 
21070.391 


— 931 1070644 Application for lic*n*e to export carbon 6 stainless steel 
valve* to Belgium 

ARNDT, O E Borg-Harner Carp A922D9 83/10/18 Ip 21070 352 


B3ltO0ODDi Forufard* application to raneu erport license, e x tend Itig 
aiplration data to 891231. 

ARNOT^O E BoTff-Warnar Corp COA-83-413 03/10/18 HEMBY.E 

Afflitant Director for Expor t/lmpert & International Safeguards Ip 
2109S'397 


— 0311000002 Application for raneual of license to export carbon 4 
stainless valves to Belgium 

ARNDT. 0 E Borg-Warnar Corp A49369 03/10/10 Ip, 21092' 350 


0311000003 Application to amend export 1 Icsnsa. 1 isting addl ulileistf 
consignees 

FOSTER. C f1 Ediow International Co 03/10/20 WR lOHT. B Atiistenii 
Director fur Export/Import 6 International Safeguards Ip 
21092 396 


0311000168 Amend 1 to Nissho-lual American Corp export Jltensa. 
extending expiration date to 690131 6 Increasing quantity to 
12 270 kg U-239, cental nad in 27 026 kg U, for export to 
Japan 

ZIMMERMAN, J Y Assistant Director for Export/Import & internaticnal 
Safeguards MACFJ-2646 03/10/29 2pp 21008 393 


0911000179 Amend 1 to Nlsiho-lwai American Corp export llcens*. 
extending expiration date to 090131 & increasing quantity 
to 29 049 kg U-239, contained in 99 174 kg 0. for export to 
Japan 

ZIMMERMAN, J V Assistant Director for Export/Import 6 InternatUnsl 
Safeguards MACPJ S649 03/10/29 2pp 21000 057 


8311000440 Forurardt application to export six subcoolad margin moniiors 
6 peripheral equipment to South Korea 

SCHERERiAE Combustion Engineering, Inc LD-03-091 63/(0/10 

ZIMMERMAN, J Y Assistant Director for Export/Impor fc ^ Int arnatiOTieJ 
Safeguards 2pp. 21111 399 


— 0311080450 Application for license to export six subcoolad margin 
monitors 6 peripheral equipment to South Korea 
SCHERER, A E Combustion Engineering, fnc 03/09/26 ip 
21111 361 


0311000461 Fortxards application to export reactor vessel U closure 
head aisemblv to Peoples Republic of China 

SCHERER, A E Combustion Engineering, Inc L0-e3-092 63/10/10 

ZIMMERMAN, J V Assistant Director for Export/Imporfc 6 Internak tana J 
Safeguards Ip 21113 396 


—0311000469 Application for license to export reactor vassal Sc cloiuri 
head assembly to Peoplas Republic of China 
SCHERER, A E Combustion Englnaaring, Inc 63/09/26 tp 
21113 397 


0311060476 Forwards application to export 400 g unirradiated U dtaxide 
fuel pallets to Danmark 

WILSON, 0 D Oanaral Electric Co 8DW-117-83 03/10/19 

WRIGHT, B L Assistant Director for Export/lmpor t S. Intarnatldnal 
Safeguards ^ Ip 21113 270 


— 0311080479 Application for llesntt to export 400 g unir rad latfd U 
dioxide fuel paUett to Denmark 

WILSON. B D Gantral Electric Co BDW-117-83 03/10/19 tp 

21113 271 


8311060972 Forwards Amend 3 to Monsanto Research Corp aipart llcenssir 
extending expiration date to 89U01 S« changing wording of 
description of proposed exports of Cf-292 

HEMBY, E NRC - No Detailed Affiliation Given 03/10/27 NRC - No 
Detailed Affiliation Given ip 21094 322 


8311080983 Advises that license for Borg-Warner Corp to export 
specially designed valves to Belgium Issued u/o normal 
19-dag waiting period Items originally authorised under 
Export License KCOM-Odll which was allowed to expire 
ZIMMERMAN, J V Assistant Director for Export/Import Internatiora] 
Safeguards 83/10/27 Assistant Director for Export/Import 4. 
International Safeguards ip 21113 330 


0311000612 Application to renew import 1 icente, extending axplratlon 
date to 070101 

HANNETT.B A Transnuclear, Inc, TNP-423 03/10/25 MOORE, R N 

Office of International Programs, Director ip 21113 332 


8311080613 Request* expedited processing of 831081 appllcetlon for 
export license, to permit shipment of valves during first ut 
of Nov 1983 

ARNDT, 0 E Borg-Warner Corp. C(?A-a3-420 83/10/21 HEMSV.E 

Assistant Director for Export/Import & International Safeguards If 
21113 331 


0311090421 Application to amend export license to extend expiration 
date to 841231 

HERBCH. M M Westlnghouse Electric Corp MMH-420 03/iq/26, 

ZIMMERMAN. J Y Asslitant Director for Expor t/lmport h Internationa] 
Safeguard* Ip 21144 166 
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0Sl 1090437 Llc»nt« for Affl»r*hAm Corp to a i port 0 OOB g Np-a37 to 

Canada 

ZlhliEBMANtJ Atilatant Dlrtctor for Export/Import ti Cntarnat lonal 
Biiftfluarda B3/10/27 Ip 21144 192 


B3| 11-00007 Llcantv for Borg-Uarnar Corp to export carbon &c itainlaii 
• t«*l gldbti check (c gate velvet to Belgium 

I IHMERMAM. J V Aeiictant D-lrector for Eip or t/ Import tc International 
Bafeguardt A49369 83/10/27 ip 21149 319 


631114013? Foruavde application for export llcante for minor nuclear 
export Ltr of atturance rsquired U/o encl 

ZIMhEflrtANpJ V A&elitartt Director for Export/ Import & International 
Safeguardt S3/10/28 RAYttGND, J Energu, Dept of Ip 
21163 239 


6311140141 Application for licenie to export three 0F-3 neutron 
detector oeeambilee to Belgium 

KEETliER.VJ H Ueitlnghou&e Electric Corp ZE~2066S 63/10/18 Ip 

21163 260 


0311140036 Application to amend export 1 Icentei Increixlng quantity of 
A^afcL to be exported to 8. 60B kg U-235i contained in 249 ■ 499 
Ig Up to South Korea 

HeRBCH. M H Uectlnghoufc Electric Corp hhH-421 83/10/26 

Z IMHERM ANp J V Aftietant Dlractor for Exp ort/ Import & International 
Safeguards Ip 21162 360 


6311140144 Foruards application for amend to export llcanet to add four 
addl ultimate CDnsignees Ltr* of assurance required W/o 
enc I 

ZlhflERMANpJ V Astietant Director for Ex per t / ! mpor t 1< International 
Bafeguardi 83/lO/Se RAVMDNDp J Energyp Dept of Ip 
21163 273 


Q31 1140033 Ltr of atiurance re export of 29 Ig U oxide pellete* 
enriched to 4 9XU-335pto Noruayi per telcon 

AABh£IHp H Rorwayr Oovt of 83/10/29 RAYHDNOp J F Energyi Dept 
Of. ip. 21162 361 


6311140040 Ltr of aiiurance re export of Ip 176 kg U-239 j enr Lched to 
■4X Uita Japan 

SHIHAKAUApT Japani Oovt of 83/10/31 RAYMOND. J F Energy, 
]>lpt of Ip 21162 362 


B311 140043 Llcente for Qentral Motori Corp to export niece 1 laneoui 
tpa.rt parte^ for ball ipllne aei cmbl let. to Canada 

ZlfUiERHAMp J V Aieietant Director for Export/Import tt International 
Gafeguarde 1^0 B410D 83/11/04 Ip 21163 024 


B311 140047 Application to amend export I iceneti increailng quantltg 
of Matl to be exported to 92 fuel elementt to Algeria 
I1D44RY«VI R OA Techno log I ei j tnc. /Oeneral Atomic Co lEL'SOSl, 
03/10/27 ZIHMEHMANpJ Aieietant Director for Export/ Import (< 
International Safeguardi ip 21163 029 


B3] 1 I40OII0 Application to amend export 1 iceniep increating quantity of 
U to accompany TRIOA Mirk I reiearch reactor to Algeria 
MOynVi M R OA Technologleep Inc /Oineral Atomic Co IEL-9090 
B3/10/S7 ZItiMERMANiJ Aeeiitant Director for Export/tmport & 
Intarnatlonat Rafeguarde Ip 21163 02B 


1^11140032 Ltr of atturance re export of 10 g U-239 p conta ine d In 400 g 
Ui to Danmark 

DinaoIBrD Europten Communitieip Commiseion of 83/10/26. 

RAYMOND. J Energy^ Dept of tp 21163 09? 


6311140039 Requeetf Executive Branch poeition re Union Carb 1 de Corp 
appllc-atlon for licenee to export nuclear grade graphite to 

iJApan. 

ZlMHERMANiJ V. Aeeietant Director for Export/tmport Ic International 
Safaguardt 63/11/04 BTOlBERrC State. Dept of. Bureau of Oceane 
lx Inti. Environ fc Scientific Affaire ip 21163 060 


8311140176 Application for amend to oipovt licenee to extend expiration 
date for 9 yi'e 

MDMRYi W R OA Technologies. Inc /General Atomic Co IEL**5092 
83/10/27 ZIMMERMAN. J Ae-sletant Director for Export/Impart 6 
Intirnatlonsl Bafeguarde Ip 21163 309 


8311140210 Informe that License }^BMM-2071 may be Istu-ed No matl 
Changed circumstances since issuance of License X6NM~2Q02 
HOOREiR N Aeeietant Director for Export/ Import 6 International 
Sifeguardi 83/10/07 Aieietant Director for Export/Import (x 
International Bafeguarde Ip 21164087 


G31114DS16 Application for license to export 751 mCl Cf>"292. contained 
in one neutron source. to Japan 

FI8HER.U A National Nuclear Corp C70a JNF 82973 83/10/26, Ip 

21164 093 


8311140219 Application for license to exp-ort one pump case it 
acctseior iesj f or use In coolant pumps for nuclear evci to 
Italy 

PEARBON.A Borg-ifarner Corp 74191268 82 83/10/31 ip 

21164.095 


631 L 140222 Amend 1 to Traninucleari Inc import 1 icanee* extend ing 
expiration date to Q70101 

ZIMMERMAN. J. Y Assistant Dirictor for Export/ Import & International 
Safeguard 1 83/10/20 ip 2U64 099 


6311140347 License for GE to export 200 kg normal U. In form of U 
beeaf luorldsf to Canada 

ZIKMERMAN.JV Assistant Director for Expor t/lmpor t b International 
Safeguards 0Dll-iO6^D3 83/11/01 Ip 21167 212 


B31114039G License for Ifeitlnghouse to export one conpeneated 
lonltation chamber* Made 1 NL 23084* to Japan 

Z1MHERMAN*J V Assistant Director for Export/Import & International 
Safeguards ZE 60202 63/10/31 Ip 21164 362 


63ilt400A6 Amend 1 to Uesttnghouse export 1 Ictnte* extending expiration 
dmta to 841231 revising Condition 9 on Page 2 of license 
to tal« into account recent changes to 10CFR71* effective 
830906. 

ZlhMERMANi J. Assistant Director for Export/tmport &* Irit ernatlonai 
asfeguerde MMH'2l7 63/10/20 2pp 21163 061. 


6311140066 License for Braunkohle Transport USA to export 563 kg U-239. 
contained in 20*670 kg U* to West Osrtnany 

ZfifViCRHAM* J. V Office of International Programs* Director. PE-EX”!. 
83/10/07. 4pp 2tl63 068 


S31114D13S Application for license to export Zlrcaloy-4 alloy fuel 
channel 1 to Japan. 

MOZNZAKiDR Carpenter Technology Corp 3-917-094N. 83/10/29 

HEHBYj E Assistant Director for Export/Import & International 
Safeguards 3pp 2tl63 20Q 


8311140134 Application for license to export tuo tandim’-type spare 
nechanlcel seal cartridges & bearing assemblies 
-6 Mi ace 1 laneous spare parts to India. 

PEAR&ONrA. F Dorg-Warner Corp PV94960 83/10/19 2pp 

2116*3 2S7. 


8311140137 Application for license to export 7*900 lb cerium fluoride* 
containing up to 37 5 lb thorium* to Bpaxtl 
BEhCNER. D MI.T Chemicals. Inc 83/10/25 Ip 21163 294. 


8311140138 Application for license to export one BF-3 proportional 
counter to Nest Germany 

HEETHeR.M.H Meetinghouse Electric Corp ZE10467-A 03/10/20 Ip 

21163, 235 


8311140361 Llcinse for Meetinghouse to export threi BF-S proportional 
counters. Model WL'’240lO. to Belgium 

ZIMMERMAN. J V Assistant Director For Export/Import & Internstlona 1 
Safiguards ZE-20644 B3/ 11/01 Ip 21166 351 


8311140377 Application for lie ansa to export 500 liters deutsrlum to 
fiouth Korea 

e Mitheson Gas Products 101^40523 63/10/29 Ip 21163 190 


8311140441 Foruardi application to export one log it one linear current 
channel to Argentina 

MDWRY.H R OA Technologies* Inc /General Atomic Co lEL-9049. 
B3/t0/25 Zll1MEnKAN*J Assistant Director for Export/Import & 
Interna tlonal Baftguards 2pp SklB2 047 


— 8311140444 Application for llcsrvsa 
current channel to Argintlna 
MDHRYiM R GA Technol ogiai. Inc 
83/10/25 Ip 21102 049 


8311140459 Amend 1 to Sigma Chemical 
expiration date to 851201 
ZIMMERMAN* J V Assistant Dirictor 
Bafeguards D-86 63/ 11/08 Ip 


8311140467 Amend 1 to Blgma ChamUal 
expiration date to 651-201 
Z1MMERNAN*J V Assistant Director 
Bafeguards D-B8 B3/U/0B ip 


to export one log It one linear 
/General Atomic Co IEL-5049 

Co export Ucinsti extendlrtg 

for Export/Import &. International 
211B1 359 

Co export 1 icanse* e x tend ing 

for Export/Import I* International 
21181 361 


8311140408 Llcsnsa for Reuter^Btokei* Inc to export 10 movsabte in-core 
flux detectors, Model fla-c6-'0201-231i to Burden 

ZIMMERMAN* J. V. Assistant Dirictor for Export/ Import & International 
Bafiguardi B-002B 83/10/26 Ip 21167 338 
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0311140496 Ltt^ of a&«ur-anc 0 r* Llonfa KU-SSSS 

BOlGVENUEil. Canada. Oavt oP. G3/10/24 RAyMaN[>. J P l^nergu* 
D«pt or ip ?U67 ^e»7 


0311140303 Applicatlori dor llc«n«t to aicport 1 uCl Cf~2S3 to India 
ttr of asiuranc* tncl 

BEf^GON. E C Isotope Producti Leboratorisi 83/11/03 itpp 
31167 269 


6311140912 A^ind 1 to SJgma Chsnlcal Corp export 1 Icsnie. oi tanding 
expiration date to 891301 

ZIMMERMAM. J V Asslffeant Director for Expor t/Import tt Int arnatlonal 
Safeguard f D-97 83/11/08 Ip 31167 397 


B3111900D9 l.icense for OE to export 10 g U-239, contained In 400 g Ui to 
Oemnark 

ZIKHERMANp V Aeslitent Director for £xpor t/lotport (< Internet lonat 
Safaguerdi BDlV-117-83 83/El/DB 4pp 21189 337 


G31 1190012 Re^ueits Executive Branch position re OA Technologies 
831027 application to Increase pauer level from 290 111 to 
1 9 fflW 

ZJMHERKANi J V Asiistaht Director for Export/ Import 6 International 
Safeguards 83/11/10 8 Tar 8 £R« C A State. Dept of. Bureau of 

Oceans Sc Inti. Environ 6 eclentlflc Affaire. Ip 81169,307. 


8311190016 License Pot Hestinghouie to export three BF-O neutron 
detector astcnib lies* Model UL'’S4040i to Belgium. 

ZIMHERHAN. J V. Asilstant Director for Expor t/In^port & International 
Bafaguards 26-20662 63/11/08 2pp. 21183 360 


83M190019 License for OE to export 1 1 kg 0-2391 contained In 23 kg li. 
to Noruag. 

ZiMKEflMANjvl 'Z Assistant Director for Export/lmport It International 
aafeguards QDH-lOl-eS 83/11/08 4pp 211BQ 171 


B311t60i?S License for OE to export 1.176 kg U-233i contained in 40.393 
kg U«to Japan 

ZIHMERMANi J V Aiilftant Director for Esport/Import & International 
Safeguards DDW^86-83 83/11/04 4pp 21801.160 


8311160197 License for C'-E to eaport tubcoolad margin monitorc ti 
parlpharai Instrumentation equipment to Booth Korea 

J V Assistant Director for Export/Import & International 
Safeguards LD-S3-09I 83/11/04 3pp 21201.177 


8311160200 Amend 1 to fiorg-Uarner Corp expert 1 leans*. increes ing 
(|uantlty of carbon & stainless steel va Ives, increasing value 
of export fc extending expiration date until 861231 
ZIHMEflMAN* J V Assistant Director far Export/Import it International 
Safeguards A 99127 83/11/04 Ip 21201 176 


83U16D241 Informs that License X8h;M-2069 may be issued Mo inatl changed 
circumstances since Issuance of Amend 1 to License 
X0NM-1779 

MDORE.R M Assistant Director for Export/Import 61 International 
Safeguard* 83/11/04 Asiistatit Director for Export/Import 6 
International Bafeguirds. Ip 21201 166, 


8311160371 Cancels rei^uest for Export License XMAT-0297. 

PURVINrK Matfieson Gas Products 83/11/03 Assistant Director 
for £xpopt/IfflpoTt Si Intepnatlonel Safeguards Ip 21222 170 


8311160401 Application to extend export llcsnsts 2 addl grs 

MORDENaTERN. A Sigma Chemical Co. 83/10/28 HEMDV. E 0 Assistant 
Director for Expor t/lmport & International Bafeguartfs 4pp 
21222 - 1 12 . 


0311160407 Requests Executive Drench position re Isotope Products Lab 
application for license to export 0 002 g Cf-298 to India 
ZlMliERMAMi J V Aislitent Director for Export/Import 6 Cnternat lonal 
Safeguards 83/11/08 STOlBERn C. R 0tat«i Dept of, Bureau of 
Oceans fc tntl Environ 81 Bcientiflc Affairs Ip 2U7B 398 


8311160411 Ltr ai assurance rs export of 6.930 kg Ui containing lr3721 
kg U'’239* to Suieden 

LIND8TR0M.M Busdent Oovt of 83/11/04 RAYMOND. J F Energy^ 

Dept, of Ip, 21198 397. 


8311160413 Requests Executive Branch position rs C<-E application for 
license to export one reactor veissl U closure head 
assembly to Feoples Republic of China 

ZIMMERMAN. J V Assistant Director for Export/Import 6 International 
Safeguards. 83/11/08, STQlBER. C R, State. Dept of. Bureau of 
Oceans 6 Inti Environ It Scientific Affairs Ip 21198 360 


8311160417 ApplUation to emend license to export.! edd ing addl ultlmete 
consignees 

DUBOE 81 D. European Communities* Commission of 83/il/D3 
RAYMOND, J Energy! Dipt of. Ip. 21198,267, 


8311160422 Foruards application for export license for minor nuclear 
export Ltr of assurance required l4/o encl 

ZIMMERMAN! J V Assistant Director for Export/Import 6 Internationa] 
Bafeguards B3/il/0B RAYMOND! J. Energy, Dept of Ip 
21222 ill 


8311180302 Application for amend to export I Icense, extending explratlOA 
date for 9 yrs 

MOWRY. H R OA Technologies. Ific /Oeneral Atomic Co lEL-3039 
83/11/04 ZIMMERMAN, J Assistant Director for Expopt/Import 6 . 
International Bafeguards Ip 21230 343 


8311210073 Application for export license to cover existing & 
anticipated requirements for carbon & stainless steal slit 
S/B-lnch to 12-lnch valves. to Yugoslavia 

ARNDT, O E Borg-Werner Corp 83/11/00 2pp 21241 297 


8311210076 Application for license to export 200 mCl Model 703 static 
meter, u/trl ttum loolxlng source* to United Kingdom 
PAQUINiJ. TEKNI 8 , Inc TUK 3309 83/11/11 ip 21241 276 


8311210030 Concludes that 831029 application by M 6 T Chemicals, Jnc for 
license to export small quantity of thorium to Braill mests 
requlramenta of Atomic Energy Act Application should be 
approved 

ZIMMERMAN, J V Assistant Director for Export/Impor t 6 International 
Bafeguards 83/11/08 Assistant Director for Export/Impart & 
International Bafeguards Ip 21241 292 


8311210494 Application for license to export 1 48 microgrems Pu'-343r 
contained In 9 g solution of molar nitric acid, to Japan 
FOSTER. C M Edlow International Co 8HT8-19 83/11/07 2pp. 

21 262 < 399 


8311810477 Application for license to export 0.74 mlcrpgrami Pu'242. 
contained in 9 g aolutlon of molar nitric acid, te Japan 
FOSTER, C M Ed low International Co, eHTB-14. 83/11/07 3pp 
21269 023 


8311210900 License for Byron Jackson Pump Div to export pump case fa 
accessories speclatlg prepared for use in coolant pumps for 
nuclear svc! to Italy 

ZIMMGRHAN.J V Assistant Director for Export/Import fa Inttrnat lone I 
Safeguards 741 8 1208 82 83/11/14 Ip 21263 361 


8311210902 License for MfaT Chemicals. Inc to export 37 9 lb thorium, 
contained in 7,900 lb cerium fluoride, to Eraill 

ZIMMERMAN. J J Assistant Director for Export/Import fa tnternatloriel 
Safeguards 83/11/03 Ip 21262 362 


0311210909 Amend 4 to OA Technologies, Inc export 1 icenie. Increatlng 
value of equipment from * 1.900,000 to 42. 000 . 000 fa extending 
expiration date from 840101 to bVoIOI 

ZIMMERMAN. J V Assistant Director for Export/Import fa Intsrnatlonsl 
Bafeguards lEL 9092 83/11/15 Ip. 21241.347. 


8311210907 Application for license to export 2 ? 23 g deuterium to 
South Africa 

NOVABOVICH.D, Air Products fa Chsmlcals, Inc SS/tl/O?. Ip. 
21241.348 


6311210910 License for Neitlnghouse to export one proportional counter. 
Model 23770. to Nest Germany 

ZIMMERMAN, J, V Assistant Director for Export/Import fa International 
Safeguards. ZE-i0467“A 83/11/14 ip 21241 392 


0311210913 License for Carpenter Technology Corp to export 60 
Zircaloy-d alloy fuel channels to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import fa International 
Safeguards 83/11/14 Ip 21241.391 
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90-498 

8 

BOOKER. J E 

8311200429 

90-490 

8 

BOOKER. 0 E 

8311280483 

90-498 

8 

BOOKEE. J E. 

8311280096 

90-490 

E 

BOADtrCrT. c 

8311220480 

90-199 

P 

B«^DIHE»T. c 

8311280041 

90-199 

8 

BOaOTrF J 

83111 10061 

90-267 

P 

BDRSf.F. J 

8311190297 

90-267 

P 

eoasr.F j 

8311 190261* 

90-267 

P 

BI>RST.F J 

8311190262* 

50-267 

P 

BOFIKER.L 

8311080111 

50-329 

A 

BDVTKERjL 

8311170140 

50-329 

A 

BormER.L 

8311170238 

90-329 

A 

BOtmEft.L A 

8311080119 

90-329 

A 

BOrfKERiL. A 

8311080289 

90-329 

A 

boilmer.l a 

8311290194 

90-329 

A 

bouknioht.r j 

8311020326 


8 

BOfLKNIOHT.R J 

8311020365 

90-395 

0 

BDUKNIOHT.R J 

8311090293 

90-399 

9 

BOUiMIOHT. Ft. J 

8311220061 

90-399 

8 

bolknioht. r j. 

0311220367 

90-399 

8 

BOrtJKNIOHTrR 0. 

031 1220470 

90-399 

8 

BOULA/. H %l 

0311030074 

90-443 

0 

BOLUHIA. A. 

0311030009 

90-374 

A 

BOLUHIA. A 

8311160329 

90-374 

F 

BOURN r A. A 

8311220219* 

90-374 

Q 

BOUEN.J R. 

03U29O293* 

90-139 

Q 

BOWERS. K I 

0311300099 

NUREO 


BOWHAKERi N J 

0311280301* 

90-317 

0 

BONNE* W D 

0311140369 

70-1399 


BONVER* J 

0311300109* 

FOIA 


BONYER* s/ 

0311300119* 

FOIA 


BDWVER.J E 

8311300112* 

paiA 


B DWYER* J, E 

8311300120* 

FOIA 


bdwyer*j E 

8311300129* 

FOIA 


BOVOi D, C. 

0311020386* 

90-299 

8 

BDVER.L 

0311080197* 

90-324 

F 

fiOVeR*R.E 

0311220277 

90-206 

8 

SOVERiV B 

031 1030069* 

90-392 

A 

BOVERfV B 

8311190271 

90-392 

A 

aOVER* V. B. 

0311180237* 

30-352 

T 

BOVER.V B. 

8311180247* 

90-392 

T 

BOYER. V. S. 

8311280193 

90-392 

E 

BOYLE* J.C 

8311290227 

WASTE HOT 

BOYLE* R.R, 

8311290010 

WASTE HOT 

BOYLE* R R. 

0311290238 

WASTE HOT 

BRADBURY* R. Q 

6311010230 

PR 


BRADLEY* E J 

8311010219 

90-392 

A 

BRADLEY* E J. 

0311010369 

90-392 

A 

BRADLEY* E J. 

0311030066 

90-392 

A 

BRADLEY* £ U. 

0311030069* 

90-392 

A 

BRADLEY* E. J 

8311090406 

90-392 

C 

BRADLEY* E. J 

8311160049 

90-277 

P 


AUTHOR 

ACCESaiON 

NUH&ER 

SUBJECT 

CATEGORY 

BRADLEY. E J 

8311160032* 

50-277 

P 

BRADLEY. E J 

8311160219 

50-277 

P 

BRADLEY, E J 

83112B006B 

50-352 

K 

BRADLEY. J P 

8311040031* 

50-329 

0 

BRADLEY. W H 

8311210476* 

50-413 

T 

BRADY, J A 

Q3110B0121* 

90-320 

F 

BRADY. J A 

8311210106* 

90-320 

F 

BRADY. R J 

831 10B0093* 

FOIA 


QRAHNAYAR.8 K 

831 1300368* 

FOIA 


BRAMLETT. L 8 

8311170246 

90-368 

R 

BRANCH. M W 

831 1070333* 

90-438 

G 

BRANDON. R J 

8311300320* 

TOPREP 


DR ANNIN. J P 

8311010103 

90-3S9 

8 

BREI&ETH. B 

8311150349 

90-443 

0 

BREiaETHi B 

0311150390* 

90-443 

G 

BRENIZERi J 8 

8311000408 

90-62 

Q 

BRENNER. L 

8311010311 

90-392 

G 

BRENNER, L 

8311100140 

90-392 

0 

BRENNER, L 

831 1 1 90360 

90-392 

0 

BRENNER. L 

831 1 1 60093 

90-392 

0 

BRENNER. U 

8311170169 

90-392 

0 

BRENNER. L 

8311170191 

90-392 

0 

BRENNER. L 

8311170299 

90-392 

0 

BRENNER, L 

8311170374 

90-392 

G 

BRENNER. L 

8311230133 

90-392 

0 

BRENNER. L 

8311230141 

90-392 

G 

BREV* H L 

831 1 190173 

90-267 

P 

BREViN L 

8311 170099* 

90-267 

B 

BREY.H L 

8311200144 

90-267 

0 

SR1CKLEV*R M 

83113001439 

06999 


BRlOOa.L E 

8311 18022 1» 

90-352 

0 

ORlOHTi 0 0 

8311010297 

90-483 

0 

BRIOHT. 0 0 

831 1030190 

90-400 

0 

SRIOHT. 0 G 

8311140192 

90-440 

0 

DRIOKT. 0 G 

0311170297 

90-440 

0 

BRIGHT. 0 G 

83112B0075 

90-142 

0 

BRINSFIELD. W A 

8311090025 

hUREG 


BRieBrN«N L 

831 1220086* 

90-295 

p 

BRITTON* W H 

8311070606* 

70-1191 


BROCK. B L 

8311010142* 

70-734 


BRODY. J,R 

8311190434* 

40-3453 


OROEHL. D,0 

8311280449 

90-344 

F 

BROEHL. D, J 

8311290291 

90-344 

F 

BR0N8. J.C 

8311110379 

71-9044 


BRON0. J C. 

6311170007* 

90-286 

F 

BRQNO.J C 

6311180007 

90-2B6 

8 

BRONB. J c 

8311180293 

90-2&6 

8 

BRGN8. J.C 

831 1210133* 

90-2B6 

F 

BROOKS* B. 

8311010490 

NUREG 


BROOKS* E. if 

B311O70217* 

50-281 

0 

BR0UN8. R. J 

8311290364 

HJREG 


BROW.H R 

7909060087* 

40-8003 


BROW. M R 

8311150119* 

40-8003 


BROW. M R 

8311190139* 

40-8003 


BRGWER*H P 

831 1040180* 

90-331 

F 

BROWN. C H 

8311110203* 

90-263 

0 

DROWN. 0 D 

831 1220089 

40-8649 


BROWN. 0 D 

8311220196 

40-0492 


BROWN. 0 D 

8311220103 

40-8177 


BROWN. 0 D 

8311220207 

40-3493 


BROWN. 0. D 

8311220221 

40-6622 


BROWN. M. ir 

8311100226 

90-322 

A 

BROWN. H IL 

8311100226 

90-322 

A 

BROWN. J. O 

8311180239* 

90-392 

T 

BROWN. J. 0 

8311180239* 

90-392 

T 

BROWN. J T 

B3112B04B1 

50 -24 9 

B 

BROWN* R A 

831 1220140 

I«<E 


BROWN* R W 

8311090002 

71-907 


brown* W L 

8311280532* 

■QA9YY 


BROWNE* B A 

8311260128* 

50-261 

P 

BROWNING. R E 

0311030206 

WASTE MOT 

BROWNING. R E 

8311070022* 

50-937 

C 

BROWNING, R E 

9311100290 

WASTE MOT 

BROWNLEE. Y L 

8311180007* 

90-369 

Q 

BROWNLEE. V L 

8311180294* 

90-413 

Q 

BROWNLEE, V. L 

0311180296* 

50-269 

0 

BRUCH* A 

0311O8D4Q4 

50-297 

8 

BRUCH. A 

0311100232 

90-299 

R 

BRUNNER. E J 

9311080069 

50-443 

R 

BRUNNER. J E 

0311030081* 

90-329 

0 

BRUNNER. J E. 

6311030149 

50-329 

0 

BRUNNER. J.E, 

B31 1170147 

50-329 

0 

BR VAN* 8 

33II0B042I* 

50-244 

B 

BRYAN* V J 

6311140437 

40-B9B4 


BRYANT, J 

8311180296* 

50-269 

0 


AUTHOR 

ACCE8BI0N 

NUMBER 

SUBJECT 

CATEGORY 


BUCCt. D 

8311070190* 

FOIA 


fiUCClr D 

8311070194* 

90-336 

8 

BUCCIrD R 

0311070134* 

FOIA 


BUCHANAN. 41 E 

B31 1300232* 

REVIEW GRP 

BUCHANAN. H E 

831 1300286* 

REVIEW GRP 

BUCKLEY* B 

B31 1010078 

90-27 5 

P 

BUCKLEY* B C 

831 1 1 60389 

90-2 75 

P 

BUCKLEY* B C 

831 1S30010 

90-400 

A 

BUFE. J L 

8311020232 

50-302 

0 

BUFE. J L 

8311020292 

90-302 

8 

BUFE, J L 

8311070388 

90-302 

B 

lUFEi J L 

0311170319 

50-302 

8 

BUNT I NO* J 0 

B31 1140446 

WASTE MOT 

BUNTING* J 0 

831 1210519 

WASTE MOT 

BURDICK* G R 

8303160083* 

FOIA 


BURGER* F J 

8311210303 

50-271 

ft 

BURGER* T J 

8311070964* 

QA999 


DUR0E6S. B L 

8311090321* 

90-329 

0 

BURKE. D J 

0311070139* 

90-280 

Q 

burn.r r 

8311300160 

PR 


BURNETT. P T 

8311180111* 

90-369 

0 

BURNETT. P T 

8311180334* 

90-369 

Q 

BURNETT. R F 

8311390303* 

MISC 


BURNHAH.K 

831 1030023* 

90-280 

R 

BURNS. E T 

8311090025 

HUFEO 


BURNS. L 8 

8311180232* 

90-392 

T 

BURROW, J F 

8311280360* 

90-299 

P 

BURBTEIN. C H 

8311140161 

90-302 

G 

BURTON, J W 

6311220283 

90-299 

S 

BU9H.H W. 

8311280199 

BO-392 

G 

BUBH.S H 

8311140193 

AC ns 


BUSH* B H 

8311140193 

ACR0 


BUSH. B H 

8311230179 

NUREO 


BUSH* 8. H 

6311230101 

MJREO 


BUSH* 8 H 

831 1230 1B3 

rUREO 


butler, a 0 

8311180019* 

50-327 

a 

BUTLER. 8 D 

D311180351* 

50-390 

0 

BYERS, K R. 

B3 11290364 

NUREO 


BYERS. R K. 

8311090022 

WREQ 


BYRD. R 

0311010032 

90-416 

G 

BYRD, ft 

0311010107 

50-416 

0 

BYRD, ft 

0311010108 

90-416 

B 

BYRD. R 

0311010173 

90-416 

S 

BYRD. R 

8311010306 

90-416 

8 

BYRD, R, 

8311010371 

90-416 

8 

BYRD. R 

8311040016 

90-416 

0 

BYRD.R 

8311040036 

90-416 

B 

DYRD. ft 

0311040042 

90-416 

8 

BYRD. R 

831 1040089 

90-416^ 

8 

Jg 

BYRD. R 

8311090272 

ai}-4io 

BYRD. R 

8311170274 

90-416 

8 

BYRD, R 

8311170297 

90-416 

8 

BYRO. R 

8311170303 

90-416 

8 

BYRD. R 

83111 7039 1 

90-416 

6 

BYRDi R 

8311170410 

90-416 

B 

BYRD, R, 

0311170417 

90-416 

8 

BYRD. R 

8311210319 

90-416 

8 

BYRD, n 

8311210320 

50-416 

a 

BYRD. R 

8311210409 

90-416 

s 

BYRD. R. 

8311220220 

90-416 

8 

BYftDi R 

83 1 1 220394 

50-416 

0 

BYRDrR 

8311220464 

50-416 

B 

BYRD* R. 

8311280398 

50-416 

8 

BYRNES* W 

8311230262* 

CONTRACT 

byrpn*p m 

8311210242* 

50-341 

Q 

CABELL* A a 

8311300122* 

FOIA 


CALDWELL. R A 

8311220203* 

50-449 

a 

CALHOUN, J R> 

8311220334 

50-307 

a 

C ALLAN. L. J 

8311290158* 

50-313 

Q 

CAL80YAS. G D 

8311040174 

FOIA 


CAMP* A L 

0311300053 

NUREO 


CAMPjW j 

831 1020098* 

FOIA 


CAMPBELL. W £ 

8209060609* 

FOIA 


CAMPBELL. W E 

8311140498 

RES 


CAMPBELL. W E 

0311180361 

RES 


CAMPBELL, Vf E 

0311230132 

RES 


CAMPER. L M. 

a311300323« 

FOIA 


CAMPO.L J 

0311220308* 

90-322 

T 

CANTRELL. F S 

8311070119* 

50-259 

Q 

CANTRELL. F 8 

8311070196* 

90-299 

Q 

CANTRELL* F. S 

831 1070398* 

90-399 

0 

CANTRELL* F. 8 

831 1 100089* 

90-399 

Q 

CANTRELL* F, 8 

8311100103* 

90-395 

0 

CANTRELL. F B, 

8311100139* 

90-399 

a 

CANTWELL. P F 

6311040086 

90-299 

a 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOffV 

CANTNELLiP f 

8311170193 

50-295 

8 

CANTHELC. P. F 

8311210174 

50-295 

8 

CAPHTIWI, D 

83n28014^«- 

50-317 

8 

CAPHTON< D L 

B3liOI0389» 

90-322 

8 

CAPOBiANCO, L 

a311220Z87« 

50-322 

T 

CARBIENHRi P E 

831122D194 

50-302 

8 

CARBON. M U 

800108021 a> 

50-320 

O 

CARDELLOiP 8 

B31I2204L4« 

TOPREP 


CARETS J J 

831 1070234 

50-334 

P 

CAREY. J J 

B3llOa02?9 

50-334 

P 

CAREY. J J 

e3iioeo30A» 

50-334 

P 

CAREY. J* J. 

B31 1 130397 

50-334 

P 

CAREY. J J 

8311130399* 

90-334 

P 

CAREY. J J 

8311 I&OISE 

50-334 

P 

CAREY, J J 

8311170408 

90-334 

R 

CAREY. J J 

831 1 28030^ 

50-334 

Q 

CAREY. J J 

831 1230431 

50-334 

P 

CARFAONQ. a P 

831 1290383 

AAWEO 


CARLEY. A 

8311 t60437« 

50-195 

F 

CAR LEV. A 

B311i&Q4a2< 

50-193 

F 

CARUrSLEiC 8 

8311070298 

50-397 

8 

CARLIBLE. C S 

eSl 1070336 

50-397 

8 

CARLISLE. C a 

831 1070411 

50-397 

a 

CARLIBLE. C 3 

8311070379 

90-397 

8 

CARLISLE. C a 

031 1070607 

50-397 

8 

CARLIBLE.C S 

931 1080336 

50-397 

Q 

CARLISLE. C S 

0311OSO392« 

50-397 

8 

CARLISLE. C. 3 

0311140169 

50-397 

S 

CARLIfiLEiC B 

6311140318 

50-397 

s 

CARLIBLE. C. S 

631 1 1 60237* 

50-397 

Q 

CARLISLE. C. 6 

6311210213 

50-397 

a 

CARLISLE. C B 

6311210329 

50-397 

0 

CARLBON. 0 D 

631 1220D8S* 

50-295 

p 

CARLSON. D. D, 

631 1230034* 

FOIA 


CARMEN. 0 P 

8311080918* 

F02A 


CARMEMrO, P 

8311080922* 

FOIA 


CARPENTER. J H 

8311030190 

50-400 

0 

CARPENTER, J H, 

6311210190 

40-206 1 


CARR. A V. 

0311 100229 

50-413 

0 

CARR. A U 

831 1S20516 

50-413 

0 

carter, j l. 

6309330166* 

FOIA 


CARTER. 8 

8311010099 

50-260 

a 

CARTER. a 

831 1070597 

50-260 

8 

carter. 8.0 

8311010148 

50-260 

8 

CARTER. a E 

8311180232* 

50-352 

t 

CAATNRtCKT.U R 

8311030097 

50-336 

R 

carver. 0. 

8311100407* 

contract 


CASE. J.tl 

6311220323* 

TOPREP 


CA6MHELL. R, J. 

8311260406 

PR 


CASSlOYiB P 

831 1220475 

90-^45 

"0 

CASSlOY.B. P 

8311220487 

50-443 

0 

CATHEY. D E 

8311010194 

50-416 

8 

CATHEY, D. E 

8311010261 

50-416 

8 

CATHEY. 0 E. 

8311040074 

50-416 

8 

CATHEY. D. B 

831 104009 D 

50-416 

a 

CATHEY. D E 

B31 1170416 

50-416 

8 

CATHEY. 0 E 

8311210379 

50-416 

8 

CAUSE. E P 

8311270363 

WfiEO 


CELESTJNrR F 

8311020221 

FOIA 


CESARE.J 0 

8311170343 

50-416 

R 

CHACKEBiK M 

B311180213 

50-4 B 3 

0 

CHACKE8.K M 

8311180213 

50-483 

0 

CHACKEB.R M 

8311210199 

50-463 

0 

CHACKE8. K. M 

8311210199 

90-483 

0 

CHAMBERLAIN. D 

B3I 1150403* 

aA999 


CHAMBERS. 0 T 

6311020419 

50-860 

8 

CHAMBERS, 0. T 

6311170364 

50-296 

8 

chambers. 0 T 

831 1280274 

50-860 

B 

CHANDLER. J C 

8311010429 

50-316 

P 

CHANDLER. J C 

831 1040043 

TOPREP 


chandler. J c 

8311080482 

TOPREP 


CHANDLER. J C 

8311090060 

TOPREP 


CHANDLER. J C 

8311170198 

90-316 

P 

CHANDLER. 0 C 

8311170245 

TDPREP 


CHANDLER. J C 

8311810412 

TOPREP 


CHANDLER. J C 

8311230105 

TOPREP 


CHANDLER. J C 

8311280134 

TOPREP 


CHANDLER. J C 

83 1 1 Za0379 

TOPREP 


CHANDRA8EKARAN 

6311030023* 

90-880 

R 

CHANEY. H D 

8311220337* 

90-285 

Q 

CHARLTON. T. R 

83103 lOOBl* 

50"368 

8 

CHARNQFF. 0 

8311090367* 

FOIA 


CKAUDHARY. 8 K 

9311190221* 

50-352 

Q 

CHAUDHARY. 8. « 

8311280397* 

50-392 

0 

CHAVEZ. J M 

9311090013 

MJREO 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATE0C3RY 

CHENEY. C A 

8311280115* 

50-364 

P 

CHERDACK.R 

6311090088 

50-361 

P 

CHlANOl.N J 

8311090824 

50-400 

8 

CHIEBA.R L 

8209270033* 

50-443 

D 

CHtLK.8 J 

8311010891 

50-275 

0 

CHILK.S J 

8311010301 

50-309 

0 

CHILK. 8 J 

8311010302 

90-330 

0 

CHTLK.S J 

8311030154 

90-443 

0 

CHILK.S J 

8311040081 

50-279 

0 

CHILK.S J 

0311040146* 

FPIA 


CHILK.S J 

8311070131* 

90-399 

F 

CHILK.S J 

8311090118 

50-247 

0 

CHILK.S J 

8311090136 

50-266 

0 

CHILK.S J 

8311100144 

90-443 

0 

CHILK.S J 

8311100276 

50-275 

0 

CHILK.S J 

8311140092 

90-279 

p 

CHILK.S J 

8311140094 

90-529 

0 

CHILK.S J 

83 U 140096 

50-289 

Q 

CHILK.S J 

8311140098 

lOCFR 


CHILK.S J 

8311140370 

40-2061 


CHILK.S J. 

8311140381 

lOCFR 


CHILK.S, J 

8311140511 

50-362 

A 

CHILK.S J 

8311160057 

50-289 

0 

CHILK.S J 

8311160130 

50-309 

Q 

CKltK. B J 

6311170162 

50-289 

0 

CHILK. 8 J 

8311170241 

90-330 

0 

CHILK.S J 

8311210115 

lOCFR 


CHILK. B J. 

8311210211 

90-413 

0 

CHILK.S J 

8311220459 

90-443 

0 

CHILK. 8 J 

8311280502 

50-289 

0 

CHILK. 8 J 

8311820509 

90-361 

0 

CHILK.S J 

8311230049 

50-275 

p 

CHILK. 8 J 

6311230064 

50-322 

0 

CHILK.S J 

6311230067 

50-491 

0 

CHILK.S J 

0311230148 

90-266 

0 

CHILK. 8 J 

83lt2B004S 

90-329 

0 

CHILK. 6 J 

63U2S00B3 

90-266 

0 

CHILK.S J 

83112B02S8 

90-10 

0 

CHILK.S J 

B3 11 290372 

lOCFR 


CHILK.S J 

8311300014 

lOCFR 


CHILK. a J 

8311300190* 

FOIA 


CHILK.S J 

6311300231 

50-10 

0 

CHIN.fl Y 

8311170160 

90-295 

8 

CHIRlOCla. J H 

6310310086* 

50-424 

A 

CHONO FANO.L 

8311300302* 

90-373 

P 

chorley.r j 

6311080172 

NUREO 


CHRISTA 

6311100208 

90-159 

0 

CHRIBTEL.B 

8311040069 

90-837 

8 

CHRISTMAN. L A 

8311170382* 

50-392 

T 

CHRISTMAN. L "a 

8311170382* 

90^52 

T 

CHRISTOPHER, ft 

6311110028* 

90-289 

0 

CHRISTOPHER.R 

6311110030* 

50-289 

Q 

CHRISTOPHER, ft 

8311280312* 

90-309 

0 

CHRlSrOPHER.W 

6311010200 

30-260 

8 

CHRISTOPHER. W 

8311010294 

90-260 

8 

CHU.T y 

8311080901 

NUREO 


CHUNO. R V 

8311160403* 

90-322 

A 

ClLlMBERO.ft L 

831 1090379* 

90-547 

0 

GILIMBERO.R L 

8311190108* 

90-374 

Q 

CJNTULA, T, 

8311040205* 

90-310 

8 

ClNTULAi T C 

8311040202 

90-318 

8 

CLARDY.L 8 

831 1020367* 

90-331 

Q 

CLARK. D 

8311070631 

50-265 

8 

CLARK, D 

8311210159 

50-269 

B 

CLARK. D. 

6311210244 

50-265 

a 

CLARK. J R 

8311020287 

90-299 

a 

CLARK. L 

6311070993 

50-20 

8 

CLARK. L 

8311280237* 

90-413 

0 

CLARK. N C 

8311820331 

40-8177 


CLARK. P R 

8311180322 

90-209 

p 

CLARK. P R 

8311290811 

50-209 

R 

CLARK. R. J 

8311100161 

90-299 

P 

CLARK, R.J 

8311140370 

90-259 

P 

CLAY. E. L 

8311070230* 

70-1113 


CLAY. E, L 

8311070406* 

70-27 


CLAYTON. F L 

8311010093 

50-340 

0 

CLAYTONrF L 

8311010220 

90-340 

0 

CLAYTON. F. L 

8311010343 

90-364 

0 

CLAYTON. F. L 

8311020177 

50-364 

8 

CLAYTON. F. L 

831 1020277 

90-348 

B 

CLAYTON, F* L 

831 1030039 

90-348 

R 

CLAYTON. F, L, 

8311030091 

90-348 

F 

CLAYTON, F L 

8311030112 

90-348 

R 

CLAYTON, F L 

8311030128 

50-348 

P 

CLAYTON, F L 

8311030137 

90-348 

R 



ACCESSION 

8U&JECT 


AUTHOR 

NUMBER 

CATE90ftV 

CLAYTON, F L 

8311030140 

90-348 

R 

CLAYTON. F L 

8311030177 

90-348 

N 

CLAYTON. F. L 

8311040197* 

50-310 

r 

CLAYTON. F L 

831107C606 

50-348 

8 

CLAYTON, F L 

B3 11090000 

90-348 

p 

CLAYTON. F L 

B31109D193 

PR 


CLAYTON. F L 

831 1090303 

90-364 

8 

CLAYTON, F L 

8311090327 

90-364 

e 

CLAYTON. F L 

8311150259 

50-340 

r 

CLAYTON. F L 

8311150291 

50-348 

n 

CLAYTON. F L 

8311190309 

50-364 

ft 

CLAYTON. F L 

8311150327 

50-340 

a 

CLAYTON. F L 

8311170319 

90-348 

0 

CLAYTON. F. L 

0311170369 

50-340 

8 

CLAYTON. F L 

8311220112 

90 ‘'364 

F 

CLAYTON. F. L 

83 11220201 

50-364 

8 

CLAYTON, r L 

031 1220397 

90-34B 

8 

CLAYTON, F L 

8311280234 

SO-364 

9 

CLAYTON. F L 

0311280370 

90-348 

8 

CLEMENTS. 8 R 

8311100081 

50-445 

K 

CLEMENTS. B R 

0311100193 

50-445 

A 

CLEMENTS. B R 

0311280142 

50-445 

A 

CLEMENTS. P 

0311010197 

50-333 

8 

CLEMONS. P 

0311020317* 

90-334 

0 

CLEMONS. P 

031 1210198* 

90-271 

« 

GLEMDNSiP e 

0311070920* 

50-272 

0 

CLEHETT, J 

8311280063 

90-413 

9 

CLIFTON, P. M 

8311140368* 

HASTE MOT 

GLtNE. D D 

0311090013 

NUREO 


CLINE. W E 

8311070342* 

50-261 

0 

CLOUD. R L. 

8311030142* 

50-275 

« 

GOBfi.R 

0311090437* 

50-343 

F 

COCHRAN. T. B 

831 1300427 

FDIA 


COCKER. H R 

8311010207* 

50-277 

0 

COEN. R U 

0311230000 

90-249 

fl 

GOMEN. I 

B3110B0471 

HUREO 


COHEN. I 

8311090217* 

90-317 

a 

COHEN, I 

6311260524* 

90-333 

a 

COLBURN. T 0 

6311140389 

50-266 

p 

COLE. R F 

8311060081 

50-244 

0 

COLE. R F 

0311170299 

90-352 

o 

COLE, a 

8311220237* 

90-322 

T 

COLE. 8. 

8311220237* 

90-322 

T 

COLE, a 

8311220294* 

90-322 

r 

COLE. 8. 

8311220294* 

90-322 

T 

COLEMAN. H E 

8311140053* 

ACRB 


COLEY. J. L 

0311180189* 

90-327 

a 

CQLEY» F 

8311100125 

MAarE MOT 

C0LLIN08. a P, 

8311140492 



cOLL'lNia.D J 

8311070300* 


COLLlNBi D, J 

6311180120* 

50-3 IF 

0 

COLLINS. J T 

831 1080079* 

par A 


COLLINS. J T. 

8311170025* 

50-382 

a 

COLLINS. J, T> 

6311170040* 

30-382 

0 

COLLINS. J T 

8311170044* 

90-382 

4 

COLLINS. J T 

8311 17005 5* 

90-382 

0 

COLLINS. J. T 

8311290099 

50-389 

F 

COLLINS. J. T 

831 1290199 

90-482 

A 

COLLINS. J T. 

8311290172 

50-441 

A 

COLLINS. J, r 

8311290179 

90-449 

Q 

COLLINS. J T 

8311290187 

90-382 

4 

COLLINS. J T 

8311290190 

90-458 

0 

C0LUIN8.J T 

B3 11290201 

50-498 

Q 

COLLINS. J. T 

8311290303 

90-298 

P 

COLLINS. J T 

S31 1290213 

90-313 

P 

COLLINS. J. T 

8311290230 

50-402 

0 

COLLINQ. J. T 

831 1290240 

90-298 

a 

COLLINS. J. T 

831 1290275 

90-490 

A 

COLLINS. J T, 

8311290283 

50-3S2 

A 

COLLINS. J T. 

8311290290 

50-267 

<1 

COLLINS, J T 

8311290299 

90-285 

Q 

COLLINS. J T 

8311290305 

SO-45B 

A 

COLLINS. J T. 

6311290338 

50-313 

0 

COLMAN, J 

8311290381 

MURED 


COLOMBO. R. 

8311220247 

50-312 

R 

COLOMBO, R ^ 

8311220296 

90-312 

8 

COLTON, J P. 

8311070011* 

90-937 

A 

COLTON. J. P 

8311070014* 

90-937 

A 

CDMELLA. P A. 

8311170014 

14A8TE h»r 

CCN.V H, 

6309120466* 

90-247 

4 

CONOEL. F J 

8300010127* 

90-324 

ft 

CONLON, T E 

0311070172* 

90-250 

0 

CONLON, T. E 

6311070361* 

90-413 

4 

CONLON. T, E 

8311070521* 

50-290 

0 

CONLON. T. E 

8311090341* 

50-440 

0 
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AUTWJR 

ACCESSION 

NUHBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOtWY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATeODRV 

COMLON.T E 

CONLON. T E 

COW-ON. T E, 

COW-ON. T E 

o3inaoo7t« 
03111300734^ 
03111301044^ 
a3111801&3» 
0311 18013S« 

90-413 

90-335 

90-484 

so-ase 

90-416 

Q 

Q 

Q 

0 

0 

COONEY, M J 

COONEY, M J 

COOPER, D U 

COOPER. J W 

COOPER, 8 a 

631 1200336 
331 1200338 
B31 1090036 
6011180299* 
6311100360* 

90-278 a 
90-278 a 

NUREO 

FDIA 

90-413 F 

COUNSIL. W 0 
COUNSIL, W, 0 
COUNSIL, W 0 
COUNSIL. H 0 
COUNSIL, W 0 

83 1121 0369 
331(210369 
8311220190 
6311220190 
6311220272 

30-336 
90-336 
50-249 
90-249 
50-4 23 

CONLON.T E, 

COWI.N 0 

COW^.H 0 

CONNER 

CONNER 

0311 13024844 

0311230441 

0311290193 

3311230396 

3311230399 

50-416 

90-397 

90-397 

50-819 

90-219 

Q 

0 

B 

0 

0 

COPELAND. J E 
COPLAN. 8 M 

COPLAN, 8 H 
COPLANDS H 

COPLAN, 0 h 

8311190237 
8311820002 
8311220009 
8311220074 
631 122007 B« 

50-443 0 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

COUNSIL. W 0 
COUNSIL. W 0 
COUNSIL. W 0 
COUNSIL, W 0 
COUNSIL. W 0 

831 1220272 

031 1220429 
0311220429 

031 1200090 
6311200090 

50-423 

90-213 

90-213 

90-213 

90-213 

CONNER- G 

CONNER. E L 

CONNER. E L 
CDWCR.E L 

CONNER. T- B 

0311 16006344 
□31101038844 
3311 13088144 
031183039744 
0311030104 

50-209 

50-219 

90-358 

50-352 

90-272 

Q 

Q 

Q 

Q 

0 

COPLAN, 0 M 

COPLAN, 8 M 

COPLAN, 8 M 

COPLAN, S M 

COPLAN, 8 H 

B 31122007 9 
0311220084 
0311220067 
031 1220096 
6311200019 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

COUNSIL. W 0 
COUNSIL. W 0 
COUNSIL. W 0 
COUNSIL, W 0 
COUNSIL, W 0 

0311280090 

0311280176 

0311280176 

0311280314 

0311280314 

90-213 

90-423 

90-423 

90-213 

50-213 

COWGR.T a 

COMGR* B 
C>OW«R«T B 
CDW^RiT, B 
CO»<IER.T B 

0311030134 

8311280448 

8311220448 

B3112300S4 

0311830094 

90-272 

90-394 

50-394 

90-394 

90-394 

0 

0 

0 

0 

0 

COPLAN, 0 M 

COPLAN, 0 M 

COPLAN, 8 M 

COPLAN, 0 M 

COPLAN, 8 M 

0311290069 

6311290070 

8311290319 

031129033? 

6311290349 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MQT 

WASTE MOT 

COUNSIL, W 0 
COUNSIL, W 0 
COUNSIUjW 0 
COUNSIL. H 0 
COUNSIL, W 0 

631(200314 

831 1200497 
6311200911 

831 128091 1 

631 128091 1 

90-213 

90-249 

90-213 

90-213 

90-213 

COWCR.T B 

CONNER. T. B 

CONNER. T B 

COW<lER. T« B 
CONNOLLY, P. J 

0311200103 

0311830103 

0311880817 

3311280817 

831111002044 

90-392 

90-392 

90-352 

90-392 

90-209 

0 

0 

0 

0 

Q 

COPLAN. 0 M 

COPLAN. 8 h 

COPLAN. B H 

COPLAN. 8 M 

COPLAN. 8 M 

831 1290374 
831 1290389 
8311290396 
831 1290403 
6311290416 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

COWOILL 

CQWOJLLr C 

COX* D C 

COX. D C 

COYLE, L M 

6311IS0097 

8311010382* 

B3L10B0123* 

6311000127* 

6311200110 

90-219 

90-219 

FOIA 

FOIA 

90-249 

COHNOLLYrP J 

coNsrAeuEjO l 

CONlEtR 

CONTE. R. 

COKTE^R 

331123031244 
0311 13022344 
0311 16006344 
031116007944 
0311030364 

90-309 

90-302 

90-809 

90-209 

90-209 

Q 

Q 

0 

Q 

Q 

COPLAN, a « 

COPLAN. 8 M 

COFLAN, S H 

COPLAN, B H 

COPLAN. B M 

6311290417 

8311290418 

0311300047 

0311300099 

0311300439 

WASTE MOT 

WASTE MOT 

WASTE MOT 

WASTE MOT 

HASTE MOT 

CRAIO, P A 

CRAIO, P A 

CRAHONO, W, R 

CRANE, C, J 
CRANSTON, A 

8311140306* 

8311140307* 

8311220063* 

8212290334* 

0311160240* 

PFOJ 

PRQJ 

90-299 

50-409 

50-279 

COHTl*E F 

CONHfcY^ J T. 
CDHWAYjH e 

COWAY, H F 

COOHiH L 

3311210107 

831107048944 

3311280303 

8311200313 

031100019844 

WASTE MOT 
(1A999 

90-484 a 

90-271 Q 

FDIA 

COPLAN. B M 
COPUa.E R 

CORDARO. M C 
CORDARO, rt C 
CDROARO.H C 

0311300442 

8311060916 

8311210112 

8311220141 

8311220146* 

WABTE MOT 

NUREO 

90-322 T 

90-322 T 
50-322 T 

CREED, J. 

CREED, J n. 

CREED, J R 

CREED, J R 

CREED, J. R 

0311190113 

0311010276* 

0311110140* 

8311160110* 

8311290036* 

90-12 

90-494 

90-374 

50-199 

50-494 

COOH.H L 

COW.J 

COWi^ u 

COOK< J U. 
coa<i J H 

831108084744 

831109041944 

B31I0100S2 

0311010143 

0311010100 

FOIA 

90-333 

90-329 

90-389 

90-329 

R 

a 

A 

8 

CORNIER. M H 
CORNIER. N H 
CQRRAOO. J 
CORRIGAN, E J 
CORVELL.O P 

8311170204 

8311210207 

8311030289* 

8311110103 

0311070192* 

90-142 T 
50-142 T 

WASTE MOT 

50-293 P 
70-1201 

CROCKER, H W 
CROCKER. H W 
CROCKER, H « 
CROCKER.IH W 
CROCKER, K H 

8311020347* 

8311070400* 

0311090217* 

0311140229 

8311210206* 

50-271 

90-271 

90-317 

50-443 

90-220 

COCK. ^ u. 

COCK. tr 

COCK. J Vt 

COOK. J U 

COOK. J 1^ 

8311010190 
8311010849 
8311010447 
8311080489 
0311 1901 10 

90-389 

90-329 

90-329 

90-389 

90-329 

B 

8 

a 

A 

a 

CORYELL, Q P. 
COSTELLO, F 
COSTELLO, F M 
COSTELLO, J 
COSTELLO, M J 

831 1070397* 
8311080471 
8311170388* 
831 12902 IS 
8311090003* 

70- 024 

NUREO 

50-333 8 

50-382 A 

71- 907 

CRDOKER.H W 
CRDSahANrW A 
CR0S8MAN.W A. 
CROSSMAN. W A 
CROUSE, R. P 

0311260924* 
0311190220* 
0311220209* 
8311290212* 
031 1040020* 

90-333 
90-3B2 
90-30 2 
90-49a 
90-346 

COOK. J M 

COOKi J. H 

COOK. Ji. M 

COf)H.>P H 

COOK. J. H. 

0311190187 
0311190318 
8311190368 
0311190300 
031 1 1 90306 

90-389 

50-329 

90-389 

90-389 

■90-d89 

6 

e 

0 

0 

0 

COTTER. B P. 

COONS IL.H 0 
COUNSIL, W 0 

COONS IL.N 0 

COONS IL, U 0 

831101C2B7 

8311010121 

8311010130 

8311010294 

8311010294 

50-272 0 
50-213 P 
50-813 P 
50-423 A 
50-4S3 A 

CROUBE.R P 

CROUSE, R.P 

CROUSE, R-P 
CROUBE.R F. 
CROUSE. R P 

831 10&0329 
8311(10116 
8311(90239 
0311170110 
0311280192 

90-346 
90-346 
90-346 
90-346 
90-34 6 

COOK. J M. 

COOK. J. U 

COOK, a Vt 

CCCK. J 

COOK. J U 

0311100121 
0311280 3 0844 
0311220436 
8311280362 
8311200469 

90-329 

90-329 

90-329 

90-389 

90-329 

F 

Q 

A 

6 

Q 

GOONS IL.N 0 

COONS 1L,N 0 
COONSlLiN 0 

COONS ILi M 0 
COUNSlLi M 0 

0311010360 
8311010360 
3311030019 
831 1030019 
831 1030271* 

90-249 F 
90-249 F 
90-336 P 
90-336 P 
90-213 P 

CROUSE, n P 
CROUBE.R P 
CROUSE. R P 
CROUBE.R P 
CROUSE. R. P 

031 (280291 

331 1280296* 
3311230492 
0311290102 
0311290207 

90-346 

90-346 

90-346 

90-346 

90-346 

CDOK^K N 

COOK.K H 

COOK.K N 

CDOK.K » 

CDOK.K 

0311010299 
0311070108 
8311080800 
831 1080309 
0311000313* 

90-302 

90-302 

90-382 

90-382 

90-302 

A 

A 

A 

E 

E 

CQ0N9IL, W 0 
CQONBlUrH 0 

COONS IL. N. 0 
COUNSIL. N 0 
COUNSIL, W 0 

331 1030271* 
831 1030279* 
031 1030279* 
031 1030279* 
3311040001 

50-213 P 
50-213 P 
50-213 P 
50-213 P 
50-423 A 

CROUBE.R P 
CROUBE.R P 

GROW.W T 

CROW.H T 

CROW. W T 

331 130D198 

0311300163 

63(1010443* 

0311010491* 

03111404(7 

90-346 

90-346 

40-0039 

70-1113 

70-1191 

CDOH.K.U' 

COOH.H W 

COOH. K 

COOK, K 

COOK. K H 

0311090193 
B31 1 110133 
8311160069 
831 1 160074 
8311280409 

PR 

90-302 

90-302 

90-382 

90-382 

E 

A 

Q 

Q 

COONS IL.N 0 

COONS tL,N 0 

COONS IL,N 0 

COONS IL, N.O 

COONS IL, M.O 

831 1040099 
031 1040093 
331 1070347 
8311070347 
031 1070373 

50-249 P 
50-849 P 
50-245 P 
50-249 P 
50-213 P 

CROW. W.T 

CROW, w r 

CRUSE. T. A 

CRUSE. T A 
CRUTCHFIELD. D. 

8311140930* 
0311260945* 
B311 M050 9* 
B31 1230 130* 
0309230303 

70-143 

70-690 

RE a 

RES 

50-199 

COOK. K H 

COOK.K H 

cook.fi 

COOKiR 

COOK. ft. 

031 1200918 
031 1300399 
031 109003144 
031 1090119* 
8311090130* 

90-302 

90-302 

90-329 

90-389 

90-329 

A 

A 

A 

A 

A 

COONS IL.H Q 
COUNSIL. N 0 
COUNSIL, H 0 

COONS I L, U 0 
COONSIU, N 0 

831 10B0069* 
631 1080089* 
6311100093 
631 M 00093 
8311100243 

90-249 F 
90-249 F 
90-423 A 
90-483 A 
90-423 a 

CRUTCHFIELD. D 
CRUTCHFIELD. D 
CRUTCHFIELD. D 
CRUTCHFIELD. D 
CRUTCHFIELD. 0 

0309230486 
831 1010209 
6311010390 
631 102000? 
6311020142 

50-219 

50-219 

50-206 

50-237 

50-244 

COCK.R. J 

COOK. R. J 

COOKE. F. E 

COOL. D A 

CDOL.t) A 

831 1090321* 
831 1210297* 
031 1 100832* 
031 1020906 
0311100363 

90-389 

90-329 

90-392 

40-6940 

40-7489 

Q 

R 

T 

COONS I L, H. 0 

COONS IL, N 0 

COONS IL, N 0 

COONS IL,W 0 

COONS ILiH 0 

0311100243 
0311160149 
0311160149 
0311160149 
031 1 160486* 

90-423 S 

PR 

PR 

PR 

90-249 F 

CRUTCHFIELD. D 
CRUTCHFIELD. » 
CRUTCHFIELD. 0 
CRUTCHFIELD, D 
CRUTCHFIELD, D 

G3L 1020 179 
0311O2D333 
0311040010 
9311Q40099 
0311040066 

50-299 

50-206 

50-295 

90-237 

90-10 

CQOL.D A 

CCOLjO a 

CCOL. 0 A. 

CODL.U e. 

COOL.U 8. 

031 1210460 
031 1220997 
031 1300012 
8311110039* 
9311110048* 

40-7499 

40-6940 

40-6940 

FOIA 

FOIA 


COONS IL.W 0 

COONS IL,W Q 

COONS IL.N 0 
COUNSIL, M 0 
COUNSIL, M 0 

031 1 1 60486* 
031HBO179 
8311180179 
0311210179 
0311210322 

90-249 F 
50-336 P 
90-336 P 
90-213 F 
90-213 P 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, 0 
CRUTCHFIELD, D 

831104OOS3 

0311040004 

8311040096 

8311040099 

0311040116 

90-24? 
90-8(3 
90-2? 
50-40? 
50-2 59 

COONEY. H J 
COONEY. JN J 
COONEY. H J. 
COONEY. M J. 
COONEYrM J. 

031 1010160 
031 1010231 
8311160081 
8311210249 
8311210344 

90-277 

90-277 

50-277 

50-277 

90-270 

8 

0 

R 

6 

8 

COUNSIL, W.O 
COUNSIL^ W 0 
CQUNBIL.W 0 
CGUNBiLrW 0 
COUNSIL. U 0 

031 1210390 
031 1210390 
0311210390 
0311210397 
0311210397 

90-213 Q 
90-813 0 
90-213 0 
90-423 F 
90-483 F 

CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, 0 
CRUTCHFIELD, D 

8311070287 
031 1070290* 
031 1080223 
0311090406 
0311090203 

90-237 

90-237 

90-237 

90-244 

90-299 


B 

a 

p 

p 

c 

c 

p 

p 

p 

p 

p 

K 

K 

P 

P 

P 

P 

P 

P 

P 

B 

O 


S 


P 

P 

H 

3 

a 

d 

Q 

0 

d 

(3 

Q 

F 

Q 

Q 

□ 

Q 

Q 

Q 

P 

P 

P 

Q 

P 

P 

P 

P 

F 

Q 

P 

P 


P 

P 

P 

P 

V 

P 

P 

P 

F 

P 

F 

P 

P 

P 

F 

P 

P 

P 

P 

3 

P 
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AUTHOR 

CRUTCHFIELD, D 

B3t 1 1 0009 1 

50-244 

F 

CyBUL8Kia,P 

CRUTCHFIELD. D 

aai nooo96« 

50-244 

P 

D'ANGELO, A 

CRUTCHFIELD, D 

8311100108 

90-409 

P 

d^entremont. j 

CRUTCHFIELD, D 

8311100103 

50-249 

P 

DAL£,L F. 

CRUTCHFIELD. D 

8311 J0OlQ7ft 

50-249 

P 

DALE, L F 

CRUTCHFIELD, D 

S31 noOSS3 

50-806 

P 

DALE, L. F 

CRUTCHFlELDi D 

831 110D23& 

50-199 

F 

DALE, L,F 

CRUTCHFIELD, D 

83t il<10143 

50-299 

P 

DALE, L F 

CRUTCHFIELD. D 

031 1140U7« 

90-299 

P 

DALE, L F 

CRUTCHFIELD. D 

031 i 140374 

50-899 

P 

OALErL F 

CRUTCHFIELD, D 

031 I 130353 

50-213 

P 

DALE, L F 

CRUTCKFIELD. 0 

03111 60033 

50-244 

P 

DALEiL F 

CRUTCHFIELD. D 

B31 1160069 

50-155 

P 

DALE.L F 

CRUTCHFIELD, D 

B31il60079> 

50-199 

P 

DALE, L, F 

CRUTCHFIELD, D 

8311170287 

90-159 

P 

DAL£,L F 

CRUTCHFIELD. D 

8311170832 

50-29 

F 

DALE, L F 

CRUTCHFIELD, D 

sail 18030? 

50-155 

P 

DALE, L, F 

CRUTCHFIELD, D 

631 t 820022 

90-299 

P 

dale, L F 

CRUTCHFIELD, D 

8311230096 

50-844 

P 

dale, l, f 

CRUTCHFIELD. D 

8311800342 

90-244 

P 

dale, l. f. 

CRUTCHFIELD, 0 

0311880413 

90-206 

P 

dale, l f. 

CRUTCHFIELD, D 

G3i 18B0487 

30-245 

P 

dale, l f 

CRUTCHFIELD, 0 

B3 112804904 

90-245 

P 

DALE, L F 

CULLEHiD P. 

831 1 030SSS 

50-302 

3 

DALE, L F. 

CULLEN, D P 

831 1070300 

50-302 

8 

DALE.L F 

CULLEN, D P 

8311170315 

50-302 

0 

DALErL F. 

cvminos, 0 e 

S31 1820381 

90-312 

P 

DALE, L F 

CUHHINOS,U J 

83llOeOOB3« 

FOIA 


DALE, L F 

CUriHINOEi J J 

e3ll820014« 

FQIA 


DALE, L F 

CUNMINOB.J J 

8311280010* 

FQIA 


DALE.L F. 

CUMMINGS, J J 

831 I 8200 47* 

FOIA 


DALE, U. F, 

CUMMlNOSiU J 

031 1220050* 

FOIA 


DALE.L F. 

CUMMINGS. J J 

6311280056* 

FOIA 


DALE, L F, 

CUMMINS, U E 

0311890150* 

50-313 

0 

DALE, L. F 

CUNNINGHAM 

0311040136* 

FOIA 


DALE# U F 

CUNNlNOHAM,A L 

0311180096* 

90-413 

0 

DALEpL f 

CUNNIMOHAM, L J 

9311080069* 

90-307 

a 

DALE, L F 

CUMNl NOHAM. M A 

0202240849* 

FOIA 


DALE, L, F 

CUmiNOHAH, M A 

0209060487* 

FOIA 


DALE, L r 

CUNMI NOHAM, M A 

8311080119* 

FOIA 


PALE. L. F 

CUNNINGHAM, R £ 

6311110076* 

FOIA 


DALE. U- F. 

CUNNINGHAM, R E 

0311 140042 

90-266 

0 

DALE.L F, 

CUNNINGHAM, R E 

6311140049 

90-10 

0 

DALE, L. F. 

CURRAN. 6 A 

631 1290842* 

50-354 

0 

DALE.L F. 

CURRAN, D 

S311210194 

90-443 

Q 

DALE# L F 

CURRAN, D 

631 1210194 

90-443 

0 

DALE.L F 

CURRAN, 0 

631 1200060 

50-443 

0 

DALE. L. F 

CURRAN, D 

6311260060 

90-443 

o 

OALEpL. f. 

CURRANjD 

6311290392 

90-4 43 

A 

DALE.L F, 

CURRAN, D 

03I13OOS56 

90-44tf 

Q 

DALE. L F 

CURRANi D 

0311300256 

90-44 3 

0 

DALE, L. F 

CURRAN, D 

631 130026 J* 

50-443 

0 

DALTON. J 

CURRAN, D 

6311300261* 

50-443 

0 

DALTON, U 

CURRIE. J N 

6311160021* 

50-352 

A 

OALTflOFFfB L 

CURTIS. C H 

0311 160077 

90-321 

R 

DALTFOFFpB l 

CURTIS, F D 

0311190830 

71-336 


daltrdff.b l 

CURTIS, N W 

831 1010223 

90-300 

3 

DALTROFF. a. L 

CURTIBjN h 

B31 1020133 

90-387 

P 

DALTROFFi 8, L 

CURTIS, N k 

9311070331 

90-387 

P 

DALTROFF. 8 L 

CURnSiH u 

0311070417 

90-3&S 

Q 

DALTROFFiS L 

CURTIS, N k 

8311000369 

90-307 

P 

DALTROFF.a L 

CURTIS, N M 

031 1090068 

30-387 

P 

daltroff, S. L 

CURTIS, N W 

G31 1090249 

50-300 

A 

daltroff. S. L 

CURTIS, N k 

S3 1 1090334 

50-387 

P 

OALTROFF#0 l 

CURTIS, N W 

B31 1110062 

50-389 

A 

damer dn. d< c 

CURTIS, W k 

831 1150246 

50-307 

F 

DAMRON, J M. 

CURTie, N w 

831 1 190265 

90-300 

A 

DANCE# H C 

CURTIS. N k 

8311130379 

90-387 

P 

dance# H C 

CURTIS, M k 

931 1160160 

90-387 

F 

dance# H C, 

CURTIS, N k 

0311100291 

90-386 

S 

dance, H C 

CURTIS. N U 

8311160314 

90-388 

8 

DANCE. H C, 

CURTIS, N M 

031 1210259 

50-388 

8 

DANCE, H C 

CURTIS, N k 

03] 1280309 

90-300 

A 

DANCE. H.C, 

CURTIS. N k 

6311260263 

50-388 

A 

DANCE, H, C 

CURTIS, N,k 

0311200437 

50-307 

P 

DANCE, a C 

CURTIS,N* W 

0311280494 

50-307 

6 

DANCE. H C* 

CURTIS, N k 

0311290041 

90-387 

F 

DANCE. H C. 

CURTIS, R T. 

6310310079* 

FOIA 


DANCE. H C. 

CUSTODia, D B 

6311010137 

90-219 

S 

DANCE# H C. 

CUTTER, A 0 

631 1020276 

90-261 

P 

dance# H c 

CUTTER, A a 

03111001 i6 

90-261 

P 

DANCE, H C, 

CUTTER, A. a 

0311110159 

30-4 00 

A 

dance, H C 

CUTTER, A B 

03U19O169 

90-861 

P 

DANCE, a C. 

CUTTER, A. B 

03 1 1 2804 I 7 

50-261 

P 

DANCE. H C 

CyBUl.SAl8,F 

6311000119* 

FOIA 


DANCE. M. C 


ACCESSION 

SUBUECT 



accesbioH 



NUMBER 

cateoorv 

AUTHOR 

NUMBER 

CATEGOfif 

0311230027* 

FDIA 


DANCE, H C 

B31 1180101 

90-424 


0311160137* 

50-460 

a 

DANCE, H C 

831 n 30107 

90-369 

0 

0311160403* 

50-322 

A 

DANCE, H C 

0311 1001 IB 

90-33& 

4 

8311010082 

50-416 

C 

DANCE, H C 

0311 100131 

50-413 

4 

B311010I07 

50-416 

s 

DANCE, H C 

0311180149 

90-30! 

« 

8311010108 

50-416 

a 

DANCE, H C 

0311100176 

90-369 

4 

6311010194 

50-416 

0 

DANCE, H C 

8311160249 

W-4J3 

4 

0311010173 

50-416 

8 

DANCE, H C 

831118D2S9 

90-269 

9 

0311010261 

50-416 

0 

DANCE. H C 

0311100320 

50-290 

» 

0311010306 

50-416 

0 

DANCE. H C 

8311IS0331 

90-349 

4 

8311010391 

50-416 

a 

DANCE, N C 

8311180339* 

30-250 

4 

0311010423 

50-416 

p 

DANES £, F L 

0311 140026 

90-2W 

P 

831 1020436 

50-416 

0 

DANIELSON. D 

0311070269 

90-463 

1 

8311040016 

50-416 

8 

DANIELSON, D 

8311070330 

90-249 

« 

0311040036 

50-416 

0 

DANIELSON. D H 

0311020296* 

90-461 

« 

0311040042 

90-416 

8 

DANIELSON. D H 

8311090299* 

90-414 


831 1040096 

90-416 

0 

DANIELSON. D H 

031 1090300* 

90-279 

« 

8311040074 

50-416 

8 

DANIELSON. D H 

0311090379* 

90-947 

« 

0311040085 

90-416 

9 

DANIELSON. D H. 

831 1 1 90 102* 

90-374 


0311040090 

90-416 

B 

DANIELSON. D H 

0311200946* 

90-440 

# 

8311090074 

90-416 

P 

DANIELSON. D K 

0311290020* 

90-10 

1 

6311090272 

50-416 

9 

DARklSHi M 

S3 11040120* 

90-299 

t 

6311170104 

90-416 

R 

DAVID. L T 

83n2i:0422« 

CONTRACI 


0311170196 

50-416 

P 

DAVIDSON. J 

0311300191 

PR 


0311170251 

50-416 

B 

DAVIS. A B 

8001190021* 

fXJiA 


6311170262 

50-416 

B 

DAVIS, A B 

8002S 20071* 

FOIA 


6311170274 

50-416 

a 

DAVIS. A 0 

S3 11280299* 

90-10 

4 

8311170297 

90-416 

B 

DAVZ8.C 0 

8310310034* 

90-369 

1 

8311170303 

90-416 

8 

DAVIS. E M 

0311030069 

Pirn 


8311170339 

90-416 

8 

DAVIS. F C 

8311190149* 

40-0003 


6311170343 

90-416 

R 

DAVIS. J 0 

6311070094* 

50-937 

A 

6311170351 

50-416 

8 

DAVIS, U 0 

6311100370 

90-10 

9 

6311170376 

50-416 

8 

DAVIS, U 0 

0311110017* 

FOIA 


8311170410 

90-416 

a 

DAVIB.J 0 

8311140494* 

kASrC HOT 

8311170413 

90-416 

8 

DAVIS, J 0 

0311230240 

mastg mot 

8311170417 

90-416 

8 

DAVIS. J 0 

8311290009 

MABT€ HOT 

8311210315 

90-416 

0 

DAVIS, J M 

0311090077 

PflK 


8311210320 

90-416 

8 

DAVIS, U R 

0311300123 

90-32? 

4 

6311210375 

90-416 

S 

DAVIS. J k 

0311030016 

90-324 

n 

8311210409 

50-416 

a 

DAVIB.M J 

0311070139* 

90-260 

a 

8311220130 

90-416 

0 

DAVIS. P A 

0311300090 

nureo 


831 1220220 

50-416 

a 

DAVIS. R E 

8311290363 

HunEO 


6311220394 

90-416 

6 

DAV18, T C 

8311300106 

NUREO 


8311220410 

90-416 

8 

DAVISON. L R 

8311210470* 

aO“4J3 

F 

6311220464 

50-416 

8 

DAVISON. L R 

0311210471* 

90-410 

T 

8311220483 

50-416 

P 

DAVISON. L. R 

8311210479* 

50-413 

T 

6311220491 

90-416 

8 

DAWSON. D M 

8311100302 

7l-9CWi 


831 1280092 

50-416 

K 

DAYAL. R 

0311090039 

WUREG 


8311280398 

90-416 

B 

DE SANTIS. M 

8311220287* 

90-322 

T 

8311280423 

50-416 

8 

DE TULUIO. D 

031 1200322* 

90-5^0 


0311280504 

90-416 

8 

DE TULLIO. D 

8311200329* 

SO -390 

a 

8311080250* 

90-338 

P 

DE TULLIO, D 

0311200332* 

90-390 

4 

6311080256* 

50-330 

P 

deaoazio. a 

8311290394 

90-346 

P 

631 1020328* 

90-277 

F 

DEBORD.a L 

0311090116 

40-8020 


8311070146* 

90-277 

<1 

DEOS. 0 T 

8311100300* 

90-399 

Q 

6311090073 

90-277 

P 

DEDDENB. J G 

0311020210 

90-453 

H 

831 1090209 

90-277 

P 

DEEDS, k E 

8311020008 

NUREO 


0311110136 

90-277 

F 

DEFFERDINO. L J 

6311160300 

TOPREP 


8311110266* 

90-277 

F 

DEJU. R A 

8311190004 

UA0TE HGT 

6311160220* 

90-277 

P 

DELOEOROE, L 0 

8311220497* 

90-494 

a 

6311180041* 

90-277 

0 

DELLA RATTA. A, 

8311020413* 

70-371 


831 1100144 

90-277 

Q 

DELLA RATTA, A 

0311070346* 

70-364 


8311210313 

90-277 

0 

DELLA RATTA. A 

8311200299* 

7Q-I 143 


6311210302 

90-277 

F 

DELMBDICO. J 

0104230490* 

FOIA 


6311220097* 

40-0645 


DELMEDICOi J 

0311020197* 

FOIA 


6311170308 

90-373 

a 

DELKEDICO. J 

0311020161* 

FOIA 


8311010160 

90-330 

Q 

DELMEDICO. J 

8311190276* 

FOIA 


8311070137 

50-200 

0 

DELMEDiCOi J, 

031 1 1 90200* 

FOIA 


6311070193 

90-290 

Q 

DELMEDICO, J 

831 1300310* 

FOIA 


831 1070162* 

50-290 

Q 

DELOATCH. V 

0311030399 

COWTRACT 

8311070212 

90-201 

0 

DELOOPER. J 

0311210336 

topbep 


6311070245 

90-30? 

Q 

DELDRENZO. D A 

8311070190 

90-220 

& 

631 1070274 

90-339 

F 

DELORENZD. D A 

0311070363 

90-220 

s 

6311070293 

90-200 

F 

DELORENZO, D A 

8311210288 

90-220 

6 

6311070330 

90-413 

Q 

DELORENZO, D. A 

8311210393 

50-220 

6 

6311070349 

90-302 

F 

DELORENZO. R A 

8311220904 

50-460 

B 

631 1070359 

90-269 

F 

DENISON, E 

0310270499 

90-279 

R 

8311070439 

90-321 

F 

DENISON. E 

0311300046 

50-279 

P 

6311070480 

90-290 

Q 

DENNING, R S 

0311020076* 

FOIA 


6311070502* 

90-290 

Q 

DENNING. R 8 

0311080119* 

FOIA 


8311180011 

90-369 

Q 

DENNI8T0N. 8 F 

031 109004 0* 

CONTRACT 

0311100046 

90-413 

Q 

DENTE. T J 

8311300219 

toprep 


6311180062 

90-413 

Q 

DENTON. 0 T 

8311000274* 

50-390 

F 

8311180069 

90-339 

Q 

DENTON. H R 

0302070298* 

90-416 

F 

9311100002 

90-330 

Q 

DENTON. H R 

8309090210* 

FOIA 
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AUIHDR 

NUMBER 

CATEGORY 

CCffTONiH R 

BSn 020227 

90-348 

P 

R 

B31 102049 1» 

90-320 

P 

CC^ON>H R 

B31 1030296 

MISC 


rcWTONflf fl 

0311030266 

90-213 

P 

CJENTOWiK fi 

B31 1080006 

hAJREG 


tknton.h r 

0311080362 

90-397 

A 

DENWiN r 

□311 100409 

90-329 

Q 

DEfirON-.H R 

B311 110020* 

FOIA 


DENTOMiK r 

B311 140009 

NUREO 


DEkTOM<H iR 

B3U 140023 

90-366 

8 

dehtoh,h r 

B31 1 140087 

gen tec 

IS 

CCWroNjlf R 

B31 1 140292 

90-309 

0 

DEMrON»H R 

B31 1140337 

PR 


CCNrONtH R 

0311140367 

TOPREP 


DCMTDWjK r 

0311 140916 

TOPREP 


DEI^ONiH r 

Q311 150002 

90-319 

p 

DCRTOr/iH R 

0311210003 

90-247 

p 

CE^-OrfiH fi 

0311230143 

hAJREO 


CtEUJOUiH R 

B31 1290290 

90-320 

H 

OEKTONfiK R 

03 U 300436 

90-271 

0 

OeHT 0 N*H R 

0311300430* 

90-271 

0 

DEPOMEtL.A T 

031121O2G9* 

QA999 


DERH9>P 8 

8311170271 

90-133 

R 

OETJEN. J 

8311290383 

90-289 

P 

tCViHCEMTiaj J 

8311010226 

90-443 

e 

devikcentiq. j 

031 1010226 

90-443 

6 

dcvincenti&j j 

0311010337 

90-443 

8 

DEV INC ENT J 84 J. 

031 1010337 

90-443 

8 

DEVINCENTIS. J 

0311030106 

90-443 

E 

CCVJNCENTIB. J 

0311030106 

90-443 

E 

DEVINCENTIS. J 

03UOGOO67* 

90-443 

R 

devincentis. j 

6311100249 

90-443 

a 

DEVINCENTIS. J 

0311100249 

90-443 

8 

DEVINCENTIS, J 

0311160096* 

90-443 

Q 

devincentis, j 

6311160096* 

90-443 

Q 

DCVINCEHTIB, J 

8311100319 

90-443 

e 

DCVlMCEHTiS, J 

B3111G0319 

50-443 

0 

DEVINCENTIS, J 

0311100339 

90-443 

8 

DCVIMCEHTIS, J 

0311180339 

90-443 

8 

DCVlMCENTia, J 

031128040? 

90-443 

E 

SEVlHCEHTISi J 

0311280409 

90-443 

E 

IDEVIMS,! 

6311080497 

FDJA 


OENimR B 

6311030079 

PR 


denitt^r B 

0311 1 10276* 

90-199 

F 

n&urr^R B 

6311 160430* 

90-199 

F 

DCNITTjR b 

6311160469* 

90-199 

F 

acuiTr4R B 

8311220426 

90-329 

A 

DCY 0 UNC*R c 

8209200026* 

FOIA 


DEYiOUHO^R C 

B30B300799 

90-3 

a 

DEVtXJNO^R C 

8311020019 

90-494 

Q 

OEYOUNC^R C 

6311070103* 

FOIA 


CEYiOCNO^R C 

6311100369 

90-413 

0 

CEYUUfia^ R, c 

6311100379 

90-440 

0 

DEVOUNOjR C 

6311100389* 

90-440 

0 

DEYOUNG, H . C 

6311 1 10209* 

90-440 

G 

DEYOUWjR. C 

6311 140439 

90-440 

0 

UeYCWWQ.R c 

831 1160119 

90-440 

Q 

DEYOUN9.R C 

031 1 170449* 

90-397 

0 

DEYWJNO.R G 

0311210099 

90-397 

0 

DEY0UN9.R. G 

B3112100B3 

90-299 

0 

DCYQUNOiR G 

0311210091* 

90-299 

Q 

DeVIXlNO,R. c 

0311220117 

REOOD 


DEVOUNO, H C 

031 1290300 

Miac 


DEYOUNa.R C 

0311290397 

90-440 

0 

DEYOONSiR C 

0311290399* 

90-440 

0 

DEVOUNO, R, C 

831 1300040 

70-1799 


DEVOUMe, R, C. 

831 1300090* 

70-1799 


DlAHONDi D, J 

031 1100376 

RES 


DIAZ. N J 

0311040108* 

90-03 

F 

DICHLERiC, R 

0311090009 

71-900 


DICK. Q.F, 

030*^230301 

90-244 

P 

DICK. 0-, r 

031 1010292 

90-309 

F 

DICK, 0 F 

0311070270 

90-244 

F 

DICKER L 

8311030240* 

90-413 

T 

DtCKrR, L 

8311210403* 

90-413 

T 

DlEDERIChf,0 J 

031 1070189 

90-373 

0 

DIEOER|CH*0 J 

031 1070909 

90-373 

8 

DtEDERiCHiO J. 

831 119001 1 

90-373 

R 

DiEOERtCHiO J 

0311170103 

90-373 

8 

DIESERICH 4 0. J 

031 1170211 

90-373 

R 

DIEDERICH, 0 J 

0311170278 

90-373 

8 

DIEDERIGH^O J 

8311170300 

90-373 

8 

DIEDERICH^O 0 

631 1210200 

90-373 

0 

DIEDERICH, 0. 0 

031 1220399 

90-373 

0 

DIEDERICH 4 0. J 

031 1220437 

90-373 

0 
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DIEDERICH, 0 J 

8311220467 

30-373 

B 

DIEDERICH, 0 J 

831 1200038 

30-373 

S 

DIENES, A F 

831 1190179 

90-259 

R 

DIETING R 

8311010037 

90-324 

B 

DIETZ, C R 

8311010098 

90-324 

6 

DIETZ, C R 

8311010063 

50-324 

e 

DIETZ. C R 

8311010164 

50-324 

B 

DIETZ. C R 

B311010171 

50-325 

s 

DIETZ. C R 

8311010234 

50-324 

6 

DIETZ. C R 

8311010230 

50-324 

8 

DIETZ. C R 

8311010293 

50-325 

8 

DIETZ. C R 

8311010318 

50-324 

S 

DIETZ. C R 

8311010397 

50-324 

9 

DIETZ. C R 

8311010403 

90-325 

S 

DIETZ. C R 

8311010422 

30-329 

a 

DIETZ. C R 

8311020279 

90-324 

9 

DIETZ. C fl 

8311020423 

90-329 

9 

DIETZ. C R 

8311030017 

30-324 

R 

DIETZ. G R 

8311040034 

90-324 

9 

DIETZ. C H 

Q311I7D242 

90-324 

a 

DIETZ. € R 

0311170261 

50-324 

8 

DIETZ. C « 

0311170206 

90-329 

9 

DIETZ, € R 

8311170300 

30-324 

S 

DIETZ. C R 

8311170372 

90-324 

8 

DIETZ. C R 

8311170392 

30-324 

9 

DIETZ, C R. 

0311210127 

50-324 

S 

DIETZ, C R 

8311210399 

50-329 

B 

DIETZ, C R 

9311220460 

50-324 

0 

DIETZ, c n. 

8311220477 

50-324 

0 

DIETZ, C R 

6311280136 

50-324 

S 

DIETZ, C R. 

8311200330 

50-324 

0 

DIETZ, C R. 

8311280449 

50-324 

0 

DIETZ, C R. 

8311200462 

90-324 

0 

DIETZ, Q R 

8311110377 

71 - 910 a 


DIGOS.R H 

0311030224 

30-209 

P 

DIOOS, R H. 

8311040139 

30-267 

P 

DIOOS, R H 

831 1040138 

30-309 

P 

DIOOS, R M. 

8311090428 

90-424 

A 

DIOO0, R ti 

8311190421 

30-333 

P 

DIOOS, R H 

831 1 190429 

50-293 

P 

DIOOS. R M 

0311160288 

30-369 

P 

Diooa. R M 

8311290097 

50-206 

P 

DIOOS, R H. 

8311300434 

90-269 

P 

DIONAN. T, 0 

0311010309* 

30-443 

0 

DIONAN. T, 0 

0311010309* 

30-443 

0 

DIONAN, T 0 

031 1080194 

50-443 

0 

DIONAN, T 0 

83 U 0801 94 

50-443 

0 

DIONAN, r 0 

0311090166* 

90-443 

0 

DIQNANi T 0 

8311090166* 

50-443 

0 

DIONAN, T 0 

8311190399* 


b 

DIONAMiT 0 

8311190399* 

30-443 

0 

DIONAN. T. 0 

0311190401 

90-443 

0 

DIONAN. T. 0. 

031USO4OI 

90-443 

0 

DIONAN. T 0. 

0311190409* 

50-443 

0 

DIONAN. T. 0, 

0311190409* 

50-443 

0 

DIONAN. T 0 

031 1290294 

50-293 

0 

DIONAN. T 0. 

031 1290294 

50-293 

0 

DIIANNX. D.C 

031 1000021 

50-202 

p 

DILNORTH, D J 

031 1220246* 

50-322 

T 

DIMEOLID, A F 

8311160083 

PR 


DIWEOI-ID. A F 

831 1300349 

PR 


dimeolio, a F 

8311300391* 

PH 


DIMMQCK, 

8311220219* 

50-374 

0 

OINUNNO. J J 

031 1030136* 

50-412 

A 

dircks. n j 

8200040472* 

90-209 

P 

DIRCK8, N J 

0304220294* 

FOIA 


DIRCK8. U J 

03091 10104* 

FOIA 


DIRCKS, N J 

0308100310* 

FOIA 


DIRCK0. N J 

0309080017* 

lOCFR 


DlRCKSi U 0 

0311020120 

90-322 

0 

DiRCKBiW 0 

0311030316 

50-209 

B 

DIRCKS, W 0 

0311090028* 

FOIA 


DIRCKB, U, J 

8311110084* 

FOIA 


DIRCKS. U. J 

0311140379 

go-322 

A 

dirckb, n j 

6311140473 

90-397 

A 

DIRCKS. H J. 

6311160148 

90-309 

P 

DIRCKS. W J 

8311160246 

90-273 

K 

DIRCKB. M. J. 

831(160390* 

lOCFR 


DIRCKS. H J 

831117039J* 

90-273 

E 

DIRCKS. H 0 

8311220039* 

FOIA 


dirckb, N 0 

8311300162* 

FOIA 


DI0E. D P. 

8311210303 

90-410 

8 

DI0PIONO. V h 

7907120593* 

FOIA 


dispionq.v. N 

7903130109* 

FOIA 


DI 8 PIONO 1 V N 

7904090133* 

FOIA 
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DISPIGNO. V 1 ; 

7 9071 2058 D* 

Ft)IA 


DfSPIGNO. V R 

8000100241* 

FOIA 


DiSPlGNO.V U 

8000100245* 

FOIA 


DiePIGNO. U U 

COl S 030073* 

FOIA 


DIBPtGNa. U U 

8102050401* 

FOIA 


D18PI0N0, V W 

831 1020035* 

FQIA 


DIBPIONO, U W 

031 1020038* 

FOIA 


DI0PIOMO, V 0 

031 1020045* 

FOIA 


DIBPIGNO, U 0 

031 L02004B* 

FOIA 


DISPIONO. V W 

031 1020030* 

F9IA 


D1BP10NO. V 0 

031 1020033* 

FDIA 


DiSPIONOiV U 

031 1020036* 

FDIA 


DISPIONOiV U 

031 1020073* 

FOIA 


DISPIONO. V 0 

63L102D089* 

FOIA 


DISPIONQ.V U 

0311020094* 

FOIA 


DISPIONQ.V N 

©311020098* 

FOIA 


DI8PIONO. V U 

6311020100* 

FOIA 


OiePlGNO. V If 

6311020135* 

FOIA 


DISPIONO^V If 

0311020137* 

FOIA 


DISPIONO^V w 

0311020140* 

FOIA 


DIBPIQNO.V U 

0311020141* 

FOIA 


DISPIONQ.V VI 

0311O2O148* 

FDIA 


DISPIONQ.V M 

8311020154* 

FOIA 


DlBPtONQ.V N 

8311020166* 

FOIA 


dispionq.v w 

8311020172* 

FOIA 


DlBPtGNO.V U 

0311020473* 

FOIA 


DIXON, D J 

031 1000320 

50-302 

0 

DIXON. D J 

0311200519* 

aA999 


DIXON. D J 

B3112B0526* 

aA999 


DIXON. D J 

0311280533* 

QA999 


DIXON, 0,N 

0311020326 

50-395 

6 

DIXON, 0 14 

0311010093 

50-395 

6 

DIXON, 0 14 

8311010094 

30-395 

0 

DIXON, 0 14 

9311010084 

50-395 

B 

DIXON, 0 14 

0311010167 

50-395 

8 

DIXON. Q 14 

0311020369 

50-395 

0 

DIXON, □ U 

0311040032 

50-395 

F 

DIXON, □ U 

831 1040067 

50-39 5 

a 

DIXON. 0 14 

831 1070332 

PR 


DIXON.O 0 

631 1070372* 

50-395 

Q 

dixon.o U 

B31107096S 

50-395 

p 

DIXON.O U 

6311070233 

50-3 7 9 

8 

DIXON.O 0 

0311090263 

50-395 

a 

dixon.o W 

0311070203 

90-399 

9 

DIXON.O 14 

83111 4024 I 

50-393 

p 

dixon.o If 

8311130144 

50-39 9 

p 

DIXON.O N 

0311(70112 

50-395 

8 

DIXON.O U 

031 1170218 

50-3 95 

P 

DIXON.O H 

0311170340 

50^3 79 

R 

dixon.o H 

0311100127* 

90-379 

0 

DIXON.O M 

8311220061 

90-379 

6 

dixon.o VI 

8311220310 

50-375 

8 

dixon.o Vt 

831 1220317 

90-375 

P 

DIXON.O H 

0311220367 

50-379 

e 

DIXON.O (4 

0311220470 

50-379 

8 

DIXON.O M 

83 11 20036 4 

50-395 

p 

DIXON. a R 

031 1280439 

50-395 

p 

DNYTRIW, 5 W 

0311OBO&9O* 

40-0492 


DODD.C V 

0311020008 

lAJREG 


DODDB.R T 

6311160137* 

50-460 

0 

dodde. R T 

631 120007 8* 

50-397 

0 

dqdds. R t 

631 1200079* 

50-344 

Q 

DOERFLEIN.L T 

031 1170430* 

50-333 

0 

dderr.t a 

0311210435 

fAJREO 


DDHERTY, J F 

0311030061 

50-443 

0 

DDHEfiTVi J F 

B3l 1090079 

50-293 

G 

DONNELL, J L 

9311230131* 

50-329 

T 

DORSEY, J A 

8311160117 

50-320 

0 

DORSEY, J A 

0311220469 

50-352 

0 

DORSEY. J A 

0311220469 

50-352 

Q 

DDRBEYiJ A 

031 1220492* 

50-353 

0 

DORBEY. J A 

0311220482* 

90-39 2 

Q 

dduohehty.d n 

8311300051 

NUREO 


DOUGHERTY. F A 

9311100311* 

90-327 

R 

DOUGHERTY. J D 

8311290137 

90-32 2 

0 

DDUGLA0,J A 

83ni8a226» 

QA999 


DDVLE.F L 

a3U2a0l29» 

UABTE MGT 

DOYLE. J 

03tloaO24O« 

90-4 4 5 

0 

DOYLEi j 

031 1150367* 

90-449 

0 

DRAYER. D D 

031 1230024* 

FOIA 


DRiaKELL.D D 

931 1200008* 

□A999 


DRQUIN. M T 

0311020044* 

FOIA 


DRUOA, R J 

0310250595 

90-334 

8 

DRUQA. R J 

031101 0326 

90-334 

8 

DRUGAiR j 

8311010383 

90-334 

a 
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DRUOAiR J 

8311030126 

90-334 

8 

EDELtfANiM R 

B31 1020432* 

90-440 

0 

ELBA88ER, T C 

831 1090214* 

80-20 

0 

DRUOA^R li 

8311160013 

90-334 

B 

EDELMANiM R 

6311070499 

90-440 

6 

EL8ASSER, T C 

B3 11090299* 

70-371 


DRUOA. R J 

0311160030 

90-334 

8 

EDELHAN.n R 

8311070630 

PR 


ELSAgeEH.T c 

031 1210227* 

70-1143 


DRlfOAiR J 

8311160127 

90-334 

8 

EDELHANiM R 

0311090381 

90-440 

A 

elbasber, T c 

8311280377* 

90-97 

0 

□RUOAiR J 

a 3 illBOU 6 

90-334 

B 

EDELMANrM R 

0311160197 

90-440 

A 

ELSEN, M J 

B31 1290289* 

27 -4 H 


DRUOA. R J 

6311180140 

90-334 

8 

EDELHAN,M R 

8311170237 

90-440 

8 

EMBREY, D E 

8311090003 

rUREO 


DRU^A.R U 

6311210290 

90-334 

8 

EDELMAN. M R 

6311210164 

50-440 

E‘ 

ENOELMANN, R 

6311 1404B7 

40-6394 


DRUOAi R J 

631 121039? 

90-334 

9 

EDELMAN, W, R 

6311210229 

90-440 

8 

ENOLEiL d 

0311OBOO24 

90-339 

P 

DRUM. D E 

7?09060194» 

FOIA 


EDOARi 6 

6311160209 

50-269 

U 

ENDB.J T 

6311100102 

TOPREP 


DHWii 0 e 

600820030 1« 

FOIA 


EOOARiO 1- 

6311010341 

90-937 

0 

ENOS, J T 

6311 100102 

TOPREP 


DRUM, D e 

ai04220;>16« 

FOIA 


EDLEB.O J 

8311230102* 

90-332 

0 

EPBTEIN, H 

8311300137* 

FOIA 


DRUM. D E 

631 13001 29» 

FOIA 


EDWARDS. 0 y 

0311030079 

PH 


eraslan.a h 

0311010477 

WJREO 


OHUM»D E 

0311300149* 

FOIA 


EHRLICH. 0 

6311110059* 

FOIA 


ERASLAM, A H 

031 1290399 

WREO 


PRUK. D E 

8311300293* 

FOIA 


EICKENHOLr. H 

8311100246* 

90-322 

Q 

ERA8LAN, A H 

0311300110 

MiREO 


PRUM^D E 

631 1300263* 

RJIA 


EICHENH0L2, H 

6311100253* 

50-293 

Q 

ERHARDT, R J, 

0311020166 

50-32? 

A 

DaUH«D E 

8311300301* 

FOIA 


EICHLER.T V 

631 130044 1 

IWREO 


ERHARDT. R J 

0311O7O9B2 

90-329 

A 

PRUM. P E 

6311300319* 

FOIA 


El SEN HUT, D 0 

6103310247* 

FOIA 


ERHARDTiR J 

0311100256 

90-327 

A 

PRLfHi 0 E 

831 1300321* 

FOIA 


EISENHUT.D 0 

6210120691* 

90-329 

A 

ERHARDT.R J 

B31120O44S 

90-32? 

6 

DRUM, D E 

031 1300329* 

FOIA 


EI8ENHUT, D 0 

6306310064 

90-275 

P 

ERICKBON, P 0 

6311100297 

90-133 

? 

DRUM. 0 e 

8311300327* 

FOIA 


ElSENHUTiD 0 

6306310069 

50-279 

P 

ERICKSON, P n 

0311200121 

90-29 

P 

DRUM. P E 

031130032?* 

FOIA 


EIBEHMUT, D 0 

B30B3 10069 

90-275 

P 

ERlKBDNiK T 

6311220242* 

90-322 

T 

DRUM. D E 

0311300330* 

FOIA 


EISENHUT.D 0 

6308310070 

90-275 

P 

ERNST, M L 

8204200581* 

FOIA 


DRUM, P £ 

0311300339* 

FOIA 


CI8ENHUT. D 0 

8308310072 

90-133 

P 

ERNST, M L 

0311140027* 

REa 


DRUM, D E 

0311300343* 

FOIA 


EIBENHUTiD 0 

0310200362 

50-3 

F 

ERNBT, M L 

6311160279 

MISC 


DRUM. P E 

0311300346* 

FOIA 


ElSENHUr.O. 0 

6310260043* 

50-369 

P 

ERNBT.M L 

831 123D19B 

NUREO 


DRUM, D F 

631 1300197* 

FOIA 


ElfiENHl/r.D 0 

8310310403 

50-3 

P 

ether IDOE.M R 

6311160196* 

06999 


DRUM, 0 F. 

631 1300197* 

FOIA 


E18ENHUT. D 0 

B3U010010 

90-279 

P 

ether IDOE.M R 

0311160173* 

06999 


drumkomo.f j 

6311070140* 

90-362 

Q 

EI8ENHUT, D 0 

8311010011 

90-279 

R 

EVANS, C. A 

8311220203* 

50-445 

0 

DUBE, B 

631 1070026* 

90-937 

A 

eisenhut. d, g 

8311010016 

90-279 

e 

EVANS, K 

6311020321* 

90-313 

r 

DUBE, B 

6311070043* 

90-937 

D 

ElSENHUr. D, 0 

B31 1010017 

90-279 

p 

EVDDK IMOFF, V 

6311020064* 

FOIA 


DUBOlSr D> 

6311140092 

JCPOftTLIC 


EI8ENHUT.D 0 

8311010180 

90-10 

p 

EVDOKIMOFF, V 

6311020067* 

FOIA 


DUBOI9, 0 

6311160417 

XPORTLIC 


eisennut.o 0 

6311010182 

90-3 

p 

EVDDK IMOFF, V 

6311020068* 

FOIA 


DUB0rS,0 L. 

6311160303* 

90-a?B 

0 

EI 8 ENHUT 1 D 0 

631 1010463 

50-279 

p 

EVDOKIMOFF, V 

8311020004* 

FOIA 


PUBRY.N E. 

631102020a* 

90-409 

Q 

EI8ENHUT, D 0 

8311020051 

90-3 

p 

EVDOKIMOFF, V 

B3110200B7* 

FOIA 


PUCK. J R 

0311290099 

90-339 

J 

EIBENHUT.O 0 

631 1020190 

50-366 

p 

EVDOKIMOFF, V 

0311020086* 

FOIA 


DUDA.L E 

8311300090 

HUREO 


E I SEN HUT. D 0 

8311020497 

90-116 

p 

EVDOKIMOFF, V 

6311020090* 

FOIA 


DUDLEY. D 0 

6311210439 

NUREO 


EIBENHUT.O 0 

031 1020499* 

50-116 

p 

EVDOKIMOFF, V 

B3 11020091* 

FOIA 


DU90ER. L 

6311070389 

90-313 

8 

EIBENHUTiD 0 

6311040127* 

50-329 

A 

EVDOKIMOFF, V 

8311020107* 

FOIA 


DU08TAP. D 

8311170361 

90-282 

R 

EI8ENHUT. D Q 

6311070194* 

FOIA 


EVDOKIMOFF, V 

6311020117* 

FOIA 


DUMMER.O H 

8311100379* 

CONTRACT 


El SEN HUT. D 0 

0311060413 

90-209 

P 

EVDOKIMOFF, V. 

6311020122* 

FOIA 


DUKQASpH j 

031 1010196 

90-266 

U 

EI8ENHUT,D 0 

631 1090316 

PEN TEC 

18 

EVERETT, R J 

6311220094* 

40-0645 


EHJNHAHpH a 

8311190396* 

90-4 43 

0 

ElBENHUTrD 0 

6311100251 

90-250 

F 

EVERETT, R J 

8311220186* 

40-6452 


OUNLAPrJ M 

8311210316* 

50-249 

Q 

ErSENHUT, D 0 

0311100263 

90-416 

P 

EVERETT, R J 

B3 11 2201 92* 

40-ai77 


DUPDMT, a 0 

0311O2O26B* 

90-341 

Q 

EI8ENHUT, 0 0 

6311100339 

90-97 

P 

EVERETT, R J 

0311220217* 

40-349J 


DUFOMT, a 0 

6311260460* 

90-341 

Q 

EIBENHUT, D 0 

6311100340* 

90-97 

P 

EVERETT, R. J 

8311220831* 

40-6622 


OUPREErP C 

8311170209 

90-327 

R 

EISENHUT, P 0 

6311100406 

90-263 

F 

EWERTrO F 

6311020173 

90-329 

A 

DURBIN, a L 

631 1010330* 

90-27 9 

0 

EIBENHUT, D 0 

6311140432 

90-197 

P 

EWERT.O F 

B31U70346 

90-329 

A 

DURBlMiQ L 

631 1010332* 

90-273 

0 

EISENHUT, D Q 

631 1 140436* 

50-197 

P 

EHERT, 0 F 

8311280453 

90-329 

A 

DURPIN, 8 L 

631 J010336* 

90-279 

0 

EIBENHUT.P <k 

6311140914 

90-350 

A 

EWERT, 0 F 

6311290163 

90-329 

A 

DURRi U 

63 1 1 020338* 


0 

EISENHUT, 0 0 

0311150486 

90-293 

F 

EVsTERrR E 

B311100DDB 

!J5=T43 

T 

PURRrU P 

6311010319* 

90-033 

0 

EIBENHUT, D 0 

8311150492 

90-350 

A 

fair, j 

8311090096* 

90-463 

Q 

DURR. J P 

6311090220* 

90-394 

a 

EISENHUT. D 0, 

6311160163* 

50-443 

A 

FALCONER, D 

6311160296* 

60-269 

Q 

DURR. U P 

631 109034 0* 

90-277 

Q 

EISENHUT. D 0 

6311160234 

PROJ 


FALETTI.D W 
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CONTRACT 
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Q 
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8 
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Q 
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0 
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8 
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50-249 

R 
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40-1311 
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G 

8311170378* 

50-348 

Q 
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8 
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Q 
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50-348 

8 
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50-338 

8 

HAWKINB.E F 
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Q 
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50-348 

B 
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8 
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8 
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8 
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B 
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B 
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0 
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a 
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8 
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8 
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S 
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D 
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90-32S 

8 
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831 1070610 

50-3?2 


8311010191 

90-293 

8 

HAYNEB* 

J 

0 

831 107063B 

50-362 


8311010310 

80-293 

P 

HAYNEB* 

J 

0 

8311100006 

50-361 


8311010322 

50-293 

8 

HAYNEB, 

J 

0 

831 1100103 

50-362 


831(010396 

50-293 

F 

HAYNES* 

J 

0 

8311100117 

50-361 


0311020037 

50-293 

P 

HAYNEB* 

J 

G 

83! 1100166 

50'2M 


031 1040 107 

50-293 

F 

HAYNES* 

J 

0 

8311100195 

50-362 


03 11070499 

50-293 

R 

HAYNES* 

J 

0 

8311140124 

50-362 


8311080372 

90-293 

R 

HAYNEB* 

J 

0 

B3 11140164 

50-362 


8311090331 

90-293 

P 

HAYNES* 

J 

G 

8311140171 

30-362 


031 1(60095 

50-293 

B 

HAYNE0* 

J 

0 

8311140170 

50-361 


0311(60099 

50-293 

0 

HAYNES, 

J. 

Q 

8311 170350 

50-361 


8311100112 

50-293 

8 

HAYNEB* 

J 

0 

831 1 170359 

50-206 


B3 11220324 

50-293 

F 

HAYNES* 

J 

0 

8311220148 

50-362 


03U2SO329 

90-293 

P 

HAYNEB* 

J 

0 

8311220224 

50-206 


0311220371 

90-293 

P 

HAYNES* 

J 

0 

831 1220356 

50-361 


6311220387 

90-293 

R 

HAYNES* 

J 

0 

8311220359 

50-341 


8311220412 

50-293 

6 

HAYNES* 

J 

0 

8311220431 

50-341 


0311220271* 

90-322 

T 

HAYNES* 

J 

G 

8311220436 

50-342 


0311180192* 

90-416 

Q 

HAYNES* 

J 

0 

8311280282 

50-362 


031 1190249 

90-324 

R 

HAYNES. 

J 

0 

03 1 1 28030 1 

90-361 


0310270479 

50-329 

a 

HAYNES* 

J 

0. 

831 1280315 

50-362 


0311140172 

90-329 

8 

HAYNES* 

J. 

0 

8311280317 

90-2CA 


0310310311 

90-329 

A 

HAYNEB, 

J 

Q 

8311280320 

50-206 


8311020330* 

90-327 

Q 

HAYNEB* 

J 

0 

6311280320 

50-361 


8311090321 • 

90-329 

Q 

HAYNEB* 

J 

0 

831 12B03S4 

90-362 


8311210304* 

90-329 

0 

HAYNEB* 

J 

0 

8311280387 

90-361 


0311220369 

50-329 

A 

HAYNES* 

J 

0 

0311280395 

90-261 


8300300432* 

REGGD 


HAYNES. 

J 

0 

83 1 1 28040 1 

90-362 


8311090364* 

90-397 

F 

HAYNES* 

J 

G 

8311280417 

90-361 


8311100156 

WASTE MOT 

HAYNES* 

J 

0 

8311280439 

90-361 


8311100198* 

WASTE HOT 

HAYNES* 

J 

0 

8311280467 

50-361 


0311110194* 

50-282 

Q 

HAYNES, 

J 

0. 

83 1 1 2804BO 

80-362 


0311190039 

FOIA 


HAYNEB* 

J 

0 

8311280460 

50-362 


0311110047* 

FBIA 


HAYNES* 

J 

0 

83 1 1 280493 

50-362 


831 1300095* 

FOIA 


HAYNEB* 

J 

G 

8311280531 

50-362 
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ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


ALTHOfl 

NUMSER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGOnV 

AUTHOR 

NJMQER 

CATEOORV 

AtLE<A J 

0311100000 

WASTE MQT 

HIND. J A 

8311070625* 

50-295 

Q 

HOYLE. T 

0311300335* 

50-397 

A 

lIAnifl F 

B31 1010146 

50''321 P 

HIND, J A 

6311110018 

50-305 

Q 

HDYTtK F 

8309230252 

50-443 

0 

CASpO f 

031 10B0377 

50-321 P 

HIND. J A 

831117D199 

70- B 


HOYT.H F 

0311030130 

50-443 

0 

CADrG r 

031 1200249 

50-366 P 

HIND. J A 

031 1280044* 

50-409 

<3 

HOYT.H F 

8311070214 

50-443 

0 

EAD. 0 F 

031 12B0S30 

50-366 P 

HIND. J A 

8311290221 

50-315 

0 

HOYTtH F 

8311090301 

50-443 

0 

EALEYi J 

031 1210023« 

50-443 F 

HINDS. W C 

0311090036 

NUBEO 


HOYT.H F 

8311150232 

50-443 

0 

EAAMiP C 

831 1080SIO 

FDIA 

HINRICHB. 0 

631 1030120 

50-247 

B 

HOYT.H F 

8311150250 

50-443 

0 

EATREALV.) T L 

0311100331* 

50-390 Q 

hinrichs.q 

6311280492 

50-247 

B 

HOYT.H F 

8311170180 

50-443 

0 

esbaropL a 

9311160404 

WASTE MOT 

HIRSCH. D 

631 1010310 

50-142 

0 

HOYT.H F 

8311280069 

50-443 

Q 

ECTOJii h 

931 107031 1 

PRM 

HIR8CH. D 

631 1220499 

50-142 

0 

HOYT.H F 

8311300260 

50-443 

0 

ECIOAp a 

931 107031 1 

PRM 

HlflSCH. D 

631 1280219 

50-142 

8 

HSU, C 

8311290381 

NUREG 


ECTOAi A 0 

931 1220493 

WASTE MOT 

HOAOLAND. K E 

6311210434 

50-217 

P 

HUBER. B A 

8311150124* 

FOIA 


EETR£Ri H 

831 1140138 

XPDRTUIC 

HOGH. J B 

6311230092* 

50-275 

R 

HUDSON. S 

8311100101 

50-220 

Q 

EETRSAi y II 

8311140141 

XPORTLIC 

HOCHREJTER. L E 

6311140526 

NUflEO 


HUDSON. a D 

83 1 1 020300* 

50-220 

G 

ElDEftiL H 

931 1090202 

50-29 P 

HODDER. K H 

6311100278 

50-250 

0 

HUDSON. a D 

8311280415* 

50-22D 

Q 

EII^£R|L H 

931 1170240 

50-29 R 

HODDER. li H 

6311100278 

50-250 

0 

HUDSPETH. J D 

6311080063* 

50-348 

F 

eiEHHAM. R F 

931 1160124* 

50-440 0 

HODDER. H H 

831 1100260* 

50-250 

0 

HUDSPETH, J B 

6311060150* 

50-048 

F 

EIE)HHAM<R F 

931 1160334* 

50-289 Q 

HODDER. M H 

6311100260* 

50-250 

0 

HUETER.L J 

6311090326* 

50-282 

0 

En(J€RiK L 

0309130163* 

50-309 P 

HODDER. M H 

8311100262* 

50-250 

0 

HUETER.L J 

6311220205* 

70-925 


EIYN£F1.K L 

9311140270 

50-336 8 

HODDER. H H 

8311100262* 

50-250 

0 

HUFFMAN. 0 N 

D3111Q0DB6* 

50-327 

0 

ac-rj T 

0306020327* 

50-255 P 

HODOE.8 A 

631 1090062 

50-25? 

P 

HUGHES. P 0 

6311010214 

50-3 02 

8 

ELl^«J r 

9306020 S3 6* 

50-289 P 

HOFFMAN.D P 

631 1170397 

50-155 

n 

HUKILL 

8311100044 

50-2 89 

a 

ELDiJ T 

8306070474* 

50-340 P 

HOFFMAN. 0 L 

6311150449* 

40-299 


HUKILL. H D 

8311010131 

50-289 

e 

ELDiJ T 

0306080009* 

50-266 P 

HOFFMAN. T E 

6311140461 

40-6929 


HUH ILL, H D 

831 1010145 

50-289 

e 

acij r 

0306130286* 

50-269 P 

HOFi<.rN. T 

6311140017* 

50-324 

p 

HUKILL, H D 

831 1010260 

50-289 

s 

ELLERiJ K 

031 1020396* 

SO-255 Q 

HOGAN, J P 

6311150273 

50-8? 

p 

HUKILL, H D 

8311070635 

50-289 

S 

ELTEHEOiC O 

0310260426* 

^UReo 

HOGAN. R T 

6311170415* 

50-410 

0 

hftJKlLL, H D 

8311150266 

50-239 

p 

ELT£H£9^C J 

0311140009* 

NUREO 

HOGAN. T F 

0311290004* 

CONTRACT 


HUKILL. H D 

831L16DD90 

50-289 

p 

ELTEHESiC J 

0311140031* 

NUREO 

HOIST. D P 

6311280070* 

50-397 

0 

HUKILL. H D 

6311170239 

50-289 

B 

ELUEQpD R 

0311220213 

TOPREP 

HOLAHAN. 0 

831 12903 9 a* 

50-302 

p 

HUKILL. H D 

B3U170396 

50-289 

S 

EKBY^E 

031 1080372 

XPORTLIC 

HOLDEN. C F 

8311280392* 

50-30? 

Q 

HUKILL. H D 

6311180162 

50-289 

8 

EI^IX&DM^E S 

831 1090247* 

50-281 P 

HOLDER. E T 

8311170074 

50-296 

B 

HUKILL. H D 

6311180296 

50-289 

B 

EKRY^D B 

931 1230177 

NUREO 

HOLDER. E T 

8311280184 

50-296 

8 

HUKILL. H 0 

6311210134 

50-289 

F 

ENSLEYpK D 

0310140273 

70-143 

HOLDER. 0 

0311090350 

50-259 

S 

NUHILL. H D 

631 1210164 

W-2B9 

P 

ERJIAH. A 

031 1230044 

50-302 P 

l‘(OLUAR. D E 

0311230226 

50-400 

0 

HUKILL. H D 

631 1210233 

50-289 

S 

ERHAH. R M 

0209280587* 

50-329 F 

HOLLAR, 0 E 

0311230227* 

50-400 

0 

hukill.h D 

0311210316 

50-269 

8 

ERHAM. R M 

031 1090090* 

50-329 A 

HOLLAR. D E 

0311230228* 

50-400 

0 

HUKILL. H D. 

B311220494 

50 -209 

ft 

LRHAHpR m 

031 109O3S9 

50-302 P 

HOLLAR. D E 

0311290263 

50-400 

0 

HUKILL.H D. 

0311260308 

50-289 

B 

EAHAKIiEZiQ H 

031 1160139* 

50-273 0 

HOLLAR. D E 

D31 1290267* 

50-400 

0 

HUKILL. H.D 

0311290210 

50-289 

F 

UliCBp 9 

0311140089* 

CONTRACT 

HOLLAR. D E 

0311290267* 

50-400 

0 

HUKILL.H D 

B31 13001 17 

50-289 

P 

EAR.P B 

0311220299* 

50-322 T 

HOLLEY, M L 

B3I 1220267* 

50-445 

0 

HULL. A P 

8311280491* 

50-213 

a 

fJin,P B 

0311220299* 

50-322 T 

HOLLINOWORTH. D 

0311210017* 

50-443 

F 

HUNMICUTT.D 

8311220203* 

50-445 

8 

lARpR 

0311290174* 

50-402 0 

holonich. j 

0311230010 

50-400 

A 

HUNNICUTT.O M 

8311010006* 

50-267 

Q 

ERRpR A 

0311300230* 

QA999 

HOLTZ, ^ L 

0311170408 

50-334 

R 

HUNMICUTT.D H 

9311070393* 

50-267 

8 

[RRrR K 

0311300288* 

0A999 

HOMER, L 

0311070034* 

50-537 

A 

HUNMICUTT.D M 

8311150188* 

50-296 

Q 

iRRlNOtON^ B 

0311150098* 

50-313 Q 

HQUEY.O 0 

8311150274* 

FOIA 


HUNMICUTT.D M 

8311 150242* 

50-267 

0 

ERRHAWIfT J 

0311180093 

50-333 8 

HOOD. D. 

8304200003* 

50-329 

A 

HUNMICUTT.D M 

8311150233* 

50-445 

0 

•nSCH.^ H 

031 1090421 

XPORTLIC 

HCODr D 

831 1090067* 

50-329 

A 

HUNNICUTT.O M 

8311160303* 

50-298 

0 

lRSCKpH h 

0311140036 

XPORTLIC 

HO DO. 0 

8311090118* 

50-329 

A 

HUNNICUTT.O M 

8311220209* 

50-267 

Q 

EVER. R 8 

0311150071 

ILE 

MODO. D S 

6311040125* 

50-3S9 

'A 

HUNMICUTT.D M 

8311220267* 

50-445" 

0 

lATTiS L 

0311010271 

PR 

HOOD. L J 

8311160021* 

50-352 

A 

HUNMICUTT.D M 

8311290039* 

50-462 

8 

[ATT. 3 L 

0311010275 

PR 

HOPCRAFT. C P 

B31 1160247 

71-9161 


HUNMICUTT.D M 

8311290051* 

50-296 

G 

[ATT.S L 

0311220511 

50-440 0 

HOPKINS. J 

0311300453 

50-393 

P 

HUNMICUTT.D M 

8311270053* 

50-313 

Q 

[ATT. S L 

031 1290222 

50-440 0 

HOPKINS. J. B 

B31I020146 

50-393 

P 

HUNT. M D 

8311070361* 

50-413 

G 

[CKEV. g U 

031 1020043* 

FOIA 

HOPPER. A 

8311230011 

CONTRACT 


HUNTiM D, 

8311100104* 

50-424 

Q 

[CKEY.J M N 

831 1 150199* 

FOIA 

korin,u a. 

8311010308 

50-445 

0 

hunter, d 

831 1030159 

50-29 

P 

[CKEYf J M H 

0311150213* 

FOIA 

HORIN.H A 

8311010308 

50-445 

0 

HUNTER. D R, 

8311270195* 

50-440 

G 

[CKHAHiJ y 

031 1230034* 

FOIA 

HORIN.U A 

8311070181 

50-443 

0 

HUNTER. R L. 

031 1300090 

NUREG 


[ETALAiiJ J 

0311220437 

50-373 8 

HORIN.H A 

8311070181 

50-445 

0 

MUTTER. A 

631 1070446* 

50-315 

F 

[OfitNaOTHAH 

0311010438 

WASTE MOT 

HORIN.H A 

8311060190 

50-445 

0 

IGRir.J A 

831 1010298* 

TOPREP 


|G9INaQTHAHi l_ 

0012160226* 

40-2061 

HORIN.H A 

8311080190 

50-445 

G 

IPPOLITO.T A 

0311140031* 

NUREG 


iC^triBOTHAHi i. 

031 1020477 

WASTE MOT 

HORIN.H A 

8311060211 

30-445 

G 

IRBY. B J 

8311020364 

50-296 

£ 

Ifif^iHBQiTHAHi L 

031 1020305 

WASTE MOT 

HORIN.H A 

8311060211 

30-445 

0 

IRBY. B J 

0311220424 

50-296 

S 

iCSlNBOTHAHi L 

0311100285 

WASTE MOT 

HORIN.H A 

8311080237 

30-445 

0 

IRWIN. D P 

8311130316 

50-322 

c 

I09INBOTHAHI U* 

0311100359 

WASTE MOT 

HORIN.U A 

8311060237 

30-443 

G 

IRWIN. 0 P 

8311130316 

50-322 

c 

iCSlNBOTHAHi U 

031 1140295 

WASTE MOT 

HORIN.H A 

8311230122 

50-443 

0 

IRWIN. D P 

0311130324* 

50-3 22 

c 

IQOI^TBOTKAHp U 

0311140451 

WASTE MOT 

HORIN.H A. 

8311230122 

30-445 

G 

IRWIN. D P. 

8311130324* 

50-322 

c 

:00]N?OTHAHi U 

031 1210043 

WASTE MOT 

HORBCHEL. D. B 

8311090148 

NUREO 


IRWIN. D P 

6311160105 

50-322 

( 


031 1210048 

WASTE MOT 

HORTON. W 

8311010479 

NUREO 


IRWIN.D. P 

8311160185 

50-322 

( 

OgmaOTiKAHp L 

031 1210126 

WASTE MOT 

HORTON. W 

8311030232 

NUREQ 


IRWIN. D P 

8311280266 

50-322 

t 

QOlKBDTKAMi U 

0311210485 

WASTE MOT 

NORTON. W 

8311030235 

NUREO 


lAWlN.D P 

0311280266 

50-322 

< 

OQIhr&OTHAHi U 

0311220027 

WASTE MOT 

HORTON, W 

8311030238 

MURED 


IWANICKI, R E 

6311 140371 

40-6380 


ooir^i J 

031 1 160408* 

50-322 A 

NOSEY. C M 

83111B0340* 

30-230 

0 

JAGKIW. I 

8311210135 

50-246 

1 

LL. 1> 

0311070531 

PRM 

HOUSTON. R H 

8203190496* 

50-443 

D 

JACKIN, I N 

8311020206* 

50-409 

< 

LL.V/ H 

0311020273* 

50-358 Q 

HOUSTON. R. U 

B210130041* 

30-443 

0 

JACKIN, I N 

8311020409* 

50-305 

< 

LL.l^ H 

831 1280482* 

50-358 Q 

HOUSTON. R, W 

8311170103 

50-373 

B 

JACKIN. I N 

B3llkl0175* 

50-266 

( 

LL. W H 

031 1290212* 

50-498 G 

HOUSTON, R. H 

8311220467 

50-373 

8 

JACKIN. I> N 

0311810147* 

50 “346 

( 

LLYARD. H U 

031 1170059* 

50-267 8 

HOWARD. A Q 

8311230177 

NUREO 


JACKSON, C W 

8311010246 

50-247 

1 

KO. J 

0310060358 

I&E 

HOWErP W. 

0311010418 

50-324 

P 

JACKSON. 0 

8311300257* 

FOIA 


KQ. J A 

0311010353 

50-255 Q 

HOWE.P W 

0311040045 

50-324 

0 

JACKBON. 0 

631 1300275* 

FOIA 


KOf J A 

031 1040014* 

50-346 0 

HQWE.P W 

8311070106* 

30-324 

0 

JACK0ON. L H 

83 L 107054 7* 

50-390 


N3i J A 

0311070288* 

50-305 Q 

HOWE. P H. 

831 1 100200 

50-324 

9 

JACOBS. A 

8311100363 

CONTRACT 

HD. J A 

831 1070543 

50-266 Q 

HOWE.P W 

8311150220 

50-324 

P 

JACOBS 1 A 

831t210419 

CONTRACT 

ND> J A 

8311070549* 

50-266 0 

HOWE.P W 

6311150241 

50-324 

F 

JACOBS, rt 

0311030093* 

50-272 


HDiiJ A 

0311070622 

50-295 0 

HOWE.P W 

8311150267 

50-324 

P 

JACOBS, R H 

6311280523* 

50-272 
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JAFFE, H 
JANU8KA«A 0 
JAKU&KA^A 0 
JANZOVJrE F 
JANZQUrE F 

8311280393 
8311010229* 
B31 1 170399* 
8311070639 
831 1 150323* 

PR 

40-2061 

50-373 Q 

XPORTLIC 

70-972 

JOHNSON. W 
JOHNSON, W 
JOHNSON. U 
JOHNSON. W 
JOHNSON. W 

D 

D 

D 

D 

D 

0311220337* 

0311290039* 

8311290091* 

8311290099* 

8311290117* 

90-289 

50-482 

90-298 

50-313 

90-402 

Q 

Q 

0 

0 

0 

KAGAN. C F 
KAOAWA. T 
KALlVlANAKla. N 
KALIVIANAKI8, N 
KALIVlANAKiSi N 

JAPE. F 

JAPE. F 

JAPE, F 

JAPE. F 

JAPE, F 

8311070217* 
8311070249* 
0311070340* 
B31 1070539* 
831118011 1* 

30-201 

30-389 

30-416 

50-390 

90-369 

Q 

a 

Q 

Q 

Q 

JOHNSON, U 
JOHNSON, W 
JOHNSON. M 
JOHNSON, U 
JOHNSTON, 0 

D 

D 

D 

0 

W 

8311290198* 
831 1290186* 
8311290192* 
8311210112 
831 1260079* 

90-313 

90-402 

90-402 

50-322 

90-344 

0 

Q 

G 

T 

0 

KALIVlANAKie, N 
KALIVIANAKIS. N 
KALIUIANAKIS. N 
KALIVIANAKIS, N 
KALIVIANAKIS. N 

JAPE. F 

JAPE. F 

JAUDON, J P 
JAUDON.J P 
JEFFERS. 0 

8311 1801B1* 
8311180334* 
8311290039* 
B311290O3J* 
8311220281* 

50-369 

50-369 

50-482 

90-298 

90-322 

Q 

0 

0 

G 

T 

JOHNSTON, J 
JOHNSTON. U 
JONES. D W 
JONES. D W 
JONES. 0 T 

u 

V 

8311290364 

8212060190* 

8311070201* 

8311180318* 

8311030054 

NUREO 

FOIA 

70-27 

70-1191 

90-259 

R 

KALKMAN. J N 
KALKNARFi 0 R 
KALMAN, 0 
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F 

klinoler. 0. 

8311100240 

I6E 


KOHL, C, N 

8311230102* 


0 

KEKY0H.9 D 

6311100249 

50-307 

S 

klinoler.o 

8311170120 

50-237 

a 

KOHLER, A D 

8311280160 

90-508 

8 

KENYONiB d 

6311170269 

90-387 

R 

KMETVK.L M 

831 1090102 

NUHEG 


KaHLER,A 0 

83 11280267 

90-906 

8 

KEKYON. D D 

B3U. '^05* 

90-397 

Q 

kketyh, L N. 

8311090022 

NUREO 


K0LAC70W8KI, A 

631 1020044* 

FOIA 


KEKYO^i T. J 

031110^099 

90-390 

A 

KNAPP, H 

831 1290407 

WASTE MOT 

KOLB, L E 

8311010094 

90-399 

8 

KEKYDfl^ T. J 

0311100071 

50-39^ 

A 

KNAPP. M R 

8311140263 

WASTE MOT 

kolb.l E 

0311010167 

90-399 

8 

XEPPLERiO.O 

8311020329 

X)-35 

Q 

KNAPP. M R, 

8311140409 

MASTE MOT 

KDLB.L E 

0311040067 

90-395, 

8 

KEPPLERixf 0 

B311Q40003 

afe-34 

0 

KNiAzeuvcz. a o. 

6311160311 

WAflftE"»l07 

HOLTAY. P 

6311180194* 

50-247 

G 

XEPPLERiJ 0 

0311040051 

50-396 

A 

KNlEfiERrO y 

8311220306* 

0A999 


KONG. M K 

0311210455 

hAJREG 


Xf^PLERrJ 0 

0311040090 

90-329 

A 

KMIOKTfM r 

6311070639 

90-289 

8 

KONKUM, J 

0311040100 

90-546 

8 

KLEPPLERfO Q 

8311070284 

50-309 

a 

KMIOHT, H R 

6311170235 

30-209 

a 

KONKHN. J E 

8311110192* 

90 - 346 

0 

KEFPLERjvJ 0 

8311210171 

50-350 

A 

KNtOHr. h R 

8311180162 

90-2B9 

a 

KQNKLIM. J E 

8311310173* 

90-483 

G 

REPPLER.O 0 

8311210197 

50-461 

0 

KNlOHroN.O u 

6212010140* 

90-443 

E 

KONKLIN, J E 

031 1210242* 

90-341 

Q 

ILEPFLERfO q 

8311220479 

50-319 

a 

KNIGHTON, 0. M 

6311010102* 

90-279 

p 

KONKLIN.J E 

S3L121O304* 

SO-946 

0 

KEPPLERfJ o 

631 1200042 

90-409 

Q 

KNIGHTON. 0 M 

8311010448 

90-500 

F 

KQNyiNBKl.G R 

B31 1150430 

40 -0984 


KEPPLERf 

6311200277 

90-390 

A 

KNIGHTON* 0 R 

8311010471 

90-400 

F 

KORBIN, 0 

6311100122 

NUREO 


KEPPLERfO q 

0311290199 

50-358 

A 

KNIGHTON. G H 

0311010474 

90-418 

A 

KORNAaiEWICZ.ft 

0311210129 

WASTE rer 

KEPPLER.xf 0 

6311290218 

90-202 

V 

KNIGHTON* G » 

031 1010400 

90-388 

A 

KQ8LA,B K 

a3inooo?4 



KEPPLERiJ Q 

6311290293 

90-358 

H 

KNIGHTON, G U 

631L020195 

90-529 

A 

KD8LA.B H 

8311160261 

40-3392 


KEPPLERi J. 0. 

6311300222* 

90-329 

A 

KNIGHTON. 0 y 

831102021 1 

90-412 

A 

K03TIELNEY, J E 

6311030061* 

90-329 

0 

KERCH. H U. 

6311010223* 

50-245 

Q 

KNIGHTON. 0 M 

0311020451 

90-328 

F 

KOT. C A 

631 1300441 

NUREG 


KERLtNiT H 

0311300379* 

R£^/IEU ORP 

KNIGHTON. 0 W 

8311030005 

50-412 

C 

KOVACK, P 

831 1 160491* 

50-320 

F 

KERM1I4-E. C 

0311090314 

Miac 


KNIGHTON. 0 y 

031 1030008 

90-412 

A 

KOVACK. P ^ 

831 1020374* 

50-320 

F 

KERMDLE.C. 

0311110123 

50-416 

H 

KNIGHTON, 0 H 

6311030030 

90-443 

A 

KOVACK. T J 

031 1020399* 

90-254 

F 

KEnnE«AlliO D 

6211030597* 

90-443 

0 

KNIGHTON. 0 W 

8311030030 

90-828 

A 

KOVACK. T, J 

B31U001BO* 

90-254 

F 

KERS.L L 

0311010190* 

50-266 

Q 

KNIGHTON. 0 W 

0311040111 

50-328 

A 

KOZIMSKY. E J 

8311070010 

f^REG 


KEBELiO T. 

0311210255 

50-220 

B 

KNIGHTON. 0 H 

0311040118 

90-443 

K 

KRAUSE. D F 

0311070307 

50-316 

8 

KCeSLER^M C 

6311110169 

50-320 

R 

KNIGHTON, a y 

6311040124 

90-808 

A 

KREOER.y E 

0201170209* 

FOIA 


KEYZL^CHiN 

0311140521* 

70-27 


KNIGHTON. G y 

6311040129 

50-444 

A 

kreh, j l 

8311070342* 

90-361 

G 

KEIZLACH. N 

6311210929* 

70-1100 


KNIGHTON. 0 N 

8311040140 

90-443 

A 

kreqb.t.s 

0205060491* 

FOIA 


KETZLACH. N 

031 1280945* 

70-690 


KNIGHTON. 0 U 

8311040147 

90-382 

A 

KRESB.T S 

63 1 1020106* 

FOIA 


KEVfM j. 

631 1020296* 

90-461 

Q 

KNIGHTON. G* y 

8311040149 

50-400 

0 

KRICH.R n 

8311070397 

90-299 

0 

KEYiM 0 

831 1290020* 

90-10 

0 

KNIGHTON, O.y, 

3311100093* 

50-279 

P 

KRIEOERiR w 

0311090051 

50-206 

P 

KIEW^U 

B31 1220207* 

90-322 

T 

KNIGHTON. 0 N 

8311140072 

50-320 

A 

KflIEQER.R W 

8311100174 

90-206 

? 

KIEBER. H H 

831 1010161 

50-307 

8 

KNIGHTON, 0 y 

8311140146 

90-400 

E 

KRIEOER. R. W 

0311160198 

50-206 

P 

KlETHiH N 

831 1 170230 

90-333 

6 

KNIGHTON. 0 y 

8311140907 

90-490 

F 

KRIMH.R y 

8311040041 

50-293 


KIETHiH N 

8311210237 

90-333 

B 

KNIGHTON. 0 U 

8311160262 

90-279 

E 

KRihtl.R W 

831L04005B 

50-390 

F 

KJETMi H. M 

B31 1210241 

90-333 

8 

KNIGHTON, 0 W 

8311160293 

90-412 

A 

KRlMM,ft W 

6311160O4S 

50-S93 

F 

KlETRiH N 

B311210249 

90-333 

6 

KNIGHTON. Q. y 

8311160333 

50-928 

A 

KRIHH.R W 

6311160049 

90-344 

F 

KlETHiRN, 

631 j 210274 

50-333 

B 

KNIGHTON. G.y 

6311160337 

90-900 

A 

KRIHH, H W 

6311170321 

50-244 

f 

KIETH^ KN 

631 1210310 

50-333 

8 

KNIGHTON, 0. 0 

8311160344 

90-412 

A 

KRIMK. R W 

6311230090 

90-273 

F 

KILCOYNE^O J, 

8311110023 

FOIA 


KNIGHTON, Q M 

6311160391 

50-443 

A 

KRIHH. R y 

8311200496 

50-298 

1 

KIKDL.H vl 

8311 190059* 

40-8003 


KNIGHTON. 0 M 

0311160309 

90-412 

A 

KRIHH. R W 

031 1290197 

90-261 

1 
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ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGO/IY 

KRONZEK.A L 


8311090180 

POIA 


KRUO,H £ 


8311070340* 

50-416 

Q 

KRUOrH E P 


8311180181* 

50-369 

Q 

KRYTER.R C 


8311300219* 

REYIEU 

ORP 

KUCZYMSKti L 

A 

8311010144 

30-387 

a 

KUCZYNEKI, L 

A 

8311010147 

50-307 

B 

KUCZVNBKl, L 

A 

8311010237 

30-387 

8 

KUCZYNSKI, L 

A 

8311010243 

30-387 

8 

KUCZYN3KIrL 

A 

8311070355 

30-387 

8 

KUCZYMSKti L 

A 

8311170144 

30-387 

8 

KUCZYNSKliL 

A 

8311170152 

50-387 

8 

KUCZYNSKI, L 

A 

8311170231 

30-387 

a 

KUCZYNQKl, L 

A 

6311170269 

50-387 

R 

KUKLMAM, H 


8311080103* 

FOIA 


KUH^a. 0 


8311080094 

50-320 

0 

KUHNS. M 0 


8311080307 

50-269 

0 

KUMCL, L 0 


831 1020380 

50-29 8 

p 

KUNCL, L 0 


8311110147 

30-298 

p 

KUMCL, L 0 


831 M 60266 

50-298 

Q 

KUMDArM K 


83112201 IS* 

50-364 

P 

KUDiP 


831 1290183* 

30-329 

A 

KUPPEttiK P 


6311280132 

50-275 

H 

KURTHiR £ 


8311060123* 

fhia 


KURTHrH E 


8311080127* 

FOIA 


KUZLOSKl, V 


631 1300229 

50-322 

0 

KUZQ,0 B 


031 1070135* 

50-333 

Q 

KUZO.D a, 


B31 11601 10* 

50-250 

Q 

KUZOiO B, 


8311180153* 

50-302 

Q 

KUZOtO B 


8311180234* 

50-321 

Q 

LA FOLLETTE, 

0 

031 1070405 

PRM 


LACEY,!/ Q 


831 1010326 

50-334 

8 

LACEV,U 8 


8311010383 

50-334 

a 

LACEY, H 9 


831 1030126 

50-334 

a 

LACEY. H. 8 


8311160013 

50-334 

8 

LACEY, M 8 


831 1160030 

30-334 

8 

LACEY. II. B 


8311160127 

50-334 

a 

LACEY, H S 


8311180116 

30-334 

8 

LACEY. U S 


6311180140 

50-334 

8 

LACEY, U 8 


6311210250 

50-334 

8 

LACEY, 11.8 


8311210359 

50-334 

8 

LACEY, U 8 


8311210528* 

50-334 

r 

LAOlEWSKliJ E 

B 

6311210207 

50-317 

8 

LAIMAS, 0 C 


6311030281 

50-259 

P 

LAIMAS, 0 C 


8311030300 

50-293 

P 

LAIMAS. 0 C 


8311140123 

50-348 

P 

LAIMO, P A 


8311220287* 

50-322 

T 

LAMASTRAiM A 


8009030408* 

FOIA 


LAMBERT, M K 


8311160044 

50-338 

H 

LAMBERT, M K 


831 1160044 

50-338 

H 

LA^fOlSi K. 


831 1070 139* 

50=^8^ 

0 

LANDIS, K 


0311160092* 

50-338 

Q 

LAMDRiEUrP. R 

H 

8311 170140 

50-354 

R 

LANDSMAN. R 0 


8311090321* 

50-327 

0 

LANE, V K 


8311100197 

50-352 

Q 

LAND, T 


0311220507 

50-346 

a 

LANO, V H 


8311020124 

50-352 

0 

LANKPORO, J 8 


8311180318* 

70-1151 


LAMPHER.L C 


031101040 5 

90-322 

0 

LANPKERi L. C 


8311010405 

50-322 

0 

LAHPHERiL G. 


8311150405 

50-322 

0 

LANPHER.L C 


8311150405 

50-322 

0 

LANPHER.L. C. 


8311160105 

50-322 

0 

LANPHER.L C 


8311160185 

50-322 

0 

LANPHER.L C 


0311800029 

50-322 

0 

LANPHER.L C 


3311280029 

50-322 

0 

LAR&ON.C E 


0311170281 

50-282 

Q 

LARBONiR A 


B31 1080526 

hfJREO 


LABH, T R 


8311210128 

27-3? 


LATHAH,H K 


83110300 1 3 

50-312 

Q 

LATHAM. W K 


8311030060 

50-312 

F 

LATHAM, H K 


831 1070390 

50-312 

P 

LATHAM, W K 


8311070493 

50-312 

P 

LATHAM. W. K 


0311080430 

50-312 

P 

LAUfiHLlM.O J 


0311080521 

NUREO 


LAUREMSON.J A 


8311020283 

50-322 

0 

LAUR£MSON,J A 


8311030151 

50-322 

0 

LAUREMSOMfJ A 


8311170084 

50-322 

0 

LAURENBON, J A 


0311220453 

50-322 

Q 

LAUREN8QN,J A 


6311220515 

50-322 

Q 

LAUREMBON,J A 


8311280061 

50-322 

0 

LAVERTY, J H 


0311030077 

50-352 

0 

LAYERTY, 0 H 


8311030077 

50-352 

Q 

LAVERTVr J H 


8311220517 

50-352 

Q 

LAURENCE, K 


8311280203 

50-416 

Q 

LAURENCE. R V 


8311300435 

40-299 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
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AUTHOR 

LAZARUS. U J 
LAZARUS, M J 
LAZARUS, U J 
LAZO, L 

LAZO. L 

8311020308* 
0311170430* 
831 1280415* 
8311160173 
0311160374 

50-220 Q 
50-333 0 
50-220 Q 
50-412 H 
50-412 A 

LEWIS, R C 
LEWIS. R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LAZO. L 

LEAR, 0 
LEASBURO.R H 
LEABBURO.R H 
LEDUC.R J 

B31 1300010 
0203180528* 
031 1030063 
8311030007 
031 1 100309 

50-400 D 
50-443 D 
50-280 R 
50-333 R 
71-6574 

LEWIS. R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C. 
LEWIS, R C 

LEE, D E 

LEE.xl K 

LEE.J N, 

LEE.O R 

LEECH, P H 

8311300418 
831 1280360* 
8311170292 
8311090032 
0311160340 

FOIA 

50-259 P 
50-338 R 
50-267 P 
50-293 P 

LIGZTRA, E 
LICITRA.E A 
LICITRA, E A 
LICKU8, R M. 
LIOEN, E A 

LEECH, P H 

LEECH, P H 
LEHMAM, L 
LEIPER.A 8 
LEMPOEB, T E 

0311220124 

8311230242 

8311220129* 

0311110072* 

8311070190 

50-336 a 
50-293 P 

WASTE MOT 

FDIA 

50-220 8 

LIDEN.E A, 
LIDENiE a. 
LIDEN.E A. 
LIDEN.E A 
UiDENiE A 

LEMP0E8, T E 
LEHP0E8, T E 
LEMPOEB. T £ 
LEMPOEfl, T E 
LEMP0E8, T E 

8311150219 
6311160213 
0311180196 
831 1180284 
8311210255 

50-220 P 
50-220 R 
50-220 P 
50-220 Q 
50-220 6 

LIDENi E A, 
LIEDERHANrE J 
LIEBERMAN.E 1 
LIEBDWITZ,8 ^ 
LILLYMAN.M J. 

LEMPOEB, T. E 
LEMAHAN, J J 
LENAHAN. J J 
LENTINE, F. 0 
LEMTINE, P 0 

6311210288 

8311070249* 

8311180242* 

6311030189 

8311170065 

50-220 8 
50-389 3 
50-416 0 
50-295 P 
50-295 P 

LIN.D L 

LIN.D. L 

LIN, H C 

LIM, H 

LIN, W 

LENTINE. r.O 
LENTINE, F. 0 
LEONARD, H P 
LEONARD, H. P 
LEONARD, K P 

831 1 170405 
6311210374 
8311020424 
8311090388 
0311170105 

50-295 p 
50-295 0 

50-329 A 
50-329 A 
50-329 A 

LINDER, F. 
LINDER, F 
LINDER, F 
LINDER, F. 
LINDER, F 

LEONARD, P H 
LET6CHE,K J 
LETSCHE.K J 
LETBCHE.K J 
LET8CHE, K J 

8311170145 

8311150194 

6311150194 

6311220230 

8311220230 

50-329 A 
50-322 0 
50-322 0 
50-322 T 
50-322 T 

LINDER, F. 
LINDER, F 
LINDER, F 
LINDSAY, F J 
LINDSEY, D J 

LEVIN, H A. 

LEVIN, H. A 

LEVIN, M. A 

LEVINE, J M 
LEVINE, J M 

8311080234 

8311180308 

8311280279 

8311OS0OB2* 

8311280346 

50-329 A 
50-329 R 
50-32? A 
50-313 F 
50-313 8 

LINDBEY, D J 
LINDSTROM.M 
LINEHAN, J. J 
LINEHAN, J J 
LINEHAN, J J 

LEVINE, a 

LEVY, A U 

LEUIBiO 8 

LEM18,0 6 

LEH*i8, J 

831 1180150* 

83110900B5 

8311300135 

8311300135 

8311300191 

50-423 A 
50-483 0 

REVIEW GRP 

REVIEW ORP 

PR-** ‘ 

LINEHAN, 0 J 
LINEHAN, J J 
LINEHAN, J. J 
LINEHAN, J.J 
LINEHAN, J J 

LEUIBiM 

LEWIS, M. 

LEWIS, M I. 

LEWIS, M I 

LEW1B,H I 

8311220150 

8311220153* 

8311070630 

8311290138 

8311290144 

50-320 0 

50-320 G 

PR 

50-352 0 

50-352 0 

LINEHAN, J J 
LINEHAN, J J 
LINEHAN, J. J 
LINEHAN, J J 
LINEHAN, J. J 

LEWIS, R 

LEWIS, R C 

LEWIS. R.C. 
LEWIB.R. C 

LEWIS, R.G 

8311180170 

8310110104 

8311010151 

8311010415 

8311070110 

50-261 Q 

50-369 F 

50-338 Q 

50-13 F 

50-416 V 

LINEHAN. J J 
LINEMAN, J. J 
LINEHAN, J J 
LINEHAN, J J 
LINEHAN, J J 

LEWIS, R C 

LEWIS, R. C 

LEWIS. R. 

LEWIS, R C. 

LEWIS, R. C 

8311070127* 

8311070241 

8311070324* 

8311070336 

8311070351* 

50-335 Q 

30-416 6 

50-430 Q 

50-416 P 

50-413 0 

LINEHAN, J J 
LINEHAN, J J 
LINEHAN, J J 
LINEHAN, J J 
LINVILLE, J. C 

LEWIS, R C. 

LEWIS, R C 

LEWI 8, R C, 

LEWES, ft C. 

LEUrSiR c 

831 1070364 

8311070376* 

6311070458 

8311070469* 

8311070487 

50-395 0 

50-395 Q 

50-259 Q 

50-259 0 

50-400 Q 

LtPlNBKI.D, R 
LiPiNBKt.D R 
LIPINBKI.R J 
LIB.O A 

LI6EN0, R 

LEWIS, R C 

LEWIS, R C 

LEWIS, R. C. 

LEWI 8, R C. 

LEWIS, R C. 

8311070556* 

8311070587 

8311070569 

8311070618* 

8311070624 

50-400 0 

50-302 Q 

50-400 0 

30-400 Q 

50-416 V 

LiaT.R 

LITTLE, B. H 
LITTLE. M 
LITTLE, H 0. 
LITTLE, W. 8 

LEWIS. R C 

LEWIS, R C. 
LEWIB.R.O. 

LEWIS. R C 

LEWIS, R C. 

8311170119 

8311170364 

eaiiiBooos 

8311100013* 

8311180067 

30-327 Q 

50-327 0 

50-327 Q 

50-327 0 

50-327 Q 

LITTLE, W B. 
LITTLE, W.S. 
LITTLE, W. 8 
LITTLE, W S, 
LITTLE, W 8 


LEHia.R.C, 
LEdra.R C. 
LEUISiR.C 
LEVirSiR.C. 
LEHI8.R, C 


S31U 00068 
asilieooTStt 
8311te0098« 

eaiiieoioo* 

8311100124 


50-369 Q 
30-369 0 
SD-2S0 Q 
30-230 Q 
30-200 Q 


LITTLE»U. 8 
LITTLE, W. B 
LITTLE, W 9. 
LITTLE, W. 8 
LiVmOBTONi A. J 


ACCESSION aUB-JECT 

number CATEOCWy 


9311180123 
e3111B0l29« 
831 1 180137* 
0311180228 
8311180231* 

8311180320 
8311180343 
8311 180349* 
8311280216 
8311280323 

8311160203 

8301060333* 

8311160363 

8311090273* 

8311160038 

0311170073 

8311100288 

8311280140 

8311280271 

8311280400* 

0311280327 

8311220141 

8311220146* 

8311080394 

8311080328 

8311130011 

8311170211 

8311300441 

8311300400 

8311290393 

8311030188 

8311080070* 

8311170249 

8311170260 

8311170402 

8311220276 

8311280046* 

8311280383 

8311070071 

6311170063 

8311180313 
8311160411 
8311090409 
8311100037 
831 1100047 

8311100052 

8311100338 

8311100364 

8311100368 

8311100396 

8311110071 

8311110331 

8311110333 

8311140125 

8311140303 

8311140338 

8311140395 

8311140419* 

8311140442 

8311140490 

8311150420 

8311180456 

8311150468 

8311160026 

8311090276* 

8311010223* 

8311070477* 

8311080520 

8311300368* 

8311280405 

8311280538 
8311210173* 
8311070269 
8311020238 
831 1020263 

8311090265 
8311090293 
831 1090296 
8311090333 
8311090336* 

8311090371 
8311150099 
8311210345 
8311280535 
831 1080324* 


50-395 d 
50-395 0 

50-280 0 

50-321 0 

50-321 0 

50-335 0 

50-390 0 

50-390 0 

50-335 f 
50-327 F 

S0-S2S A 
50-528 A 
50-528 F 
50-155 0 

50-272 ^ 

50-272 n 
50-272 8 

50-272 P 
50-311 p 
50-272 P 

50-272 0 

30-322 T 
50-322 T 
MIRED 
50-326 K 

50-373 P 
50-373 P 
NUflEO 
NURED 
NUREO 

50-409 P 
50-409 F 
50-409 P 
50-409 R 
M-409 V 

50-409 a 
50-409 Q 
50-409 P 
50-295 B 
50-333 B 

50-333 8 

KFQHTLEC 

40-8029 

40-1341 

40-8829 

40-8745 

40-8714 

40-8697 

40-8380 

40-8029 

40-8839 

40-8829 

40-8720 

40-0064 

40-8829 

40-8639 

40-1341 

40-1341 

40-8681 

40-8768 
40-8064 
40-8768 
40-8681 
50-272 0 

50-245 0 

50-245 4 

MURED 
FOIA 

50-333 8 

NA8TE MOT 
50-483 4 

50-483 9 

50-461 0 

50-546 0 

50-374 0 

50-454 4 

50-295 4 

50-440 0 

50-440 0 

50-547 4 

50-374 0 

50-454 d 
50-440 Q 
FOIA 
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ACCESSION 

SUBJECT 


AVTHOR 

NUMBER 

CATEGORY 

lo&ner.p 

831 1010479 

NUREO 


LOBNC«»P. 

831 loaofiss 

NUREO 


UOBNEfiiP. 

831 1030233 

MJREG 


UJBNCfliP. 

831 1030238 

NUREO 


LOCA5CID.A T 

G3110B0319 

PT21 


locipce^r f 

831 1090119 

50“279 

Q 

lockhart^h j 

831 1210218 

WASTE MOT 

ldcikhart«u j 

831 1210210 

WASTE MOT 

LDD«E«T J. 

031O17OO17* 

90-440 

Q 

LOEJOe.T J 

G3lll0O3Ba» 

90-440 

0 

LDFTUS^H J 

0311140926 

NUREO 


lofv«r a 

8311030398* 

CONTRACT 


1.0FV-fi A 

8311140429* 

CONTRACT 


LCkOSDOM.M 

0311220069 

WASTE MOT 

LDQSDOr^iM 

8311290380 

WASTE MOT 


&3 11020496 

WASTE MOT 

lo^ikm^h J 

8>31 1080293 

WASTE MOT 

LOHAUSy P. R 

9311110163 

WASTE MOT 

LOHtAUS/F H 

8311190003 

WASTE MOT 

LOHRi J F 

8311180240 

90-317 

8 

LOhR, J f 

8311180287 

50-317 

8 

LOMBARDO^ J J 

8311190196 

90-819 

P 

LGHBARDa^J J 

0311180168 

50-219 

P 

LOhM^F J 

0311180183* 

90-400 

0 

LONOiN A 

0311260138* 

QA999 


LQAEN7^R A 

0311090002 

90-299 

P 

UOTETOyE. 

0311180094 

90-317 

R 

UfX>DERSACK, T E 

0311190493 

40-8714 


LDVCt R. Q. 

0311020269* 

90-946 

Q 

LOVCiR 8 

0311210391* 

90-494 

Q 

ICh^DALB.P C. 

0311090330* 

90-483 

0 

tOVCWDALE. P C. 

0311090339* 

90-106 

Q 

tOUEiA U 

0311000409* 

TOPREP 


i.GWC»TKAL» J 

0311220009 

FOIA 


tQlETO.E, J 

8311 090247* 

90-281 

P 

a 

8311180376 

RES 


{.UCKBi A S 

8311020397 

90-329 

A 

LUC KG. A 8 

0311080371 

90-329 

A 

LUCKS. A 8 

0311210386* 

90-329 

0 

LUCKS. A a 

0311210392* 

90-329 

0 

LUEBKE.E A 

0311000081 

90-844 

0 

'lUCBKE.E A 

0311280075 

50-148 

0 

LUEHTAN. -J. Q 

0311 180092* 

90-330 

Q 

lUNOVALL^A E 

0311040104 

90-317 

P 

LUWVALLpA e 

0311110049 

90-317 

P 

LUNiyVALLrA E 

0311110118 

90-317 

P 

LUNCVAtX«A E 

0311190191 

90-317 

P 

LUMDVALLiA E 

0311190319 

90-317 

P 

LUNDVALL.A E 

8311280283 

90-317 

F 

LUNDVAU^A E 

8311290199 

90-317 

F 

LVKEKB.R.L 

8311020360* 

90-329 

A 

LYNCH. ^ 

0311140168 

70-1377 


LYNCH. t 

0311090402 

70-1439 


LYNCH. J, L 

0311090418* 

70-1439 


LYON. C. C. 

031 1210439 

NUREO 


LYONS. J. E 

0311090099 

90-29 

P 

LYONS. P. J. 

0311140360 

40-299 


LYONS. P. J. 

0311190446 

40-299 


LYONS. P.J.L 

0311140399 

40-299 


LYONS . H. T. 

0311010339 

90-310 

8 

KAp J 

0311090101* 

90-483 

Q 

KAkJ s 

0311300009* 

90-388 

0 

KACDOHALGtC £ 

0311010040 

71-9111 


HACDOKALG.C E 

0311010090* 

71-9111 


HACGOKALS.C E 

0311010461 

71-9196 


HACDOUALD, c. e 

0311010466 

71-9033 


HACDOKALD.C E 

0311010468* 

71-9196 


HACDCNALD.C E. 

0311010470 

71-4909 


HACDCNALD.C E 

0311010473 

71-9180 


RACDOHALD.C E 

0311010476 

71-6697 


HACDOHALP. C. E. 

0311010478 

71-9032 


HACIWHALD.C E 

8311010482 

71-9074 


PlACDONALDi C. E. 

8311010484* 

71-9074 


KACOO^DiC E 

0311020193 

71-9191 


HACDQMALD. C E 

0311020160* 

71-9151 


MACE>OHALD. C E 

0311020109 

71-9090 


KAC OONALD. C E 

0311020188 

71-9939 


riAC DONALD. C E 

8311020189 

71-9032 


KAC DONALD. C E 

8311020918 

71-9102 


HAC DONALD. C E 

8311020919* 

71-91B2 


KAC DONALD. C E 

0311030318 

71-9109 


KAC DONALD. C. E 

0311030321* 

71-9189 


KAC [K>NALD. C E 

0311040167 

71-9197 


KAC DONALD. C E 

0311040172* 

71-9197 


KAC DONALD. C E 

0311100326 

71-9190 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MACDONALD. C E 

0311100328* 

71-9190 


MACDONALD. C E 

031 1100330* 

71-9190 


MACDONALD. C E 

8311100394 

71-9132 


MACDONALD. C E 

0311100397* 

71-9132 


MACDONALD. C E 

03111 1024 4 

71-9174 


MACDONALD. C E 

0311110246* 

71-9174 


MACDONALD. C E 

031 1110247* 

71-9174 


MACDONALD. C E 

0311110269 

71-9109 


MACDONALD. C E 

0311110260 

71-6346 


MACDONALD. C E 

0311110393 

71-9182 


MACDONALD. C £ 

0311140016 

71-9174 


MACDONALD, C E 

0311140073 

71-9191 


MACDONALD. C E 

0311140106 

71-9192 


MACDONALD, C E 

0311140108 

71-6601 


MACDONALD. G E 

0311140113 

71-9070 


MACDONALD. C E 

0311140116 

71-9044 


MACDONALD. C E 

0311140162 

71-9111 


MACDONALD. C E 

8311140479 

71-96 


MACDONALD. C. E 

©311140519 

71-6144 


MACDONALD. C. E 

0311190038 

71-9182 


MACDONALD. C. E 

8311220974 

71-9971 


MACDONALD. C E 

831 1220979 

71-6574 


MACDONALD. C E 

831 1230039 

71-9044 


MACDONALD. C E 

0311280104 

71-9006 


MACDONALD. C E 

8311290120 

71-6717 


HACDDNALD, C E 

6311290141 

71-908 


MACDONALD. C E 

631 1290190* 

71-508 


HACDOUGALL. E A 

8307290090* 

90-271 

0 

HACEKiR U 

8309060392* 

TOPREP 


HACEK. R. W 

8311010409 

NUREO 


MACEVOY. J, 

8311070197* 

50-390 

F 

MACEUOV.J A 

8311070141* 

FOIA 


MACHADO. E L 

831 1300220* 

REVIEW GRP 

MACHADO. E L 

8311300394* 

REVIEW GRP 

MACKAY. 8 D 

B31I100124 

90-324 

F 

MACKAV. 8. D 

Q31 1230047 

50-324 

F 

MACKENZIE. D R 

831 1300400 

NUREO 


MACKLIN. M E 

S31I1B0299 

90-317 

a 

MACRAEr J. D 

8311220930 

ORO 


MACRAE. J B 

S3l 1220936 

ORO 


MACRAE. J a. 

0311220939 

DRO 


MACRAE* J B 

8311200936 

ORO 


MACTIN* T. T 

8311280489 

50-386 

Q 

MADDEN* W 

8311210327* 

80-244 

0 

MADDIOAN. R J 

0311300039 

NUREO 


MADEDA* T. J. 

0311010276* 

90-494 

0 

MAOEOA. T J 

8311290036* 

90-494 

a 

MADISON. A L 

83111 101 B9* 

90-373 

0 

MADISON. A L 

831 11 10200* 

90-373 

Q 

MADSEN. O L 

031 10 10003 

9d-a«7 

<r 

MADSEN. 0 L 

0311070336 

90-267 

Q 

MADSEN. 0 U 

031 1170032* 

90-382 

0 

MADSEN. 0 L 

8311170046* 

90-382 

0 

MADSEN. 0 L 

8311170049* 

90-302 

Q 

MADSEN. 0 L 

8311220196 

90-449 

Q 

MADSEN. 0 L 

8311220263 

90-445 

Q 

MADSEN. 0. L 

8311220280 

90-302 

Q 

MAHADEVAN. A 

B31 11 90302* 

90-263 

P 

MA!ER*J E 

8311010233 

90-244 

8 

HAIERiJ E 

83110200B3 

90-244 

P 

MAlERfJ E 

9311070630 

PR 


MAIERrJ £ 

S3 11080392 

50-244 

P 

MAIERtJ E 

B31 11 90366 

90-244 

P 

MAlERrJ E 

8311160097 

90-244 

P 

MAIERtJ E 

8311160100* 

50-244 

P 

MAIERtJ E 

8311180321* 

90-244 

Q 

MAtER.^r E 

8311210193 

90-244 

8 

maier*^ e 

8311280199 

90-244 

0 

HAIERi J E 

8311280170 

50-244 

P 

MAIER.J E 

8311280179 

90-244 

P 

MAIER. J E 

B3I 1290200 

90-244 

0 

HALODV, C W 

8311110399 

70-1297 


KALSCH. h 0 

8311230090 

90-392 

0 

KANOAN.C U 

8311010130 

90-220 

p 

KANOANrC V. 

8311010149 

50-220 

p 

HANOAN.C U 

8311010104 

90-220 

p 

MANOAN.C U 

8311010374 

90-410 

F 

HANGAN. G. U 

8311010380 

90-410 

a 

MANOAN.C V 

B31 103013B 

90-410 

A 

HANQAN. C U 

0311070363 

90-220 

B 

MANOAN.C V 

831 1090219 

50-220 

P 

KANQANi C, V 

831 1080222* 

90-220 

P 

MANOAN. C V 

831 1080340 

50-410 

C 

MANOANiC V. 

8311100002 

50-220 

P 

HANOAN. C V 

8311190126 

50-220 

F 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MANOAN* C. V 

0311150200 

50-220 

P 

MANOAN.C V 

8311190396 

50-220 

P 

MANOAN.C V 

6311170390 

50-220 

P 

MANOAN.C V 

6311180014 

50-410 

8 

MANOAN.C V 

831 1 {Q0324 

50-220 

P 

MANOAN.C V 

0311210347 

90-410 

0 

HAMOANtC V 

0311210393 

90-220 

8 

MANOAN.C V 

0311220160 

50-220 

P 

MANOAN.C V 

0311220397 

50-220 

P 

MANN. M a 

831 1090266 

90-302 

8 

MANN. H 8 

8311170414 

50-302 

8 

MANN. M 8 

631 1 220238 

90-302 

8 

MANNO.e F 

8311010086 

90-410 

8 

HANNQ.8 F 

B31 1 180142 

90-410 

8 

HARCK-LEUBA. J 

B311300180* 

REVIEW GRP 

MARCK-LEUBA. J 

6311300200* 

REVIEW ORP 

MARCH-LEUBA. J 

6311300299* 

REV IE H ORP 

MARCH-LEUBA. J 

8311300392* 

REVIEW ORP 

mardis. D 0 

0311030073 

90-302 

R 

MARDI6.D 0 

8311030113 

90-302 

R 

MAROULIEB. H B, 

0311300236 

90-412 

0 

MARHEY, E J 

6311100396* 

90-289 

U 

KARKLE. D, F 

8311210484* 

90-413 

T 

MARKOWITZ. 0 T 

8311 160 160 » 

90-443 

A 

HARKTiD I 

8311160370* 

90-271 

F 

MARLAR. J 

8311200473 

90-259 

8 

HAROLT.O L 

8309260195* 

70-2390 


MARQUEZ. R A 

8311100149 

WASTE MOT 

MARQUEZ. R A 

8311140429 

40-1341 


MAR RONE, 

8311160178 

PR 


MARSHALL* J R 

8311030089 

50-313 

S 

MAREHALL. J. 8 

8311030119 

50-360 

8 

MARSHALL. J R 

8311030161 

90-313 

S 

MARSHALL. J R 

0311070385 

90-313 

8 

MARSHALL. J R 

03V 1070901 

90-313 

P 

MARSHALL* J R 

9311080316 

50-313 

Ft 

MARSHALL. J R 

831 1080325 

90-313 

R 

MARSHALL. J P 

0311080339* 

90-313 

R 

MARSHALL. J R 

8311080389 

50-313 

P 

MARSHALL. J R 

8311190081 

50-368 

S 

MARSHALL. J R 

6311150110 

90-313 

0 

marshall. J R 

6311150374 

90-313 

P 

MARSHALL. J R 

631 1 16001 9 

90-313 

P 

MARSHALL. J R 

8311 1702(19 

50-313 

R 

marshall. J R 

0311170246 

50-368 

R 

MARSHALL* J « 

6311210101* 

90-313 

F 

MARSHALL* J R 

0311210138 

90-313 

8 

MARSHALL* J R 

8311210200 

90-313 

e 

MARSHALL. J R 

3311210292* 

90-^13 

Q 

marshall. J R 

0311210296* 

90-313 

0 

MARSHALL. J R 

03 1 1 220274 

90-360 

F 

MARSHALL. J R 

8311220293 

90-313 

K 

MARSHALL. J R 

8311290231 

90-313 

P 

marshall, j R 

0311290239 

90-313 

F 

MARSHALL. J R 

63 1 1 29027 1 

90-313 

8 

MARSHALL. J R 

8311290280 

50-313 

P 

MARSTDNi R FI 

8311180026* 

90-369 

Q 

MAR8TDN-. W 

63111 9034 9 

90-443 

0 

MARBTON. H 

8311 190390* 

90-443 

0 

marbton, W 

8311210023* 

50-443 

F 

MARTIN. D E 

831 1080495 

WASTE MOT 

MARTIN, D E 

031 1090326 

40-6622 


martin. D E, 

8311090352 

40-6622 


MARTIN. J 

8311210260* 

90-397 

A 

MARTIN. J, 

0311210262* 

90-397 

A 

martin. J 

8311210266* 

50-397 

A 

MARTIN. J 

8311210269* 

90-397 

A 

MARTIN, J 

8311210271* 

90-397 

A 

MARTIN. J 

8311210272* 

90-397 

A 

martin, j b 

8311070032* 

40-2061 


MARTIN. J. B 

8311080370* 

90-397 

A 

martin. J B 

8311080429 

9ta4* Pros 

martin. J B 

8311 160093 

50-206 

Q 

MART I N. J a 

0311300393 

WASTE MOT 

MARTIN. J D 

S31 1010204* 

50-397 

Q 

martin, l 

8311220209* 

90-267 

Q 

martin, L E 

0311070233 

90-72 

8 

MARTIN. L E 

0311170036* 

50-382 

Q 

HARTINi.L,E 

8311290109* 

50-492 

0 

MARTIN. L e 

8311290106* 

50-402 

Q 

MARTIN. L E 

8311290192* 

90-482 

0 

MARTIN. R A 

0311100041 

RES 


MARTIN. R. E 

831 1160335 

90-392 

A 

MARTIN. R E 

0311230267 

50-392 

E 

MARTIN* R.O 

0311080370 

90-309 

P 
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AUTHOR? 

ACCESSION 

NUMBER 

SUBJECT 

cateoprv 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCEaaiON 

NUMBER 

SUBJECT 

CATEMMY 

KARTlNi T 

8311070-291 

40-672 


MAV, E L. 

8311180200 

50-29 

6 

MCDUFFIE, M A 

0311300141 

SO- 400 

e 

^RTlNi T J 

B3llQiOt72« 

90-354 

K 

MAY, E L 

6311210309 

90-29 

8 

MCDUFFIEiM a 

8311300247 

50-400 

E 

T J 

6311010417 

90-354 

8 

MAySERRV,9 

83UOS09S5 

FOIA 


MCFARLAND, C R 

0311160195* 

90-413 

0 

WARTlN* T J 

831 1100293 

90-354 

0 

MAYCERRV, S 

B311U0022 

FOIA 


MCOARRY, J M 

0311100229 

S0-41D 

« 

martin, T J 

6311210299 

90-354 

S 

MAYER, 0 W 

8311100119 

l^REO 


MCOARRV, J M 

0311100229 

90-413 

0 

MARTIN, T. J 

Q3i 1210332 

80-354 

a 

MAY9, R 

6311090021 

FOIA 


MCOARRY, J M 

6311160160 

90-413 

0 

martin* T. T 

831 1010202 

50-277 

Q 

HAYS, B E 

6311090025 

NUREO 


MCOARRY, J M 

8311160160 

90-413 

0 

MARTJNi T T 

8311 01 0314 

80-333 

Q 

MAZUR, D W 

B31 1080400 

50-397 

H 

MCOARRY, J M 

831 1200032 

90-413 

0 

martin. X T 

631 1010372 

50-247 

0 

HCALPINE, E J 

8311020400 

70-143 


MCOARRV, J M 

0311260032 

50-413 

0 

MARTIN, T T 

6311010363 

50-322 

Q 

HCALP1NE,E J 

8311070192* 

70-1201 


MCOAUOHY, J P 

6310310113 

50-416 

p 

martin, T T 

8311020239 

50-423 

0 

MCALPINE, E J 

631 1070230* 

70-1113 


MCOAUOHYiJ P 

0311090069 

90-416 

p 

martin, t t 

6311020313 

50-334 

G 

MCAUPlNEiE J 

6311070201* 

70-27 


MCOAUOHY, J P 

6311280438 

50-416 

s 

martin, t t 

031 1020332 

50-277 

Q 

MCALPINE, E J 

6311070397* 

70-824 


MCOAUOHY, R W 

6311020346 

50-331 

F 

MARTIN, T T 

B31 1020 33 A 

50-209 

Q 

MCALPINE, £ J 

0311070406* 

70-27 


MCOAUOHY, R W 

8311080261 

50-331 

R 

MARTIN, T T 

631 1020343 

50-271 

Q 

MCALPINEiE J 

6311180029* 

70-143 


MCOAUOHY, R W 

631 1080200 

50-331 

P 

MARTIN, T T 

6311020406 

70-37 1 


MCALPINE, E J 

6311180310* 

70-1151 


MCOAUOHY, R W 

6311100092 

50-331 

P 

KAHTfN, 7 T 

631 1070370 

90-29 

Q 

MCBREARTVtR 

6311010362* 

50-219 

0 

MCOAUOHY, R U 

0311220169 

90-331 

0 

MAR'TIN, T T 

0311070371 

50-336 

Q 

|1CBREARTY,R A 

6311010319* 

50-333 

Q 

MCOAUOHY, R W 

8311260499 

50-331 

9 

MARTlNrT T 

131 10703 9 A 

50-271 

Q 

tiCSREARTV,R A 

8311090220* 

50-354 

0 

MCOOFF. D J 

6311140310* 

PROJ 


MARTINI T T 

0311070432 

50-293 

Q 

MCBRIDE, L M 

8310060403# 

90-267 

6 

MCODVERN, J J 

6311110857 

70-667 


MARTIN, T T 

8311070434 

40-8780 


MCSRtDEiL M 

6310060449* 

90-267 
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a 

0' TOOLE, J D 

0311290123 

90-247 

p 

PAOLtNO. R J 

B3 11 210240* 

90-412 

Q 

0311200139 

80-267 

B 

0 'TOOLE, J D 

0311290261 

90-247 

0 

PAOLINOiR J 

6311210267* 

90-308 

Q 

8311090064* 

90-329 

A 

□ 'TCX}LE,J 0 

0311290272 

90-3 

R 

PAPA200LDU, r, A 

6311030020 

50-413 

A 

9311010013 

90-443 

A 

OAKLEY, D r 

0311300144 

WASTE MOT 

PAPAZOQLOUi t A 

6311210044* 

90-443 

A 

8311140196 

90-400 

D 

OESTKANNiH J 

0311070632* 

90-299 

a 

PAPAZOOLOU. I A 

8311210049* 

50-4 43 

A 

GOO8O7OG90* 

90-317 

a 

OEBTHANNiM J 

0311090394* 

90-454 

a 

PAPERIELLOiC J 

B311010199 

90-266 

0 

0308 31 0039 

80-329 

A 

OOARD,A E 

0311300144 

WASTE HOT 

PAPERlELLOi C J 

Boitoioisa* 

90-266 

Q 

0300310077 

90-413 

A 

OILER. R E. 

0311300219* 

(1A999 


PAPER lELLO. C J 

631 1010107 

40-206 1 


0300310079 

50-413 

a 

OHRENT.D 

0211110610* 

FOIA 


PAPERlELLOi C J 

83 1 10203B9 

50-461 

0 

0311010012 

90-454 

A 

OtORAHiK R 

0311140433 

40-0721 


PAPERIELLO. C J 

B3 11020441 

50-373 

a 

8311010021 

90-329 

A 

OLBEN, A F 

0311080540 

71-9192 


paperiello. c J 

8311070949* 

50-266 

Q 

8311010023 

90-329 

A 

DLBENiA F. 

031 1 1 10302 

71-9152 


PAPERlELLOi C. J 

B3 11 090271 

50-199 

a 

8311010024 

50-494 

A 

OLSEN, A F, 

0311280430 

90-13 

p 

PAPERIELLO. C J 

9311090264 

50-299 

0 

8311010026 

90-329 

A 

OLSON. 0 L 

0311210479 

WASTE HOT 

PAPERIELLOiC J 

0311090269* 

90-299 

a 

031 1030263 

50-329 

A 

OLSON. 0, L. 

0311230160 

WASTE HOT 

PAPER lELLO, C. J 

8311090304 

90-4S3 

Q 

0311000433 

50-528 

A 

OPREAiO M 

8311070243* 

90-496 

Q 

PAPERIELLOiC d 

0311090322 

90-202 

a 

031 1 100048 

50-390 

A 

OFREA. 0. W. 

0311160182 

90-490 

e 

PAPERIELLO. C.U 

0311090339 

90-106 

Q 

0311100031 

90-369 

P 

OPREA. 0 W 

8311260324 

90-490 

a 

PAPERIELLO. C.J 

B3U090346 

90-454 

a 

031 1 100397 

90-946 

A 

ORDERS, W 

0311160007* 

90-369 

Q 

PAPERIELLOiC J 

8311110109 

50-294 

0 

031 1 140199 

90-400 

A 

ORDERB.M T 

0311020291 

90-369 

8 

PAPERIELLOiC, J 

0311170352 

50-373 

Q 

0311140298 

90-414 

A 

ORDERS, W T 

0311210404 

90-369 

a 

PAPERIELLOiC J 

B31 1170396* 

50-373 

0 

0311140299 

50-44 5 

A 

ORMAN, J L, 

0311090102 

NUREO 


PAPERIELLOiC J 

0311170396 

40-0361 


031 1 1 40300 

90-490 

A 

aRN9TEIN,P 

0311210110 

WA0TE MOT 

PAPERIELLOiC. J 

0311210169 

90-303 

Q 

031 It 40301 

90-454 

A 

□RNSTElNiP. 

0311290003* 

WASTE MOT 

PAPERIELLOiC J 

0311220195 

70-925 


031 1140302 

90-413 

A 

ORNSTElNiP K. 

0311000264 

WASTE HOT 

PAPERIELLO. C. J 

0311220196* 

70-929 


0311140426 

90-546 

A 

0RN8TEIN,P. H 

0311220019 

WASTE MOT 

PAPERIELLOiC U 

0311290190 

SO-269 

0 

0311140431 

50-456 

A 

ORNBTEIN.P. M 

0311220063 

WABTE HOT 

PAPERIELLO. C. J 

0311290257 

90-10 

Q 

031 1 1 60407 

50-412 

A 

0RN8TEIN.P H 

0311290409 

WASTE MOT 

PAQUINi J. 

0311210076 

XPOfiTLIC 

0311300033 

50-275 

£ 

ORNBTEIN,P. M 

0311290412 

WABTE HOT 

PARCKARIB.O 

031 1000617* 

CONTRACT 

031 1 300062 

90-275 

H 

OSBORNE. D B 

0311160124* 

90-440 

Q 

PARKER. M.E 

031 1210242* 

90-341 

0 

0311190001 

WASTE MOT 

OTT.L J 

8311090094 

90-259 

p 

PARKER. W 0 

0311030062 

80-369 

ft 

0311090416* 

90-299 

F 

OTTINQER.C A 

8311060520 

NUREO 


PARKa. B M. 

0311040052 

90~3B9 

a 

0311160269* 

50-299 

F 

0WCZAR8KI«P C 

8311140006 

RES 


PARKE. B H 

0311170438 

90-389 

8 

031 1000114* 

90-299 

F 

OUENrW H 

8311210481* 

90-413 

T 

parks. B. M. 

0311210214 

90-339 

8 

031 1090490* 

90-299 

F 

PACE.P L 

8311170289 

90-250 

R 

PARKS. J. E. 

0311290390 

NUREO 


0311030087 

50-330 

R 

PAOAND, F. 0 

8306280304* 

90-946 

F 

PARKYN. J.D 

0311110166 

71-6144 


031 1030097 

90-338 

R 

PAOANO.F 0 

8311070117* 

FOIA 


PARR I BN. B. 

031 1220232 

50-336 

S 

031 1 000909 

40-8801 


PAOAND.F 0 

8311070126* 

FOIA 


PARRIBHi B. 

8311280152 

90-330 

B 

0311100023^ 

90-3ar 

0 

PA^NQi F. 0 

8311070129* 

FOIA 


PAR8QM9.8 M 

0311010162 

90-4M 

B 

0311200444* 

9b~2§9 

a 

pAOanq.f 0 

8311070133* 

FOIA' 


PAR80N9.R M 

031 1 D203B8 

S0-40t 

0 

8311070081* 

FOIA 


PAOANO.F 0 

0311070136* 

FDIA 


PAiRSONa.R.H 

0311C4O1O2 

90-400 

B 

0311220343 

90-346 

8 

PAOANOiF 0 

8311070142* 

FOIA 


PARBCNa.R M 

0311040113 

90-400 

B 

031 1 070099 

FOIA 


PAOANO.F 0, 

8311070149* 

FOIA 


PARSONS. R.H 

031 1070492* 

90-400 

0 

031 1070323* 

50-400 

0 

PAOE.R 0 

0302020222* 

40-2061 


PARaCNBrR.H, 

8311070915* 

90-400 

0 

0311070323* 

50-400 

0 

PAOE. R. 0. 

0310200029 

70-1257 


PAR0ON8, R.M 

8311070944* 

90-400 

0 

031 1070326* 

90-400 

0 

PAOE.R 0 

0311010442 

40-e035 


PARSCNa.R H, 

8311070594* 

90-400 

0 

0311070326* 

90-400 

0 

PACE. R. 0. 

0311010449 

70-uia 


PARSDNa.R H 

83110706U* 

90-4 00 

0 

0311070929* 

90-400 

0 

PAOE.R 0 

031I0700I9* 

90-937 

A 

PARSCNa.R M. 

0311070614* 

90-400 

0 

031 1070929* 

90-400 

0 

PAOE, R. 0 

0311070028* 

40-2061 


PARSONa.R.H. 

0311170264 

50-4 00 

a 

0311210203 

90-400 

0 

PAOEiR 0. 

0311110206 

70-138 


PARSQNa.R M. 

0311200327 

90-4 00 

a 

0311210203 

90-400 

0 

PAOE, R, 0, 

0311140071 

70-1297 


PARTLOW. J.O. 

0300310057 

50-3 

Q 

0311290216 

90-400 

0 

PAOE.R 0. 

0311140913 

70-27 


PABCENTEi J, 

0010020336* 

FOIA 


0311290216 

90-400 

0 

PAOE.R 0 

6311140920 

70-143 


PABCENTEi d, E. 

7902260411* 

FOIA 


031 1020024* 

FOIA 


PAOE.R 0. 

6311190029 

70-1297 


PASCENTEi J. E 

03111 50037* 

FOIA 


031 1020029* 

FOIA 


PAOE.R 0 

6311210498 

40-7485 


PABCENTEi J. E. 

0311150195* 

FOIA 


0311020033* 

FOIA 


PAOE. R 0. 

6311210903 

70-1191 


PABCENTEiJ E. 

0311150211* 

FOIA 


031 1020094* 

FOIA 


PAOE. R. 0. 

6311210900 

40-6940 


PABCIAK.W, 

B31l2l0i9B* 

90-271 

Q 

031 1020097* 

FOIA 


PAOE. R, 0. 

6311210923 

70-1 100 


PASCIAK.W J. 

0311170388* 

30-333 

Q 

031 1020077* 

FOIA 


PAOE.R 0. 

6311260944 

70-690 


PA6CIAK.W. J 

0311170415* 

30-410 

Q 

031 1020083* 

FOIA 


PAOLIAROi J. A 

8311000304* 

FOIA 


pabtya. m, j. 

031 1010037 

50-324 

a 

0311070118 

90-335 

a 

PALLADINO.N, J. 

6311020224* 

90-289 

U 

PABTVA.M, J 

031 1010090 

90-324 

0 

031 1070149 

90-297 

Q 

PALLADZNO.ir J, 

6311060940 

90-320 

P 

PAaTVA.M, J 

0311010164 

90-324 

0 

031 1070170 

80-324 

a 

PALLADINO.N J. 

6311100399 

90-289 

P 

pastya.m j. 

8311010171 

90-329 

8 

0311070233 

90-369 

a 

PALLADINO.N J. 

631 I 110279 

COMMISSION 

PASTUAiM J 

8311010234 

90-324 

8 

0311070237 

90-348 

0 

PALLADINO.N J 

6311160296 

C0HM1BBIC3N 

pastva. m. j 

8311010230 

90“324 

0 

0311070297 

90-299 

a 

PALLADINO.N J 

6311160316 

COMHISBION 

PABTVA. M, J. 

031 1010293 

90-329 

a 

0311070401 

90-416 

0 

PALLADINO.N, J 

6311160324 

50-269 

a 

PABT^^A. Mh j. 

0311010318 

90-324 

s 

0311070449 

90-291 

a 

PALMER. R A 

0311070209 

90-319 

a 

PABTVA. M, J. 

831 1010397 

50-324 

0 

8311070916 

90-321 

Q 

palmer, r. a. 

6311070279* 

90-315 

6 

PABTVA. H.O. 

831 1D10422 

50-325 

8 

831 1 070922 

50-366 

Q 

PALMER. R. A, 

031 1070277* 

90-319 

a 

PABTVA. M. J. 

6311170242 

50-324 

8 

031 1 leooao* 

90-327 

Q 

PALMER. R. A, 

031 1070270* 

90-319 

8 

PABTVA. M, U 

6311170206 

50-329 

0 

031 1 100090 

50-250 

0 

PALMER. R. A. 

631121010? 

90-316 

8 

PABTVA. M. U. 

8311210395 

50-329 

8 

0311100171 

50-290 

Q 

palmer. R A. 

631 1210192* 

90-316 

8 

PABTVA. M J 

83 1 i 26044 9 

90-324 

0 

931 1210024* 

90-443 

D 

PALMER. R. A, 

8311210193* 

90-316 

B 

PATTERSON. J, D 

83110902D5 

PRM 


0311170276 

50-247 

R 

PALMER, n. A, 

031 1210330* 

90-315 

a 

PATTERSON. J. P 

031 1090279* 

90-199 

Q 
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AUTHOR 

NUNBER 

CATEGORY 

PATTISON. H S 

031 n&ooai 

40-9004 


PATTONiJ D 

031 t30O<IOS 

40 “90*4 


PAUL. R A 

031 loaoo^st 

50“4*1 

0 

PAULK. 0 L 

B31 107011S* 

SO “299 

0 

PAULSON, 0 V 

831 1P903B3 

NUREO 


PAULSON. M A 

831 10300S3 

90-206 

p 

PAULSON. A 

aai 1080S3B 

30-20* 

p 

PAULBONiM A 

8311130176 

90-20* 

p 

PAUUBDNiW A 

8311130391 

90-20* 

p 

PAULSON, W A 

8311160023 

90-20* 

p 

PAULSON, H A 

0311180290 

90-20* 

p 

PAULSON, M A 

0311300100 

90-206 

p 

PAVtNICH. N A 

0311070436« 

TOPREP 


PAYNE, M T 

B31 1220308 

90-400 

0 

PAYNE, H r 

83£12S030a 

90-400 

0 

PAYNE, W C 

e311ie0239« 

90-3 32 

T 

PEARSON, A 

6311140219 

XPGRTLIC 

PEARSON, A F 

B31 1140134 

XPORTLIC 

REAVER, R C, 

B31 1210017* 

90-443 

F 

PEELLE. E 

631 10BO394 

NUREO 


PELKE, P R 

S31 1210384* 

90-946 

Q 

PELLETIER, J P 

631 1010179 

90-271 

8 

PELLETIER , J P 

631 1030129 

90-271 

8 

PELLETIER, J P 

631 1030143 

90-271 

S 

PELLETIERrJ P 

6311160090 

90-271 

B 

PELLETIER, J P 

631 1260431 

90-271 

S 

PENNIFILL, R 

6311100284 

HASTE NOT 

PENNIFILL, R A 

6311010129 

WASTE NOT 

PENN r FILLER A 

6311210092 

40-6900 


PENTZ, D L 

63 1 1230 1 99* 

WASTE mT 

PEREZ, R B 

6311300392* 

REVIEW ORP 

PEREZ, R fi 

831 130D394* 

REVIEW ORP 

PEREl. R,B 

631 1300394* 

REVIEW ORP 

PERKINS,! U 

B31 11S0323* 

50-220 

P 

PERLhAN, J 

B3i lllOOOl 

CONTRACT 

PERRY, D K 

6311220379* 

TOPREP 


PER3I NKOi D 

8311020207 

50-244 

P 

PERSaOHiA 

6311830033* 

FOIA 


PE6HEK,C 

6311230009* 

TOPREP 


PETERSON, H 

6311290371* 

fOIA 


PETRXCK,N.A 

63110703*7 

PR 


PETRlCKiN A 

631 1010274 

90-4B8 

F 

PETRICK,N A 

6311010406 

90-492 

a 

PETR1CK,N A 

0311070377* 

PR 


PETRICK,N A 

0311300001 

90-482 

A 

PETRlCKrN A 

63113000*6 

90-4B2 

F 

PETRILAKrR H 

0311220279* 

90-322 

T 

PETRONErC 

631110024** 

90-322 

0 

PETRgNe,F P 

6311170332* 

90-244 

F 

|»ETTENOli,Li H 

8311100033 

4<>-rfi6 


PETTENOILL. H 

8311300079 

40-8452 


PCTTENOILLi H 

6311300062 

40-8452 


PETTENOILL.N 

6311300064 

40-3492 


PETTENOILL. H 

0311300086 

40-8452 


PETTENOILL. H J 

8311080*03 

40-6622 


PETTENOILL. H J 

8311090397 

40-6984 


PETTENOILL. K J 

0311100020 

40-S590 


PETTENOILL. H J 

8311100029 

40-04 92 


PETTENOILL, H U 

8311100030 

40-6622 


PETTENOILL, H 0 

8311100040 

40-297 


PETTENOILL, H J 

0311100323 

40-277 


PETTENOILL, H J 

6311140304 

40-277 


PETTENOILL, H J 

6311140393 

40-277 


PETTENOILL, H U 

63L1140413 

40-277 


PETTENOILL, H J 

6311140423 

40-6084 


PETTENOILL, H J 

63111404*6 

40-6492 


PETTENOILL, H J 

6311140493 

40-6*02 


PETTENOILL, H J 

6311190423 

40-6*02 


PETTENOILL, H J 

6311130430 

40-0564 


PETTENOILL, H U 

0311130433 

40-277 


PETTENOILL, H J, 

6311190497 

40-6*97 


PETTENOILL, H J 

63111*014* 

40-0064 


PETTENOILL, H J 

83 111*01 90 

40-297 


PETTY, J C 

6311010239 

90-2*7 

B 

PETTY, J C 

631 1210219 

50-2*7 

8 

PETTY, J C 

6311210407 

90-287 

B 

PETTY, J C 

63 1 1 220 1 49 

90-267 

B 

PETTY, J C 

6311200091 

30-207 

6 

PEVEAR, R. C, 

6311190390* 

50-443 

0 

PEVEARiR C 

631 1 1B0209 

50-443 

0 

PFAFF, 3 J 

6309270091 

40-6697 


PHlEHLrR H 

031 12B0339* 

50-315 

9 

PHILIPS, M H 

8311040137 

FtJIA 


PHILIPS, M H 

8311110098 

FOIA 


PHILLIP, 0 A 

0311060273* 

FOIA 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

PHILLIPS, K S 

0311070225* 

QA999 


PHILLIPS, H a 

8311220320* 

OA979 


PHILLIPS. H W 

63111*0124* 

90-440 

Q 

PHILLIPS, J 

8311270373 

50-413 

Q 

PHILLIPS, J W 

6311100130 

WASTE MOT 

PHILLIPBih P 

6311010156* 

50-2*6 

0 

PHILLIPS, N P 

6311070947* 

30-2** 

Q 

PHILLIPS, N P 

6311070279* 

50-195 

Q 

PHILLIPS, H P 

6311070209* 

50-279 

Q 

P1CHUMAN1,R 

631 13DO007* 

50-382 

0 

PICKEL.T W. 

6311140079 

ACR 8 


PICKEL. T M 

8311140079 

ACR 8 


PIEHL, R. H 

8311200341* 

50-319 

B 

PIEHQNTEBE 

03 1 1210279 

90-307 

6 

PIEHONTEOE, A 

8310290243 

50-307 

S 

PIEHONTESE, A 

8311010112 

90-307 

8 

PlEHONTEeE. A 

8311170116 

90-307 

9 

P1EMONTE8E. A P, 

63110101*1 

90-307 

8 

PIEHONTESEi A P 

0311070247 

90-387 

8 

PIEH0NTE6E, A P 

03111001*3 

90-307 

6 

PIERINOER.P 

8311160020 

50-317 

8 

PIERINOER.P A, 

6311010339 

90-310 

8 

PIERINOER.P, A 

0311210370 

90-318 

a 

PIERIN 8 ER.P A 

0311280479 

50-318 

8 

PI00ZZI.8.U 

031 i 220278* 

90-322 

T 

PILANT, J M 

8311110126 

50-270 

P 

PILANT, J M 

63111604*9* 

90-290 

F 

PILANT, J M, 

831 12204B4* 

50-290 

Q 

PILANT, d M 

0311220506* 

90-298 

Q 

PIRTLE.O L 

8311010276* 

90“494 

Q 

PITTIOLIO, C.L 

0311220127* 

WABTE MOT 

PLIML.O 

8311000105* 

50-299 

F 

PLIML.O 

8311070416* 

50-279 

F 

PLIML.O 

031 1 100350* 

90-279 

F 

PLIML.O 

831 1 160370* 

90-299 

F 

PLIhL.O 

B3llia0357« 

90-279 

F 

PLIBCQ.L R 

0311010378* 

50-247 

0 

PL08KI, T J 

0311010156* 

90-2*6 

Q 

PLOSKl. T. d 

0311090287* 

90-275 

Q 

PLUMLEE,0 L 

831101000** 

90-2*7 

0 

PLUNLEE, 0 L 

8311150242* 

90-2*7 

0 

POHLE.J A. 

6311220001 

WASTE NOT 

POHLE.d A 

6311820098 

WABTE MOT 

POHLE.d A 

6311290011 

WASTE MOT 

POHLE.J A 

6311290359 

WASTE MOT 

POHLE. d, A 

8311290399 

WABTE MOT 

POHLE.J A 

8311270409 

WASTE NOT 

POINDEXTER, T C 

8311190442 

50-320 

P 

POINDEXTER, T C 

831126000^ 

90-320 

P 

POLK, P A 

631 1220302* 

90-322 

T 

POLK, P A 

8311220302* 

90-322 

T 

POLLARD. R D 

8311260194 

90-287 

0 

POLLOCK. M. a 

8311210204* 

90-322 

Q 

POLLOCK. N a 

8311300146 

90-322 

A 

PONERENXNO, D. d 

8311140509* 

RES 


PONERENINO.D J 

0311180369* 

RES 


POMEROY. P W 

8311140204 

90-392 

0 

POMEROV.P.M, 

8311140204 

50-392 

0 

POPPE.L. K, 

0311090147 

71-9805 


POPPEiL K, 

0311090193 

71-7105 


POPPE,L K 

8311100321 

71-6*01 


POPPELL, F. B 

8311020279 

50-260 

8 

POPPELL, F. 6. 

0311020203 

50-299 

a 

POPPELL, F 8 

0311200304 

50-297 

a 

PORTER, R 

8311010194 

90-310 

a 

PORTER, B. 

0311010333 

50-317 

8 

PORTER, R J 

031116003* 

90-318 

a 

PORTER, B d 

031 1 160207 

50-317 

s 

PORTER, R d. 

8311100034 

50-318 

a 

PORTER. R J, 

0311100207 

50-317 

6 

POBNACKiR 

8311220287* 

50-322 

T 

PQTAPOVar U 

0310140165 

TOPREP 


POTAPOVS, U, 

0310250003 

<IA997 


POTAPOVS. U 

8311070059 

(IA797 


POTAPOVS, U, 

0311070063 

0A797 


POTAPOVS, U 

8311070066 

«IA797 


POTAPOVS, U 

6311070217 

aA?79 


POTAPOVS, U, 

6311070312 

I1A779 


POTAPOVS, U 

8311070362 

<IA979 


PDTAPDVe, U,. 

8311070374* 

<iA799 


POTAPOVS, U, 

8311070453 

OA999 


POTAPOVS, U 

6311070476 

OA799 


POTAPOVS, U. 

6311070957 

QA799 


PDTAPDV 61 U. 

8311080032* 

50-329 

Q 

POTAPOVS, U 

0311190162 

aA799 
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POTAPOVS, U 

6311190104 

0*999 


POTAPOV0, U 

0311150397 

0499 7 


POTAPOVS, U 

03111600*6 

04999 


POTAPOVS, U 

83111BD126 

GA999 


POTAPOVS, U 

8311180146 

0A999 


POTAPOVS, U 

6311180167* 

QA999 


POTAPOVS, U 

6311180222 

0*997 


POTAPOVS, U 

031 1210226 

OA799 


POTAPOVS, U 

0311220101 

TOPREP 


POTAPOVS, U 

0311220177 

MI8C 


POTAPOVS, U. 

8311220189 

TOPREP 


POTAPOVS, U 

8311220210 

04997 


POTAPOVS, U 

6311220241 

0*997 


POTAPOVa, u 

B31 1220294 

TOPREP 


POTAPOVS, U 

6311220303 

OA997 


POTAPOVS, U 

6311220311 

TOPREP 


POTAPOVS, U 

8311220314 

0*997 


POTAPOVS. U 

6311220317 

TOPREP 


POTAPOVS, U 

6311220391 

TOPREP 


POTAPOVS, U 

8311220394 

TOPREP 


POTAPOVS, U 

0311220405 

TOPREP 


POTAPOVS, U. 

0311220411 

Ck*997 


POTAPOVS, U 

0311220420 

QA999 


POTAPOVS, U 

0311220441 

QA999 


POTAPOVa, u. 

0311220445 

TOPREP 


POT AP ova, u 

031122044* 

50-333 

0 

POTAPOVa, u. 

031122049** 

0*799 


POTAPOVa, u 

8311230004* 

TOPREP 


POTAPOVS, U 

0311200004 

SA799 


POTAPOVS, U. 

8311200005* 

0*799 


POTAPOVS, U 

0311200012 

0*779 


POTAPOVa, u 

0311200126 

OA799 


POTAPOVa, u 

Bsiioaoiao* 

0*799 


POTAPOVS, u 

0311200143 

0*779 


POTAPOVa, u 

0311200147* 

0*799 


POTAPOVS, U 

0311200915 

0*799 


POTAPOVS, U 

8311200523* 

0*799 


POTAPOVS, U 

0311270270 

TOPREP 


POTAPOVS, U 

0311890351 

TOPREP 


POTAPOVS, U 

G31 130013* 

0*799 


POTAPOVS, U 

0311300177 

0*997 


POTAPOVS, U 

0311300194 

0*997 


POTAPOVS, U 

G31130019* 

0*797 


POTAPOVS, U 

G3 1130020* 

0*997 


POTAPOVS, U 

G31 130022* 

0*997 


POTAPOVS, U 

6311300249 

0*999 


POTAPOVS, U. 

0311300255 

0*997 


POTAPOVS, U 

8311300202 

0*997 


POTTER, J, P 

8311150130* 

FOIA 


PtltTER, d P 

G31 1220140 

uc* 


POTTER, R W 

8311100258 

50-354 

0 

POTTER, R. W. 

0311100263* 

30-35^ 

ft 

POTTER, R W 

B31 1230124 

50-354 

ft 

POTTER, R. W 

0311230129* 

50-334 

ft 

POTTER, R W 

0311230134* 

50-354 

g 

POTTER. R W, 

83112G0204 

50-354 

ft 

POTTER, R. W 

0311200208* 

50-354 

ft 

POTTER, R W 

6311200^1 1* 

50-354 

ft 

POULKiR M 

B3U02C423 

90-325 

a 

POULK, R M 

031120013* 

90-324 

B 

POWELL, B, C. 

0311020232 

90-302 

a 

PRESLEY, K 

83112G003a 

90-373 

s 

PREVATTE, R. L. 

8311070500* 

50-4» 

0 

PREVATTE.R L 

8311180183* 

50-450 

0 

PRICE, D S 

0311070419* 

90-257 

ft 

PRICE, d M. 

0311070036 

WRE9 


PROCTOR, a D 

0311040030 

90-327 

ft 

PROCTOR, a D 

0311040030 

90-327 

ft 

PROCTOR, a D 

B31 10701*3 

50-327 

ft 

PROCTOR, 8 D 

63110701*3 

90-327 

0 

PROCTOR, 8 D 

0311200050 

50-329 

ft 

PROCTOR, 8 D 

8311200030 

90-327 

ft 

PROVENZANO, V P 

0311030077 

50-329 

ft 

PUCCI, d A 

8311020173 

50-329 

A 

PUCCI, d A. 

031 1020393 

50-329 

A 

PUCCI, J, A. 

B31 1110057 

50-329 

* 

PUCCI, d. A. 

0311170301 

50-329 

* 

PUCCI, d A 

83112901*3 

50-329 

A 

PUCCI, d. A 

83112901*4 

50-329 

A 

PUCCI, d A 

0311270310 

50-327 

A 

PUOLtA, A B 

8311000087* 

FOIA 


PULLANl.S. 

0311170192* 

S0-27L 

ft 

PURDOMrP W. 

B3110401D1 

50-413 

ft 

PURDOMrP. W 

0311170197 

50-413 

ft 

PURVIN, K 

03111*0371 

XPORTLli!: 



ALfTHOR 


a 

PUTJWK, t 
PUiCViA M 
iQf(JiANi£iD L 
OUAhME^D L 

QU-IM. D M 
OUIRK, J F 
OgiRK. J F 
QUlRKr J F 
ogwK.J F 

OfJLRH. J F 
OyrRX. J F 
PACifOHDiE F 
flAFIIADEH, H A 
AACHURAM^S 

fiA^RMl«8 
AAOWRAIHpS 
flAHEiE P 
RAHE. E P. 

RAME. E P 

fiWC. E P. 

RA»£. E P 
JlA^£•E P. 

RAHE. E P. 

RAHE. E P 

RA^EiE P 
RA»C. E P 
RAWa. E 
RAKS&ELLpJ. V. 
RWtdDELLpJ. V 

RAMQAEIA^J a 
RAHOAZIA^J a 
RANIMEZA^J S 
RVOA12 ApJ. S 
RAKDAEEAiJ 9 

RAKDAtZAiJ fi 
RAHDlCHtE 
RAJNAHATH^ B 
RAPKtlTiP 
RASKII^.I^ B 

RASWa&EN.N C 
RAaWS&EN^N C 
RAVfScir.ir p 
RAY.H B, 

RAYtJ J. 

RAY^sP J 
RAYtJ J 
RAYBURNiC L 
RAYBURN. C L 
RAYHONDiU J 

RAYHDRi » 
RAYNORi W 
REAS. [> F. 
VCAVia. J A 
Ri'AVia, J A 

REBELLDiJ E 
RE3ELLD. J £ 
RCEO. G 
REEO. C. 

REED. C 

REED. J H 
REEDY. R F. 
REEVER.E A 
REEVES. E A 
REGAN. N A. 

REGAN, N A 
REGAN, U K 
REGAN. U M 
REGAN, N H 
REGAN, H H 

REGAN, H H 
REFrELDT.N R 
HEJtf, T, A 
RENH. T A 
REWH, T A 

REHM.T A. 

REJ»1. T A 
REHH, T A. 
REINSCH^H O 
RE18, H F. 

RE19>N 

REfSEHAUER^A £ 
RENtB. e.C. 
REHtB. 8 C 
REHCBi 9 C 
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AUTHOR 

NUMSER 

8311110070* 

FOIA 


REMI8. 8 C 

6311290204 

Q3 11220099* 

40-8649 


RENIER.O P 

8311 300396 K 

0311160460* 

go**344 

F 

RENIER.J P 

6311300392* 

8311070300 

90-329 

A 

RENIER.J P 

831 1300390* 

0311210380 

90“329 

E 

RENIEH.J P 

0311300391* 

8311210133* 

90-206 

F 

RENIER.J, P 

631 1300399* 

8309300249 

TOPREP 


RENTZrF L 

631 1080040* 

831 1040007 

TOPREP 


REQVAr 0 

6311160346 

8311160002 

90-447 

F 

RESN^ERth E 

831 1000097* 

8311210393 

TOPREP 


REUTHER. P 

831 1020234* 

8311280230 

50-447 

A 

REVELEY. W T 

8311190240 

8311280461 

90-447 

F 

REVELEY. W T 

8311190240 

8311220309* 

50-322 

T 

REYESi U 

8311220219* 

8311020422 

90-398 

A 

REYES. L. A 

831102026B* 

8311020130* 

FOIA 


REYES. L A 

6311280260* 

8311080103* 

FQIA 


REVE8. L A 

631 1280460* 

0311080113* 

FOIA 


REYNOLDS. J 

0311030131 

0311010129 

TOPREP 


REYNOLDS. J 

6311030131 

8311010293 

TOPREP 


REYNOLDS. J P 

8311030127 

8311030013 

90-328 

B 

REYNOLDS, J P 

6311030127 

8311070334 

PR 


REYNOLDS. J R 

6311030169 

8311160164 

PROJ 


REYNOLDS, R 

6311030169 

8311220316 

TOPREP 


REYNOLDS. J R 

6311030217* 

8311220491* 

TOPREP 


REYNOLDS. R 

6311030217* 

8311230090 

TOPREP 


REYNOLDS. J R 

631 1080072 

8311280196 

TOPREP 


REYNOLDS. J R 

6311090072 

831 1280476 

PROJ 


REYNOLDS.^ W 

6311080349 

8311080161* 

50-397 

E 

REYNOLDS. J. W 

8311080393 

0311080921 

NUREG 


REYNOLDS. N S 

6310200019* 

8311210427 

NUREO 


REVNOLDB. N. 6 

6310200017* 

8311030211* 

90-309 

Q 

REYNOLDS. N S 

6311010308 

831 10704 IB 

90-309 

0 

REYNOLDS. N. S 

0311010306 

83111G0147 

90-309 

Q 

REYNOLDS. N 8 

6311030079 

0311180220 

90-309 

P 

REVNOLDB. N S 

6311070101 

8311180280 

90-309 

Q 

REVNOLOa.N S 

6311070181 

8311260913 

90-309 

Q 

REYNOLDS. N S 

631 ioaoiGO 

831 1080993 

NUREO 


REYNOLDS. N 6 

631 1080190 

8311180232* 

50-392 

T 

REYNOLDS. N. S 

6311160166 

B3110400B7 

40-2061 


REYNOLDS. N S 

6311160166 

B3 11020292 

90-279 

0 

REYNOLDS. N 6 

6311160179 

B3111B0149 

90-423 

A 

REYNOLDS. N S 

6311160179 

6311160190* 

90-423 

A 

REYNOLDS. N 9 

831 1230122 

8311290202* 

TOPREP 


REYNOLOa.N 9 

831 1230122 

8311220396 

90-361 

6 

REYN0L0B.6 9 

B31 102033B* 

8311020434 

90-279 

G 

REYNOLDS. 6 D 

S311 160394* 

6311020473 

ACR8 


RHOADBi 0 

6311100234* 

831 1040191 

WASTE HOT 

RHOADS. 0 Q 

631 1070237* 

8311210499* 

90-317 

F 

RICCARDELLA, P 

631 1280207* 

6311210909* 

90-317 

F 

REC^. D. A. 

6311210340 

831 1090291* 

90-271 

0 

fftCHARDS.J R 

6311160308 

6311010141 

90-317 

a 

RICHARDS. 6 

8311170192* 

6311200479 

90-310 

8 

RICHARDSON. C 

8311170022* 

6311030141 

90-400 

0 

RICHARDSON. E 

8311010490 

6311220269 

90-269 

R 

RICHTER. B 

8311160018 

6311220326 

90-369 

R 

RICHTER. L. 

8311210137 

6311 160321* 

CONTRACT 


riddle. D.H 

8311140131* 

6311230019* 

CONTRACT 


RIDDLE. D H 

631 1230019* 

6311040028 

90-237 

Q 

RIDENHOUR.R 

8311170020 

8311210311 

90-373 

P 

R I DOW AY. H.R 

631 1220209* 

8311260399 

90-237 

F 

RIOOUT, E F. 

6311140018* 

8311000994 

MJREG 


RILEY, A. 

8311220020* 

8311020296* 

90-279 

0 

RILEY, A. 

8311320032* 

63111 10203 

90-340 

P 

R ILEY, A 

8311320034* 

6311160392 

90-340 

P 

RlLEYi A 

8311220037* 

6311100377 

70-27 


RILEY. A 

8311S2003S* 

8311140030 

70-27 


RILEY. A 

8311320043* 

8306260293 

90-490 

A 

RILEY, A 

8311320043* 

8311210067 

90-440 

M 

RILEY, A 

6311320049* 

6311210072* 

90-440 

M 

RILEY. A 

8311220049* 

8311290326 

90-440 

M 

RILEY. A 

8311220048* 

6311290330* 

90-440 

M 

RlLEYi A 

8311220048* 

6311220007 

WASTE MOT 

RILEY. A 

8311220049* 

0311080460 

COMMISSION 

RILEY. A. 

8311320049* 

6311090160* 

FOIA 


RILEY. A 

8311320091* 

6311140243 

COMMISSION 

RILEY. A, 

8311220093* 

8311140296 

COMMISSION 

RITBHER. J- A, 

8311150129 

8311290012 

C0HHI88I0N 

RIVENBARK.Q 

B31 109037A 

8311300396 

COMMISSION 

RIVENBARK.O 

9311140029* 

B31 1010267 

PR 


RiVENBARKiO, 

9311140273 

6311010230 

PR 


RIVENBARK.O 

9311160303 

6311300339* 

90-397 

A 

RIZY.C 0 

8311300039 

6311100119 

NUREO 


ROBERDS. H. W 

8311380009* 

6311 100263* 

90-394 

0 

ROBERDS, W. J 

8311230190* 

8311230124 

90-394 

0 

ROBERTS, F F. 

8311290364 

6311230134* 

90-394 

0 

ROBERTS. H.R. 

6311140403 


SUBJECT 
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CATEGORY 

90-394 

0 

RDBERT6.H H 

0311300413 

40-8679 


REVIEW GRP 

ROBERTB. J P 

8311140305 

PRQJ 


REVIEW GRP 

RDBERTB.R C 

0311220301* 

90-322 

T 

REVIEW ORP 

ROBERTS. T M 

0311100219 

COMMISSION 

REVIEW GRP 

ROBERTS. T M 

8311100333* 

71-7190 


REVIEW GRP 

ROBERTS. T.M 

0311100391 

90-237 

U 

90-260 

F 

ROBERTS. T.M 

B311110273 

COMMISSION 

90-261 

P 

ROBERTS. T.M 

831111027 5* 

COMMISSION 

FOIA 


ROBERTS. T. M 

8311110277* 

COMMISSION 

FOIA 


ROBERTS. T. M 

8311110278* 

COMMISSION 

90-322 

0 

ROBERTS. T M 

63111102BD* 

CDIttllBSION 

90-322 

G 

ROBINSON, A 

831 11901B8* 

90-290 

0 

90-374 

a 

RODRIGUEZ. R J 

631 1070914 

30-312 

e 

90-341 

0 

RODRIGUEZ. R J 

831 1080339 

50-312 

0 

90-463 

0 

RODRIGUEZ. R J, 

831 1160066 

90-312 

F 

90-341 

0 

RODRIGUEZ. R J 

831 1160296 

90-312 

P 

90-279 

0 

RODRIGUEZ. R U 

8311220438 

90-312 

0 

90-279 

O' 

RODRIGUEZ. R J 

831 1290233 

90-312 

F 

90-279 

0 

ROE.K K 

83112902B&* 

TOPREP 


90-279 

0 

ROGERS. D R 

83L 1290307 

NUREG 


90-279 

0 

ROGERS. H R 

8311170200 

90 -328 

0 

90-279 

0 

ROGERS. H R 

8311010071 

90-328 

e 

90-275 

G 

ROGER B.H R 

8311010090 

90-327 

6 

90-275 

0 

ROGERS. H R. 

8311010092 

90-327 

6 

90-275 

0 

ROOEHB. H R 

8311010291 

90-327 

a 

90-279 

0 

ROGERS. H R. 

831 10102B2 

90-327 

0 

90-327 

A 

ROGERS. H R 

8311010315 

90-327 

S 

90-339 

A 

ROGERS. H R 

8311070227 

90-327 

a 

REVIEW ORP 

ROGERS. H R 

8311090266 

90-32B 

a 

REVIEW ORP 

ROGERS. H R 

8311090329 

90-320 

a 

90-449 

G 

ROGERS. H R 

8311090332 

90-320 

a 

90-449 

0 

ROGERS. H R 

8311170016 

90-320 

a 

PR 


ROGERS. H, R 

831 1170060 

90-327 

a 

90-445 

G 

ROGERS. H R 

8311170066 

90-328 

a 

90-449 

0 

ROGERS. H R 

0311170106 

90-328 

a 

90-449 

0 

ROGERS. K R 

B311170194 

50-328 

8 

90-449 

G 

ROGERS. H R 

0311170275 

50-328 

8 

90-460 

G 

ROGERS. H R 

0311170371 

90-328 

0 

90-460 

G 

ROGERS. H, R. 

03tl22O3BB 

90-327 

8 

90-449 

0 

ROGERS. H.R 

031128040? 

50-320 

S 

90-449 

G 

ROGERS. J 

0311070269 

50-346 

& 

90-449 

0 

ROGERS. J. C. 

8311030227 

90-413 

T 

90-449 

0 

ROGERS. P 

B31121013B 

50-313 

a 

90-277 

0 

ROGERS. P. 

83110300G5 

90-313 

& 

90-2S9 

Q 

ROOERS.P. 

631103011? 

90-36S 

& 

90-3B7 

Q 

ROGERS. P. 

8311030161 

50-313 

s 

90-337 

Q 

ROGERS. P. 

8311190061 

50-368 

6 

90-259 

0 

ROGERS. P. 

8311190110 

90-313 

s 

90-29 

8 

ROGERS. V. C 

83110809^7 

NUHFG 


Moir 

ROGERS. W. 0. 

8311210147* 

50-346 

a 

90-271 

Q 

ROGERS. U. H 

6311160488* 

50-321 

r 

90-271 

G 

ROGGE. J F 

6311180103* 

90-379 

a 

^A1RE0 


ROHDE. J E 

6311210146 

50-304 

S 

90-392 

A 

ROHRBACHER.R A 

6311160124* 

50-440 

a 

90-346 

8 

ROMAN, T, W. 

6311190223* 

90-220 

p 

CONTRACT 


ROMAN. T. U 

S311160213 

50-220 

n 

CONTRACT 


ROMAN. T. W. 

S3 11220162 

90-220 

0 

90-382 

0 

ROMAN, T, g 

631 1220164* 

50-220 

a 

70-723 


ROMANO. F R. 

8311030139 

90-392 

G 

71-7174 


ROMANO. F R- 

8311070232 

90-392 

G 

FOIA 


ROMANO. F. R 

6311070239* 

50-392 

0 

FOIA 


ROMANO. F, R 

S311D70239* 

90-392 

Q 

FOIA 


ROMANO. F. R 

S3112900'?4 

90-392 

9 

FOIA 


ROMANO. F R. 

B311S90234 

90-392 

0 

FOIA 


ROMBERG, g. D 

6311210308 

90-249 

S 


FOIA 


ROMBERG, g D 

B31121C30B 

90-249 

B 

FtllA 


ROOD, H 

6311140205 

90-361 

8 

FOIA 


ROOD, H 

0311190007 

50-362 

8 

FOIA 


ROONEY. V, Lh 

S31 1140246 

90-271 

Q 

FOIA 


ROONEY. V L 

8311230245 

90-271 

P 

FOIA 


ROSANO. D 

9311170037* 

90-3 

0 

FOIA 


ROSAND. R 

8311110067 

90-299 

8 

FOIA 


ROSANO. R. 

6311190010 

90-261 

0 

FOIA 


ROSENBERG. E 8 

631 11100B7 

FOIA 


FOIA 


ROSS. F W. 

8311070327 

40-8714 


50-443 

A 

ROSS. F. W 

831 1100356 

40-0714 


90-366 

P 

RDSS. F U. 

8311100364 

40-0677 


90-366 

8 

RDBS.F W 
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50-346 A 


8311090077 
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50-333 8 
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50-333 0 
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90-333 S 
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WASTE MOT 

RUOVi C R 

031 1080091 

HASTE MOT 

RUDY, C R. 
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0311190218* 
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FOIA 

FOIA 

FOIA 
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SAVINl.R d 
BAVINI.R d 
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6CHAPKER, d. F 

8311070047* 
0311140318* 
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acHNELL.D F. 
BCHNELL.D F, 
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0311160022 
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90-483 A 

50-237 R 

90-373 P 
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BCOTT, D. d 

BCOTT, D. J 

BCOTT. D, J, 
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8CHRQEDER.C, W, 
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0311090093 
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0311190208 

90-373 F 

90-373 p 

90-373 P 

90-374 A 

90-373 P 

SCOTT, D d 
aCOTT, D. J. 

BCOTT. D. J 

SCOTT, D, d 
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BCHRQEDERtC. U 
SCHROEOER.C M 
8CKR0ejQER,C U. 
SCHRQESERrC.U 
aCHROEDEHi C W, 


B31 1130213 
8311130234) 
8311130393 
B31 1160064 
8311160092 


30-373 Q 
30-373 F 
30-374 A 
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30-374 F 


BCOWNi K. M. 
BEARSi C. F. 
SEARBrC F, 
BEARS, C. F. 
BEARS, C F 
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0311160109 

0311170327 

0311210144 

8311210333 

0311210334 

0311210371 

0311230063 

8311230073 

0311300239 

0311300204 

0311300309 

0311010233 

0311290117* 

0311090334* 

0311010229* 

031 1070632* 
031 1170339* 
031 1170406* 
B31 1160133* 
0311000172 

0311000491 

0311280197* 

8311070440* 

0311010133 

S3U01020B 

0311010360 

8311030001 

0311040113 

0311070197 

8311070393 

8311070462 

8311070465* 

8311080259* 

8311100342* 

0311110160 

8311130269 

0311130385 

8311160122 

8311280161 

0311280272 

8311280442 

0311280534 

8311300290 

8311110096 

8311020260* 

8301060426 

8311020203 

8311020299 

8311020300 

8311030254 

8311080451 

8311140410 

8311140414 

6311140415 

0311160314 

8311160319* 

8311160369 

8311210068 

0311210117 

0311220569 

0311220571 

8311230021 

8311280018 

8311290005 

8311290370 

8311300075 
831 I 230009 
8310120106 
8311040005 
8311040069 

8311070490 

8311070601 

8311160022 

8311160441* 

8311170136 

8311170143 

8311170149 

8311230008 

8311200110 

8311070508 

8311160206* 

8311010138 

8311030271* 

8311030271* 

8311210322 
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50-374 0 
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50-454 a 
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50-279 R 
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C 
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0 
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0 
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A 
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d 
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0 
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B 
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0 
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6311170162 
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8311040019 30-369 S 

B3 11 040097 90-369 3 
8311040203* 30-269 F 

UPADHYAVA, B R 
UPADHYAYA, fl R 
UPRIGHT, C M 
UPRIGHT, C M 
UPRIGHT, C H 

B31 1300374* 
0311300374* 
631 1070547* 
8311160199* 

eat 1100246* 

REVIEW ORP 
REVIEW ORP 
90-370 Q 
90-413 Q 
90-261 Q 

8311070192 50-269 0 
8311070199 50-269 0 
8311070344* 50-413 d 
8311070934 PRM 

8311070976 90-369 8 

U 8 t, V 

USI, V 

UBl, V. 

UTLEY, E E 

UTLEY, E E 

83 L 1060 163* 

6311210491* 

8311810904* 

8311020030 

6311800187 

50-317 F 
90-317 F 
50-317 F 
50-261 F 
50-324 X 

8311070630 
831 1090292 
831109029? 
8311090262 
831 1090291 

PR 

50-269 8 
90-269 B 
50-369 8 
90-369 S 

VACCA,P C 
VACCA,P C 
VACCAiP C 
VACCAiP C 
VACCArP C 

7909240390* 

7907140094* 

8311020101* 

8311020109* 

0311020119* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8311090294 
83 1 1 090306 
8311090311 
8311090349 
8311090351 

90-269 B 
50-413 8 
50-413 8 
50-369 B 
50-370 B 

VACCAjP C 

VACCA. P C 
VACCA.P C 

VACCA. P.C. 
VACCA.P C 

0311020181* 
0311300203* 
031 1300207* 
031 1300324* 
8311300359* 

FOIA 

40-8012 

FOIA 

FOIA 

FOIA 

B31 1 100024* 
831 1100219 
8311100341* 
8311100376* 
831 1 110137 

50-369 F 
50-413 F 
50-369 F 
90-413 F 
90-269 P 

VAIL, a 

VALKOVIC, M H 

VAN BRUNT, E E 
VAN BRUNT, £ E 
VAN BRUNT, E E 

0311010073 
8311140926 
6311280386 
6311030179 
631 1070284 

90-260 6 
NUREO 

50-520 8 
90-928 A 
90-929 8 

8311190172 

8311190312 

8311190314 

0311160091 

9311170101 

50-369 P 
50-413 A 
50-269 0 
50-269 F 
90-374 8 

VAN BRUNT, E E 
VAN BRUNT, E E 
VAN BRUIYT.E E 
VAN BRUNT, E E, 
VAN BRUNT, £ E 

6311070238 
831 1070239 
631 1070244 
6311070248 
0311070293 

90-927 8 
90-528 8 
90-528 8 
90-928 a 
90-928 8 

8311170226 
8311170283 
&3l 1170307 
8311170313 
8311170318 

50-369 8 
90-36? S 
50-410 F 
50-370 a 
50-369 8 

VAN BRUNT, E E 
VAN BRUNT, E E 

VAN BRUNT* E £ 

VAN BRUNT, E E 

VAN BRUNT, E E 

8311070299 
8311070403 
6311070419 
031 1070427 
6311070430 

90-92B 8 
90-928 8 
90-920 8 
90-926 8 
90-920 A 

8311170325 

8311170330 

8311170336 

8311170349 

8311170349 

50-369 8 
50-370 8 
90-369 B 
90-369 8 
50-370 8 

VAN BRUNT, E E 

VAN BRUNT, E E 

VAN BRUNT.E. E 

VAN BRUNT, E.E 

VAN BRUNT, E E 

031 1070989 
831 1080163* 
8311100173 
0311100177 
0311100179 

50-528 8 
90-928 F 
90-92S 8 
90-928 B 
90-928 8 

8311170412 
8311170425 
831 1160077* 
8311210022 
8311210029 

SO-369 8 

50-269 8 

90-369 0 

50-369 S 
50-369 S 

VAN BRUNT, E. E 

VAN BRUNT, E E 

VAN BRUNT, E E 

VAN BRUNT, E,E 

VAN BRUNT, E.e 

8311100186 
03111OO18S 
031 1 1 10094 
0311140207 
8311140207 

90-928 8 
90-928 6 
90-920 A 
90-928 8 
90-929 8 

6311210111 

8311210219 

3311210289 

8311210298 

0311210407 

90-370 8 
90-269 8 
90-369 8 
50-369 S 

90-2 ay 8 

VAN BRUNT.E E. 

VAN BRUNT, E E 

VAN BRUNT, E E 

VAN BRUNT, E.E 

VAN BRUNT.E. E 

8311190229 
8311160036 
6311210401 
8311230062 
031 1200198 

90-928 A 
90-928 A 
90-520 A 
,90-920 A 
90-928 B 

8311220149 
0311220151 
0311220255 
831 1220269 
831 1220326 

90-269 8 

90-269 a 

90-3 7 0 8 
90-269 R 

90-369 R 

VAN BRUNT, E E 

VAN BRUNT, E E 

VAN BRUNT.E E 

VAN BRUHTjC E 

VAN BRUNT.E E 

8311280109 

8311280190 

0311260241 

8311200468 

831 1290173 

90-920 a 
50-928 H 
90-520 8 
90-920 a 
90-930 a 

8311220421 

6311220423 

8311220432 

031 1220490 
8311280091 

50-413 A 

90-369 P 

50-413 E 

50-369 P 

90-287 8 

VAN VLIET.J 
VANOEL, T E. 

VANDEL, T. E 
VANDENBERO.D 
VANDEHALLE, D 

631 1090004 

8311160124* 

8311290199* 

8311190179 

0311020393 

90-289 P 
90-440 Q 
90-440 0 
90-299 R 
90-195 P 

8311200163 

8311280246 

831 1230400 
0311290056 
8311220301* 

50-269 P 

90-269 a 

50-369 P 

90-269 F 

90-322 T 

VANDEWALLE, D J 
VANt)£WALLE.D J 
VANDEWALLE, D. J 
VAMDEHALLE, 0 U 
VANOEWALLE, D J 

031 1070262 
831loa0396 
8311110093 
8311110050 
0311UO121 

90-199 a 
50-299 P 
90-199 P 
90-199 P 
50-295 P 

0311140319 

0311300003 

8311100119 

831 1100356* 
8311210132 

PROJ 

90-382 0 

MJRCO 

50-289 U 

50-346 S 

VANDEWALLE, D. J 
VAN0EWAL1.E, D 0 
VANDODRN, P K 
VANDOORN.P K. 
VANEflP, J. B 

6311110130 

6311170076 

8311110298* 

83111B0254* 

6311300441 

50-199 P 
90-255 P 
50-413 0 
50-413 Q 
NUREO 

6311030096 

B31 1030099 
8311030086 

831 10301 19 
8311030192 

90-250 R 

90-290 R 

50-290 R 

90-335 R 

90-335 R 

VARELA, A A. 

VARDA, 8 . 

VAROA, 5 A 

VAROA, 8 A. 

VAROA, 8 , A 

6311090340* 

8311070640 

0311010497* 

6311020001 

6311020507 

90-277 0 
90-280 F 
90-334 P 
90-348 P 
90-280 p 

B31 10301 56 

831 1070122* 
6311070199* 
8311070365* 

831 1070494* 

50-335 ft 

50-339 Q 

50-290 0 

50-290 p 

50-250 0 

VAROA, 0 A. 

VAROA, 8 A 

VAROA, B. A. 

VAROA, a A. 

VAROA, a, A . 

8311020909 

8311030227 

8311030361* 

0311080209 

0311080501* 

90-247 0 
90-247 P 
90-334 P 
90-247 F 
90-272 P 

8311180099* 

8311180102* 

8311160037 

6311300365* 

B31 1300369* 

90-290 Q 

90-290 (1 

90-317 S 

REVIEW ORP 

REVIEW QRP 

VAROA, B A. 

VAROA, a. A 

VAROA, 8 , A 

VAROA, B. A. 

VAROA, a, A 

0311090433 

0311110284* 

0311140201 

8311140242* 

0311140920 

50-340 P 
50-348 P 
90-315 F 
90-290 P 
90-309 P 


AUTHOR 


ACCESSION BUBUECT 

NUMBER CATEOQIIY 


VAROA, 8 A 
VAROA , B A 
VAROA , 8 A 
VAROA, 8 A 
VAROA, S A 


B3lUlb02l7 90-343 p 

831 IS 10002 90-319 p 

8311210493* 90-290 P 

8311220029 90-34B P 

B3 11220030* 90-34 B p 


VAROA , 8 A 
VAROA , 8 A 
VAROA, a A 
VAROA , 8 A 
VAROA , 8 A 


831 12900 1& 
831 1290039 
8311290092 
8311290149 
8311290320 


90-272 P 
90-200 P 
90-340 p 
90-249 P 
90-294 P 


VAROA , 8 A 
VAROA , 8 A 
VARNADO, 0 B 
VARNADO, 0 D 
VARNADO , 0 B 

VARNADO, 0. B 
VAS 8 ALLO 1 0 
VASBALLO, D B 
VA88ALL0, D B 
VAB8ALL0, D 8 

VASBALLO, D. B 
VASBALLO, D B, 
VASSALLO, 0 B 
VASBALLO, D B 
VA88ALL0, D B 

VASSALLO, D. B 
VASBALLO, D B 
VABBALLO.D B 
VASSALLO, D. B 
VASSALLO, D D 

VASSALLO, D B 
VASSALLO, D 6 
VASSALLO, D B 
VASSALLO, D. B 
VASSALLO, D B 

VASSALLO, D. B 
VASSALLO, D B 
VASSALLO, D B 
VASSALLO, D, B 
VASSALLO, 0 B 

VASSALLO, D. B 
VASSALLO, D D 
VASSALLO, 0 B 
VASSALLO, D, B 
VASSALLO, D B 

VASSALLO, D B 
VASBALLO, D D 
VAUOHAN,C M 
VAUOHANiG M 
VAUOHN, H T 


8311290324 

90-230 

6311300360* 

90-200 

0311010479 

NUREd 

8311030232 

NUREO 

8311030239 

NUREO 

831 1 030238 

hMlEO 

8311150491 

50-331 

8311010434 

90-331 

8311010446 

50-243 

8311010492 

50-220 

8311020462 

30-297 

6311020470 

50-371 

8311020496 

50-333 

8311030273 

50-293 

8311030276 

90-273 

8311080249 

50-324 

B3110BO457 

90-254 

8311100123 

90-324 

8311100163* 

90-259 

8311100371 

90-324 

8311110210 

90-298 

8311110212 

90-293 

8311110217 

90-324 

831U102SO*' 

50-324 

8311140019 

30-324 

8311140177 

90-324 

0311140189 

90-324 

8311140340* 

90-269 

831 1 1 40373* 

80-257 

8311140478 

90-257 

8311230007* 

•^“331 

6311230037 

30' 324 

8311230041* 

90-324 

0311230243* 

90-293 

0311230247* 

80-271 

8311270349 

90-324 

8311300467 

TOPftEP 

0311070408 

70-U13 

031 1 1 10375 

7l~7M9 

8311210020* 



P 

P 


P 

P 

F 


VEAKIBi E 
VERMA, T. fl. 
VERMA, T. R. 
VERNETSON, H 0 
VERRELLI,D H 

VERRELL1,D M 
VERRELLl, D. H 
VERRELLtiD M 
VERRELLl, D. M 
VERRELLl, D.M 

VERRELLl, D. M 
VERRELLl, D. H 
VERRELLl, D M, 
VERRELLl, D M 
VERRELLl, 0. M 

VERRELLl, D. M 
VERRELLl, D M 
VERRELLl,!) M 
VERRELLl. D. H 
VERRELLl, D. M 

VERRELLl, D. M 
VERRELLl, D. M 
VERRELLl, 0 M 
VERRELLl, D M 
VERRELLl, O, N 

VERRELLl, D. M 
VERRELLl, D.M 
VERRELLl, D. M 
VERRELLl, D M. 
VERRELLl, D. M 

VERRELLl, D M. 
VERRELLl, D, M 
VERRELLl, D, M 
VESELY, W. E 
VIETH, D, L, 


8311300091 

8311220010 

0311290406 

6311040188* 

8311070112 

6311070121 

831107012a 

8311070179 

B311070199* 

8311070297 

B3 11070269 
8311070319 
8311070337 
6311070339 
8311070414 

8311070419* 

8311070461 

0311070482 

8311070486 

8311070526 

8311070941 

8311180058 

8311180084 

B3U1BO094 

8311160122 

8311180146 

8311190178 

8311180183* 

6311180185 

8311180238 

8311180244 

8311180279 

a3lll802?2« 

8311300106 

8311200017 


NUREO 
MBTE 1107 
HASTE Mr 
S0-B3 F 
90-S97 d 

90-400 Q 
50-324 4 

90-324 d 
90-324 0 

90-438 4 

50-261 F 
50-438 Q 
90-416 0 

90-261 Q 
90-259 0 

90-29? 3 

50-399 F 
90-324 F 
90-390 a 
90-390 d 

50-3YCi a 
50-261 4 

90-399 0 

90-399 d 
90-324 F 

90-416 a 
90-400 0 

90-400 0 

90-327 d 
90-416 d 

90-261 d 
90-29V d 
90-299 0 

NUREO 
HASTE HOT 



PERSONAL AUTHOR INDEX 


B03 


AUTHOR 

ACCESSION 

NUHDER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 
NURSE R 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

VIETH. D,L 

S3112B0026 

WASTE MOT 

HAREM BOURO. D 

8311100236 

90-267 

8 

WELLS. R U 

831 1040012 

TOPREP 

““ 

VIETR^O L 

831120003^ 

WASTE MOT 

HAREM OOURO. 0 

8311210027 

aO-267 

8 

WEN, R. G 

S31 12B0284* 

90-31 1 

Hi 

ViETHfS L 

8311280047 

WASTE MOT 

HAREM aoURO, 0 

0311200199 

30-267 

8 

WENDERLICH, R L 

031 10100-47 

90-317 

S 

VIETW- D.L 

83112Q005S 

WASTE MOT 

HAREM aOURO, D W 

8311 190381 

90-267 

Q 

WENNINGER, J 

831 1010331 

90-273 

H 

VtETW.D*L 

8311280099 

WASTE MOT 

HAREM BOURO i D W 

8311180269 

30-267 

8 

WENBLAW8XI,F 

0311010142* 

70-734 


VtETV. D, L. 

B3 11280937 

HASTE MOT 

HAREM BOURO, D H 

8311220092 

90-267 

Q 

WENSLAW8K.I. P 

8311230206 

50-361 

tt 

VtETVi O.L 

8311300044 

WASTE MOT 

HARNER) D L 

831 11 SO 120* 

90-123 

0 

WENSLAWSKI. F 

831 1 2002 10* 

90-361 

0 

tflETWiD L 

831130004B 

WASTE MOT 

HARMER. D.L 

8311190174* 

90-123 

a 

WENSLAWSKI. F 

8311200269 

90-312 

Q- 

VJETK.O 1 

8311300049 

WASTE MOT 

HARNICK.R 

831 1090079* 

90-329 

s 

WENSLAWSKI, F 

831 1200273* 

90-312 

Q 

virrHiD L 

8311300204 

WASTE MOT 

HARNICK. R 

8311110076 

90-398 

8 

WENSLAWSKI 1 F 

8311200291 

90-397 

Q 

vcntii A 

8311140220 

90-498 

A 

HARNlCKiR 

8311140172 

90-329 

8 

WENSLAWSK I , F 

831 1200270* 

90-397 

Q 

UCCTTI.A 

83111^0289 

90-498 

F 

HARN1CK,R F 

8311020297 

80-358 

Q 

WENSLAWSKI, F A 

0311010126 

70-734 


vtcniiA 

83111^0294 

90-498 

A 

HARNlCK«ft F 

8311020271 

90-398 

0 

WENSLAWSKI, F A 

0311160076 

90-70 

0 

VtLCKUCKrH 0 

831 1070199 

90-373 

8 

HARNICK,n F 

831 lf}2033a» 

50-327 

Q 

WENSLAWSKI, F A 

8311160080* 

90-70 

<I 

VEU^ORTHiJ C 

e^ll0:^0072 

90-261 

P 

HARNICK,n. F 

0311020370* 

30-327 

A 

WENSLAWSKI, F A 

8311160078* 

90-206 

0 

VW€liA H 

8311070433 

90-317 

8 

HARNtCH,R.F 

83110902Z6 

90 -398 

0 

WENSLAWSKI, F A 

031 1270291 

90-137 

0 

VDt«TiaH 

8311100244 

90-946 

0 

HARNICKkR.F 

8311090313 

90-327 

0 

WENSLAWSKI, F A 

831 1270279 

27-48 


rat9t.K H 

8311190244 

90-946 

0 

WARNICKrR.F 

8311090319* 

90-327 

0 

WENSLAWBKI,F A 

831 1270289* 

27-40 


VOt91iH H 

8311170304 

50-946 

0 

HARNtCR,R.F 

8311140499* 

90-327 

A 

WE9T) B 

8311210431 

50-389 

B 

ro[9TiM H. 

8311170304 

90-946 

0 

HARNICK»R*F 

8311190161 

90-398 

0 

WE9TAFER 

031 1070388 

50-302 

B 

VOW* H H 

8311170304 

90-946 

0 

lfARNICK,R.r 

8311170436 

90-329 

Q 

WESTAFERrO R 

8311010179 

90-302 

P 

VOE9T4H H. 

8311270241 

90-244 

0 

WARNICKtR F 

8311210279 

90-327 

R 

WESTAFER.O R 

831 1010214 

50-302 

B 

VOT91. K H 

0311290241 

90-244 

0 

WARNICK, R F 

8311210276 

90-327 

0 

WESTAFERrO R 

831 1020292 

50-302 

8 

VOLLHOtiR 

83011203S6» 

FOIA 


UARNICKiR F 

8311220197 

90-327 

Q 

WESTAFERiO R 

8311030241 

50-302 

F 

M)LLIieR«R. H 

Q2100A0002» 

90-3 

F 

WARNICK, R.F 

8311200464* 

90-329 

A 

WEatAFEJT.O. R 

831104001 1 

50-302 

P 

VOLLHEA^R H 

831 10701 14» 

FQIA 


WARNICK) R.F 

031 1280477 

90-398 

0 

WESTAFER.O R 

8311070993 

50-302 

B 

WLUieifR H. 

Q31117OO30tt 

90-3S2 

0 

WARNICK. R.F 

8311300130* 

50-327 

0 

WEaTAFER.O R 

8311000266 

50-302 

P 

VOCMER.C 

0311 22037 Stt 

TOPREP 


WAQTLERrB.L 

8311100047 

40-8827 


WESTAFERrO R 

031 1000289 

90-302 

P 

^VUCR.C J 

B311220366» 

TOPREP 


HA8TLER,8.L 

8311140379 

40-8837 


WeSTAFERiO R 

031 1070268 

50-302 

B 

VDLPE#N L 

0311080491 

MJREO 


HA9TLER, 8, L 

8311140476 

40-8837 


WESTAFER.O R 

8311160016 

50-302 

R 

VON RIESEHAHN 

8311090013 

NUREO 


HA9TLERI B L 

B3111S0496 

40-8064 


WeSTAFERiG R 

8311160374* 

50-302 

F 

VOWERRHAHH* J. 

8311090029 

WREO 


WEBBED F. 

8311220913 

90-390 

0 

WESTAFERrO R 

8311220133 

50-302 

P 

WSBlRVi f. H. 

83 101 70024* 

90-312 

p 

WEBB,M A. 

8311040179* 

CONTRACT 


WESTAFERrO R 

031 1220238 

50-302 

8 

WAWCRiD 

8311010469 

90-394 

A 

WEBER, C. F 

8311090032 

50-297 

P 

WESTAFERrO R 

831 1220337 

50-302 

P 

iMONCRi 0. 

8311230293 

90-394 

A 

WEBER, H 

0311290003* 

WASTE MGT 

WESTAFERrO R 

831 1200436 

50-302 

P 

UA9HCR,I> 

0311230294 

90-394 

A 

WEBER, H F 

0311030287 

WASTE MOT 

WESTAFERrO R 

8311200510 

90-302 

P 

HA9NEfliD H 

8311230049 

90-394 

F 

WEBER, H F 

8311100286 

WASTE MOT 

WESTQVERrA T 

3311150181 

50-341 

F 

MWCRiD H 

8311230217 

90-394 

A 

WEBER, H P 

8311100293 

WASTE MOT 

WETHY.C M 

8311 160479* 

90-309 

F 

WAOfCfliD H 

8311280007 

90-394 

A 

WEBER, H F. 

8311110271 

HASTE MOT 

WETHY.C H 

6311160478* 

90-309 

F 

MWERiP 0 

8311080133 

90-267 

0 

WEBSTER, M J 

0311300093 

lAIREO 


MeTTERMAHH, M J 

9311030047 

90-352 

0 

UA9NER.P.-C 

8311190291 

90-267 

P 

WEODINOTON. S 

8311160090 

HASTE MOT 

HETTERItAHN, M J 

0311030047 

90-392 

G 

UA&B1AFF»K P. 

8311110077* 

FOIA 


WEEMS, E 0 

8311170271 

90-133 

R 

NETTERHAHN, M J 

B31 1030146 

90-352 

0 

UAH.iH H 

83 11 22022 9* 

QA999 


WEIOAHD, 0.0 

8311020049* 

FOIA 


HETTERKAHN, M J 

0311170377 

50-350 

0 

HALUR.A E 

8311280097 

90-279 

H 

HEINHAH. E, J 

0311160270 

90-499 

A 

HETTERKAHN, M J 

6311170377 

90-390 

0 

UALKER.R. 

8311070330 

90-249 

0 

WEINKAM, E U 

831 1 160306 

90 - 458 

A 

HETTERKAHN, H J 

0311170380 

50-352 

r 

IMLK£R|R 

8311220219* 

90-374 

Q 

WEINHAH, £ J 

8311160331 

90-458 

A 

HETTERKAHN, M J 

0311170380 

50-392 

T 

HALKERiR. 

8311290028* 

90-10 

Q 

WeiNKAM, £ J 

8311300043 

90-458 

A 

HETTERKAHN. H J 

0311170386 

90-39B 

0 

RALKCRiR 1>. 

8311020367* 

90-331 

Q 

WEINMAN, 8. 

8311160149 

RE0G8 


HETTERKAHN. H J 

8311170386 

50-398 

0 

HALKERi R. O 

8311110200* 

90-573 

Q 

WEf BMANTLE. U A 

8311210112 

50-322 

T 

HETTERKAHN. M J 

0311100210 

90-392 

0 

IWtKERiR.lf 

8311110203* 

90-263 

0 

WeiBMANTLE,U A 

8311220141 

So-Sif? 

r 

HETTERKAHN. M J 

031 11D0210 

50-392 

0 

mXER^R.P 

03110^128 

90-412 

H 

wetSMANTLE, J A 

8311220146* 

90-322 

T 

HETTERKAHN. M J 

0311180229 

50-392 

T 

waxen, K j 

8311300281* 

FOIA 


WEISS, D 

83111 10108* 

70-139 


UETTERHAHN. M J 

0311100229 

50-392 

T 

WaiACEiH 

8311170160* 

90-247 

P 

WEiaSrD 

8311130100* 

40-8003 


HETTERKAHN. M J 

831 1220927* 

50-352 

0 

VMlLtWj 9. E 

8311010346 

90-309 

8 

WEIBB.E R. 

8311010230 

PR 


HETTERKAHN. M J 

□311220927* 

50-352 

0 

VM.ilN9i9 E. 

8311010384 

90-3S9 

8 

WEISS, E, R. 

8311070339 

90-287 

G 

HETTERKAHN. H J 

8311280178 

50-352 

0 

VaU.tN9j9 E 

8311020272 

90-309 

B 

WEISS, E. R. 

8311070339 

90-287 

G 

HETTERKAHN, M J 

031 12801 70 

50-352 

0 

WlttWiS E. 

8311020392 

90-309 

B 

WEISS, E R. 

8311160187 

90-287 

G 

HETTERHAHNiM T 

031 1020929 

90-352 

0 

IMlltMOi 9. e 

8311040062 

90-309 

a 

WEISS, E. R. 

83U5BO097 

90-289 

0 

HETTERKAHN, M 7 

0311220929 

50-352 

0 

VALltWiH G 

8311230032* 

FOIA 


WEISS, E. R 

0311200174 

90-3T87 

0 

WETTER HAHN, M T 

8311280201* 

90-352 

0 

MALlQi E. M. 

8311040120* 

90-299 

p 

WEISS, E R 

831129014? 

90-287 

0 

NETTERHAHN. M T 

8311280201* 

90-352 

0 

J, D 

0311180243* 

90-392 

T 

WCKER,R 

831 1090036 

KUREO 


HHiPPLEr a 

0311170240 

50-27 

R 

IMLQH,vl D. 

8311180243* 

90-392 

T 

WELLS, 0 A 

3311040110 

90-341 

B 

HHITErE N 

8311170166* 

50-247 

P 

l4At-BH« H, A 

8311080239* 

90-449 

0 

WELLS, D. A. 

8311070438 

90-341 

8 

HHlTEiJ R 

B3 11070446* 

90-293 

a 

MLSKE, C. 

8311030069 

PRM 


WELLS, 0. A 

8311070917 

90-341 

B 

HHITE , J R 

0311190414 

90-213 

0 

I4AL11KE, C. 

8311030079 

PR 


WELLS, D. A. 

8311090229* 

90-341 

0 

HHlTEr J R 

0311280491* 

50-213 

Q 

HALTER) C E 

83U210499 

NUREO 


WELL8,D A. 

8311210019 

90-341 

B 

WHITE, R L 

0311220391 

90-312 

p 

HAL TON) 9. A, 

8311280231* 

90-412 

Q 

HELLS, 8, A. 

8311220249 

90-341 

B 

UHlTNEYiO 0 

□311010076 

90-293 

0 

HAHBACHiT, V. 

831118Q344* 

90-299 

F 

WELL8, D. A. 

8311200130* 

90-341 

Q 

WHITNEY, 0 0 

0311010191 

50-293 

0 

HAHO/C H 

8311160170 

PR 


WELLS, D A 

8311290170* 

50-341 

Q 

WHITNEY, 0 0 

031 10L0322 

50-293 

8 

UANO, J, 8. 

8311100122 

WREO 


WELLS, J. R 

8311210470* 

90-413 

T 

WHITNEY, 0. 0, 

8311160099 

50-295 

8 

D 

8311090300* 

90-299 

Q 

WELLS, R 

8311170411 

90-320 

S 

WHlTTlEArO D 

0310170299 

50-309 

P 

14AR8,K D 

8311280946* 

90-440 

0 

WELLS, R. 

8311210346* 

90-320 

8 

MHITTIERrO. D 

831 1080130 

90-309 

P 

VARD^H. 

8311280312* 

90-309 

Q 

WELLS, R. 

8311210392* 

50-320 

a 

WHITT lERrO D 

0311180312 

90-309 

8 

^IAn9,W J 

8311290174* 

90-482 

Q 

WELLS, R 

8311210363* 

50-320 

8 

WHITTIER, 0 D 

0311230040 

50-307 

P 

1«ARD,H J 

8311300230* 

0A999 


WELLS, R, 

8311210367* 

50-320 

a 

HHITTLEBEYrK A 

□311290117* 

90-462 

0 

UARD^M J 

8311300288* 

0A999 


WELLS, R 

8311210373* 

90-320 

8 

HlCKNERrR.P 

8311070002 

50-257 

P 

HARDHELLiR E, 

8311080491 

NUREO 


WELLS, R 

8311210381* 

90-320 

8 

WICK.E A, 

0311140202 

WASTE MOT 

'HARDHELLiR E 

0311140364* 

40-299 


WELLS, R. 

8311210371* 

90-320 

B 

WICK, E A 

831 129040D 

WASTE MOT 

VARDHELL.R E. 

0311300074 

rAJREO 


WELLS, R 

8311210400* 

90-380 

B 

WiDIGKiR 

8311 280402 

90-260 

0 

VARDUELLiR E 

0311300083 

NUREO 


WELLS, R. 

8311210406* 

30-320 

8 

WlEBEiJ. 

6311180029* 

90-32Q 

0 

HAnEHBQ0H9) 0. 

8310060388 

90-267 

S 

WELLS, R 

8311210414* 

90-320 

B 

HlEDEMANrD 0 

6311090244 

40-8046 


UARCMHOUHO, D. 

8311070209 

90-267 

0 

WELLS, n 

8311210420* 

80-320 

B 

HIEDEMAN, D 0 

631 1090246* 

4D-B046 


HAREHBOUnO, D 

8311070399 

90-267 

8 

WELLS, R. 

831 1210429* 

80-320 

8 

UIEDEMAN, D 0 

6311210231 

70-2887 


UAREHBDUflOi D 

8311190313 

90-267 

8 

WELLB, R 

8311210430* 

80-320 

8 

HlEDEMANrD 0, 

6311210234* 

70-2007 


WhREMBOUfl&, D> 

8311190369 

90-267 

R 

WELLS. R H. 

8311040012 

TOPREP 


HIEDERMANN, A, H 

S3 1 1300441 

WREO 
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AUTTHOR 

NCmGER 

CATEOORV 

AUTHOR 

NUMBER 

CATEGORY 

AUTHCm 


NUMBER 

CATEGORY 

HIEBE.R 

B311SS0383 

50-333 

0 

WILLIAMS. J U 

0311110196 

90-339 

P 

WOELFLINO.H 


8311070189 

90-412 

0 

HlEBeHiAM^.R 

931031 0CS3* 

50-424 

A 

WILLIAMS. J W 

0311110213* 

90-339 

P 

WOHLD. P R 


03111 28026 0 «• 

90-4B3 

0 

wieeeHANN^R. a 

831 10101 S7» 

TOPREP 


WILUIAM 8 . J W 

0311160147 

90-290 

P 

WOUNA 81 E J 


B^^I■O20^47*■ 

90-271 

0 

N1GSEHANN*R. A 

a3ll020Z43« 

90-445 

A 

WILLIAMS. J W 

S3tli60437» 

50-339 

F 

WOJNAB.E J 


631 1210506* 

90-220 

Q 

WlESCriAHN^R A 

B31I040037* 

90-400 

£ 

WILLIAMS. J. U 

031 1160444* 

90-339 

F 

HDJTUUEWICZ, 


031 11070601 

90-247 

B 

HlEBEIfANH,^R.A 

831 107030S 

90-506 

P 

WILLIAMS. J W 

631 1 L 7004 9 

90-291 

a 

WOLFE, 8 J. 


031 1100211 

90-28? 

0 

HIESCKANN, R A 

BaillAOl72« 

PftOvl 


WILLIAMS. J. U 

B31 1170091 

90-590 

a 

WOLFORAMM. R 


6311300339* 

90-397 

A 

UlESEHANNi R. A 

63 11 17040 

90-595 

P 

WILLIAMS. J W 

8311170289 

90-590 

R 

WOLLENBERO. H 

A, 

0311100122 

NUREO 


(ItESEHAWli R. A 

e3tiiB02Aa» 

50-316 

P 

WILLIAMS* J W 

8311170311 

90-339 

P 

WOLLETTi 8 


0311010496 

CONTACT 


MfESEKANMiR A. 

63 1 1 S300?4* 

TOP REP 


WILLIAMS, a; W 

031 11 80332* 

90-290 

0 

WOLLETT, 8 


6311030392 

CONTRACT 


miesemann, r a 

631 IS80199* 

TOPHEP 


WILLIAMS* J U 

831 1510074* 

90-290 

F 

MOLLETT. 8 


031 1030397 

CONTRACT 


urooiNB.j r 

03 1 1 ISOSS 1 W 

50-352 

0 

WILL IAMB. J W. 

B31iSlO210 

90-290 

a 

WOLLETT. 8 


8311070001 

CONTRACT 


J T 

B31 1 2S0397» 

50-398 

0 

WILLIAMS. U W 

8311210214 

90-339 

8 

WOLLETT. 8 


631 1070103 

CONTRACT 


klOHTrW E 

6311030531 

90-946 

0 

WILLIAMS. J W, 

831151036? 

90-290 

B 

WOLLETT, 9 


63 1 1 100097 

CONTRACT 


ttlK,C R. 

ssiioaoaosK 

90-387 

F 

WILLIAMS. 0 W, 

6311510431 

90-307 

8 

WOLLETT. 8 


631 1 140224 

CONTRACT 


HiLBORNa, 

631 1520569 » 

90-382 

o 

WILLIAMS. J.U 

0311250392 

90-339 

P 

WOLLETT. 8 


8311140452 

CONTRACT 


UILBORN.L. 

6311520349* 

90-313 

0 

WlLLlAHSi^J W 

6311550419 

90-307 

a 

WOLLETT, 8 . 


8311140424 

COHTRACr 


HIUCOX^ J D 

8311070333* 

90-430 

Q 

WILLIAMS. J W 

6311250473 

90-290 

p 

WOLLETT, 0 


8311190013 

CONTRACT 


WILHITE. H 

8311040109 

50-299 

8 

WILLIAMS. J W 

0311560278 

90-339 

p 

WOLTNER.E 


0311020413* 

70-371 


WILHITE, h 

8311070I7S 

90-299 

0 

WILL1AM9. U U, 

6311560361 

90-339 

F 

WOLTNER.E 


0311070946* 

70-364 


WILHITE. H 

8311070503 

90-299 

S 

WILLtAHS. J. W 

0311200418 

90-290 

g 

WOLTNER.E 


631158027 9* 

70-1143 


MiLHlT£.H. 

831107024& 

90-299 

8 

WILLIAMS. J W 

631 1290309 

90-339 

F 

WONO, H, J 


831 1160154* 

90-440 

a 

WILHITE. H. 

8311070301 

90-299 

8 

WILLIAM9I J W. 

6311300210 

90-290 

K 

WDNO. T, 


0311140407 

40-299 


H1LKEH6. D.L 

a31l080097» 

90-249 

P 

WILLIAMS. N.H 

0311100079 

90-449 

B 

WOO. H. H 


6311510499 

MJBEO 


WILKINSON. 3 W 

83111A02S0* 

90-294 

F 

WILLIAMS. N H 

0311100000* 

90-449 

B 

WOOD, J C 


831 1090300 

90-32? 

A 

WILKE. E. L. 

8311210264 

90-387 

3 

WILLIAMS. R. E 

0311030218 

40-8064 


WOQD.J L 


6311170109 

50-329 

A 

WlLLET. D %J. 

a3ll580079« 

90-344 

Q 

WILLIAMS. R.E 

6311030396* 

CONTRACT 


WOOD. J L 


8311170149 

90-329 

A 

WtLLIAHE.G. 

a31l5300AO 

90-199 

H 

WILLIAMS. R E 

0311140349 

40-277 


WOOD. J L 


631 1520179* 

HI 6 C 


WtLLrAiiShC.C 

8311050569* 

90-946 

0 

WILLIAMS. R. E 

8311140379 

4O“B027 


WOOD. P J 


6311160190* 

30-423 

A 

WILLIAMS. C C. 

83110902AS* 

90-374 

Q 

WILLIAMS. R E 

831 1140402 

40-279 


WOOD, R T. 


0311300220* 

REVIEW OfiP 

WILLIAMS. C. C 

831 15 10391* 

90-454 

Q 

WILLIAMS. R. E 

B31 1300407 

40-6629 


WO0DFIN.R. 


6311070148 

NUREO 


WILLIAMS, D. 

03tlOSO2OB« 

90-409 

0 

WILLZANB.V 8 

8311070267 

90-279 

6 

WOODRUFF, R L 


631 1090183 

J&E 


WILLIAMS. D L 

6311110194* 

90-208 

Q 

WILLIAMSON. T.O 

8311000408 

90-65 

0 

woodruff.r L 


631 1 190130* 

foia 


WILLIAMS. P« C 

8311530128 

90-329 

T 

WILL IMS. ^ W 

0311010244 

90-367 

8 

WOOLEVER.E. J 


6311010399 

80-418 

C 

WILLIAMS. J. 

6311020164 

90-396 

K 

WILSON 

8311 280239 

90-27 

R 

WOOLEVER, E J 


6311030132 

80-415 

A 

UILLIAHS. J 

6311050345 

90-390 

B 

WILSON. A K. 

0311070995 

90-244 

S 

WOOLEVER, E J 


6311100290 

90-412 

K 

WILLIAMS. J. 

6311080392 

90-396 

8 

WlLBONi B. D. 

8311000476 

XPORTLIC 


WOOLEVER.E J 


6311190243 

90-334 

F 

WILLIAMS. J 

6311050390 

90-398 

R 

WILSON. B. D 

8311000479* 

XPORTLIC 


WOOLEVER, E J 


6311170124 

90-412 

a 

WILLIAMS. J 

6311050409 

90-390 

A 

WILBONr 0. L 

0311040180* 

90-331 

F 

WOOLEVER,E J 


6311180043 

90-412 

0 

WILLIAMS. J 

631 1070998 

90-330 

a 

WILSON. 0 L. 

0311080171* 

90-331 

F 

WOOLEVER. E J 


6311180338 

90-415 

A 

WILLIAMS. J 

631 1090557* 

90-396 

Q 

NILBON. D. L 

0311080176* 

90-331 

F 

WOOLEVER. E J 


6311210190 

90-412 

A 

WILLIAMS. J 

6311090290 

90-390 

F 

WILSON. J 

0311000040* 

90-200 

F 

WOOLEVER, E J 


6311210277 

90-415 

8 

WILLIAMS. J 

631U901A7* 

80-390 

0 

WILSON. J 

0311170285 

90-200 

R 

WOOLEVER. E J 


031 1200064 

50-415 

C 

WILLIAMS. J, 

6311190179 

90-398 

8 

WILSON. J.H 

0311100036 

90-305 

A 

WOOLEVER. E J 


0311270253 

90-412 

A 

WILLIAMS. J 

0311170113 

90-390 

8 

WILSON. J H 

831 ISeOOOB 

90-302 

A 

WOOLaEV.R T 


0311140473 

40-a&D2 


WILLIAMS. J 

631U7D219 

90-390 

8 

WILSON. J L, 

8311010163 

90-201 

8 

WOOLBEY.R, T. 


0311190433 

40-279 


WILLIAMS. iJ, 

83111 70340 

90-398 

B 

WILSON* J.L 

0311010267 

90-280 

S 

WQOL0EY.R T 


6311550231* 

40-6632 


WILLIAMS. J. 

63111703A2 

90-398 

S 

WILSON. J. L 

831 1010396 

90-281 

B 

WOZNIAK.D R 


0311140135 

XPOrtTLIC 


WILL I AMS* J 

6311170399 

90-386 

S 

WILSON* J L 

6311010400 

90-280 

8 

WRAY, U. R 


0311060141 

90-590 

S 

WiLXiAHSi J. 

631 1510539 

SO^ff 

A 

WILSON* J L 

6311010404* 

90-281 

8 

wraV, J B 


8311080149 

^$0-3 29 

ST 

williams, j. 

6311510336 

90-3 9B 

0 

WILSON* J L. 

8311010410* 

90-281 

8 

WRIOMT. A L 


8311090082 

90-299 

P 

WILLIAMS. J. 

6311210453 

90-388 

8 

WILSON. U L. 

0311010416* 

90-281 

S 

WRIOHT, C L 


8311050372 

80-261 

a 

WILLIAMS. J 

0311520290 

90-388 

8 

WILSON. J L. 

0311020290 

90-201 

8 

WRIOHT, C. L 


031 155081? 

90-261 

8 

WILLIAMS. J 

6311580146 

90-398 

B 

WILSON* J L 

6311020576* 

90-281 

8 

WRIOHT. B. 0. 


8311190076* 

FOIA 


WILLIAMS. J. 

6311580300 

90-386 

K 

WILSON*^ U. 

8311020302* 

90-281 

8 

WRIGHT. E, 0 


8311190142* 

40-8003 


WILLIAMS. J 

6311560321 

90-398 

A 

WILSON* J.L 

8311020304* 

90-281 

B 

WRIOHT, 0 


8311110189* 

90-370 

0 

WILLIAMS. J 

8311280329* 

90-398 

A 

WILBONr U U 

8311020311 

90-281 

s 

WRIOHT. 0. J 


8311080233* 

80-237 

P 

WILLIAMS. J. 

6311580340 

90-398 

A 

WlLBONrJ U, 

8311090016* 

90-290 

P 

WRIOHT, R. J 


8311510947 

WASTE MOT 

WILLIAMS. J. H 

B31I070A09* 

90-577 

0 

WILSON. J. L. 

0311170294 

90-201 

8 

WRIOHT, R J 


8311560071 

WA 6 T£ MOT 

WILLIAMS. J M 

0311170436 

90-389 

a 

WXL60N* J. L 

8311170296* 

90-201 

8 

WRIOHT. R. J. 


031 1580941 

WA 8 TE HOT 

WILLIAMS. J H, 

6310310101 

90-339 

F 

WILSON. J U 

031 1 1 70298* 

90-281 

8 

WRIOHT. R.J. 


831 1570243 

WASTE MOT 

WILLIAMS. J W 

8311010103 

90-389 

8 

WILSON. J. L 

0311170267 

90-280 

8 

WRIOHT, R, J. 


6311570247 

WASTE MOT 

WILLIAMS. J W 

6311010104 

90-250 

0 

WILSON. J.L 

0311170314 

90-200 

8 

WRIOHT, R, J 


831 1570390 

WABTE MOT 

WILLIAMS. 0 W 

83 11 01034 A 

90-309 

8 

WIL60N. J L. 

0311170320* 

90-260 

8 

WRIOHT, R. J. 


031 1300411* 

WASTE MOT 

WILLIAMS. 0 W 

6311010364 

90-309 

3 

WILSON. J,L. 

031 1170324* 

90-200 

8 

WRIOHT, R W. 


8311070947* 

90-390 

0 

WILLIAMS. 0 W 

0311020272 

90-309 

8 

WILSON. J.L 

6311510283 

90-201 

8 

WRIOHT. R. W. 


031 1 160199* 

80-413 

0 

WILLIAMS. W 

8311020367 

90-290 

8 

WIL 8 ON 1 L 

0311060998* 

40-8492 


WYATT, A W. 


6311560914 

PRM 


WILLIAMS. *J, W 

831 1 020392 

90-307 

8 

WIUBON. w e 

8311010263 

90-27 

F 

YAEOER, 0 


031 1070911 

PHM 


WILLIAMS. J. W 

631 1020418 

90-290 

P 

WILBOK. W £ 

8311160163 

PR 


YAN1CHK0.8 £ 


0311250119* 

50-364 

p 

WILLIAMS. J. M. 

8311030085 

90-387 

F 

WILSON. W. E. 

8311560031 

WASTE MOT 

YAROER, Z, 0 


831 1 1 10274* 

90-t95 

F 

WILLIAMS. J W 

631 1040098 

90-397 

8 

WILBONr W E 

6311560311 
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6 
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0 
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P 
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8 
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P 
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0311570160 

90-358 

R 
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P 
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F 
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F 

WITHER 6 . B< 0 

831 1030104* 

80-344 

Q 

YOUNOtM C. 


031 1060497 
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F 
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YOUNOBLOOD, 6 

J 
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E 
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6311080349 
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P 

WrZNER. D. 2 . 
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90-316 

6 
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go-449 

A 
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90-339 

P 

WIZNER, D.O. 
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30-315 

0 
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J 
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90-440 

A 
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90-291 

8 
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a 

YOUNOBLOOD, B. 

U 
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zimmermanp j y 
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ZIKMERMAH. 8 

©31 103007 » 

PR 
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F 
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F 
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P 
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50-261 

P 

ZfTBER.D 8 
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0 
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50-331 

F 
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FDIA 


ZUCAERMAN, J 
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50-322 

T 
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S 
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6 
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ZUPRO, J M 
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6 
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8 
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B 
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B 
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S 
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8 
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AAAOJic 8311010344 

B3U 150339 
0311290131 

AcAdtAy Of Natural Bcltncat of FhllA 83U210434 

Ho«p» Cinterr Inc Boitorti MA 931130009B*- 


50-ZB9 0 
90-299 0 
90-299 0 
90-219 P 
FOIA 


83ll30010l» POIA 
0311 300129# FOIA 
0311300197# FOIA 
8311300193# FOIA 
0311300263# FOIA 


Air Fare#, Otpt of 

Air Prodiicti Sc Ch«MU«l#< Inc 

Air and Wattr Pollution Potrol 


8311290177 

0311210907 

0311030139 

9311090232 

0311090239# 


Ht8C 
XPORTLIC 
90-392 Q 
90-392 0 

SO-392 0 


9311090239# 

0311290094 

0311290094 

0311290234 

0311290234 


90-392 Q 
90-39? 0 
90-392 0 
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90-392 0 


Atibitp« PDUtr Co 
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90-348 <k 
90-348 0 
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031 1030039 
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90-340 R 
90-340 F 


0311030091 

8311030092# 
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03UO3OU2 

8311030128 

0311030128 

0311030137 

8311030137 

0311030140 

0311030140 


90-348 F 
90-340 F 
90-340 F 
90-340 R 
90-348 P 

90-340 P 
80-348 R 
90-348 R 
90-340 R 
90-340 R 


0311030177 

0311030203# 

0311030203# 

8311040197# 

8311040197# 


90-340 R 
90-340 R 
90-348 R 
90-348 F 
90-340 F 


0311040200# 
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90-340 F 
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90-364 

8 
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0311190239 
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90-340 
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90-340 

R 
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50-340 
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90-340 
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50-348 

R 
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90-348 

0 
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8 
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a 
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90-920 
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90-313 

a 
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30-920 
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Q 
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F 
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8311220293 
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90-313 

a 
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A 









8311290231 

90-313 

p 
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8311270233 

90-313 

F 
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8311290233 
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F 
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0311290237* 
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F 
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8 
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0 

Arkanvat T«ch Unlv. 
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A 
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40-3453 
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30-920 

A 
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A 
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A 
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PR 
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A 
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FOIA 
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0 
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PR 


0311200109 

30-528 
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0 
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a 
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a 
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a 
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8311100270* 
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A 
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0311210439 

NUREO 
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30-313 

F 
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A 
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90-313 
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90-360 

6 
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8311030141 
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0 
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P 
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biKltfC* Blkt-i it hrytr 
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a3ll2B0Sa6 

0311390019 

8311100102 

8311100107 * 

0311030091 

8311030091 

0311030093 * 

0311030093 * 

83tt040t2a 

8311100199 

831 1180202 a 
8311200481 

8311010047 

8311010141 

8311010196 

8311010166 

0311010194 

8311010333 

8311010339 

8311030011 * 

8311040104 
0311040104 
8311040194 * 
0311 O 7 O 433 
B 31 1000163 * 

0311110049 

8311110118 

0311190131 

0311190191 

8311190319 

0311190318 

8311160020 

8311160036 

8311160037 

8311160209 

8311160034 

0311100094 

0311100094 

8311180100 

0311100119 

0311100136 

0311100160 

0311100164 

8311160207 

0311180224 

8311180240 

8311180287 

0311180299 

8311210287 

8311210370 

0311210491 * 

0311210499 * 

8311210499 * 

0311210904 * 

8311210904 * 

0311210909 * 

6311210909 * 

0311200203 

8311260301 * 

8311280479 

8311290199 

9311020047 * 

8311020062 * 

0311020066 * 

8311020076 * 

0311020079 * 

0311020130 * 

0311030007 

0311000096 * 

6311080103 * 

0311000113 * 

8311080119 * 

8311000123 * 

0311080127 * 

8311170244 * 

8311230027 * 

8311300106 

8311010481 

0311080921 

8311080967 

8311100119 
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CATEGORY 


TOP REP 
70-139 
TOP REP 

TOPREP 
90-443 Q 

90-443 0 

90-443 0 

30-443 O 
For A 

90-443 0 

90-443 G 
90-249 B 

90-317 0 

90-317 8 

90-317 8 

90-318 B 
90-318 e 
90-317 8 

90-318 8 

90-317 r 

90-317 P 
90-317 P 
90-317 F 
90-317 8 

90-317 F 

90-317 P 
90-317 P 
90-31 7 P 
90-317 P 
90-317 P 

90-317 P 
90-317 8 

90-318 0 

90-317 8 

90-317 8 

90-318 B 
90-317 R 
90-317 R 
90-317 8 

90-316 8 

90-318 8 

90-317 8 

90-318 8 

90-317 8 

90-317 6 

90-317 8 

90-317 0 

90-317 6 

90-317 B 
90-313 8 

90-317 F 
90-317 F 
90-317 F 
90-317 F 
90-317 F 

50-317 F 
90-317 F 
90-317 F 
90-317 Q 
90-3 IQ 8 

90-317 F 
FOIA 

FOtA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREO 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

70-8 

FOIA 

NUftEO 

NVREO 

NUREO 

NUREG 

HUREO 
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Ba-yitat* Madlcal C»nt*r. 8prlngfi*td« MA 
B»ar Cr**! Uranium Go 
Bachbal Carp 


Blnoham-Hil lamatli Co 


BlacI b Ua«tch 
Borg-Warntr Carp 


Boftton Editon Co. 


Brigham b Uomtn''* Ko«p. r Boaioti^ HA 


Broolhavan National Laboratory 


ACCE 69 IQN 

NUMBER 

831 1109196 

031 I 1 O 919 Q* 

8311119049 * 

0311149006 

0311149193 

8311199098 * 
0311190180 * 
8311160021 * 
83111 60300 
8311160309 * 

831 1210427 
6311210444 
S 3 IJ 2301 79 
8311230101 
8311230183 

8311290364 
831130036 B» 
8311080306 
0311010267 
031 10203 SB* 

8311070490 * 
8311000299 * 
Q 31 I 10029 ?* 
8311100260 * 
8311100262 * 

0311100264 * 

8311100266 * 

8311100267 * 

8311179202 * 

8311170209 * 

0311180243 * 

8311220229 * 

8311300078 * 

8311220179 * 

0311220161 * 

8311220258 * 
8311070643 
8311070644 # 
0311080001 
031 1090002 * 

0311000613 

8311140134 

8311140219 

8311210073 

8311220176 

8311010066 

8311010096 

8311010109 

6311010191 

8311010210 

0311010322 

8311010396 

0311020937 

0311020960 * 

8311040197 

931107049 ? 
831 1079908 
B 31 1000372 
B 31 i 0?0331 
8311160099 

831 1 1 6009 ? 
8311180112 
8311220324 
831122032 ? 
8311220371 

831 1220379 * 

8311220307 

8311220412 

0311290294 

8104220916 * 

8104220920 * 

8311300301 * 

8311300315 * 

0311300321 * 

8311300329 * 

8311300327 * 

831130032 ?* 

8311300330 * 

8311300339 * 

8311300343 * 

831 1300346 * 
8307 2 ? 9998 * 
Q 30 B 169340 * 
0311030020 
8311000999 


SUBJECT 

CATEGOnv 

WASTE MOT 
WASTE HOT 
FOIA 
RES 
ACRS 

99-313 Q 
99-298 Q 

39 - 352 A 

TOPREP 
TOPREP 

NUREO 

NUREO 

NUREG 

MUREO 

NUREO 

NUREO 

FOIA 

40 - 0492 
PR 

90-320 P 

90-3 12 P 
90-483 0 

90-329 A 
90-329 A 
50 - 32 ? A 

90 - 32 ? A 
90 - 32 ? A 
90-329 A 
90-416 P 
90-416 P 

90-392 T 
0 A? 9 ? 
90-270 P 
HISC 
HIBC 

TOPREP 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTL 1 C 
XPORTLIC 
XPORTLIC 
TOPREP 

90-293 F 
50-293 8 

90-293 B 
90-293 8 

90-293 P 

90-293 a 
90-293 F 
90-293 P 
90-293 P 
90-293 F 

90-293 R 
90 - 2?3 R 
90-293 R 
90-293 P 
90-293 8 

90-293 8 

30-293 8 

50-293 F 
50-293 F 
50-293 P 

50-293 P 
30-293 R 
30-293 a 
30-293 0 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

80-271 0 

50-392 A 
50-413 A 
KUREO 



510 


CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

category 


8311060361 

NUflEO 



0311090039 

nureo 



8311090083 

nureo 



8311090383 

NUREO 



0311180376 

RES 



0311210044* 

50-443 

A 


8311210047* 

50-443 

A 


0311320081* 

50-299 

P 


8311280491* 

50-213 

Q 


8311290363 

NUREO 



8311290361 

NUREO 



8311300051 

NUREO 



8311300400 

NUREO 


Braun It Root Carp («u{>s of Hal 1 i burton 

8311180269 

50-445 

A 

Carp J 

Broun Boverl Corp (itibi of Broun Bov*rt 

8311070472 

50-269 

8 

L Co , Ltd } 




Burn# h Roe Co 

8311210336 

TOPREP 



8311210342* 

toprep 



8311280441 

50-397 

8 


8311290193 

30-397 

8 


8311290282* 

toprep 



8311270286* 

toprep 


C-E Dpfiratins Plants Ouneri Oroup 

8311040012 

TOPREP 


California* State of 

8311010320 

50-279 

0 


B31 101 0330* 

50-279 

0 


8311010330* 

90-279 

0 


8311010332* 

50-275 

0 


8311010332* 

90-279 

0 


8311010336* 

90-279 

0 


8311010336* 

90-279 

0 


8311080185 

30-279 

u 


0311150274* 

FOIA 


Callfarnlai Unlv ofr Irvins* CA 

S3110B0326 

90-326 

H 

California* Univ ofi Los Angelas* CA 

6311020235* 

FOIA 


8311170204 

30-142 

T 


6311170210* 

90-142 

T 


631 1210207 

90-142 

T 


8311210209* 

90-142 

T 

Cannsr b Shapiro 

8311030098 

90-322 

0 

Canada* AtonLc Enargg Control Board 

6311110077# 

FOIA 


Canada* Oovt of* 

6311140496 

XPORTLIC 


Carolina Pouer & Light Co 

6311010037 

90-324 

6 


6311010096 

90-324 

8 


6011010063 

50-324 

8 


8311010117 

90-400 

e 


8311010162 

90-400 

a 


8311010164 

90-324 

8 


8311010171 

30-329 

6 


8311010234 

90-324 

8 


831 1010238 

90-324 

8 


831 1010253 

50-329 

8 


0311010318 

50-324 

a 


8311010348 

50-324 

F 


0311010348 

50-324 

F 


8311010397 

50-324 

8 


8311010403 

90-325 

8 


8311010418 

50-324 

P 


831 1010418 

50-324 

P 


8311010422 

5-0-329 

8 


831 1020011 

90-400 

E 


8311020011 

30-400 

E 


8311020030 

50-261 

F 


8311020099 

50-261 

P 


8311020102* 

50-261 

P 


8311020111 

90-400 

E 


0311020111 

50-400 

E 


8311020112 

50-400 

F 


8311020276 

50-261 

P 


6311020279 

30-324 

8 


6311020372 

90-261 

8 


6311020388 

50-400 

8 


8311020388 

50-400 

8 


6311020423 

30-325 

a 


6311030012 

90-324 

R 


6311030016 

90-324 

R 


831 1030017 

90-324 

R 


0311030010 

90-261 . 

.R 


0311030075 

PR 



8311030083 

90-261 

R 


8311030101 

90-261 

R 


8311030108 

30-261 

R 


6311040009 

90-261 

8 


8311040021 

50-261 

8 


8311040029 

90-400 

E 


AUTHOR 

AFFILIATION 


ACCEeSION SUBJECT 

NUMBER CATEOOflV 


8311040023 50-400 E 
831 1040034 50-324 8 
831 1040044ti- 30~400 E 
8311040044* 50-400 E 
8311040045 50-324 0 


8311040045 

90-324 

0 

8311040102 

50-400 

a 

6311040113 

50-400 

8 

8311040123 

50-261 

p 

8311040126* 

50-261 

p 

83110701861 

50-324. 

0 

8311070317 

90-400 

o 

8311070317 

90-400 

0 

8311070323* 

90-400 

0 

8311 070323* 

90-400 

0 

831 1070326* 

90-400 

0 

S311O70326* 

90-400 

0 

8311070492* 

90-400 

0 

6311070519* 

90-400 

0 

8311070929* 

90-400 

0 

8311070929* 

90-400 

0 

831 1070536* 

90-400 

0 

6311070936* 

90-400 

Q 

6311070944* 

50-400 

Q 

8311070994* 

90-400 

Q 

6311070611* 

90-400 

a 

8311070614* 

90-400 

a 

8311080193* 

90-324 

F 

83 11080197* 

50-324 

F 

8311000303 

90-261 

p 

8311080333 

90-400 

E 

8311080333 

90-400 

E 

8311090049 

50-400 

E 

8311090045 

90-400 

c 

6311090069* 

90-329 

A 

6311090077 

PRK 


8311090524 

90-400 

B 

6311100110 

90-400 

E 

8311100116 

90-261 

P 

6311100164 

90-261 

P 

6311100200 

90-324 

3 

8311110199 

90-400 

A 

6311190119 

90-400 

e 

6311190119 

90-400 

e 

6311190169 

90-261 

p 

6311190209 

90-400 

0 

8311190209 

90-400 

0 

8311190214* 

90-400 

0 

6311190214* 

50-400 

0 

8311190220 

90-324 

p 

8311190220 

90-324 

p 

8311190241 

90-324 

F 

8311190241 

90-324 

F 

8311150249 

90-324 

R 

0311190248* 

90-32* 

p 

8311190263 

90-400 

E 

831 1 1 90263 

90-400 

E 

0311190267 

90-324 

P 

8311150267 

90-324 

P 

6311190266* 

90-324 

P 

8311190268* 

90-324 

P 

8311190279 

90-443 

F 

8311190296 

50-400 

E 

8311170071 

90-261 

6 

8311170242 

50-324 

8 

831 1 1 70261 

90-324 

B 

8311170264 

50-400 

8 

6311170286 

50-329 

6 

8311170300 

50-324 

S 

0311170398 

50-261 

R 

8311170368 

50-400 

E 

8311170368 

50-400 

E 

8311170372 

50-324 

a 

8311170392 

50-324 

s 

8311180179* 

50-261 

Q 

8311210127 

50-324 

a 

8311210196 

50-400 

E 

8311210196 

50-400 

E 

6311210203 

50-400 

0 

8311210203 

90-400 

0 

8311210399 

90-329 

8 

8311220460 

90-324 

9 

8311220477 

90-324 

a 

8311220919 

90-261 

8 

831 1220923 

50-400 

E 



CORPORATE SOURCE INDEX 


B11 


AUTHOR 

AFFIUIATION 


CiTftrkttr Tachnaiogg Corp 
CiTvari- 


<ilttchp ine 

C*nl«r Law In Public lnt»r»tt 


Ctniir lar Nuc1««t R«tpontib 1 lltg 


Cinltr ler tht Sbudu of R««pan«ivt Lau 
C bicbii te Hoata 

Chia-riUK 1 tar Sgibvmtp Inc 


Chlldran* Hd»p. Da«tonrMA 
Cbrlc Ia 

ein'C I riTiA.% 1 Oa« Ic Elvcbrlc Co 


CltliAi^ Alvrt 

Ctttiinf AiiDciAfeLan far Sound Cntrgg 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOflV 

6311220933 

90-400 

E 

8311230226 

90-400 

0 

8311230226 

90-400 

0 

83112302271 ^ 

90-400 

0 

83112302274 

90-400 

0 

8311230228 * 

90-400 

0 

8311230228 * 

90-400 

0 

8311280103 

90-400 

£ 

8311280103 

90-400 

E 

8311280129 

90-261 

P 

831 1280123 * 

50-261 

P 

8311280136 

90-324 

a 

8311280187 

90-324 

X 

8311280327 

90-400 

8 

8311280390 

90-324 

8 

8311280417 

90-261 

p 

8311280449 

90-324 

6 

8311280462 

90-324 

a 

8311280472 

30-400 

E 

8311290216 

50-400 

0 

8311290216 

30-400 

0 

8311290263 

90-400 

0 

8311290263 

30-400 

0 

8311290267 * 

30-400 

0 

8311290267 * 

90-400 

0 

8311300141 

30-400 

E 

8311300247 

30-400 

E 

8311300247 

90-400 

E 

8311140132 

XPORTUIC 


8311100407 * 

CONTRACT 


8311290004 * 

CONTRACT 


8311020221 

FOIA 


8311030127 

90-279 

0 

0311030131 

90-279 

0 

8311030131 

90-279 

0 

8311030169 

90-279 

0 

8311030169 

90-279 

0 

8311030217 * 

90-279 

0 

8311030217 * 

90-279 

0 

8311080072 

90-279 

0 

8311100278 

90-290 

0 

6311100278 

90-290 

0 

83111002 B 0 * 

90-230 

0 

8311100200 * 

90-290 

0 

0311100202 * 

90-290 

0 

8311100282 * 

90-280 

0 

8311090021 

FOIA 


8311180213 

90-483 

0 

8311210199 

30-483 

0 

0311090149 

71-9809 


0311090193 

71-9109 


0311100321 

71-6601 


8311300306 * 

FOIA 


8311180208 

90-199 

0 

8311020164 

90-388 

K 

8311020167 * 

30-398 

K 

8311020342 

90-398 

8 

8311020392 

90-398 

8 

0311020390 

90-398 

R 

8311020396 * 

90-398 

R 

8311020409 

90-390 

A 

8311020412 * 

90-398 

R 

8311070998 

90-398 

8 

0311090227 * 

90-398 

0 

8311090290 

90-390 

F 

8311190167 * 

90-390 

Q 

8311190179 

90-398 

8 

8311170113 

90-398 

8 

8311170219 

90-390 

8 

0311170340 

90-390 

8 

0311170362 

90-398 

8 

8311170377 

90-398 

0 

0311170399 

90-398 

a 

8311210239 

90-398 

A 

8311210338 

90-390 

B 

0311210423 

90-398 

8 

0311220290 

90-390 

8 

8311200148 

90-390 

8 

6311280300 

90-398 

K 

8311280321 

90-390 

A 

8311280329 * 

90-338 

A 

8311280340 

90-398 

A 

8311090209 

PRH 


0311080217 

90-448 

0 

8311000217 

90-449 

0 


AUTHOR 

AFFlLlATiON 

ACCESSION 

NUMBER 

SUBJECT 

CATfOORV 


83 11 0002 20* 

50-449 

0 


83110B0220* 

50-449 

0 


8311 080224* 

50-449 

Q 


8311080224* 

50-449 

0 


8311080226* 

50-449 

0 


8311080226* 

90-449 

0 


8311080230* 

90-449 

0 


8311060230* 

30-449 

0 


83110B0235* 

50-449 

0 


83110B0240* 

50-449 

0 


8311190206 

50-449 

0 


0311190206 

50-445 

0 


B3i 11 90341 

50-445 

0 


0311190341 

90-445 

0 


8311190349* 

90-445 

0 


0311190349* 

90-449 

0 


@311190396* 

90-449 

G 


8311190364 

30-449 

G 


0311190367* 

90-449 

0 


0311240220 

90-443 

0 


8311240220 

50-449 

0 


8311240226 

90-449 

0 


8311240226 

90-449 

0 

Gltlitn* Conc«Tnid About Nuct*Ar PDwtrr 

9311040040 

90-470 

0 

Inc 





8311040040 

90-470 

G 


8311040046* 

90-470 

0 


0311040046* 

90-470 

G 

CltVAlind Etffctrlc UlUAlnAting Co 

6311020432* 

50-440 

Q 


8311030123 

50-440 

Q 


8311030123 

50-440 

0 


8311070499 

30-440 

8 


8311070630 

PR 



0311090381 

90-440 

A 


6311160197 

90-440 

A 


8311170239 

90-440 

8 


831 1 1 70239 

90- 440 

8 


8311210164 

90-440 

£ 


8311210229 

50-440 

8 


8311240232 

50-440 

0 

ClAviUnd X-Rag tnipactian* Inc 

@311190230 

71-336 


GlAVcland-Cl i f f 1 Iron Co 

8311150493 

40-0714 


CoAlitlon for 8af» Powtr 

8311040106 

90-900 

0 


8311090144 

90-908 

0 


8311240193 

90-460 

0 

Colorado Stota Univ » Ft Collinti CO 

0311080172 

NUREO 


Coloradoi 8tata of 

0311100300 

HASTE MOT 

ColunblA Oa« Tr4nsml««lon Corp, (lubt 

of 0311100239* 

90-392 

T 

ColUAbia Oil 8y*« Inc> } 




CoAbufttion Englntarlnffi Inc 

831 1010230 

PR 



8311000448 

XPOHTLIC 



8311000490* 

XPORTLIC 



8311000461 

XPORTLIC 



0311000465* 

XPORTLIC 



8311190392 

50-470 

A 


8311100158* 

QA799 



8311160173* 

0A999 



8311220107* 

TOPREP 



8311230079* 

30-289 

P 


8311230291* 

TOPREP 



8311290019* 

30-200 

V 

CoAiv Carp 

8311190048* 

90-313 

Q 


8311190188* 

90-278 

Q 

Coamarcat Dtpb ofi National Buraav of 

831 11 £0099* 

FOIA 


Standard# 




CoaMiltt#* to Brldg# th* Cap 

8311010310 

30-142 

G 


83 11220499 

50-142 

0 


8311280214 

30-142 

0 


B3U30O141 

PR 


GoflMionwialtli Edison Co. 

8310120106 

90-237 

8 


8311020339# 

50-254 

F 


8311020394* 

50-294 

F 


831 1020363* 

90-294 

F 


B31 1020363* 

50-294 

F 


831 1030079 

PR 



8311030107 

30-237 

P 


8311030107 

90-237 

P 


831(030107 

90-237 

P 


0311030107 

50-237 

P 


0311030107 

50-237 

P 


0311030114 

90-373 

P 


83(1030124 

90-249 

3 


8311030129 

30-494 

Q 


9311030134* 

90-494 

0 


8311030182 

50-494 

A 



612 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


8311030186* 

90-494 

A 

8311030186* 

50-494 

A 

8311030189 

50-295 

P 

8311030189 

90-295 

P 

8311030191* 

50-299 

P 

831 1O30191* 

90-299 

P 

8311040009 

90-249 

a 

8311040028 

90-237 

Q 

6311040028 

50-237 

0 

8311040060 

50-373 

Q 

8311040060 

50-373 

Q 

8311040069 

50-237 

9 

8311040086 

50-299 

8 

8311040109 

90-299 

6 

6311040130 

90-373 

F 

8311040130 

90-373 

F 

8311040159* 

50-299 

F 

0311070071 

90-295 

9 

8311070109 

50-265 

0 

8311070167 

50-454 

0 

6311070178 

90-295 

B 

8311070185 

50-373 

a 

B3I 1070203 

50-295 

e 

8311070246 

50-295 

6 

8311070267 

50-295 

8 

0311070301 

50-295 

S 

8311070328* 

30-249 

P 

8311070407 

90-254 

8 

0311070490 

90-237 

8 

8311070909 

90-373 

a 

8311070601 

90-249 

8 

8311070631 

90-265 

a 

8311070637 

90-496 

8 

B31I0B0105* 

90-295 

F 

0311080114* 

50-299 

F 

8311080131 

50-254 

P 

631 1000131 

50-254 

P 

831 100021 a 

50-456 

C 

831 1080343 

50-237 

F 

8311000343 

50-237 

F 

03 11080343 

90-237 

F 

8311000343 

90-237 

F 

8311080343 

50-237 

F 

0311080343 

50-237 

F 

0311000343 

90-237 

F 

8311000343 

90-237 

F 

8311080343 

50-237 

F 

8311000343 

50-237 

F 

8311000363 

50-456 

F 

8311080369 

90-10 

F 

03H 080365 

50-10 

F 

8311000365 

50-10 

F 

831 1080374 

90-373 

F 

8311000374 

50-373 

F 

8311000564 

71-9151 


0311090053 

50-373 

P 

8311090053 

50-373 

P 

8311090197 

30-373 

P 

8311090197 

50-373 

P 

0311090210 

90-237 

P 

8311090416* 

50-295 

F 

0311090450* 

50-295 

F 

6311100129 

HASTE MOT 

aaiiiooieo* 

30-254 

F 

8311100180* 

90-254 

F 

8311100181* 

90-254 

F 

0311100181* 

90-254 

F 

831 1 100239 

90-456 

e 

8311100235 

50-456 

E 

8311100390* 

90-295 

F 

8311110086 

50-249 

P 

8311110115 

90-454 

A 

8311110115 

50-454 

A 

831111011S 

50-494 

A 

8311110115 

50-454 

A 

8311110129 

50-374 

A 

9311110190 

50-237 

P 

8311110150 

50-237 

P 

8311110190 

50-237 

P 

8311110193* 

50-294 

0 


ACCESSION 

NUMBER 

8311030189 
83 11 0301 83* 
8311030183* 
83n03018»* 
8311 0301 


SUBU£CT 

CATEGORY 


50-434 

30-434 

30-434 

30-434 

30-434 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


831 11 10193* 
8311130011 
831 1 1 50SOB 
Q311130S0S 
B311130S15 

8311130919 
83 It 150936 
8311130236 
831 1 1 30393 
8311160025 

8311160032 

8311160032 

8311160064 

8311160064 

8311160092 

8311160109 
831 1160269* 
8311160569* 
8311160390* 
8311160390* 

8311160441* 

8311160471* 

8311160471* 

6311160476* 

8311160476* 

031117OOBS 

8311170083 

8311170136 

8311170143 

8311170149 

8311170183 

8311170108 

8311170193 

0311170211 

8311170229 

8311170276 

8311170308 

8311170327 

8311170341 

0311170397 

8311170395 

8311170395 

8311170405 

8311170405 

8311180359* 

8311180399* 

8311210144 

8311210144 

8311210148 

8311210159 

8311210174 

8311210244 

8311210280 

8311210281 

0311210311 

8311210311 

0311210333 

6311210346 

8311210394 

6311210394 

9311210356* 

0311210360* 

0311210371 

9311210374 

0311210400 

8311210408 

8311210408 

8311210408 

8311210408 

8311220235* 

8311220239* 

8311220292 

8311220399 

9311220396 

8311220437 

8311220467 

8311220497* 

0311220497* 

8311220503* 

6311220903* 

8311230008 

9311230052 

8311230053* 

8311230063 

8311230075 


50-254 O 
50-373 R 
50-373 P 
90-373 P 
50-373 <3 

90-373 8 
90-373 P 
90-373 P 
90-374 A 
90-237 fl 

90-299 R 
90-299 ft 
90-373 P 
90-373 P 
50-374 F 

30-374 A 
50-295 F 
50-299 F 
30-293 F 
90-295 F 

90-10 F 
50-254 F 
90-254 F 
50-294 F 
90-254 F 

90-299 P 
90-295 P 
50-249 3 
90-237 a 
50-237 a 

90-373 8 
90-295 8 
90-299 a 
90-373 R 
90-294 R 

50-373 a 
50-373 0 
90-373 P 
50-294 e 
90-237 P 

50-294 B 
50-254 R 
50-295 p 
50-295 P 
50-295 F 

50-299 F 
90-373 P 
90-373 P 
90-304 8 
50-265 a 

90-299 8 
60-265 a 
90-373 9 
60-249 P 
60-373 P 

90-373 P 
90-374 0 
90-249 8 
90-373 0 
90-373 0 

50-373 0 
50-373 0 
50-374 F 
50-295 Q 
90-494 a 

90-494 B 
90-484 8 
90-454 8 
50-494 e 
90-373 P 

90-373 P 
50-237 D 
30-373 9 
50-265 P 
50-373 B 

30-373 8 
50-454 0 
90-454 0 
90-494 Q 
50-494 0 

50-249 8 
50-373 P 
90-373 P 
50-374 A 
50-374 F 


CORPORATE SOURCE INDEX 


B13 


AUTHOR 

affiliation 


0-«iA Inc 

Cannicilcut Vankct Aiotnlc Powar 


Cianft«cfei{gt. of 

C'jnniT !< M*ttinhi«hn 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEOORY 

8311280038 

90-373 

8 


0311170380 

90-392 

T 

8311280110 

90-249 

■B 


8311170300 

90-392 

T 

8311280116 

90-237 

0 


8311170306 

50-390 

0 

8311280116 

90-237 

0 


8311100210 

90-392 

Q 

8311280116 

90-237 

0 


03 111 00210 

90-392 

0 

8311280116 

90-237 

0 


8311180239 

50-392 

T 

8311280116 

90-237 

Q 


8311180229 

90-352 

T 

0311280116 

90-237 

Q 


83 1 1 220442 

30-394 

0 

8311280116 

90-237 

Q 


8311320917 

90-392 

0 

6311280116 

90-237 

Q 


831 1230917 

50-392 

0 

8311280116 

90-237 

Q 


8311220929 

90-392 

0 

8311280116 

90-237 

Q 


831 1220929 

90-392 

0 

8311280116 

90-237 

Q 


B31 1220527* 

90-332 

0 

8311280116 

90- 237 

Q 


0311220927*- 

90-392 

Q 

8311280116 

90-237 

O 


0311230094 

50-394 

0 

8311280214 

90-494 

F 


0311280183 

30-352 

0 

8311280214 

90-494 

F 


0311280198 

30-352 

Q 

8311280214 

90-494 

F 


8311280198 

50-392 

0 

8311280214 

90-494 

F 


8311280201* 

50-392 

0 

8311280214 

90-494 

F 


8311280201* 

30-352 

0 

8311280334 

90-237 

P 


8311280217 

90-392 

0 

8311280399 

90-237 

F 


8311280217 

30-392 

0 

8311280399 

90-237 

F 

Conaolldatffd Ediaon Co of N«tJ- Vorki Inc 

8311010246 

90-247 

8 

8311280399 

50-237 

F 


0311020314* 

90-3 

F 

831 1280474* 

90-494 

0 


8311020316* 

90-3 

F 

8311280474* 

90-494 

0 


0311030120 

90-247 

8 

8311290166 

90-237 

F 


83111601 14 

30-247 

8 

8311290166 

90-237 

F 


8311170191 

50-247 

P 

8311290166 

90-237 

F 


631 1170194* 

30-247 

P 

Q3U290I66 

90-237 

F 


831 11701 96* 

90-247 

P 

6311290166 

90-237 

F 


8311170160* 

30-247 

P 

8311290166 

90-237 

F 


8311170163* 

90-247 

P 

8311290166 

90-237 

F 


B31U70166* 

90-247 

P 

6311290166 

90-237 

F 


B3U 170276 

90-247 

R 

8311290166 

90-237 

F 


8311180128 

90-247 

9 

6311290178* 

90-10 

Q 


8311180133 

50-247 

8 

6311290178* 

90-10 

Q 


8311220391 

30-247 

F 

8311290170* 

90-10 

0 


8311220418 

50-247 

R 

8311290228* 

90-299 

Q 


9311230076 

90-247 

F 

8311290228* 

90-299 

0 


0311260492 

50-247 

9 

6311290290* 

90-496 

Q 


8311290123 

90-247 

P 

8311290290* 

50-496 

0 


9311290261 

50-247 

Q 

8311290292* 

90-496 

0 


0311290272 

30-3 

R 

831 1290298* 

90-496 

Q 

ContunvTi Power Co 

8311010022 

90-329 

8 

8311290298* 

90-10 

0 


83110100^2 

90-329 

0 

8311290298* 

90-10 

0 


8311010143 

90-329 

A 

8311290298* 

90-10 

0 


8311010143 

90-329 

A 

8311290264* 

90-237 

0 


0311010180 

90-329 

& 

8311290284* 

90-237 

Q 


831 lOlOlQS 

30-329 

6 

8311290284* 

90-237 

(1 


8311010190 

50-329 

9 

8311290284* 

90-237 

0 


0311010190 

90-329 

8 

8311290204* 

90-237 

Q 


8311010249 

90-329 

8 

8311300233 

90-373 

F 


8311010249 

90-329 

e 

8311300233 

90-373 

F 


031 1010286* 

90-199 

p 

8311300239 

90-373 

P 


831101034S 

90-329 

0 

8311300239 

90-373 

P 


8311010342 

50-329 

0 

8311300264 

90-373 

P 


0311010447 

90-329 

8 

6311300284 

90-373 

P 


0311010447 

90-329 

8 

8311300309 

90-374 

F 


0311020168 

50-32? 

A 

8311140122* 

CONTRACT 



831 1020160 

90-329 

A 

6311010121 

90-213 

P 


0311020173 

90-329 

A 

8311010124* 

90-213 

P 


B3l 1020173 

90-329 

A 

8311010138 

90-213 

P 


33 110203 09 

90-299 

P 

8311030271* 

90-213 

P 


0311020393 

90-139 

P 

8311030279* 

90-213 

P 


03! 1020393 

90-329 

A 

8311070373 

90-213 

P 


8311020393 

90-329 

A 

8311160149 

PR 



8311020424 

50-329 

A 

8311170270 

90-213 

R 


831 1020424 

90-329 

A 

8311210179 

90-213 

F 


8311020429 

30-329 

A 

8311210322 

90-213 

P 


0311020429 

90-329 

A 

8311210326 

90-213 

O 


8311030079 

PR 


8311210390 

30-213 

0 


031 1030079 

90-32? 

0 

8311220429 

90-213 

p 


83 1 1 030079 

90-329 

0 

8311220429 

90-213 

p 


8311030081* 

90-329 

0 

8311280090 

90-213 

p 


8311030081* 

90-329 

0 

8311280314 

90-213 

p 


831 1030068 

90-259 

p 

8311280911 

SO-213 

p 


831103D149 

90-32? 

0 

8311190198 

90-443 

Q 


0311030149 

90-32? 

0 

6311030047 

30-392 

0 


0311040017 

50-339 

0 

8311030047 

90-392 

0 


3311040017 

90-329 

0 

83U030077 

90-392 

0 


8311040024* 

90-329 

0 

8311030077 

90-332 

0 


8311040024* 

90-329 

0 

0311030146 

90-392 

Q 


8311040030 

50-329 

0 

031 1000184 

90-272 

Q 


Q3n040031« 

50-329 

0 

8311170377 

90-398 

0 


83U040031* 

50-32? 

0 



514 


CORPORATE SOURCE INDEX 


AUTHOR ACCESQIOK 

AFFIUIATION number 

suajecT 

CAT800RV 


AUTHOR 

affiliation 


ACCEBSION 

NUMBER 

SUBJECT 

CATEOOflY 

8311040038* 

90-329 

0 





8311170140 

50-329 

A 

9311070163 

90-329 

0 





8311170230 

50-32? 

A 

&31 1070262 

90-199 

a 





8311170230 

90-329 

A 

8311070266 

90-199 

j 





0311170301 

90-32? 

A 

8311070308 

90-329 

A 





83U170310 

50-299 

8 

8311070308 

50-329 

A 





8311170346 

90-32? 

A 

8311070366 

50-329 

A 





031*170346 

90-32? 

A 

8311070366 

50-329 

A 





8311170394 

50-255 

a 

8311 0703 ?7 

90-299 

B 





8311170397 

50-195 

R 

8311070982 

90-327 

A 





8311180121 

90-32? 

F 

831 1070982 

50-329 

A 





6311210219 

90-32? 

A 

8311080111 

90-329 

A 





8311210300 

90-329 

E 

831 1O0O111 

90-329 

A 





8311210300 

50-329 

£ 

831 10801 19 

90-329 

A 





8311220202# 

90-329 

a 

8311080207 

90-299 

P 





8311220202# 

90-329 

Q 

8311080289 

90-329 

A 





8311220426 

30-32? 

A 

8311080345 

90-329 

A 





8311220426 

30-329 

A 

8311080349 

90-329 

A 





6311220480 

90-1 33 

P 

8311080393 

90-329 

A 





8311230120 

30-329 

T 

8311080393 

30-329 

A 





8311230120 

90-329 

T 

8311080396 

50-233 

P 





8311230131# 

90-329 

T 

83U0B0366« 

50-235 

P 





6311230131# 

30-329 

T 

8311090091# 

50-329 

A 





8311260041 

SO- 1 33 

8 

8311090143# 

30-329 

A 





8311280038 

90-329 

Q 

83 1 1 090388 

90-329 

A 





831 1260106 

90-255 

9 

8311090388 

90-329 

A 





8311260362 

90-329 

8 

8311100296 

50-329 

A 





8311280362 

50-329 

g 

8311100296 

90-329 

A 





8311280448 

50-32? 

A 

8311110093 

90-199 

P 





8311280448 

90-32? 

A 

9311110097 

90-329 

A 





8311200493 

90-329 

A 

8311110057 

30-329 

A 





8311280493 

30-329 

A 

8311110098 

30-133 

P 





831120046? 

90-32? 

Q 

e3llll>0l21 

30-233 

P 





831120046? 

90-32? 

Q 

631 11 10130 

30-159 

P 





8311290163 

SO-329 

A 

8311110187 

71-9111 






8311290163 

90-329 

A 

8311110274# 

50-198 

P 





8311290164 

so'-aa? 

A 

8311110274# 

50-195 

F 





8311290164 

90-329 

A 

8311110274# 

90-193 

F 





8311290194 

30-329 

A 

8311110274# 

90-199 

F 





8311290194 

30-32? 

A 

8311110274# 

30-199 

F 





8311290214 

80-329 

0 

8311110276* 

90-133 

F 





B3U29Q214 

30-32? 

Q 

8311110276* 

90-199 

F 





8311290244 

90-295 

P 

8311110276# 

90-199 

P 





8311290310 

50-32? 

A 

8311110276# 

90-139 

F 





8311290347 

50-259 

P 

831 11 10276# 

90-139 

F 





8311300224# 

50-329 

A 

8311190118 

90-329 

B 

Critical 

Maat Enargu Projact 


8311080929 

FOIA 


8311190118 

90-329 

a 





9311110022 

FOIA 


831II90179 

90-293 

R 

Cuflna Enirgu B«rvlcai 


8311100079 

90-445 

R 

831 1190187 

90-329 

a 





8311100079 

SO-449 

R 

8311190187 

30-329 

8 





8311100088# 

SO-445 

R 

8311190316 

30-329 

8 





0311100080# 

SO-449 

R 

8311190318 

30-329 

8 





8311280429 

90-341 

R 

8311190368 

50-329 

8 





8311280428# 

90-341 

R 

8311190368 

30-329 

8 

01(8 Tatting# Inc 



0311090009 

71-900 


8311190380 

90-329 

8 





8311090007# 

71-308 


8311190380 

30-329 

8 

Oalrgland Powar Cpoparatlvt 


8311030180 

90-40? 

P 

8311190386 

30-329 

8 





0311080070# 

50-40? 

F 

8311190386 

90-329 

8 





0311110106 

71-6144 


8311160430# 

90-159 

F 





8311160263# 

50-40? 

F 

8311160430# 

90-159 

F 





8311170249 

50-40? 

P 

63U160430# 

90-159 

F 





8311170260 

90-40? 

R 

8311160430# 

30-135 

F 





8311170402 

5<k-4Q? 

V 

8311160430# 

50-153 

F 





8311220276 

90-40? 

8 

8311160497# 

30-133 

F 





8311280046# 

90-40? 

0 

831 1160497# 

30-133 

F 





8311200309 

90-40? 

P 

831 1 160457# 

50-193 

F 

Damat & Hooro 



8311190434# 

40-3493 


8311160457# 

50-195 

F 

Data Conaultanta* 

Inc 


8311110002* 

CONTRACT 


831 1160462# 

90-199 

F 

Oavton Powar 6 Light Cot 


8311020422 

90-388 

A 

8311160469# 

30-199 

F 

Dabavolta 

6 Llbarman 


8310200019# 

REVIEW cap 

831 U 60469# 

30-193 

F 





8310200017* 

REVIEW ORP 

8311160469# 

90-195 

F 





8311010308 

SO-445 

0 

831 1 1 60469* 

90-193 

F 





0311040139 

FOIA 


8311160469# 

90-155 

F 





8311070181 

90-449 

0 

8311160482# 

90-153 

F 





8311080190 

50-445 

0 

9311160482* 

90-153 

F 





8311000190 

90-445 

0 

8311160482# 

90-139 

F 





8311080211 

90^445 

0 

831 1170019 

90-255 

8 





8311000237 

90-445 

0 

8311170078 

90-295 

P 





831 1080237 

30-445 

Q 

8311170109 

50-32? 

A 





8311110098 

FOIA 


8311 170109 

50-32? 

A 





8311160160 

90-413 

0 

0311170149 

50-32? 

A 





8311160160 

50-413 

0 

8311170149 

50-32? 

A 





8311160166 

50-460 

0 

8311170147 

50-32? 

0 





8311160179 

90^445 

0 

B31 1170147 

50-32? 

0 





8311180227 

50-413 

0 

8311170148 

90-32? 

A 





8311100227 

50-413 

0 


CORPORATE SOURCE INDEX 


61 B 


AUTHOR ACCESSION EUBwPECT 


AFFILIATION 

NUMBER 

CATEOORY 


8311230122 

90-445 

0 


6311280032 

90-413 

0 


83112B0316 

PR 



0311300092 

FOIA 


0*pt ofj D*F*nit Nucl«ar Ag*nc<j 

B31 1100347 

90-170 

R 

finvir Poifc 

8311110013 

FOIA 


C(-tTQlt Ediion Co 

8311040050 

90-341 

A 


6311040110 

90-341 

6 


8311070430 

90-341 

8 


031 1070439 

50-341 

A 


0311070517 

90-341 

B 


0311060302 

90-341 

A 


831 1090225* 

90-341 

Q 


B311210019 

50-341 

8 


0311220249 

90-341 

fi 


8311200130* 

50-341 

Q 


8311290170* 

50-341 

Q 

McIk S*ii*n*gi 8ulllv*tir Hurbls 

8311300123 

50-32? 

0 

1 P C 





8311030061 

50-443 

0 


6311090099 

50-293 

0 

J A 

8311160117 

90-320 

0 


8311220469 

50-392 

0 


8311220469 

90-392 

0 


8311220402* 

90-392 

0 


6311220482* 

90-392 

a 

?QyiP -C* 

8311010042 

90-370 

6 


831 1010068 

90-370 

0 


8311010211 

90-369 

B 


0311010211 

90-369 

S 


8311010217* 

50-369 

8 


8311010222* 

90-369 

8 


8311010239 

90-269 

8 


0311010268 

90-413 

A 


8311010260 

50-413 

A 


8311010299 

90-369 

P 


6311010299 

90-369 

P 


0311010313 

90-413 

E 


6311010313 

90-413 

E 


6311010367 

90-413 

8 


0311020291 

90-369 

0 


8311020296 

90-370 

8 


8311020259 

90-369 

8 


8311020299 

90-369 

B 


03J 1020339 

90-370 

8 


8311020399 

90-370 

8 


0311020417 

90-369 

6 


6311030006 

90-369 

R 


8311030010* 

90-369 

R 


8311030060 

90-369 

R 


6311030062 

50-369 

ft 


8311030110 

90-369 

P 


0311030117 

50-369 

ft 


0311030121 

50-413 

6 


6311030121 

90-413 

E 


8311030229 

90-413 

T 


6311030229 

50-413 

T 


8311030240* 

50-413 

T 


8311030240* 

90-413 

T 


0311030246* 

90-413 

T 


8311030246* 

90-413 

T 


6311040019 

90-369 

8 


8311040057 

50-369 

S 


8311040097 

50-369 

S 


6311040063* 

90-369 

B 


6311040070* 

90-369 

8 


8311040203* 

50-269 

F 


6311040206* 

90-269 

F 


0311070192 

90-269 

Q 


0311070199 

90-26? 

8 


8311070344* 

50-413 

Q 


8311070934 

PRM 



8311070976 

90-369 

8 


6311070630 

PR 



8311090292 

90-267 

8 


8311090299 

90-269 

3 


8311090262 

50-367 

a 


8311090291 

90-367 

a 


0311090291 

90-369 

a 


8311090294 

90-269 

6 


8311090306 

50-413 

9 


831 1090306 

90-413 

s 


6311090311 

50-413 

s 


8311090345 

90-369 

a 


6311090391 

90-370 

8 


AUTHOR 

AFFILIATION 


ACCCBSIOH 

KUtiCEn 


BSinoooaA^ 
0311100087* 
0311100215 
0311100819 
03 LI 100325 

Q3lllOD89>A4^ 
83illOOSS4* 
9311100341* 
9311 1003 4 
e3111D03£]A* 

Q311 1003&9* 
B31 1 100376* 
B31 1 1 00390* 
6311110137 
8311 1-90172 

6311190172 
8311150312 
8311190318 
B31 1190314 
831 1160091 

0311160160 

0311160160 

0311170101 

9311170226 

0311170283 

8311170307 
B31 11703 13 
fl3Hf703ia 
8311170329 
B31 1 170330 

8311170336 

8311170336 

8311170342* 

8311170345 

0311170345 

83111 70347* 
0311170349 
^3J L I 70393* 
0311170360* 
B3UL70412 

8311170425 

8311180077* 

8311160227 

8311180227 

8311210022 

9311210029 

9311210111 

6311210219 

9311210299 

631121-0290* 

9311210294* 

8311210298 

0311210404 

0311210404 

8311210407 

8311210470* 

8311210471* 

6311210474* 

9311210476* 

9311210476* 

8311210479* 
8311210479* 
031 1210479* 
8311210481* 
8311210491* 

8311210463* 
8311210463* 
831 1210484* 
8311210494* 
B31 1220149 

8311220191 
831 1220295 
8311220269 
0311220326 
8311220421 

8311220423 
831 1220432 
8311220443* 
9311220490 
9311220490 

9311220516 
8311SBQ032 
9311280091 
93 1 1 290163 
8311290246 


auajECT 

CATEOCFIV 


50-369 F 
50-369 F 
50-413 F 
50-413 F 
50-413 0 

30-413 0 
50-4 1 3 0 
50-369 F 
90-36? F 
50-369 F 

50-369 F 
50-413 F 
90-413 F 
90-269 P 
50-369 P 

30-369 P 
90-413 A 
50-413 A 
50-269 Qi 
50-269 F 

50-413 0 
50-413 0 
50-374 8 
90-369 8 
90-369 S 

90-413 F 
50-370 S 
50-36? S 
90-369 9 
50-370 8 

50-369 8 
90-369 8 
90-369 B 
90-369 8 
50-369 8 

30-369 8 
90-370 a 
50-369 a 
50-369 a 
50-369 B 

50-269 8 
90-369 a 
50-413 0 
50-4 1 3 0 
50-369 3 

90-369 8 
50-370 S 
90-269 8 
50-369 8 
50-369 8 

90-369 S 
50-369 B 
50-369 9 
90-369 8 
50-287 B 

50-413 T 
90-413 T 
50-413 T 
90-413 T 
90-413 T 

90-413 T 
90-413 T 
90-413 T 
aO-413 T 
90-413 T 

50-413 T 
50-413 T 
50-413 T 
50-413 T 
50-269 S 

50-269 B 
50-370 S 
90-269 R 
50-369 R 
30- 413 A 

30-369 P 
30-413 E 
30-369 P 
90-369 P 
50-369 P 

30-413 0 
90-413 0 
90-287 B 
90-269 P 
90-269 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLfATICN 

ACCESS ION 
NUMBER 

SUBJECT 

CATEGORY 


83tiSB024A 
Q3itaeo24& 
1860408 
8311280408 
831 12^0096 

90-269 Q 
90-269 0 
90-369 P 
90-369 P 
90-269 P 

DuRutinft Light Co 

e3ll2900&A 
8311290096 
Q31029059S 
83 11010326 
8311010399 

90-269 P 
90-269 P 
90-334 8 
90-334 S 
90-412 C 


831 10103 S3 
8311010426 
831 1010432* 
831 1010436* 
8311030078 

90-334 B 
90-334 R 
90-334 R 
90-334 R 
30-334 P 


8311030126 

8311030132 

8311070294 

8311080299 

8311080306* 

90-334 8 
90-412 A 
90-334 P 
90-334 P 
90-334 P 


8311100229 

8311100290 

8311140090 

8311190027 

8311190243 

90-413 Q 
90-412 K 
90-412 0 
90-334 J 
90-334 F 


8311190296 

8311190333 

831U90397 

8311190399* 

8311190363* 

30-334 Q 
90-412 0 
30-334 P 
30-334 P 
90-334 P 


8311160013 

8311160030 

8311160126 

8311160127 

8311160133* 

90-334 8 
SO-334 8 
90-334 P 
90-334 8 
90-334 P 


8311170124 
8311170408 
831 1180043 
8311180116 
8311180140 

90-412 8 
90-334 R 
90-412 Q 
90-334 8 
90-334 8 


8311180338 

8311210190 

8311210290 

8311210277 

8311210399 

90-412 A 
90-412 A 
90-334 6 
90-412 8 
90-334 B 


8311210917* 

8311210922* 

8311210928* 

8311280064 

8311280306 

90-334 F 
90-334 F 
90-334 F 
90-412 C 
90-334 0 

E, D, 0|b«TfOn & Co 1 Inc 

8311260491 

8311290207 

6311290209* 

6311290223 

8311210289* 

90-334 P 
90-334 R 
90-334 R 
90-412 A 
QA999 

El du Pont d> WtmDur* U Co, i Inc. 

EOfcOr Inc, 

8311080239* 

8306090292* 

8309060392* 

6310180924* 

8310310081* 

FOIA 

90-341 A 

TOPREP 
90-341 A 

90-360 8 


8310310199* 
8311010489 
831 1040144* 
83110B0926 
8311090029 

90-388 A 

NUREO 

90-443 A 

NUREO 

NUREO 


8311100082* 
B31 11003 19 
8311 140104 
8311140383 
8311160194* 

90-312 P 
71-96 

ACR8 

NUREO 

90-494 Q 

ENSAi Ihc, 

£b«ico Sorvlc*** Inc (tubi of Eniorch 
Conp } 

8311100061* 

8311020118* 

CONTRACT 
90-400 F 

8311020118* 

8311020126* 

8311020126* 

90-400 F 
90-400 F 
90-400 F 

Eb«rlln« InitTumont Carp 

Ec oIogg/Al ort 

Eddlomonr W 

831 1030079 
8311070936* 
8311030023* 
8311160120 

831 1010431 

PR 

90-400 0 
90-280 R 
WASTE HOT 
90-400 0 


8311010431 

8311010443* 

8311010449* 

8311010490* 

90-400 0 
90-400 0 
90-400 0 
90-400 0 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8311010490* 

90-400 0 


8311210223 

90-400 0 


8311210223 

90-400 9 


8311210233* 

90-400 0 


8311210233* 

90-400 0 


8311290239 

90-400 0 


8311290239 

90-400 O 


831 1290246* 

90-400 O 


8311290246* 

90-400 0 


8311290249* 

90-400 0 


8311290249* 

90-400 0 

Ed*l»t*ln l( Payna 

831 1220908 

90-400 C 

Edlton Elactric Instltut* 

8311010230 

PR 


8311030070 

PRK 


8311190229 

WASTE MOT 


8311280363 

PR 

Edloy Intftrnatianal Co 

8311080003 

XPORTLIC 


8311210494 

XPORTLIC 


8311210497 

XPORTLIC 

Elactronlc* R*l*yi« Inc 

7902280411* 

FOIA 


8311190192* 

FOIA 


8311190199* 

FOIA 

Entrgy Con*ultaTiti« Inc 

8311300446* 

WASTE MOT 

Enargy Fo*la Nucl«ar» Inc 

8311140403 

40-868 1 


8311300413 

40-0679 

En*rgy Hanagamant & Tachnology 

8311210473 

NURED 

En*rgv' D*pt of 

8311020917 

40-1341 


8311030079 

PR 


8311040133 

WASTE HOT 


8311040141* 

WASTE MOT 


8311040196 

WASTE HOT 


8311040198* 

WASTE HOT 


8311070082* 

40-2061 


8311070934 

PRM 


8311100149 

WASTE MOT 


0311100281 

WASTE HOT 


8311140306* 

PROJ 


8311140307* 

PROJ 


8311140319 

PROJ 


8311140318* 

PROJ 


8311140429 

40-1341 


8311190004 

WASTE MOT 


8311160302 

WASTE MOT 


8311160307* 

WASTE MOT 


8311210479 

WASTE MOT 


8311230043 

WASTE MOT 


8311230163 

WASTE MOT 


8311230169* 

WASTE MOT 


8311230168 

WASTE MOT 


8311280017 

WASTE MOT 


8311280026 

WASTE MOT 


8311280036 

WASTE HOT 


8311280047 

WASTE MOT 


8311280092 

WASTE HOT 


8311280099 

WASTE MOT 


8311280937 

WASTE MOT 


8311300034 

WASTE MOT 


8311300044 

WASTE MOT 


8311300048 

WASTE HOT 


8311300049 

WASTE HOT 

EntrgVf Oapt ofi Idaho Oparatloni Dfflc* 

8310310084* 

90-368 B 

Energy* Inc 

8306020927* 

90-299 P 


8306020936* 

90-289 p 


8306070474* 

90-348 P 


8306080008* 

90-266 P 


8306130206* 

90-269 p 

Enginaora tntarnatlonal* Inc. 

8311230199* 

WASTE MOT 

Envlronmantal Policy Ctntar 

8311070911 

PRM 

Envlronmontfll Policy Initltuta 

8310060437 

90-201 P 


8311160112 

WASTE MOT 

Envlrnnmantal Protection Agency 

B2O927O032* 

90-443 D 


8311080299 

90-266 P 

European Contmunitlat* Commlialon of 

8311140092 

XPORTLIC 


8311160417 

XPORTLIC 

Exxon Corp 

8311300408 

40-8064 

Exxon Nuclaar Co.* Inc. (subi of Exxon 
Corp, ) 

8311010428 

90-316 P 


8311040043 

TOPREP 


831 1040049* 

TOPREP 


8311080482 

TOPREP 


8311090060 

TOPREP 


8311110399 

70-1297 


8311170198 

90-316 P 


8311170200* 

90-316 P 


8311170249 

TOPREP 


CORPORATE SOURCE INDEX 
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Al^THOR 

AFFILIATION 


F bl F«i«n Co t Inc 
FOt Sirvlc*! 

Fjfir* 13 l> Hiriijrl Xi Inc 

rjulintr Motp Bofttani KA 
r4fi»43 Anirlcan Partnori 
FiliiAl Eiatrijincv HanagvmB-nt 


Florid! Po-Msr it Light Ct» 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCEeSIQ^ 

NUMBER 

SUBJECT 

CATEGORY 

8311170247* 

TOP REP 



8311080387 

90-339 

P 

Q311S10412 

TOPREP 



8311090343 

30-33 1 

8 

0311220366* 

TQPREP 



0311110136 

30-339 

P 

8311220379* 

TOPREP 



8311110196 

90-339 

P 

8311230109 

TOPREP 



8311110213* 

50-339 

P 

8311280134 

TOPREP 



B31 1160147 

30-290 

P 

B31 1280379 

TQPREP 



8311160192* 

90-290 

P 

8311230262* 

contract 


831U60196* 

30-250 

P 

8311090180 

FOIA 



8311160162* 

30-250 

P 

8311180226* 

aA999 



8311160439* 

90-335 

F 

8311300299* 

FOIA 



8311160439* 

50-339 

F 

8311140174 

40-4492 



8311160444* 

30-339 

F 

0311030197 

30-443 

0 


8311160479* 

90-309 

F 

0311040041 

30-293 

F 


0311160478* 

90-389 

F 

8311040047* 

30-293 

F 


8311170049 

90-251 

a 

8311040098 

30-336 

F 


8311170091 

30-290 

0 

B31 1160042 

30-293 

F 


8311170091 

30-290 

0 

8311160043* 

30-293 

F 


8311170287 

30-250 

R 

8311160046* 

30-293 

F 


8311 170287 

90-250 

R 

8311160049 

30-344 

F 


8311170311 

90-333 

P 

8311160091* 

30-344 

F 


6311170438 

90-339 

8 

8311170321 

30-244 

F 


8311180099* 

9D-S90 

Q 

8311170332* 

30-244 

F 


6311180102* 

90-290 

<1 

8311180197 

30-332 

0 


6311180332* 

30-290 

0 

8311220479 

3^-443 

0 


6311210074* 

30-290 

F 

8311220479 

30-443 

0 


6311210210 

50-230 

9 

8311220481* 

30-443 

0 


8311210214 

90-339 

S 

8311220487 

30-443 

0 


6311210389 

90-290 

R 

8311220487 

30-443 

0 


6311210431 

30-309 

B 

8311230090 

30-293 

F 


6311220392 

30-339 

P 

8311230091* 

30-293 

F 


8311220419 

30-389 

8 

8311230088 

30-322 

T 


8311220473 

30-290 

P 

8311280496 

30-298 

F 


83 1 1280278 

30-333 

P 

0311280900* 

30-298 

F 


0311280361 

90“3a5 

F 

831 1280809* 

90-298 

F 


8311280361 

30-339 

F 

831 1280906* 

30-298 

F 


8311280418 

30-290 

0 

8311290197 

90-261 

F 


6311290309 

90-339 

F 

8311290200* 

90-261 

F 


6311300210 

30-290 

K 

8310310101 

30-333 

F 


831 1300212* 

50-250 

K 

8310310101 

30-339 

F 

Florid! Pou*r Corj* 

6311010179 

30-302 

P 

8310310102* 

90-339 

F 


8311010214 

90-SD2 

8 

8310310102* 

90-339 

F 


8311020232 

50-302 

8 

8311010103 

30-389 

9 


8311020292 

30-302 

6 

8311010104 

30-230 

9 


6311030073 

50-302 

R 

8311010244 

30-389 

a 


6311030113 

30-302 

R 

0311010346 

90-389 

6 


83110001 16* 

30-302 

R 

8311010384 

30-389 

8 


8311000176 

50-302 

R 

8311020272 

30-389 

S 


8311030179* 

30-302 

ft 

8311020387 

30-230 

a 


8311030241 

30-302 

F 

8311020392 

30-389 

a 


8311030243a 

90-302 

F 

8311020418 

30-290 

p 


8311040011 

30-302 

P 

0311030096 

30-230 

R 


8311070388 

90-302 

8 

8311030099 

30-230 

R 


8311070993 

90-302 

0 

8311030082 

30-389 

P 


831 1O802&6 

30-302 

P 

8311030084* 

30-369 

P 


8311060272* 

90-302 

P 

8311030086 

30-230 

R 


83 1 1060283 

50-302 

P 

8311030119 

50-339 

R 


8311090260 

90-302 

a 

8311030192 

30-339 

R 


8311160016 

50-302 

n 

8311030156 

30-339 

R 


8311160394* 

50-302 

F 

8311040092 

30-389 

6 


8311170319 

90-302 

a 

8311040062 

30-389 

B 


631 U 704 14 

30-302 

8 

8311040094 

30-290 

P 


8311220130 

90-302 

P 

8311070122* 

30-339 

O 


B31 1220134 

90-302 

B 

0311070198* 

30-230 

O 


8311220238 

90-302 

S 

8311070222 

30-250 

B 


83 LI 2203 39 

30-302 

P 

8311070343 

90-231 

P 


8311 2804 36 

90-302 

P 

8311070360 

90-230 

P 


B3U2B0910 

30-302 

P 

8311070360 

90-230 

P 

Florid** Unlv oft 0!iti*avl Lt!« PL 

8311040188* 

90-83 

F 

8311070369* 

90-230 

P 

Franlfurt; o«rbufti Klvln ic Silt 

83111 10D09 

FDIA 


8311070428 

90-339 

F 

Franklin In»ti tut*/FranMln R****reh 

as 122903 34* 

30-409 

P 




C#n4*r 




6311070428 

90-339 

F 





8311070447 

90-339 

P 


8309120192* 

30-298 

P 

0311070467 

30-230 

F 


8309120466* 

90-247 

Q 

6311070467 

90-230 

F 


8310130238* 

30-250 

P 

6311070494* 

90-290 

a 


8310170024* 

90-312 

P 





8310190076* 

90-293 

P 

0311070927 

30-290 

p 





0311070927 

90-290 

p 


8311040120* 

90-299 

P 

6311000241 

90-339 

F 


8311110087 

FOIA 


6311080246* 

90-339 

F 


8311140017* 

50-324 

P 

6311080311 

90-290 

F 


8311140228* 

CONTRACT 






831 12L04SS* 

CONTRACT 


6311080311 

90-290 

F 





8311080322* 

90-290 

F 


8311290383 

NUREO 


8311080322* 

90-250 

F 

Frlidt Frank* Harrli* Shrlvar 6 Rimpalman 

8311110079 

FOIA 


6311080349 

30-290 

P 

Frlanii* of th* Ear ill 

6311210216 

WASTE MOT 

8311080349 

90-290 

P 

DA Tachnoldg ia«« Inc* ^Oanaral Atomic Cq. 

8311140047 

XPORTLIC 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


GH SsttlK C^rp 
Gambit 

Gamma Dlaancutlt LaboratoTiii 


G-ann*tt Nawi Servtcar Raahlng ionji 
Ganeral Electric Ca 


ACCESS ION 

SUBi/ECT 

AUTHOR 

ACCES6I0N 

SUBUECT 


NUMBER 

category 

AFFILIATION 

number 

CATEGORY 

6311140030 

XPQRTLIC 


6311190047* 

40-8003 


8311140176 

XPORTUIC 


G31J1S0049* 

40-8003 


8311140441 

XPORTUIC 


6311190099* 

40-0003 


8311140444a 

XPQBTUlC 


0311190099* 

40-6003 


8311190S73 

90-89 P 


8311190069* 

40-8003 


8311190337 

SC -267 P 


0311190069* 

40-8003 


8311130343a 

90-267 P 


6311190073* 

40-8003 


8311100389 

XPCRTUIC 


8311 190079* 

40-8003 


8311200909 

TOP REP 


6311190062* 

40-0003 


8311300191 

PR 


6311190066* 

40-0003 


8311000319 

PT21 


8311190097* 

40-8003 


831 1 1 70080 

90-363 0 


6311190104* 

40-8003 


7903130109# 

FOIA 


8311190107* 

4o-eoo:r 


7904090133a 

FOJA 


0311190109* 

40-0003 


79O7lEO90Oa 

FQIA 


0311190119* 

40-0003 


7907120999# 

FOIA 


0311190121* 

40-8003 


8000180241# 

FOIA 


6311190139* 

40-0003 


8008180249# 

FOIA 


6311190193# 

40-8003 


6011030073# 

FOIA 


8311160068 

90-447 

F 

6102030401# 

FOIA 


6311210362# 

90-373 

0 

8011080020# 

FOIA 


8311210393 

TOP REP 


691 1020028# 

FOIA 


6311280383# 

TOpflEP 


6311080027# 

FOIA 


0311200230 

90-447 

A 

8311020031* 

FOIA 


8311280289 

90-397 

a 

6311080039# 

FOIA 


6311260461 

90-447 

F 

63 1 1 020036# 

FOIA 


8311200919# 

QA999 


8311020037# 

FOIA 


8311200926# 

QA997 


6311080041# 

FOIA 


6311260933# 

QA999 


6311020049# 

FOIA 


0311300319 

TOPREP 


8311020046# 

FOIA 


8311300320# 

TOPREP 


6311020090# 

FOIA 

Otneral Phv#lc« Corp 

8311090010 

NUREG 


8311020093# 

FOIA 

0#n#r#l Public Ufclllti## - GPU Sarvlc# 

6309260299 

90-289 

G 

831 1020096# 

FOIA 

corp 




831 1020099# 

FOIA 


8310270261 

90-320 

P 

031 1020061# 

FOIA 


0311010131 

90-209 

8 




6311010137 

90-219 

B 

B311QS0063# 

FOIA 





63110S00Ma 

FOIA 


8311010149 

90-289 

e 

8311020067# 

FOIA 


8311010260 

90-209 

Q 

8311020066* 

FOIA 


0311010394 

90-320 

p 

8311080073# 

FOIA 


8311010396# 

90-320 

p 




8311020396 

90-320 

p 

8311020064# 

FOIA 





8311020067* 

FOIA 


8311020374# 

90-320 

F 

6311020066* 

FOIA 


8311070299 

90-289 

J 

6311020069* 

FOIA 


8311070906 

90-320 

% 

831 1020090# 

FOIA 


8311070639 

30-209 

s 




8311080094 

30-320 

G 

8311020091* 

fpia 





831 1080094# 

FOIA 


8311000121# 

80-320 

P 

831 1020096* 

FOIA 


8311000307 

90-28? 

0 

8311080107* 

FOIA 


8311080346 

50-217 

F 

6311080106# 

FOIA 


8311060302 

90-219 

0 




8311060474 

90-219 

P 

831 1020110# 

FOIA 





6311020117# 

FOIA 


0311100171* 

30-320 

0 

6311080122# 

FOIA 


6311100266 

30-219 

p 

6311020139# 

FOlA 


8311100271# 

90-219 

p 

8311020137# 

FOIA 


8311100272# 

90-219 

p 




6311100298 

90-320 

R 

6311020140# 

FOIA 





6311020141* 

FOIA 


8311100301# 

30-320 

R 

6311020147# 

FOIA 


8311100303# 

90-320 

ft 

6311020148# 

FOIA 


0311110034* 

90-30? 

a 

B3 11 020 194# 

FOIA 


6311110169 

90-320 

R 




8311190266 

50-88? 

p 

8311020163# 

FOIA 





8311080166# 

FPIA 


8311160039 

90-21? 

B 

8311020172# 

FOIA 


8311160071 

30-320 

0 

8311020493* 

FOIA 


631 1160090 

90-289 

P 

0311090396 

FOIA 


6311160449* 

90-20? 

F 




8311160491# 

90-320 

F 

79090600B7* 

40-6003 





7909060070* 

40-S003 


8311170239 

50-20? 

8 

6309300249 

rOPREP 


831 1170367 

90-20? 

8 

8311010230 

PR 


6311170396 

50-269 

8 

8311010379 

pr2i 


8311170411 

30-320 

B 




8311170419 

80-320 

8 

S3 11 030072 

PR 





8311040007 

TOPREP 


8311170431 

90-320 

8 

6311080380 

90-362 B 


831 1 1 70439 

90-219 

R 

6311060476 

XPORTLIC 


6311180044 

50-209 

8 

6311060479* 

XPORTLIC 


831 1180106 

50-320 

0 




8311160162 

50-209 

0 

6311090340 

90-10 S 





6311090364# 

90-397 F 


9311180279 

50-269 

S 

6311090400 

70-1113 


8311160261 

90-219 

Q 

6311100274* 

90-219 P 


8311160296 

90-209 

8 

6311100279# 

90-219 ? 


6311160322 

90-209 

P 




8311160327 

90-320 

8 

6311100368 

71-7001 





6311100363# 

71-7001 


8311210031* 

90-809 

F 

6311110379 

71-9009 


8311210106# 

90-320 

F 

6311140024 

70-1301 


8311210134 

90-20? 

F 

8311190046* 

40-0003 


8311210134 

90-20? 

F 



CORPORATE SOURCE INDEX 


519 


AUTHOR 

AFFILIATION 


4'irj1 fltrvUti Ai|«ilnt 1 trat 1 on 
4 ar| Is PowiT Co 


ACCESSION 

NUMBER 


83112101A4 

63112101Q0 

03U2iOiai« 

8311210217 

8311210220* 

8311210222* 

8311210253 

8311210316 

8311210331 

0311210334 

831 12 10346* 
8311210352* 
8311210363* 
0311210367* 
0311210373* 

031121037'? 

8311210381* 

8311210391* 

8311210400* 

8311210406* 

8311210414* 

8311210420* 

8311210423* 

8311210430* 

8311220454 

8311230091 

8311280308 

0311280390 

B3112B0529 

8311290196 

831 1290210 
0311290211 
8311300117 
8311300267 
8311300269* 

0311300272* 
0311080510* 
0311000522* 
8310310002 
831 03 10086* 

G311010146 

8311010146 

0311010150* 

8311010150* 

8311010152* 

8311010152* 

8311010277 

8311010289 

8311010309 

8311010308 

0311010412 

0311040073 

8311040075 

8311040076 

8311000377 

0311000377 

0311000300* 

0311080300* 

8311090199 

8311090264 

0311090267 
0311090202 
0311090344 
8311100108 
831 1100113* 

8311100176 

0311100176 

0311100219 

0311110141 

0311110141 

0311160062 

8311160062 

8311160077 

8311160077 

0311160407* 

0311160408* 

8311170115 

0311170115 

0311170123* 

0311170225 

8311170263 

0311170273 

0311170335 

8311170363 

8311170366 


SUBJECT 

CATEGORY 


50-287 

P 

50-320 

F 

50-320 

P 

50-320 

P 

50-320 

P 

50-320 

P 

50-289 

a 

50-209 

9 

50-219 

9 

30-320 

S 

50-320 

S 

50-320 

8 

50-320 

8 

50-320 

8 

50-320 

8 

50-219 

R 

50-320 

9 

50-320 

8 

50-320 

8 

50-320 

8 

50-320 

0 

50-320 

8 

50-320 

8 

50-320 

9 

50-289 

R 

50-289 

0 

30-209 

8 

50-219 

8 

50-219 

P 

50-320 

P 

50-209 

F 

50-209 

R 

50-209 

P 

50-219 

P 

50-219 

P 

50-219 

FOIA 

FOIA 

P 

30-424 

A 

50-424 

A 

50-321 

P 

50-321 

P 

50-321 

P 

30-321 

P 

30-321 

P 

50-321 

P 

50-321 

8 

30-366 

8 

50-321 

8 

50-424 

A 

30-366 

B 

50-366 

S 

50-366 

B 

30-321 

8 

50-321 

P 

50-321 

P 

50-321 

P 

50-321 

P 

50-424 

A 

50-321 

8 

50-321 

8 

30-366 

a 

90-366 

8 

90-366 

P 

50-366 

P 

50-424 

H 

50-424 

H 

50-424 

A 

30-424 

A 

50-424 

A 

50-321 

P 

50-321 

P 

50-321 

R 

50-321 

R 

50-321 

F 

50-321 

F 

30-424 

K 

50-424 

K 

30-424 

R 

50-321 

8 

30-321 

6 

50-366 

8 

50-366 

8 

50-366 

8 

50-321 

Q 


AUTHOR 

AFFItlATlOW 


0«ttv/iP«trotcnilei Co 
01 IboTt/CamnonwiAHh Coi 


Ooldtr AftsocUt** 

Oov«rnn*nt Accountobill tv Prajvcb 


Oulf Nuel«*ri Inc 
Oulf Btatoi Utllltitf Co 


ACCESSION 

NUMBER 

9311170375 
B31 1180049 
0311180049 
0311100230* 
0311100230* 

0311100307 
0311210145 
0311210160 
8311210205 
831 1210369 

83L1210376 

B3L121O370 

8311220260 

8311220364 

8311220374 

8311220396 

8311220396 

8311200230 

8311200249 

8311200254 

8311200303 

8311200303 

8311200354 

0311280375 

8311200530 

8311300132 

8311300132 

8309270051 

8311070565* 

8311070570* 

8311070573* 

0311070577* 

0311300182* 

0311230150* 

8311230159* 

8311300440* 

8307150175 

8311020170* 

0311020241 

0311020200 

0311020301 
03110401 14 
0311070160 
8311080497 
8311090368 

83111 601 36 

0311280229 

0311280229 

0311280232* 

8311280232* 

0311280233* 

0311280233* 

8311200237* 

8311200237* 

8311290373 

0311300186 

0311160247 

0311160252* 

8311020210 

8311020210 

83 11030 144 
83U030I53 
8311030180 
8311070176 
8311070302 

8311070302 
831 1070306 
8311070332 
8311070468 
8311070578 

8311000397 

8311000397 

8311090212 

8311140214 

8311150020 

8311190105 
8311150189 
8311160085 
8311160085 
831 1 1 60090 

0311160088 
8311160111 
8311180040 
8311180040 
8311 180138 


BU0JECT 

CATEOORV 


50-366 8 

50-424 A 
50-424 A 
50-321 0 

50-321 Q 

50-321 P 
50-021 a 
50-424 3 

50-366 9 

50-366 a 

50-321 P 
50-366 8 

50-366 B 
50-366 P 
50-321 a 

50-32 1 F 
50-321 F 
50-366 a 
50-366 P 
50-366 8 

50-424 8 

50-424 8 

50-366 8 

50-366 0 

50-366 P 

50-424 C 
50-424 C 
40-6659 
50-395 P 
50-395 P 

50-395 P 
50-393 P 
0A999 
WA3TE HOT 
HASTE MGT 

HASTE MOT 
50-361 0 

SD-361 Q 
POIA 

50-329 0 

50-329 0 

FOIA 

50-329 G 

FOIA 

FQIA 

50-329 0 

50-413 G 
50-413 G 
SO-413 0 

50-413 0 

50-413 G 
50-413 0 

50-413 0 

50-413 G 
50-413 Q 

50-329 A 
71-9161 
71-9161 
50-453 M 
50-453 M 

50-458 0 

30-458 8 

90-458 8 

50-458 8 

50-453 A 

50-458 A 
50-450 0 

50-458 0 

30-450 8 

50-459 8 

50-438 C 
90-439 G 
30-458 F 
30-458 A 
50-458 8 

50-458 0 

30-458 S 
30-468 E 
30-458 E 
30-458 e 

50-458 E 
50-450 C 
50-450 E 
50-458 E 
30-450 6 



520 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliatiqm 


ACCESSION SUBJECT 

NUNflEH CATEOORV 


H«itiptan P«1 Is. m 


H^ffptan. NH 
HarrsDn &c WsU« 


Marvartf Unlv * Caitibridgs. HA 


Hsalth & Human 6»r'»’lc«ij Otjit 
Health Physics Soclaty 
Henry Pratt Co 
Herne r %t Co 

Hittman Hue 1 ear It Developiitent Corp 
{tubs of Hlttr^an Corp ) 


Hsdiferj M H 


House of Rep 

Hquts of Rep > Interior & insular 
Houston Lighting ti Power Co 


Hunton S. Hill iams 


Hydro'Enp Ineerlng 
THT Corp 


ITT Orinnell Ctubi of ITTJ 
Ichthyological Astoclate«« Inc 
tdoho. Unlv of 


1 1 1 Inois Power Co, 


8311180169 

90*'45B 

8 

0311100209 

50-450 

8 

8311210194 

50-458 

8 

8311210208 

50-458 

8 

8311210300 

90-450 

B 

8311220409 

50-458 

8 

831 1230099 

50-459 

E 

8311230059 

90-450 

E 

B31 1200056 

50-450 

E 

8311280056 

50-450 

E 

0311280229 

90-490 

6 

8311200429 

90-490 

9 

831 1200483 

50-450 

B 

0311150349 

50-443 

0 

831 1 1 90340 

90-443 

0 

831 1 1 5039P# 

50-443 

0 

031 It 50350* 

50-443 

0 

0311210023# 

30-443 

F 

8311070335 

50-28? 

0 

0311160113 

HASTE HOT 

8311210194 

50-443 

G 

8311280060 

50-443 

0 

831 1280266 

90-322 

0 

831 1290392 

50-443 

A 

8311300296 

90-443 

0 

8311300296 

50-443 

G 

0311300261# 

50-443 

G 

8311300261# 

90-443 

0 

8311090036 

NUREO 


8311300293# 

FOIA 


83 11020072 

50-261 

P 

8311110066# 

FOIA 


831 1070959 

50-844 

8 

8311140009# 

CONTRACT 

0311100130 

WASTE MOT 

0311100133# 

WASTE MOT 

8311100309 

71-6974 


8311100270 

90-290 

0 

6311100278 

50-250 

0 

8311100200# 

50-290 

G 

83 11100290# 

50-250 

G 

8311 100202# 

50-250 

G 

83111002B2* 

90-250 

G 

8311180209 

90-2S? 

U 

8311280330 

PRM 


1 8311030216# 

90-279 

P 

8311100356* 

90-289 

U 

8311030079 

PR 


9311070243* 

80-490 

Q 

8311110012 

90-490 

K 

8311110012 

90-499 

K 

83111 10016# 

90-490 

K 

8311110016# 

90-498 

K 

8311140163 

50-490 

K 

8311140163 

50-478 

H 

8311140167# 

90-498 

K 

8311140167# 

50-490 

K 

8311160214 

50-490 

0 

0311170141 

50-498 

0 

8311180182 

50-490 

8 

6311210279 

90-498 

A 

83 J 1280324 

90-490 

8 

0311010230 

PR 


8311090220 

90-322 

G 

0311090229 

90-323 

0 

031 1 1 50240 

90-322 

0 

8311150316 

90-322 

0 

8311190324# 

90-322 

G 

8311160044 

90-338 

H 

831U6O109 

90-322 

G 

8311230139 

90-322 

0 

8311260030 

90-322 

0 

8311300179 

90-320 

P 

8311190449# 

40-299 


831 1 140369 

70-1399 


831 1 140372# 

70-1399 

831 1080075# 

90-220 

Q 

8311110168# 

30-320 

R. 

8311030218 

40-8064 

8311030221# 

40-0064 

931 101 0228 

90-461 

A 

8311020327* 

90-461 

Q 

0311030194 

90-461 

F 

8311030199# 

90-461 

F 


AUTHOR 

AFFILIATION 


tlllnolK State of 

Indiana It Hlchigan Electric Co 


Indiana >< Michigan Foieer Co 


Indiittrial Nuclear Co 
tnforaation Handling Bervicai 
Itiftltute for Policy Studies 
Inttituta of Nuclear Power Operations 

Instrument Society of America 
InterBcl Go 
Interiofi Dept, of 

Interior' Dept of, Bureau of Indian 
Affairs 

Interior' Dept of« Bureeu of Minis 

Interior* Dept, of, Oeologlcal Survey 
International Engineering Co 
Iowa Electric Light it Poutr Co, 


Isham, Lincoln & Dealt 


ACCESSION 

NUMBER 


6311030201 « 

8311030204# 

8311030207* 

831104007S 

8311070900 

8311070997 
B31 10S040S 
83112202B& 
0311220393 
8311220471* 

0311280399 

8311040087 

8311210128 

0311010340 

8311040079 

9311070001 

0311070190 

0311070209 

8311070270 

0311070273 

0311070279# 
8311070277# 
0311070270# 
8311070307 
031 1070628 

8311090446# 

9311110069 

6311110069 

8311110139 

9311110139 

8311110162 

8311110162 

0311110249 

0311110249 

8311170120 

0311170293 

0311170299 

8311170389 

0311180261 

8311210169 

8311210192# 

B311210193# 

8311210328 

8311210330# 

9311210339# 

8311280280 

8311280298# 

0311280297# 

0311280310 

8311200326# 

0311200339# 

8311280341# 

8311200391# 

0311290208 

0311070264 

0311220192 

0311100319 

0311000617* 

8311280229 

8311100221# 

8309300432# 

6311160264# 

0311070602 

8311290014 

8311230039 

8311260031 

8311290006 

8311020346 

8311020349# 

8311040180# 

8311080171# 

8311000176# 

6311000261 

0311000200 

0311100092 

93ll2t04ia 

8311220169 

9311260087 

0311200499 

8311010342 

9311040017 

8311040030 

8311070163 

8311070167 


SUB^CT 

caTegoav 

90-461 

F 

90-461 

F 

90-461 

F 

90-461 

0 

90-461 

0 

90-461 

a 

90-461 

E 

90-461 

B 

90-461 

8 

90-461 

Q 

90-461 

40-8061 

27-39 

£ 

50-319 

P 

50-313 

S 

50-319 

s 

50-316 

B 

50-319 

6 

90-313 

8 

90-319 

0 

90-319 

8 

50-319 

a 

50-319 

8 

50-316 

8 

50-319 

B 

50-319 

F 

50-319 

P 

50-31 9 

P 

50-319 

F 

90-315 

F 

50-315 

P 

90-319 

P 

50-319 

a 

50-319 

Q 

90-319 

8 

90-316 

R 

50-319 

R 

80-319 

8 

90-316 

P 

90-316 

e 

80-316 

B 

80-316 

a 

30-319 

8 

90-31 5 

B 

90-319 

0 

90-316 

B 

50-316 

8 

90-316 

e 

50-31 9 

B 

90-319 

B 

90-319 

6 

50-319 

8 

90-319 

0 

80-319 

B 

50-319 

& 

90-319 

71-9197 

S 

CONTRACT 

80-413 

c 

coMMiaaioN 

REOOtt 

80-320 

H 

90-261 

P 

MA9TE MOT 

haste hot 

MA0TE MOT 

WA^TE MOT 

BO- 331 

F 

50-331 

F 

80-331 

F 

90-331 

F 

80-331 

F 

80-331 

R 

80-331 

P 

80-331 

P 

30-331 

R 

80-331 

0 

80-331 

a 

90-331 

8 

90-32? 

0 

90-329 

9 

50-32? 

G 

90-32? 

G 

80-494 

G 



CORPORATE SOURCE INDEX 


G21 


AUTHOR 

AFFILIATION 


rcti? 4 ' CI-DV 4 UP NflUl Borvic* 

Inc Istibi of 
C*>l:rrpr l««t, Inc > 

2 ial*p* Froduct* Labaratoriet 

JL &haplv«rd 6t Aisoc lat«t. Inc 
AC CoTp. 


..iKbio-niana Unlt«d for Livable Energy 

P»llcta-i 

.r^>*4abvrv Corp 

fl-ovt 0 # 

A- £ivR» & Aisaciatet* Englneara 
c^^hs of UR5 Corp y 

(rkiarvaror'i'^Cal lauay 

Alftt [n1*TV*nor t'^Dlablo Canyon 


jaSnl ]nlai'Vinori<* 9 hearon Marrii 


.^sSnt Iniarvanor-i'^Uaberford 
Aillca^ D«pt «f 

KLR Enilntaring. Inc 

84 un Co. 

ii Elactric Go 


Unlv of I Laurence* KB 

Karr L Lvon« 

Ltltj aeholori riarman* Haya U Handler 
iirr*K«Oai Corp 

lllcognpj J J 

Rir-lpalr icb I Loclrhart* Hilli Chrietophen 

I fhllllpa 


K,liu ALIianca 

LIJI. Inc- 


ACCESSION 

number 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

0311220040# 

FOIA 


0311220043* 

FOIA 


8311220049# 

FOIA 


8311220048* 

FOIA 


8311220047* 

FOIA 


8311230037 

90-195 T 


8311200090 

90-329 0 


83111 10091 

90-322 A 


0311110377 

71-9102 


831 1 140902 

}(PORTLIC 


8311140335 

71-9070 


831 1090274 

TOPREP 


8311090277* 

TOPREP 


031 1090277* 

TOPREP 


0311200209 

90-416 0 


0311220449* 

QA999 


8311220466* 

QA999 


8311140040 

XPDRTLIC 


8311100130* 

QA999 


831 1210199 

90-403 a 


8311030127 

90-279 0 


8311030131 

90-279 0 


8311030131 

90-279 0 


8311030169 

90-279 0 


8311030165 

90-279 0 

Labet-Andtrtoni Inc 

8311030217* 

90-279 0 

Labor. DBp4 of> Mine Oafeby t 

0311030217* 

80-279 0 

Adnlnletrablon 

8311000072 

90-279 0 


8311100213 

90-403 0 

Uawranca Berkeley Laboratory 
Laurence LlvernDre Leberatory 

831 1010431 

90-400 0 

8311030141 

90-400 0 


8311090231 

90-400 0 


8311290239 

90-400 0 


0311140161 

90-302 0 


0311210070* 

90-440 « 


8311160311 

WASTE MOT 

LaBoeufi Lembr Lalby 4* MacRa* 

8311220097* 

40-3649 


8311220099* 

40-0649 


8311010014 

90-402 B 


8311010097 

90-402 B 


8311040192* 

90-402 F 

Laule* n 

0311070390 

90-482 8 

0311070961* 

90-402 0 


0311080129 

90-402 A 


0311180047 

90-482 A 


0311180008* 

90-482 Q 


0311180206* 

90-482 0 


0311180330 

90-482 A 


0311210394 

90-482 S 

Limerick Ecology Acblon 

0311280286 

90-482 F 

8311290091 

90-402 A 


8311210002* 

90-140 F 


0311070160 

90-329 0 


8309260261* 

90-209 0 


0311140349 

40-0760 

LlmlboT(^ue Corp 

0311110023 

FDIA 

Lodge* T J. 

Long Itland Lighting Co 

8311010409 

90-322 0 

8311100226 

50-322 A 


8311190194 

90-322 0 


8311190409 

50-322 0 


8311160109 

50-322 0 


8311 220230 

80-322 T 


8311220236* 

50-322 T 


8311280029 

90-322 0 


8311220908 

90-400 0 


7910290161* 

FOIA 


B002220079* 

FQIA 


8009240921* 

FOIA 


8010020336* 

FOIA 


0103300463* 

FOIA 


8104270409* 

FOIA 


8104270927* 

FOIA 


8311020247 

FOIA 


8311130034* 

FOIA 


0311190039* 

FOIA 


8311190037* 

FOIA 


0311190092* 

FOIA 


0311190097* 

foia 


0311190062* 

FOIA 


831 11 90064* 

FOIA 


8311190068* 

foia 



ACCEBSION 

NUMBER 


G 31 11 90072 e 

G3U 190078 a 
G3U190084» 
631 lISOOBBe 
631 1 1900*? 1* 

S3111501 17* 
6311130122* 
031119O127» 
0311190134* 
031 11 90203* 

8311190211* 

a31tl502l&« 

8311130218* 

8311130222* 

0311190224# 

8311190227* 
8311190233* 
8311190239* 
8311190203* 
83111 9O20&* 

8311190209* 
S3 1 n 50290# 
8311150292* 
8311150294* 
8311150297# 

8311190307* 

8311150311* 

8311030340* 

G31108033& 

8311080398* 

8311100122 
e306020927« 
83 Ob 130206* 
83071 10771* 
8311100041 

6311210493 
8311220301 
8311190244 
8311190244 
©3111 70304 

83111 70304 
0311220347 
0311290241 
0311O7O6PO 
8311220190 

8311220193* 

0311290100 

B31129O1O0 

8311290144 

8311290144 

831 1220 467 

8311220467 

8311220474* 

8311220474* 

8311220402* 

0311220402* 
0311280146* 
031 12801 93* 
0311100300* 
8311070096* 

8311070220 
031 1070229 
03111101 13* 
8311110124 
8311150240 

6311180316 

8311130324* 

8311160138 

0311160188 

0311160392* 

83111 60398* 
8311160403* 
0311170110 
8311100199 
83112101 12 

0311 210204* 
0311220141 
831 1220146* 
83112301 12 
8311230137 

831 12B0030 
831 1200266 
8311290151 
8311300140 


SUBJECT 

CATEOORY 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FDIA 

FDIA 

FDIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

CONTRACT 

40-0482 

40-0452 

NUREO 
80-259 P 
80-269 P 
80-333 P 
RES 

NIPREO 

80'313 P 
SO'946 0 

90-946 0 

90-946 0 

90-946 0 

30-205 P 
80-244 0 

PR 

80-320 0 

90-320 0 

ao-383 a 
90-352 0 

90-392 0 

90-392 0 

90-382 O 
80-392 0 

90-392 Q 
90-392 0 

50-382 0 

50-382 0 

QA797 

QA777 

90-440 O 
FOIA 

80-322 0 

90-322 0 

90-322 A 
80-322 A 
90-322 0 

80-322 Q 
50-322 Q 
90-322 E 
80-322 0 

90-322 A 

50-328 A 
50-322 A 
90-322 C 
90-322 8 

50-322 T 

90-322 a 
90-322 T 
90-322 T 
90-322 A 
90-322 0 

50-322 0 

50-322 0 

90-322 A 
50-322 A 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Lo» AlftfliQf Scientific Labaratory 


LciflBiana Fauar & Light Co 


Loia«nitfrln« Rawnani Axtlrad it Toll 


niiT Chanlcai*. Inc 

Maine Yankeo Attifflic Power Co 


Mainer Btota of 
Hal Llncl^rdiftj Inc 

Manhattan Collegtr Rlv4Mtala» MY 

Mar«h & HcLennanr Inc 


Marylondi Univ of> Collage Parki MD 
Maiftochuaettc Inatituta of Technology^ 
CoMbrldge^ HA 


ffaieachukattii Commonwealth of 


Mathacon Oa» Proifucta 

Maxwell r J C. 
McOrau^Edlion Ca, 


ACCESSION 

NUMBER 


0311300056 

8311300144 

8311300246* 

0311010198 

0311010212 

0311010259 
0311030148 
031 1070100 
B31 1070140* 
0311070421 

8311070568 
8311000200 
8311080309 
831 1000313* 
8311090193 

8311110133 
0311150106 
8311150183 
831 1 1 90208 
0311190301 

0311130378 
0311160069 
031 1 160074 
8311180080* 
0311210383 

8311220409 

8311280249 

8311280498 

8311200912 

0311300399 

8311010230 

8311020292 

8311020292 

8311020296* 

8311030139 

8311030139 

8311160214 

8311170141 

0311280212 

8311300194 

831 1300401 

8311140137 

0310170299 

8311030211* 

0311070418 

0311080054* 

8311000130 

8311000143* 

,0311170041 

0311170309 

B3111G0147 
8311100220 
831 1 1 00200 
8311180312 
8311230048 

0311280913 
8311080370 
831 1090002 
8311090003* 
8311030198 

8311070260 
8311070313 
031 1290099 
0311210093* 
0311070993 


8311100375* 
831 1220299* 
6311010272 
8311010272 
8311010278* 

8311010278* 
8311010398 
8311010358 
8311010361* 
831 1010361* 

0311010364* 

6311010364* 

8311030074 

8311040169 

8311210188 

8311140377 

8311160371 

8311140199 

8311070964* 


SUBJECT 

CATECORY 


NUR0O 

WASTE MOT 

50-267 

P 

50-382 

B 

50-302 

8 

90-382 

A 

90-302 

9 

30-302 

A 

90-302 

Q 

90-302 

0 

90-302 

B 

90-302 

A 

90-302 

E 

90-302 

£ 

PR 

90-302 

E 

90-302 

0 

90-302 

0 

90-302 

8 

50-382 

B 

90-382 

8 

90-382 

A 

90-302 

Q 

90-302 

0 

90-382 

8 

90-382 

Q 

90-302 

8 

90-302 

8 

90-382 

A 

90-302 

A 

PR 

90-279 

0 

90-279 

0 

90-279 

0 

90-279 

0 

90-279 

0 

90-490 

0 

90-498 

0 

90-250 

0 

FOIA 

POtA 

XPORTLIC 

90-309 

p 

90-30? 

0 

90-30? 

0 

50-309 

F 

50-30? 

p 

50-30? 

F 

50-309 

P 

50-30? 

R 

50-309 

0 

50-30? 

P 

50-309 

Q 

80-309 

8 

50-309 

P 

90-309 

Q 

50-30? 

P 

71-907 

71-907 

50-19? 

P 

50-244 

J 

50-213 


50-335 

vf 

50-166 

F 

90-20 

8 


CONTRACT 

50-322 

T 

90-443 

T 

90-443 

T 

90-443 

T 

90-443 

T 

90-443 

Q 

50-443 

Q 

90-443 

0 

90-443 

Q 

90-443 

O 

90-443 

0 

90-443 

•o 

50-443 

A 

50-443 

Q 

XPORTLIC 
XPORTL rc 
50-392 

D 

QA997 



AUTHOR 

AFFILIATION 


McOr«w~Hill Publications Co 
Mentor. KY 

Netropolltan Edison Co 


Michigan State Univ * East Lansing. HI 
Hi chi pan. Univ, of. Ann Arbor. MI 


Middle Bouth Bervlcee. Inc 


Hlsslsslppi Power 4 Light Co 


Htesisslppi. State of 
Hleeoufl. Univ of. Columbiai MO 

Niisouri. Univ. of. Rolla. MO 


Monroe CountgiMl 
Monsanto Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEflORY 

8311070974* 

QA99? 


0311300390 

90-289 

P 

0311220513 

90-350 

Q 

8309260261* 

90-289 

Q 

0311030049 

50-289 

0 

831 1070311 

90-20? 

0 

B31 1080204 

90-289 

0 

8311090236 

90-20? 

0 

8311100273 

90-209 

0 

B31 1150217 

90-209 

0 

8311150221 

50-20? 

0 

8311160125 

50-209 

0 

8311280020 

50-209 

0 

8311160200* 

50-294 

F 

0311060509 

40-8001 


8311300168 

PR 


8311090209 

PRM 


8311090314 

MISC 


8311110123 

50-416 

u 

0310310113 

90-416 

p 

8310310113 

90-416 

p 

8311010082 

90-416 

c 

0311010107 

90-416 

0 

8311010106 

90-416 

0 

8311010154 

90-416 

8 

8311010173 

90-416 

8 

B31 1010261 

90-416 

B 

8311010306 

90-416 

a 

8311010391 

90-416 

a 

8311010423 

90-416 

p 

8311020436 

90-416 

6 

8311040016 

90-416 

a 

0311040036 

90-416 

8 

0311040042 

90-416 

8 

8311040056 

90-416 

0 

0311040074 

90-416 

8 

8311040085 

90-416 

e 

8311040090 

90-416 

8 

0311070065 

50-416 

P 

8311090065 

90-416 

P 

8311090074 

30-416 

P 

0311090074 

90-416 

P 

8311090272 

90-416 

a 

8311170104 

90-416 

R 

831 11 701 OB* 

90-416 

n 

8311170196 

90-416 

p 

0311170196 

90-416 

p 

8311170251 

50-416 

s 

0311170262 

90-416 

0 

8311170274 

90-416 

8 

0311170297 

50-416 

9 

0311170303 

50-416 

8 

031117033? 

90-416 

B 

0311170343 

90-416 

R 

8311170351 

90-416 

8 

0311170376 

90-416 

B 

0311170410 

90-416 

8 

0311170413 

90-416 

8 

0311170417 

90-416 

S 

8311210315 

90-416 

8 

0311210320 

90-416 

e 

8311210375 

90-416 

B 

0311210405 

90-416 

0 

0311220130 

90-416 

e 

8311220220 

90-416 

B 

0311220394 

90-416 

8 

6311220410 

90-416 

0 

8311220410 

90-416 

8 

B31 1220464 

90-416 

8 

8311220483 

90-416 

P 

8311220406* 

90-416 

P 

0311220491 

90-416 

0 

0311200092 

50-416 

K 

8311280092 

50-416 

K 

8311200390 

90-416 

8 

8311200423 

90-416 

9 

8311200438 

90-416 

B 

0311200504 

90-416 

a 

B31 1070511 

PRM 


0311000292 

50-186 

8 

0311080292 

50-106 

B 

0311150120* 

90-123 

Q 

931U50174* 

90-123 

Q 

0311190161 

90-341 

F 

B31 1210400 

waste mot 


CORPORATE SOURCE INDEX 


author 

AFFIurATlQN 


Bf«<*rch Corp 


C I(iiBvre+i-» Inc 
!« Cflrp 


JUTECH Enjlnttri* Inc. 

iLitlan«l A+rontutlci & 3p«c# Admin 

Mtlanul Cot ? 

MtBan.al PjtIi A«idc£«*lon 


UttOhA) Risiirch Council 
uiEan-Al TT«aiury Emplogt** Union 
tttlBiiAl Hlldll#* F«dtr.«tlo»i 
Qtural UBlcwTCi* Difan^r Cduncil 


rtitiila Piibllc 


Pou^r District 


6k*k» 

rtvifj* ■eiata of 

(tv Entland Coalition on Nudaor 
Mlluilen 


Ui HjopoMt'if 6tat* of 


Ut Uiir«oV< 8tato of 


Hr rtfkt BtlU Univ, of, atony Brook 
liijlv* HO'hairik PoMtr Corp 


Access ION 

number 


G31 1210482* 

8311010433 

8311070639 

8311000091 

8311080093* 

8311130323* 

8311290387 

8311210496 

8311030136* 

83112203S8* 

0311300423 

8311130302* 

8311130138* 

8311140216 

8311210218 

8303290672* 

8311000310 

8311300433 

8311070311 

8311160174 

83112BD0S4 

8311300427 

8310170327 

0311010273 

8311020380 

8311020382* 

8311110126 

0311110147 

8311160463* 

0311170272 

8311100266 
8311220404* 
8311220306* 
8311090205 
831 1140461 

8311130464 

8311200338 

8311300204 

8311210194 

0311280060 

0311300236 

0311300256 

8311300261* 

0311300261# 

0311040033 

8311040033 

0311040097 

8311040097 

0311180209 

8311210017* 

8311100238 

8311100263* 

8311230124 

8311230129* 

0311230134* 

0311280204 

0311280200* 

0311280211* 

8311290229 

8311290242* 

8311220237* 

8311220294* 

8311010086 

0311010130 

0311010149 

0311010104 

0311010109* 

8311010374 

8311O103BO 

8311030138 

8311070190 

8311070363 

8311000219 

8311080222* 

8311080227* 

8311080340 

8311100002 

8311100003* 

8311100003* 

8311130126 

831 1 1 30200 
8311150219 
8311150223* 
8311150396 


SUBJECT 

CATEOORY 


WABTE HOT 
WASTE MOT 
XP0R7LIC 
WASTE MOT 
WASTE MOT 

70- 372 
NUREO 
40-8663 
30-412 A 
30-352 F 

FOIA 

30-263 P 
FOIA 

XPORTLIC 
WASTE MOT 

FQIA 

FOIA 

40-299 

FRM 

WASTE MOT 

30” 537 O 
FOIA 

71- 49 

30-290 8 

30-278 P 

30-290 P 
30-290 P 
30-290 P 
30-290 F 
30-298 R 

30-290 Q 
30-290 Q 
30-298 Q 
FRM 

40-8029 

40-0829 
WASTE MOT 
WASTE MOT 
30-443 0 

30-443 0 

30-443 0 

30-443 0 

30-443 0 

30-443 0 

30-443 O 

30-443 0 

30-443 0 

30-443 0 

30-443 0 

30-443 F 

30-354 0 

30-354 0 

30-354 0 

30-334 0 

50-334 0 

30-354 0 

30-354 0 

30-334 0 

30-334 O 
30-334 Q 

30-322 T 
30-322 I 
30-410 8 

30-220 P 
30-220 P 

30-220 P 
50-220 P 
30-410 F 
30-410 8 

30-410 A 

30-220 0 
30-220 0 
30-220 P 
30-220 P 
30-220 P 

30-410 C 
30-220 P 
30-220 P 
30-220 P 
30-220 F 

30-280 P 
30-220 P 
30-220 P 
30-220 P 


AUTHOR 

AFFILIATIDN 


ACCESSION EU8JECT 

NUtlBER CATEOaflY 


Norkh Shar* Commltt«« Against Nucl 
T6*rm*l Ponukion 

Horth«**t NucUar Enargy c». Ivubi 
N*rtha««t UtiliiUa) 


Korthaait Utilltiii 


8311160213 

30-220 

R 

□311170390 

50-220 

P 

8311180014 

50-410 

0 

0311180142 

SO-410 

B 

8311180196 

30-220 

P 

831 1 1 B02B4 

30-220 

Q 

0311180324 

50-220 

P 

B3112102S3 

50-220 

B 

0311210230 

50-220 

3 

8311210347 

30-410 

B 

831)210333 

50-220 

B 

8311210385 

50-410 

Q 

0311220160 

9-0-220 

P 

8311220162 

3-0-220 

0 

8311220164* 

30-220 

Q 

831 1220397 

30-220 

P 

ear *c 8311030058 

30-322 

0 

of 8311010294 

SO- 423 

A 

83110)0243 

50-243 

9 

8311010360 

50-245 

F 

8311030019 

SD-3>36 

F 

0311030147 

30-245 

Q 

0311030275* 

90-213 

P 

0311040095 

30-245 

P 

0311070347 

30-243 

P 

0311070347 

30-245 

P 

831 iOBOOa?* 

30-243 

F 

03 L 1080089* 

50-245 

F 

0311000097* 

50-245 

F 

031 10902 3S 

30-245 

3 

0311100093 

50-423 

A 

8311100243 

90-423 

8 

8311160149 

PR 


9311160406* 

50-245 

F 

03U16O4B9* 

30-245 

F 

8311170146 

30-336 

0 

8311170354 

30-245 

R 

83U 170401 

30-336 

R 

831 1 160179 

30-336 

P 

03U 210305 

50-245 

S 

0311210305 

30-245 

3 

0311210300 

50-245 

S 

0311210312 

30-336 

S 

0311210350 

30-213 

0 

0311210350 

50-213 

0 

0311210357 

30-423 

F 

0311210364* 

50-423 

F 

6311210363 

50-336 

0 

0311220190 

30-245 

P 

0311220193* 

50-243 

P 

0311220272 

30-423 

C 

0311280050 

50-213 

P 

0311200170 

50-423 

A 

8311280314 

50-213 

? 

0311280497 

30-243 

P 

0311280311 

30-213 

P 

8311200311 

30-213 

P 

0311010294 

30-423 

A 

831 IQ 10343 

30-243 

S 

03MOfO360 

30-243 

F 

031)030019 

30-336 

P 

0311030147 

30-243 

S 

0311030271* 

30-213 

P 

0311030273* 

30-213 

P 

0311040001 

30-423 

A 

8311040012 

TDPREP 


8311040095 

30-243 

P 

83 1 1 070347 

30-245 

P 

8311070347 

30-245 

P 

8311080089* 

50-245 

F 

8311080009* 

30-243 

F 

831109D258 

30-243 

S 

8311100093 

30-423 

A 

8311100243 

30-423 

0 

8311160149 

PR 


8311160406* 

30-245 

F 

8311170146 

30-336 

S 

8311170334 

50-245 

R 

8311170401 

50-336 

R 

8311100179 

30-336 

P 

8311210303 

30-245 

0 

8311210305 

30-245 

a 

83)1210300 

30-245 

9 


523 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


AGCCSaiQ^ 

NUMBER 

SUBJECT 

CATEOPRY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEODAY 



aaiisioais 

90-336 

8 


83113002644 

REVIEW ORP 



d3iiSioa&o 

90-213 

Q 


8311300278# 

REVIEW ORP 



0311210337 

50-423 

F 


63113002864 

REVIEW ORP 



031121O3&3 

50-336 

8 


83113002934 

REVIEW ORP 



03il2&(ll9O 

90-249 

F 


83113002994 

REVIEW ORP 



03tl22OS7S 

50-423 

C 


83113003074 

REVIEW ORP 



0311220429 

90-213 

P 


831 13003564 

REVIEW ORP 



031I2BQOSQ 

50-213 

P 


83113003694 

REVIEW ORP 



0311200176 

50-423 

K 


63113003694 

REVIEW ORP 



031I2GO314 

50-213 

P 


83113003714 

REVIEW ORP 



0311200911 

90-213 

P 


8311300374# 

REVIEW ORP 

Northfrn at#t»» Powtr Co 


0311030071 

50-263 

P 


831 13003764 

REVIEW ORP 



0311030099 

50-263 

0 


8311300379# 

REVIEW ORP 



0311070332 

50-263 

B 


83113003824 

REVIEW ORP 



0311OQO1S9 

50-282 

P 


83113003864 

REVIEW ORP 



0311110134 

50-263 

P 


83113003904 

REVIEW ORP 



031115O29A 

50-263 

P 


83113003914 

REVIEW ORP 



0311160132 

50-282 

P 


8311300392# 

REVIEW ORP 



0311170214 

50-263 

F 


8311300394# 

REVIEW ORP 



0311170261 

50-282 

Q 


83113003994 

REVIEW ORP 



0311170322 

50-263 

6 

Office of Nanagament 6 Budget 

831 1220930 

ORO 



0311170330 

50-263 

R 


8311280936 

ORO 



031117O3&1 

30-262 

R 


8311220939 

ORO 



03112SO237 

50-263 

8 


8311280536 

ORO 



03ll22O2f>B 

50-263 

P 

Ohio Cttiieni for Reaponilbla Energy 

8311220911 

90-440 0 



0311230396 

50-263 

F 


8311290222 

90-440 0 



0311200471 

50-282 

a 

Dhior State of 

6311290160 

90-aSB R 

Oovt: of 


0311140038 

JTPORTLIC 

Ohmart Corp 

8311000158# 

FOIA 

Nuciftor Aiitirancc Corp 


63110704404 

40-8700 



83110002474 

FOIA 



0311t4OO2A 

50-266 

F 


03110003244 

FQIA 

NueU*r En»r-gg 8trvlea« Inc 


63110802904 

50-336 

P 

Onaha Public Pover District 

8311010096 

80-205 8 



6311080290# 

50-330 

P 


8311010250 

9O'<209 P 



63110802964 

50-330 

P 


83110102994 

90-269 P 



63110802964 

50-330 

P 


0311010290 

90-W9 F 

NucUjir Fu»l SoTvictf* Inc 

{tube, of 

6310140279 

70-143 



6311010351 

90-969 F 

Oat^V Oil Co 1 














8311040171# 

90-239 F 



03110103044 

70-143 



8311000129 

90-239 P 



6311110383 

70-143 



8311000428 

90-209 P 



03111802144 

70-143 



83111604814 

90-239 F 

NuclBor Information & Rti-ourci SBTvica 

6311220009 

FOIA 



83111604834 

90-289 F 

Nuclear Packapingi Inc 


6311100066 

71-9132 











8311180174 

90-239 R 



63111000664 

71-9132 



0311210026 

90-239 B 



8311110374 

71-9102 



8311210273 

90-209 0 



83111900424 

71-9162 



8311220347 

80-209 P 

Nuclear Pliarnacgt Inc 


6311020012 

FOIA 



83112203904 

90-269 P 



8311300067 

40-8012 











83112203934 

80-209 P 

Nuclear Syatem 


83111401314 

CONTRACT 


8311230076 

90-285 P 



83112300194 

CONTRACT 


8311280374 

90-209 P 

Nuclear Utility Sackfitting 

ti Reform 

0311030079 

PR 



8311280414 

90-209 F 

Oroup 






8311200494 

90-285 F 

oak Rlilge National Laboratorv 

82090604914 

FOIA 







030803047^ 

NURCO 



8311290146 

90-209 P 







8311290192 

90-2S5 P 



0311010477 

NUREO 


Oregon State Univ « Corvalllsr OR 

8311160170 

PR 



0311020000 

NUREO 


Pacific Oaa 6 Electric Co 

8311010133 

90-275 P 



031X0300714 

FOIA 



8311010208 

90-275 R 



03110300744 

FOIA 







03110300824 

FOIA 



03110102104 

90-275 R 







8311010360 

90-133 P 



03110201064 

FOIA 



8311030001 

90-133 P 



0311080491 

NUREO 



8311040082 

90-275 a 



0311080994 

NUREO 



8311040089 

90-275 9 



0311090010 

NUREO 







8311090016 

NUREO 



8311040119 

90-279 B 







8311070197 

90-279 F 



0311090082 

90-29? 

P 


8311070393 

80-323 0 



0311090094 

90-299 

P 


8311070462 

90-279 P 



0311090097 

NUREO 



83110704694 

90-275 P 



03111400294 

REa 







63112101144 

WASTE MOT 


831 10704734 

90-279 P 







03110802994 

50-279 F 



0311290399 

NUREO 



83110802624 

50-279 F 



0311300039 

NUREO 



8311090119 

50-279 0 



0311300099 

NUREO 



8311090119 

50-279 0 



031 1300074 

NUREO 







0311300063 

NUREO 



8311100104 

80-279 9 







83111003424 

90-279 F 



0311300110 

NUREO 



83111003494 

90-279 F 



03113001674 

REVIEW 

ORP 


8311110160 

90-279 P 



03113001804 

REVIEW 

ORP 


8311110160 

90-279 P 



03113001904 

REVIEW 

ORP 






03113002004 

REVIEW 

ORP 


8311 190269 

80-279 R 







83111902704 

90-275 R 



031 13002064 

REVIEW 

ORP 


8311190389 

50-279 P 



03113002144 

REVIEW 

ORP> 


8311160122 

50-279 F 



03113002194 

REVIEW 

ORP 


8311170269 

50-279 R 



03113002294 

REVIEW 

ORP 






03113002284 

REVIEW 

ORP 


8311170271 

90-133 R 







9311220220 

90-279 B 



03113002324 

REVIEW 

ORP 


8311230089 

90-279 R 



03113002384 

REVIEW 

ORP 


8311280161 

90-279 0 



03113002344 

REVIEW 

ORP 


8311280272 

90-323 6 


CORPORATE SOURCE INDEX 


B26 


AUTROR 

AFFJLIATIDH 


F^EirU NuBl««t RgitaAi 8«rvic«i« Inc 

PittfU Dtv. 

liEi»l|te A&1i1«nc« 

UfiMliTf Inc 


la1;hfLn4tr Rtnti Carp 
Fi’^zLlflvint* Pau»r U Light Co 


Fantti^lvanlai CoMonuftalth ofi 


/isptt OppQiiit to Uattad Enargg 
P|Tkini4 CiiUi Stonii OW«n fc William* 


Pitir B*nt Brigham Ho*p. Boiton* MA 


ACCESSION 

NUMBER 


B3jl2S0442 
83U 280334 
6311300248 
631 1300303* 
8311160404 

Q3U0703B6* 

6311280063 

6311030334* 

8311030336* 

6311140459* 

8311180262 

8310230243 

6311010112 

B3110101A4 

8311010147 

6311010161 

6311010169 

8311010229 

&3U010S37 

6311010243 

6311010307 

6311020133 

6311020133 

6311020106 

8311070010* 

6311070010* 
6311070012* 
8311070012* 
8311070247 
831 1070331 

B31 1070331 

6311070398 

8311070417 

6311060292* 

6311060369 

6311090066 
8311090071* 
8311090249 
831 1090334 
6311100249 

631 1 1 10062 
8311190246 
8311190246 
8311190269 
8311190379 

8311160186 

6311160186 

6311160193* 

8311160193* 

6311170116 

6311170144 

6311170192 

Q3lti70S3t 

6311170269 

B31116D163 

6311160291 

6311160309* 

8311180314 

6311210299 

6311210261 

6311210276 

6311210279 

6311210264 

8311210339 

6311210949* 

6311210949* 

6311220309 

6311220334 

6311260263 

8311200437 

6311260494 

6311290041 

8311070199 

6311090049 

8311180197 

8311220446 

8311070911 

9311090077 

8311290249 

8311290249 

6311290246* 
6311290246* 
7909060194* 
800620030 1* 


SUBJECT 

CATEGORY 


50-133 0 

90-279 P 
90-279 ft 
90-279 R 

waste mot 

90-399 P 
50-413 0 

CONTRACT 
CONTRACT 
CONTRACT 

40-6622 
50-367 8 

90-367 B 
50-337 6 

50-387 8 

90-387 8 

30-307 8 

90-386 8 

90-387 a 
90-307 8 

90-387 S 
30-367 P 
90-387 P 
90-387 F 
30-307 P 

90-367 F 
50-367 F 
50-387 F 
90-367 a 
90-387 P 

90-387 P 
30-387 8 

50-386 Q 
90-367 F 
50-387 P 

90-367 P 
30-307 P 
90-368 A 
50-387 P 
90-387 8 

90-388 A 
90-387 F 
90-367 F 
50-388 A 
90-387 P 

90-387 F 
90-367 F 
50-387 F 
90-387 F 
90-3B7 B 

90-367 8 

90-387 8 

90-387 a 
90-307 R 
50-307 a 

90-386 a 
90-307 Q 
90-300 0 

90-388 fi 
90-307 8 

90-307 3 

50-307 8 

50-307 0 

50-387 8 

30-307 F 

30-387 F 
90-380 A 
90-307 a 
30-300 A 
90-307 P 

90-387 6 

50-387 F 
90-412 G 
90-412 H 
50-392 O 

50-392 0 

PRM 

PRK 

90-922 0 

50-922 0 

30-922 G 
50-922 G 
FOIA 
FQIA 


AUTHOR 

AFFILIATION 


Phlladalphla Electric Ca 


ACCEsaiON 

NUMBER 


831 1^00099* 

03113DO149* 

6311300197* 

6311010166 

8311010219 

63U0lD2l<r 

6311010231 

6311010369 

6311010369 

6311020320 

6311020320 
631 1020326* 
6311020339* 
©311020337 
6311020337 

831 1030047 
8311030047 
0311030066 
9311030066 
031103006?* 

6311030077 
8311030077 
6311070146* 
831 1070146* 
6311060346 

0311090346 

8311090073 

6311090073 

6311090076* 

0311090076* 

6311090109 

0311090109 

8311090209 

8311090209 

6311090211* 

831 109021 1* 

6311090234 

8311070234 

6311090312 

6311090312 

031 1090406 
6311090406 
8311100233 
6311100233 
8311110136 

6311110136 

8311110140* 

6311110140* 

6311110366* 

©311U0S66* 

0311110270* 

8311190271 

6311160049 

0311160045 

8311160092* 

6311160092* 
6311160096* 
83 Mi 60096* 
6311160061 
831116D0B1 

0311160216 

6311160219 

8311160219 

0311160220* 

63I116Q220* 

631 M 60221* 
831 M 60221* 
8311170380 
B311170380 
831 1 1 70382* 

6311170302* 
0311170306 
0311160041* 
6311160041* 
63! 1160144 

631U0O21O 
©31 J 160510 
6311160229 
6311160229 
6311160232* 

8311160332* 

63111G033S* 

8311180237* 

6311160237* 

6311100239* 


SUBJECT 

CATEGORY 


FQIA 

POtA 

FQIA 

90-277 a 
90-392 A 

90-392 A 
80-27? 8 
90-392 A 
90-392 A 
90-392 F 

90-392 F 
90-277 F 
30-277 F 
90-352 K 
90-392 K 

90-392 0 
90-392 O 
50-352 A 
90-392 A 
90-392 A 

50-352 0 
50-392 0 
80-277 <1 
90-277 Q 
90-352 E 

90-382 C 
90-S77 P 
90-277 P 
90-277 P 
90-277 P 

90-352 0 
90-392 O 
90-277 P 
90-277 P 
90-277 P 

90-277 P 
50-392 A 
50-392 A 
50-392 A 
50-392 A 

80-392 C 
80-382 C 
50-092 8 
50-39S 6 
50-277 F 

90-277 F 
90-277 F 
90-277 F 
90-277 F 
50-277 F 

90-277 F 
90-392 A 
80-277 P 
90-277 P 
50-277 P 

80-277 P 
80-277 P 
90-277 F 
50-277 R 
30-277 R 

50-276 0 
50-277 P 
90-277 P 
50-277 P 
SO- 277 P 

80-277 P 
30-277 P 
50-392 T 
50-392 T 
30-392 T 

80-352 T 
80-350 G 
90-277 0 
90-277 O 
80-277 Q 

90-392 0 
50-392 0 
SQ-392 T 
90-392 T 
90-392 7 

90-352 T 
90-352 T 
50-392 r 
50-352 T 
80-392 T 



626 


CORPORATE SOURCE INDEX 


.author 

r affiliation 


PMlAdilphla Inquirtr 

PHUdit^hia, PA 
Phoanlx Aaioclatfij Inc 
Planning Ritaarch Corp. 
Plat««u Ratourcai* Ltd. 


Pflrt JaPParioTif NV 

parttr> Wrightj Horrlf 4(. Arthur 

Portland Otntral £l«ctrlc Co. 


Pottftouni PA 

powar Authorltv ot tha Stat:# of Nau Yarl< 


ACCESSION 

NUHBER 


aaiiiSosoYa^ 

631 it 302434 
63111002434 
03111602474 
63111002474 

0311210249 

6311210313 

0311210313 

6311210344 

83112103&6 

631 12103A6 

63112I03BS 

6311210302 

6311210307* 

6311220340 

831 1220929 
6311220929 
6311220927* 
83112209274 
031 12000^6 

a31iSS00&6 

0311200173 

0311200173 

8311260163 

0311200163 

0311260193 

6311200193 

6311200196 

6311200196 

6311200201* 

63U20O2OL* 

0311200217 

6311260217 

0311200229 

6311200229 

031t20O27A» 

631120033^ 

6311200336 

0311300073 

0311290389 

6311200199 

0311140269* 

8311820302* 

0311140399 

6311140399* 

6311220348 

6311020217 

6311020293 

8311020299* 

6311020297* 

8311030102 
B31 1030104* 
63110709^9 
6311060379 
6311090193 

631 1 1 90202 
831 119D2074 
6311140466* 
6311U0470* 
8311170266 

0311220916 
8311260239 
8311260449 
8311280484 
031 1290291 

6311140196 

8311010193 

6311010197 

8311010279 

63110301^0 

6311070218 
031 1 070242 
8311090413 
6311090419* 
631 1 1 00230 

6311110379 
63111^0101 
83StlA0l064 
03£ 1160107* 
0311170006* 

8311170007* 

8311170063 

6311170230 

6311160007 

6311160093 


eUflWECT 

CATEODRV 


90-392 T 
90-392 T 
90-352 T 
90-392 T 
90-392 T 

90-277 6 

90-277 0 

90-277 Q 
90-270 8 

90-392 8 

50-392 8 

90-277 F 
90-277 F 
50-277 F 
90-392 F 

90-392 0 

90-392 0 

50-392 0 

30-392 0 

90-392 K 

90-392 K 
90-392 0 

90-392 a 
90-392 0 

90-392 0 

50-392 E 
90-392 E 
90-392 O 
90-392 0 

50-392 0 

30-352 0 

90-392 0 

90-392 0 

50-352 8 

90-392 0 

90-392 Q 
90-270 8 

90-270 8 

90-270 P 
90-287 P 

50-092 O 
CONTRACT 
50-322 T 
40-6698 
40-6696 

50-322 0 

FOIA 

50-344 P 
50-344 P 
50-344 P 

50-344 Q 
90-344 Q 
90-344 a 
•50-344 P 
Pft 

50-344 F 
90-344 F 
90-344 F 
50-344 F 
90-344 R 

90-344 P 
90-344 8 

90-344 F 
90-344 8 

90-344 P 

90-392 0 

50-333 8 

90-333 B 
90-333 0 

90-286 0 

90-333 8 

90-333 0 

90-333 R 
90-333 R 
90-286 P 

71-9044 
90-333 P 
90-333 P 
90-333 P 
90-206 F 

90-286 F 
90-333 0 

50-333 e 
90-206 8 

90-333 6 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEOOftY 


Praaa Intatl tganca« 2ne, 

Projact Managainant Oorp 

Public Cltiian Litigation Group 
Public Zntarast Raaaarch Group In North 
Carolina 

Public Oarvlca Co o^ Colorado 


831 1180233 

6311190293 

6311160313 

8311210133* 

8311210237 

8311210241 

0311210249 

8311210266 

8311210274 

6311210292 

6311210300* 

6311210310 

8311220307 

8311260066 

6311280203 

6311280362 
6311260409 
8311300179 
831 1140140* 
6311010341 

6311070099 

8311030064 

8310060368 

8310060403* 

6310060449* 


90-333 

90-286 

90-333 

90-206 

90-333 

50-333 

90-333 

50-333 

50-333 

50-333 

90-333 

90-333 

90-266 

90-286 

90-333 


90-333 0 

90-333 8 

PR 

CONTRACT 
90-937 0 

FOlA 

PR 

90-267 8 

90-267 6 

90-267 a 


Public Otrvlca Cd of Indiana/ Inc 


Public Sarvtca Co, of Ntw Haapihlra 


0310060496* 

6311070209 

8311070399 

0311070402* 

0311070409* 

0311060134* 

0311090032 

0311110061 

0311190173 

0311190297 

0311190261* 

0311190262* 

0311190313 

031X190319* 

8311190326* 

8311190330* 

6311190369 

8311190361 

8311170059* 

6311160236 

8311100241* 

6311180249* 

0311100249* 

8311100252* 

0311100269 

Q31121Q027 

8311210034* 

0311210041* 

0311220092 

6311260144 

6311280199 

8311010301 

0311010381 

8311010306* 

8311010386* 

8311070079 

8311070079 

6311070366 

8311070368 

6311090190 

6311100192 

6311150244 

8311190244 

8311170137 

6311170304 

8311170304 

6311210306 

6311210306 

6311220346 

8311290299 

8311290260* 

8311010226 

8311010303 

6311010303 

6311010309* 

6311010309* 
831 1010337 
6311030106 
6311030106 


50-267 

90-267 

50-267 

90-267 

90-267 

50-267 

90-267 

50-267 

90-267 

90-267 

90-267 

90-267 

SO-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

50-267 

50-2A7 

90-267 

90-267 

90-267 

50-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-946 

90-546 

90-546 

90-946 

90-946 

90-946 

90-546 

90-946 

PR 

90-946 

90-346 

90-946 

90-946 

90-946 

90-94* 

90-946 

90-946 

90-946 

90-946 

90-946 

90-443 

90-443 

90-443 

90-443 


90-443 0 

90-443 8 

90-443 e 
90-443 E 



AUTHOR 

AFFILIATION 


PiUlc fifvUi Elvclrlc it 0«t Co 


r«j»t S^uii4 Peuor ti Lifht Co. 


|rU> Al.ltcll^lt 

t E:. VlUlan-f It Atvoeiatofi Ine. 


ACCE88IQN 

NUMBER 

SUBJECT 

CATEOORY 

8311000067* 

90-443 

R 

6311060071* 

90-443 

R 

0311000194 

90- 443 

0 

6311090197 

90-443 

0 

0311090197 

90-443 

0 

0311090166# 

50-443 

Q 

0311090166# 

50-443 

0 

0311100849 

90-443 

G 

6311100849 

50-443 

S 

0311190380 

90-443 

0 

0311190380 

90-443 

0 

831 1 1 90340 

90-443 

0 

831 1 1 90340 

90-443 

9 

6311190399# 

50-443 

9 

0311190399# 

90-443 

9 

0311150401 

90-443 

0 

0311150401 

90-443 

0 

6311190406 

90-443 

0 

0311190406 

90-443 

9 

8311150409# 

90-443 

9 

8311190409# 

90-443 

9 

0311160096# 

30-443 

Q 

0311160096# 

90-443 

0 

0311160319 

90-443 

S 

8311100319 

50-443 

e 

031 1 160339 

90-443 

B 

0311100339 

90-443 

8 

0311210000# 

90-443 

F 

6311210000# 

90-443 

F 

0311210011# 

90-443 

A 

8311210011# 

90-443 

A 

8311280409 

50-443 

E 

9311010169 

90-354 

K 

9311010172# 

90-354 

X 

0311010417 

90-354 

S 

6311030090 

90-272 

8 

0311030118 

90-878 

8 

0311040000 

50-878 

0 

8311070231 

90-878 

8 

8311000184 

90-878 

0 

6311090878 

50-272 

a 

8311100170 

50-354 

A 

8311100824 

90-394 

A 

6311100348 

90-334 

H 

6311160038 

90-272 

P 

8311160408# 

90-272 

F 

8311170075 

90-272 

R 

8311170140 

90-384 

R 

8311170403 

90-278 

6 

6311170420 

90-278 

8 

0311100040 

90-311 

8 

0311100172 

90-311 

8 

0311100196 

50-311 

6 

0311100203 

50-311 

6 

0311100250 

50-31 1 

8 

0311100295 

90-354 

0 

0311160259 

90-334 

Q 

0311100271 

50-311 

8 

0311100208 

90-878 

a 

0311100206 

50-278 

8 

0311160336 

90-311 

B 

0311810299 

90-354 

B 

0311210332 

90-384 

0 

8311210332 

90-334 

0 

8311820166 

50-334 

K 

8311220194 

90-334 

A 

0311280442 

90-334 

0 

8311220470 

50-334 

C 

0311830094 

90-334 

0 

0311230096# 

90-354 

9 

0311280140 

90-872 

P 

0311880140 

90-872 

P 

0311200288 

90-311 

R 

0311860871 

90-311 

P 

6311280302 

90-272 

R 

6311800400# 

90-272 

P 

6311800587 

90-872 

0 

0311300004 

90-334 

A 

0311290249 

90-928 

0 

0311290249 

90-928 

0 

6311890246# 

90-388 

9 

6311290846* 

90-922 

9 

0311080239# 

FOIA 


8311140349 

40-8?? 



AUTHOR 

AFFILIATIOM 


Ft M Bock V Atftoclatii 
Rilctor Controlit Irc 
R kod CDHtao^ Fortlandr OR 

Rtuk»r-Btakoi» In<, 
fthodt Island, Stats of 


RtQ Algoni Ltd 

Robart L Cloud Aisoclatasi Inc 


Rochaittr Oaa ti Elsctrlc Corp> 


Rockuall lAkarnatlonol Corp<. 


Rocky Mountain Entrgv Co 


Rogsrt Englnaorlng Co r Inc. 
Rolf Janttn fa Atioclatat, inc 
Rondout Aiioclatas 

Rapas fa Cray 


Runllsi J 0 

BaccaManto Municipal Utlllty^ District 


ACCES9IDH 

HUMBER 

soil 140375 
6311140402 
G311S5D434 
S31 1070174a 
S3111B0299 

0311070641 

0311160083 

031130034 '? 

93 11 300351 « 
9311160231 

B31 0270495 
031 10301 43* 
0311300046 
8311010233 
831 1080003 

0311070379 
B3 11070630 
0311090392 
0311150366 
0311150370# 

631 119037S« 
8311150373# 
0311190377# 
031 1 1 90379# 
03111 60097 

6311160100# 

0311160105# 

8311170277 

0311100321# 

6311210193 

0311290199 
8311200170 
031 1200175 
631 1200200 
0311290241 

0311140362# 
031 1230170# 
0311230172# 
0311140363 
0311140369# 

0311140371 

0311140433 

8311060967 

8311040179# 

0311140804 

0311010303 
831 1010303 
8311010309# 
0311010309# 

0311000194 

9311090157 

0311090157 

0311090166# 

8311090166# 

0311190129 

0311190320 

0311190326 

8311190349 

6311190348 

0311150355# 

0311150359# 
031 1150401 
8311150401 
8311190406 
03111 90406 

0311190409# 
8311190409# 
831 1270894 
0311090831 
0311030019 

8311030080 

0311070390 

0311070495 

8311070914 

0311060335 

8311080430 

8311160006 

0311100256 

0311100260* 

0311180264* 

0311100267# 
031 1 180270# 
8311180278* 
831 1 1 60275# 
0311210319 


SUBJECT 

CATEOORY 


40>-8eS9 

40-299 

PRHi 

90-324 8 

50-288 F 

XPORTLtC 

PR 

PR 

PR 

40-8084 

90-279 R 
90-279 0 

50-279 P 
50-244 0 

50-244 P 

50-244 B 
PR 

90-244 P 
90-244 P 
90-244 P 

90-844 P 
30-244 P 
90-244 P 
90-844 P 
90-844 P 

50-244 P 
90-244 P 
90-244 R 
90-244 0 

90-244 B 

90-844 Q 
50-244 P 
90-244 P 
90-244 a 
90-244 0 

HASTE MOT 
HASTE MOT 
HASTE MOT 
40-8380 
40-8300 

40-0380 
40-0781 
HUREO 
CONTRACT 
90-393 O 

90-443 O 
50-443 0 

90-443 0 

90-443 O 
90-443 O 

90-443 0 

90-443 O 
90-443 D 
90-443 0 

90-443 A 

90-443 0 

50-443 0 

90-443 O 
90-443 O 
50-443 0 

90-443 O 
90-443 O 
90-443 0 

90-443 0 

90-443 0 

90-443 0 

90-443 0 

50-893 0 

50-400 O 
90-312 O 

90-312 F 
90-318 P 
90-318 P 
90-312 8 

90-318 0 

50-312 P 
90-312 P 
90-312 P 
90-312 P 
90-312 P 

90-312 P 
90-312 P 
SO-312 P 
90-312 P 
90-318 P 


528 


CORPORATE SOURCE tNDEX 


AUTHOR 

AFFILIATION 


841V Lull d'blipOF 
GdutflA Laborftfcariti 


8inta F« Hlrilfig* Inc^ 
Sar-gsn^ Se Lundv^ Inc 


Saii-afrii Audubon 8ac£«t^ 

SavliinftCJ N 

achualhi Donntnfdldr Bra^ !< Qllbirt 
Sclanci Appll cablani* Inc« 


ACCESSION 

NUMBER 


831 1220247 
Q3t 12202'?^ 
8311220430 
8311270233 
8311280132 

8212200269* 

8307190043* 

8311010479 

8311020044* 

8311020049# 

8311020095# 
8311020098# 
8311020086# 
031 1030232 
831 1030239 

0311030238 
83110BO&01 
831 1080916 
831 1080920 
8311080993 

8311080957 

8311080976 

8311090013 

8311090022 

8311090036 

8311090080 

8311090100 

8311090102 

8311090140 

8311210473 

8311220068* 
831 1 220060# 
8311220060* 
03)1220070# 
8311220070* 

0311220070* 
8311220001* 
8311220081# 
0311220001# 
031 1820008# 

0311220088# 

0311820080# 

03ll23OOt4# 

8311230019# 

0311230016# 

6311830017# 
8311230018# 
8311230022* 
831 1230023# 
6311230024# 

8311230029# 
8311230027# 
8311230027# 
8311230030* 
831 1230031# 

0311830032* 
031 1230034* 
8311230036# 
8311270319# 
0311300093 

8311300069 
0311300070 
8311140400# 
031 1300287# 
8311300291# 

0311300294# 
8311300300# 
831 1300002# 
6311300300# 
8311300311# 

8311030147 
8311030231 
031 1 160131# 
8311030284# 
8311110281# 

8311160321* 

8310270472* 

0311010479 

8311020044# 

8311020228 

0311030232 

0311030239 

0311030238 

0311040107# 

0311090004# 


SUBJECT 

CATeOORY 


90-312 R 
90-312 S 
90-312 Q 
90-312 P 
90-279 H 

90-362 P 

FQIA 

NUREO 

FOIA 

FQIA 

FOIA 

FOIA 

FOIA 

NUREQ 

MUREO 

Nl/REO 

NUREO 

NUREO 

NUREO 

NUREO 

MUREO 

NUREQ 

NUREO 

NUREO 

NUREO 

50-361 P 

iniREO 

iNOREO 

NUREO 

NUREO 

90-299 P 
90-299 P 
50-279 P 
90-299 P 
50-299 P 

30-299 P 
90-299 P 
90-299 P 
50-299 P 
90-299 P 

50-299 P 
50-299 P 
FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREO 

NUREO 
NUREO 
40-BB39 
90-373 P 
90-373 P 

90-373 P 
50-373 P 
50-373 P 
50-373 P 
90^373 P 

PR 

50-546 0 

50-546 0 

40-3493 
CONME88ION 

CONTRACT 
50-206 P 
NUREO 
FOIA 
FOIA 

NUREO 

NUREO 

NUREO 

CONTRACT 

CONTRACT 


AUTHOR 

AFFILIATION 


SiabraoItT NH 

Stacoait Anti-Pollutldn Laagus 


8#nata 

Sirioot Ttiani Againit Nucl«ar Dumping 
ahaitfi Plttfliani Potti li Trowbrldg# 


ahortham Opponanbi Coalition 

Blarra Club 

aigma Chanlcal Co 
Binblni L.A 

email 9uilnt«« Adntnittrablon 
Bouth Carolina Elactrlc It Oai Co 


ACCESSION 

NUMBER 


0311090191# 

0311070173 

8311030051 

8311030091 

8311030093# 

8311030093* 

8311090240 

8311160179 

8311180202* 

8311160248# 

8311070911 

8309260259 

8311030049 

8311030123 

8311070079 

8311070311 

8311070317 

0311070317 

8311070323# 

8311070323# 

8311070326# 

8311070326# 

8311070929# 

8311070927# 

8311080201 

B3110B0204 

8311080307 

8311090236 

0311090367# 

8311100273 

8311100317 

8311140090 

8311190209 

8311190209 

8311190214* 

8311150214# 

8311150221 

0311190333 

8311160129 

8311210203 

0311230091 

8311280028 

8311290216 

8311290216 

8311270232 

8311290267# 

8311290267# 

6311280054 

8311290137 

8311070911 

8311160401 

8311040040 

8311040040 

8311040046# 

8311040046# 

8311090040# 

8311010093 

8311010054 

8311010064 

8311010167 

8311020326 

8311020369 

8311040032 

8311040039# 

8311040067 

8311070392 

0311070372# 

8311070962 

8311090293 

0311090263 

8311090283 

8311140241 

8311150144 

8311190146# 

8311170112 

0311170218 

8311170296# 

031117O34B 

0311180127# 

0311220061 

8311220310 

0311220317 

8311220321# 

0311220367 

0311220470 


SUBJECT 

CATEGORY 

CONTRACT 
90-443 G 
90-443 C 
90-443 G 
90-443 0 

90-443 G 
90-443 0 

90-443 0 

90-443 G 
90-279 H 

PBM 

90-209 0 

90-289 G 
90-440 0 

FOIA 

50-289 G 
90-400 0 

50-400 0 

90-400 0 

90-400 0 

50-400 0 

90-400 0 

90-400 G 
90-400 0 

50-483 0 

90-289 0 

50-209 0 

50-299 0 

FOIA 

50-209 0 

71-9010 
90-412 0 

90-400 0 

50-400 0 

90-400 0 

50-400 0 

90-289 O 
50-412 0 

90-209 0 

90-400 0 

90-289 0 

50-209 0 

50-400 G 
90-400 O 
90-440 0 

90-400 0 

90-400 G 
90-537 0 

50-322 0 

PBM 

XPORTLIC 
50-498 0 

90-490 0 

90-490 0 

90-498 0 

contract 

90-395 0 

90-395 8 

50-395 a 
50-395 B 

50-395 a 
90-395 6 

50-395 F 
90-395 F 
90-395 B 

PR 

50-395 Q 
90-395 P 
90-395 8 

90-399 a 

50-395 8 

90-395 P 
90-395 P 
50-395 P 
50-395 a 

90-395 P 
50-399 P 
50-395 R 
90-395 G 
90-395 9 

50-395 8 

50-395 P 
50-395 P 
50-375 8 

90-399 a 


CORPORATE SOURCE INDEX 


629 


AUTHOR 

AFFILIATION 


HuU K4flptQni NH 
|4^|lirn California Edmon 


fi»<uth«rri Cillfornl*! Unlv 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

83112 B 0364 

30-399 

P 

8311290498 

90-399 

P 

B 31 t 2804 & 3 » 

90-399 

P 

Q 311090 S 40 

90-443 

0 

8311010230 

PH 


8311010296 

90-206 

P 

8311010296 

90-206 

P 

8311020143 

90-361 

P 

8311020143 

30-361 

P 

831 10201 93 # 

90-361 

P 

B 3 li 020 l 7 l« 

90-361 

P 

8311040022 

90-362 

8 

B 31 1040094 

90-362 

6 

8311040077 

90-362 

B 

B 3 U 070 L 68 

90-362 

S 

8311070177 

90-361 

S 

8311070223 

90-206 

& 

83110703 B 7 

90-362 

8 

8311070436 

90-362 

8 

8311070460 

90-361 

8 

8311070460 

90-361 

a 

0311070319 

90-361 

ft 

8311070319 

90-361 

R 

8311070324 * 

90-361 

R 

8311070323 

90-362 

8 

8311070930 

90-361 

8 

0311070330 

90-361 

a 

031 1070372 

90-361 

B 

8311070390 

90-362 

0 

8311070610 

90-362 

0 

8311070630 

90-362 

3 

8311000411 

30-206 

P 

031 1090031 

90-206 

P 

0311100006 

90-361 

8 

0311100103 

90-362 

8 

0311100117 

90-361 

6 

0311100166 

90-206 

8 

0311100174 

90-206 

P 

8311100193 

90-362 

8 

8311110046 

90-361 

H 

8311140124 

30-362 

0 

031114016 ^ 

90-362 

0 

0311140171 

90-362 

B 

8311140170 

90-361 

6 

8311140226 

90-206 

R 

0311140234 * 

30-206 

R 

0311160190 

30-206 

P 

0311170330 

90-361 

« 

8311170333 

90-206 

R 

8311210278 

90-206 

F 

0311220148 

90-362 

8 

0311220224 

90-206 

R 

0311220336 

90-361 

8 

0311220339 

90-361 

8 

0311220431 

50-361 

8 

831 1220436 

90-362 

8 

831 1230062 

90-206 

P 

8311230083 

90-206 

P 

8311230092 * 

90-278 

R 

8311200202 

90-362 

8 

0311200301 

90-361 

6 

8311200313 

90-362 

6 

0311200317 

90-206 

8 

0311200320 

90-206 

0 

0311280328 

90-361 

S 

0311280367 

90-206 

P 

8311260384 

90-362 

8 

8311200387 

30-361 

8 

831 1200399 

30-361 

8 

8311200399 

90-361 

8 

8311200401 

30-362 

6 

0311200419 

90-361 

E 

0311280439 

90-361 

8 

0311280467 

90-361 

G 

8311880400 

90-362 

0 

0311800480 

90-362 

8 

8311200493 

90-362 

8 

8311200931 

90-362 

8 

0311300049 

90-206 

P 

0311300131 

90-206 

P 

8311300170 

30-206 

P 

0311140091 

ACR 8 


8311140096 * 

ACRB 


8311140060 * 

AGR 8 


8311140197 

ACRG 



AUTHOR 

AFFILIATION 


Southi-rn Co 9»rvlc««4 Inc 
6oothufl*t Rfiearch ]niUtut« 


St Fponcii Hump Hartford. CT 
8t Louli Olobo-Dontocrit. St Louif-i MO 
StOMlrlit B 

8tsn A Hubor Consuitantir Inc 
BtamTard^Tlnaii N»u Badfordi KA 
Btandardliad Nuclaar Unit Powar Plant 
Svitem 


Bt*nford Unlv • Stanford* CA 
Btatar Dipt of* Buroau of Ocaana Si Inti 
Environ Bclanttflc Affaira 
Stono It Uffbiter Engtniarlng Corp 


Stono it Ufbttar. Inc. 


Structural Intagrlty Aiiociatri 
Suffoli CountVi HV 


Buffolh Huclvar Study Oroup 


Bugarnan Ir Senuarth 


BitnflouiT ALItanct 
Sill# da ni Covt of 


TEKNIS. Inc 
TCRA Corp, 


ACCESSION 

NUHQER 

SUBJECT 

CATEOCRY 

83 1 1 290297 

30-321 

Q 

8311010498 * 

CONTRACT 


0311140909 * 

REB 


83111 00369 * 

REB 


0311230138 * 

REQ 


8311 070934 

PftM 


0311220922 

WASTE HOT 

0309260195 * 

70-2390 


0311090005 

90 - 4 B 3 

0 

8311020200 

90-329 

0 

0311150124 * 

FOIA 


8311110103 

90-293 

P 

831 1010274 

90-482 

F 

0311010274 

90-402 

F 

0311010274 

90-402 

F 

0311010400 

90-482 

E 

0311010408 

90-482 

E 

S 31101040 B 

90 - 4 B 2 

E 

031 1070367 

PR 


831 1070377 * 

PR 


031 1000371 

90-402 

A 

8311200337 

90-462 

8 

6311290191 

90-482 

Q 

8311300001 

90-482 

A 

8311300060 

90-482 

F 

8311300072 * 

90-482 

F 

8311300366 * 

FQIA 


8311020402 * 

XPORTCIC 


8311010230 

PR 


8311020360 * 

30-329 

A 

8311160141 * 

90-322 

E 

0311170129 

50 - 32 ? 

A 

0311220243 * 

QA 999 


0311230119 * 

50-022 

A 

0311020390 

00-329 

A 

0311020397 

90 - 32 ? 

A 

031 1000391 

90 - 32 ? 

A 

831 1000390 * 

SO -329 

A 

8311110069 

SO- 32 ? 

0 

831111006 ? 

50 -aa? 

a 

8311210306 * 

50 - 32 ? 

a 

031 12 10392 * 

00-329 

Q 

031 1210392 * 

90-329 

G 

031 12103 ?B< 

90-329 

G 

83112104024 

50-329 

Q 

B 3112 B 0207 * 

90 - 29 ? 

Q 

0311010405 

90-322 

0 

031 1 100226 

50-322 

A 

8311190194 

90-322 

0 

0311 190409 

90-322 

0 

0311160109 

50-322 

Q 

B 3 t 1220230 

90-322 

T 

0311220236 * 

90-322 

T 

03 1 1 220237 * 

50-322 

T 

031 1220242 * 

50-322 

T 

031 1220246 * 

50-323 

T 

83 11220271 * 

50-322 

T 

8311220273 * 

50-322 

T 

83 1 1 220279 * 

90-322 

T 

03 11 220201 * 

50-322 

T 

8311220287 * 

50-322 

T 

831 1220294 * 

90-322 

T 

831 1220297 * 

90-322 

r 

0311220290 * 

90-322 

T 

8311220299 * 

90-322 

T 

0311220301 * 

90-322 

T 

031 1220302 * 

50-322 

T 

6311220304 * 

90-322 

T 

8311220309 * 

90-322 

T 

8311220306 * 

50-322 

T 

031 1280029 

90-322 

0 

8311070019 

50-322 

A 

8311110000 

FOIA 


9311110109 

90-322 

A 

8311160302 

90-322 

A 

83 11 090034 

90-392 

A 

Q 3 t 1090030 * 

FOIA 


8311090109 

50-392 

0 

8310170017 * 

90-440 

0 

6311160411 

XPORTLIC 

e 3 ntt 30033 » 

FOIA 


831 1 21 0076 

XPORTLIC 

B 31 1000234 

50-329 

A 


530 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


TiAAr«n^ Inc 
Tiyl-o* Ai«a-cl 4 tt« 


T*c^nJiiaci«fefttr Inc 
Ttltyyn* Etiglnatrlftii B»rvlc«« 

Ttltdiynt liotap«i 
T«riTit*«a« Valltd Auihorlig 


ACCESSION 

NUMBER 


esiuaocaa 

G3U1B03I l« 
t93tl2SOA79 
sal il4D0a3» 
eaiuoooos 

83il2800S0« 

6311820088# 

&3I1320038# 

6311220034# 

631l220035i» 

831 tSS0037« 
83USS&03S# 
83}.12a0040« 
6311820043* 
e3112a0049» 

6311280046* 
e311S20O4?« 
B3iiaaoo5i* 
S3J tSSCOS^* 
631 1090040* 

6311010281* 

6311190204* 

631128C4&3* 

0311190131* 

6309300261 

83l0ai03?7 

6310310377 

6311010008 

6311010006 

0311010040 

031 1010040 
0311010071 
031 1010073 
031 1C 1 0090 
6311010092 

6311010094 

6311010099 

0311010093 

6311010099 

6311010116 

63110101U 

6311010146 

6311010199 

6311010199 

6311010200 

6311010205 
0311010205 
6311010205 
6311010209 
631 1010209 

6311010206 

6311010204 

6311010206 

6311010291 

63110J0292 

031 10 10292 
0311010894 
0311010265 
031 1010269 
8311010243 

6311010243 

0311010268 

0311010299 

0311010299 

0311010319 

0311010329 
6311010334 
031 1010362 
8311010342 
8311010373 

0311010373 
831 1010367 
0311010393 
0311010409 
0311010409 

0311010414 
031 1010414 
0311010420 
8311010480 
0311020176 

8311020264 
8311020264 
8311020274 
031 1080274 
6311020275 


SUBUeCT 

CAT£OORY 


50-389 R 
50-329 R 
50-384 A 
CONTRACT 
90-443 T 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

CONTRACT 

50-293 P 
50-220 P 
50-333 O 
40-S003 
50-390 S 

50-430 0 

50-430 6 

50-390 0 

90-390 B 
90-390 F 

50-390 F 
50-320 9 

50-260 8 

50-327 8 

90-327 0 

50-390 a 
90-390 8 

90-390 0 

90-260 6 

90-430 6 

90-438 0 

90-860 B 
90-390 a 
90-390 8 

50-260 a 

50-390 a 
50-390 a 
50-390 a 
50-390 8 

50-390 8 

50-299 F 
50-299 F 
50-859 F 
90-387 8 

50-436 a 

50-436 8 

90-260 6 

50-390 B 
50-390 8 

50-390 a 

50-390 8 

90-327 S 
50-390 8 

50-390 0 

50-327 8 

50-320 8 

50-430 S 
50-430 6 

30-438 8 

50-390 A 

50-390 A 
50-438 8 

50-438 8 

90-438 8 

50-438 8 

50-390 » 

50-390 0 

50-438 0 

50-436 9 

50-430 8 

50-390 8 

50-390 8 

50-390 8 

50-390 a 
50-260 8 


AUTHOR 

affiliation 


ACCEBSIQH 

NUHSER 

8311020283 

6311080267 

8311020329 

8311020345 

8311020364 


fluajccT 

CATEflORV 


50-259 8 
50-259 B 
50-327 6 
50-260 B 
50-296 0 


8311020390 
6311020390 
G31 1020403 
6311020419 
6311030054 


50-390 0 
50-390 0 
50-438 6 
50-260 8 
50-859 0 


6311030059 

0311030076 

0311030076 

8311030103 

0311030109* 


50-299 « 
50-327 ft 
50-327 fl 
50-259 R 
50-259 ft 


6311030199 
0311030101 
0311030192* 
6311030192* 
B31 1040093 


90-859 R 
50-327 R 
90-327 R 
50-3B7 R 
50-390 A 


6311040093 
6311040106 
8311040106 
6311070067 
631 1070067 


50-390 A 
50-390 B 
50-390 fi 
50-327 P 
90-327 F 


631 1070067 

eaiiOJOCBT 

6311070087 

6311070103* 

6311070103* 


50-327 F 
50-327 F 
50-327 F 
90-327 F 
50-327 F 


8311070103* 

6311070103* 

8311070103* 

6311070169 

6311070169 


50-327 F 
50-327 F 
50-327 F 
50-390 E 
50-390 E 


6311070287 

8311070250 

6311070256 

6311070256 

6311070263* 


50-327 8 

50-859 6 

50-327 P 
50-327 P 
50-430 a 


6311070279 

8311070879 

8311070862 

6311070282 

8311070321* 


50-430 6 

50-430 a 
50-430 B 
50-436 0 

50-430 0 


6311070454 

63U0704S4 

8311070443* 

6311070493* 

6311070497 

6311070497 

6311070503 

6311070503 

6311070997 

6311080269* 


50-327 P 
50-327 P 
50-299 0 

50-390 0 

5Q-390 8 

50-390 B 
50-390 0 

50-390 0 

50-260 6 

50-090 F 


6311080269* 
6311080874* 
831 1080323 
0311080323 
6311080323 

6311080327* 

6311080327* 

0311080327* 

8311080332* 

6311080373 

8311080404 

6311090189 

8311090189 

6311090254 

0311090261 


50-390 F 
50-390 F 
50-859 P 
50-259 P 
50-859 P 

50-359 P 
50-259 P 
50-259 P 
50-259 P 
50-259 P 

50-859 8 
50-438 8 
50-430 6 
50-328 8 
50-390 6 


6311090861 
6311090866 
831 1090866 
8311090866 
63 11090297 

8311090897 

0311090299 

0311090302 

8311090310 

0311090310 

0311090310 

8311090310 

0311090310 

6311090317 

6311090385 


50-390 6 
50-320 9 
50-438 6 
50-438 6 
50-438 6 

50-430 8 
50-320 8 
50-327 0 
50-390 8 
50-390 6 

50-390 8 
50-390 8 
50-390 8 
50-859 6 
50-320 8 



CORPORATE SOURCE INDEX 


531 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


031 

1090332 

031 

1090342 

031 

1090350 

831 

1100013 

031 

1100013 

03 1 

1 100232 

031 

1100232 

031 

1100232 

031 

1110164 

031 

1U01A4 

031 

1110164 

031 

U40iB2 

031 

1140106* 

031 

1150111 

831 

llSOill 

631 

1150253 

031 

1150253 

031 

1150304 

031 

1150304 

031 

1150304 

831 

1150306* 

831 

1 1 50306* 

031 

1150306* 

03 1 

1 150331 

031 

1150331 

031 

1150309 

631 

1150309 

831 

1160103 

331 

1160100 

831 

1160100 

831 

1160110* 

83 1 

1160119 

831 

1160119 

831 

1170010 

831 

1170010 

831 

U70016 

031 

1170060 

031 

1170066 

631 

1170073 

831 

1170074 

831 

1170077 

031 

1170077 

031 

1170077 

631 

1170077 

831 

1170077 

831 

1170106 

831 

U 70194 

631 

1170206 

631 

1170206 

631 

1170234 

031 

1170250 

831 

1170275 

831 

1170279 

031 

1 1 70280 

831 

1 1 70285 

831 

1170291 

631 

1170306 

631 

1170317 

631 

1170365* 

631 

1170365* 

831 

1170371 

831 

1170379 

831 

1170364 

631 

1170305 

631 

1170307 

831 

1160006* 

831 

1160006* 

331 

1100063 

831 

1160063 

831 

1160063 

631 

1180074* 

031 

1100074* 

031 

1160141 

831 

1160257 

831 

1180257 

831 

11B02SB 

031 

1160263* 

031 

1160206* 

031 

1130266* 

B31 

1180206* 

S3l 

1160316 

631 

1100316 

631 

1180316 

33 1 

1180346* 

831 

1160346* 


50-323 a 
50-260 a 
50-259 a 
50-390 F 
50-390 F 

50-259 R 
50-259 R 
50-259 R 
50-259 P 
50-259 P 

50-259 P 
40-1341 
40-1341 
50-327 P 
50-327 P 

50-390 E 
50-390 E 
50-259 P 
50-259 P 
50-259 P 

50-259 P 
50-259 P 
50-259 P 
50-390 A 
'50-390 A 

50-390 A 
50-390 A 
50-259 P 
50-327 P 
50-327 P 

50-327 P 
50-390 A 
50-390 A 
50-438 8 

50-433 8 

50-328 8 

50-327 a 
50-328 8 

50-327 a 
50-296 a 

50-390 B 
50-390 8 

50-390 9 

50-390 S 
50-390 a 

50-328 8 

50-320 B 
50-390 B 
50-390 8 

50-438 8 

50-259 R 
50-328 8 

50-327 8 

90-328 a 
50-327 R 

50-438 a 
50-327 B 
50-327 8 

50-327 a 
50-327 Q 

50-32B 8 

50-320 8 

50-296 a 
50-859 a 
50-260 8 

50-327 0 

50-327 0 

00-259 Q 
50-259 Q 
50-259 0 

50-327 Q 
50-327 Q 
50-328 P 
50-327 P 
50-327 P 

50-390 0 

50-390 0 

50-259 0 

50-259 O 
50-259 Q 

50-259 Q 
50-259 Q 
50-259 0 

50-390 0 

50-390 0 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORY 


831 1210149 
6311210175 
8341210175 
8311210176 
8341210176 

6311210291 
8311210291 
6311210448 
6311210446 
63 1 1 220263 

0311220295 
0314220325 
0311220380 
831 1220424 
031 1220485 

6311220510 
6311220510 
63 1 1 280037 
6311200037 
6311200071 

6311200071 

6311280074 

0311200066 

0311200086 

0311200090 

8311200177 
831 1260164 
6311280203 
6311280203 
B3 11260213 

0011200274 
0311200292 
031 L260292 
031 1 260304 
8311260319 

0311260322* 
0311200325* 
6311200332* 
B3 11200357 
0311260357 

0311280357 
631 S 260360* 
8311260394 
631 1280402 
6311260409 

6311260432 

6311200432 

6311260456 

8311260473 

63118B0473 


50-390 a 
50-390 8 
50-390 6 
50-390 a 
50-390 8 

50-S90 a 
50-390 8 
50-390 8 
50-390 8 
50-359 a 

50-360 6 
50-390 8 
50-327 8 
50-296 9 
50-259 P 

50-436 A 
50-433 A 
50-433 S 
5Q-43B 6 
50-433 8 

50-439 8 
50-327 F 
50-433 8 
50-433 8 
r5C}-»39t 8 

50-259 0 
50-296 B 
50-390 8 
50-390 0 
50-327 F 

50-260 a 
50-433 8 
50-438 3 
50-259 B 
50-390 0 

50-390 Q 
50-390 Q 
30-390 <1 
50-259 P 
50-259 P 

50-259 P 
50-259 F 
50-390 A 
50-260 6 
50-328 8 

50-390 F 
50-390 F 
50-327 Q 
50-859 B 
50-859 a 


Tinn«tit-«i Univ of 


B3 11200473 

3311280479 

8311300235 

3311800365* 

3311300374* 


50-259 8 
50-239 P 
50-327 P 
REVIEW GRP 
REVIEW GRP 


rt«a« A4K Univ > ColUg* at«tloci» T7 


9311300392* 

9311300394* 

0311030096 

8311030099* 

3311030100* 


REVIER GRP 
REVIEW GRP 
50-120 a 
50-120 a 
50-129 a 


T«>C** T*ch Univ * LubhdCkt TX 
T***i Utilltlii Otntra'tli^g Co 


3311160170 

3311010466 

6311010303 

6311070161 

6311070101 


PR 

NUREG 
50-445 0 

50-443 0 

50-445 O 


331 107 01 83* 

8311070166* 

8311060190 

8311060190 

8311060195* 


50-445 G 
50-445 0 
50-445 0 
30-445 0 
50-445 O 


8311000195* 
83 1 100021 1 
0311060211 
0311030237 
6311000237 


50-445 0 
50-445 O 
50-445 0 
50-445 0 
50-445 O 


6311060242* 

6311060242* 

0311100031 

6311100001 

6311100103 


30-445 O 
50-445 O 
30-445 K 
30-445 K 
50-445 A 


6311100183 

0311160179 

8311220207 

3311230122 

0311230122 


50-445 A 
50-445 0 
50-446 0 
50-445 0 
50-445 0 



632 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCE89ION 

NUMBER 

SUBJECT 

CATEGORY 


8311260142 

90-449 

A 


031 1280142 

90-445 

A 


8311200243 

90-449 

0 

Tixa* Utilities 8ervice«t Inr 

051 1020237 

50-449 

A 


031 1140237 

50-449 

A 


8311280309 

50-449 

A 

TtJiaii State of 

0311090077 

PRrt 



6311160090 

HASTE MOT 


8311280914 

PRM 


Theaprillu*! inc 

0311090169 

FOIA 


Thie. J A 

0311300299* 

REVIEH GRP 


6311300386* 

REVIEW GRP 

Taledo Ed lean Cp 

0311040020# 

50-346 

Q 


6311040163* 

50-346 

F 


6311070268 

50-346 

0 


6311070396 

50-346 

8 


0311070933 

50-346 

S 


6311070617 

50-346 

B 


6311060329 

50-346 

F 


0311090104 

71-6601 



6311110116 

90-346 

P 


0311190359 

30-346 

P 


0311 160499* 

50-346 

F 


8311170118 

50-346 

a 


6311170266 

50-346 

R 


8311210152 

90-346 

B 


0311210157 

90-546 

8 


B31122029D 

90-546 

B 


6311220343 

90-346 

0 


6311220459 

90-346 

a 


0311 220907 

90-346 

9 


6311260192 

90-546 

P 


031 1260231 

90-346 

P 


0311260296* 

50-346 

F 


0311200237* 

90-346 

P 


0311260492 

90-346 

P 


0311290102 

50-346 

F 


0311290101 

90-346 

8 


8311290207 

50-346 

0 


0311300198 

50-346 

P 


6311300165 

50-346 

P 

Treniamirlca Belevali Inc 

6311170212* 

90-416 

P 


6311220277 

50-206 

B 

Traninue l ear* Inc, 

B311O0O612 

XPGRTLIC 


Twinaburg* OH 

0311040122 

FOIA 


U 8. Court of Appeal* 6tS Circuit 

031I3OOL14* 

50-327 

0 


8311300114* 

90-327 

0 


8311300119* 

50-327 

G 


6311300119* 

50-327 

0 

U 8 Ecologv' iMc. (/orm*rLi| Nuclear 

8311140348 

71-6679 


Enginearlng« Inc > 




irnderhill Range Commltt** 

051115003? 

FOIA 


Union 76 ritnaral* Eiplorallon Co 

6511080229 

40-8984 



651 1060229* 

40-6964 


Union Carbld# Corp 

631 1 070364 

40-299 



0311100296 

RES 



8511110297 

70-607 



0311 n 0256* 

70-687 



831 1 1 10259* 

70-667 



0311140099 

ACR8 



83U 140560 

40-299 



6311140399 

40-29? 



6311140407 

40-299 



6311150446 

40-299 



831 1 160367 

liABTE MGT 

Union Electric Co 

6311020270# 

90-465 

0 


0311030043 

90-483 

V 


0311070404 

50-463 

A 


8311070480 

90-483 

8 


8311070923 

50-463 

8 


8311080201 

50-485 

G 


8311080205* 

50-463 

0 


8311170011* 

50-463 

F 


0311170012* 

50-403 

F 


0311210-103 

50-403 

8 


0311260100 

50-463 

A 


0311290147 

90-483 

A 

Union of Concerned Sclentlet* 

8311010250 

PR 



8311020040 

roiA 



8311070355 

90-209 

0 


0311090017 

FOIA 



0311160169 

50-289 

G 


8311230012 

For A 



8311200059 

90-28? 

G 


8311280194 

50-209 

0 


AUTHOR ACCESSION SUB^IECT 

AFFILIATION NUMBER CATCaORV 

6311290149 90-26^ 0 

6311290311 FOIA 

6311300414 FOIA 

V«rro«nt Electric Cooperetlvs* Inc 8311190132* 90^443 A 

Vermont Public Intereit Reteerch Group 6311 170022* 90-271 0 

6311170027* 90-271 0 

Vermont Yenkee MucleAr Power Corp 8311010179 90-271 fi 

6311030079 PR 

8311030129 90-271 S 

8311030143 90-271 B 

G3110B0137 90-271 P 

6311090296 90-271 F 

6311090297* 90-271 F 

6311090260* 90-271 F 

6311110128 30-271 P 

8311160370* 30-271 F 

6311180090 90-271 8 

6311210303 90-271 R 

8311220291 90-271 P 

8311220328 90-271 F 

8311200313 90-271 Q 

631 1260431 90-271 B 

Virginia Electric it Power Co 6311010079 90-336 F 

8311010079 90-538 F 

8311010120 90-200 P 

8311010120 90-260 P 

8311010122* 90-260 P 

0311010122* 90-200 P 

8311010163 90-201 0 

0311010178* 90-338 fl 

8311010247 30-333 0 

0311010290 90-336 6 

6311010269 50-260 B 

8311010392 90-350 8 

6311010390 90-281 B 

8311010400 90-280 0 

8311010404* 90-201 S 

6311010406 90-336 B 

8311010410* 90-201 8 

6311010416* 80-261 8 

8311010419 90-330 8 

8311020290 90-281 B 

8311020298* 30-201 8 

6311020302* 90-281 6 

6311020304* 90-201 8 

6311020309 90-336 9 

6311020311 90-261 B 

6311030021 90-26P R 

8311030026 90-280 F, 

8311030031* 90-280 R 

8311030034* 90-280 R 

6311030097 90-330 P 

0311050097 90-336 P 

6311050063 90-2S0 tt 

B31 1030007 90-338 R 

6311030097 90-538 R 

0311030109 90-536 F 

6311030109 90-538 P 

6311030122 90-538 F 

0311040026 90-530 B 

6311040064 90-336 B 

8311040066 90-330 6 

0311040148* 90-ffS0 F 

0311040146* 90-280 F 

0311040146* 90-260 F 

0311040148* 90-280 F 

8311040140* 90-2B0 F 

8311040159* 90-200 F 

B311O40159* 90-290 F 

8311040199* 90-200 F 

8311040199* 90-200 F 

6311040199* 90-200 F 

0311060046* 90-200 F 

8511080040* 90-200 F 

0311000243 90-333 P 

0511080243 90-338 P 

0311090012 90-200 P 

6311090012 90-260 P 

0311070016* 90-280 P 

6311090249 90-281 P 

631 1090247* 90-261 P 

0311090299 50-330 6 

0311090306 90-330 8 

8311090347 90-330 0 

eai 1090394 90-338 8 


CORPORATE SOURCE INDEX 


533 


AUTHOR 

ATFILIATION 


iLflCttl** Vniv efr ChjrKettccvt U«i VA 
MkiiV AcioclAtloiii Inc 

itHilllp Btam Pttarti Dunn tc Kohlt 

KiL]|<i» Htlburnr Calhaon h 

FiMlir^ Ltd 

hkllniten Lafil Foundation 

Public Powar Supply 


ACCESSION 

NUMBER 


8311100104 
8311100104 
031 1 100104 
0311100184 
0311160044 

8311160044 
0311170013 
831 1170132 
8311170234 
8311170236 * 

0311170230 * 

8311170267 

0311170202 

0311170292 

0311170314 

0311170320 * 

0311170324 * 

0311100134 * 

0311100304 

0311180306 * 

0311210203 

0311220137 

0311220232 

8311220284 

8311220300 

0311220427 

8311280033 

8311200033 

8311200131 

8311200132 

8311290013 
8311290046 
0311290046 
0311290047 * 
0311 290047 * 

8311300132 

0311300132 

8311300132 

8311300163 

0311300163 

0311300170 

0311300296 

8311300296 

0311300296 

0311300296 

0311300296 

0311300304 

0311300304 

8311300304 

8311300304 

8311300304 

8311000400 

8311010301 

0311170304 

0209270030 * 

031 1080014 

8311300142 

0311010193 

0311010197 

8311010201 

0311010230 

0311010284 * 

0311010204 * 

0311070234 

0311070296 

0311070303 

0311070346 

0311070396 

0311070411 

0311070509 

0311070379 

8311070607 

0311000196 

0311000161 * 

0311000336 

0311000392 * 

0311000400 

0311090029 

0311090094 

0311090096 * 

0311090066 

0311090163 

0311090360 

8311140169 


SUBJECT 

CATEOORY 


90-200 P 
90-200 P 
90-200 P 
50-200 P 
90-330 hi 

90-330 H 
90-339 8 
90-330 9 
90-201 9 
90-201 9 

90-281 B 

90-280 a 
90-200 n 

90-339 R 
90-200 B 

90-200 9 
90-200 B 
90-200 O 
90-339 P 
90-339 P 

30-201 a 
90-330 8 
90-330 9 
90-330 9 
90-330 9 

30-330 9 
90-330 P 
90-330 P 
90-330 9 
50-333 8 

30-200 Y 
30-339 P 
30-330 P 
90-330 P 
90-338 P 

90-290 G 
90-200 a 
90-200 a 
90-330 P 
90-330 P 

PR 

90-230 P 
90-200 P 
90-280 P 
90-280 P 

90-280 P 
90-200 P 
90-200 P 
90-200 P 
90-200 P 

90-200 P 
90-62 G 
90-946 C 
90-946 O 
90-443 D 

FOIA 

FOIA 

90-397 E 
90-397 G 
90-397 E 

90-397 E 
90-397 Q 
90-397 G 
90-397 F 
90-397 9 

90-377 A 
90-397 A 
90-397 8 
90-397 a 
90-397 A 


90-397 0 
90-397 a 
50-397 E 
90-397 E 
90-397 Q 

90-397 G 
90-397 H 
50-397 Q 
50-397 A 
90-397 P 

90-397 A 
90-397 G 
90-397 F 
90-397 a 


AUTHOR 

AFFILIAnON 


Waibtnflton 8Ut* Unlv « Pullman# WA 


Wathinii to-ni Btata -of 


Uavhlngtun# Unlv oPi Bvatlla* 

Ujt*r# Maitf «( Land# Inc 
Walt Virginia# Stat* 

Waitern Kuclv«r« liic> (lubi of Philpi 
Dudga Corp ) 


Waitlnghouia Eltc-trlc Corp 


ACCESSION 

NUMDER 


8311140218 
0311190008 
0311190129 
0311190309 
03111 90304 

0311160094 
0311160060 
03 111 60067 
03111 60060 
0311160166 

0311160169 * 
03111 60297 * 
0311210213 
0311210290 
0311210260 * 

031121 0262 * 
0311210264 * 
03112102664 
0311210269 * 
0311210271 * 

031 1210272 * 
0311210321 
031121032 ? 
031 1210360 
0311210372 

0311250083 
031 1220173 
0311250223 
0311250270 
031 1250279 

0311220208 
031 1250338 
031 1250368 
0311250373 
0311250378 

0311250384 

0311250404 

0311250444 

0311250462 

0311220904 

0311250304 

0311230089 

0311230086 * 

0311280154 

0311200136 

0311280160 

0311200166 

0311200174 

0311580267 

0311580901 

0311300333 

8311300339 * 

6311010563 

8311160103 

0311170410 

0311200239 
831 1290240 * 
031 1200311 
83110 B 0420 
631)090459 

631 1210159 
631 ) 290209 * 
631 1290253 * 
0311140364 * 
631 1090116 

8311140400 

6311140434 
031 15 B 0943 
0310590314 
0310310003 * 

B 3 U 0101 S 9 
6311010127 * 
8311010524 * 
631 1010593 
631 1010590 * 

6311020243 * 
631 1020540 * 
Q 311 D 3 D 010 
0311040037 * 
03 UO 7 O 2 D 2 

03 UO 7 O 334 
0311070369 * 
031 1070378 * 
0311070302 


SUBJECT 

CATEODflY 


30-397 0 
30-397 F 
50-397 A 
SO - 397 A 

S 0 - 90 a G 

30-460 A 
30-397 E 
30-397 A 
30-397 A 
30-460 O 

50-460 0 
30-397 G 
30-397 G 
30-397 A 
90-397 A 

50-397 A 
90-397 A 
50-397 A 
50-397 A 
30-397 A 

30-397 A 
30 - 397 E 
30-397 Q 
30-397 A 
30-397 E 

30 - 397 0 
30-397 Q 
30-397 A 
30-387 E 
30-397 A 


30-397 A 
30 - 397 8 

30 - 397 A 
30 - 397 8 

50 - 397 A 

50-397 6 

30-397 0 

30-397 A 
30 - 397 A 
50-460 8 

30-460 8 

30-397 K 
30-397 K 
30-397 F 
30-397 Q 

30 - 903 6 

30-397 E 
8&-397 E 
50-909 6 

50-909 A 

50-397 A 
50-397 A 
50-27 F 
Pit 

50-27 F 

30-27 R 
59-57 R 
Pfl 

WASTE HOT 
WASTE MOT 

WASTE MOT 
27- 4 a 

8Ci-ia9 Q 

40-299 

40-0020 

40 -lt 62 

40-1162 
40-1162 
70-1151 
50-424 A 

TOPREP 
TOPREP 
50-348 O 
TOPREP 
TOPREP 

90-449 A 
90-449 A 
50 - 32 B a 
90-400 E 
90-206 P 


PR 

QA 999 

QA 999 

70-1191 
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CORPORATE SOURCE IIMDEX 


AUTHOR 

AFFILI^ATION 


k*«tlngh«uii Opvrdtlni Plant! Owntrt 
Group 


UlUlaMt & A««oclat»» 

Minian!‘'R4blnattt U Attoclat!!.! Inc, 
Hl-icontin Eloctrlc Pouor Co 


WUconiln Public gervico Carp 


ACCEB91GN 

NUMBER 

subject 

CATEGORY 

83tl0709ei« 

50-399 

831i«}7060S« 

70-115} 

8311090421 

XPOftrtlC 

B31 1100099 

90-369 

8311100120# 

90-261 

B3 11110370 

70-1191 

8311110372 

70-1191 

8311110380 

70-698 

8311140036 

XPORTLIC 

8311140138 

XPORTLIC 

831 1140141 

XPORTLlC 

8311140026 

hlUREO 

0311160164 

PROJ 

8311160172O 

PRQJ 

03ill6O2ie 

90-22 0 

831 11 70409* 

90-295 F 

8311180268* 

90-316 P 

S31I220H5* 

30-364 P 

8311220316 

TOP REP 

831 i22043l« 

TOP REP 

8311220496* 

90-369 P 

831 1230090 

TOP REP 

8311230094* 

TOP REP 

B3112G0191 

PT21 

8311260196 

TOPREP 

8311260199* 

TOPREP 

8311260202* 

TOPREP 

6311260372* 

90-206 P 

6311280476 

PRGJ 

6311190279 

90-443 P 

8311190269* 

90-443 F 

8311090128* 

contract 

8311300407 

40-6629 

8311030396* 

CONTRACT 

6311010136 

90-266 P 

6311910136 

90-266 P 

8311010140* 

90-266 P 

8311010140* 

90-266 P 

8311010196 

90-266 

8311010196 

90-266 % 

8311010213 

90-266 P 

6311010213 

90-266 P 

8311010219* 

90-266 F 

6311010219* 

90-266 P 

8311010328 

90-266 ( 

8311010328 

90-266 < 

8311020093 

90-266 f 

8311020093 

90-266 F 

8311020097* 

90-266 F 

8311040080 

90-266 1 

9311070111 

90-266 F 

8311 160064 

90-266 f 

8311170222 

90-266 P 

0311180201 

90-266 F 

8311220329 

90-266 f 

8311280499 

90-266 F 

8311010079 

90-309 f 

8311040091 

90-309 F 

8311070292* 

90-309 C 

831 1080397 

90-309 F 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

QUJJECT 

CATEGORY 


8311080379 

8311110021* 

8311160072 

8311210139 

8311210191 

90-309 p 
90-309 0 
90-309 ft 
90-309 S 
90-309 B 


8311210196 

8311210229 

8311220264 

8311220476 

8311290100 

50-305 8 
90-309 P 
90-309 p 
90-309 F 
no -309 F 

Nlftcanflln^t Erivlronm*ntal Oacad* 
Ut*con*in« 8tat* of 

Nitcon«ln# Unlv of, Hadiiorif NJ 

8311160140 

8311070409 

8311160123 

8311160290* 

8311030349* 

PR 

PRK 

WASTE MOT 
COMNigsrOH 
CONTRACT 

Mood“L**v#r Af«0clat««> Inc 

Uoodward-Clyd! ContultantSi Inc 
Morc*!t!T Polyt*chnlc Imt 

Ngoatlng Fu*l Co. 

8311280406 

0311090029 

8311080440* 

8311160464* 

8311080962 

PR 

NUREO 
40-3453 
30-134 F 

40-8829 

UgoAlng Mlniral Carp 

8311140492 

0311140418 

8311160144 

0311160260 

40-8829 

40-0902 

40-0902 

40-8902 

Ugoialngi Stata o# 

831 1 1 70001 

0311170002* 

8311300440 

8311300491* 

0311140497 

40-0902 

40-0502 

40-0902 

40-0902 

40-0984 

Vakln* Indian Nation 

Yanta* Atonic Elactric Co 

0311140402 

0311140407 

8311030067 

0311160113 

0311010177 

40-0604 

40-0504 

PRM 

WASTE HOT 
90-29 F 


0311010226 

0311010337 

8311010390 

8311030079 

8311030106 

30-443 6 

90-443 8 

30-29 8 

PR 

80-443 E 


8311030106 

8311030199 

0311030162* 

8311090202 

0311100249 

90-443 E 
30-29 P 
90-29 P 
90-29 P 
90-443 8 


8311100249 

0311110099 

0311190226 

0311150231* 

0311160096* 

90-443 3 
90-29 P 
90-29 P 
30-29 P 
30-443 0 


031 1160096* 

8311170240 

0311100001 

8311100002 

0311180177 

90-443 C 
90-89 R 
90 -29 8 
90-29 B 
90-29 8 


8311100200 

8311100319 

8311180319 

0311180326 

8311100339 

30-29 B 
30-443 e 
30-443 fl 
90-29 8 
30-443 B 


8311210309 

8311210340 

0311220322 

8311200139 

8311280409 

30-89 a 

90-29 B 

90-29 P 

30-29 P 

90-443 E 


REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
nurnbar and the symbol for the category of information 
y^thln that docket; for example, 50-320 P. The docket subject 
c:ategorles are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS, These cate- 
goilasare defined In Appendix B and listed in the Contents. 


REPOFjr 

NWBER 

ACCESBtON 

NUMBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

ZiiT2^»0a RQO 

8311020398* 

90-380 

P 



831132039Q* 

90-398 

F 


ri^ao Roo 

331 1000296* 

90-330 

P 


laiiioofrti 

B31 1100041 

REB 




3311100296 

RES 



I3]|1400«£ 

3311140006 

RES 



KJII 

3311140029* 

RE8 


60-04-003 


8311140909* 

RES 


NRC-04-01-109 

IGl]lieff^9 

3311130369* 

RES 


8WR 1-6902 


3311180376 

RES 


BNU-NUREO-33673 

E<ILS30I3Q 

3311830130* 

RG8 



ROl 

3311170208* 

90-416 

P 



3311170209* 

90-416 

P 



331 1810348* 

TOPREP 




3311000490* 

71-906 


88969 

ROl 

3311000409* 

TOPREP 



iiW-1742 ROl 

B31 1160093* 

90-460 

A 

OL-01-21 

tr**a57(oi«MP 

3311830079* 

90-889 

P 


IENPA-2T0 ERR 

0311890019* 

90-200 

V 


Vf-I-A R19 V(Jl 

3311820426*' 

*^0-35^ 

A' 


RO 

3311300311* 

90-373 

P 


no 

G31 1300300* 

90-373 

P 


no 

3311300294* 

90-373 

P 


{$£>-410679 no 

831 1300807* 

90-373 

P 


{1^-4 luoi no 

8311300300* 

90-373 

P 



8311000998* 

40-0492 


00638 

9DC^ie-4]9? 

0311160307* 

WAOTE MOT 

lO-t 

JC€/NE-4<»5 daft 

8311040141* 

WASTE MOT 


Ke>T«-4M9 DAFT 

8311830169* 

WASTE MOT 



8311880360* 

90-299 

P 


lH-EA-4322 

8309060392* 

TOPREP 


TAG 40631 

E:4-EA'»£2 

8311100032* 

90-312 

P 

TAC 43042 


8306090292* 

90-341 

A 



831 1040144* 

90-443 

A 



63 1031 0004* 

90-360 

8 


xr-99S8 A 01 

0311 190343* 

90-867 

P 


jeC'TJtHOOl-HP-A ROl 

3311090279* 

TOPREP 



i-3ia 

0311070906* 

90-399 

P 


FT-BhC 3134 

3311020240* 

90-449 

A 


IMP) 

8310310006* 

90-424 

A 


«W-l{K>aA-aO ERR 

8311100303* 

71-9001 


82973 


0311300320* 

TOPREP 


03NEDt2e 

**^2^93 A 09 ERR 

3311100274* 

90-219 

P 

79NG02GB 

A Oh ERR 

0311100279* 

90-219 

P 

79NED20B 

arP-LO DHFT 

331 1 8801 20* 

WASTE HOT 

00137 

Roo 

031 1190302* 

90-263 

P 


WCUff-t 1 

0311070908 

90-293 

R 


«^J6‘4420 V07 N07 

3311010487 

NUREO 



V07 NO«? 

0311300086 

NURGO 



V07 N03 

0311080971 

NUREO 



VOS N09 

8311100109 

NUREO 



806 

83 U 290361 

90-373 

E 



3311230109 

WUREO 




031 1010409 

90-879 

E 


g04 

0311090093 

90-809 

P 



An asterisk following the accession number In this Index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents/' 


REPORT 

ACCEasiQN 

SUBJECT 

OTHER REPORT 

NUMBER 

NIPHBER 

CATEGORY NUHBER 

NUREO -07 14 V02-3 

8311010490 

NUREO 


NUREO -0790 V16 102 

3310200369 

NUREO 


NUREO -0790 V16 N06 

330B24036S 

NUREO 


NUREO -0790 Vl7 M09 

3311010091 

NUREO 


NUREO -0790 V17 N06 

3311080979 

NUREO 


NUREO -OaOO ROO 

3311020007 

NUREO 


NUREO -0320 DRFT 

3310200413 

90-193 

P 

NUREO -0337 V03 NOl 

3311080471 

NUREO 


NUREO -0374 ORFT 

B311U0036* 

FDIA 


NUREO -0936 V02 NOG 

33US10490 

NUREO 


NUREO -0944 

6310310109 

90-244 

E 

NUREO -0978 

3311230219 

90-400 

8 

NUREO- 1007 

8310200394 

90-1C4 

E 

NUREO- 1014 

8311090096 

NUREO 


NUREO -1016 ERR 

3311230219 

90-116 

E 

NUREOySR-OOie ROl 

0311090108 

NUREO 


NURE07BR-009I VOS N2 

D3110B0945 

NUREO 


NUREOyCP-Q048 

3311300039 

NUREO 

Omn./TM-0692 

NUREO/CP-0049, VOl 

8311090^90 

NUREO 

flNL-HURE(^'9l&74 

NUREO/ CP -0049 V02 

8311060999 

nurW 

BNL-NUREO-91674 

NUREO/ CR -8076 

8311290387 

NUREO 

MLM-2BS9 

NUREO/CR-2462 

8311300069 

NUREO 

8ANDB3-1230 

MlREO/CR-2472 ERR 

8311030007 

NUREO 

QM 1-2099 

NUREO/CR-2996 

3311290399 

NUREO 

DnNL/TM-a241 

NURE0/CR-26S1 

0311300110 

NUREO 

DRr^L-9691 

NUREO /CR-2678 V02 

3311090082 

90-899 

P ORNL/Tri-0119/V2 

NUREO /CR-2679 VOl 

0311060396 

NUREO 

8AND82-0904 

NUREO/CR-2a08 

0311290381 

NUREO 

BiVL-NURE(l~ni993 

NUREO /CR-28 13 

0311290363 

NUREO 

BIVL-HURE0-91»St 

NURE0/CR-2BI4 VO 4 

0311300096 

NUREO 

LA-9740 -PR 

NUREO/CR-2070 

0311300091 

NUREO 

BNL-NUflEO-31576 

NUREO/CR-2937 

0311210473 

NUREO 

aAND82-2 109 

NVREO/CR-2990 

0311090036 

NUREO 

9ANI)62-90e4 

NUREO/ CR-2970 V03 

0311080109 

NUREO 

ANL-82-41 VQ3 

NUREO/CR-2977 

0311300400 

NUREO 

BNL-NUflEO-91 939 

NURE0/Cft-29a6 

3311090003 

NUREO 

lJNL-NUflEO-91591 

NURGO/CR-3002 

331)060901 

NUREO 

SANDS 1- i 263 

NUREO/CR-3043 

0311060916 

NUREO 

0AND82-S946 

NUREO/CR-3098 

3311010436 

NUREO 


NVHEO/CR-309g 

3311010477 

NUREO 

□RNL/Th-a994 

NUREO/CR-3110 VOl 

3311230181 

NUREO 

PNL-49B4 

NUREO/CR-3110 V02 

3311230163 

NUREO 

PlVL-49a4 

NUREO/CR-3110 V03 

8311230179 

NUREO 

PNL-49a4 

NURE0/CR-ai29 

3311300090 

NUREO 

9AND88-222G 

MJREO/CR-3143 

8311210441 

NUREO 


NUREO/CR-3143 VD3 

3311210439 

NUREO 


NUREO/CR-3143 V04 

3311230177 

NUREO 


NURE<I/CR-3192 

3300030473 

NUREO 

ORNL/TM-0690 

injREa/CR-3198 

3311100122 

NUREO 


JMUREO/CR-3177 V03 

331 1090029 

NUREO 

EOO-2243 

NUREO/CR-3179 

331 1090094 

30-259 

P ORNL/TK-SaSS 

NUREa/CR-3198 

3311090013 

NUREO 

8AND63>0306 

NUR£a/CR-3l9B 

3311000920 

NUREO 

aANBsa-oo^s 

NUREa/CH-32aO VOS 

3311080009 

NUREO 

□RNL/T{1-3796/V2 

NUREO/CR-3203 

8311300033 

NUREO 

QRNL/Ti1-06a9 


636 



63B 


REPORT NUMBER INDEX 


REPORT 


ACCESSION 

NUMBER 

SUDt^CT 

CATEGORY 

OTHER REPORT 
NUHSER 

WjRE0/Clt-'3204 


□311S00074 

NfUREO 


ORNL/T11-069O 

NURE0/CiR-322S 


0311070100 

NUREO 


6ANDB3-0949 

II^REO/Cfi-3296 


8311290364 

NUREO 


PNL-4636 

wuREo/cR-aate 

VOl 

8311010479 

NUREO 


8AND03-O963 

llURE0/€R-3a6S 

V02 

8311030232 

NUREO 


8ANDB3-0763 

WREO/€R-aS&g 

V03 

8311030239 

NUREO 


BAND03-O763 

iNOREO/CR-aa&B 

V04 

8311020230 

NUREO 


8ANDB3-0<763 

NUREQ/CR-a274 


8311070097 

NUREO 


ORNU/TM-07S4 

r«URE0/CR-3S7& 


8311000172 

NUREO 



NUR£0/CR-'32Bg 


0311000993 

NUREO 


BAND83-t064 

KURE0/CR-a297 


0311030020 

90-413 

A 

BNL-NUREO-91673 

NURE0/CR'3a00 

DR FT 

0311220001* 

90-293 

P 

eANO03-iite 

w/REO/CR-aaoo 

VOi DR 

831122OOB0K 

90-293 

P 

SANDB3-ni8 

NUREO/GR-3314 


B3I 1140926 

NUREO 


EPRl NP-326B 

NUREOi/CR-aaao 


8311080397 

NUREO 


SAN 063-1178 

rAJREO/CR-3337 


9311070022 

NUREO 


BAND03-t249 

rAJREO/CR-3340 


9311080961 

NUREO 


BNU-NUREO-91680 

KUREO/CR-33S4 


0311080921 

NUREO 


PNL-4761 

NURE0/CR-3a39 

V02 

8311080903 

NUREO 


ANL-B3-U V02 

WRE0/CR-aafc8 


9311210427 

^1URE0 


PNL-4772 

NUREO/CR-33BS 


0311090039 

NUREO 


BNL -NUREO- 3 1690 

rAJRE0/CR“3397 


0311000491 

NUREO 


ORNL-9979 

RUREO/CR-3406 


0311090102 

NUREO 


8ANDa3-1973 

NURE0/CR-34DS 


0311210444 

NUREO 



NUREa/CR-3409 


0311000967 

NUREO 


PNL-47a9 

rwftE0/cR-a4ii 


0311090148 

NUREO 


BAN033-14ei 

NUflEO/CR“3414 


0311090018 

NUREO 


0RNL/TH-Be48 

NUReO/CR-3419 


0311090010 

NUREO 


QRNL76UBy77-404 

NyRe9/CB“3417 


0311140303 

hRJREO 


EOO-2267 

NiiReo/cR-a4ai 


0311090000 

90-361 

P 


MJftE07CR-3424 


0311290383 

NUREO 


F-C3969-307/319 

NURCO/CR-3443 


03111001 19 

NUREO 


PNL-4903 

mjHeaycR-3446 


0311210434 

30-219 

P 


NUflE9/CR'’3492 


0311210499 

NUREO 


UCRL -33484 

NURE0/CR-34S4 


0311290390 

NUREO 



rMRE9/CR-3490 


8311000594 

NUREO 


0RNL/TM-ea99 

MJRE0/CR-346a 


8311080926 

NUREO 


EOO-2274 

WURE0/CR~3463 


8311300093 

NUREO 


8AND03-iei4 

NURE9/CR~34fa9 


8311010489 

NUREO 


EOO-EA-6244 

NURE0/CR-a479 


631 1010431 

NUREO 


PNL-4a30 

NUREO/CR-aSOO 


8311300099 

NUREO 


0RNt/TM-889a 

NUREO/CR-3941 


8311300106 

NUREO 


aMI-2109 

NtJR£9/Cn-394S 


8311300441 

NUREO 


ANL-83-33 

NWE-3173 


831 £030136* 

90-412 

A 


PNL-4664 


8311160021* 

90-392 

A 


RERR-i4 


8311170079 

90-272 

n 


nH0-'BH»CR"t40 

P DAFT 

8311140362* 

HASTE MOT 

CH3393 

6AI-Q3-131-MA 


8310270472* 

90-206 

p 


BANC>77-n^3C 


8311230034* 

FOIA 



teAl3^79“*il39A 


8311230032* 





REPORT 

NUMBER 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

SANDB 1-01 SBC 

0311230027* 

FOIA 




8AND82-0400A 

0311230024* 

FOIA 




8AND02-O4OOC 

0311230023* 

FOIA 




aANDB2-0B22 

8311290319* 

FOIA 




8ANDB2-t697C 

0307190043* 

FOIA 




8ANDa2-2141C 

0311230016* 

FOIA 




&ANDa3-0443C 

0311230014* 

FOIA 




8AN1>B3-0B93C 

8311230019* 

FOIA 




BD-BWl-TP-007 VI DRF 

8311230170* 

WASTE 1 

MOT 

00397 

8D-BHI-TP-007 V2 DRF 

0311230172* 

WASTE i 

NOT 

00397 

SECy-8a-033A 

0206040472* 

90-289 

P 



aeCV-82-471 

6311110004* 

FOIA 




B6CY-B3-i67 

8309160267* 

FOIA 




8ECY-a3-267C 

8311160390* 

lOCFR 




8ECY-a3-337 

0309000017* 

lOCFR 




8ECY“8a-409 

0311160142 

90-309 

P 



8ECY-83-417 

0310310034* 

lOCFR 




TEN-C 9237-464 

0212290334* 

90-409 

P 

1 EH -79-0 18 

Te«-C 9297-64/69 DRFT 

0311140017* 

90-324 

P 

TAC 

07976 

TER-C 9306- 160 

6309120466* 

90-247 

Q 

TAG 

42962 

TER-C 9906-346 

0309120192* 

90-298 

P 

TAC 

07962 

TER-C9906-37a 

0310190076* 

90-299 

P 

TAC 

47129 

TER-C9306-3aB ROI 

0310170024* 

90-312 

P 



TER-C9306-399/400 

8310130238* 

90-230 

P 

TAC 

0808S 

TER-C 9906-422 DRFT 

8311040120* 

30-239 

P 

TAC 

40726 

TF-34 1/0009 A 

0306000008* 

90-266 

P 

TAC 

44396 

TF-394/O012A 

6306020927* 

90-299 

P 

TAC 

44394 

TF-396/0812A 

8306070474* 

90-346 

P 

TAC 

44371 

TF-3a4/0a23A 

0306 130286* 

90-269 

P 

TAC 

44300 

TF-3a6/0823A 

□306020936* 

90-289 

P 

TAC 

44411 

TR-9310-2 

6311010221* 

30-293 

P 



TR-9320-1 

0311190204* 

30-220 

P 



TR-‘83090-01 DRFT 

6311100080* 

30-443 

R 



UC ID- 19706 

0307110771* 

30-333 

P 

TAC 

00932 

UMTRA-DDE/AL-0020 

0311040190* 

WASTE MOT 



VeP-N08-7 

8311090247* 

30-201 

P 



UCAP-lOaiB 

8311100120* 

80-261 

P 



HCAP- 10429 

8311220119* 

30-364 

P 



HCAP-eieS R12 

8311010296* 

TOPREP 


18B6F 6 

MCAP-8763 001 

6311260202* 

TOPREP 




HR28-1-49-U9 

8311160110* 

30-327 

P 



XM-NF-IA-Ol R06 

8311220379* 

TOPREP 




XN-NF-621(NP><A) ROI 

8311170200* 

30-316 

P 



XN-NF-78-44(NPHA> 

83111 70247* 

TOPREP 




XN-NF-e2-21(NP) ROI 

8311040049* 

TOPREP 






CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


listed as enclosures are those Indicated by an asterisk 
fallowing tno accession number In the Indexes. The second 
GOliimn gives the accession number of the principal docu* 
fnant under which the enclosure Is listed. Knowing the 
accBsslon number of the principal documents the date 
issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, SO-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cats'- 
gorles are defined in Appendix B and listed In the Contents, 


ACCESSION 

KMKBER 



ACCEeSIQH 






principal 

DATE 

SUBJECT 


PFUNCIPAL 

DATE 

SUB^CT 


ENCLOSURE 

DOCUMENT 

I88UED 

CATEOOftV 

ENCLOSURE 

DOCUMENT 

IBBUED 

CATEOOftV 

7901090895 

0311300091 

83/06/24 

FOIA 

0104290792 

8311300096 

03/09/06 

FOIA 


7901090301 

6311300091 

83/^06/24 

POIA 

8107280097 

8311070018 

03/07/29 

40-2061 


7901090308 

6311300091 

83/06/24 

FOIA 

8110200050 

8311210004 

83/0B/02 

30-443 

C 

79082S0411 

8311130031 

83/10/11 

FOIA 

8201170289 

8311210004 

B3/D0/O2 

FOIA 


7903130109 

B31 10200 13 

83/06/14 

FQIA 

8202120276 

8311070102 

03/08/18 

FOIA 


7903870401 

8311150031 

63/10/11 

FOIA 

8202160190 

831 1070098 

83/08/16 

30-10 

F 

7904090133 

8311020013 

83/06/14 

FOIA 

8202240249 

831 1020042 

03/07/07 

FOIA 


79041S0163 

8311300091 

83/06/24 

FOIA 

8203180928 

8311210004 

63/08/02 

30-443 

D 

7909S40350 

6311020013 

83/06/14 

FOIA 

8203190496 

0311210004 

aa/08/02 

50-443 

D 

7907ia0S4S 

0311020013 

83/06/14 

FOIA 

0004280961 

8311290314 

83/09/08 

FOIA 


7907180530 

631 10200 13 

63/06/14 

FQIA 

0209040109 

0311070010 

03/07/29 

40-2061 


7907180395 

6311020013 

83/06/14 

FOIA 

6209060487 

8311030042 

83/07/07 

FOIA 


7909040007 

8311150041 

83/06/10 

40-8003 

0209060491 

8311030042 

83/07/07 

FOIA 


7909040090 

6311130043 

83/08/ 18 

40-8003 

0209060609 

8311300096 

03/09/06 

FOIA 


7909040134 

6311300091 

83/06/24 

FOIA 

8208040478 

0311020213 

03/08/12 

30-269 

P 

7909140034 

B3 11300091 

83/06/24 

FOIA 

8200100367 

B311810004 

63/00/02 

30^443 

D 

7910290141 

8311150031 

83/10/11 

FOIA 

8207200026' 

0311000017 

63/08/11 

fSTa 


7911300401 

8311150041 

63/06/18 

40-8003 

0207270038 

8311210004 

83/08/02 

50-443 

D 

0001000064 

6311070010 

83/07/29 

40-2061 

0209270033 

8311210004 

63/08/02 

go-443 

D 

6001000810 

631 1090020 

83/08/ i 6 

90-320 0 

8209380987 

8310190316 

83/08/09 

30-329 

F 

0001130031 

6311150031 

63/10/ 1 1 

FOIA 

0209290200 

0311L7OO34 

03/07/28 

50-382 

6 

BOOl 1 50084 

6311150031 

83/10/11 

FQIA 

0209290336 

0311170024 

03/07/28 

50-382 

a 

B00S2S007 1 

6311130031 

83/10/11 

FQIA 

0210060002 

0311O7OO9B 

63/08/16 

30-3 

F 

B0OS8SOO73 

6311150031 

63/10/11 

FQIA 

0210120631 

0310190316 

83/08/09 

30-329 

A 

aOOS8 30018 

8311300091 

63/06/24 

FOIA 

0210130041 

0311210004 

83/06/02 

30-443 

D 

0005370813 

6311300384 

63/09/13 

FQIA 

8211030997 

8311210004 

83/00/02 

30-443 

0 

0003370017 

631 1300304 

83/09/13 

FOIA 

8211110618 

8311090020 

03/08/16 

FOIA 


0000070830 

8310310049 

03/07/20 

90-317 8 

8211180402 

0311090020 

63/08/16 

FOIA 


8000100241 

8311020013 

83/06/14 

FOIA 

8211240368 

031 1070090 

83/08/16 

FOIA 


8000180243 

6311020013 

83/06/14 

FOIA 

8212010140 

8311210004 

83/06/02 

30-443 

E 

8000300301 

6311300071 

83/06/24 

FOIA 

8212060130 

8011070098 

63/08/16 

FOIA 


8009030408 

6311300091 

63/06/24 

FOIA 

8212280269 

8310310069 

83/07/20 

30-362 

P 

8009240338 

6311020013 

83/06/14 

FOIA 

8212290334 

831 1030069 

63/10/23 

30-409 

P 

8009240321 

8311 150031 

03/10/11 

FOIA 

8212290480 

0311210004 

83/08/02 

30-443 

A 

8010020334 

6311150031 

83/10/11 

FOIA 

8301060401 

8311110029 

63/07/29 

FOIA 


8011030073 

8311020013 

83/04/14 

FOIA 

8301060993 

8310010069 

83/07/20 

30-526 

A 

80111SD295 

6311 130031 

83/10/11 

FOIA 

8301100199 

8311080017 

83/00/11 

FOIA 


0012040340 

631 1020013 

83/06/14 

FOIA 

8301130986 

8311070090 

83/00/16 

FOIA 


0D 121 40284 

8311070018 

83/07/27 

40-2061 

8302020222 

8311070018 

63/07/29 

40-2061 


0101090072 

831 1020013 

83/06/14 

FOIA 

8302070299 

8311070090 

83/08/ 16 

30-416 

F 

0101190703 

831 1020013 

03/06/14 

FOIA 

8302 160079 

8311070010 

03/07/89 

40-2061 


8102030401 

8311020013 

83/06/14 

FQIA 

8302290107 

6311110028 

03/07/89 

FOtA 


0103030074 

6311020013 

83/06/ 14 

FOIA 

8303160003 

8311020048 

03/07/07 

FOtA 


0103300443 

631 1150031 

83/10/11 

FOIA 

8303290672 

S3 1 1090020 

03/06/16 

FOIA 


0103310347 

831 1070102 

93/08/ IB 

FOIA 

8304300003 

8110170316 

83/06/09 

50-329 

A 

0104220514 

8311300091 

03/06/24 

FOIA 

B30422Q294 

0311090020 

83/00/16 

FOIA 


0104220520 

831 1300091 

B3/06/24 

FOIA 

6309090218 

8311090020 

03/00/16 

FOIA 


0104230430 

8311300091 

83/06/24 

FOIA 

0309110184 

0311090020 

83/00/16 

FOIA 


0104270409 

8311 150031 

03/10/11 

FOIA 

8309160267 

0311300403 

83/09/16 

FOIA 


8104270327 

8311150031 

03/10/11 

FOIA 

B3091 60272 

0311210004 

83/00/02 

50-443 

A 


637 
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e309t&0345 

8311000017 

03/08/11 

FOIA 


8311010172 

8311010169 

83/10/31 

90-394 

K 

6309230166 

0311020042 

83/07/07 

FOIA 


0311010176 

8311010160 

03/10/27 

90-330 

Q 

6309230713 

031 1 020042 

B3/07/07 

90-279 

P 

0311010169 

8311010184 

83/10/26 

90-220 

P 

B3060S0327 

0311090203 

93/ 1 1 /07 

90-899 

P 

8311010207 

0311010202 

03/10/07 

90-277 

Q 

6306020936 

8311020138 

83/10/17 

90-889 

P 

8311010210 

8311010206 

83/11/01 

90-279 

R 

8306070474 

8311160217 

93/11/07 

90-348 

P 

0311010219 

0311010213 

03/10/29 

90-266 

P 

8306080008 

8310270618 

93/10/12 

90-266 

P 

8311010217 

0311010211 

83/10/13 

90-367 

a 

8306090292 

0311190908 

83/11/01 

90-341 

A 

8311010221 

8311010218 

03/10/26 

90-293 

p 

8306130286 

031 1 140388 

93/11/02 

90-269 

P 

0311010222 

6311010211 

83/10/13 

90-367 

6 

8306240369 

8311070039 

83/06/18 

FOIA 


8311010223 

6311010216 

83/10/17 

90-249 

Q 

8306270461 

0311070102 

93/08/10 

90-290 

F 

8311010224 

8311010220 

63/10/26 

90-348 

0 

G3062BD304 

031 1070102 

83/08/18 

90-946 

F 

8311010227 

0311010167 

03/10/10 

40-2061 


0307070969 

8311110029 

83/07/29 

FOIA 


0311010299 

8311010290 

83/10/26 

90-289 

P 

B307UO771 

8311230006 

03/11/07 

90-333 

P 

8311010276 

6311010270 

03/10/27 

90-494 

Q 

B307130192 

8311090039 

63/00/18 

90-322 

A 

8311010278 

0311010272 

03/10/26 

90-443 

T 

0307190043 

6311230013 

03/08/29 

FOIA 


8311010284 

8311010280 

03/10/28 

90-377 

0 

0307290041 

8311070090 

83/08/16 

FOIA 


8311310266 

6311010041 

03/10/29 

90-199 

P 

8307290098 

8311170109 

83/11/02 

90-271 

0 

0311010278 

8311010273 

03/10/12 

TOPREP 


8308010127 

8311110029 

03/07/29 

90-324 

R 

8311010304 

8311010300 

83/10/27 

70-143 


8308100210 

0311300404 

B3/09/12 

FOIA 


0311010309 

6311010303 

83/10/28 

90-443 

Q 

0308160340 

6311220064 

03/08/29 

90-392 

A 

8311010317 

8311010314 

63/10/17 

90-333 

8 

0308300432 

6311300022 

83/11/19 

REOOD 


0311010324 

8311010323 

63/07/20 

70-143 


8309060011 

8309060000 

03/08/19 

90-293 

P 

0311010330 

6311010329 

03/10/24 

90-279 

G 

0309060392 

8311080049 

63/10/20 

TOP REP 


0311010332 

6311010329 

03/10/24 

90-279 

0 

0309080017 

8311160336 

63/11/09 

lOCFR 


0311010336 

6311010339 

03/10/24 

90-279 

Q 

8309120192 

8311110210 

63/10/31 

90-290 

F 

8311010396 

8311010394 

03/10/20 

90-320 

P 

0309120466 

8311020909 

83/10/19 

90-247 

0 

6311010361 

6311010390 

03/10/20 

90-443 

0 

0309190169 

8311160142 

83/10/04 

90-309 

P 

8311010363 

6311010397 

03/10/13 

90-486 

Cl 

8309 1 60028 

8311070010 

83/07/29 

40-2061 

6311010364 

B3 11010398 

03/10/28 

90-443 

0 

B3092001B4 

6311070102 

63/08/10 

90-344 

F 

0311010376 

6311010372 

03/10/11 

90-247 

a 

83092 10379 

6309210379 

03/06/10 

REVIEW GRP 

6311010376 

B31 1010372 

03/10/11 

90-247 

8 

8309260199 

0309260192 

83/09/22 

70-2390 

6311010362 

6311010377 

03/10/17 

90-217 

G 

8309260261 

6309260299 

83/07/22 

30-299 

0 

8311010366 

8311010361 

03/10/28 

90-946 

c 

8309300161 

8311140023 

03/10/24 

90-366 

8 

8311010387 

6311010389 

03/10/17 

90-322 

0 

8310060173 

0311140023 

63/10/24 

90-366 

8 

8311010374 

6311010370 

03/10/28 

90-206 

p 

8310060403 

8310060308 

83/09/87 

90-267 

0 

6311010401 

8311010379 

83/07/22 

90-287 

G 

8310060449 

B31OO603BB 

03/09/27 

90-267 

0 

6311010404 

B31 1010396 

03/10/21 

90-281 

8 

8310060496 

6310060388 

03/09/27 

90-267 

0 

6311010407 

6311010399 

03/07/22 

90-207 

G 

8310130238 

631 1270398 

03/11/01 

90-290 

P 

6311010410 

8311010378 

03/10/21 

90-281 

8 

8310170017 

8311100379 

03/ 10/14 

90-440 

0 

63110X0413 

6311010399 

03/09/22 

90-287 

0 

8310170024 

6311020233 

63/10/29 

90-312 

P 

6311010416 

8311010396 

03/10/21 

90-281 

8 

8310180924 

0311190908 

83/11/01 

90-341 

A 

0311010432 

8311010426 

83/10/24 

90-334 

R 

8310190076 

6311220022 

93/11/07 

90-299 

P 

8311010436 

0311010426 

03/10/24 

90-334 

R 

8310200013 

6311160243 

03/ 1 1 /07 

REVIEW 

ORP 

8311010437 

8311010434 

63/10/24 

90-331 

P 

0310200019 

8311160243 

83/11/07 

REVIEU 

ORP 

8311010443 

8311010442 

83/10/21 

40-8039 


0310200017 

6311160243 

03/11/07 

REVIEW 

GRP 

63X1010445 

831X010431 

83/10/20 

90s50p 

G 

b3 10200 1 39' 

0311160397 

Ql/tt/oi 


B3U010490 

0311010431 

83/10/26 

90^60 

S 

8310290089 

9310290063 

63/10/06 

0A999 


6311010491 

8311010449 

83/10/21 

70-1113 


8310290090 

6310290083 

B3/1C/06 

0A999 


8311010457 

8311010499 

63/10/13 

90-334 

P 

8310260426 

6311060086 

93/10/27 

KUREG 


8311010490 

6311010496 

03/10/19 

CONTRACT 


0310270472 

8311020333 

63/10/28 

90-206 

P 

6311010499 

8311010499 

83/10/13 

90-334 

P 

S3 10200043 

0310260037 

63/10/17 

90-367 

P 

6311010466 

6311010461 

83/10/26 

71-7196 


8310260049 

6310200037 

83/10/17 

90-367 

F 

6311010464 

6311010482 

83/10/26 

71-7074 


8310280096 

8310280037 

83/10/17 

90-367 

P 

6311020004 

8311020001 

83/10/14 

90-348 

P 

03103(0034 

8311160273 

83/11/10 

lOCFR 


6311020006 

8311020001 

83/10/14 

90-348 

P 

8310310079 

6310310067 

63/07/20 

FOIA 


8311020016 

6311020013 

63/06/14 

FOIA 


0310310081 

B310310069 

63/07/20 

90-368 

8 

0311020017 

8311020013 

83/06/14 

FOIA 


0310310083 

8310310082 

03/10/29 

90-424 

A 

6311020010 

8311020013 

63/06/14 

FOIA 


8310310084 

6310310069 

03/07/20 

90-360 

8 

6311020017 

631 1020013 

63/06/14 

FOIA 


8310310086 

8310310082 

83/10/29 

90-424 

A 

6311020020 

6311020013 

83/06/14 

FOIA 


0310310094 

8310310067 

63/07/20 

90-361 

P 

0311020021 

8311020019 

63/10/28 

90-494 

Q 

8310310098 

8310310069 

93/07/20 

FOIA 


6311020022 

8311020013 

63/06/14 

FOIA 


8310310102 

8310310101 

83/ 1 0/86 

90-339 

F 

6311020024 

6311020013 

83/06/14 

FOIA 


8310310110 

8311140907 

03/10/31 

90-490 

F 

8311020026 

6311020013 

83/06/14 

FOIA 


8310310199 

6311140419 

03/10/31 

90-388 

A 

8311020027 

8311020013 

63/06/14 

FOIA 


8311010004 

631 1010003 

03/10/12 

90-267 

0 

631 1020027 

0311020013 

83/06/14 

FOIA 


0311010009 

6311010003 

93/10/12 

90-267 

0 

8311020031 

8311020013 

83/06/14 

FOIA 


B31 10 10006 

031 1010003 

83/10/12 

90-267 

0 

8311020033 

8311020013 

B3/06/14 

FOIA 


8311010090 

8311010040 

93/10/21 

71-7111 


B31 1020034 

8311020013 

03/06/14 

FOIA 


aaiioiooBB 

0311010077 

03/09/20 

TOPREP 


0311020039 

0311020013 

03/06/14 

FOIA 


B3l to 10102 

9311010070 

63/10/11 

90-279 

p 

631 1020036 

8311020013 

63/06/14 

FOIA 


0311010122 

8311010120 

83/10/27 

90-280 

p 

0311020037 

8311020013 

63/06/14 

FOIA 


8311010124 

0311010121 

03/10/24 

90-213 

p 

8311020041 

8311020013 

83/06/14 

FOIA 


8311010127 

9311010129 

93/09/86 

TOPREP 


8311020043 

0311020013 

83/06/14 

FOIA 


0311010140 

9311010136 

83/ 10/29 

90-266 

p 

B3 11020044 

8311020042 

83/07/07 

FOIA 


8311010142 

0311010196 

93/10/17 

70-734 


6311020049 

8311020013 

63/06/14 

FOIA 


8311010190 

9311010146 

93/10/24 

90-381 

p 

6311020047 

8311020042 

03/07/07 

FOIA 


B31 10101 32 

8311010146 

83/10/84 

90-321 

p 

6311020048 

8311020013 

83/06/14 

FOIA 


0311010198 

8311010199 

83/10/19 

90-266 

Q 

0311020047 

0311020042 

83/07/07 

FOIA 


6311010199 

8311010151 

83/09/21 

90-338 

Q 

6311020090 

0311020013 

83/06/14 

FOIA 
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3311020093 

8311020013 

83/06/14 

FOIA 


8311020166 

031 1020013 

03/06/14 

FOIA 


3311020094 

0311020013 

03/06/14 

FQIA 


8311030167 

83U0S0164 

S3/10/2a 

90-358 

K 

3311020099 

331 1020042 

83/07/07 

For A 


8311020169 

8311020013 

83/06/14 

FOIA 


33 110200 96 

8311020013 

93/06/14 

FOIA 


8311020170 

B 3071 90179 

B3/ 06/20 

90-361 

0 

3311020097 

8311020013 

83/06/14 

FOIA 


8311020171 

8311020143 

93/ 10/31 

90-361 

P 

3311020090 

8311020042 

83/07/07 

FOIA 


0311020172 

9311020013 

Q3/06/14 

FOIA 


3311020099 

8311020013 

83/06/14 

FQIA 


0311020174 

0311020013 

83/06/ 14 

FDIA 


8311020060 

8311020037 

03/10/31 

S0-‘293 

P 

8311020179 

03071 SD179 

83/06/20 

90-361 

0 

331 L020C^i 

8311020013 

03/06/14 

FQIA 


8311020170 

0311020013 

03/06/14 

FOIA 


331 1020062 

8311020042 

83/07/07 

FOIA 


0311020100 

0307190175 

03/06/20 

50-361 

0 

331 1020063 

8311020013 

83/06/14 

POIA 


0311020182 

9307150175 

03/06/20 

90-361 

0 

33 1 1020064 

8311020013 

83/06/14 

FQIA 


0311020184 

0307190175 

03/06/20 

90-361 

Q 

33 1 1020069 

8311020013 

03/06/14 

FQIA 


8311020187 

0307190179 

93/06/20 

90-361 

0 

3311020066 

8311020042 

03/07/07 

PGIA 


0311020200 

8311020199 

93/10/21 

90-40? 

Q 

8311020067 

8311020013 

83/06/14 

POIA 


0311020224 

0311020219 

83/08/ t a 

90-209 

U 

3311020060 

8311020013 

83/06/14 

FOIA 


0311OSO226 

831 1020223 

83/00/00 

FOIA 


8311020069 

8311020013 

03/06/14 

FOIA 


8311020230 

8311020223 

83/08/00 

FQIA 


3311020070 

8311020013 

83/06/14 

FQIA 


031 1020234 

8311020223 

83/08/00 

FOIA 


331 1020071 

8311020042 

83/07/07 

FOIA 


8311020239 

8311020231 

03/00/09 

FOIA 


3311020073 

8311020013 

83/06/14 

FQIA 


8311020240 

8311020223 

83/08/00 

FOIA 


3311020074 

8311020042 

03/07/07 

FQIA 


8311020243 

8311020237 

83/10/31 

90-445 

A 

8311020079 

8311020013 

03/06/14 

FQIA 


0311020349 

8311020239 

83/10/17 

50-453 

Q 

8311020076 

0311020042 

83/07/07 

FOIA 


831102024B 

8311020237 

83/10/31 

SO-449 

A 

3311020077 

0311020013 

83/06/14 

FOIA 


8311020296 

8311020238 

83/10/20 

90-461 

Q 

331 1020078 

0311020013 

83/06/14 

FOIA 


8311020260 

83U020297 

83/10/10 

90-338 

Q 

3311020079 

0311020042 

83/07/07 

FOIA 


8311020269 

8311020263 

83/10/20 

90-946 

0 

3311020080 

0311020013 

83/06/14 

FOIA 


8311020267 

8311020266 

83/10/21 

90-341 

0 

3311020081 

8311020013 

83/06/14 

FOIA 


8311020268 

0311020266 

83/10/21 

90-341 

0 

8311020082 

3311020042 

03/07/07 

FQIA 


8311020270 

8311020269 

83/10/27 

90-483 

Q 

331 1020084 

8311020013 

83/06/14 

FOIA 


8311020273 

8311020271 

83/10/19 

90-398 

Q 

3311050089 

0311020013 

83/06/14 

FOIA 


9311020299 

03UO2O293 

83/10/31 

30-344 

P 

0311020086 

8311020042 

83/07/07 

FOIA 


8311020296 

8311020292 

83/10/20 

90-279 

0 

3311050087 

0311020013 

83/06/14 

FOIA 


0311020297 

8311020293 

83/iO/ai 

90-344 

P 

331 iosooea 

3311020013 

03/06/14 

POIA 


0311020290 

8311020290 

03/10/26 

90-281 

8 

331 10500B9 

0311020013 

03/06/14 

FOIA 


8311020302 

8311020290 

03/10/aa 

90-281 

B 

8311020090 

3311020013 

83/06/14 

FOIA 


0311020304 

831 102029D 

83/10/50 

90-291 

8 

8311020091 

8311020013 

83/06/14 

FOIA 


8311020308 

831 1020307 

93/lO/li9 

90-220 

0 

B3 11020094 

0311020013 

83/06/14 

FOIA 


8311020314 

831 10203 10 

93/10/59 

90-3 

F 

8311020099 

0311020013 

83/06/14 

FOIA 


8311020316 

8311020310 

03/10/59 

90-3 

F 

8311020096 

3311020013 

83/06/14 

FOIA 


0311020317 

8311020319 

83/10/18 

90-334 

0 

33110S0097 

8311020093 

83/10/26 

90>266 

F 

031 1020321 

831102031? 

83/10/56 

90-313 

F 

8311020090 

0311020013 

03/06/14 

FOIA 


0311020327 

8311020322 

83/10/58 

50-461 

0 

8311020100 

0311020013 

03/06/14 

FOIA 


8311020328 

8311020323 

83/10/26 

90-577 

F 

8311020101 

8311020013 

03/06/14 

FOIA 


0311020330 

0311020329 

83/10/21 

90-329 

Q 

8311020103 

83U020099 

83/10/24 

90-261 

P 

0311020339 

8311020323 

83/10/56 

90-577 

F 

3311020103 

8311020013 

83/06/14 

POUL 


0311020336 

8311020334 

83/10/21 


Q 

8311020109 

931 1020013 

83/06/14 

FtfiJr 


8311020330 

8311030332 

83/ 10/17 

^5-5r77 

Q 

831 1 020106 

0311020042 

03/07/07 

FOIA 


8311020347 

8311020343 

83/10/20 

90-571 

Q 

3311020107 

6311020013 

83/06/14 

FQIA 


8311020343 

8311020346 

83/10/31 

90-331 

F 

331 1020108 

3311020013 

83/06/14 

FOIA 


8311020390 

8311020396 

03/10/31 

90-320 

P 

3311020110 

8311020013 

03/06/14 

FOIA 


8311020359 

8311020341 

83/10/26 

50-594 

F 

3311020113 

0311020013 

83/06/14 

FQIA 


6311020360 

8311020397 

83/10/27 

90-029 

A 

S3U020119 

8311020013 

83/06/14 

FOIA 


8311020363 

5311020341 

83/ 10/26 

90-294 

F 

8311020117 

0311020013 

83/06/14 

FOIA 


8311020367 

B3U 020391 

83/10/19 

90-331 

0 

8311020118 

8311020112 

83/10/29 

90-400 

F 

831 1020374 

831 1020370 

03/10/26 

90-320 

F 

0311020119 

6311020042 

03/07/07 

FOIA 


831 1020373 

8308310099 

83/10/20 

90-32? 

A 

6311020121 

8311020013 

83/06/14 

FOIA 


8311020382 

031 1020380 

03/10/26 

90-290 

P 

0311020123 

0311020013 

03/06/14 

FOIA 


6311020306 

8311020373 

93/ LO/20 

30-295 

Q 

831 1020 126 

8311020112 

83/10/25 

90-400 

F 

8311020399 

8311020389 

83/lO/SI 

90-461 

0 

0311020127 

0311020013 

03/06/14 

FOIA 


8311020396 

8311020390 

83/10/29 

50-398 

R 

3311020129 

0311020013 

03/06/14 

FQIA 


8311020409 

831 1020404 

03/ 10/Sl 

90-305 

0 

3311020130 

831 1020042 

83/07/07 

FOIA 


8311020412 

83i 1020390 

03/ 10/29 

90-358 

R 

3311020132 

8311020013 

83/06/14 

FOIA 


8311020413 

0311020408 

83/10/18 

70-371 


3311020139 

0311020013 

83/06/14 

FQIA 


0311020433 

8311020414 

83/10/27 

90-440 

0 

3311020137 

8311020013 

83/06/14 

FOIA 


8311020443 

8311020441 

83/10/21 

90-373 

0 

8311020140 

8311020013 

83/06/14 

FOIA 


8311020467 

8311020464 

83/10/12 

90-270 

p 

8311020141 

8311020013 

83/06/14 

POIA 


8311020402 

8311020480 

83/10/1? 

XPORTUIC 

3311030144 

8311020013 

83/06/14 

FOIA 


8311020491 

831102040? 

83/10/24 

90-320 

p 

0311020147 

8311020013 

83/06/14 

FOIA 


0311020492 

831102040? 

83/10/24 

90-320 

p 

0311020140 

8311020013 

83/06/14 

FOIA 


0311020493 

8311020013 

83/06/14 

FOIA 


3311020149 

8311020142 

03/10/31 

90-244 

P 

8311020499 

83110204?? 

83/10/21 

90-1 16 

p 

0311020191 

8311020013 

83/06/14 

FOIA 


0311020901 

031 1020497 

03/10/21 

50-116 

p 

B31 1020194 

0311020013 

83/06/14 

FOIA 


0311020903 

0311020497 

03/10/21 

90-116 

p 

0311020199 

8311020143 

83/10/31 

90-361 

P 

8311C2090B 

8311020907 

83/10/19 


p 

0311020197 

8311020013 

83/06/14 

FOIA 


8311020912 

6311020909 

63/10/19 

90-247 

0 

0311020199 

8311020013 

03/06/14 

FOIA 


6311020919 

8311020916 

83/10/26 

71-9102 


8311020160 

8311020193 

83/10/26 

71-9191 


0311030010 

0311O3ODD6 

83/09/21 

SO** 

R 

8311020161 

8311020013 

83/06/14 

FOIA 


8311030011 

8311030024 

83/10/26 

9 0—3 1 7 

F 

0311020162 

9307150179 

03/06/20 

90-361 

Q 

8311030053 

8311030021 

83/09/04 

90-280 

R 

0311020163 

8311020013 

03/06/14 

FOIA 


0311030031 

8311030026 

83/03/01 

90-280 

R 



CROSS REFERENCE OF ENCLOSURES 
TO PRtNCIPAL DOCUMENTS 


ACCEBSrON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMEhn- 

DATE 

10SOED 

SUBJECT 

CATEOORV 

G3 11030034 

8311030026 

03/03/01 

90-200 

R 

6311030041 

6311030039 

93/06/20 

90-348 

R 

6311030033 

8311030091 

83/10/26 

50-443 

0 

8311030069 

0311030066 

83/10/31 

90-338 

A 

8311030061 

0311030079 

83/10/27 

90-389 

0 

63110300B4 

831 1030063 

93/11/01 

80-389 

p 

6311030093 

0311030091 

93/10/31 

80-348 

F 

8311030093 

8311030070 

03/10/26 

30-272 

0 

8311030094 

83003 10069 

83/10/27 

30-279 

P 

63 1 1 030099 

8311030096 

83/10/28 

90-180 

8 

8311030100 

B3U030096 

83/10/Sa 

90-126 

S 

831 1030104 

831 1030102 

83/10/28 

90-344 

0 

8311030100 

6311030103 

02/08/17 

90-299 

R 

6311030116 

6311030113 

82/07/01 

90-302 

R 

6311030134 

8311030129 

03/10/87 

90-454 

0 

8311030136 

6311030132 

83/10/2Q 

50-412 

A 

0311030142 

8311030137 

63/10/28 

90-275 

0 

6311030162 

8311030199 

83/10/87 

90-29 

P 

8311030179 

6311030178 

82/12/19 

30-302 

R 

0311030183 

6311030182 

83/10/27 

90-434 

A 

8311030189 

83 11030162 

03/10/87 

50-494 

A 

8311030166 

631 1030182 

83/10/87 

50-494 

A 

8311030191 

831 1030189 

03/10/31 

90-293 

P 

B31 1030192 

6311030181 

8S/03/10 

90-327 

R 

6311030199 

031 1030194 

03/10/28 

90-461 

F 

8311030201 

8311030194 

83/10/aa 

90-461 

F 

6311030203 

0311030177 

03/03/19 

90-348 

R 

8311030204 

8311030194 

83/10/26 

90-461 

F 

83 1 1030207 

8311030194 

B3/1D/2S 

80-461 

F 

6311030211 

0311030197 

83/10/87 

80-309 

0 

8311030216 

8300310070 

63/10/27 

90-879 

P 

8311030217 

8311030169 

63/10/31 

90-279 

0 

6311030220 

8311030197 

83/10/27 

90-307 

a 

6311030221 

631103D219 

03/09/09 

40-8064 


6311030223 

831 1030197 

63/10/27 

90-307 

Q 

831 1030240 

8311030229 

03/10/31 

90-413 

T 

831 1030243 

0311030241 

03/10/31 

30-308 

F 

831 1030246 

6311030229 

63/10/31 

90-413 

T 

8311030271 

6311030266 

63/10/29 

90-813 

P 

8311030279 

8311030266 

03/10/29 

30-813 

P 

8311030264 

6311030200 

83/09/16 

40-3453 


8311030289 

831 1 030207 

03/10/19 

WASTE HOT 

6311030321 

8311030318 

83/ 10/27 

71-9189 


6311030332 

8311030330 

83/10/27 

90-2 

P 

0311030339 

6311030337 

03/10/17 

90-334 

P 

8311030340 

8311030336 

03/10/26 

contract 


6311030341 

3311030337 

03/10/ i9 

5(i=93r 

P 

6311030349 

6311030343 

83/10/14 

CONTRACT 


631 1030347 

0311030344 

03/10/86 

90-369 

P 

8311030348 

6311030346 

83/10/14 

CONTRACT 


8311030349 

831 1030344 

03/10/26 

90-369 

P 

8311030393 

8311030390 

03/10/14 

CONTRACT 


8311030394 

6311030393 

03/10/28 

CONTRACT 


8311030396 

8311030399 

83/10/28 

contract 


831 1030398 

6311030397 

03/10/29 

contract 


8311030361 

8311030399 

83/10/81 

80-334 

P 

8311030362 

6311030399 

03/10/21 

90-334 

P 

831 1040008 

0311040003 

83/10/20 

90-346 

0 

8311040014 

83 U 040003 

83/10/28 

30-346 

0 

8311040020 

8311040003 

83/10/86 

90-346 

a 

831 10 40024 

0311040017 

83/10/28 

50-029 

0 

8311040031 

8311040017 

83/10/86 

30-329 

0 

8311040037 

8311040023 

63/10/26 

90-400 

E 

8311040038 

0311040017 

63/10/20 

90-329 

0 

8311040039 

0311040032 

03/10/26 

90-399 

F 

6311040044 

8311040023 

83/10/88 

90-400 

E 

8311040046 

8311040040 

63/10/88 

90-498 

0 

8311040047 

8311040041 

03/10/18 

90-293 

F 

8311040049 

8311040043 

83/11/01 

toprep 


8311040093 

8311040048 

83/10/87 

50-368 

P 

8311040061 

8311040090 

83/10/18 

90-396 

F 

03 1 1 040063 

8311040097 

83/10/81 

90-369 

8 

83 1 1 040070 

8311040097 

63/10/81 

90-369 

8 

8311040071 

8311040099 

83/11/01 

90-237 

P 

6311040112 

6311040111 

63/10/11 

90-928 

A 

831 1040120 

6311040116 

83/11/01 

90-899 

P 

8311040124 

8311040117 

63/08/29 

90-389 

A 

8311040126 

8311040123 

63/10/31 

90-261 

P 

0311040127 

8311040117 

63/00/29 

90-327 

A 

8311040136 

6311040131 

83/08/03 

FOIA 



ACCESSION NUHPER 



PRINCIPAL 

DATE 

8UDJECT 


ENCLOSURE 

DOCUMENT 

laauED 

CATEOORY 

6311040141 

6311040133 

83/10/19 

UA0TE HOT 

0311040144 

8311040140 

03/10/14 

50-443 

A 

0311040146 

0311040143 

83/00/03 

FDIA 


6311040148 

0311040137 

03/11/02 

50-280 

F 

6311040199 

8311040137 

83/11/02 

50-280 

F 

0311040158 

B311040196 

03/10/80 

WASTE MOT 

0311040139 

8311040197 

83/11/02 

50-295 

r 

8311040163 

0311040160 

63/ 1 1 /08 

50-346 

F 

6311040171 

0311040166 

03/11/08 

50-285 

F 

0311040172 

8311040167 

83/10/87 

71-9157 


0311040179 

6311040176 

03/10/14 

CONTRACT 


0311040180 

8311040178 

83/10/31 

50-331 

F 

8311040100 

0311040189 

83/10/31 

50-83 

F 

8311040189 

0311040188 

03/ 10/ 19 

CONTRACT 


6311040192 

8311040190 

83/10/31 

50-402 

F 

8311040194 

0311040193 

03/11/02 

30-317 

F 

8311040197 

0311040199 

83/11/02 

50-348 

F 

0311040200 

0311040199 

83/11/08 

50-348 

F 

031 1040203 

8311040199 

03/11/02 

50-269 

F 

8311040203 

031 1040202 

03/09/18 

50-318 

a 

0311040206 

8311040199 

03/11/02 

30-269 

F 

0311070010 

031 1070008 

83/10/31 

30-387 

F 

0311070011 

0311070009 

83/00/10 

80-337 

A 

0311070018 

8311070008 

03/10/31 

50-387 

F 

8311070014 

031 1070009 

03/08/10 

50-337 

A 

0311070019 

8311070009 

83/00/10 

50-337 

A 

0311070028 

0311070009 

03/08/10 

50-537 

C 

0311070024 

031 1070018 

03/07/89 

40-2061 


031 1070026 

8311070009 

83/08/10 

50-537 

A 

8311070020 

0311070018 

03/07/29 

40-2061 


0311070032 

8311070010 

83/07/29 

40-2061 


8311070034 

83 U 070009 

83/08/10 

30-537 

A 

6311070036 

0311070010 

03/07/29 

40-2061 


0311070041 

031 1070018 

83/07/29 

FOIA 


0311070042 

0311070018 

83/07/29 

FOIA 


83 11070043 

0311070009 

03/08/10 

50-837 

0 

0311070044 

031 1070018 

03/07/29 

FOIA 


0311070047 

8311070010 

83/07/2? 

FOIA 


831 1070049 

8311070018 

03/07/29 

FOIA 


0311070091 

0311070018 

03/07/89 

FOIA 


031 1070098 

8311070009 

83/08/10 

50-337 

D 

0311070094 

831 1070009 

03/08/10 

30-337 

A 

0311070096 

0311070029 

83/00/10 

FDIA 


031 1070068 

0311070061 

83/08/17 

FOIA 


0311070064 

0311070061 

03/08/17 

FOIA 


0311070067 

E^gji 1070061 

83/08/17 

03/07/29 

m 


0311070070 

8311070010 


0311070073 

0311070061 

03/00/17 

FOIA 


0311070074 

0311070016 

83/07/29 

40-2061 


0311070077 

0311070061 

83/00/17 

FOIA 


8311070078 

03UO7OO61 

03/00/17 

FOIA 


0311070081 

0311070061 

83/00/17 

FQIA 


0311070002 

8311070010 

83/07/29 

40-2061 


03UO7OO0B 

8311070061 

03/08/17 

FOIA 


0311070092 

6311070061 

03/00/17 

FOIA 


0311070094 

0311070061 

83/00/17 

FOIA 


0311070103 

8311070087 

03/10/31 

50-327 

F 

0311070114 

831 1070098 

03/08/16 

FOIA 


0311070119 

0311070118 

83/10/18 

30-239 

a 

0311070117 

0311070102 

83/08/18 

FOIA 


8311070119 

0311070090 

83/00/16 

FOIA 


0311070182 

0311070118 

83/11/01 

30-333 

a 

0311070183 

8311070098 

83/00/16 

FOIA 


8311070184 

8311070181 

83/10/11 

30-400 

0 

0311070186 

0311070102 

83/08/18 

FOIA 


0311070127 

8311070118 

83/11/01 

30-338 

Q 

8311070189 

0311070102 

83/00/18 

FOIA 


0311070130 

8311070110 

03/11/01 

30-333 

Q 

0311070132 

8311070128 

83/10/12 

30-324 

0 

8311070133 

0311070102 

83/00/18 

FOIA 


0311070134 

8311070098 

03/00/16 

FDIA 


0311070139 

8311070118 

83/11/01 

80-335 

0 

8311070136 

0311070102 

83/00/18 

FOIA 


6311070139 

0311070137 

83/10/07 

30-280 

a 

0311070140 

8311070130 

03/11/01 

50-382 

a 

8311070141 

031 1070090 

83/00/16 

FOIA 


6311070148 

0311070102 

83/00/18 

FOIA 


0311070143 

8311070098 

83/08/16 

FOIA 


0311070149 

0311070102 

83/00/10 

FOIA 


0311070146 

0311070144 

83/10/31 

50-277 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCC8S1DN number 


chclqburh 

PRINCIPAL 

DDCOMENT 

DATE 

ZB6UED 

SUBJECT 

CATEGORY 

831 taro 147 

e31107009B 

83/00/16 

90-319 

0 

8311070148 

8311070102 

83/00/10 

90-399 

F 

831 1070130 

0311070098 

03/00/16 

FQIA 


831 1070131 

0311070102 

03/00/18 

90-399 

F 

831 1070134 

031 1070090 

03/00/16 

90-336 

8 

S3lia701SA 

8311070149 

83/10/31 

90-299 

Q 

831 1070137 

8311070090 

83/00/16 

90-390 

F 

8311070188 

0311070183 

83/10/24 

90-290 

0 

8311 07013'? 

031 1 070D98 

03/00/16 

FOIA 


831 1070 US 

031 1 0701 93 

03/10/24 

90-290 

a 

0i3lliO7Ol6& 

031 1070193 

03/10/24 

90-290 

Q 

8311070178 

031 1070193 

03/10/24 

90-290 

0 

8311070174 

031 1070170 

83/10/29 

90-324 

B 

8311070183 

0311070102 

83/08/10 

FOIA 


83110701B& 

0311070179 

83/10/21 

90-324 

0 

8311070188 

8311070181 

03/11/03 

90-449 

0 

D311070192 

031 1070189 

83/10/12 

70-1201 


8311070194 

031 1070102 

63/08/10 

FOIA 


B31 1070 199 

0311070179 

83/10/21 

90-324 

G 

8311070201 

031 1070179 

83/10/21 

90-324 

Q 

0311070211 

8311070179 

83/10/21 

90-324 

0 

8311070217 

8311070212 

03/10/17 

90-201 

Q 

8311070229 

031 1070219 

03/10/06 

0A999 


83 1 1070230 

031 1070229 

83/10/18 

70-1113 


8311070243 

0311070240 

83/11/01 

90-490 

3 

831 1070249 

8311070249 

03/10/17 

90-309 

a 

831 1070263 

031 1070297 

83/10/21 

90-430 

Q 

83 1 107027S 

031 1070273 

83/10/29 

90-319 

0 

8311070277 

031 1070273 

03/10/29 

90-319 

B 

8311070278 

0311070273 

83/10/29 

90-319 

8 

8311070281 

8311070200 

03/10/28 

70-27 


83 1 1070286 

8311070204 

03/11/04 

90-309 

Q 

8311070288 

031 1070204 

83/11/04 

90-309 

0 

8311070290 

031 1070207 

83/U/03 

90-237 

P 

8311070291 

031 1070207 

83/11/03 

90-237 

P 

8311070292 

031 1070204 

83/11/04 

90-309 

Q 

8311070314 

8311070312 

83/10/13 

0A999 


8311070318 

0311070312 

03/10/13 

QA999 


8311070319 

8311070312 

83/10/13 

aA999 


8311070321 

8311070319 

03/10/27 

90-430 

a 

8311070323 

0311070317 

03/11/02 

90-400 

G 

8311070324 

0311070319 

03/10/27 

90-438 

Q 

8311070326 

0311070317 

83/11/02 

90-400 

0 

8311070327 

8311070319 

83/10/27 

90-430 

Q 

8311070328 

031 1070322 

83/11/03 

90-249 

P 

831 1070329 

0311070319 

03/10/27 

90-^ 

0 

831 1070333' 

031 1^70319 

83/10/&/ 



8311070340 

031 1070337 

03/10/11 

90-416 

Q 

8311070342 

031 1 070339 

03/10/10 

90-261 

Q 

8311070344 

8311070338 

03/10/21 

90-413 

0 

831 1070391 

8311070330 

83/10/21 

90-413 

0 

831 1070393 

03 t 1070330 

83/10/21 

90-413 

Q 

831 1070397 

031 1070394 

83/10/12 

70-024 


G31 1070361 

031 1070338 

03/10/21 

90-413 

Q 

831 1070369 

031 1070360 

03/11/03 

90-290 

P 

8311070369 

0311070362 

03/10/24 

QA999 


831 1070372 

0311070364 

03/10/20 

90-399 

0 

831 1070374 

8311070362 

03/10/24 

QA999 


831 1070379 

0311070371 

83/10/21 

90-336 

a 

8311070376 

031 1070364 

83/10/20 

90-399 

Q 

©311070377 

0311070367 

03/10/20 

PR 


8311070378 

03 1 1070362 

03/10/24 

0A999 


©311070380 

83 1 1070370 

83/10/21 

90-29 

Q 

8311070383 

031 1070364 

03/10/20 

90-399 

Q 

8311070389 

0311070386 

03/00/19 

90-267 

Q 

8311070399 

0311070306 

63/00/19 

90-267 

Q 

8311070378 

03 1 1070364 

83/10/20 

90-399 

Q 

831 1070400 

0311070396 

83/10/20 

90-271 

0 

8311070402 

8311070399 

03/10/21 

90-267 

0 

031 1070406 

8311070391 

83/10/29 

70-27 


8311070409 

0311070399 

83/10/21 

90-267 

8 

8311070419 

0311070414 

83/10/10 

90-299 

0 

8311070437 

0311070432 

83/10/21 

90-293 

0 

8311070440 

0311070430 

03/11/03 

90-920 

A 

8311070446 

0311070432 

03/10/21 

90-293 

0 

831107044B 

0311070434 

03/11/03 

40-0780 


8311070499 

0311070493 

83/10/13 

<JA999 


831 1070496 

0311070491 

03/11/02 

TOPREP 


831 1070463 

0311070490 

03/10/29 

90-299 

0 

8311070469 

0311070462 

03/11/04 

90-279 

P 


AccesatON wmiier 



PRINCIPAL 

DATE 

BU8UECT 


ENCLOSURE 

DOCUMENT 

I 8 SUED 

category 

031 1070469 

B31107045B 

03/10/25 

90-299 

Q 

031 1070473 

0311070462 

03/ 1 1 /04 

30-279 

P 

831 1070474 

B3UO70496 

03/10/29 

30-239 

0 

8311070477 

0311070471 

63/10/21 

30 -2« 

0 

8311070470 

831 1070476 

63/10/12 

0A999 


0311070479 

0311070490 

63/ 10/29 

30-299 

0 

0311070401 

031 1070479 

83/10/31 

90-312 

0 

031 1070403 

031 1070476 

63/10/12 

04999 


0311070409 

031 107C476 

03/10/12 

0A999 


0311070492 

031 1070487 

03/10/31 

30-400 

0 

0311070493 

8311070406 

03/10/28 

50-390 

Q 

0311070494 

0311O7O4B6 

63/10/26 

90-290 

0 

8311070490 

0311070499 

03/10/23 

30-312 

P 

031 1070902 

031 1070480 

03/10/26 

80-290 

a 

031 1070910 

0311070400 

63/10/26 

30-290 

0 

0311070912 

8311070904 

83/10/21 

30-272 

0 

0311070913 

0311070904 

63/10/21 

90-272 

0 

0311070919 

0311070487 

83/10/31 

90-400 

0 

031 1070920 

031 1070904 

83/10/21 

90-872 

0 

0311070921 

0311070480 

©3/10/26 

90-290 

a 

0311070924 

8311070919 

03/10/24 

90-361 

R 

0311070929 

0311070317 

03/11/02 

90-400 

G 

8311070933 

0311070920 

03/10/11 

90-390 

Q 

8311070936 

B3I107G317 

63/11/02 

90-400 

0 

0311070944 

0311070407 

83/10/31 

90-400 

0 

0311070946 

8311070942 

03/10/21 

70-364 


B31 1070947 

0311070941 

63/10/11 

90-390 

Q 

8311070949 

0311070943 

03/10/21 

90-2&6 

O 

8311070996 

031 1070407 

63/10/31 

90-400 

0 

0311070961 

0311070994 

63/11/01 

90-402 

6 

B3 11070964 

0311070999 

03/10/24 

0A999 


B31 1070969 

8311070962 

63/10/10 

90-399 

P 

8311070966 

D3 11 070407 

63/10/31 

90-400 

0 

8311070970 

031107 0962 

83/10/18 

90-398 

P 

8311070973 

8311070962 

83/10/10 

90-399 

P 

B3UO70974 

0311070999 

03/10/24 

04999 


631 LO70977 

83 1 1070962 

63/10/18 

90-393 

P 

631 IO709BO 

8311070487 

63/10/31 

90-400 

6 

6311070901 

0311070962 

63/10/10 

90-399 

P 

6311070903 

0311O7G979 

03/10/21 

70-2077 


©311070906 

0311070962 

03/10/16 

90-399 

P 

8311(070994 

0311070909 

03/10/20 

90-400 

0 

0311070999 

0311070991 

03/10/24 

90-277 

Q 

8311070609 

8311070600 

03/10/26 

70-1191 


0311070609 

0311070591 

83/10/24 

90-877 

6 

,03 U 070611^ 
83ll070&r4 

. ^3llQ709O9 
*0311070909 


0311070616 

0311070606 

63/10/31 

90-340 

6 

0311070610 

0311O7O9B9 

63/10/20 

90-400 

Q 

83 LI 070620 

0311O7O5B9 

63/10/20 

30-400 

6 

8311070629 

0311070622 

03/10/21 

90-299 

Q 

8311070626 

0311070909 

63/10/20 

90-400 

O 

0311070629 

0311070606 

03/XO/31 

90-340 

B 

6311070632 

0311070622 

03/10/21 

90-299 

Q 

8311070644 

0311070643 

03/10/18 

KPORTLIC 


8311060002 

0311060001 

03/10/10 

XPDRTLIC 


0311000006 

0311000004 

03/10/19 

90-209 

P 

0311000000 

0311000004 

03/10/19 

90-209 

P 

0311000023 

8311080017 

03/08/11 

FOIA 


0311000026 

031 1000024 

63/10/19 

90-339 

P 

6311000027 

B3110B00L7 

63/08/ 1 1 

FOIA 


8311000031 

031 1000024 

03/10/19 

90-339 

P 

0311000032 

0311000017 

03/00/11 

90-329 

6 

0311000036 

0311000017 

63/00/11 

FOIA 


0311000040 

031 1080042 

63/11/02 

90-200 

F 

0311000090 

8311O0OQ49 

63/10/20 

TOPREP 


0311000093 

8311000017 

63/00/11 

FDJA 


8311000094 

0311000092 

63/10/31 

90-309 

F 

6311060097 

0311080017 

63/08/11 

FOIA 


0311000060 

0311080017 

83/00/11 

FOIA 


03110^0062 

8311000050 

63/10/29 

NimEG 


0311OBOO63 

0311060099 

60/10/31 

90-340 

F 

8311060067 

0311000065 

©3/04/2& 

90-443 

R 

0311000069 

8311000017 

63/00/il 

30-307 

0 

0311000070 

831 1000066 

63/10/31 

90-409 

F 

0311000071 

83X1000069 

63/04/2A 

90-443 

R 

6311000079 

83U060O17 

63/08/ 1 1 

90-220 

Q 

0311000070 

031 1000074 

63/11/02 

90-313 

F 

03110^0079 

8311060017 

83/00/ il 

FOIA 


8311000003 

0311080074 

63/11/03 

90-313 

F 
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ACCESSION NUHBEJt 


ENCLOSURE 

PRINCIPAL 

fXlGUriENT 

DATE 

ISSUED 

SUBJECT 

CATTOOfiY 

SO1I0BOOG3 

6311080017 

63/08/11 

FOIA 


8311000087 

9311080017 

93/08/11 

POIA 


83 1 1000089 

9311080089 

93/ 1 1 /02 

90-245 

F 

8311000099 

8311080091 

93/10/24 

WASTE MOT 

83 I 1080096 

9311080090 

83/07/29 

POIA 


8311000097 

8311060089 

63/11/02 

50-245 

F 

8311080103 

831 1060090 

93/07/25 

POIA 


8311080109 

9311060100 

93/11/02 

90-295 

F 

8311080113 

6311060090 

83/07/25 

POIA 


8311000114 

9311060107 

83/ 1 1 /02 

30-299 

F 

8311080119 

8311080090 

83/07/25 

FOJA 


8311080121 

83110801 16 

83/11/02 

50-320 

F 

8311080123 

6311060090 

93/07/29 

FOIA 


8311080127 

6311060090 

93/07/25 

FOIA 


8311080134 

6311080122 

63/10/29 

90-2*7 

0 

8311080143 

8311080139 

83/11/02 

50-309 

F 

8311080190 

8311060146 

63/11/02 

50-349 

F 

8311080194 

8311090146 

63/11/02 

90-340 

F 

8311080199 

6311060148 

63/06/23 

FOIA 


8311080161 

6311080156 

63/10/29 

50-397 

E 

8311080163 

9311080157 

83/11/02 

50-317 

F 

8311080171 

8311080166 

63/10/31 

50-331 

F 

0311080176 

6311080166 

83/10/31 

50-331 

F 

8311080101 

6311090149 

63/09/23 

FOIA 


B31 1080183 

8311090179 

63/10/31 

50-529 

F 

B3110B0191 

8311090148 

93/09/33 

POIA 


8311080193 

9311090169 

63/11/03 

50-324 

F 

831 1 080195 

9311090190 

83/11/04 

90-445 

0 

8311080196 

8311090149 

63/06/23 

FOIA 


8311080197 

9311080169 

63/11/03 

50-324 

F 

8311080203 

8311090146 

93/08/23 

FOJA 


3311080803 

6311080148 

63/00/23 

POIA 


931 1080805 

9311080201 

63/11/04 

50-463 

0 

8311080808 

9311090140 

83/08/83 

FQIA 


83110802112 

9311060149 

63/08/23 

FOIA 


8311080220 

931 10902 17 

03/11/04 

50-445 

0 

8311080221 

9311080146 

93/09/23 

FOIA 


8311080222 

931 1090219 

83/11/01 

50-220 

P 

8311080224 

6311080217 

83/11/04 

50-44 5 

0 

8311060226 

9311090217 

93/11/04 

50-445 

0 

6311080287 

8311080219 

93/11/01 

50-220 

p 

8311080228 

9311080146 

93/09/23 

POIA 


6311080229 

9311080225 

83/09/31 

40-9564 


6311080230 

9311090217 

63/11/04 

50-445 

0 

6311080232 

9311090149 

83/09/23 

POIA 


6311080233 

9311060223 

83/11/04 

50-237 

p 

6311060233 

'9^11060217 

93/11/64 


5 

8311060239 

9311060149 

63/06/23 

FOIA 


831 1080240 

9311060217 

83/11/04 

50-445 

0 

8311060242 

9311090237 

93/11/04 

30-445 

0 

8311080246 

9311090241 

63/11/01 

50-335 

F 

6311080247 

9311060148 

83/09/23 

FOIA 


8311060230 

9311090243 

83/10/29 

50-336 

P 

8311060232 

9311090249 

93/10/31 

50-367 

F 

8311080236 

8311060243 

93/10/29 

50-330 

P 

631 1080237 

9311060149 

83/06/23 

FOIA 


9311080299 

9311060255 

63/10/31 

50-275 

F 

831 1080262 

9311060255 

03/10/31 

30-275 

F 

8311060263 

6311090149 

03/09/23 

FOIA 


8311080268 

631 loeoi 49 

63/09/23 

FOIA 


93 1 1 080269 

631 1060267 

83/10/31 

50-390 

F 

8311080272 

9311090266 

63/11/01 

50-302 

P 

8311060273 

6311060148 

63/09/23 

FOIA 


83 1 1 090274 

831 1060267 

63/10/31 

50-390 

F 

8311090277 

8311090148 

63/06/23 

FOIA 


8311080263 

6311090149 

63/06/23 

FOIA 


8311080266 

6311090149 

83/06/23 

70-1144 


9311080294 

6311090149 

93/06/23 

FOIA 


8311080296 

9311060149 

63/06/23 

70-1144 


8311080304 

8311060148 

83/06/23 

FOIA 


631 1080306 

8311090299 

03/10/25 

90-334 

P 

8311060306 

9311080149 

83/09/23 

POIA 


9311080312 

831 1080149 

93/08/23 

FOIA 


8311090313 

9311090309 

63/10/31 

90-302 

E 

0311080316 

9311080146 

63/08/23 

FOIA 


9311080322 

9311060311 

93/ 11/01 

90-250 

F 

8311090324 

9311060149 

03/08/23 

POIA 


8311090327 

83 1 1090323 

93/ 1 0/27 

50-259 

P 

6311090330 

8311090146 

93/09/23 

70-1144 


931 1060332 

831 1080323 

93/10/27 

90-299 

P 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

IB8UED 

CATEOORY 

8311060338 

6311000325 

63/06/30 

50-313 ft 

6311080344 

8311060325 

63/06/30 

50-313 R 

6311080361 

8311060356 

03/11/01 

50-3*3 0 

8311080366 

8311080356 

03/11/02 

50-255 P 

8311060360 

6311060377 

83/10/27 

50-32 1 p 

6311080390 

0311000362 

63/10/18 

50-397 A 

9311060392 

0311060368 

63/11/04 

50-397 Q 

631 1060396 

8311080391 

63/10/21 

50-329 A 

8311060409 

8311080405 

03/10/26 

TOPREP 

6311060421 

6311080406 

03/11/03 

50-244 8 

6311050440 

0311000437 

03/10/13 

40-3453 

63110B04SO 

0311060448 

63/10/16 

XPORTLIC 

8311060456 

6311060453 

83/05/16 

71-50* 

631 1060465 

8311060461 

63/10/18 

XPORTLIC 

6311060479 

8311060476 

63/10/19 

XPORTLIC 

6311060506 

0311000504 

03/06/03 

40-2061 

6311060519 

8311080514 

63/08/04 

FOIA 

6311060522 

8311080514 

63/06/04 

FOIA 

6311060533 

0311000529 

03/06/25 

FOIA 

0311000944 

831 1000540 

63/10/28 

50-320 P 

6311080550 

03UDBOB56 

83/09/19 

40-6452 

8311080561 

0311060579 

83/10/31 

50-272 P 

6311060566 

8311080579 

63/10/31 

50-272 P 

6311060617 

8311060552 

83/11/03 

CONTRACT 

B3U090003 

0311090002 

63/10/17 

71-507 

6311090004 

631 1090001 

03/10/25 

CONTRACT 

8311090007 

0311090005 

83/10/17 

71-500 

8311090016 

0311090012 

03/11/04 

50-200 p 

8311090027 

6311090024 

03/06/17 

FOIA 

8311090020 

6311090024 

03/00/17 

FOIA 

9311090036 

9311090035 

03/06/10 

FOIA 

831 1090040 

0311090015 

63/10/21 

CONTRACT 

0311090056 

0311090054 

03/11/03 

50-397 P 

6311090064 

8310190316 

03/00/09 

50-329 A 

831 1090067 

0310190316 

63/08/09 

50-329 A 

6311090069 

B31019O316 

93/00/09 

50-329 A 

8311090071 

031 1090069 

03/11/04 

50-397 P 

0311090075 

6310190316 

03/08/09 

50-329 a 

6311090076 

0311090073 

83/11/01 

50-277 P 

0311090079 

6310190316 

83/09/09 

50-329 A 

6311090001 

6310190316 

63/08/09 

50-329 A 

631 1090090 

8310190316 

63/08/09 

50-329 A 

8311090091 

G310190316 

63/00/09 

50-329 A 

6311090092 

031 1090069 

63/00/15 

50-403 A 

0311090096 

0311090089 

03/00/15 

50-463 C 

B31109010L 
03 11090106 

6:pU09pO89 

8311090009 

83/0B^;S 
03/06/ 1 S 

50^83 A 

0311090111 

0311090009 

03/06/15 

50-403 A 

8311090115 

9310190316 

03/06/09 

50-329 A 

8311090117 

031 1090099 

63/00/15 

50-403 A 

0311090116 

0310190316 

03/06/09 

50-329 A 

0311090182 

031 1090069 

63/08/15 

50-403 A 

0311090128 

0311090121 

03/10/19 

CONTRACT 

0311090129 

0311090069 

03/06/15 

50-403 A 

0311090132 

631 1090089 

63/08/15 

50-403 A 

0311090135 

0311090069 

63/06/15 

50-403 A 

0311090130 

0310190316 

63/00/0? 

50-329 A 

0311090140 

6311090069 

63/06/15 

50-403 A 

0311090141 

8311090131 

83/10/14 

CONTRACT 

8311090142 

8311090099 

63/08/15 

50-483 A 

0311090143 

9310190316 

63/06/09 

50-329 A 

0311090146 

6311090069 

63/08/15 

50-403 A 

6311090150 

6311090069 

83/00/15 

50-463 A 

6311090151 

6311090103 

83/10/25 

CONTRACT 

0311090156 

6311090009 

63/09/15 

50-483 0 

0311090160 

0311090154 

83/00/10 

FOIA 

B3U090162 

6311090156 

03/10/27 

50-39* P 

0311090164 

6311090150 

03/10/27 

50-39* P 

6311090166 

0311090157 

63/11/03 

50-443 0 

0311090173 

0311090171 

03/00/10 

FOIA 

8311090210 

8311090207 

83/10/25 

50-20 Q 

0311090211 

0311090209 

03/11/04 

50-277 P 

0311090214 

8311090207 

63/10/25 

50-20 Q 

0311090217 

0311090213 

03/10/26 

50-317 0 

6311090220 

0311090216 

03/10/25 

50-354 Q 

0311090223 

0311090222 

03/10/2* 

50-334 0 

8311090225 

6311090221 

63/11/04 

50-341 0 

6311090227 

6311090226 

63/11/04 

50-350 a 

6311090233 

6311090230 

63/10/27 

50-387 3 

631 1090235 

031 1090232 

63/11/02 

50-352 0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS IDN 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRtHCIPAL 

DATE 

BUflJECT 



DOCUMENT 

ISSUED 

CATEGORY 

enclosure 

DOCUMENT 

I6BUE0 

CATEODRY 

031 1090237 

03 11 070230 

93/10/27 

90-307 

Q 

0311100231 

03J 1100229 

03/10/27 

30-387 

0 

031 i 090;239 

831107023S 

03/11/02 

90-332 

0 

0311100234 

0311100227 

03/10/27 

30-387 

Q 

B31I09CS46 

0311090244 

03/11/07 

40-0046 


0311100241 

031110023? 

03/10/27 

30-332 

0 

031 1090247 

0311090249 

03/11/03 

30-281 

P 

0311100244 

8311100242 

03/10/27 

50-373 

Q 

0311090290 

0311090248 

03/10/26 

90-271 

Q 

0311100246 

8311100239 

03/10/27 

30-332 

Q 

031 1090291 

8311090240 

93/10/26 

30-271 

<k 

0311100293 

0311100242 

83/10/27 

30-273 

0 

031 1090297 

03U 090296 

03/10/31 

30-271 

F 

0311100234 

0311100223 

83/11/03 

30-413 

0 

031 J 090260 

031 1090296 

83/10/31 

50-871 

F 

0311100239 

0311100296 

83/10/20 

30-32? 

A 

031 1090269 

0311090269 

83/10/29 

30-374 

Q 

0311100260 

8311100296 

83/10/20 

90-32? 

A 

0311090273 

0311090270 

03/10/26 

30-872 

Q 

0311100262 

8311100236 

03/10/28 

90-329 

A 

0311090279 

0311090271 

03/10/27 

30-193 

Q 

831 1100263 

031 1 1002 9 S 

83/11/07 

90-334 

0 

031 1070276 

0311090270 

83/10/26 

30-272 

0 

0311100264 

0311100296 

03/10/28 

90-31? 

A 

031 1090277 

0311090274 

03/10/12 

TOPREP 


0311100266 

0311 1002 96 

03/10/20 

90-32? 

A 

0311090279 

0311090274 

03/10/12 

TOPREP 


B31 1100267 

0311100336 

03/10/20 

90-32? 

A 

0311090239 

0311090204 

03/10/27 

90-299 

0 

B31 1100270 

0311100296 

03/10/28 

90-32? 

A 

0311070293 

8311090200 

03/10/26 

70-371 


0311100271 

831 1100260 

03/10/28 

30-217 

P 

«3 11090298 

831 1090293 

03/10/26 

30-434 

Q 

0311100272 

031 1100268 

03/10/20 

30-21? 

P 

0311090300 

0311090296 

03/ 10/28 

90-299 

Q 

0311100274 

031 1100268 

83/10/20 

90-217 

P 

0311090307 

03 It 090309 

03/10/29 

30-219 

0 

0311100273 

031 1100268 

83/10/20 

90-219 

P 

031 1070309 

0311090309 

03/10/29 

90-219 

0 

0311100290 

8311I0O27Q 

83/11/04 

90-290 

0 

0311090319 

8311090313 

83/10/29 

90-329 

Q 

0311100282 

83U1DO270 

83/11/04 

90-230 

0 

B311O7031B 

0311090313 

93/10/29 

30-329 

Q 

B3 1 1 100301 

0311100278 

83/10/31 

90 -MO 

R 

0311070319 

0311090316 

03/10/27 

OEN TEC 

IS 

0311100303 

031 1100298 

03/10/31 

SO-MO 

R 

0311090321 

8311090313 

03/10/29 

30-329 

0 

0311100320 

8311100326 

03/10/91 

71-7190 


0311070328 

031 1090322 

03/10/27 

90-282 

Q 

B3J 1100330 

0311100326 

83/ 10/91 

71-7130 


0311070330 

0311090304 

93/10/29 

90-403 

0 

0311100333 

8311100326 

83/10/91 

71-9130 


8311070336 

8311090333 

03/10/20 

90-440 

0 

6311100340 

8311100333 

03/11/04 

90-97 

P 

83i 1070339 

0311090339 

03/10/27 

90-186 

0 

6311100341 

83 1 1 1 00336 

03/11/07 

30-369 

r 

0311090340 

031 1090337 

03/10/29 

90-277 

Q 

S3111O034S 

8311100330 

03/11/07 

30-279 

F 

0311090341 

8311090333 

93/10/20 

90-440 

Q 

0311100343 

0311100339 

03/11/04 

30-97 

p 

B3I 1090394 

031 1070346 

03/10/26 

30-494 

Q 

G3 11100349 

0311100330 

BD/11/07 

30-279 

F 

e3nO903&3 

0311090399 

83/10/11 

90-302 

P 

0311100346 

B31 1100336 

03/11/07 

30-36? 

F 

0311090364 

8311090360 

93/10/28 

90-397 

F 

B3111O03S0 

0311100340 

03/11/07 

30-279 

F 

031 1070367 

8311090362 

03/00/10 

FOIA 


B31 1100332 

0311100333 

83/11/04 

30-?7 

P 

0311090370 

031 1090366 

03/10/20 

90-336 

P 

B31 1100396 

0311100391 

83/10/17 

90-20? 

U 

831 1090370 

8311090371 

93/10/26 

90-347 

0 

B31 1100397 

0311 100394 

03/10/20 

71-9132 


031 1090382 

8311090372 

B3/0B/23 

90-928 

8 

8311100366 

0311100361 

03/11/07 

90-36? 

F 

0311090370 

031 1090372 

03/08/23 

30-397 

0 

B3S 1100369 

8311100361 

03/11/07 

90-369 

F 

8311070396 

0311090372 

83/08/23 

FOIA 


B3 11100370 

8311100363 

03/11/01 

CONTRACT 


031 1090370 

8311090392 

63/10/13 

90-CK)2 

P 

0311100376 

8311100372 

03/11/07 

90-413 

F 

0311070379 

031 1070372 

03/08/23 

FOIA 


0311100300 

8311100372 

83/11/07 

90-413 

F 

0311090411 

831 1070372 

03/08/23 

90-320 

Q 

B3111003S3 

831 t 100302 

03/10/14 

71-9001 


S3 11070412 

0311070402 

83/10/31 

70-1439 


0311100300 

0311100377 

03/10/ 1 4 

90-440 

0 

8311070419 

8311090413 

83/11/07 

30-333 

R 

0311100300 

831110037? 

03/10/14 

90-440 

0 

8311090416 

0311090410 

03/11/07 

90-293 

F 

0311100392 

0311100371 

03/10/27 

90-324 

P 

031 1070437 
D3ll07Q43g 

8311070434 
'031 ltf90433 

83/11/07 90-148 

03/1 90=348^ 

F 

‘P 

0311100401 

0311100407 

83 t.lj 00397 
03111OO4OB 



0311070446 

8311090444 

83/11/07 

30-319 

F 

0311110002 

0311110001 

83/11/00 

CONTRACT 


8311090490 

8311090440 

83/11/07 

30-299 

F 

B3I1110016 

0311110012 

03/11/07 

30-470 

K 

8311100003 

8311100002 

83/11/04 

90-220 

P 

0311110017 

8311110019 

03/08/03 

FOIA 


0311 100009 

8311100002 

83/11/04 

30-220 

P 

0011110020 

0311|]OO19 

03/08/03 

FOIA 


8311100024 

8311100019 

03/11/07 

30-369 

F 

0311110021 

0311110010 

03/11/04 

30-303 

a 

8311100027 

8311100019 

83/11/07 

30-369 

F 

0311110020 

031 t 1 10026 

03/11/02 

90-20? 

a 

031 1100039 

0311100032 

03/10/28 

TQPREP 


B3l 1110029 

0311110029 

83/07/27 

FOIA 


8311100044 

8311100039 

83/10/21 

50-312 

P 

0311110030 

0311110026 

03/11/02 

90-30? 

a 

8311100093 

831 1300000 

03/10/31 

90-279 

P 

8311110031 

0311110029 

03/07/27 

FOIA 


031 1100094 

0311100080 

83/10/27 

90-72 

F 

0311110033 

8311110029 

03/07/27 

FOIA 


0311100061 

8311100087 

83/10/31 

CONTRACT 


0311110034 

031 IJ 10026 

03/11/02 

30-20? 

Q 

0311100068 

8311100066 

83/10/26 

71-9132 


0311110030 

031 1110029 

03/07/27 

FOIA 


831 1 100002 

0311100070 

03/10/26 

90-312 

P 

0311110036 

0311110029 

03/07/27 

FOIA 


0311100080 

8311100077 

83/11/09 

90-449 

R 

031 11 10038 

0311110023 

83/07/27 

FOIA 


0311100076 

8311100091 

93/11/02 

90-244 

P 

031111003? 

0311110029 

83/07/27 

FOIA 


8311100077 

831 1100071 

93/ 1 1 /02 

90-844 

P 

0311110041 

8311110029 

83/07/27 

FOIA 


8311100107 

0311100102 

83/11/04 

TOPREP 


0311110048 

8311110029 

03/07/27 

FOIA 


811 1100113 

B31UOO1O0 

03/11/07 

30-366 

P 

031 1 1 10043 

0311110029 

03/07/27 

FOIA 


0311100120 

8311100116 

93/11/07 

90-261 

P 

0311110043 

0311110029 

03/07/27 

FOIA 


031X100133 

8311100130 

03/10/27 

WASTE MOT 

0311110047 

031 IJ 10023 

03/07/27 

FOIA 


0311100198 

8311100186 

03/10/18 

WASTE MOT 

B3111100S0 

B3UJ 10029 

03/07/27 

FOIA 


0311100163 

B311100161 

03/10/24 

30-299 

P 

031 1 L lOOSS 

03111 10029 

03/07/27 

FOIA 


0311 100171 

0311100167 

83/11/04 

90-320 

<1 

0311110066 

0311110029 

03/07/27 

FOIA 


0311100100 

8311100170 

83/11/07 

30-294 

F 

0311110060 

83U 110029 

09/07/27 

FOIA 


0311100191 

0311100170 

03/11/07 

90-294 

F 

0311 110070 

8311110029 

03/07/27 

FOIA 


0311100107 

0311100109 

83/11/02 

30-249 

P 

0311110072 

B3U 110029 

03/07/27 

FOIA 


031 1 100190 

8311100109 

03/11/02 

90-243 

P 

0311110070 

B3L 11 10029 

03/07/27 

FOIA 


0311100199 

8311100197 

83/11/08 

30-392 

0 

0311110076 

031 1110029 

03/07/27 

FOIA 


8311100209 

8311010182 

03/11/01 

80-3 

P 

031 1 1 10077 

0311110029 

03/07/27 

FOIA 


8311 100211 

8311100200 

93/10/31 

80-393 

P 

0311110070 

031 11 10029 

03/07/27 

FOIA 


8311100213 

0311100200 

83/10/31 

30-399 

P 

0311110000 

0311110029 

B'3/07/27 

90-313 

R 

8311100214 

0311100204 

83/11/08 

30-329 

0 

0311110002 

03UI 10029 

03/07/27 

90-360 

H 

8311100221 

8311100210 

83/10/19 

COMMISSION 

0311110004 

8311110001 

03/00/11 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSrON NUKSER 



principal 

DATE 

SUBUECr 


principal 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUE 0 

CATEOORV 

ENCLOSURE 

DOCUMENT 

I86UE0 

CATEOORY 

BSimOOBS 

6311110029 

83/07/29 

90-319 

ft 

6311140340 

8311140336 

83/10/29 

50-263 t 

63111 iOOBB 

8311110029 

83/07/29 

90-266 

S 

6311140342 

6311140337 

93/11/01 

PR 

6311110106 

83111 10109 

63/09/16 

70-139 


8311140399 

8311140355 

63/10/14 

4O-0A9a 

6311110113 

0311110112 

83/08/12 

90-322 

A 

0311140362 

8311140396 

83/10/20 

WASTE MOT 

B3111I0140 

BOnilOlOA 

83/10/31 

90-277 

F 

631 1 1 40364 

6311140360 

63/08/24 

40-299 

6311110148 

8311110143 

83/11/02 

90-374 

Q 

6311140369 

8311140363 

83/08/11 

40-0360 

6311110193 

8311110191 

63/10/29 

90-946 

Q 

8311140372 

8311140369 

63/10/12 

70-1399 

6311110160 

6311110169 

83/11/04 

90-320 

R 

6311140373 

8311140370 

83/10/29 

90-29? f 

6311110173 

8311110171 

63/10/29 

90-266 

0 

6311140386 

8311140379 

83/11/07 

90-322 f 

831 1110179 

8311110171 

63/10/29 

50-266 

■0 

8311140406 

8311140389 

63/10/31 

90-266 f 

6311110169 

8311110180 

63/ 10/26 

90-373 

Q 

6311140409 

8311140409 

83/10/07 

WASTE MOT 

63111101?! 

8311110168 

83/10/26 

90-282 

Q 

6311140419 

8311140416 

83/10/29 

40-1341 

6311110193 

631 U 10169 

83/11/00 

30-294 

Q 

6311140421 

6311140419 

83/10/31 

90-366 / 

6311 110194 

6311110166 

83/10/26 

90-282 

Q 

6311140429 

6311140424 

63/11/01 

CONTRACT 

831 1110197 

8311110199 

83/11/01 

90-264 

F 

8311140439 

0311140369 

83/10/31 

90-266 p 

631 1 1 10200 

6311110196 

83/10/29 

50-373 

a 

6311140436 

8311140432 

63/11/09 

90-197 F 

63111 10S03 

6311110202 

63/10/26 

50-263 

Q 

8311140440 

6311140432 

63/11/09 

90-197 f 

631 11 10S09 

8311140439 

63/10/20 

50-440 

0 

6311140443 

6311140432 

03/11/09 

90-197 f 

831 lllOSil 

8311110210 

B3/10/31 

50-298 

P 

6311140444 

6311140441 

83/10/29 

XPORTLIC 

63111 10313 

8311110196 

83/11/08 

90-339 

P 

6311140493 

8311140449 

63/10/31 

TOPREP 

831 1110314 

8311110212 

83/11/02 

90-293 

F 

6311140494 

6311140446 

83/09/29 

WASTE MOT 

8311110320 

8311110219 

83/10/29 

90-324 

P 

6311140495 

8311010021 

83/11/21 

90-329 / 

6311110346 

6311110244 

83/10/28 

71-9174 


8311140480 

8311140476 

63/10/12 

40-663? 

6311110247 

8311110244 

83/10/28 

71-9174 


6311140905 

6311140498 

63/ 11 /OS 

REa 

8311110258 

8311U0897 

83/10/14 

70-607 


6311140906 

631 1210009 

63/11/15 

90-447 / 

6311110299 

8311110297 

83/10/14 

70-667 


8311140919 

6311140917 

03/10/26 

90-269 P 

631 1 1 10566 

631 U 10264 

83/11/06 

90-277 

F 

6311140521 

6311140913 

63/11/0? 

70-27 

6311110270 

631 U £0264 

83/11/08 

90-277 

F 

6311140930 

6311140926 

83/11/0? 

70-143 

6311 1 10274 

8311110272 

83/11/08 

90- 1 99 

F 

8311150032 

6311190029 

83/11/0? 

70-1297 

8311110379 

6311110273 

03/10/13 

CIWMI8S10M 

8311150034 

6311190031 

63/10/11 

FOIA 

6311110276 

6311110272 

83/11/08 

50-199 

F 

8311190039 

8311150031 

83/10/11 

FOIA 

631 11 10277 

831111 0273 

83/10/13 

CONN 1 66 ION 

8311190037 

8311190031 

83/10/11 

FOIA 

8311110278 

8311110273 

83/10/13 

COhMlBSlOK 

631 1 1 90040 

6311190031 

63/10/11 

FOIA 

6311110260 

8311110273 

83/10/13 

COHNISBION 

63 111 90042 

6311190036 

63/10/26 

71-9182 

8311110261 

8311110279 

83/10/27 

comtasiDN 

63111 90044 

6311190031 

63/10/11 

FOIA 

Gsuiiosas 

8311110279 

83/ 10/27 

COlitllSSiQN 

6311190046 

8311190041 

63/06/18 

40-8003 

6311110364 

8311110283 

63/10/31 

50-348 

P 

6311190047 

6311190041 

03/08/10 

40-0003 

6311110209 

8311110283 

63/10/31 

90-348 

P 

6311190049 

6311 190041 

63/06/10 

40-8003 

8311110292 

8311110269 

83/08/12 

FOIA 


8311150090 

8311190041 

83/00/10 

40-8003 

6311110294 

BJl 11 10269 

83/06/12 

50-413 

0 

6311190092 

6311150031 

83/10/11 

FOIA 

6311110298 

8311110289 

83/08/12 

50-413 

Q 

0311190094 

8311190041 

63/06/16 

40-8003 

8311110348 

8311110349 

83/10/27 

90-449 

F 

6311190099 

8311190041 

83/06/10 

40-8003 

63111 10394 

6311110392 

83/10/26 

90-440 

A 

6311190097 

8311190031 

63/10/11 

FOIA 

6311140006 

8311140005 

83/10/31 

NUREO 


6311190099 

6311190041 

03/08/16 

40-6003 

6311140017 

8311140015 

63/11/03 

30-324 

P 

8311190060 

6311190041 

83/03/16 

40-6003 

8311140016 

6311140016 

63/10/27 

71-9174 


831,490061^ 

63114,90931 

BS/lO/jl 

FOIA 

8311140029 

63*1 1 14003:2 

83/U/OJ 



6311190063 

6311190041 

63/08/ is' 

40^03 

6311140027 

8311140022 

83/11/03 

RES 


8311190064 

8311190031 

03/10/11 

FOIA 

6311140029 

83 U 140023 

83/10/24 

90-366 

a 

6311190069 

6311190041 

03/00/18 

40-8003 

8311140031 

6311140009 

63/10/31 

NUREO 


6311190067 

6311190041 

63/06/16 

40-6003 

6311 140053 

8311140091 

83/09/83 

ACR8 


8311190068 

6311190031 

03/10/11 

FOIA 

6311140056 

6311140091 

63/09/23 

AGR8 


6311190069 

6311190041 

83/08/16 

40-8003 

8311140060 

6311140091 

63/09/23 

ACRa 


631 1 1 90072 

6311150031 

83/10/11 

FOIA 

8311140073 

63111 4007 1 

83/ 1 1 /02 

70-1297 


631 1 1 90073 

6311190041 

83/06/18 

40-6003 

8311140082 

6311140076 

63/11/03 

CONTRACT 


8311190074 

6311190041 

03/08/16 

40-6003 

631 1 140069 

6311U00G9 

83/11/02 

CONTRACT 


8311190076 

8311190031 

83/10/11 

FOIA 

6311140110 

6311140112 

63/10/31 

90-269 

p 

6311190077 

8311190041 

83/06/16 

40-8003 

8311140122 

8311140120 

83/11/03 

CONTRACT 


631 1 1 90078 

6311150031 

03/10/11 

FOIA 

8311140126 

8311140123 

63/10/21 

50-348 

p 

8311190079 

6311190041 

03/08/16 

40-0003 

6311140131 

6311140127 

83/ 1 1 /09 

CONTRACT 


6311190062 

6311150041 

03/06/16 

40-8003 

8311140147 

6311140143 

63/11/07 

50-295 

p 

6311190064 

6311190031 

83/10/11 

FOIA 

6311140146 

8311140142 

83/11/02 

CONTRACT 


8311190069 

6311150041 

03/06/16 

40-0003 

6311140190 

8311140143 

83/11/07 

90-299 

p 

6311190086 

8311190041 

83/06/16 

40-6003 

8311140166 

8311010180 

83/11/01 

90-10 

p 

6311190086 

6311190031 

63/10/11 

FOIA 

6311140167 

8311140163 

83/10/14 

50-498 

K 

8311190069 

6311150063 

63/10/27 

90-313 Q 

6311140163 

6311140177 

83/11/09 

50-494 

0 

631 1 1 90090 

8311190041 

03/06/18 

40-8003 

6311140166 

6311140182 

83/06/28 

40-1341 


8311190091 

6311190031 

63/10/11 

FOIA 

8311140226 

8311140224 

83/11/08 

CONTRACT 


8311190093 

8311150041 

63/08/18 

FOIA 

8311140234 

83111 40226 

83/11/01 

90-206 

R 

6311190094 

8311190031 

63/10/11 

FOIA 

8311140242 

831 114023B 

63/10/26 

90-290 

P 

8311190099 

6311190041 

83/06/18 

40-8003 

8311140244 

6311140238 

83/10/26 

90-230 

P 

6311190097 

8311190041 

63/08/18 

40-8003 

631 1 1 40267 

631 11402 63 

83/ 10/07 

WASTE MOT 

6311190096 

8311190063 

83/10/27 

90-313 0 

6311140276 

6311140273 

63/10/27 

30-321 

P 

6311190100 

6311190041 

83/06/16 

40-0003 

8311 140263 

831U40277 

83/10/31 

TOP REP 


6311190101 

6311190041 

63/06/18 

40-0003 

631 1 1 40265 

6311140282 

83/10/31 

CONTRACT 


8311190102 

8311190079 

63/10/31 

90-374 a 

8311140306 

6311140309 

83/10/31 

PROJ 


6311190104 

6311190041 

63/08/16 

40-6003 

8311140307 

6311140309 

63/10/31 

PROJ* 


6311190107 

6311190041 

83/06/16 

40-8003 

8311140316 

6311140319 

63/10/26 

PRDJ 


6311190109 

8311190041 

63/06/18 

40-6003 

8311140330 

6311140326 

63/10/28 

90-289 

P 

8311190112 

6311190031 

63/10/11 

FOIA 

8311140334 

8311140328 

03/10/26 

90-289 

P 

B31 1190114 

8311150041 

63/08/16 

FOIA 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


645 


ACCES91CN NUHSER 


enclosure: 


0311130117 
0311130119 
B3Vil30l2‘3 
03111 SO 121 
8311190122 

8311130124 
B3l 1130127 
0311190120 
031 n 90130 
B3t 11901S1 

Q3l 1130132 
0311130133 
B3Ui 30133 
0311130137 
0311130138 

93111301^0 

e3lU30M2 

0311130143 

0311150146 

0311190147 

6311150148 

8311130149 

6311150190 

8311190192 

0311190193 

03111 90194 
0311190199 
6311190157 
6311190198 
8311130199 

8311190164 
8311190169 
0311190167 
B3U 139168 
83U199170 

8311139174 

0311199106 

8311199108 

8311199191 

6311199199 

8311150203 

8311190204 

8311190207 

8311150211 

8311190213 

B31> 150214 
B3LU902i6 
8311150210 
8311150222 
8311190223 

8311150224 
6311190227 
8311150220 
8311 1S0231 
8311150233 

0311150238 
0511150239 
B31 1150242 
8311150248 
031 1150292 

8311190295 
83111 9026 1 
83111 90262 
831 1190260 
83111 90270 

831 1190274 
8311130276 
831 1190200 
8311190233 
831 1190289 

8311190286 
831 1190289 
831 1190290 
831 1 190292 
8311190294 

8311190297 
6311190300 
63111 90302 
6311190306 
63] 1190307 


PRINCIPAL 

DOCUMENT 


8311130031 

B3111S0041 

8311190116 

8311190041 

8311190031 

0311150031 

8311190031 

0311190041 

0311190041 

8311190041 

0311190129 

0311190041 

0311190041 

0311190041 

8311190041 

8311190041 

031U9OO41 

0311190041 

03U19O144 

8311190041 

9311190031 

0311190041 

0311130041 

0311190031 

0311190041 

8311190031 

8311190031 

83U19QQ41 

0311190031 

0311190031 

0311150031 
8311190162 
9311190161 
031 1190031 
0311190031 

0311190116 

6311190031 

8311190189 

0311190031 

0311190031 

6311190031 

6311190200 

8311190202 

6311190031 

8311190031 

83111,90209 

8311190031 

0311190031 

6311190031 

0311190219 

0311190031 

8311190031 

6311190210 

0311190226 

0311190031 

0311190234 

0311190031 

0311190234 

8311190241 

0311190249 

0311190249 
0311190297 
0311190237 
031 1190267 
0311190269 

0311190031 

0311190031 

8311190031 

8311190031 

8311190279 

6311190031 

0311190031 

0311190031 

0311190031 

0311150031 

0311190031 

8311190031 

8311190296 

8311190304 

8311190031 


DATE 

106UED 


83/10/11 

83/00/10 

83/11/09 

83/08/18 

83/10/11 

83/10/11 

83/10/11 

03/00/18 

83/00/10 

83/00/18 

03/11/07 

03/08/18 

03/00/10 

83/00/10 

83/00/18 

03/08/ la 
83/08/18 
83/00/10 
83/11/01 
83/00/18 

83/10/11 

83/08/18 

83/08/18 

03/10/11 

83/08/10 

83/ 10/ 11 
83/10/11 
83/00/18 
83/10/11 
83/10/11 

83/10/11 

83/10/07 

63/11/09 

83/10/11 

83/10/11 

03/11/09 
63/ 10/ It 
83/10/27 
83/10/11 
83/10/11 

63/10/11 

03/11/10 

03/tl/lO 

63/10/11 

83/10/11 

83/11/11 
83/10/ 11 
83/10/11 
63/10/11 
83/11/08 

03/10/11 

83/10/11 

83/10/29 

83/11/07 

03/10/11 

03/10/26 

83/10/11 

83/10/26 

83/11/07 

83/10/29 

83/10/29 

83/10/31 

83/10/31 

B3/il/U 

83/10/28 

83/10/11 

83/10/11 

83/10/11 

83/10/11 

03/10/31 

83/10/11 

03/10/11 

03/10/11 

03/10/11 

63/10/11 

03/10/11 
83/10/11 
03/ 1 1 /04 
03/11/07 
aa/io/u 


SUBJECT 

GATCOORY 

FOIA 
40-0003 
90-123 Q 
40-0003 
FOIA 

FOIA 

FOIA 

40-8003 

FOIA 

40-8003 

90-443 A 

40-8003 

40-8003 

FOIA 

40-0003 

FOIA 
40-8003 
40-8003 
90-399 P 
40-0003 

FOIA 

40-9003 

40-8003 

FOIA 

40-8003 

FOIA 

FOIA 

40-8003 

FOIA 

FOIA 

FOIA 
0A999 
90-390 0 

FOIA 
FOIA 

90-123 Q 
fOlA 

90-296 0 

FOIA 

FOIA 

FQIA 

90-220 P 
90-344 F 
FQIA 
FOIA 

FOIA 

FQIA 

90-220 P 

FOIA 

FOIA 

90-382 0 

30-29 P 
FOIA 

90-267 Q 
FOIA 

90-267 0 

90-324 F 
90-449 <1 

90-449 a 
9D-267 P 
90-267 P 
90-324 P 
50-275 R 

FOIA 

FOIA 

FOIA 

FOIA 

90-443 F 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

90-263 P 
90-299 P 
FOIA 


ACCE09ION fAJMBER 


ENCLOSURE 

0311190311 

8311190319 

8311190324 

8311190329 

8311190326 

8311190330 

8311190334 

8311190330 

8311190339 

8311190342 

8311190343 
S31 1190347 
0311190349 
8311190390 
8311190391 

8311190394 

8311190399 

8311190396 

8311190399 

8311190363 

8311190367 

8311190370 

8311190371 

8311190372 

8311190373 

83111 90377 
8311190379 
8311190400 
8311190403 
8311190409 

8311190434 

0311190449 

8311160021 

8311160034 

8311160040 

8311160043 

8311160046 

0311160091 

8311160092 

0311160096 

0311160098 

0311160063 

8311160079 

8311160070 

0311160079 


PRIKCIPAL 

DOCUMENT 

8311190031 

8311190313 

8311190316 

8311190322 

8311190313 

8311190327 
8311190327 
8311190313 
8311190327 
031 1 1 90327 

831 1 1 90337 
8311190327 
8311190341 
B311190349 
9311190337 

8311190327 

8311190340 

0311190341 

8311190397 

8311190397 

8311190364 

8311190366 

8311190393 

8311190366 

8311190366 

83111S0366 

83111S0366 

e3lllS0«7 

6311180347 

83(1190406 

8311190432 

8311190446 

8311160019 

8311160033 

&31116003Y 

0311160042 

8311160042 

8311160044 

8311160049 

B3II160049 

0311160094 

8311160061 

8311160069 

8311160069 

8311160061 


DATE 

ISSUED 

03/10/11 

83/10/27 

B3/il/l0 

83/11/04 

83/10/27 

83/11/10 

83/U/tO 

83/10/27 

83/11/10 

B3/IL/10 

83/11/02 

83/11/10 

83/11/09 

03/11/07 

83/11/10 

83/11/10 

83/11/10 

83/11/04 

83/11/03 

03/11/03 

03/11/10 

83/11/04 

83/11/04 

03/11/04 

83/11/04 

83/11/04 

83/11/04 

83/10/21 

83/10/21 

83/11/08 

83/10/13 

83/10/14 

83/11/04 

83/11/04 

83/11/04 

03/11/02 

83/11/02 

83/11/14 

83/11/10 

83/11/10 

83/11/04 

83/10/28 

83/11/14 

03/11/14 

83/10/20 


SUBJECT 

CATEOOHY 

FOIA 

90-267 S 
90-322 (7 

70-972 
90-267 S 

90-348 R 
90-340 R 
90-267 8 

90-348 R 
90-348 R 

90-267 P 
90-34B R 
90-449 0 

90-443 O 
90-348 R 

90-348 R 
90-443 0 

90-449 O 
90-334 P 
90-334 P 

90-449 Q 
90-244 P 
50-213 P 
90-244 P 
90-244 P 

90-244 P 
90-844 P 

OAW 

90-443 O 

40-3493 
40-2?9 
90-392 A 
90-244 P 
90-312 0 

90-2?3 F 
90-2*73 F 
90-344 F 
90-277 P 
80-277 P 

90-460 A 
50-26? Q 
90-189 P 
90-189 P 
90-20? Q 


6311)60080 83111^0076 
63l 1 1600?% 831 li 6008? 
B31IJ600?a 831 1160043 
8311160100 8311160097 
8311160104 8311160041 

0311160108 8311160097 
8311160106 8311160101 
8311160107 8311160101 
8311160110 8311160106 
8311160118 83I11601I6 

8311160124 8311160118 
831116012? 8311160121 
8311160131 8311160128 
8311160133 8311160126 
8311160137 8311160134 

8311160139 031U6O139 
8311160141 831U6013Q 
0311160140 8311160143 
831(160192 8311160147 
8311160193 8311160142 

0311160184 B3U 160151 
0311160158 8311160143 
0311160196 8311160147 
8311160162 8311160147 
8311(60163 8311010013 

8311160160 8311010013 
8311160169 S3U 160166 
8311160172 0311160164 
8311160193 83U16018S 
0311160204 0311160202 

0311160206 8311160202 
0311160212 6311160211 
0311160220 0311160219 
8311160221 0311160219 
8311160246 0311160246 


83/iq/20 90. -70,^ gi_ 

63/10/2d iOMlS 0 

03/10/27 90-206 8 

03/11/10 90-244 P 

03/11/14 30-244 0 

03/11/10 50-244 P 

03/11/10 80-303 P 

03/11/10 50-333 P 

03/10/14 90-327 P 

03/ 1 1/0? 50-189 0 

83/11/07 50-440 0 

63/10/28 50-206 0 

63/11/14 80-94* 0 

83/11/04 SO-334 P 

03/10/10 90-460 O 

03/10/20 50-278 0 

03/11/09 50-322 E 

03/11/14 50-275 0 

03/11/08 90-290 P 

03/10/04 50-309 P 

03/10/20 50-454 0 

83/11/14 90-279 0 

03/11/08 30-290 P 

03/11/08 50-290 P 

83/11/08 50-443 A 

03/11/08 50-443 A 

03/11/14 50-460 Q 

03/10/31 PROJ 

03/11/11 50-087 F 

83/10/27 90-361 0 

03/10/27 50-361 0 

03/10/20 PBH 
83/11/10 50-277 P 

83/11/10 50-277 P 

83/10/28 50-279 H 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACC E SB ION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

&31116029S 

B3t 1 160247 

03/10/28 

7l'-9161 

B3 1 1 160257 

8311160249 

83/11/10 

90-397 

Q 

8311 I60S63 

8311160296 

63/11/10 

50-409 

F 

8311160264 

8311160293 

83/10/31 

50-320 

H 

8311160267 

8311160267 

83/11/10 

50-299 

F 

8311160270 

8311160268 

83/11/03 

90-346 

P 

8311160271 

8311160298 

83/11/14 

90-112 

P 

8311160279 

8311160268 

83/11/03 

50-346 

P 

83 1 11 60277 

8311160274 

63/1 1/03 

50-299 

P 

831 1 1 60280 

8311160276 

83/11/10 

50-l?94 

F 

8311160282 

8311160298 

03/11/14 

so-iia 

P 

831 1 1 60271 

83111 60298 

83/11/14 

50-112 

P 

8311160298 

831 1 1 60296 

83/11/07 

COMMISSION 

831 1 1 60309 

8311160300 

83/11/08 

TOPREP 


8311160307 

8311160302 

03/09/30 

NA8TE HOT 

8311160319 

8311160314 

83/11/02 

90-387 

P 

8311160320 

0311160312 

83/10/17 

40-8698 


8311160321 

0311160319 

83/11/00 

CONTRACT 

8311160322 

8311160318 

03/11/09 

90-142 

P 

8311160323 

8311160314 

83/11/02 

90-387 

P 

8311160341 

83U160324 

83/10/31 

90-289 

Q 

8311160390 

8311160349 

83/11/0? 

100 FR 


8311160394 

8311160324 

63/10/31 

90-209 

0 

8311160370 

8311160362 

83/11/10 

90-271 

F 

8311160390 

8311160379 

83/11/10 

30-299 

F 

83111 60392 

8311160387 

83/00/29 

90-322 

A 

8311160394 

8311160391 

83/11/10 

90-302 

F 

8311160395 

83111 60387 

83/00/29 

90-322 

A 

8311160408 

8311160398 

83/11/10 

90-272 

F 

8311160403 

8311160387 

83/08/29 

30-322 

A 

8311160406 

8311160383 

03/10/26 

90-346 

P 

8311160408 

8311160387 

83/08/29 

50-322 

A 

8311160430 

8311160427 

03/11/10 

50-195 

F 

0311160437 

0311160312 

83/10/17 

40-8698 


831116043? 

8311160439 

B3/1J/I0 

50-339 

F 

8311160441 

8311160436 

83/11/10 

90-10 

F 

8311160444 

8311160439 

83/11/10 

90-339 

F 

8311160449 

8311160449 

83/11/10 

90-289 

F 

0311160497 

8311160492 

83/11/10 

90-199 

F 

831116049? 

0311160496 

03/11/10 

90-346 

F 

8311160462 

83111 60460 

83/il/lO 

90-199 

F 

8311160464 

831 1 1 60463 

83/1 1/10 

90-134 

F 

0311160469 

8311160461 

83/11/10 

90-298 

F 

8311160468 

8311160466 

83/11/10 

90-344 

F 

0311160469 

831 1 160492 

63/il/tO 

90-199 

F 

031.1160470 

8311160466 

83/11/10 

90-344 

F 

B3lI16047r 

Min60467 


P 

0311160479 

8311160473 

83/11/10 

50-38? 

F 

8311160476 

83U 160467 

83/11/10 

50-294 

F 

8311160478 

8311160473 

83/11/10 

90-38? 

F 

8311160481 

8311160480 

83/11/10 

90-289 

F 

8311160482 

8311160427 

03/il/lO 

90-199 

P 

8311160483 

831 1160480 

83/11/10 

90-289 

F 

83111 60486 

8311160484 

83/11/10 

90-249 

F 

B31 1160487 

8311160485 

83/11/10 

90-321 

F 

8311160488 

8311160489 

83/11/10 

90-321 

F 

83111 60489 

8311160484 

83/11/10 

90-849 

F 

8311160491 

8311160490 

83/11/10 

90-320 

F 

8311170002 

8311170001 

83/07/19 

40-0502 


B3U 170009 

8311170003 

03/10/31 

90-311 

a 

8311170006 

0311170004 

83/11/10 

90-886 

F 

8311170007 

8311170004 

83/11/10 

50-886 

P 

8311170011 

8311170008 

03/11/10 

50-483 

F 

8311170012 

8311170008 

83/11/10 

50-483 

F 

831 1 1 70022 

8311300436 

03/11/08 

50-871 

0 

8311170029 

93111700S4 

03/07/20 

90-382 

Q 

8311170027 

0311300436 

aa/ 11/08 

90-871 

0 

8311170028 

8311170024 

03/07/28 

90-382 

Q 

8311170030 

8311170024 

03/07/28 

90-382 

Q 

8311170032 

8311170024 

83/07/28 

90-382 

0 

8311170034 

8311170024 

03/07/28 

90-382 

Q 

0311170036 

0311170024 

83/07/28 

90-382 

Q 

0311 170037 

0311170024 

63/07/23 

90-3 

Q 

8311170038 

8311170C24 

8^/07/28 

90-382 

Q 

8311170039 

8311170024 

03/07/20 

90-302 

0 

8311170040 

8311170024 

83/07/29 

90-302 

a 

8311170042 

8311170024 

B3/07/2B 

90-382 

0 

8311170043 

831 1 170024 

03/07/26 

90-382 

a 

83U170044 

8311170024 

83/07/26 

90-302 

<1 

8311170046 

8311170024 

83/07/28 

90-382 

a 


ACCESSION number 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

document 

ISSUED 

CATEOORY 

8311170049 

8311170024 

83/07/20 

90-382 

0 

0311170092 

8311170024 

83/07/20 

90-382 

a 

8311170099 

0311170024 

03/07/20 

90-382 

Q 

0311170099 

83 U 170047 

76/09/03 

90-267 

a 

8311170100 

8311170104 

63/11/11 

90-416 

R 

0311170123 

8311170119 

83/11/11 

90-424 

K 

8311170129 

8311170119 

83/10/09 

90-327 

Q 

8311170194 

8311170191 

03/11/04 

90-247 

P 

0311170196 

8311170191 

83/11/04 

90-247 

P 

6311170160 

8311170191 

83/11/04 

90-247 

P 

8311170163 

8311170191 

83/11/04 

90-247 

P 

8311170166 

8311170191 

83/11/04 

90-247 

P 

8311170192 

8311170189 

83/11/02 

90-271 

Q 

B31 1170200 

8311170198 

83/11/04 

90-316 

P 

8311170208 

8311170196 

83/11/19 

90-416 

P 

0311170209 

8311170196 

03/11/19 

90-416 

P 

8311170210 

8311170204 

83/11/07 

90-142 

T 

8311170212 

8311170196 

83/11/19 

90-416 

P 

8311170236 

0311170199 

83/11/02 

70-0 


8311170244 

8311170199 

83/11/02 

70-0 


8311170247 

831 1170249 

83/11/04 

TOPREP 


0311170296 

8311170294 

83/11/04 

90-201 

a 

8311170898 

8311170294 

83/11/04 

90-201 

8 

8311170296 

8311170218 

03/11/14 

90-399 

P 

0311170320 

8311170314 

83/11/04 

90-280 

a 

8311170323 

0311170319 

83/11/07 

90-340 

6 

6311170324 

8311170314 

83/11/04 

90-200 

6 

0311170326 

8311170319 

83/11/07 

90-348 

a 

8311170331 

8311170319 

03/11/07 

90-348 

8 

8311170332 

8311170321 

83/ 1 1 /03 

90-244 

F 

8311170334 

8311170319 

83/11/07 

90-340 

0 

0311170337 

0311170319 

83/11/07 

90-340 

8 

8311170342 

8311170336 

03/11/08 

90-369 

8 

0311170344 

8311170319 

03/11/07 

90-348 

0 

8311170347 

8311170336 

83/11/00 

90-369 

8 

0311170393 

8311170349 

83/11/07 

90-369 

0 

831 1170396 

8311170392 

03/11/04 

90-373 

Q 

8311170399 

8311170392 

83/11/04 

90-373 

0 

0311170360 

8311170349 

83/11/07 

90-369 

8 

8311170369 

8311170364 

03/11/14 

90-327 

0 

8311170373 

8311170369 

83/11/09 

90-340 

0 

0311170370 

8311170369 

03/11/09 

90-340 

0 

8311170301 

0311170369 

03/11/09 

90-348 

8 

8311170382 

8311170300 

03/11/19 

50-392 

T 

8311170300 

8311170303 

83/10/31 

90-333 

Q 

a3H 170391 
0311170393 

03I1PJOO16 

B31U7Q390 

83/ll/jp,9 

83/11/14 

» 

K 

*6 

0311 170406 

8311170390 

83/11/03 

40-6361 


8311170409 

0311170409 

83/11/04 

90-295 

P 

0311170419 

0311170407 

83/10/31 

50-410 

a 

B3 11 170430 

8311170428 

aa/ii/oi 

90-333 

a 

8311170449 

8311210059 

83/11/09 

50-397 

0 

0311100000 

8311180009 

83/11/07 

90-327 

0 

0311100013 

8311100009 

03/11/07 

90-327 

Q 

8311100019 

8311100009 

03/11/07 

90-327 

Q 

0311180019 

8311180009 

83/11/07 

90-327 

Q 

0311180020 

8311160018 

03/11/02 

90-320 

Q 

8311180029 

8311100018 

83/11/02 

90-320 

Q 

8311180026 

8311180011 

83/10/24 

90-369 

0 

8311180029 

8311 180024 

83/ 1 1 /oa 

70-143 


8311180041 

8311180039 

83/11/09 

90-277 

Q 

0311180096 

8311180046 

83/10/21 

90-413 

0 

0312180069 

8311100098 

83/10/29 

90-261 

0 

8311180071 

8311100062 

03/10/19 

90-413 

0 

8311180074 

8311180067 

83/11/03 

90-327 

a 

8311180079 

03 11 100069 

03/10/26 

90-339 

Q 

8311180077 

831 1 100068 

83/U/lO 

90-36? 

0 

8311100070 

8311180068 

03/11/10 

90-36? 

0 

8311180080 

8311 180067 

03/11/03 

90-327 

0 

8311180083 

8311180060 

03/11/10 

90-36? 

0 

8311180009 

8311100076 

03/11/10 

90-462 

Q 

8311180086 

8311100067 

03/11/03 

90-327 

0 

8311180087 

8311180060 

83/11/10 

90-36? 

Q 

8311180080 

8311180081 

83/11/10 

90-302 

0 

8311100009 

8311100084 

83/10/28 

90-399 

Q 

8311180092 

83 U 160082 

03/10/20 

90-330 

a 

8311180099 

8311180090 

83/11/06 

90-290 

0 

8311180098 

8311180090 

83/11/08 

90-290 

0 

8311180102 

8311100090 

83/11/08 

90-290 

Q 

8311180103 

8311100094 

03/10/28 

90-399 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


CRCLQ3URE 

e 3 ittaotQ 4 
aat 1130109 
B^iiiaoiio 

Ban 130117 

BOilUSOtSO 
Baiiieotsa 
0311 1S0127 
Ball ISO ia«? 
0311160130 

eaiiiooLas 

B311160134 

0311160130 

8311160137 

8311180109 

B3illQ01A3 

8311160190 

0311160198 

9311160193 

0311160199 

0311160199 

eaiueoiAT 

0311160173 

0311160179 

0311160161 

Bail 160163 
031116016? 
9311160191 
B311ia01?4 
831I180S02 

B311 160206 
9011160214 
031 1 180317 
0011160281 
8311160286 

8011180230 
8311160231 
8311160238 
0311100233 
831 t 160234 

8011160239 

8311160237 

031110023? 

0311160241 

0311160248 

0311180243 

831*11^0249 

8311160246 

8311160247 

831116024? 

8311160292 
8311160294 
8311160260 
031) 1180263 
9311160264 

8311100267 
83111 0OS6S 
0311100270 
0311180272 
0311160279 

8311100266 
a3itieo2?s 
a3iii0O2?4 
831 1100296 
831 1100300 

8311100303 

8311100309 

8311100306 

8311100310 

8311100311 

8311100316 

8311100321 

0311100332 

8311100334 

3311100339 

0311100337 

0311100340 

0311100344 

0311100346 

031118034? 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

6311180101 
031 1 100090 
03 U 100090 
8311100107 
0311180113 

0311100113 

0311100116 

8311160129 

03U18Q129 

0311100126 

8311100129 

0311100124 

0311100125 

8311100124 

6311160124 

0311100124 

0311160149 

6311180146 

0311160149 

6311100131 

0311160148 

6311160140 

6311160146 

6311160170 

6311100176 

6311180176 

6311160189 

03U16O197 

6311160197 

6311180199 

6311160204 

8311160212 

6311160219 

8311180219 

8311160222 

6311100230 

0311180236 

831116023? 

6311100230 

0311180230 

831116022? 

6311100239 

631116022? 

0311160236 

0311100230 

8311100229 

8311160236 

6311160244 

631116022? 

6311180236 

8311160236 
6311100246 
631 1180296 
8311160398 
8311100296 

G31 1180296 
6311180261 
8311100296 
8311180296 
8311180296 

8311160278 

8311100276 

8311100278 

8311100269 

8311100270 

0311100297 

8311100303 

8311100304 

8311100309 

8311160308 

0311100319 

8311100317 

8311180320 

8311100331 

8311160320 

8311160320 

6311100320 

8311160343 

0311160349 

8311160349 


DATE 

ISSUED 

63/10/21 

63/11/06 

83/11/06 

83/10/28 

03/11/03 

83/11/03 

83/10/26 

83/11/09 

03/11/09 

83/11/01 

63/11/09 

63/11/09 

83/11/09 

03/11/09 

□3/11/09 

83/11/09 

03/00/31 

03/10/28 

83/10/21 

03/10/26 

83/11/01 

03/11/01 

83/11/01 

83/11/10 

03/10/26 

83/10/28 
03/ 10/26 
83/11/03 
83/11/03 
83/11/19 

83/10/10 

63/11/04 

83/11/03 

63/11/03 

03/11/01 

83/11/09 

03/11/09 

63/11/14 

83/11/09 

83/11/09 

63/11/14 

63/11/14 

63/11/14 

83/10/20 

83/10/21 

83/11/14 
63/ io7a8 
83/10/21 
63/11/14 
83/10/28 

63/10/28 
83/10/29 
83/ t 1 /04 
03/11/02 
83/11/04 

83/11/04 

83/11/11 

83/11/04 

83/11/04 

83/11/04 

83/11/10 

83/li/lO 

83/11/10 

03/10/26 

03/11/10 

83/11/01 

83/11/06 

83/11/19 

03/11/17 

03/11/19 

83/11/04 

83/11/09 

03/11/02 

03/10/19 

83/11/02 

83/11/02 

63/11/02 

63/11/04 

03/11/07 

03/11/07 


SUBJECT 

CATEOORy 


90-424 

0 

90-290 

a 

90-290 

Q 

90-369 

O 

90-317 

O 

90-317 

Q 

90-338 

0 

90-395 

O 

90-399 

Q 

QA999 


90-399 

Q 

90-260 

0 

90-395 

0 

90-200 

0 

90-200 

Q 

90-200 

Q 

90-423 

A 

90-416 

0 

90-302 

Q 

90-413 

Q 

0A999 


QA999 


0A999 


90-261 

a 

90-369 

0 

90-400 

0 

90-327 

a 

90-247 

Q 

90-247 

0 

90-443 

O 

90-402 

0 

70-143 


90-358 

Q 

90-398 

Q 

0A999 


90-321 

Q 

90-321 

Q 

90-392 

T 

90-321 

Q 

90-321 

Q 

90-398 

T 

90-392 

T 

50-358 

T 

90-267 

0 

90-416 

0 


T 


8 

90-261 

0 

50-358 

T 

90-267 

a 

90-267 

8 

90-413 

Q 

90-312 

p 

90-390 

0 

90-312 

p 

90-312 

p 

90-316 

p 

90-312 

p 

90-312 

p 

90-312 

p 

90-299 

Q 

90-299 

0 

90-299 

0 

90-269 

a 

90-299 

Q 

90-290 

Q 

90-307 

0 

90-330 

p 

90-199 

p 

50-329 

R 

70-1191 


50-244 

Q 


50-290 0 
90-369 0 
90-250 Q 

90-290 0 
50-290 0 
90-295 F 
90-390 Q 
90-390 Q 


ENCLOSURE 

8311100390 

8311100391 

0311180399 

0311160365 

0311210000 

0311210011 
8311210017 
031 1210020 
0311210023 
6311210024 

0311210031 

8311210034 

8311210041 

6311210044 

0311210049 

8311210072 

8311210074 

8311210078 

8311210002 

8311210007 

5311210091 

6311210093 

6311210101 

0311210106 

8311210100 

0311210114 

8311810133 

8311810142 

8311210147 

03U21O160 

0311210173 

8311210101 

0311210192 

0311210193 

0311210190 

0311210204 

8311210209 

8311210220 

8311210222 

0311210227 

8311210232 

8311210233 

0311210234 

8311210240 

8311210242 

830810292 
03 0 810296 
030210260 
630210262 
830210264 

830810266 

030210267 

031121026? 

030210271 

030210272 

8311210209 

630210206 

0311810290 

0311210294 

6311210297 

0311210300 

6311210301 

0311210304 

031121O31B 

8311210327 

0311210330 
0311210339 
8311210342 
030 210346 
830810391 

030210392 

8311210396 

6311210361 

830210362 

030210363 

030210364 

8311210367 

030210366 

8311210373 

630210301 


PRINCIPAL 

DOCUMENT 

631 I 100345 
0311160349 
8311100398 
63111BD361 
031 1210004 

8311210004 
8311210004 
830 210006 
8311210004 
830210004 

03 0210030 
030210027 
0311210027 
0311210004 
0311210004 

03 0210067 
0311210069 
83 0210067 
6311810077 
030210006 

0311810083 

8311210080 

0311210097 

0311210103 

03112ID1O9 

8311810107 

8311210131 

0311210141 

0311810141 

0311210165 

8311210169 

0311210160 

030210109 

03021010? 

0311810196 

8311210202 

830210207 

B3O2L0217 

030210217 

030210224 

030210230 
030210223 
830210231 
83 0210230 
0311210230 

030210247 

0311210247 

6311210250 

630210290 

630210290 

0311810290 
8311810263 
0302 102 90 
0311210299 
0311210290 

0311210220 

0311210202 

0311240209 

0311210269 

0311210299 

0311210292 
331 U1 0293 
8311210296 
030210293 
0311210324 

8311210328 
6311210386 
631 1210336 
030210334 
030210349 

030210334 

8311210394 

8311210395 

Q3U21Q354 

030210334 

030210357 
030210334 
03 0210394 
53 0 210334 
03 0210334 


DATE 

ISSUED 

83/11/07 

03/0/07 

83/0/10 

03/09/28 

03/00/08 

03/00/02 

03/00/08 

63/11/10 

63/00/02 

03/03/08 

03/0/16 

03/11/04 

03/11/04 

03/D8/Oa 

03/06/02 

63/11/14 

63/11/10 

03/11/14 

83/li/lO 

63/11/03 

03/11/09 

83/11/10 

03/n/io 

03/11/10 

03/11/04 

83/11/04 

03/U/lO 

03/10/20 

03/10/20 

63/0/16 

63/10/80 

03/0/11 

03/0/00 

03/11/00 

63/0/07 

63/0/14 

63/0/17 

63/0/0 

63/0/0 

63/11/04 

83/0/0+ 

83/11/19 

03/0/16 

03/0/04 

03/11/04 


03/0/ 11 
03/0/0 
03/0/0 

03/11/0 

03/11/04 

03/11/0 

03/11/0 

03/11/0 

03/10/19 

03/11/04 

83/lt/O 

03/11/0 

03/11/19 

03/10/20 

83/0/07 

83/11/04 

03/11/07 

03/11/14 

03/0 /OB 
03/11/00 
03/11/16 
03/10/31 
03/11/03 

03/10/31 

83/11/18 

83/0/10 

63/11/12 

83/10/31 

83/0/10 

63/10/31 

03/0/18 

63/10/31 

63/10/31 


SUBJECT 

CATEOiOftV 

90-390 

0 

90-390 

0 

90-299 

RE8 

r 

90-443 

F 

90-443 

A 

90-443 

CONTRACT 

F 

90-443 

F 

50-443 

D 

90-209 

F 

50-267 

0 

50-267 

0 

90-443 

A 

50-443 

A 

50-440 

H 

90-290 

F 

90-440 

H 

90-140 

F 

90-277 

F 

90-295 

Qi 

90-166 

r 

50-313 

F 

90-320 

F 

90-317 

0 

WASTE NOT 

9D-806 

F 

90-346 

0 

90-346 

0 

90-305 

a 

90-463 

0 

90-320 

p 

90-316 

8 

50-316 

S 

90-871 

a 

90-328 

Q 

90-142 

T 

90-320 

P 

90-320 
70-1 143 

P 

90-341 

Q 

90-400 

70-2687 

0 

50-418 

Q 

90-341 

Q 


90-397 A 
50-397 A 
50-397 A 

90-397 A 
90-308 Q 
50-397 A 
90-397 A 
90-397 A 

0 A 779 
90-220 0 
90-369 8 

30-3&9 8 

90-329 R 

90-333 fl 
90-249 0 

90-389 Q 
90-249 <a 
90-244 0 

90-319 8 

90-319 a 

TOPREP 
90-320 8 

50-494 Q 

90-320 8 

90-373 0 

REVIEU ORP 
50-373 0 

90-320 a 

50-423 F 
50-320 8 

50-373 Q 
50-320 B 
50-320 8 


aa/u/jo 

03/11/10’ 


30-313 0 

‘"‘t-sIT 0 





548 


CROSS HEPERENCE OF ENCLOSURES 

TO PRINCIPAL DOCUMENTS 


ACCESS roM NUMBER 



PRIlifClPAL 

DATE 

SUBJECT 

ENCLOBURE 

DOCUMENT 

laauEO 

CATEOORV 

8311210384 

8311210377 

83/11/03 

50-946 

0 

0311210386 

8311 210896 

63/11/04 

90-339 

o 

8311210387 

8311210382 

03/1 I/IO 

30-277 

F 

8311210391 

B311210334 

03/10/31 

50-320 

8 

8311210392 

8311210296 

83/11/04 

50-329 

0 

831 1210398 

8311210296 

03/11/04 

90-329 

Q 

831 1210400 

8311210334 

03/10/31 

50-320 

8 

8311210402 

8311210296 

03/11/04 

90-329 

0 

8311210406 

8311210334 

83/10/31 

90-320 

8 

8311210414 

8311210334 

83/10/31 

90-320 

8 

8311210420 

8311210334 

83/10/31 

90-320 

8 

8311210422 

8311210419 

83/11/09 

CONTRACT 


8311210429 

8311210334 

83/10/31 

90-320 

B 

Q31121C430 

8311210334 

03/10/31 

90-320 

8 

8311210470 

8311210467 

83/08/29 

90-413 

T 

8311210471 

8311210467 

83/08/29 

90-413 

T 

8311210474 

8311210467 

Q3/O0/29 

90-413 

T 

8311210476 

831 1210467 

03/08/29 

90-413 

T 

8311210478 

8311210467 

83/08/29 

90-413 

T 

6311210479 

8311210467 

83/00/29 

90-413 

T 

B3112104B1 

8311210467 

83/08/29 

30-413 

T 

8311210482 

8311210400 

83/11/04 

WASTE HOT 

8311210483 

8311210467 

83/08/29 

90-413 

T 

8311210484 

8311210467 

83/08/29 

90-413 

T 

0311210491 

8311210486 

83/11/16 

90-317 

F 

8311210493 

8311210413 

83/11/19 

90-250 

P 

8311210499 

8311210486 

83/11/16 

90-317 

F 

3311210901 

8311210413 

63/11/19 

90-290 

P 

8311210504 

8311210479 

63/11/16 

90-317 

F 

9311210909 

8311210499 

83/11/16 

90-317 

P 

8: U 2109 17 

8311210914 

83/11/16 

90-334 

F 

83 1210922 

8311210914 

63/11/16 

90-334 

F 

8311210928 

8311210914 

63/11/16 

90-334 

F 

8311210929 

8311210923 

83/11/09 

70-1100 


8311210938 

8311210926 

83/11/07 

30-368 

P 

0311210949 

83112I0S41 

03/11/16 

80-307 

F 

8311220014 

8311220012 

63/08/23 

For A 


8311220016 

8311220012 

83/00/23 

FOIA 


8311220018 

8311220012 

83/00/23 

FOIA 


8311220020 

8311220019 

83/08/29 

FOIA 


8311220021 

0311220012 

83/08/23 

FOIA 


6311220023 

8311220019 

83/08/29 

FOIA 


8311220024 

8311220012 

83/08/23 

FOIA 


8311220026 

8311220012 

83/00/23 

FOIA 


8311220028 

6311220019 

83/08/29 

FOIA 


8311220029 

8311220022 

83/11/09 

90-299 

P 

83 i'l 220030 

^311220029 

83/11701 

P 

8311220031 

8311220012 

83/08/23 

FOIA 


8311220032 

6311220019 

83/08/29 

FOIA 


6311220033 

8311220029 

83/11/01 

80-348 

P 

8311220034 

8311220019 

83/08/29 

FOIA 


0311220039 

8311220019 

83/08/29 

FOIA 


8311220037 

8311220019 

83/08/29 

FOIA 


8311220038 

0311220019 

03/00/29 

FOIA 


8311220040 

0311220019 

83/08/29 

FOIA 


8311220041 

8311220012 

83/08/23 

FOIA 


831 1 220042 

8311220012 

83/08/23 

FOIA 


6311220043 

8311220019 

83/08/29 

FOIA 


831 1 220049 

831 1220019 

83/08/29 

FOIA 


9311220047 

8311220012 

83/08/23 

FOIA 


0311220048 

8311220019 

83/08/29 

FOIA 


8311220049 

8311220019 

03/00/29 

FOIA 


8311220090 

8311220012 

83/08/23 

FOIA 


8311220091 

8311220019 

83/08/29 

FOIA 


8311220092 

8311220012 

83/08/23 

FOIA 


8311220093 

8311220019 

83/08/29 

FOIA 


8311220096 

8311220012 

83/08/23 

FOIA 


8311220099 

8311220012 

83/08/23 

FOIA 


8311220068 

8311220064 

83/08/29 

90-293 

P 

8311620070 

8311220064 

83/08/29 

90-299 

P 

8311220078 

8311220074 

02/12/10 

WASTE HOT 


8311220081 

031 1220064 

03/08/29 

30-293 

P 

8311220088 

831 1220064 

83/00/29 

90-293 

P 

8311220073 

8311220064 

83/00/29 

FOIA 


8311220094 

831 1320089 

83/09/07 

40-3649 


8311220097 

8311220089 

83/09/07 

40-8643 


8311220099 

8311220089 

03/09/07 

40-8649 


8311230104 

8311220101 

83/08/10 

TOPREP 


8311220119 

0311220112 

83/1 1/iO 

90-364 

P 

8311820120 

831 1220090 

83/09/27 

WASTE MOT 



ACCE6BI0N NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

831122012? 

8311220127 

81/06/06 

WASTE HOT 

8311220146 

8311220141 

83/11/18 

90-322 

T 

8311220193 

8311220150 

03/11/09 

90-320 

0 

0311220158 

6311220196 

83/09/16 

40-8492 


6311220164 

8311220162 

83/10/31 

90-220 

Q 

0311220179 

8311220177 

83/08/24 

MI8C 


83112201B1 

8311220177 

83/08/24 

HIBC 


8311220103 

6311220177 

03/00/24 

RISC 


0311220107 

8311220189 

83/10/19 

TOPREP 


0311220189 

8311220188 

83/09/07 

40-8177 


8311220192 

8311220180 

03/09/07 

40-0177 


0311220193 

8311220190 

03/11/01 

90-249 

p 

0311220198 

0311220199 

83/11/07 

70-929 


8311220202 

8311220197 

83/11/17 

90-329 

Q 

8311220203 

0311220196 

83/10/11 

90-449 

0 

8311220204 

8311220199 

83/11/04 

90-267 

Q 

0311220209 

8311220199 

03/11/07 

70-929 


0311220209 

0311220199 

03/11/04 

90-267 

0 

8311220211 

0311220207 

83/08/29 

40-3493 


8311220219 

8311220210 

83/11/16 

90-374 

0 

9311220217 

8311220207 

83/08/29 

40-3493 


8311220222 

8311220221 

83/09/02 

40-6622 


8311220229 

0311220218 

03/11/04 

QA999 


8311220227 

8311220221 

83/09/02 

40-6622 


8311220231 

8311220221 

03/09/02 

40-6622 


8311220239 

8311220229 

03/U/16 

90-373 

p 

8311220236 

6311220230 

83/11/10 

90-322 

T 

0311220237 

8311220230 

03/11/10 

90-322 

T 

8311220242 

8311220230 

□3/11/18 

90-322 

T 

8311220246 

0311220230 

03/11/16 

90-322 

T 

831 1220248 

0311220241 

83/08/ 10 

QA999 


8311220290 

8311220294 

83/08/01 

TOPREP 


8311220267 

8311220263 

83/09/09 

90-449 

0 

8311220271 

8311220230 

83/11/18 

90-322 

T 

8311220273 

0311220230 

03/11/18 

90-322 

T 

8311220279 

8311220230 

83/11/18 

90-322 

T 

8311220281 

0311220230 

83/11/18 

90-322 

T 

8311220209 

8311220280 

03/10/04 

90-302 

0 

8311220287 

8311220230 

03/11/18 

90-322 

T 

8311220294 

0311220230 

03/11/18 

90-322 

T 

8311220297 

0311220230 

63/11/18 

90-322 

T 

8311220298 

8311220230 

83/11/18 

90-322 

T 

8311220299 

8311220230 

03/11/16 

90-322 

T 

8311220301 

0311220230 

83/11/10 

90-322 

T 

8311220302 

0311220230 

83/11/18 

90-322 

T 

8311220304 

8311220230 

83/11/10 

90-322 

T 

8311220309 

0311220230 

03/11/18 

95-^?2-*’ 

T 

8311220306 

0311220303 

03/11/19 

QA999 


8311220308 

0311220230 

83/11/18 

90-322 

T 

8311220319 

0311220311 

83/10/29 

TOPREP 


8311220320 

8311220314 

83/10/19 

QA999 


8311220321 

8311220317 

83/11/16 

90-399 

P 

0311220323 

0311220319 

83/10/17 

TOPREP 


831 1220337 

0311220332 

03/09/12 

90-299 

Q 

8311220342 

0311220341 

83/09/09 

90-313 

Q 


8311220349 8311220341 e3/0i?/0? 90'-3i3 0 

8311220350 8311220347 83/11/18 90-289 P 

8311220393 8311220347 83/11/18 90-285 P 

8311220398 0311220340 83/11/17 90-392 F 

8311220360 8311220397 83/11/14 90-348 S 

8311220363 8311220397 83/11/14 90-348 B 

8311220366 8311220394 03/10/1? TOPREP 

8311220379 8311220394 83/10/19 TDPREP 

831122037? 8311220371 83/11/16 90-293 P 

8311220414 8311220409 83/06/29 TOPREP 

8311220417 8311220411 03/11/10 QA999 

8311220422 8311220416 83/11/16 90-336 Q 

831122042? 8311220420 83/10/06 QA??? 

0311220443 8311220423 83/11/10 90-369 P 

831122044? 8311220441 83/11/14 0A997 

8311220491 8311220449 83/07/26 TDPREP 

8311220492 8311220446 83/06/29 90-333 0 

8311220496 8311220441 83/11/14 QA999 

8311220466 8311220441 83/11/14 QA999 

8311220471 8311220469 83/11/17 90-461 Q 

8311220474 8311220469 03/11/14 90-392 0 

8311220481 8311220479 83/11/16 30-443 0 

8311220482 8311220469 83/11/14 90-392 0 

8311220484 8311220468 83/11/19 90-298 Q 

8311220486 8311220483 83/11/18 90-416 P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NOMBER ACCESSION HUhDE^I 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

CNCLOSURE 

DOCUMENT 

188UEP 

CATEOORV 

ENCLOSURE 

DDCUMEHT 

ISSUED 

CATEOORV 

6311390496 

8311220490 

03/11/14 

90-369 

P 

83112BD2D1 

031 12001 98 

esm/si 

50-352 

0 

63llSa0497 

6311220400 

83/11/18 

90-494 

0 

8311280203 

8311200196 

83/11/18 

TOPREP 


631 lasosos 

G31122O40Q 

83/11/18 

90-494 

0 

8311280207 

8311200177 

83/11/17 

50-259 

0 

63118S0906 

8311220494 

83/11/17 

90-290 

0 

8311280200 

931 1200204 

83/ 11/21 

50-394 

0 

63llSa0927 

8311220329 

83/11/10 

90-392 

o 

8311280210 

831 1200206 

83/11/10 

50-361 

0 

6311230004 

8310140169 

83/09/02 

TOPREP 


8311280211 

8311200204 

83/11/21 

50-354 

0 

6311230009 

8310140169 

83/09/02 

TOPREP 


8311280227 

9311280226 

83/11/10 

50-412 

<1 

631 1330007 

6311230006 

03/11/07 

90-333 

p 

8311200231 

83112B0226 

83/11/10 

50-412 

a 

631 123000? 

0311230006 

63/11/07 

90-333 

p 

8311200232 

831120022? 

83/ L 1/23 

50-413 

Q 

6311330014 

6311230013 

83/08/29 

FOIA 


8311280233 

831120022? 

83/11/23 

50-413 

0 

6311230019 

6311230013 

83/00/29 

FOIA 


8311280237 

831120022? 

83/ 11/23 

50-413 

0 

631 1230016 

0311230013 

83/08/23 

FOIA 


8311280240 

8311260237 

83/1 1/21 

50-27 

ft 

631 1330017 

6311230013 

83/08/23 

FOIA 


8311280299 

0311200292 

83/1 1/tO 

50-403 

0 

631 1230018 

6311230013 

03/08/29 

FOIA 


8311280236 

8311200251 

83/11/21 

50-346 

p 

631 1230019 

6311230011 

83/10/28 

CONTRACT 

8311200297 

8311200251 

83/11/21 

50-346 

p 

631123D02S 

0311230013 

03/08/29 

FOIA 


8311280259 

8311200242 

83/11/07 

5D-1C 

0 

6311230023 

0311230013 

83/08/29 

FOIA 


8311280260 

8311200252 

83/11/10 

50-483 

0 

6311230024 

0311230013 

83/08/29 

FOIA 


8311280273 

831126026? 

83/11/08 

50-312 

Q 

6311230029 

6311230013 

83/08/29 

FOZA 


8311280276 

8311200270 

83/11/21 

50-352 

0 

6311230027 

6311230013 

83/08/29 

FOIA 


8311280204 

8311200281 

63/11/09 

50-311 

Q 

6311230029 

6311230013 

03/00/29 

FOIA 


0311280280 

8311200280 

83/11/19 

50-3 16 

0 

6311230030 

6311230013 

aa/oB/29 

FOIA 


0311200295 

8311200287 

83/ 1 1/0? 

70-1143 


6311230031 

8311230013 

03/08/29 

FOIA 


0311200297 

8311200200 

□3/1 1/19 

50-316 

8 

631 1230032 

B3U230013 

83/08/29 

FOIA 


031 1280290 

8311200291 

03/11/0? 

90-397 

Q 

6311230033 

0311230013 

83/08/29 

FOIA 


0311280312 

831 1200307 

03/11/14 

50-309 

<1 

6311230034 

6311230013 

03/08/29 

FOIA 


8311280322 

831120031? 

03/11/21 

50-390 

0 

0311230036 

6311230013 

83/08/29 

FOIA 


8311280329 

831120031? 

03/11/21 

50-390 

Q 

6311230041 

6311230037 

83/11/08 

90-324 

p 

63II2B0326 

0311200310 

83/11/19 

50-319 

S 

6311230046 

0311230037 

83/11/08 

90-324 

p 

831 1280329 

8311200321 

63/11/21 

50-356 

A 

6311230091 

6311230090 

03/11/09 

90-293 

F 

8311280332 

0311200319 

03/11/21 

50-370 

Q 

6311230093 

6311230092 

83/11/21 

90-373 

P 

8311280339 

8311200310 

03/11/19 

50-319 

8 

6311230096 

6311230094 

83/11/21 

90-394 

0 

8311200341 

B31 12003 10 

03/11/19 

80-319 

8 

6311230079 

6311230076 

83/11/11 

90-289 

p 

831128034? 

8311200342 

03/11/22 

80-244 

P 

6311230006 

0311230089 

03/11/03 

90-397 

K 

8311280391 

8311200310 

03/11/19 

80-319 

0 

6311230092 

63 11230089 

03/11/11 

90-279 

R 

831 1280360 

8311200397 

03/11/21 

50-257 

P 

6311230094 

6311230090 

03/11/04 

TOPREP 


831 1280369 

831 1200366 

03/11/0? 

50-97 

a 

6311230099 

0311230096 

83/11/22 

90-244 

P 

0311280372 

831 1200367 

03/11/17 

50-206 

p 

6311230102 

8311230098 

83/11/10 

90-392 

0 

8311280373 

831 1200370 

03/11/17 

80-340 

8 

6311230119 

6311230112 

83/11/17 

90-322 

A 

8311280377 

831 1200366 

03/11/0? 

50-97 

Q 

6311230129 

6311230124 

83/11/18 

90-394 

0 

831 1280300 

831 1200370 

03/11/17 

80-340 

8 

6311330131 

0311230120 

83/11/21 

90-329 

T 

8311280381 

8311200378 

03/1 1/10 

80-317 

0 

6311230134 

6311230124 

03/11/18 

90-394 

0 

8311280306 

8311200370 

03/11/17 

80-348 

6 

6311230138 

6311230132 

83/11/19 

RE8 


8311280392 

8311200309 

03/10/20 

80-309 

Q 

0311230190 

6311230147 

83/11/09 

WASTE MOT 

8311280397 

8311200393 

03/11/10 

90-392 

Q 

6311230199 

6311230147 

83/11/09 

WASTE MOT 

8311280400 

8311200391 

□3/11/19 

30-272 

P 

6311230199 

6311230147 

03/11/09 

WASTE mot 

8311280410 

8311200407 

03/ 1 1 /O? 

80-2SO 

0 

63^1 1230169 

8311230163 

ea/ii/ld" 

tWfltirRtfT 

eai 12804 19 

8311200407 

03/11/6? 


0 

0311230170 

0311230160 

03/11/09 

WASTE MOT 

8311280420 

0311200425 

03/11/14 

30-341 

R 

6311230172 

0311230160 

83/11/09 

WASTE MOT 

8311280435 

8311200433 

03/11/07 

80-289 

0 

0311230227 

0311230226 

83/11/17 

90-400 

0 

8311280444 

8311200433 

03/ 1 1 /O? 

30-287 

□ 

6311230220 

831 1230226 

83/11/17 

50-400 

0 

0311280495 

8311200450 

03/11/10 

30-341 

G 

6311230243 

8311230242 

83/11/09 

90-293 

p 

031 1200460 

8311200490 

03/11/10 

80-341 

G 

8311230244 

0311230242 

83/11/09 

90-293 

p 

0311280463 

8311200458 

03/11/16 

80-395 

P 

6011230249 

0311230249 

83/11/10 

90-271 

p 

8311280464 

8311010023 

03/11/21 

50-329 

A 

8311230291 

0311230290 

83/11/10 

TOPREP 


8311280474 

8311200470 

03/11/21 

30-434 

Q 

6311230292 

B3 11230249 

03/11/10 

90-271 

p 

0311280482 

8311200477 

03/11/07 

30-358 

G 

0311230262 

8311230261 

03/11/16 

CONTRACT 


0311280490 

831 1200487 

03/1 1/19 

50-243 

P 

6311200009 

8311200004 

83/08/26 

QA999 


0311280491 

8311200466 

83/11/09 

80-213 

Q 

6311200022 

8311280019 

83/11/09 

90-361 

p 

0311200900 

831 1200496 

03/10/21 

80-298 

F 

6311200024 

0311200019 

83/11/09 

90-361 

p 

0311280905 

831 1200496 

03/10/21 

80-290 

F 

6311200043 

8311280042 

83/11/10 

50-409 

0 

0311280506 

8311200496 

03/10/21 

80-290 

F 

6311800044 

8311200042 

03/11/18 

50-409 

0 

8311280919 

9311200515 

03/11/17 

QA979 


6311200046 

831 1200042 

83/11/18 

50-409 

0 

8311280920 

8311200516 

03/11/07 

80-272 

Q 

6311200078 

0311280073 

83/11/02 

90-397 

o 

8311280923 

8311200515 

03/11/17 

0A979 


8311280079 

8311200076 

83/11/08 

90-344 

o 

8311260924 

8311200521 

03/11/14 

80-333 

0 

8311200082 

83 11280001 

83/11/18 

90-440 

Q 

8311280925 

8311200516 

03/ 1 1 /07 

80-272 

Q 

8311200128 

8311280129 

03/11/16 

90-261 

P 

831 1280928 

8311200515 

03/11/17 

0A979 


8311200129 

0311280126 

83/11/17 

QA999 


831 1280932 

9311200515 

03/11/17 

0A979 


8311280130 

0311200127 

03/11/21 

90-341 

0 

8311200933 

8311200515 

03/11/17 

0A779 


831 1200133 

0311280126 

03/11/17 

QA999 


8311280949 

8311200544 

03/11/17 

70-690 


0311200137 

8311280139 

83/11/09 

90-317 

0 

8311260946 

8311200535 

03/11/10 

50-440 

Q 

0311200138 

8311200126 

83/11/17 

flA999 


0311280947 

8311200485 

03/ 1 1 /O? 

80-380 

Q 

6311280141 

8311280126 

83/11/17 

0A999 


8311290003 

8311290001 

03/01/26 

WASTE MOT 

6311200149 

8311280139 

83/11/0? 

90-317 

0 

8311290004 

8311290002 

03/11/16 

CONTRACT 


8311200146 

8311280143 

83/11/17 

QA999 


8311290019 

831129DCI3 

03/10/29 

80-280 

Y 

6311200149 

0311200143 

83/11/17 

0A999 


8311290023 

3311290021 

03/11/22 

30-10 

0 

6311200193 

8311280143 

03/11/17 

QA999 


8311290024 

8311290021 

03/11/22 

80-10 

0 

6311280186 

0311280182 

83/11/10 

70-2362 


8311290026 

8311290021 

03/11/22 

80-10 

Q 

631 1280197 

83112B01B9 

03/11/04 

90-312 

0 

8311290020 

831 129002 1 

03/11/22 

30-10 

G 

631 1280199 

8311280196 

83/11/18 

TOPREP 


8311290030 

8311290034 

63/11/23 

50-454 

G 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NtlHBER 


ENCLOSURE 

PRINCIPAL 

DOCUHENT 

DATE 

ISSUED 

SUBJECT 

CATEOOftY 

esi]S90O3? 

63] 1270036 

83/10/06 

30-402 

0 

8311290047 

8311290046 

83/11/16 

50-338 

P 

S3 1 129004 B 

8311290049 

83/11/10 

50-298 

Q 

8311290051 

8311270049 

83/11/10 

50-295 

a 

S3 11 29003 5 

8311290050 

83/11/10 

50-313 

a 

8311290103 

S31 ] 290052 

03/11/15 

50“34B 

p 

8311290109 

0311270108 

83/10/17 

50-402 

0 

8311270114 

6311290113 

63/10/28 

50-482 

Q 

8311270117 

63! 1270113 

83/10/28 

50-402 

Q 

8311290148 

B3ll270t42 

03/10/24 

50-313 

0 

6311290130 

0311270141 

03/11/16 

71-508 


83112901 SB 

8311270142 

53/10/24 

50-313 

0 

831 12901 AS 

0311270169 

63/10/11 

50-482 

0 

S3 11290170 

8311270169 

63/11/22 

50-341 

Q 

6311290174 

0311270169 

53/iO/il 

50-482 

Q 

B3 11290173 

8311290176 

03/11/18 

50-10 

Q 

8311290183 

8311010026 

03/11/23 

50-329 

A 

83ll290ieA 

8311270102 

63/11/10 

50-482 

Q 

8311290187 

8311290104 

63/11/15 

50-440 

Q 

8311290172 

8311270108 

83/11/10 

50-4B2 

Q 

B3 11290175 

6311270164 

83/11/13 

50-440 

0 

B3 11290200 

63t]290l97 

83/11/17 

50-261 

F 

8311290202 

03 i 1 2901 90 

83/11/15 

50-265 

Q 

B3 11290209 

5311290207 

83/lt/Sl 

50-334 

R 

63 1129021a 

0311290206 

83/11/07 

50-498 

<1 

8311270228 

6311290229 

83/11/25 

50-295 

a 

8311270237 

6311270239 

83/11/25 

50-313 

F 

8311290242 

6311270227 

83/11/21 

50-354 

0 

8311290246 

8311270237 

83/11/22 

50-400 

0 

8311290248 

8311290249 

83/11/23 

50-522 

Q 

0311290247 

53 11 290237 

83/11/22 

50-400 

0 

B3112902S0 

8311290236 

83/11/23 

50-456 

a 

63112902S3 

831 ] 290236 

83/11/23 

50-456 

0 

8311270253 

6311290291 

83/11/21 

30-139 

Q 

83U2903S9 

8311270236 

83/11/23 

50-456 

Q 

0311270238 

6311290297 

03/11/23 

50-10 

Q 

8311290Z60 

0311270297 

63/11/23 

50-546 

A 

8311890267 

831 1270263 

83/ 1 1 /23 

50-400 

0 

8311890252 

6311290278 

03/07/30 

TOPREP 


8311290284 

6311290269 

63/11/22 

50-237 

0 

8311290286 

0311290270 

03/09/30 

TOPREP 


8311290288 

0311270277 

63/11/14 

50-520 

Q 

B3U290287 

8311270277 

63/11/22 

27-40 


8311290303 

8311270300 

03/11/17 

MISC 


8311290317 

6311270314 

63/07/06 

FOIA 


83 1 1 290322 

8311270306 

03/it /22 

^ 70-1257 


8311 2903 d'O 

031 1270320 

83/1 l/TS^ 

"H 

6311290396 

0311290391 

83/10/19 

TOPREP 


8311290399 

8311290357 

83/11/15 

50-440 

0 

8311290360 

8311270396 

83/n/Ol 

50-250 

P 

5311290367 

6311270367 

03/09/13 

FOIA 


831 129037 1 

6311270367 

83/09/13 

FOIA 


5311290362 

6311290376 

03/09/0] 

50-413 

0 

031 1290387 

6311290386 

63/09/01 

50-209 

T 

8311290375 

03 1 1270373 

63/09/01 

50-302 

P 

8311290400 

6311270397 

03/08/10 

WASTE MOT 

6311290401 

8311270393 

83/09/01 

FOIA 


6311290404 

6311270393 

63/07/01 

50-443 

A 

8311300009 

6311300003 

03/11/28 

50-302 

9 

6311300007 

831 1300003 

83/ 1 1 /2B 

50-302 

9 

831 1300030 

8311300003 

03/ 1 1 /26 

50-382 

Q 

83 11 3000 90 

8311300040 

63/11/15 

70-1775 


8311300064 

8311300062 

63/11/15 

50-275 

H 

8311300072 

8311300068 

83/11/28 

50-452 

F 

6311300076 

831 1300073 

03/11/23 

50-270 

P 

0311300075 

0311300091 

03/06/24 

raiA 


8311300076 

8311300071 

03/06/24 

FOIA 


831 1300101 

8311300071 

53/ 06/24 

FOIA 


6311300103 

831 1300076 

63/07/06 

FOIA 


0311300107 

83 1 1 300076 

83/07/06 

FOIA 


6311300107 

6311300071 

83/06/24 

FOIA 


8311300111 

6311300076 

83/09/06 

FOIA 


631 13001 19 

031 130007 1 

83/06/24 

FOIA 


0311300114 

6311300076 

83/09/06 

50-327 

0 

0311300119 

5311300091 

63/06/24 

FOIA 


8311300119 

631 1300096 

63/09/06 

50-327 

0 

0311300120 

8311300091 

03/06/24 

FOIA 


8311 300] 2S 

8311300091 

63/06/24 

FOIA 


631l3CyQ12S 

831 1300071 

03/06/24 

FOIA 


031130012? 

6311300091 

53/06/24 

FOIA 
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0311300130 

8311300126 

03/09/01 

50-329 

Q 

8311300133 

8311300091 

83/06/24 

FOIA 


6311300137 

0311300091 

83/06/24 

FOIA 


8311300139 

6311300136 

83/ll/DB 

<!A999 


6311300143 

8311300136 

83/11/06 

0A999 


6311300149 

8311300091 

03/06/24 

FOIA 


8311300150 

0311300147 

03/09/06 

FOIA 


8311300157 

8311300071 

63/06/24 

FOIA 


8311300160 

8311300156 

83/11/18 

50-267 

8 

8311300162 

831 1300091 

83/06/24 

FOIA 


6311300167 

6311300135 

63/10/20 

REVIEU GRP 

8311300172 

8311300167 

83/09/01 

FOIA 


8311300160 

6311300135 

03/10/20 

REVIEW GRP 

6311300102 

0311300177 

63/11/17 

QA999 


8311300189 

8311300091 

83/06/24 

40-8012 


8311300190 

6311300135 

83/10/20 

REVIEW GRP 

8311300193 

8311300071 

83/06/24 

FOIA 


8311300195 

6311300107 

83/09/12 

50-329 

A 

8311300177 

0311300194 

63/11/04 

QA999 


8311300200 

8311300135 

03/10/20 

REVIEW ORP 

6311300201 

8311300194 

63/11/04 

QA979 


8311300202 

8311300196 

63/11/01 

QA979 


8311300203 

631 1300071 

63/06/24 

40-8013 


8311300207 

8311300091 

83/06/24 

FOIA 


5311300208 

6311300135 

63/10/20 

REVIEW ORP 

B3 11 300207 

0311300176 

03/11/01 

QA999 


8311300212 

6311300210 

63/11/22 

50-250 

K 

8311300214 

8311300135 

03/10/20 

REVIEW ORP 

8311300215 

8311300176 

03/11/01 

QA999 


8311300217 

6311300135 

63/10/20 

REVIEW ORP 

6311300222 

6311300217 

63/09/20 

50-329 

A 

8311300224 

6311300317 

63/09/20 

50-329 

A 

8311300225 

8311300135 

83/10/20 

REVIEW GRP 

831 1300225 

0311300135 

03/10/20 

REVIEW ORP 

8311300230 

6311300226 

63/09/21 

0A999 


6311300232 

0311300135 

83/10/20 

REVIEW ORP 

8311300238 

6311300135 

83/10/20 

REVIEW GRP 

8311300246 

8311300334 

83/11/16 

50-267 

P 

8311300253 

S3 11 300091 

63/06/24 

FOIA 


0311300254 

6311300135 

83/10/80 

REVIEW ORP 

8311300257 

0311300091 

63/06/24 

FOIA 


0311300259 

631 1300247 

83/11/08 

QA979 


8311300261 

6311300256 

63/11/26 

50-443 

0 

8311300262 

6311300255 

63/11/04 

QA999 


8311300263 

8311300091 

63/06/24 

FOIA 


8311300264 

6311300135 

83/10/20 

REVIEW ORP 

6311300269 

6311300267 

83/11/25 

50-219 

P 

0311300272 

8311300267 

03/11/25 

50-219 

P 

0311300275 

831 1300071 

63/06/24 

FOIA 


6311300276 

0311300135 

63/10/20 

REVIEW ORP 

6311300261 

8311300071 

83/06/24 

FOIA 


6311300286 

6311300135 

83/10/20 

REVIEW ORP 

0311300287 

8311300264 

83/11/26 

50-373 

P 

6311300266 

631 1300283 

83/09/21 

0A999 


8311300291 

6311300284 

63/11/26 

50-373 

P 

6311300293 

6311300135 

83/10/20 

REVIEW ORP 

6311300294 

8311300384 

83/11/20 

50-373 

P 

8311300295 

0311300071 

03/06/24 

FOIA 


6311300299 

6311300135 

83/10/20 

REVIEW ORP 

8311300300 

6311300264 

83/11/20 

50-373 

P 

6311300301 

831 1300071 

63/06/24 

FOIA 


8311300302 

6311300264 

83/11/20 

50-373 

P 

8311300303 

8311300298 

03/11/23 

50-275 

R 

6311300306 

6311300071 

63/06/34 

FOIA 


6311300307 

0311300135 

83/10/20 

REVIEW ORP 

8311300306 

8311300364 

63/11/28 

50-373 

P 

8311300311 

8311300264 

83/11/28 

50-373 

P 

8311300315 

831 1300091 

83/06/24 

FOIA 


8311300316 

0311300091 

83/06/24 

FOIA 


831 1300320 

031130031? 

83/11/21 

TOPREP 


S3U300321 

6311300091 

63/06/24 

FOIA 


8311300323 

6311300091 

83/06/24 

FOIA 


831 1300324 

631 1300091 

63/06/24 

FOIA 


8311300325 

0311300091 

63/06/24 

FOIA 


8311300327 

8311300091 

63/06/24 

FOIA 


8311300389 

6311300091 

63/06/24 

FOIA 


8311300330 

8311300091 

83/06/24 

FOIA 


8311300334 

8311300091 

63/06/24 

FOIA 


03 11300335 

8311300333 

63/11/04 

50-397 

A 

8311300337 

8311300091 

83/06/24 

FOIA 
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031 130C>339 

8311300091 

83/06/24 

FOIA 

S31 1300343 

8311300091 

83/06/24 

FOIA 

631 1300346 

0311300091 

83/06/24 

FOtA 

6311300330 

B31 1300091 

83/06/24 

FOIA 

0311300331 

8311300349 

83/11/21 

PR 

ea 11300333 

8311300091 

83/06/24 

FOIA 

0311300333 

8311300091 

83/06/24 

FOIA 

6311300336 

8311300135 

83/10/20 

REVIEW ORP 

B3 11300337 

B3 11300091 

83/06/24 

FOIA 

0311300360 

8311300091 

83/06/24 

FOIA 

6311300363 

8311300091 

03/06/24 

FOIA 

0311300360 

8311300133 

03/10/20 

REVIEW GRP 

0311300366 

8311300091 

83/06/24 

FOIA 

8311300360 

8311300091 

83/06/24 

FOIA 

831130036? 

8311300135 

83/10/20 

REVIEW ORP 

8311300371 

83 U 3001 35 

83/10/20 

REVIEW GRP 

8311300374 

8311300135 

83/10/20 

REVIEW ORP 

8311300376 

8311300135 

83/10/20 

REVIEW ORP 

831130037? 

8311300135 

83/10/20 

REVIEW ORP 

B3113003BO 

631 1300364 

83/11/14 

50-200 P 
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DATE 

SUBJECT 

ENCLOGUftE 

DOCUMENT 

ISSUED 

CATE03RY 

B3113003B2 

8311300139 

B3/ 10/20 

REVIEW ORP 

8311300383 

0311300071 

83/06/24 

FOIA 

8311300335 

6311300187 

83/09/12 

50-329 A 

B3113003B6 

8311300139 

83/10/20 

REVIEW ORP 

8311000337 

8311300091 

83/06/24 

POM 

8311300338 

B31 1300364 

83/11/14 

90-280 P 

8311300370 

031 1300135 

83/10/20 

REVIEW ORP 

8311300391 

831 1300139 

83/10/20 

REVIEW ORP 

8311300372 

8311300135 

S3/10/20 

REVIEW OftP 

031 1300374 

8311300139 

83/10/20 

REVIEW ORP 

8311300395 

8311300139 

83/10/20 

REVIEW ORP 

8311300411 

831 1300397 

81/12/07 

WASTE MOT 

8311300433 

631 13C0436 

83/11/00 

50-271 0 

8311300440 

8311300439 

83/04/ 14 

HABTE MOT 

8311300446 

8311300439 

83/04/14 

WASTE MOT 

0311300491 

B3I1300448 

83/ J 0/ 1 B 

40-8502 

8311300468 

8311300467 

83/11/0? 

TOPREP 

6311300467 

3311300467 

B3/11/0? 

TOPREP 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows (he application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive teclinica! content that 
do not fall into other specific categories Included are 

I Application for construction permit. 

2. General Information submitted with construction permit application 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safely Analysis Report (PSAR), 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating lo tlie construction permit. 

10. Scheduling of license application submission or review. 

1 1 Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Aniendnients and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Con espondence and documentation on generic technical matters highllglited by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of Site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT {PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by uliJily (formerly called Hazards 
Summaiy Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR. 
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4. Certificates nf service in the PSAK 


C UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly Jimited to the items listed below Other environinenlal dociiinents and 
correspondence are filed in Categories A. D, M, P or R 

1 Environmental Report (ER) submitted by the utility 

2 Amendments and supplements to the ER 

3 Transmittal and acknowlcdgenieiit letters 

4. Inlormalion on scheduling of subiniiial or review ot ER 

5. NRC questions, requests fur additional information, and applicant respon.scs 

6. Federal register notices citing the availability of items ( and 2 

1 , Correspondence relating to the review of ER 

8. Meeting announcements or reports of meetings where the primary subject ol discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tins category is strictly limited to the items listed below. Othei environmental documents and 
correspondence are in categories A, C. M, P or R 

L Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC 

2 Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acktiowiedgenient letters 

6. Documents related to NRC review of environmental issues or of ER obtained for pitrpo.ses of 
writing the environmental sla(ement.s. 

7. Backup technical documents submitted in connection with above. 

8 Federal register notice citing availability of iieiiis I and 2. 

9 Site visits to obtain information lor DES oi hi S. 

10. Meeting announcements or reports ul meetings where the pi unary subject of discussion is the 
DES or FES 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are RIed in categories A, P or W. depending on the phase of the licensing process. 

A- 2 
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Corrcspondetice relating lo SRR. 

4 Federal register notices citing availability of items 1 and 2 

5 Information on sclietl tiling ol SEiR submittals and review 

(^, Requests tor additional inlonnation for use in preparing SER; responses lo such requests. 

7. Meeting announce incuts or reports of meetings where the primary subject of discussion is the 
SER 

8. Tninsniittal and acknowledgement letters, 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR IS excluded 

I Fire Hazard Protection Plan and surveys 

2. Plant evacuation coirespondencc. 

3. Safeguards Contingency Plans 

4. Review ol Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions lo plans. 


C. LEGAL AND ADJUDICATORY CORRESPONDENCE 

Tins category contains all non-antili ust legal and adjudicatory docuiuciUatum, except for transcripts, 
brlefnigs and testimony, which are filed in ealegory T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(AS LAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests lo make appearances at hearings. 

4. Motions, briefs, atguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g,, SER, FES) to the boards. 

6. Correspondence to and from iiilcrvenors. 

7. Board ordcis and decisions 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions icsutting from item 8 


A-3 



H. GENERAL CORRESPONDENCE 


This c:i*cgory includes dociinients with lillle or no bearing on the status of the application or license 
Items tiiat have no subslant ive teclinicai content or meaning for the status of the license or applica- 
tion are included 

1 Change of address notifications 

2. Changes in structure of organ i/ati on 

3 Changes in service lists. 

4 NRC requests to applicant for additional copies of documents 

5 Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative mailers. 

7 Letters of support, concern or opposition to the facility 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process 

I, FINANQAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and ainendnieiits. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category Is strictly limited to tfie items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2 Amendments and changes to the FSAR, 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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I, LIMITED WORK AUTHORIZATION {LWA) AND RELATED CORRESPONDENCE 

This CLitegory is limited to documents pertaining lo Limited Work Autliori/aliuns (LWA) wliejeby 
applicants can carry out limited site prepaiiition and cuiislruction prior to (lie granimg of ji coiv 
St ruction peiinit 

1. Limited Work Aiithoi i/ations (LWA) and ameiKlniciits, 

2. Correspondence pertaining to woik perlbrnied iindei LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

L Document submitted as part of the applications for a construction perniii and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review'’ 

2. Correspondence where the primary topic of discussion is anlitrusl maltcrs, 

3. All antitrust proceeding lelatcd documenis except for licanng lranscri[ns, testimony and brieL 
ings. which are Hied in category N. 

N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

This category contains word-loi word transcripts of heniings» lestnnony and briefings in antitrust 
matters. Related correspondence falls in category M 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowtccigement letters. 

5. ACRS reports 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the appliciiiion for lerniinalion 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2, Technical specifications and changes. 


3 Backup lechiucal dociinieEits (eg, tapica! reports) submitted in support of items I and 2 

4 Federal register notices citing availability of items J and 2. 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of (he operating license. 

7 Correspondence regarding codes (e.g, ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

H, hifonnaiion on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which falJ in category R). 

10 Correspondence relating to NRC’s Systematic Evaluation Program (SEP) 

1 1 Owner's group meeting announcements and reports 

12. Quality assurance information, 

13 Environmental matters (technical). 

14. Emeigency core cooling system documents. 

15 Radioactive waste information. 

16 Correspondence regarding expansion of spent fuel storage pool. 

17 Start-Lip test reports 

18 Correspondence and documentation on generic technical matters highlighted by an event at 
another facility winch may affect the subject facility; not covered by an IE Bulletin. 

10 Reports of site visits 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

I Inspection reports 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Respon.ses by applicant to IE correspondence. 

4. Applicant’s deterniination of proprietary nature of Inspection reports 

5. Letters concerning areas of noncompliance. 

0. Pre-service and in'Service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes peiiodjc reports of a routine nature 
j Monthly, semiannual, or annual operating reports {other than financial) 

2 Periodic environmental monitoring, eflluent testing, or similar reports. 

3 . Periodic personnel exposure reports. 

4. Operational Logbooks 

Logbooks on Environ mental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or olhei documents relating to the above listed items 


S, REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials lelating to abnormiiL unusual, reportable or nunrouimc oceiir- 
reiiccs or events This includes 

[. All 24'hour, 10-day. 30-day. interim and final Licensee Event Reports (LERs) and followHip 
correspondence (also called inciclcnl reports, abnormal occurrence reports and reportable 
occurrences) 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure repoits. 

4. Constiuction deficiency reports submitted under 10 CFR 50 55c, 

5. Preliminary Notification of Occiiirence (PNOs) and Preliminary Notification of Surcgiiards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environnicmal Event reports. 

7. Part 21 Reports of defects and noncompliancc. 

8. Correspondence or other documents relating to items 1-7 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTiTRUST MATTERS 

This category contain.s all word-for-word transcripts, except for antitriisl matters {category N). 
testimony and briefings, and congressional matters (category U). 

J, Atomic Safely and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) lran.scripls, 

2 . Testimony and statements submilted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4 NRC staff briefings to the Commission. 

5, Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff 

7, Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This oiitegory conUiris correspondence on substantive matlers. Rouiiiie responses to constituent 
inquiries are filed in category H 

1 Statements and testimony before Congress or before bodics/comrnittees appointed by the 
Executive or Legislative Branches. 

2 Preparatory and backup documents for item I. 

3 Correspondence to and from NRC Office of Congressional Alfairs, Congress and the Executive 
Branch on other than constituent response matters. 


V, LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators 

2. NRC examination results 

3. Power plant examination summary sheet 


W, DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the appfication for termination of the operating license onward 

1 . Application for authority to voluntarily surrender license. 

2 . Application to dismantle the facility and dispose of component parts 

3 Technical documents submitted in support of items I and 2, such as. Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning, 

4. Documents lelaling to disposal of radioactive material and decontamination of (he site 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of (he plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y, INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license ancl/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. AU related correspondence and reports to the above. 


A^8 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

Tins category contains docunientation periaiinng to open and closed Coinniission meetings. (i 

includes 

1. Sunshine Act Fecleial Registei notices. 

2. Full, wiilien explanation ot closed tneeiings. 

3. Ceriificahon ot General Counsel on closed meetings. 

4. Coniniission Deteiininatiun Slaicnienis legarding the public disclosure of Iruiiscrspts of 
Coniniission ineeiings. 

5. Y-cthatiin unolTicial and olficial lianscripls oi portions of transcripts of open and closed 
Coniniission nieeiings made publicly available in accoidance wiili provisions of lOCFR Part 9, 
the Sunshine Act, and Coinnussion policies. 

6. Enclosiiies to released tiansciipts, including applicable viewgraphs, staff papers, and staff 
coi respond ence 

7. Start lequirenieiits memoianda foi open mecimgs. inemorandci to record; record ol votes of 
Coniinissioncis on items under consideriilion at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 


This categoiy contains documentation pcj tinning to the responsibilities of the Advisory Coniimitee 
on Reacloi Safeguards ACRS scives as an iiidepcndent advisory coniiiiJliee to the Commission in 
safety*! elated aieas. The comniittec provides advice with lespcct to the hazards o( new or exist- 
ing nucleai tacilincs and (he adequacy of related safety standards. The documents in this caiegory 
are^ 


L Verbatim traiisciipls ol ACRS subcommittee and lull coniiintloc meetings relating to facility 
license applications and safety-related matters. 

2. • ACRS meeting announcements, description of meeting agendas. 

3. ACRS-generated rcpoits, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related coirespoiidence. 

5. ACRS and NRC technical coricspondencc pertaining to safety matters under review by tlic 
Advisory Committee on Reactor Safeguards, 


ADVCM — NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in tiiis category are: 

1 , Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 



3 . Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

Thb Ctiicgory contains documentation pertaining to the daily conduct o| Commission business in 
the Oriicc of the Coiiiniissioncrs, including 

1. Incoming and outgoing correspondence to and fiom the Comniissioneis relating to official 
NRC business, including reports and othei enclosures. 

2. Travel voucliers, telephone logs and official appointment calendars of individual Commissioners 

3. Weekly Information Reports (SECY senes number) piepared by tiie Executive Director for 
Operations (EDO) lor the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and progiam offices. 

NOTE: For tianscripts ol Commission meetings, sec lOCFR category. For all other staff papers 
vvith a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This caiegoiy coiUains docuineiualion pertaining to AEC and NRC contracts and Interagency 
Agreements, Including: 

K Notifications of issuance ol request lor proposal (RFP) and invitations foi bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC 

3. Notifications of contract execution, specifying contract number, pioject title, contractor 
name, coiuiact type, (undmg, and period of perfoimance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE — Financial Disclosure Information 

Tliis category contains Rntincial disclosure information in accordance with the Ethics in Government 
Act of 1978, 


FOIA - Freedom of Information Act Requests and Releases 

Tins category contains requests for agency recoids and lecoids relea.sed in accordance with the 

provisions of llte Freedom of Information Act (FOIA). Documents in this category inchule' 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the yeai numerical sequence) lor NRC rccoids made in accordance 
with the provisions of the Fieedom ol Information Act 

2. Cori espondence between the NRC and the requester relevant to the piocessing, appeal, 
denial or granting of an FOIA request, 

3. Recouls or poitiuns of records released in response to specific requests made undec FOIA. 
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]nis caiegury contains records pertaining lu unresolved safety issues ol a getieriL nature iliat an 
being analyzed by the Division of Nuclear Reactor Regulation* 

K Dralt reports of action plans to accomphsli generic tasks in the regulaiury program 

2. Correspondence with industry and internal correspondenLe regarding ilie mctliudologies 
analyses, and prograinnutic and technical aspects of issues 

3. Meeting notifications and minutes 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and mtormation notices that are issued by the Ollice ol 
Inspection and Enforcement. These issuances describe pariiciilar events that occur at a faLihiy 
that may require some tollow-up action on ilie part of licensees Also included in tins category 
are preliminary notifications ol events (PNGs). 

1 , I&E Circulars, which describe an event at a licensed facility and are intonnaiiunal in nature 

2, l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3, I&h Bulletins, which describe an event at a licensed facility and request all rocipienh to 
perform certain actions as a result of this event. 

4 Pieliminary Notifications of Events (PNOs), which provide updated inlormation of an event 
ol safety or public interest significance 

NOTE For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

Tliese documents are formal reports issued by the U.S. Nuclear Regulatory Comniission ^hich 
carry the NUREG senes code and correspondence pertaining to those reports NURKi reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1 . These reports are normally final work products and arc cliaracienzed by the following criteria 

a. They are predecisional docunients which present inlurnutioii m be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions 

c. They present the results of lechnical research ^.oiiducied for the Conunission 

2. Correspondence Irom industry, government and interested members of the public cununenuiig 
on reports or requesting clariricalion or mlerpretatiun. 

3. Internal NRC memoranda summarising meetings or discussions pertaining to tlie uinieni ot 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and eiiicrgency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1 Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and tlie International Atomic 
Energy Agency 

2, Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, eg,, EPA has authority 
to control ail radioactive pollutants emitted into the air, 

3, Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development 

4, Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development* see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission detei- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1, Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 


2- Federal Register cause notices of the filing of the petition. 



petition. 


4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or m opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations,, see the lOCFR category. 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government'Owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a 
prefix, followed by a series of numbers. 

I. “Pre-dockeled" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
tlie same categories as those used for the Docket 50 series. 

A. Applicalion/Const ruction Stage 

1. Application submitted by the utility. 

2. Meeting nonces, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application, 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1 Inspection reports of the applicant's quality assurance program. 

2 , Notices of deviations, 

3. Follow-up correspondence resolving deviations cited 
2 Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to lest reaclors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

F Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to tlie NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited, 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 senes. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Pan 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities, Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components, 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 



staff for imp^^nienting specific parts of the NRC's regulations. They also delmeate techniques used 

by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5 Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE* For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a, model documentation reports 

b, code documentation reports 

c, code verification reports 

3. Pre-test prediction reports. 

4. “Quick look" reports. 

5. Informal experimental data reports and post-irradiation examination analyses, 

6» Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, iVionthly, quarterly, mterim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9* Meeting summaries and correspondence dealing with technical matteis relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RlLs) transmitting the documented results from com- 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

Tills category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents m this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in tins category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the heanng. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings, 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action, 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG ~ State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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of liaison and cooperative activities regarding such functions as licensing and siting. It includes. 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly Slate liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2 Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. Stale Legislative Reports. 

4 Agreement State Licensing Statistics Reports, 

NOTE. For specific uranium milling and mining projects in wliich the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP ~ Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category, 

L Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors, 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 scries. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-lcvel 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tlus category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material^ source 
material, tiyproduct material, reactors, nuclear facihty components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE. For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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